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PREFACE 


The Title List of Documents Made FubUcly Available is a inoiUlily publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This iiifornia- 
tion includes (I ) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to tire system by which NRC 
nrainlains its regulatory records. I'liis series of docurrrcirts is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information contained irr the Title List itrcludes the information formerly issued through tire 
Department of Energy publicution Fo\cer Reactor Docket Information, last published in January 1979. 
Microficlre of the docketed informatioir listed in the Title List is available for sale on a subscription basis 
from the National Technical Infornration Service (NTIS). See NOTES at the cird of the Preface for the 
complete NTIS address. 

We encourage your comments, crrtici.snrs, and suggestions. In particular, if there arc title descriptions lliat 

arc not meaningful, please let us kirow so that we can correct the data base. In so far as possible, we would 

like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings witliin Docket 50 are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Dtility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

11. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 
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U. Congressionai/executive correspondence 

V. Licensing operators and related correspondence 

W. Dcconi missioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 

The principal elements of the entries in the list arc: 

M J P. Operating license stage documents & correspondence 

© © 

7904170015 Forwards info on TMLJM llendrie 790410 testimony, preliminary 

0 -^ 


93pp. 24XFiche: 50.32OP, 79/04/12. 7904170015. 06861:212 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequejicc number of item) 

3. Description of information contained in the document 

4. Personal author(s). An asterisk in tliis position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. The 24 X Fichc designation consists of the docket number followed by the NRC/PDR document 
category, the date of the document, and the accession number for the document. This designation 
provides the information needed by sub.scribcrs to the National Technical Information Service docket 
microfiche to locate the document fiche. 

9. The NKC 48X microfiche designation for this document. This five-digit portion of this entry is the 
number of the microfiche copy of this document that \s available to NRC staff who have access to 48X 
microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

11. If this space is blank, the document is available to (he public only in the NRC Public Document Room. 
1717 H St., N.W., Washington, D.C. 20555. if this space is filled, it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at CPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 

items. Entries indented and preceded by a dash arc items that were submitted as enclosures to principal items. 

In general, indented items are not in accession number sequence. If the docketed document has a contract 

(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondockeled items arc divided into the categories used for filing and searching in the NRC Public 

Document Room. These categories and their symbols are: 

lOCFR - Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 


chronology of NRC actions, d^cription of events & generic consideration 
of incident. 

RUllM. T.A. Office of the ExCcuTtve Director for Operations. 79/04/12''^^ 
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LUMMlbJ>K)N - NKL Loinmissioncrs 

CONTRACT - NRC Contracts and Modifications 

DISCLOSURE - Financial Disclosure Information 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS - Genetic Technical Issues 

I&E - Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG - NUREC Reports and Related Correspondence 

ORG — Correspondence with Other Orgaiii/atioiis 

PR - Proposed Rule 

PRM Petition for Rulemaking 

PRO! - Projects- Prcdockel Licensing 

PT2I - Noncompliance Reports and Related Correspondence 

QA999 -• Quality Assurance Inspections 

REGGD - Regulatory Guides 

RES - Research and Technical Assistance Reports 

REVIEW GRP - NRC Research Review Groups 

RM - Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG - Stale Programs 

TOPREP - Vendor Reprirts and Related Correspondence 
WASH - Regulatory Publications -Pre-NUREG Scries 
WASTE MGT - Nuclear Waste Management 
XPOR'I'LIC - Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The 


1. 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 


principal elements of the nondocketed items are: 

^^NUREG - NURIiG Reports and Related Correspondence 

7901060007 NUREG/CR.0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environ.s 

© Experienced by Radioactive National Sliipping Package.” Quarterly 
Progress Report 780101-780331 . Idcnlifies parameters whicli affect 
normal shock & vibration environs. 

FIELDS, S.R., MECIl, S.J. Hanford Engineering Development Uiboiatory 
FINA-2093. 78/11/30, 26pp. 06173:124 Available at N'l'iS. 
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Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 
Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it 
will appear following this entry. 

Dale of document described 
Pages in document 
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10. The NRC48X microfiche designation for this document. This five-digit portion of this entry is the 
number of the microfiche copy of this document that is available to NR.C staff who have access to 48X 
microfiche files. 

1 1 . This three-digit portion of this entry is the number of tlie frame on which this document starts. 

12. If this space is blank, tlie document is available to the public only in the NRC Public Document Room 
1 717 H St., N.W., Waslungton, D.C. 20555. if this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC” or “Available at NT IS.” See NOTES on this 
page for information on ordering publications. 

The Nondockelcd Items list is arranged sequentially by Accession Number witliin category. Indented items 

preceded by a dash are enclosures to unindented items. 


NOTES; 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Depos 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 5574650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


, To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed 

i i*i fhis publication, please identify the Document Accession Number for each citation. 

I 

I Paper copy and microfiche of the documents listed in this title Ust may be purchased. Reproduction 

j charges for duplication are as follows: (I) paper to paper is SO. 05 per page except for oversized docu- 

ments and engineering drawings, which vary from $1.00 to $2.00 per square foot; (2) microfiche to 
i is S0.24 per page except for engineering drawings, which vary from $3.00 to $6.00 per square 

foot; and (3) microform to microform is $0.22 per microfiche and $0.40 per aperture card. A mini- 
mum charge of S2.00 plus postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will 
be processed and mailed with a bill from Literature Research Company. 
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San Onofre Nuclear Station, Unit 2 

50-361 

275 






Univ. of Michigan Research Reactor 

50-2 

San Onofre Nuclear Station, Unit 3 

50-362 

278 






Univ. of Missouri Research Reactor 

50-123 

Seabrook Nuclear Station, Unit I 

50-443 

356 






Univ. of .Missouri Research Reactor 

50-186 

Scabrook Nuclear Station, Unit 2 

50444 

359 






Univ. of Oklahoma Research Reactor 

50-112 

Sequoyah Nuclear Plant. Unit I 

50-327 

224 






Univ. of Texas Research Reactor 

50-192 

Sequoyah Nuclear Plant, Unit 2 

50-328 

227 






Univ. of Virginia Rc.scarch Reactor 

50-62 

Shoreham Nuclear Power Station 

50-322 

208 






U.S. Geological Survey Research 

50-274 

Skagit Nuclear Power Project, Unit I 

50-522 

403 

Reactor 


Skagit Nuclear Power Project, Unit 2 

50-523 

404 

Vallecitos Boiling Water Reactor 

50-18 



XX 


Name 

Docket 

Page 

Name 

Docket 

Pago 

Vallecitos l-xpcrimental Superheat Reactor 

50-183 

29 

WPPSS Nuclear Project, Unit 2 

50-397 

321 

Vermont Yankee Nuclear Power Station 

50-271 

105 

WPPSS Nuclear Project, Unit 3 

STN -50-508 

396 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50-424 

344 

WPPSS Nuclear Project. Unit 4 

50-513 

398 

Alvin \V. Vogtic Nuclear Plant, Unit 2 

50425 

345 

WPPSS Nuclear Project, Unit 5 

STN -5 0-509 

397 

Waterford Generating Station, Unit 3 

50-382 

301 

Yankee-Rowc Nuclear Power Station 

50-29 

15 

Watts Bar Nuclear Plant. Unit 1 

50-390 

311 

Yellow Creek Nuclear Plant, Unit 1 

STN '5 0-5 66 

421 

Watts Bar Nuclear Plant, Unit 2 

50-391 

314 

Yellow Creek Nuclear Plant, Unit 2 

S'IN-5U-567 

422 

West Valley Repiocessing Plant 

50-201 

30 




Wolf Creek Ccncratinp Station 

STN-50-482 

384 

William 11. Zimmer Nuclear Station, 

Unit 1 

50-358 

273 

Worcester Polytechnic Institute Research 
Reactor 

50-134 

23 

Zion Nuclear Power Station, Unit 1 

50-295 

150 

WPPSS Nuclear Project, Unit 1 

50460 

377 

Zion Nuclear Power Station, Unit 2 

50-304 

167 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27*039 SHEFFIELD. IL. NUCLEAR £N0I7«ERIN0 CO 


820311024A Foro«Tdt IE Insp Rept 27-0039/82-01 on 820209 of «ctlvitJ«* 
tinder Llcenae 1 3*1001 4*0) . No none crip 1 ienc e noted 

HlNOrJ.A Olvlelon of E'oer^encij Preperedneas Oporationat Support 
02/02/23. 6C0V/ILLE.J U8 EcolOQd# Ine (Formerly Nuclear 
Eng Ineer log ) 2pp 12213 144 


*-8203110248 IE Intp Rept 27-0039/82-01 on 020209 No none omp 1 lane e 
noted Major araae Inspected offalte U808 monitoring uallt 
eaet of former Itcentee'e property In reeponte to repte of 
elevated tritium cone entrat I one 

NICHOLSON. N. A . SCHUMACHER. M C Independent Keeeuremente & 
Environmental Protection Section 02/02/23 US Ecology. 

Inc (Formerly Nuclear Engineering) bfp 12213 146 


8203260121 Foruierde euirmary of firet technical meeting for tritium 
mitigation Investigation at Sheffield Noit meeting 
scheduled for 020326 

OAVNOR.R K US Ecology. Inc. IFormerly Nuclear Engineering). 
82/03/03 EHAFFNER.J NRC - No Detailed Affiliation Oiven 6pp 
12440 031 


62032403B3 Forwarde eummary of 020211 meeting In Chicago. IL re 
migration of tritium at site 

SIEFKEN. D L Loui Level Haste Licensing Oranch. 02/03/09 

HAUKINS.E F Lou Level Waste Licensing Oranch. |p 12413 076. 


“*0203240390 Guirmary of 020211 meeting u/USOS. State of IL t> Roe Sr Hardies. 
O'Keefe. Dab coc k L Parsone re causa, eitent 6 significance of 
offsite tritium migration at site Maps enci 

SIEFkEN.O L Lou Level Uaete Licensing Oranch 02/03/09. Lnu 

Level Waste Llcecxstng Oranch. 7gg 12413 Q77 


0203240397 ForuardS data re 17 test wells constructed by UOCS east of 
Sheffield lou level weste disposal f ac 1 1 1 ty . Data shared 
u/ltceneee due to small concentrations of tritium found. 

BHAFFNER.J A Low Level Haste Licenelng Oranch 83/03/09 
KAWK1N9. E F Lou Lavel Wasta Licensing Oranch Ip 12413; 042. 


**8303240411 Summary of 020212 meeting u/R Oaynor.US Ecology re 
radlologtcel (■ physical deta associated u/17 US08 wells test 
of Sheffield Deta transmitted ettached. 

HAUKINS.E F . SHAFFnER. J A . SIEFKEN. D L Lou Lavel Uasta 
Llcanslng Oranch 82/03/09 Lou Level Haste Licensing Branch 

31pp 12413:043 


0203310379 Summary of 620224*23 meeting u/federal S. stats agencies In 
Urbena. IL re tritium migration at site. 

SIEFKEN.O L Low Lavel Waste Licensing Oranch 02/03/09 

HAWKINS. £. F Low Level Waste Licensing Oranch. 33pp. 12468:203 


8203240334 Forwards data obtained at 820224-23 meeting In Champaign. IL 
Data Includes survey locat ions, elevat Ions 1* boring logs for 
completed wells. IL State Oeologlcal Survey contract Rept 
19BI'6 <. Sheffield site well records 

SHAFFNER. U A LOU Levo 1 Waste Licensing Oranch. 82/03/10. 
eCHUMACHER.M C. Region 3. Office of Director. 73pp 13404:213 


8203190309 Notice of change of address. Cert 1 f Icate of Sve cnc I 
HANaTi S W. American Nuclear Society. e hld*Am.erica Legal 
Foundation 83/03/17 2pp 13349: 113 


DOCKET 27-047 BARNWELL. DC. CiEM-NUCLEAR SYSTEMS. INC 


8303080413 Ack receipt of 811223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 30-269/81-23. 

30-270/81-23 I. 30-287/01-23 

O'REILLY. UP Region 2. Atlanta. Office of the Director (81/03/01). 
82/01/26. PARKER. W 0 Duke Power Co 3?P 12137:133 24K 

Flche: 90-269. 82/01/26. 8303000412 


— B2030D0421 Forwards lE Waste Packaging Insp Rapte 13000039/101) 1. 
IE Insp Rspts 30-269/81-23.30-270/01-23 6 30-287/01-29 on 
810928 t. notice Of violation. 

O'REILLY. J.P Region 2. Mlanta. Office of the OkrectoT 
<01/03/011 Ot/tl/29 PARKER- W a Duka Power Co 2pp 
12137 139 24X Flche 30-269. 83/01 726. B203000412 


■8303080434 IE Weste Packaging Insp Rept 13O00O39/G1 -lOS on 010920 
None omp I lenca noted licensee disposed of byproduct metl 
containing free standing liquid content In axcese of 
limit by transfer to unauthorlted recipient. 

MACARTHUR. T C . POTTER. J.P Ma t er la 1 s & Rad 1 e 1 1 on P r otec 1 1 on 
Section 81/11/03 Duke Power Co 4pp 12137 163 24X 

FUhe: 30-269. 82/01/36. 0203080413 


B203030333 Confirms 020127 to Icon arranpements for r epres enta 1 1 vee c 
US Army Corps of Engineers to visit facility an 020204. to 
obtain first hand Info on low leval waste disposal tranch 
design t. const tac)<nlquss 

SMITH. R D Low Level Haste Licensing Branch FIN B-69ai-l 
82/02/01 PUHVtS. J Chem-Nuclsar Sgstens. Inc Ip 12109:360 


0203090107 Application for amend to Condition S.Paragraph B of Llcer 
46- 13336*01 . d e let ing area formaldehyde at acceptable media 
for sh Ipments. Amend required due to restrictions l(«posed by 
currant SC License 097. 

PURVIS. JE Chsm-Nuc leer System*. Inc, 82/02/16 SMITH. .« D L 
Level Haste Licensing Branch. Ip 13173.014. 


0203030468 Forwards IE Weste Packaging tnsp Rapt 13000039/82-02 on 
820304-03. No none omp 1 lane s noted. M/o and 

OtQSCN.A F Technical Inspection Oranch 82/02/10. HIOOtNBaiHAh 
Radiological Safety Drench Ip. 12089.013 


--8203020473 Foruarde IE Waste Packaging tnsp Rapt 13000039/02-02 or 
030304-09 No noncompliance noted. H/o anc i . 

OIOSON. A F Technical Inspection Branch 82/02/18. SHEALY.H 
South Carolina. Btata of. tp 12089.016. 


--6203020476 ForuardS IE Watts Packaging tnep Rept 1300039/02-02 on 
620204-03. No none omp 1 lenc e noted. 

01S8DN.AF Technical Inspec ti On Branch 82/02/10 BARROU.Wl 
Transportat Ion. Dept df. Federal Highway Adnlnlstratton. Ip. 
13009:017 


—0303030481 IE Uasta Packaging Insp Rspt 13000039/82-03 on a3O804-C 
No noncomp 1 tanca noted. Major areas Inspec ted . sh Ipp ing paper 
(i P lecerd Ing. mark ing L labeling requ i reman tt t. prohtbltad 
artlclas 1* contants 

MACARTHUR. T C. Materials h Radiation Protection Section. 

POTIER.J P. Technical Inspection Drench 82/02/17 
Chem-Nuclsar Systems. Inc. 9pp. 12009:018 


0303130196 Requests waiver of administrative fee for Chem-Nuclear 8| 
Inc 630136 request for emend to License 46-13936-Ot re 
receipt, possession, storege k. disposal of BNM. 

SMITH. R 0 Lou Laval Uasta Llcanslng Branch 82/03/03. MILLER. 1 
Llcsnsa Fee Menagement Branch. Ip. 12309:312. 


8203390074 Forwards Amend 31 to Llcenst 46-13936-01 . per 020219 Itr 
BMITH. R 0. Low Leval Watts Licensing Branch. 03/03/13. PURVIS.. 
Chem-Nuclsar Systems, tne Ip. 13443.339. 


—0203290076 Amend 21 to Matl Lit ansa 46-13336-01 for Chem-Huc 1 aer. 
authorltlng rscaipt of aqueous liquids solidified u/Oou 
mid le. cement, atphel t. OE custom niedla or other madia revleued 
t- approved by NRC. 

SMITH. R D. Low Lavel Weste Licensing Branch. 82/03/13 Ip. 
12443 336 


8303360006 Advises that 6130 fee du* re Q20816 reRueet for emend to 
License 46-13336-01 to delete uree formaldehyde as mtdtum 
for burial 

hEISS. D License Fee Management Branch. 83/03/22 PURVIS. J.E. 
Chem-Nucleer Systems. Inc. |p 12426:396. 


1 


020208-18. Mo noticcm; I l«nc« not**. 

80OK.H E Radtoleglcjl Bkfoty Bronch 82/02/23 OftELLA. A 
Dlrocter’o OfflcOt Offli* of Intpoctton and Enfaromtnt Ip 
18089:023. 


— 0803020463 le Mott* Packaging loop Ropt 19000046/63-02 on 820800-13 
Ho none 0 (np) lanes not*! HAjor ar««« intptc t»d vtliic to 
p lacard ing* fMpp Ing rtc ordti packaging condition* 6 marking* 
ORAveoM.V* rt. . luOtiAS.fl O Matarlal* Radlitton frot»ttio« 8*ttlon 
83/08/32. US Ecologg. tnc (Formarlg Nuclaar Englnaarlng) 19pp 
12089.024 


8203310102 Act racalpt of 030316 Itr *ugg**tlhg 820308-13 at potilbla 
data for dltcuttlon up/nRC ra cloaur* b facommlttioning 
Earllaat aval labia data* art 820407 b OB 

SMITH. RD Lou t-aval Uatta LUanting Branch 03/03/12 STROND.T.R 
Mathlngton. Stata of Ip. 13468 34 b 


DOMESTJC LICENSINO OF SOURCE MATERIAL 

OOCKET 40-0299 UNION CARBIDE CORP 


0303320004 Forward* NRC 011210 Itr raquaatlng amanii ft* for r«vitu 
«f claanup plan for watt barn *Mfflp Fa* raqulrad uithln 
19 dag* of Itr data 

UeiBS.D Llean** Faa Managanant Branch 03/01/19 UONO. T Union 
Carblda Corp tp 13393: 120 


— 8303220009 Ac I racalpt of 811139 Itr aubnittlng claanup plan for uatt 
bora *unp. Minor aafatg b tnvlron arntnl faa raqulrad 
WEtSS.O. Ltcan*# Faa Managamant Branch. Bl/12/10 RONO. T Union 
Carbld* COT^. Ip. 13392 131 


--B203320006 Forward* claaOi/p plan for ranoval of contanlnatad toil area 
affactad bg rtlaaaa* from ua«t barn «unp Ona ovarilia nap 
anc 1. Apartwra card I* availabla In FOR. 

UONO. T Union Carblda Corp. 01/11/39. EADIE.O Uranium Racovtrg 
UICtn«lng Branch. 9pp. 12393. 132 


02030301 73 Forward* con*t rapt for ***pag« collactlon *g» for Stop &U-I 
b 0H-3. Primarg dlffartnta in propo**A plan b Inttallad tg* 
la that collactlon pipa It 4-lnchi Inttaad of 9-inch 
<iafli«t*r Tuo ovartlto Atp% tncl Aptrturt card* in FOR 
MONO. T. union Carbtd* Corg. 02/03/04. EAOIE. 0 Uraniun Racovtrg 
Llcatitlng Branch 3pp 12147; 168 


BS03120114 Foruardt Bond B6I822 b three addl rldtrs for Llctnte BUA- 
648. 

14 AMO. T. Union Carbldt Corp. 02/03/00. EAOIE. 0 Uranium Racovtrg 
Llcantlng Branch. 23pp. 12294.199. 


B3031i03'73 l.lttt NRC raipontaa b propotad amtndtd llctntt condition* 
agraad to at B11201 mtatlng w/Unlon Carblda In Silvar 
BpTint.H& ra Union Carbldt 010014 Ur 

EADIE.O-O. . FCTTENOILL.h u. Uranium Racovtrg Llcantlng Branch. 
03/03/10 SCARANOiR.A Uranium Racovtrg Llcantlng Branch. Opp. 
12231 .100 


8203230109 Advltat that Llcanta SUA-64e 1 * anandad bg ravlalng Litanta 
Condition* 14.39. 96 b 97 

SCARANOcR A. i/ranluai Racovtrg Llcantlng Branch. 82/02/10. LVONS. P. 
Union Carblda Corp. 4pp. 13374:306. 


8303180111 Advltat that tatiiannual land uta rapt for uul 19BI-I1ar 
1903 will ba dtlhgtd.Rapt thould b* filtd bg 630330. 

Forttona of land within tvrvag arta ebangad cwnarthip of 
«iatar right* bttng Invtttlgatad. 

HORTON. 0. L. Union Carblda Corp. 83/03/29. EAOtE.O. Uraniun 
Racovarg Llcantlng Branch. Ip. 13339. 3SI 


8203160444 Forward* * 1OCFR40. 69 Rapdrtlng Raqulrtmtnt* for Onion 
Carblda Corp for 810101-820101. " 

WONO. T. Union Carblda Corp. 82/02/26. BRDUN.O. 0. Raglon 4. Office 
of Diractor. 3pp. 13303^130. 


--03O3160493 “10CFft40 60 Rtpartlng Raqulrtmantt for Union Carbide Corp 
for 810101-830101." Two Ovartlta map* enr 1. Apartura Card* 
available in FDR 

e Union Carbide Corp 62/02/36 390pp. 12302:133 


6203170087 Forwarde “1901 Annual Intp of Evaporation Pond" performed 
bg trained geottchnlcal engineer. Rept 1* to be Included 
U/B30236 tubnlteal. 

MONO. T. Union Carbide Corp. 83/03/01. BROWN. 0. 0- Region 4> Office 
of Diractor. 3pp. 12393:283. 


0303340127 Impotat deadline of 830613 for tubnlttol of Union Carbide 
Corp reclamation plan for old tailing* area. Dead 1 |ne 
coincide* u/annual rapt due dot* Land Ouatity Dlv 810716 
Itr ra plan end 

aCKERMAN.UC Ugomlng. State of 62/03/03 SCARAhlO.R. Uranium 
Racovtrg Licanting Branch 3pp 13390 074 


0203360116 Raguatt* ratponte to itema ra inactive tailing* b heap 
Irath rtelamation plan 

ACKCRHAN.W.C Ugomlng. Stata of. 02/03/03 WUNO. T. Union Carbide 
Corp 6pp 13440.039 


8303360393 Act racalpt of 030219 Itr informing NRC of ttop* taken to 
correct violations noted In IE Intp appraital. 

COLLINS. J r Region 4. Office of Director 03/03/16 LYONS. P J. 
Union Carbide Corp. Ip 13434.080. 


--8200260399 Retponde to NRC 030119 Itr re violation* noted In lb. Intp 
appraisal Corrective action* ettra help b computer program* 
uill aid In compUtlon of environ monitoring rept Rept due 
030301 

LVCNS.O L Union Carbide Corg 03/03/19 COLLINS. J T Olvltion 

of Vendor b Technical Program* 19pp 13424 089 


DOCKET 40-0964 mELLMAN OVNAMICS CORP 


6303030411 Ac k raceipt of 630303 Itr informing NRC of tiep* takan to 
correct vlolatlont noted in IE ln»p of License STO-433 
KEPPLER.J 0 Region 3. Office of Olrector 03/03/26 8IliON8.8 J 
Uellmen Ognemtes Corp Ip 13093 103 


--6303030413 Rtspondt to NRC 030129 Itr re violetlon* noted in IE Inep 
of License ST0-433 Foruardt affidavit b 030139 Itr to Dept 
of Social b Health Svet of Stata of ua re compliance 
u/requirementt In radwatte shipment 

5IMK0NS.8 J Uellnan Ognamlc* Corp 82/03/03 KEPPLER. J 0 
Region 3. Office of Olrector. 4pp. 13099 104 


DOCKET 40' 1 162 WESTERN NUCLEAR. INC 


6203330401 Foruardt data for both radon flu* b Ra-226 concentratlont i 
soil fampl** taken between 770706 b 780913. per License 
Condition 28 Tebte of Coordinate location* for tampllnq 
site* tnc I 

BOOPENi 0. Uettern Nuclear. Inc. Itubt of Phelps Dodge Corp. ) 
02/03/03 PETTENOILL. H J. Uranium Recovery Licensing Branch. 16p| 
13392:090 


0203300099 Forward* approvad Reclamation Performance Bond Rider 
0060-98-92 to Permit 301C 

OARtON. 0. Wyoming. State of 81/07/06. DQODEN.O. Western Nuclua' 
tnc (tub*, of Phtlp* Dodge Corp. 1. 4pp. 13460:394. 


6203290117 Request* addl ci tension to 821201 to complete reclamation 
of Dag Lome heap leach * 1 te. Admtnlstrat Ive fee end. 

8000EN. Q. Western Nuclear, tnc. Itubt. of Phelpt Dodge Corp ) 
83/02/03. SCARANO. R A Uranluai Recovery Licensing Branch. 4pp. 
12442:342. 


8303110390 Advise* that no further action required since Weetarn 
Nuclear. Inc 011203 b 03 Itre ravlted 810103 info required bg 
Amend 10 to License BUA-96 

GARCIA. P.J « PETTENOILL. K J. Uranium Recovery Licensing Branch. 
02/02/09 Uranium Recovarg Licensing Branch. Ip 12291:173 


6203120373 Comment* on assignment of amend numbert to ulcente 8UA-96. 
Llccn«e condition numbere thould greetda amend number* to 
fee 1 1 1 tat* more rapid Identification. 

BOOOEN. 0. Western Nuclaar. Inc. (sub*, of Phalp* Dodge Corp. ). 
63/02/08. SCARANOi R. A Uranluai Racovarg Cleansing Branch. Ip. 
12394 399. 


8303130087 Act receipt of 020183 Itr re semiannual audit b ALARA 
revlau. Audit rept* will raquast uirlttan ratponte to 
Tecommendatlon* from retldent manager b tpttlfg dates for 
completion of corrective action*. 

BAQOEN. 0. Uettern Nucleer, Inc (tubs, of Phelps Oodgs Cerp. i. 
02/03/09. PETTENOILL. H J. Uranium Racovarg Licensing Branch. 3pp 
13399:360 



8303090294 ft*c<>ii«n«ndt thJt Llcant* SUA-SA b« Amtndtd bg revldtng 
Condition 33 j outhorltlng ontonoton of ported for complotton 
of roclomotlon project <■ oubnittton of const rtpt for Dog 
Ubsio Slto ti ottonslon for Sgllrush sits roclomotlon plan- 
0ARCIA>P. J. • PETTENOILLt K. J Urontum Rocovorg Llcontlng Brooch 
83/02/10 Uranium Rocovorg Llcontlng Branch. 4pp 13093: 333 


S8031A0098 Forwards 0‘Appolonto 830319 Itr ad dross Ing mottor of channel 
hgdroullcs raclamotlon plan, split Roct Illll>ln response 
to me 811109 «. 30 Itrs 

SOOOCN' 0 Uostorn Nuclear, Inc. Isubs. of Phelps Dodge Corp ) 
83/03/19. PCTTEN01LL,K Uranium Rocovorg Llcontlng Branch App 
13311: 100 


B3031A0099 Forwards D'Appotonlo 830316 Itr addressing Inquiries on 
radon reduction covtr Ltconso Issued 801304 provides "mei 
mill throughput shall not etesed 890 metric tons of 
gelloucalie per gr. '* 

SOOOEN, 0 Hestern Nuclear, Inc. (subs, of Phelps Dodge Corp. I. 
88/03/33 PETTENOILU’U vl Uranium Rocovorg Licensing Drench 8pp. 
1331 1 341. 


8303S40380 Recommende Issuence of Amend 16 to Llcente BUA-9b- deleting 
ipeclflc requirements for period of mill shutdown beginning 
810619 t, continuing Indef inltelg. 

OARCIA,P. J. I PETTENOILL. H. J. Uranium Rocovorg Llcontlng Brench. 
83/03/11. Urenlum Rocovorg Licensing Brench. 6pp. 12404.349. 


8303310099 Issues Amend 16 to Llcenee 8UA~96, revising License 
Condlttone 11,31,61 1> 77 re tgpe of tab surfecos ueed for 
bloaeieg enelgtls. 

BCARANO, R. A. Urenlum Rocovorg Licensing Brench. 83/03/11. 

SOQOENiO. Uestirn Nuclear, Inc. isubs. of Phslps Dodge Corp. ). 3pp 
13463: 398. 


DOCKET 40-1341 EDOEMONT URANtUH MINE, TVA I, MINES DEVELOPMENT, INC, 


8303090037 Bubmlts comments of TVA proposed cltenup criterle for 
dec osimtss toning pro jtc t. Removal of windblown tailings should 
Include radium concentration. 

OtEDT,J. Environmental Protactlon Agancg. 83/01/39. LICHTMAN>0 
Environmental Protection Agencg. 3pp 131 73: 189. 


8303040473 Summarg of 811333 meeting w/utll in 811v#r SprlngrMO re 
environ monitoring t> cleanup criteria proposals for 
feci 1 1 tg. 

ANASTASI, F. B. Uranium Recoverg Licensing Branch. 83/03/11. 
8CARAN0,R.A. Uranium Recoverg Licensing Branch. 9pp. 18137:800. 


8303160046 Forwards updstsd "Edgemont U Kill Decommissioning 
Environ Monitoring Program" for review t> approval. 

MILLS, L M. Tennessee Val leg Autnorltg. 03/03/39. BCARANO, fi A. 
Uranium Racovarg Licensing Branch. 3pp. 13311:389. 


— 8803160090 “EdgsmonC U Mill Oscommlsslonlng Environ Monitoring 
Program. " 

e Tennassas Vatleg Authorltg. B3/03/3B. 47pp. 18311:389. 


S303160391 Forwards "Semiannual Effluent neleaei Rapt 13, Jul-Dec 1981." 
MILLB,L.M. Tennetset Veltag Authorltg. 82/03/39. Region 4, 

Office of Director. tp. 13307: 199. 


— 0303160397 "aemlennual Effluent Release Rapt i3,vlul-0ac 1981." 
e Tennessee Vellag Authorltg. RH-83-3-EDI 83/03/29. 17pp. 

13307. 160 


8303300109 Comments on NURE0-'0e46 "068 Re Dec ommles toning of Edgemont U 
Mill," per re quest. Draft statement does not provlds adsquats 
technical justification to support proposed action of moving 
talllngt from Edgamont site. 

VAUOHAN.N. A. Energg, Dept. of. 83/03/01. CHILK, 8 J. Office of the 
Sacretarg of the Commission. 14pp. 13461:284. 


DOCKET 40-3061 WEST CHICAOO FACILITY, KERR-MCOEE CORP. 


8303310021 FDIA request for documents t< metis re llcsnsss Issusd bg 
NRC or aEC to Kerr-HeOee Chemical Corp or p radteessors, 

American Potash !■ Chemical Co t, Llndseg Chamteal Corp, 
pertaining to operations In Heet Chicago, IL. 

SPELMANiH. J. Harold J Bpelman ti Assoclatie. 81/11/13. Office of 
Administration. 2PP- 13466:001. 


83033100C9 Responds to FOIA request for documents re licensee Issued 
to Kerr-McOee chemicft Corp or predecessors t> confirms 
agreement between Region 3 l< P Ftltner. Documents requested 
tc provided are Itsted In end app. 

FELTON, J.M. Division of Rules and Racords. 81/13/09. BPELMAN, H. J. 
Harold >J. Spelisen I, Assoc tetes. 3pp. 13466:003. 


--B3033IC033 Bouret Mall Llcensa C-3377. author | ting possssslon of 3 lb 
thorium for educational eihlblt 

PRICE. H.L Atomic Energg Commission. 99/07/09. MURRAY, ^f P. 
Arsrltan Potash t> Chsmlcsl Corp 2pp. 13466:006 


--8303310037 Source Matl License R-334, authro 1 1 Ing recalpt of rau source 
metl t> 30.000 lb refined eource matl containing approi 12K 
Th03 for use In eiperlnental deva I opment of racovarg 
techniques 

DELANEY, J.C Atomic Energg Commission 60/00/01. HANSEN, L. H 
American Potash 1, Chemical Corp. Ip 13466-008. 


"8303310041 Bourcs Matl License H- 106, as amended, auth-orti mg receipt of 
raw lource mfti t, 30.000 lb refined source matl containing 
I3X Th02 for use In eiperlmentel davelopnant of racovarg 
techniques 

» Atomic Energg Cormlfslon. 90/09/19. MURRAY. U 8. Amerlcsti 
Potash 6 Chemical Corp Ip. 12466 009. 


--8203310047 Amend 3 to Source Katl Llcenee R- 106, author 1 1 1 ng receipt of 
raw source matl t epproi 30,000 lb refined source matl 
containing approi 12X Th03 for usa In eiparlmantal 
development of recoverg techniques. 

DELANY. J. C. Atomic Energg Commlsston 90/03/34 PARSONS, M. C. 
American Potash 6 Chemical Corp Ip 12466 OlO 


— 8303310091 Source Metl Llcente R-I06. emended, authorl i Ing receipt of re« 
source matl 6 approi 10.000 lb refined source matt 
containing approi 13% Th03 for usd In eip erlman tal 
development of recoverg techniques 

DELANEV. J C. AtoffllC Energg Commtoalon 98/03/10 KREMER8,M 
American Potaeh 6 Chemical Corp Ip 12466:011. 


--6203310099 Bourca Matl Llcenie R- 106, author I t Ing receipt (, poeseeiton 
of raw eource matl w/o limitation for pocaeslng 6 resale. 

JDHNSDN.L. Atomic Energg Commission. 96/09/01. tp. 13466: DIS 


--0303310061 Forwards application for renewal of Source Malt License 
R-834 Items llstsd should bs withheld from public 
disclosure. 

BENNETT, B J American Poteeh t, Chemical Corp 61/08/39 
HLIBSBAOblER. D. A Atomic Ensrgg Commission. Ip. 12466.013 


--6303310064 Application for renewal of Bourca Matl License R-234, 
authorlilng use of thortuin for proceeslng top various 
chemical compounds. 

BENNETT, O J American Potash 6 Chamteal Corp 61/00/29 Dpp 
13466.014 


— 8303310067 Requests add! Info neettsarg to continue review of 
application for renewal of Qource Matl License R-334. 

NUaBBAUMER. D A Atomic Energg Commlsston. 63/03/01 QENNETI.n. 
American Potash 1, Chemical Corp. 3pp 12466:019. 


--6303310069 Forwards Info t, clarification of application for ronawal of 
Source Matt License R-234 ee requested In 630301 Itr. 

BENNETT, B.J. American Poteeh I, Chemical Corf 62/04/09. 

NOBBBAUMER, D. A Atomic Energg Commission. 17pp. 13466 033. 


— 0203310073 Souves Kstl Llcente 8TA-9tl3. euthor It tng possess Ian of 
unlimited qusntltg of thorium. 

NUSBOAUMCR, 0 A AtoffllC Energg Commission. 63/03/27. tp. 

13466 040 


— B203310079 Bourcs Matl License STA'9B3, authorl t Ing poisassian of 
unlimited quentltg of thorium. 

HARMON, 0 F. Atomic Energg Commltslan. 66/09/13. Ip. 12466:041. 


— 0203310079 Source Ketl License QTA-9a3 authorlilng possession of 
unlimited quantltg of thorium. 

HARMON. D. F. Atomic Energy Conmlstlon. 69/06/09. Ip. 12466:043. 


— 9303310061 Forwards renewal application for Source Matl License 
BTA-sea 

CRAIO.L.C Kerr-McOee Chemical Corp. (subs of Ksrr-McOsa Corp ). 
74/09/10. Atomic Energg Conunlss 1 on. Ip. 13466:043. 


--0303310100 Application for renewal of Source Metl License 0TA-<VO3, 
authorlilng storaga h distribution of various thorium t, 
rare earth chemical compounds. 

CRAIO.L.E. Ksrr-HcOee Chemical Corp. (sube of Kerr-McOee Corp. > 
74/09/ to. Dp p. 13466: 044. 


--8303310114 Amend 1 to Bourca Metl License BrA-9B3, changing licensee 
name to Kerr KcOte ChemUel Corp from American Potash tc 
Chemical Corp. 

LAVFIELD, R. L. Licensing Managenenb Branch. 73/04/24. DAIOLE.O l. 
KerT-KcOss Chemical Corp. leubs of Ksrr-McOee Corp. >. Ip. 

13466:047. 



9UUI CV ria h 

vnlirtiltcd quantity of throlum for •torafo (■ 4t»tr H>utlor> 

ROUSE* L C Korr-rlcOo* Cooirltat Corp l»ut» of Kerr-McOoo Corp ). 
74/00/82 Ip 12466 048 


--82O33J0119 Adwtoot that 810329 applitatlon for a^ond to authorno 
doc o-rni ooto Alnp of t<»'o bldpo i» foo oiooipt 

CROW. U T Olvi*lo» of Fool Cvclo t> Motor lol 8ofotq 01/03/30 
MILLER-U 0 Liconso F»» Manajomont Braneh Ip 19466 091 


— 8203310124 Application for airand to 0ourt* Matl LUtnoO 8fA-9D3. 
authorltlng inc tnorat i on of c ombuot lb la uaato 

• Korr-M:Oao Cboirlcal Corp (tuba of Ktrr-McOea Corp I 81/04/94 
7pp 12466 038 


8203130392 Foruarda auirrarij of vendor ireottng u/Congreacfflan T Cochran 
to review curreat atatut of Weat Chicago al te. 

SMecLEV. U *1 Korr-KcOee Corp. 82/03/01 NIKQN.H NRC - No 

OetJlled Affiliation Oivan 9pp 19334 339 


0303130090 Alt r«talpt of Qal RUqt Aaaoclated Unlva rapt. 
"Radiological Survey of Kreaa Creel. Weat Chicago. IL" 1* 
aubrvita comiaarvta 

HEE. D . 0ARDE8RIN0.S Environ"»ental Protection Agencg 02/02/09 
CUNNlMOHA‘ 1 . B E Olvlalon of Fuel Cqcla b Matarial Satatq If 
12335 339 


B203040366 COTrecta tgpojraphlcal atrort In Cormiaaloo Ordar Cl.l-03-2 
FITZGERALD. J A Office of the General Countel. 83/03/01. 

CHILA.S.vI Office of the Secretarv of the Coecntaiion. Ip 
12119 096 


0303160470 Clarifiaa Itoaia 3. 5 b 8 nDted In 620393 tranernlttat of 
810811-030217 alte map. 

SKELUEV. M J Kerr-McOee Corp 83/03/03 HIND. J. A. DIvltlon of 
Effiergencq preparodneaa b. Operational Support 3pp 13306 019- 


8303160919 Ad VI tat that practice of opening b dtacharging Bldg |4 tunp 
overflo;^ valve to Cltg atom aeuer will continue until 
corpletlon of alternative fecllltg aurface ueter Impoundment 
aya 

EKElLEY-W J. Kerr-McOee Corj 02/03/03 HIND. J A DIvialon of 
Erergency Preparadneaa Ip 13309.940 


8303390133 Foraierda Itr from 9 Hunaon confirming pravloua Info 
provided during Inap NRC thould concur u/prudencg In 
requetting written documentation in vieu of current 
controveraii turroundlng decom.nl aa Ion Ing 

SI-ELLEV.M j nerr-McGee Corp 82/03/03 NlCHObSON. N fttglon 3. 
Qfflc* of Director If 12491 017 


8203120237 Requeat for production of doturenta. Certificate of Svc enc I 
KlLSEY.n R Meat CMcaqo. IL 82/03/09 Office Of tha Ejetutlve 
Legal Otreceor 2pp. 19248 333. 


0303330733 Fori-arda "Pra I Imlnarv Bevtaw of Law Englnaarlng Rapt." per 
"Meat Cbtcago Thorlu.m Plant Clofuraa '■ 

POnV.E A Radiation Safety Sarvltaa. lot. 02/03/10 OAUie. A B 
Rtglon 3. Office of Director IP 19388:363 


--020323073D “P rel Inlnary Review of Law Sriptnaartng Rapt.” 

a Radiation Safely 8ervltet. Inc 01/12/17. llpp 12388:284. 


6200160393 Fori/arda IE Inap Reft 40-9061782-01 On 810811-620217 No 
ni)iicoj*^p H^hct nottd. 

HtNOatl A DlvUlon of Eni«rg«ncv Pr«f)4r«dn*tft V Qptrjtlon^l Support. 

B2/03/ID shelly, W J Kerr-McOee Corp 2pp 19307 224. 


--02O316O361 IE Inap Rept 40-2061/82-01 on 81 081 1-820217. No noncomp 1 1 anc e 
noted Major areaa inapec ted wort activltlea re diamentllng/ 
demolition of Bldga 3 & 1 t> offtlte air aampllng. 

NtCHOLSCN.N A . 6CHUMACHEA. M C . ROZAK. S Olvltton of Emergency 
Preparadneaa b Operational Support. 62/02/22 9pp. 13307.326. 


B203330377 Acb receipt of 920310 Itr re Law Englnaarlng rept on 
Weat Chicago thorium plant cloaure.Ltr forwarded to U Fuel 
Llcenaing Branch for cone 1 darat ion in rtvlpu. 

PAPERIELLO. C. J Dtvtalon of Emtrganty Preparadnaaa b Operetional 
Support 83/03/19 PORT. E A Radiation b Safety Byate.ma. Inc. 
3pp 12413:239 


0203260163 Ack receipt of 820303 Itr infor.nlnq NRC of opentnq of Bldq 
14 aump overflow valve Sump releaae on 620319-16 under 
review. 

HIND. J A. Divlalnn of Emergency Preparedneaa b Operational Support 
83/03/22. SHEllEY.H J Kerr-McOee Corp Ip 19423 334 


If NRC undera tdnd ing inc orrec t. detominitalon Iny/d lamantllny 
pfocedurea ahould ba re-eveluetad to minimi te potontidl 
offalte migration of radiological contaminanta. 
hind. J A Otvlaicin of Emergency Prdpar edneaa. 03/03/33 
SHELLEY. W J. Kerr-McOee Corp. 2pp 12499 122 


docket 40-3399 PATHFINDER HINES CORP 


8203040372 Requeata addl Info re reclamation bond tummary (Revleed Oc 
17811 Info needed to corplete review Requeata aubnlttal by 
830303 

PETTENOILL.H Uranium Recovery Llcenaing Branch. 02/03/12 
NUOEnT.E.L- Pathfinder Mlnea Corp Ip 12137.360. 


820317062? Foruarda "Samlannuat Effluant Monitoring Rapt.Jul-Oec 1981 
per IOCFR40. LIcenae Condition 94 Semple data for pravloua 
rept alao enc 1 

HijOEMT.E L Pathfinder Mlnea Corp 82/02/26 8CARAN0, R. A. UranI 
Recovery Llcentlng Branch Ip 12329 199 


--0303170626 "Samtannuat Effluent Monitoring Rept.Jul-Dec 1901 " 
e Pathfinder Mlnea Corp 83/03/26 17pp. 13329: 196. 


03CKET 40-3079 TECHNICAL OPERATIONS. INC 


8203110373 Forwerda IE Inap Rapta 30-04976/01 -01 , 30-09635/81-01 t 
40'3079/ai-Ol on 811229 b 30 b notice of violation. 

martin. T T. Dlvliion of Engineering b Technical Prograna. 02/03/1 
Clarke. E Ttcb/opa (Technical Operatlona. Inc. I. 3pp. 1331S‘32( 


— 0203110379 Notice of violation from inap on 811339-30. 

martin. T.T. Olvlalon of Englnaarlng b Technical Prograna. 
03/03/19 2pp 13319 332 


—8203110276 IE Inap Repta 30-04376/81-01.30-09625/81-01 b 40-3079/B 
on 811939 b 30 None omp I lane e notad: failure to perform 
monthly eud Ita. Inatrvic t training for aenlor pereonnal. 
aemlannual Inventory b annual rept of eienpt matl tranafar. 
CAMPBELL. M . KINnEMAN. J 0. Region 1. Office of Director. 

82/02/17 Opp 12919 324 


8203290166 Ack receipt of 820303 Itr informing NRC of atapi taken to 
correct vlolatlona noted in IE inap of Llcenaet 30-00277-03. 
90-00277-Q6e b 6Ua-386 

MARTIN. T T. Olvlalon of Englnaarlng b Technical Prograna. 83/03/ 
CLAnw.E.E Tech/Qpa (Technical Qpiratlona. Inc.l. ip. 12414:109 


--8203390173 fleaponda to NRC 820219 Itr re vlolatlona noted in IE in 
of Llcanaa 20-00277-03 Corr at tlve pc tlons . audita conducted 
re radiation aafaty on 820137 b 0324 b claaaaa conducted In 
inaervlte training. 

MUNRO. J. J. Tech/Opa (Tachnlcal Operatlona. tnc.l. 83/03/03. 
HARTIH. T.T. DIvialon of Engineering b Technical Program. ip. 
13414: 106 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


0203090379 Forwarda "Facility Effluent Rept, BI07<}1-82010I. " 

CtPOLLA.A J Allied Chemical Corp 82/03/22. Region 3. Office 
Director. Ip 12132:209 


—8203090382 ‘'Facility Effluent Rept* 810701-020101. 

• Allied Chemuel Corp. 82/02/22 9pp. 12132:210 


8303190093 Advlaea that lictnaes plana to incorporate radiological 
contingency plan raqulremanti aa llcenat condition. 

F18HER.F.D Uranium Fuel Llcenaing Branch. 82/03/19. CROW. U T. 
Uranium Fuel Llcenaing Branch. Ip. 12394; 337. 


— 8203190098 Safety evpluetton aupgorttng Itcenaee requeat to procei 
uet up to 90 million lb U b amelt quantlttea of other 
laotopas. 

BECKER, T. R. Uranium Fuel Llcenaing Branch. 82/03/15. 4pp. 
12394 338 


DOCKET 40-3453 AlLAB MiHEHALS 


03(73120393 Forwarda “Peraonnal Eipoture b llonltarlng Rapt for CY0t. ' 
EDUARDS, D L. Atlaa Mlnerala 83/03/10. SCARAldO. R. A. Uranium 
Recovery Llcenaing Branch Ip. 12299. 136. 


--8303120397 "Peraonnel Eipoaure Monitoring Rapt for CY01. * 

EDUARDS. O.L. Atlaa Mlnerala. 89/02/10 3pp 13239; 137. 


QS03360047 Bubnltt In^o annuAl of lond uto In oroa ulthln 

a aiUt of Mill. 

BLUBAKOH. R. E. Atla* HinaraU. B2/OS/aa eCARANO. R Uranium 
Racovar\i Lleantlng Branch. 3pp ia4AD 007. 


8203180393 Toruarda “Environ Monitoring Program Quartorlg Rapt- Bomp I ing 
tt Analyalt fto tulta- Four th Quartan- 1981. " 

EDWARDS. 0L At tat Mlnaralt. 82/02/29 SCARANO. R A Uranium 
Racovary Llcanatng Branch. Ip 12341-247 


— 82031B0399 "Environ Monitoring Program Quar tarty Rapt- Sampl Ing ti 
Analytla Ra lul ti. Fourth Ouartar 1981." 
a Atlaa Mlnaralt 82/02/29 92pp 12341-248 


6203240347 Notification of contract aiacutlon: "Lleantlng Aialttarica/ 
Oaotachnlcat b Hydrological Eva luat loni. At 1 at Mlnaralt Hoda 
Mill-* awardad to Ototachnlcal Englnaart- Inc. 

HAlRaiON. C. I MILES- E 0 Admin 1 atrattva Contraett Branch. 
NRC-Oa-e2-038 82/02/29 DAVIS. J . GARCIA. P Off led of Nuclear 

Material Safaty b Safaguardt. Dl rector. Ip 12419.093. 


— 0203240390 Contract. "Lleantlng Attlttanca/Oaottchnlcal b Hydrological 
Evaluatlont. Atlat Mlnaralt Modt Mill." awardad to 
Oaotachnlcal Englnaart. Inc. 

CA8TRO.O. Oaotachnlcal Englnaart. Inc. SMITH. P A. Olvltlon of 
Contracta. HnC-03-&2'038 82/02/29 13pp 13419 094 


8203190173 Commtntt on Atlat Mlnaralt 811130 tubmittal of ratultt 
of environ monitoring b dota calculatlont for naaratt 
receptor at raiiuirad by Condition 47 of Llcanta 8UA-917. 

OARCIA-P J. * PETTENOILL. H J. Uranium Recovery Lleantlng Branch 
82/03/04. Uranium Recovery Lleantlng Branch 9pp. 12309.298 


DOCKET 40-4348 COMMERCE. OEPT OF. NATIONAL BUREAU OF BTAN0AR08 


□203240989 Forwardt 811223 memo llttlng mambart b altarnatat for 
radiation tafaty committee w/brlaf datcrlptlon of 
qualification! for aach mambor b alternate attached 

PEVEY.L.E Commarca. Dipt of 82/02/19, Olvltlon of Foal Cycle b 
Material Safaty lOpp 12409: 294 


DOCKET 40-4493 FEDERAL AMERICAN PARTNERS IMININOI 


8203120241 Commanit on DE8 for project Water quality changat due to 
•eapaga thould be elaborated. 

a Hllliamt-Roblnatta b Attoclatat. Inc 02/02/09 OILLEN.O. 
Olvltlon of Watte Managamant. 4pp. 12292: 331. 


IXICKET 40-A900 ENEROY. DEPT OF 


8203100390 Inform! that Canontburg/Houtton/Btrabana. PA area radon 
monitoring program data for BIO 130-0420. war a forwarded to 
program parti c Ipante. 

MATT. H. E Enargy. Dept of 82/02/11. CROW. W Uranium Fuel 
Lleantlng Branch. Ip. 12342.30b. 


8203100912 Forwardt Info available re radiological condition! at 
former Vitro plant In Canontbur g, PA whan llcanta uat 
terminated 

PAGE. R. 0. Uranium Fuel Lleantlng Branch. 82/02/17. JOHNS. A 
Affiliation Unknown Ip 12192.321. 


— 8203100916 Advitat that Llcanta 8UC-3I9 terminated par 660112 reque&t. 
Contamination which may be pratant at facility 
Inilgnlf leant. 

HUSSBAUHER. 8. A. Atomic Enargy Commlttlon 66/02/lA. RUDER. R.T. 
Vitro Engineering Co Ip. 12192:322. 


-8203100923 Raquattt Llcanta 8UC-319 be terminated Radiological turvay 
and. 

RUDER. R.T Vitro Engineering Co. 66/01/12 HARMON. 0 F Atomic 
Enargy Commlttlon. 31pp. 12192:328. 


— B203100927 Forward! Commonwealth of PA Dept of Health parmlt for burial 
of radwatta at lita b raquattt advice whether llttad 
etatamant thould be added to permit. 

LtTTEL. E. 0 Vitro Engineering Co. 69/09/18. NU88BAUMER. D A 
Atomic Energy Commlttlon. 2pp. 12192:399. 


--8203I00939 DltcuieC* 621230.630103 b 0318 Intpt of LIcante SUC :Mh 
None omp 1 lance noted turvayt t-o avaluata c oncantret 1 ont of II 
in elr b water not conducted b quantitlat of radiation ware 
tuth that Individual could havt Ttcelvad Inparmtht Ibl b dote 
PRICE.E R. Atomic Enargy Coirmlttlon 63/03/02 LITTEU-E. 0 
Vitro Engineering Co 26pp |3193 012 


docket 40-6633 UTAH CO-NSTRUCTION b MINING CO 


8303090361 Partial retponta to FOIA raquatt for four catagorlae nf 
document! re technical criteria contained in App A to 
10CFR40 Forwardt docurantt litted In App A 

FELTON. J. M Olvltlon of Ruitt and Record! 81/09/38 FRANT 7. N U 
Ha.mal. Park. McCabe b Qaundari 7pp 13936 009 


— 8303090414 Advitat that legal opinion It required prior to devalupaan 
of retponta to NRDC petition ra bonding of U mill oparatora 
MATT8CN.R J Olvltlon of Siting- Health b Safaguardt Standard* 
79/08/18 BECKER. J OffUt of the Etacutlva Legal Olractnr 
13930 296 


6303120104 Advitat of Ittuanca of Amend 6 to Llcanta SUA-443. ra vl t i i.g 
Llcanta Condition 360. a > t ending due data for QA program 
tubmittal to 820328 

SCAHANQ.R.A. Uranium Racovary Lleantlng Qratich 83/03/33 
RUSSELL. J Pathfinder Hint! Carp Ip 13299:299 


B203I2037B Ralttuat 810803 amend . or Ig Ina 1 ly ml tnuiob arad aa A-nanil 4 to 
Llcanta 8UA-442. A-aand. now numbered Amend 9. ravltaa Llcanta 
Condition 23 ra conduct of environ monitoring proyram. 

SCARANO. R A Uranium Racovtry Llcanelng Branch. Q3/03/32 
RUSSELL. J Pathfinder Mlnat Corp Ip 13234:197 


6203170046 Forwardt environ QA program for Bhtrlay Batin Mina. II h I r I eg 
Batin. UY 

6MITH.JC Pathfinder Mlnat Corp 82/02/26 SCARANO. R Uranium 
Recovery Lleantlng Branch. ip. 12327 289. 


— 8203170049 Environ OA program for Shirley Batin Mine. Shirley Ilatli-. lie 
a Pathflndar Mlnat Corp 03/02/30. 60p p 12337.306 


6203360191 Forwardt unt 1 tl td. unda ttd rapt by Pathfinder Mlnat Corp 
dltcuttlng paitible alternative walle to be utad In 
groundwater monitoring program b "Inva i tiga t Ion of 
Subturfaca Contaminant Migration From Tailing! Pond 9. *' 
BOLLENBERCER. 0 Uranium Recovery Licencing Branch 83/03/03 
Uranium Racovary Lleantlng Branch 33pp 12437. QOl 


— 8203260199 " I nvait igatlon of Subturfaca Contaminant Migration from 
Tailing! Pond 9 Shirley Satin Mina Pathfinder Mlnat Corp ** 

Four ovartlia ftgurat and Aperture carda are available in 

pon 

CHERRY. J A - SHEPI'ERO. T A. ROBERTSON. A M. Robar tt on-pInc n c k . Ini 
80/06/30 400pp 12427:024. 


DOCKET 40-6699 GETTY OIL CO , PETROTOMICO CO DIV 


8303130091 Forward! updated Pagaa 9~2 b 9-34 for 010401 llcanta rtnnwal 
document. "QA for Radiological Monitoring Programa. " dtd 
800710. b 770937 reclamation program 

PFAFF.8 J Getty iPatrotomlc 1 1 . 83/03/09 PETTENOILL. H J. Ifranli.a 

Recovery Lleantlng Branch ip. 13399:039 


— 8303120093 Updated Paget 9-3 b 9-24 to 810401 llcanta renewal dniuati. 
a Getty (Patrotomte 1 1 83/03/09. 3pp. 13399:030 


— 8303120100 QA for radiological monitoring program!. 

a Getty <Pa tro torn! c t ). 80/07/10 lipp 13399:033 


— 8303120102 Submit! apec! of clay mine overburden matl b toptoll layf* 
to cover mill tailing! in containment area. 

WHITMAN. J H. Getty (Pe trotontc t ) 78/06/20. ROUSE. L C T ual 

Procatt, b Fab. Branch IPra 79 0727 ) 2pp. 12299:043. 


—8203130109 Forward! reclamation plan for covering mill tailing! et il 
of final thutdown 

KUNOERT.C. J Getty (Pt trotoml c t ) 77/09/27. RQUSE.L. C. Fwel 

Procatt b Fab Branch CPrt 790727 ) 9pp, 13299:049. 


-8203100930 Forward! rttultt of 640413 tlty turvty Hlgbar than avaraga 
valuta indicated. 

CLEVELAND. R. 8. Atomic Enargy Commlttlon. 64/04/23. REEDER. J R 
Atoaitc Energy Commlttlon. 10pp. 12192:361. 


duitp 

KlNlCriAH, J. 0 H«t»Tikl4 pTOt»(4lor> 80/t8/ll. 

M£V£R. R Otvuloo of FmoI Facllitlot. Kotortolt t 8«f0(uord< Ip 
18406 277 


docket 40-7499 OEeCO MARINE 


9203180369 ConAionti on bronch t*chnU«l poiltton. 'DltpOftl ot Ontlto 
Storogt of TbortuA or O Udttf« from Post Optrotions ” 

R*( omitido ktons on occtptohl* tiethodt for subturfoco 
«!tosurtsLsnts rtguoskoo 

C0LLlN9<T. Dosce Morin* 98/08/19 PAOE.R O. Uronluin Pu»] 
t-lconslng Qroncb 2pp- 18394 36l 


DOCKET 40-7067 PLATEAU RESOUflCEB. LTD 


d2O3lt0339 COTr*cts v*n<or •ddroo* In R Seorsno Q80TT9 Ikr. 

OERDEMAN. F. U PI*i*ou R*soi;rc*t. Ltd 63/03/08. Uronlum Rorovorg 
Ulctnilng Broncb Ip 12291 182 


DOCKET 40-7911 MONEyWELL 


£7303310030 R*sp ondt to FOIA rtqurtt for copltd of r«dlo«ctlvt m«tl* 
1 tc*nf«t for Hontgi/ol 1. Inr 6 Nutltor Mttals.Inc 

FELTON. J M Division of Rulot and Racords 01/18/01 8ENAROO. L 
Airajat Orditant* Co Ip 18474:209. 


■—0203310268 Soi/rct Hatl Llc*nsa 9UB-0796 Issutd to Honagcol 1. I nc 
authorlilng poitosslon of U for stor«p* onig. 

HARMON.O.F Atomic Enargg ComAUiton. 68/07/18 Ip 124 73:137 


OOCIAET 40-7708 HONEYWELL. IMC 


62D3310030 Rosponds to FOIA raguaat for coplaa of radiooctivt mailt 
llcansai for Hontyual I • Inc ( Nucltar Matala. Inc 

FEXTQN. J« Division Of (tolas and fttcords 81/18/01 BENAROO.L 
Aarojat Ordnanca Co. Ip. 12474:808. 


0 1 03180103 Ansrid 14 to Bourco Hall Lltant* BUB-771 for Hpntgual 1 . Inc 

changts raadlng of Bobitoais 6.A.7.A L 9. A «uthorttlng U 
daplatad for devalopment nfg. analgs Is. use 6 possaislon par 
801030 application. 

OQNE8. J A. ulcanalng Managaaent Brandi. 01/01/16 Ip. 

13474:817. 


S203310071 Aaand 10 to Honagwal 1. Inc Llcans* 8UB-771. I Imttlng mat 

sinantltg of aourc* natl llcanata mag poasaas at ang pnt 
tlaa to 827.000 Kg 

MRIOHT.E. 0. Llctnalng Hanagamant Branch 77/07/86 Ip 
98474:218 


B2O3310O76 Aaand 7 to Honaquall Llcanst 8UB-771, dal Inaattng 

Abthorliad placa of uta 

WRIOHT.E 9. Licanalng Managanant Branck. 76/07/88 tp 
13474:817 


B2O331OO03 Aaand 0 to Honaguall Llctnaa eu8-97l. chang Ing mat quantitg 

of soarct aat I llcansttt aiag gpistss at on* tlma to 380.000 
lb 

BCU..d.K. Lltanslng Kanogoaiont Bronch. 76/01/37. tp. 13474:880. 


— — D2D33I0087 Adsand 7 to Honagiaall Licanta 81/8-771 . chang 1 ng mat amount 
of source mail llcansaa oag postts* at ang on* tim* to 
30.000 la. 

DRAOONETTE. K. Llcanslng Hanagamant Branch. 79/10/83 Ip 
12474:881. 


3303310090 Aiaand 6 to Hontgwall Llcans* SUB-971, authorl t Ing davalopoant 

of production procaaatt for prdntnco Item* containing 
dfplatad U metal gar 740134.731209 1, 790610 Itrs 
DR AOONETTE. K. S. Licanalng Managamsnt Branch 79/09/88 lo 
12474:323. 


--02O331OO7I Amand 3 to Honegviall Llctnaa 9UB-771. author 1 1 Ing davelogmant 
of production procao*** for ordnance Utias containing 
datplatad U matal p*r 740124 4. 731803 Itrs 
• Licanalng nanagamant Branch 74/06/27. ip. 18474.883. 


-'8803310097 Amand 3 to Honagwall Llcans* 6U8 -971. changing mat quantl 
of tl I leant a* «.av posaass at ang ont ttma to 100 tg. 
spactfglng u*a <> placet of uaa. 

DAVib.F Atomic Energy Commlaaton. Dirac torat* ot Licanalng. 
74/01/30 If 18474 889- 


—6803310099 Amand S to HontguaU Llcona* 6UB-971. chang Ing Itta 7 to 
rtad 100 kg. 

DAVIS. F. Atomic Enargy Commlaalon. Dirac torat* of Llcanaing. 
73/10/13 tp. 13474 386 


docket 40-8027 KERR-MCOEE CORP 


8803860864 Forward* IE Inap Rapt 40-B027/B3-0 1 On B80338-SS I. notice 
of violation. 

BROWN. 0. D. Divlalpn of Vendor I, Technical Programi. 83/03/16. 
6HLLEV. M J Karr-McOa* Corp 3pg 12484 037. 


—8203260866 Nolle* of violation from intp on 820882-29. 

BROUN. O D. Dlvlflon of Vendor 6 Tochnical Prograaif. 02/03/16. 
2pp 12434 040 


— 6803860369 IE Inap Rapt 40-8037/82-01 on 680832-29 Noncomp 1 lane* no 
•urvaya not condutttd to asaaaa worktr oiposura ko 
airborne U batuaon 800601-680301. 

CAIN. C l • WHITTEN. J E . EVERETT. R J Region 4. OfflC* of 
Director 83/03/18 I9pp 12434 042 


DOCKET 40-8064 EXXON MINERALS CO, USA. EXXON CORP 


0803840163 Forward* aummarg daacrlblng )ln* break I, aubaaquant 
dlacharg* of underground mlna waat* water near aacond pilot 
solution ntns wall f laid. Bang laa will b* co 1 tactad. On* 
ovtrslt* figure anc I . Apar tur* card it in POR 

SHANNDN.V. 8 Elton Nucltar Co. . Inc laubt. of Elton Corp. >. 
62/02/16 LINEHAN.U 0 Uranium Rpeovarg Llctnalng Branch. 3pp. 
12404 398. 


8203160069 Forward* addl Info in raaponsa to 020304 raquaat T* ranawi 
application for Source Macl Licanta BUA-1064 I, original 
pilot U aolutlon mining project at Highland. 

ESTEY.H P Elton Corp 88/03/18 KALMAN. H Uranium Racovarg 
Llctnalng Branch. 3pp. 18329.097. 


DOCKET 40-8084 LISBON MINE. RIO ALOCM CORP 


B203130371 Forward* ravitad coplaa, of land uaa planning nap. Environ 
monitoring a 1 tat, monl tor Ing wall l> aurfac* water location 
Indicated 

HARDY. BL Rto Algoih. Ltd. 08/08/07 UOOLSEY.R Uraniuih Ratova- 
Llcanalng Branch. 4pp. 18393:341. 


6303110361 Llata contract coat* Incurred I, manhour* aipandad in 
rtviaulng 611104 agglleatton for Amand 12 ko Llctnaa 
euA-tiiv 

UOOLSEY.R , PETTENOIlL.H Ur an 1 urn Racovarg Licanalng Branch. 

62/08/18. mIllER.U. O. Licanta Fa* Managaaiant Branch. Ip. 
13291:300 


6203090826 Advlsat that Qfc of Controller wl^l refund ovargaymant of 
application fo* for ravlaw of Amand 13 to'Ltcanaa 6UA-1119. 

MILLER.U 0 Licanta Fa* Hanagamant Bratich. 88/08/39. LAWTON. M.D 
Rio Algom. Ltd. Ip. 18176:397 


DOCKET 40-8108 EXXON MINERALB^. USA. EXXON CORP. 


6803090361 Partial raap^a* to FOIA roquaat for four catagorlaa of 
documanta rt technic^ criteria contained in App A to 
t0CFR40 Forward* d9dum*ntt Itatad In Agp A. 

FELTON. J M Oivtalon of Rulat and Racordt. 81/09/38. rRANTI.R. N 
Hemal. Park, MtJ^b* t> Saundtra. Tgp. 18936:089. 


--8303090414 Advtiaa that legal opinion is required prior to develop 
of ratp^i* to NRDC patltion r* bonding of li milt operator*. 
MATTSON, R U. Olvitlon of Siting, Health I, Safeguard* Standard*. 
79/09/10 BECKER, J Of flea of th* Eiacutlv* Legal Director I 
1393B: 846 



8803090790 Poruardt Ltcant* 81M-1139 far Etion Highland U mill <• 
flnalliad CIA. Hgdrologlc ttudla* ulll ba foruardad whan 
aval lab la Rac lamation plan ulll ba ra-avaluatad whan 
poaition papar la f tnal 1 tad. U/o and 

SCARANQ.R. A Uranium Hacovarg Ulcanting Branch. 89/03/10 
ACKERHAN. U C Uyomlng, Btata of Ip. 12193 109 


8303100049 Poruardt LlCanta BUA-l 139> author 1 1 Ing poataaalon of U wa«ta 
taltlnga ganaratad by milling (> aolutlon mining oparatlonti 
EtA t BER u/o EIA t> 8ER 

BCARANO. R. A. Uranium Racovary Llcansing Branch. B3/03/t0 
OtLCHRlBr. J. E Eaton Corp Ip 19191:300 


—8203100002 SouTcb tiatl Ulcanaa 8UA-1139 for Eiion Klnarala Co< 
authoriilng poataaalon of u uaato talllnga 

• Olvltlon of Maata Hanapamant B3/09/IO 14pp 12191.309 


8903190030 Poruardt EtA tupporttng ranauat of Llcanaa QUA- 1139 
OARCIA.P.J. I PETTENOILL. H. Uranium Racovary Llcantlng Branch. 
B9/09/1O Uranium Racovarg Llcantlng Branch Ip. 19999 974 


— 6203190031 CAP aupporting ranaual of Llcanaa 6UA-I139 

a Uranium Racovary Llcantlng Rranch 81/19/19. bOpp 13239 273. 


8203030999 Bubmlta contract cotta Incurrad 8f manhoura axpandad In 
ravltwlng 780b29 application for ranaual of llcanaa 
BUA-1139 

OARClAtP. j PETTENOILL* II J. Uranium Racovary Llcantlng Branch 
69/03/19 rlILLER*U 0. Llcanaa Paa Hanagamant Branch 2pp. 
13110:393 


6303180497 Poruardt "Highland U Oparatlona 4th Ouartar 1981 Environ 
Monitoring Program." 

VARNICK* T. P Ex ton Corp 82/09/26 PETTENOILL. M Uranium Rrcovrrg 
Llcantlng Branch. Ip. 12341 300 


— 8303180499 ''Highland U Oparatlont 4th Ouartar 1981 Environ Monitoring 
Program. " 

t Elion Corp B9/09/36 19pp 1934r 301 


DOCKET 40-8113 COOPER MEDICAL CENTER CAMDEN, MJ 


B303310497 Act ractlpt of 630917 Itr Informing NRC of ttopt tal an to 
corract vlolatlona notod in IE Intp of Llcanaa 99-00099'14. 

MARTIN. T. T. Olvlalon of Englntarlng & Tachnlcal Programt 89/03/24. 
BChUT2.D Taladyna Itotopaa Ip 12433:060 


— 8203310903 ftatpondt to NRC 020113 Itr ra violatlont notad In IE intp 
of Llcanaa 29-00099-14. Corrac tlva actlona : dtvaloplng 
bloattay action lavtl program for avaluatlon of ratultt !• 
chacboff l< ilgnoff tyt for callbr of Inatrumanta. 

BLACK. 8 A Taladynt Iiotopat 89/03/34 MARTIN.T T. Olvlalon of 
Englntarlng I* Tachnlcal Programt. 9pp 19493:061. 


DOCKET 40-8900 CLEVELANO-CLIFFB IRON CQ 


8203110341 Oltcuiaat 820201 talcon w/0 Eadta ra fitid comparlion data 
from gamma natar vt callbr PIC 

WOOEK.O. J Clavaland-Cllff* Iron Co 82/02/01. POMLE.J A, Uranium 
Racovary Llcanalng Branch. Ip. 12291. 179. 


0203110367 Oltcuiaat rtvltw of ratulti of gamma radiation turvay ra 
Llcanaa BUA-1 199. Licantaa approach to parforratng gamma 
radiation turvay accaptabla. 

EADIE*0. 0 , PETTENOILL. H. J. Uranium Racovary Llcantlng Branch 
B9/02/09. POHLE. J. Uranium Racovary Llcanalng Branch. 3pp. 
12291: 196. 


DOCKET 40-B304 UVOMINO MINERAL CORP. 


8303110348 Raplt on lulfato lavalt In monitor util U8HT M-31B aicttdlng 
allowahia aulfata action laval. Cauiad by araal hataroganalty 
In aawlfar btlng lamplad. Corrtc tlva action not uarrantad at 
praaant tlma. 

NICHERS. 0. L. Uyomlng Mtnaral Corp. B1/19/2B ANASTASt.P Uranium 
Racovary Llcantlng Branch. 3pP- 13291.183. 


DOCKET 40-8380 ROCKY MOUNTAIN ENEROY CO. 


8303170030 Poruardt “Nina Mila Lala Oroundwatar Riatoratlon Plan. ■' 
NEUMANN. M R. Rocky Mountain Enargy Co. 82/01/04. BCARANO. R. A. 
UranivM Racevory Llcanalng Branch. tp 12329: 2E2 


--8203170027 "Nina Mila Laka Orounduatar Raatoratlon Plan." 
a Rocky Mountain Enargy Co. 02/01/04 I4pp 12399.363 


8203010463 Poruardt facility itml annual afflvant monitoring rapt for 
Jul-Oac 1901 . Pac 1 1 1 ty hat not c autad nagntlva impact outstdo 
rattrlctad araa. 

GPlELEB. P Rocky Mountain Enargy Co 62/01/14 Rag Ion 9. Qan 

Pranetfco. QffUa of tha Olractor IBl/03/011 Ip. 12076.331 


--B303010490 "Bamiannual Effluant Monitoring Rapt.Jul-Oac 1901. * 
a Rocky Mountain Entrgy Co 82/01/14. 3pp. 12076.332 


6903300096 Clarlfltt 620119 Itr ra 690112 matting No futthtr 
rottoratlon of Pattorna 1.9 h 3 at Nina Mila Lako will ba 
raqulrad providad final analgtaa thou no toxic or haimriloui 
(ontti tutenta ailtt in affactad grounduatara 

ACKERMAN. UC Uyomlng* Btata of 82/01/29 0I0l]a*E. C Rocky 

Mountain Enargy Co 3pp 19460 339 


8303120041 Poruardt guarttrly tnvlron rapt for Oct-Oac 1981. 
8PIELEB.P H Rocky Mountain Energy Co 02/02/01. aCARANO.II 
Uranium Racovary Llcantlng Branch 4pp 12291 366 


--6203120044 "Ouartarty Environ Rapt for Oct-Oac 1981 * 

» Rocky Mountain Enargy Co 02/02/01. 13pp 12391:290 


6303090646 Racommandt amand to Llcanaa 6UA-1330 rtvltfng Liconoa 
Condition* 13.20 6 36* authorl t Ing Imp lamontat Ion of 
rodlation aafaty 6 anvlron monitoring program outllnad In 
licantaa BI1030 Itr. 

FLORV.C A * PETTENOILL* H J. Uranium Rtcovorg Llcmntlng aranch 
03/03/02 R06S.F U Uranium Racovary Llconalng Branch. 4pp. 
12192 091 


8203170033 Poruardt rtvltad groynduatar raatoratlon t* monitoring plan 
par Llcanaa Condltlona 21 1. 22 Optra tlpnal actlvitlaa I. 
raatoratlon criteria attarad contldarably from B30104 
rattoration plan 

NEUMANN. H R Rocky Mountain Enargy Co 02/02/03. BCARANO. R. A 
Uranium Racovary Llcantlng Branch. 3pp 12329*192. 


— 8203170036 "Nina Milt Laka Oroundwatar Raatoratlon It Monitoring Plan* 
ravliad B90I02 

t Rocky Mountain Entrgy Co 02/02/03 67pp. 12329:194. 


8203310100 Ittuat Amend 1 to Bourca Matl Llcont* 8UA-1230. ravl t Ing 
Llcanaa Condlilont 13.20 I* 36 by Implomantlng radiation 
tafaly <■ tnvlron monitor 1 ng* document 1 ng all monitoring* 
cal ibr* intp. 1 nvattt gallon 1. audit data 

BCARANO. R A Uranium Racovary Llcantlng Branch. 89/03/10 
NEUMAN. M Rocky Mountain Energy Co. 2pf. 12464:396 


DOCKET 40-8492 BEAR CREEK URANIUM CO. 


B3030400BB Bubmlti commantt ra "Baor Creak Tailing Mgt Plan.Nov 1901. ’’ 
Commantt rattrlctad to taapaga 6 potantlal groundwatar 
contamination charac tar 1 1 1 1 ct of propotad action. 

UILLIAMS.R.E Ullllamt-Roblnatta 6 Attoclatat* Inc G3/01/S7. 
FLOREY. C Olvltlon of Matte Hanagamant. 9pp 12138 041 


8203120137 Poruardt tkotch of ml 1 1 layout tncludlng sanpla locatlont I. 
araa Involvad In bldgt of cone trn Ravi tad radiation 
monitoring locatlont t, fraquancy alto and. 

CHAB^'O R Baar Cratk Uranium Co 82/02/17. FLORV. C Uranium 
Racovary Llcantlng Branch. 3pp. 12299:273. 


8203220947 Poruardt "Bamiannual Environ Monitoring Ropt*Uul-Oac 1981." 
par 10CPR40. 69. 

BL0880M, J. N. Boar Crt*! Uranium Co 89/03/03 Uranium Rocovarg 

Llcantlng Branch. Ip. 13373.110. 


--8903990991 “Stmlannual Environ Monitoring Rapt.Jul-Oac 1981. " 
* Bear Creak Uranium Co 62/03/03. 24pp. 12373:111 


8203300273 Poruardt App F to Nov 1981 tailing i mgt plan* "Probable 
Max Flood Analytit. " 

MEDLOCK.R. L. Baor Croak Uranlmn Co 69/03/04. 8CARANO* R. A 
Uranium Racovary Llcantlng Branch. FLORVtC. NBC ~ ffo Ottallad 
Affiliation Olvan. Ip. 12460: 168. 


— B203300277 App F to Nov 19B1 tall Inge mgt plan* “Profeabla Mac 
Flood Analytit." Thrao ovartltt drawlngt tnc I. Apar titre 
cordi art avaltabla In PDR. 

t Baar Craak Uranium Co. 82/03/04. 27pp. 12460:189. 



OOCKET 40-8909 IRI0A4AV MINE. MVOMIN^ MININO COSP 


e2(>9090a7& FofJ«rtft Mint SItt Ovarttrly Rtpt-Qct-Ox I9BI 

CBiicQPd Reporting OuArtgi** i981**821 ’ 

UlCHERS. 0. L iJvomtng lilneral Carp. 83/03/03 CHANCELLOR'R 
Ugo'iiag, Gt4tt IP 13139 001 


-'-0303030000 "Irigprag nin« SItt Ouarttrly Rept-0<t-0«< 1961 (Stcond 
(ttpOTtlng Ou*v t*r. 198I'BJI ” 

» Uyo’^tog fltneril Corp B3/03/03 190pp 13139.003 


S303I00093 Sukmttf rtvitu ot propottlt an in aitu U mining by UY Kinlng 
Af toe ta t Ian 

SCHMITTOIEl. P. Uyening. Slatt ol Bl/U/16 ACAERHAN. W Uyomlng. 
State of 3pp 13311 lot> 


6203110348 ftepta on aulPate levela In monitor <■.•1) USMT M-3I8 ticeeding 
allowablt lolftta tction level Cauaed by areal heterogeneity 
in aquifer being tampleif Corrective action not uerranted at 
preaent tire 

tilCI'ERS. D L UgOffltng Mineral Corp 81/13/30 ANASfASI.F Uranium 
Oecoverti Llceoaing Branch 3pp 13291 103 


□303110394 Informe of EJ Hllei election to preildency of UV ninerata 
Corp. 

COMROv. B U Uyoe>lng Mineral Corp 03/03/01 OCARANO-R Uranium 
Recovery tlcenalng Branch IP 13391 031 


8303030I3I Informt that doebat fila complate (■ up to Oate Amand I ti 3 
being proceaael Only unanewered corretpondance la aubj of 
amend revlau' Llcdnae rdvlaed In Nov 1901 & actlvltiee 
conducted par current lleenting criterte 

ANASTASI. F 8 . lineman. J J Urentum Recovery Llcenalng Branch. 
83/03/11 6CARANO.R A Uranium Recovery Licenting Branch. Ip. 
12109 303 


8303190067 Reapondt to 810933 reyueat for temporary toapention of 
operattona Mining aitlvltlea ahauld be contlnuaO or 
reatoratlon or upli fleldt ahould commence immedtetely. 

Ourfece a t ebl 1 1 >• t Ion mjy begin under liated rattrlctlona. 
ACKERMA.*V.U C Wyo.mlng. State of 03/03/17 CONRQV. 0 W Uyoailng 
Mineral Corp 3pp 13338' 104 


0303110364 Liata contract coata Incurred t. manboura arptndtd IP 
ravteutng 010409 application for Amend 3 to Llcenaa 
8UA-134I 

ANASfASl'F . UlNEffAN. U Uranium Recovery Llcenalng Branch 
83/03/IB miller. M U Ltcenaa Fee Henagenent Branch Ig 
12291 199 


8203230949 tnforma that Malta 9T-8,OT-29 t B9-79 eacaeOed propoaail MAC 
action leval tor chloride during uilia of 820118.0303 (■ 0216. 
raapectlvaly Pumping in Mella BP-17. BP-1. BP-13 h EP-13 will 
contlnua until proper action tavelt attained. 

UIChERS.B.L tlyoiDlng Hinarel corp 03/03/03 8CARAN0.R Uranium 
Recovery Llcanalng Branch 3pp 12373'204. 


6303330041 Forwarda "Semlanriual Effluent Monitoring Rept. Jul-Dec 1981.*' 
for Ltcenaa SUA-1341 

MlCHERS.p Uyomlng Mineral Corp 82/03/08. Region 4. Office of 
Olractor 2ep 1S393 306 


--8203330046 "Saaitennual Effluent Monitoring Rept.Jul-Oec 1901." 
a Myomlng Mltiarat Corp. 82/03/08 19pp 12392 308 


'DTtER CORP. 


0 needed to continue review of 
• 0 Branch 82/03/04. 


03CKET 40-8994 UNION 76 MINERALS EXPLORATION CO 


03031600B9 Raquattt 60-dav attanaion to eomplata avaluationa lnltt«tad 
ra addl monitor wslla near taltlngi pond. 

8NYDER.H U MlnorAlt Eaploratlon Co (auba. of Union Oil Co of 
California) 81/12/03 EOLLENBEROER Uran turn Racovary ulcanalng 
Branch. Spp 13311' 196 


8303170013 Forwardt "Doaa Evaluation for Haabart of Public In Oantral 
Environ" par 10CFR190 & Lictnaa Condi t Iona 49. 90> 91 (< 93. t. 
auamary of environ monitoring t> mitaorological cnndiVlona 
per Llcenaa Condition! 34.43 6 48. 

S'IVDCR.HL Union 7b Mlnavala ElplOTatlon Co. 83/03/29 Uranium 
Rtcovery Llcantlng Branch 3pp. 13339:306. 


-6303170017 "Doaa Evaluation! for Mambara of Public In Oanaral Environ." 
Summary of tnvlron monitoring 6 mataorologlcal condition! 
one I 

a Union Mlnarala 03/03/39 33pp 13339386 


6303170600 Forward* "Semiannual Environ Monitoring (• Hataorolog leal 
Oata.dul-Ooc 1981." par lOCFRAQ 69. Radtomatrtc anatyala for 
more racant groundwatar aampit* forthcoming 

EMVDCR.H L. Hinorala Caploratlon Co (auba. of Union Oil Co. of 
California) 63/03/39. Uranium Ratovary Llcanalng Branch IP. 
13329 Ibl 


— 8203170604 "Samiannual Environ Monitoring l< Mataorologlcal OataiUul-Dac 
1981 •• 

a Mlnarala Eaploratlon Co tauba. of Union Oil Co. Of California). 
82/03/39 3Bpp 13339 162 


8303130373 Advitt* of Itauanca of Amend 11 to Llcanao SUA-1390. 
ravlalng Llcanaa Condition 11 to clarify tarmlnology. Amand 
mova* anvlron bactground air partlcutat* atatton to Raultna. 

UY & delete! certain aampling raqulraaienta. 

8CARANO.R A Uranium Recovery Llcenelng Branch. 83/03/01 
0YKER8.L.0. Hlncrete Eaploratlon Co. leubt. of Union Oil Co. of 
Callfornlal Ip 12294394 


8203170097 Submit* procedure* to aid In properly parforiaing data 
ataaatmant. Th Ird quarter anvlron monitoring program data 6 
dote atataamant ehould be aubmittad u/fourth quarter 
tubml tta I 

PETtENOILL.H J Urantuei Recovery Llcenalng Branch 93/03/03. 
8NY0ER.il L Mineral! Eaploratlon Co. (eube of Union ail Co. of 
California) 2pp 12337: 199. 


9303170067 Advl tat that Mincralt Eaploratlon Co hat eubmltted data for 
third quarter of 19BI for environ monitoring program, thue 
meeting requirement* of Llcente Condition 49. 

FlORY.C a . PETTEMOlV-i-.H. J. Uraniuih Recovary Licanqing Branch. 
82/03/03 Uranium Racovery Licenting Branch. 7pp 13337: 139. 


8303190231 Advl tee that Mineral Eaploratlon Co hae eatleflad Llcanee 
Condition 33 u/8301t8 rapt On annual land uea eurvay. 

FLORV.C A . PETTENOILL. H. d. Uranium Recovery Licencing Branch, 
82/03/04 Uranium Recovery Licencing Branch. Ip. 13378:036. 


8203340376 Raportf on review of US Corpe of Englnaare 810630 final 
conat Inap 4 aafaty review conducted on 801019. Oaf ictanclea 
ratalvad to no further action required 

FLQRY.C.A . BETteNOILL.H J Uranium Racovery Llcenelng Branch, 
82/03/11. Uranium Recovery Licencing Branch. Spp. 13404:399. 


DOCKET 40-8589 HVOMINO MINERAL CORP 


6303110394 Informe of EJ Ml lee election to praeldency of UV Mineral! 
Corp. 

CONROY. 8 U. Uyomtng Mineral Corp. 83/02/01 SCARANO. R. Uranium 
Recovery Licenting Branch. Ip. 13391:031. 


0203130139 Recommend! Llcente SUA-1390 be amended by revlelng Licenee 
Condition 11 to Incorporete updated Payee 9-38 h 9-33 of 
llcente application. 

FloRY.C a.. PETTENOlLLiH. d. Uranium Recovory Llcenelng Branch. 
83/03/01 Uranium Recovary Llcenelng Branch. Spp 13299: 300. 


84 4 dl acueaa a 

Program* 83/03/34. 
. Inc Spp. 


DOCKET 40-0999 USAF SCHOOL OF AEROSPACE MEDICINE 


8203360380 01 ecu* eat IE Intp of Llcanaa* 43-09834-03,43-09834-03. 
43-09834-04 4 SMB- 1317 on 830129-37 4 forward • ndtlc* of 
violation 

BRQMM. 0. 0 Olvielon of Vendor 4 Ttchnlcal Program*. 82/03/29 
BOyDSTUN, J. Air Force, Dept, of . Aarotpaca Madlca) DIv. 3pp. 
13424 136 


"0303960287 No tic* ot viol* t ton fron tntp on 030139*37 None omp 1 tone e 
not*<f. Iic*r>«*i had not malntalnad rtcord* thobng radiation 
atpoturt* of individual* for whom p*r«onn*l monitoring ua« 
raquirad 

BROWN. 0 D Oivition of V*ndor I, Tachnical Program* 83/03/39 
Ip 13434 139 


DOCKET 40-0603 UNITED NUCLEAR CORP. 


0303090170 Foruard* r**pan*e to 10CFR40 App A Ba*>d on 011316 telcon. 
raapon** contain* abort lummarlat for aach tachnical 
crltarlon. 

WOLFF. C E ailvor King Mining. Inc 83/01/09 PETTENOtLL.M J. 
Uranium Rtcovarg Llcaniing Branch 3pp 13146 313. 


— 0303090176 "Morton Ranch Projac t Ra«pon*a to 10CFR40 App A 
a Sllvar King Mining. Inc. 03/01/09 33pp 13146 314 


— 8303090103 "Roe lamat 1 on Plan* for Morton Ranch Oparation*. " Vot 11 
a Blivtr King Mining. Inc 79/01/31 IRpP 12146 337 


--8203090106 "Eatlmatad Randon Attanuatlon from Rtclalmad Tolling* at 
Morton Ranch Projact." 

a Sllvar King Mining. Inc. 83/01/04. 9pp 13146:296 


DOCKET 40-0610 STEPAN CHEMICAL CO 


8203310939 Forward* ordar lmpo*ing civil panaltg In amount of *30.000 
OEVGUNO.R.C OIractor** Offlc*. Office of Inapactlon and 

Enforcamant. 03/03/10 STEPAN. F. Q Stapan Chemical Co 3pp 

13471347 


--0303310949 Order Impoalng civil penal Itg In amount of *30.000 a* result 
of violation noted in ln*p on 001113-010132 General manager 
failed to provide complete Info re knowladga of thorium on 
llcentaa alt*. 

OEYOUNO.R. C Director '* Offlc*. Office of Inapectlon and 
Enforcement. 03/03/10 Stapan Chemical Co 9pp 13471:390. 


6303310174 I*«u** Amend 3 to Source Metl Licence BTC- 1333. author 1 1 Ing 
etorag* of 4.000 cubic gard* thorium realdue* 

PAGE. R.O. Uranium Fuel Llcanalng Branch 63/03/12. SUANSDN. E A 
Stapan Chemical Co 9pp 13464 339. 


--0303310164 Dl*cu**e* condition* to amend Llcen** 8TC-1333 r* alorage 
of thorium reeldue* 

K09LA. B. h Uranium Fuel Licensing Branch 82/03/12 Uranium 
Fuel Licensing Branch. 3pp 12464:341. 


— 8203310308 Dlecu**** license amend for evaluation of Orau soil 
leachabllitg test r* proposed relocation of contaminate d 
wattee from unra«lrlct*d araa* to rastrlctad area. LI c onset 
propoecd action should minimi >a environ impact. 

8HUM. E. Y. Uranium Fuel Licensing Branch. 82/03/13. Uranium 
Fuel Licensing Branch. llpp. 12464:349. 


DOCKET 40-8647 KERR-MCOEE CORP 


8203T30339 Forwards "Powdsr Rtvsr Hill V Tailing tispoundmant. Converst 
Countg.UY." ra gaotachnical itudlas Figures not Included. 

SHELLEY. W O Korr-McOe* Corp 83/03/09 HAMILL. K NRC - No 
Detoiled Affiliation Olven. Ip 13399:104. 


— 0303130336 "Powder River Mill (• Tailing Iirpoundment. Converse Countg. 
HV “ 

a Woodward -Cl gde Consultants. Inc. 77/04/30. 33pp. 12399:109. 


0303390034 Foruard* commsnts bg stata agancles rt Karr-McOea Corp 
Suppt 1 to anvlron rapt for South Poudtr Rlvtr Batin Mill. 

Copg of DEB raquatted. 

HARTMAN. 0. Wgomlng. Btsta of 83/03/36 OCARANO. R Uranium 
Rtcovarg Llcanslng Branch. Bpp- 12443:348. 


DOCKET 40-8674 PL/^TEAU RESOURCES. LTD. 


8203110338 Advises that BE Regnoldt rap laced AK Raaba a* radiation 
safatg offlctr. Prof qualification* and. 

OERDEMAN.F. W. Plateau Retourca*. Ltd. 03/01/39 BCARANO.R A 
Uranium Rtcovarg Licensing Branch. 8pp 13391:100. 


0203309313 fletpondt to 830129 notification of change In personnel. 0E 
Ragnolds qual 1 f Icatton es radiation officer cofislstant u/ 

I icensa condl tlon* 

MARTIN. 0 E Uranium Recoverg Licensing Branch 83/03/19 
OEROEMEN. F u Plateau Resource*. Ltd Ip 12462 102 


DOCKET 40-B68I ENEROY FUEL0 NUCLEAR. INC 


6303020093 Forward* amend to 790819 me.morandum of agreement for 
*1 gnature. Amend concerns mitigation of adverse effects of 
Whit* Mesa U Mill project 

6CA9AN0. R. A. Uranium Recoverg Licensing Branch 02/02/03 
EMtIH.M T Utah. State of 3pp 12090 397 


B203090709 Issues Amend 10 to License 8UA— 1398. author 1 1 1 ng const, 
operation t. malnt of embankiront (< linear sg* for Initial 
phase 6 second phase 

SCARANO.R A Uranium Recoverg Licensing Branch 83/02/10 
BAKER. C.E Energg Fuels Nuclear. Inc 4pp. 12192.106 


8303030134 Recommend* change* to correct radiation safatg program to 
be included In emend to otpand production .No changes needed 
to organlietlon t. administrative procedures portion of 
program 

60LLEN6ERGER. D . PETTENGlLL. M Uranium Recoverg Licensing Drench 
03/02/11 GILLEN. 0 Uranium flscoverg Licensing Branch. 2pp 
12107 313 


0203170002 Forwards fee for review of request for emend to modify 
groundwater monitoring progrem 

baker. C.E Energy Fuels Nuclear. Inc 02/02/19. WEISS. 0 License 
Fee Management Drench Ip. 12327: 120. 


--02O317OO85 Ac k receipt of 611303 Ikr clarifying semiannual rapt Minor 
safety 6 environ emond foe tmpoeed 

WEISS. D. License Fee Menegement Branch. 82/02/08 BAKER. C. E. 
Energg Fuele Nuclear. Inc 3pp 13327 1 29. 


0303180071 Responds to notice of violation re 011103-06 special mill 
appeal sat . Correc t Ive ac tl on*, tamp 1 ing ports (< work platform 
Installed on grinding area stack Sampling plant stacks 
templed 

baker. C E Energg Fuele Nuclear. Inc 83/03/29 DROU.N. 0 O 
Technical Inspection Branch 4pp. 12338.100. 


6303360043 Notifies that Computer program for tabulating t. reporting 
data per 40CFAI90 Imp le.iien tet Ion requirements for U mill* 
will be eubmitted following receipt of Info re vol flltere 
from contract tab. 

BAKER. C.E Energg Fuels Nuclear. Inc 82/03/Of OILLEN. 0. Uranium 
Recoverg Licensing Branch. ip 12440*006. 


8203260316 Ack receipt of 020239 Itr informing NRC of steps taken to 
correct violations noted In IE Intp of License 8UA-139B 
Corrective actions to App A items I. App B violation vague 1. 
unresponsive. 

COLLlNB.J T Region 4. Office of Director 82/03/16 ADAMS. R W 
Enorgg Fuele Nuclear. Inc. Ip 13423* 003 


— 8203360317 Respond* to NRC Itr re violation* noted In IE Insp of 
License 8UA-139B. Corrtc tlvt ec 1 1 ons- samp I t ng part* 4. work 
platform Installad on grinding area stack. 

baker. C E Energy Fuel* Nuclear. Inc. 83/03/29 eRaw.N.O 0 
Divitlon of Resident. Reactor Project 4. Engineering Programs. Apg 
13433; 003 


DOCKET 40-0684 J 6 P CORP 


0303190103 Advise* that License SUA-1337 Is in process of being 
transferred from Jt.P Corp to U»st»rn Nuclear, tnc 
LINEMAN. J.J Urenlum Recoverg Licensing Branch. 82/03/10 
WOLO.P I JbP Corp Ip 12399390 


8303120402 Advise* of Issuance of Amend i to License 8UA-1 337, rovi s ing 
Item* 1 4. 2. I Icenst* name 6 address. 

SCARANO.R A Uranium Recoverg Licenelng Branch. 82/02/26. 

BDODEN. G Western Nuclear, tnc Isub*. of Phelf* Dodge Corp ). 2pp 
12299 119 


DOCKET 40-8693 OGLE PETROLEUM, INC 


6203030117 Informs that docket file complete (• up to date AH 
correspondence requiring response assessed during commercial 
license review Ogle Indicated in S30209 meeting of intent 
to request Rt<D license be terminated. 

JOHNSON. T L. . LINEMAN. J J Urenlum Recovery Licensing Branch. 
82/03/11 SCARANO.R. A Uranium Recoverg Licensing Branch. Ip. 
12111.333 



OOCKEI «tO-ai97 HOCKV MOJNIAtN EMEBOV CO 


8803010237 Advitti that A*>*nd 3 to Llcontt 8UA-t33e wot Inltlatsd by 
NRC t> It •itfflpt 7ron 7t«t 

ROSS.F' N . LINEMAN. J.J Uranium flocovrry Lletntine Branch 
02/08/09 MIllER-M 0 Uraniu’i flocovtrg Lictntlng Branch. tp. 
12076 37S 


COCKE T 40*8690 PLATEAU RESOURCES. LlO 


6203830092 Foruardi ravtaulnj fa*. in rttpont* to NRC 820203 raquest 
OEROEMAN. F N PlataAu Rvtourc**. Ltd 88/02/09. UEiSS. 0 Liiont* 
Fat Managamant Branch ip 12397.179. 

— 8203230098 Act rac*tpt of B20I07 Itr lutmltting dacoinml aalanl ng <. 
ric lamatlon plan for factlltg Minor tafatg h rnvlron amand 
fat raqiilrad. 

UEIBS. 0. Lit ant* F** Manajamant Branch B2/02/03. OERDEMAN. F. VI. 
Plataau Ratourcat. Ltd Ip 12397' 160 


B30324093B Bubmlta r*vl*«> Of t< comnanta On propotpd poat'-raator atton 
monitoring program for wall fiald B at Coiltna draw aita. 

PQhlE. J A. . LlflCHAN. U. J Uranium Racovarg Licanting Branch. 
82/03/10 SCARANO.R. A Uranium Racovarg Licanalng Branch. Bpp. 
i2404 891 


8203290009 Advlaat that Sourca Matl Licanta 8UA'1393 it amtndad to 
raviaa Licanaa Condition 13 ra Uall 0 raatoratlon. Al t othtr 
condtttiins unchangad. 

SCARANO. R A Uranium Racovarg Licanalng Branch. 82/03/10. 
LOUOERBACK. T e. Clavatand-Cllffa iron Co. 3pp 12431:064 


DOCKET 40-8713 HARTFORD STATE TECHNICAL COLLEOE 


0203130103 Confirma B20222 talcon w/NRC ra posalblt affact of waaklg 
atturalon monitoring on Unit 3 pump taating Ona round of 
aicuralon monitoring tampllng mill b« omlttad in ordar to 
avoid upaatting pump taata. 

FRANCIS. E. Ugoinlng. Stata of 82/02/32. Ugoailng. Btata of. Ip. 
12309 297 


--820383OIO3 Foruprdi daro-mltiloning I. raclamatlon plan for factlttg. 
OERDEman. F u Platrau Raaourcat. Ltd. 82/01/07. BCARANO. R A 
Uranium Racovarg Ltcantlng Branch ip 12397: 101. 


— 8203830106 0*c amml tt 1 on t ng & raclamatlon plan for facllitg. 
• Plataau RaaOurces. Ltd 82/01/31 37pp 12397182 


8203030939 Ravi (.at praoparatlonal anvlron monitoring program for 
8hoot*rlng Cangon U Projac t. 6UA-137I . Program raaulta 
raportad ara adaquata to aatabllth hatallna Cdndttiona for 
U dacag chain aarlat rad ionuc 1 Idat 

EADIE.O 0.. PETT£NOtLL-M j Uranium Racovarg Licanalng Branch. 
62/02/1 t FLEMINO. T Uranium Racovarg Licaotlog Branch 9pp. 
12110 344 


8203160461 Fc>r<>4rtfa "Effluant Monitoring Rapt.dul-Oac 1981." 

OEROEKAN.F H Plateau Raiourcat. Ltd 02/02/26 Raglon 4. Office 
of OIractor. ip, 13303 181 


— ■6203160492 ’^Efftuant Monitoring Rapt. Jul-Dac 1901." Ona ovariita 
figure and Apartura card It available in POR. 

• Plattau Ratourcta. Ltd. 81/13/31 19pp 13303 182 


DOCKET 40-8708 FLINCKBAUCH PRODUCTS. INC 


8201190363 Portjardi application for amend to aourca mall Licanaa 
EUfi-1343. author 1 1 Ing postaitlon 6 uat of 8.000 tg daplatad 
U al log Faa anc I 

OUADAONO. V. Fllnchbaugh Producta. tnc. 81/13/19. Rad lot a otopaa 
Licanalng Branch <Pra 790901). 3pp 11630:001 


DOCKET 40-B732 BHUBH-WELLMAN. INC. 


8203160390 Forward* anvlron atact amltalont rapt par Licanaa Condition 
36. Data ra analgali of lamplaa from ramaliilng three ataett 
will ba forwarded. 

OEMPEflUTNE. H F Bruah-Ha 1 Iman. Inc 83/03/36. Region 4. Offlep 
of OIractor. Ip. 13304 Oil. 


**8203160393 "Effluent Monitoring Rapt. Stack Etniaa 1 ona. Ju 1-Oac 1901 ■* 
OEMPERLINE. H F. Bruth-uallman. Inc. 83/03/36 33pp 13304:012. 


8203170048 Advlaaa that change of daalgnatad auparvl«or of radiation 
taPatg to MD AtwPOd accaptablo. 

MARTIN. B E. Uranium Racovarg Licanalng Branch 83/03/08 
CEKPERLINO. H Bruih-Vlal Iman. Inc tp 13337:380 


DOCKET 40-8724 CHEMTRON CORP. 


8203110204 Forward* IE Inap Rapt 40-8734/83-01 on 830 106. No 
noncompl lanca notad. 

OREOER.L.R. Dlvltlon of Englnaarlng t> Tachnlcal Programa. 83/03/23. 
UILNER.B n Chamtron Corp. 3pp 13219:137. 


--8203110310 IE Intp Rapt 40-8734/63-01 on 850106. No none omp 1 lance notad 
Major araai Ina pac tf d : a 1 lagad Improper atoraga of drumi 
labalad radloactlva. 

SLAUtNSKl. H J. . SRENIAUBKI.D J. Dlvltlon of Englnoarlng !• 

Tachnlcal Programs. 82/03/30 9pp 13319:139 


■8201190369 Apglicatlon for anand to Licanaa SUB-1343 to receive 
daplatad U allog for armor piercing projactllas. 

OUADAONO. V Fllnchbaugh Products. Inc. SI/13/19 3pp. 

11628 107. 


■B20119O370 Amend 1 to Sgproduct Licanta BU8-1343 for Fllnchbaugh 
Produebt Inc par 790931 application authorltlng uta of 
daplatad U for projactllat. 

OUINN. P R. Ltcantlng Managamtnt Branch 80/01/10. 3pg. 

11620 193. 


DOCKET 40-8738 TETON EXPLORATION DR ILL 1 NO CO. . INC 


8303130367 Praaanta eighth quartarlg rapt for pilot In altu U mining 
oparatlona in Convarta Countg. UV Uat 1 flaldt h plantt abut 
down on 811236 w/complatlon of last pliato of groundwater 
raatoratlon 

a Teton Eiptoratlon Drilling Co.. Inc. 83/03/19. 8CARAN0.R. 
Uranium Racovarg Licanalng Branch. MATH18EN. R. L. New York. Stata 
of 39pp 13299:143 


DOCKET 40-8714 CLEVELANO-CL IFF3 IRON CO 


8303130183 Foruiardt water analgaat for A-1 raatoratlon walla par 
raquatt. Rttul tt through S3Q119 lltttd in tncl tahlt*. 

Ratultl from lait two aampllngt to ba aant whan complatad. 

UODEK.O. J Clavaland-Clifft Iron Co. 83/03/16 POHLE. J A. Uranium 
Racovarq Ltcantlng Branch 7gg. 13399:302. 


8303340923 Advlaat that adaquat* rittoTatlon hat not batn damonttratid 
for A-i f laid . Bpacl f Ic commantt llitad. 

OOLE.k M Ugomlng. Btata of. 82/02/26. Ugonlng. Stata of. Ip 
12413.309, 


8203190171 Summer 1 tat flndingt of audit of docket for Licanta 
6UA-1393 tolutlon mining factl 1 tlat. Fi la hat bean 
raorganiiad tb put corr atpondanca >• mamot In Chronological 
order 

POHLE.d. A Uranium Racovarg Licanalng Branch. 82/03/04. 
LINEhan.U. J. Uranium Racovarg Licanalng Branch. 3pp. 13309:396. 


DOCKET 40-8749 DOLE PETROLEUM. INC 


8303170063 Sample info for Monitor Walla fV-3, M-IO. M-l I. M- 13. M-1 3, M-17. 
n-61 h M-63. aupportlng llctntaa 830137 Itr. 

« Ogle Patroiauift. Inc. 83/01/37 7pp 12337.146. 


8303120142 Submit* notification of (tcurtion at Biton Bttin mint tit* 
a* followup to 820313 tel con. Sample* takan on 820204 of 
water coltactad from monitor wall M-14 revealed atcuriton 
paramttart atcttdtd. Ovarpuihping inttiatod. Raw data and. 

LAU80N.B.A. Ogla Petrolaum. Inc. 83/02/16. BCARANO. R. A Uranium 
Racovarg Licanting Branch. 3pp 18299:268. 


OQCkET 40-8771 MUCLEAR ASSURANCe CORP. 


8203020738 Inform* of arrart dltcnvarad Iti raviaw of dock at flla. Error* 
corrac tid. 

POHLE. U. A Uranium Racovarg Licanting Branch. 85/03/09. 

LINEHAH.O. J. Uranium Ratbvarg Licanting Brtnch. 3pp. 12093.396. 


B303320094 Forw«rdt util B20911 t. IS Itri to UV D»pt oF Environ 
fluot 1 cento Inlng dote r« in titu attraction project One 
overelie llgurt anc I . Aper turo card te available In PDA 
UARO> B. Nuclear Atturonce Corp 83/03/10 SCARAnOiB A Uranium 
Recoverv Licentlng Branch. 93pp 13373: 140 


DOCKET 40-8701 TETON EXPLORATION DRILLING CO . INC 


0303160084 Forward* Page 140 to environ rapt Paget tubmltted u/revlsloti 
par NRC 830308 reiiuett. 

APPEL. R R. United Hucl«*T Corp. 83/03/08 BCARANQ.R Uranium 
Recoverg Llcontlng Branch. 3pp 13311:163 


8203190141 Forwardt Page 139e to environ rept>per F Raft request 
APPEL.R R Teton Ciploratlon Drilling Co ■ Inc 83/02/16 
8CARAN0.H Uranium Racovcrg Licantlng Branch 3pp. 13333 334. 


8203320493 InFormt that at of 820303.RR Appal It on part-tlma tchtdulr 
at facllltv Ooal ramalnt complation V itauanca of tourca 
matt llcantt bg 830701. 

APPEL. R R Unltad Noclaar Corp 83/03/03 BCARANO. R Uranium 
Racovarg Licantlng Branch. tp. 13374:216 


8203330473 Forwardt ravlted Pagat 136 t. 140 to facltltg anvlron rrpt. 
per HRC B30302 requett 

APPEL. RR United Nuclear Corp 82/03/04 8CARAN0- R Uranium 
Recovarg Licantlng Branch. 4pp 13391-303. 


DOCKET 40-8783 URANERZ U8A. INC 


8303020366 Forwardt flrtt quartarig rapt for Llcanta 8UA-1401 . Three 
avertlte drawings enc 1. Aperture cards svallsbte in POR 
SOMERVILLE. K 0 Uraneri USA. Inc 82/01/33. ECARANO. R A Uranium 
Recovarg Licensing Branch. 36pp. 12090:013. 


830303003B Advl tet that audit of docket file Indlcatet all atpectt of 
cata conform w/currant llcanelng praetlcat 
POHLE. U. A Uranium Recovarg Licantlng Branch. 62/03/09. 

LINCHAN. J J. Uranium Recovery Licantlng Branch. Ip. 13108:343. 


0203230039 Forward* bond amount calculation* t. info ra bldg floor plan, 
ttamt tubmlttad a* Info changat.noi at amand. Two overtita 
figura* and. Aptrtura card* ara avallabla in POR. 

SOMERVILLE. K 0 Uraneri USA. Inc. 83/03/19 LINEMAN. J U Uronlum 
Recovery Licantlng Branch. 3pp. 13397; 173 


DOCKET 40-8706 URANIUM REBOURCEB. INC 


B303390087 Forward! QA program par Rag Ouida 4. IS. 

PELIZ7A. H a. Uranium Ratourcat. Inc. 03/03/19 LINEMAN. JJ. 
Uranium Racovarg Licantlng Branch 3pp 12417.333. 


— 8203230009 OA program for North Platte pro j act. 

a Uranium Ratourcat. Inc. 03/03/19. ISOpp 13417:334 


8303030230 Forward! IE Intp Rtpt 40-8786/83-01 on 830104 No 
noncomp 1 1 anca noted. 

8CI0LE.U. C. Enginsarlng Inspection Branch. 83/01/29. PELITZA.M 8. 
Uranium Ratourcat. Inc. 3pp. 13133:033. 


— 8303030338 IE Intp Rapt 40-8786/83-01 on 820104 No noncompl lance noted. 
Major areet inspected, aetivltlee re const of evaporation 
ponds at authorlied bg License 8UA-t440. 

J0HN80N.C. E. . BROUN. 0 0. Engineering >< Mstarlslt Section 
HM-L. R.E. Bgitamt t> TathnltaV Section. B3/01/30. 3pp. 

13133:037 


0303130243 Forward* revltad water quality data for monitor wall tt 
upper control limit*. 

PELtZZA.H 0. Uranium Ratourca*. Inc. 03/03/00 LINEMAN. J.J. 
Uranium Recovery Llcandng Branch. 13pp. 13333; 176. 


8203190133 Forward* emargancg action plan per Llcania Condition 40. 
PELtilAiM.e Uranium R*(ourcat. tnc. 82/03/00. PCTTENQILL. M. U. 
Uranium Racovarg Llcanilng Branch. ip. 13393:334. 


—8303190134 Emargancg action plan. 

a Uranium Raiourca*. Inc. 83/03/08. 3pp- 13333:333 


8303160101 Inform* that location of radon progang t< airborne natural U 
•ampltng ttatliiyit tame a* Indoor radon tamp ling station. 

PELIZIA. M. 8. Uranium Raiourcet. tnc. 03/03/10. LINEMAN, J.J. 
Uraniuai Racovarg Licantlng Branch. Ip. 1S311: 106. 


8203180063 Advl tet that EIA adequatelg addresses impact to ground-watei 
quality L potttbla human t< environ eontanlnatton tffect* but 
inadequately addratset Impact to environ (habitati) L 
wildlife including endangered tpaclet 

OROTON. n 0 Army. Dept of. Corps of Engineert 82/03/34 
SCaRANO. R A Uranium Recovery L leant in; Branch Ip I33S9 380. 


DOCKET 40-8793 CONOCO. INC 


0309130038 Submltt request for addl Info re groundwater monitoring to 
complete ravle-u ef In situ environ repl. 

lineman, J J UranluiT Recovery Llcanelng Stanch. 03/01/39. 
OUlCLEV.TU CONCCO. Inc (Continental Oil Co ». 4pp 13331:339 


0203040362 Request! addl info re 011303 in situ anvlron rept. 
particularly groundwater nonl t or Ing. Ouee t Ion t t, comments 
tubmltted. 

LINEMAN.J j Uranium Recovery Licensing Branch. 03/03/11. 
QUIOLEV. T U CONOCO. Inc (Continental Oil Co 1 4pp 13130 312 


02031900- • Forwards HV Dept of Environ Quality revleu commants re 
Conoco proposed Ruby Ranch RLD project Meeting u/f Quigley 
10 be held on 030219. 

chancellor. R A Uyomtng. State of 82/03/10 V'OUNS. V Uranium 
Recovery Licensing Branch 13pp 13366-336 


DOCKET 40-8801 RADIATION MANAfiEMENT CORP 


8303310096 Forwardt "Radiological Survey of Uest Lata Landfill 6t Lou 
County, no. '* final rept 

BOUIH. L F Radiation Managemant Corp 03/03/09. CROU. if T. Uranli 
Fuel Licantlng Branch Ip 18463:064. 


--8203310098 "Radiological Survey of Uett Lake Landfill 8t Latri* Coun- 
MO." final rept. 

BOOTH.L F ■ OROFF.n U . MCOOUELL. O B Radiation Managament Corp 
83/03/30 141PP 13463 063 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 30-3 UNIV OF MICHIOAN RESEARCH REACTOR 


R Periodic operating reports L reletad corre tpond anc a 


0203160337 Forwardt "Rapt on Reactor Op oral i ont. 1901 ” 

KERR-U Michigan. Unlv of 02/02/36 KEPPLER. 3 O Region 3. 
Offlca of Director Ip 12307 330 34X F 1 c he 30-003. 83/03/86. 

8303160337 


--8203I60338 Forwards "Rapt on Reactor Operations. 1901. '* 

ZEES. D M Michigan, Unlv of 02/03/36 MILLER. J R 
8ttnilardliatlo(r t. Special Project* Branch. Ip. 12307 331. 34X 

Flche 30-003. 83/03/36. 8203160337 


--B303I60341 "Rept on Reactor Op a rat Ion ft. 1981 

e Michigan. Unlv of 83/03/31 23pp. 13307:333 34X 

Flche 50-003. 83/03/26. 8203160337 


DOCKET 30-3 INDIAN POINT STATION. UNIT I 


F. Security, medical, emergency 8. fire protection plant 


8303080313 Informs that Initial installation L tasting of alert I. 
notification tyt In all countlat turrnundlng facility hat 
b*«n conplsttd. 

BAYNE. JP Power Authority of the State of New York. O'TOOLG. .1 O. 
Coniotidatad Edison Co of New York 82/03/36 HAVNEB. R C. Reglo- 
1 , Office of Director 3pp 12134 139 34X Flche 30-003. S3/03/36 

8203080313 


B3032S0334 Ack receipt of 830323 Itr Informing NRC of steps taken to 
correct violation noted In IE Emergency Praparadnet* 

Appraisal Rapt* 30-003/Bl-Ol «, 80-347/81-06 Items 0-3,10,13. 

13.19 6 31 will b* avaiuatsd In 30-003/82-01 & 30-247/83-02 
HAVNEB. RC Region 1. Office of Director 03/03/32. Q'TQULC.J Q 

Consolldeted Edison Co of Neu York. |p. 13410:311. SAX 

Flche: 30-003, 83/03/32. B3033303S4 


— 8203230330 Respond* to NRC 01OB31 Ur re wialatton* noted in IE 
Emergency Preperednet* Appraleal Rapt* 30-003/01-01 1. 

30-247/01 -06. Corrac t Ivc action*: all Itam* ra-avaluatad u/NRC 
on 830208-11 t. rasolvad w/out 1 Inad aicaptlon*. 

O'TOOLE. J D. Consolldatad Edison Co. of Naw York. 82/02/23. 
HAYNES. R-C. Ragton 1. Office of Director. 3pp. 12410:213. 34X 

Flche. 30-003, 82/03/32. 8203230334. 


O Ad ju4 1 c < torn coTmpondvne » 


3303010391 AJdl re«poni8 to FOtA raqupit (or 30 catoforlof of d dc uoionts 
rt NURCC-0660- “«RC Action Plan " Forwards docunants littod 
in Appt A. 8i C l> 0 Info partially withheld (rof FOIA 
e.aojtloo 5J. 

FELTCN. J n Dtvl»lcn of Rules and Records 91/00/04 MADDEN. T-J 
Kaq e . Stho ler . Florpien. Have & Handler 9?p 12750 006 34X 

Ficlie 90-003.31/06/04, 0303010001 


H Oeneral Correspondence 


B303330049 Ur;es hearings be held eipeC ttlouslv due to to nountlng 
danger plants present 

BARCLAY. L A Af filiation Unknown 32/03/19 OENTQN. H R NPC - No 

Detailed Affiliation Given 2pp 12374 36i 24x 

Flene 90-003.92/03/19.6203230043 


P Operating license stag* docusients t. correspondence 


9101370209 Olscussee dissenttrg profettlonel opinion re conpressad air 
tgs.SRP Section 9 3 1. Proposed Revision 1 Identifies events 
involving \af stg-retatcd air problems SIP should be promptlq 
tmplerented for all operating reactors (■ applicants 

CAHTRELU.F S Region 3. Atlanta. Reactor Construction I, Engineering 
Support aranct 00/07/07. MURPHY.C E Region 3. Atlanta. Reactor 
Construction t. Engineering Support Branch 3pp 12279 164 34X 

Fiche 50-000.90/07/07.710127020 9 


6101270209 Discusses dissenting professional opinion re compressed air 
sgs. S9P Section 9 3 1. Proposed Revision 1 Identifies events 
Invclvln; saf ety-re leted air problems SRP should be promptly 
tfliplemented for all operating reactors t applicants 

CA-SIRELU. F 9 Region 3. Atlanta. Reactor Construction S. Engineering 
Support Qranch 80/07/07 MURPHY.C E Region 2. Atlanta. Reactor 
Construction 4 Engineering Support Branch 3pp 12299 164 24X 

Fiche 90-000. 90/07/07. 0101270203 


9303010001 Add I response to FOtA request for 30 categories of documents 
re hlUREO-0660. "ARC Action Plan ' Forwards documents listed 
In Apps A. B. C & 0. Info partially withheld I ref FOIA 
EieeiFtlon 9) 

FELTOIJ. J It Division of Rules and Records 81/00/04 MADDEH. T.d 
Kay< . 6c h 0 1 er. Fl erman. Hay s 4 Handler 9pp 12790.006 24X 

Flcfe 90-439. 01/03/04.9303010001 


--8007030I37 Discusses schedule for implementation of Task IF of tHI 
action p Ian . Slsti lar neu QA requirements will bs implemented 
for facility reviews 

HAAS9. U P Quality Assurance Branch 60/04/04 OENTON. H R 
Office of Nuclear Reactor Regulation. Director tp 12766 018 
24X Fiche 9C>-000. 81/06/04.9203010001 


--8203010076 Clarifies Initial assi 9 n.srnt re auiillary feedwater sys 
reviews per f.RC"03'79- 1 10 

KEhOALL.R NflC - Ho Detailed Affiliation Olven ARC -03-79-1 18 
60/11/14. TERTNER. K Franklin Ins 1 1 tutr /Frank I in Research Center 
Ip 12793 IBS 24X Fit he BO-OOO, 01 /OB/04. 0203010001 


6203110001 Generic Ltr 83-04 to all llceneees of operating plants, 
applicants for OL 4 holders of CP re use of INPO 9EC-1N 
program. 

EISEMIUT. 0. 0 Division of Licensing. 62/03/09 HAUSPUSO. A. 

Consolidated Edison Co af New York CLAVT0.9.F L Alabama Power Co. 

VAN BRUNT. E E Arliona Public Service to 2pp 12291 031 SAx 
Plena; 90-000 . 02/03/ 09, 830 3 1 1 000 1 


— 0202100066 Advises tha t ' 0 1 gnl f 1 cant Event Evaluation 4 Info Network 
f0££-tNl described in 010006 ltr should satisfy licensee 
obligation under IMt Action ttsn l.C 9 

DEMTON. H R Office of Nuclear Reactor Regulation. Otrector 
82/01/11 UIDUNSON. E P Institute of Nuclear Power Operations. 
Ig 63879 298 24* F t che 90-003. 02/03/09. 8203110001 


O. Inspection ragoets. IE Bulletins 4 correspondence 


8303010001 Addl response to FOIA regurst for 30 categories of documents 
re NUREO'0660, "NRC Action Plan." Forwards documents listed 
In Apps A. 9. C 4 O Info partially withheld (ref FOIA 
Ccemptlon 91. 

FElTON. J n. Division of Rules and Records. 81/06/04 MADDEN. T. J. 
Kaye. Scholar, Flerisan. Hays 4 Handler 9pp 12790.006. 34X 

Flene; 90-003. 01/00/04,8303010001 


8303090440 Forwards IE Info Notice 93-01 . Revt s ion 1. "Austllary 
Feedwater Pump Lockout Resulting From Uestlnghouse W-2 
Switch Circuit Mod " Revised Table 1 Is also end to 
clarify circuit diagrams No written response regulred. 
haVNEG. R C Region 1. Office of Director 92/02/26 O'TOOLE.vl.D 
Consolidated Edison Co of New York LUNDVALL. A. E. Baltimore Oas & 
Electric Co haRR INOTCN. U 0. Boston Edison Co. 9pp- 13134:177. 
24X Flthe 90-000. B2/02/2b, 8203090440 


9203II0293 Ack receipt of 811234 ltr Inforailng NRC of steps taken to 
correct violations noted In IE Emargeney Prepdradnast 
Appraisal ReptS 30-003/81-01 4 30-347/01-06 

HAVNES. R C. Region l. Office of Olractor. 83/03/03 O'TOOLE. U 0 

Consolidated Edison Co. of New York Ip 12313 130 34X 

Fit he: 30-003. 82/03/03, 8203110333 


— B203I10239 Responds to NRC 810031 ltr ra violations notad In IE 
Emergancy Preparedness Appraisal Rapts 90-003/81-01 4 
90-247/81-06 Corrective ectipns eppralaol I teme metalled. 
eiC«pt tupp 1 1 ootificotlon sys. 

O'TOOLE-J D Consolidated Edison Co of New York 81/13/24 
HAVNEB.R C. Region I. Philadelphia. Office of the Director 
(81/03/01* 3pp 13219 131 24X FUhe 30-003.82/03/03. 

8203110293 


6203310333 Forwards IE Into Notice 82'D6. ''failure of Bteam Osnsrator 
Primary Side Manway Closure Studs " No urittan response 
required 

KAYHES.R C Heglon 1. Office of Director 82/03/13 O'TOOLG.O.O. 
Consolidated Edison Co of New York LUNDVALL. A. £ Baltimore Oas 1 
Electric Co HARR I NO TON. U. 0. Boston Edison Co 3pp 13493:084. 

24X fiche 90-000.82/03/12.8203310333 


0203170273 forwards IE Info Notice 82-03, "Environ Tests of Electrical 
Teroilnel Blocks." No written response required 

HAVNES. R C. Region I. Office of Director 02/03/19. O'TOOLE. J.D. 
CbnsoltdaCed Edison Co of New York LUNDVALL. A E. Baltimore Oas t 
Electric Co HARRINGTON, if 0 Boston Edison Co Opp 13312 339 
34X Fiche 90-000.93/03/19,8203170373 


8303170486 Forwards IE Info Notices 83-04, "Potential Deficiency of 
Certain AGA8TAT C-7000 Series Time-Delay Relays" 4 83-09. 

"Increasing Frequancy of Orug-Ralated IncldantS *' 

HAYNES. R C Region t. Office of Olractor. 82/03/19. O'TOOLE. JO. 
Consolidated Edison Co. of New York LLddOVALL. A E Baltimore Oas 1 
Electric Co HARRINOTON. U 0 Boeton Edison Co. 9pp 13330 031 
24X Fiche 90-000. 02/03/19. 8203170486 


8203310361 Forwards IE Info Notice 82-07. "Inadequate Security 
Screening Programs " No written reeponsa raqulrad. 

HAVNEB.R C Region 1. Office of Director 82/03/16 □■TOOLG.J. D. 
Consolidated Edison Co of New York. LUNDVALL. A E Oaltlmore Oas I 
Electric Co HaRRINOTON. U D Boston Edison Co 9pp 12499 073 
24X Fiche 30-000.82/03/16,6203310361 


6203290934 Ack racslpt of 820223 ltr Informing NRC of steps taken to 
correct vtolatlan noted in IE Emergency Preperednees 
Appraisal Repts 90-003/81-01 4 90-247/81-06 Items B-3. 10, 12. 

13. n 4 21 will be evaluated in 90-003/82-0 1 4 90-247/82-02 
HAYNES. RC Region t. Office of Director 83/03/32 O'TOOLE. JD 

Consolidated Edison Co of New York Ip 12410:311. 34X 

Ftchs 90-003. 82/03/22. 8203290324 


— 8203290930 Responds to NRC 810821 ltr re violations noted In IE 
Emergency Preparedness Appraisal Repts 90-003/61-01 4 
90-347/01-06 Corrective acttone:aIl Items re-eveluatad w/NRC 
on 02O2C0-1 1 4 resolved w/out lined eiceptlone 
O'TOOLE. JD Consolidated Edison Co. of New York. 83/03/23 
HAYNES. RC Region 1. Office of Director 3pp. 13410 212. 24K 

Fiche 90'003. 83/03/22. 8203290924 


R Periodic operating reports 4 related correspondence 


8303160906 Forward# "Effluent 4 Uaste Disposal Semiannual Rapt. Jul-Oa 
1981 '■ 

O'TOOLE. J D. Consolidated Edison Co of New York. 02/03/03. 
HAVNEB.R C Region 1. Office of Director Ip 13308:336. 34X 

Fiche: 30-003. 03/03/03. 8203160906 


— 8203160911 "Effluent 4 Matte Disposal Benlennuel Rapt. Jul^Doc 1981. 
s Consolidated Edison Co of New York. 83/03/03 49pp. 

13308 337 34X Fiche 90-003, 83/03/03. 8303160906 


8 Reportable occurrences. lERs 4 related corretpondence 


8203160344 Final anomalous measurement rapt ra liquid affluent 
retsasss. Over past ssvaral Aonths>Co-9S 4 Co-60 ralaasas 
greater than average Possibly caused by vegetation 
differences Demlneratlier sampling scheme initiated. 

Q'TOOlE. J O Coosolidated Edison Co of Now York. 82/02/36. 3pp. 
13307 072 34X Fiche; 90-003. 83/03/36. 8203160344 


T. Hearing transcripts on non-ant 1 trust matters 


8303190199 Transcript of 830303 affirmation tastion on Indian Point 
order In Uashlngton.OC Pp 1-6. 

PALLAOINO.N Commissioners 03/03/03 6pp. 13397:249 24X 

Fiche; 90-003. 83/03/02. 8203190199. 


V Optrator E>amlnatto»» 


320^10001 Ad4V ra^ppn^e FOlA Tequp^t for cotpporloa of docur>ertt% 
ri NURC0-O6A0. ”NRC Action Plan “ Porwardt docunanti littad 
in Appo A.S.C ti 0 Info partially utthhpld (r«f FOIA 
Ccamption 9) 

FELTON. J M ntviolon of RuUi and Pacord* 01/00/04. MAOOEN, T J 
nag*. Scholar. Plarman. Hag* S. Handler 9pp 12730 006 24X 

rich* 90*003.81/08/04.8203010001 


'8203030371 Subnits trot* ref codes for MIC use r* -.jork being dono bg 
Analgtls 6 Techno logg. I nc. per 000716 telcon 

KAHULA. L J Consotldeted Edison Co of Noa: Votk. 30/07/16. 
C0UL1N8.P F Operator Licensing Qranch Ip 12768 HO 34X 
Flche 90-000. 81/08/04. 0203010001 


DOCKET 90-10 OREBOEN NUCLEAR POWER SrATION, UNIT I 
F. Becurltg. medical, emergencg t, fire protection plans 


8203230604 Bubmits mfo re safeguards contingencg plan tpfo withhuld 
eref 10CFR2 790) 

OELOEORCE.L □ Co<rman;jealth Edison Co 02/03/ 17 DENTON. II I Iff I.* 

of N-jclsar Resctoi Regulation. Oiroctor Ip 12390 124. 2.47. 

Flche 90-010.02/03/17.8203230604 


8203240231 fleloates public verston of revision to environ asslstetue 
directory for environ director energencg plan Implementing 
procedures 

FELTON. J H Division of Rules and Records 82/03/17 Duccimenl 

Management Srench Ip 12406 001 24X Flche 90-000.82/03/17. 

0203240231 


--8203240261 Foruiards public version of Revision 1 
directory for environ dlrectorg emergencg plan 
procedures. Including Procedures EO-t-dutleo & 
responsibilities of environ director 
CHANEV. V L Conmons.eal th Edison Co 82/03/03 
Office. Office of Inspection and Enforcement 
Flche 90-000.02/03/17.8203240231 


to environ asslsteui 
I mp lement I iig 


D1 rec t nr ' s 
Ip 1240/. 0«)4 jsi 


8100260994 Releases public version of revised emergencg plan 
implementing procedures 

FELTON. J M Division of Rules and Records. 81/08/24 Document 

Management Branch. Ip 07006:001 24X Flche 30-010.81/09/24. 

8100200994 


— 0203240200 Public version of Revision 1 to environ assistance illreii. 
for environ director emergencg plan Implementing procedures. 
Including Procedure EO-l re duties & responsibilities of 
environ director 

* Commonsiealth Edison Co 02/02/20 300pp 12406 009 .*4X 

Flche 30-000.02/03/17.8203240231 


— 0109280996 Foruords public version of erorgeneg plan revised 
Implementing procedures 

8C0TT.0 0 Commonuealth Edison Co 81/04/03 DENTON. H R Office) 
of Nuclear Reactor Regulation. Director Ip. 07006 001 24X 

Flche 90-010.81/00/24.0100280934 


— 010B200997 Public version of onargeneg plan revised Implementing 
proc 

e Commonuealth Edison Co 81/03/30. 44pp 07006 001 24X 

FtChe 90-010.81/00/24. 0100200394 


8203030449 Oubmlts schedule for remedial action to correct deficiencies 
Identified during prompt public no 1 1 H cat 1 on sgs 020201 
test Correction of deficiencies to sgs ulll be completed 
prior to 020601. 

OELOEOROE. L. 0 Commonuealth Edison Co 02/02/16 KEPPLER- J 0 
Region 3. Office of Director 3pp 12096 303 24X 

Flche: 90*000. 02/02/16. 8203030449 


8203120263 Releesos public version of revision to emergencg plan 
implementing procedures 

FELTON. J H. Division of Rules and Racords. 02/03/03 Document 
Management Branch Ip 12239:091 24X Flche 90-010.02/03/03. 

8203120263 


--0203120209 Foruards public version of Revision 3 to Emergency Plan 
Iraplemantlng Procedure EPIP 100-C3. "Technical Director 
(Checklist of Initial Oenerotlng Station Emergencg Plan 
Responslb 1 1 1 1 1 ee 1 . '' Receipt form t. safety evaluation encl- 
BCOTT.O J. Commonuealth Edison Co 02/02/19 DENTON. M R Office 
Of Nuclear Raactor Regulation. Director. 4pp 12233 092 24x 

Flche 30*010.82/03/03.0203120263 


--02O312O294 Public verelon qf Revlelon 2 to Emergency Plan Implementing 
Procedure EPIP I00-C3. "Technical Director (ChockHst of 
Initial Oeneratlng Station Emergency Plan 
Retpone lb 1 1 1 1 let I " Revised Inder encl 

• Commonuealth Edison Co. 02/02/10 6pp 12293.096 24X 

Flche 90-010. 82/03/09. 8203120263 


020317032B Ack receipt of 820216 Itr informing NRC of schedule for 
correcting prompt public notification eye doflclenclos 
prior to 020601 . Appropriate regulatory actions uHl be taken 
If deficiencies not corrected 

HINO. J A. Division of Emorgsneg Preparedness i, Operational Support 
82/03/11. REED. C. Commonuealth Ed 1 eon Co Ip. 12319 246 24X 

Flche. 30-000. 82/03/11.8203170320 


8203260239 Forwards response to NRC 811214 Itr re deficiencies In site 
specific anne 1 to emergency plan uhleh uere Identified In 
App C emergency preparednes evaluation rapt (ref IE tnsp 
fiepts 90-10/81-16, 30-237/01-27 & 30-249/81-20) 

RAUSCH. T J. Commonuealth Edison Co 82/03/12 KEPPLER. J 0 Region 
3, Office of Director 20pp 12424.179. 24X Flche 30-010, B2/03/I2, 

8303260239. 


0203230206 Conf Irms B20316 6 17 telcone re requirements for Independent 
fire protection t> lose prevention program. 1 ntp t< audits 
Annual inept mag be dono bg outside fire protection firm to 
meet intent of fech Spec Section 6 0. H 1 (• 2 
8CHROEOER.C U Commonuealth Edison Co 82/03/17 BEV/AN.R 
Operating Reactors Branch 2 2pp 12381:239 24x 

Flche: 90*000. 82/03/17, 0203230206 


8203260190 Releases public version of licensee instructions for 
dividing environ emergencg Imp 1 omen 1 1 ng proceiluros Into two 
eeparete procedure books for environ director 6 environ 
group. 

FELTON. J. M Division of Rules and Records 03/03/17 Due ll■sal■l 

Management Branch Ip 12440:037 24X Flche 50*000.02/03/17. 

B203260190 


--02O326O197 Foruenls public version of Instructions for dlvltllng eiiwii 
eirergencg Implementing procedures into tun separate 
procedure books for environ director 6 environ group. 

CAKNEV.V L Cor.moriuool th Edison Co. 83/03/01. OENION.II R. 

Office of Nuclear Reactor Regulation. Director. 3pp. I244II ii tli 
24 X Flche: 90-000. 82/03/17.0203260190 


0203240937 Releases public version of revised emergency plan 
Implementing procedure 

FELTON. JM Division of Rules and Records. 83/03/10 Oocumvul 

Managerrent Branch Ip 12404 261 24 X Ft t he; 30-010. 02/03/ I II. 

8203240337 


--0203240541 Forwards public version of Revision S to Emergencg I' I an 
Implementing Frocedure EPIP lOO-Cl. "Station Director 
(Checklist of Initial Station Emergency Plan 
Respons lb 1 1 1 1 1 es ) " Receipt form 1. safety avAluatlon ancl* 

BCOTT.O J Commonuealth Edison Co 02/03/03. DENTON. H II (Iff Hi 
of Nuclear Reactor Regulation. Director 4pp. 12404:264. l’4x 
Flche 30-010.02/03/10.0203240537 


--0303240546 Public version of Revision 2 to Emargtncg Plan Imp t emeu 1 1 • 
Procedure EPIP lOO-Cl. "Btatlon Otrector (Checklist of 
Initial (Generating Btatlon Emergency Plan 
Responsibilities) " 

• Commonuealth Edison Co 02/03/01. 9pp 12404 260 94X 

FUhs 50-010.82/03/10. 02032409 37 


J. Insurance 6 Indemnity Information 


0203290139 Forwards Endorsements B to NEL lA Binders EB-l. EO-2. ED >■ 
eO-29.EO-30. E8-42 S. EO-43 

09TER.J Commonuealth Edison Co 02/03/24 SALT? MAN. .7 AselmtanI 

Director for State h Ltctnctc Relatione 8pp. 12430:209. 24X 

Flche 90-000. 82/03/24.0203290139 


8203290173 ForuerdS Endoreemonts 131.71.58 b 18 to NELIA Pollcla* 
NF-43,NF-107, NF-201 t NF-293. rasp Bc 1 1 ve Ig 

OSTER.O Commonwealth Edison Co 82/03/24 8ALTZMAN. J Asetatani 
Director for State 6 Ltcenete Reletlons 9pp 12430 196 34i 

Flche 90-000, 82/03/24, B203290173 


P Operetlng license stage documents (■ correspondence 


8107140860 Amends 62.34.53.73 V 65 to Licenses DPR-1<7. OPR -S. OPB ■ .*5. 
OPR-29 b DPR-30. respectively, revising Tech Specs to clarify 
term operable re tingle failure criterion for eafety *g a 
CROTCHFIELO. D. Operating Rsectors Branch 5. BI/06/29. 63pp 

09028:275. 24x Flche : 30-010. 01 /06/29. B1071 40B5 1 . 


81l93BCOt0 Nott f ic«t 1 on of BllSlf mortfng u/8£P ounort In Botkcsdo.MD 
to oltcuft lictntto port t c tpotion tn 6£P pr agro*>i llconio* > 
plant topic ravlown k tcl>e«uio for Coirtpiotlon of SEP 
Phoia tt 

RU8SEUi-.W T Sijtttmatlc Evotuotion Program Branch Ql/t2/OQ 
LAINA3.0 C Attlatant OlrrcCor for Safaty Attottmant ?pp 
11379:394 34X Flche 50~0I0. 81 /19/08. 6113393916 


330303O2t9 PoruoTOt toi»-i«r>tt re riOtologitat tfflusnt lech Sptci 1. 
Offtitr Opt* Calculation Manual Com'ient* Identify araat 
uirare submlttple appear def Ic 1 pnt> add 1 juat 1 f Icat ton may be 
nppced or contractor understand iny of Intent Inco.'plate 
VASSAULO. 0 B Operating Reactor* Branch 3 83/03/09 OPLOEORCE. U 

Cpai'anuealth Cdlion Co 3pp 13119. OOB S4X Ftcr* 90~000, B3/03/03, 
0203030269 


--9203039276 Foruardt qu**tlont re radiological effluent Tech Spec* ti 
Offelt* Do«e Calculation Manual aubnlctale that ui 1 1 bt 
addreeeed in dltcuetlon ui/utll 

SIMPSOn.r 0, EOtO. Inc 03/01/19 WtU-JB.C A Cfflobnt 
Treatoiant Syetam* Branch 23pf 12119 Oil. 34/ 

Ficha 90-000. 83/03/03. 8309030369 


0203160042 Advl eee that Implementation of Nt.REO-0737 Item 111 D 3. 3> 
Improved in-plant iodine Inttrumentat I on undar accidant 
condition It acceptable 

CRUTCHFIELD. 0 Operating Reactor* Dranc.l 9 83/03/23 OELOEOROE.L 

Comironuealth Ediion Co 3pp 12339 073 241 Flcbe 90-000. 

62/03/33. 9303160043 


9203930333 Respond* to Generic Ltr 83-01. '‘New Appllcetlonc Survey " 
Util foat not plan to submit any application* or requests 
for NRC revleu prior to 841331 

GUARTZ. E O Commonwealth Edison Co 83/03/24. EI6ENHUT.0 0 
DIvUten of Licensing. Ip 12077 066 24X Fiche 90-000. 82/ 02/ 24. 

B203020323 


02031 10091 Generic Ltr 83-04 to a 1 1 licensees of opereting plants, 
applicants for OL 6 holders of CF re uee of INFO SEE-IN 
p rogram 

EISENMUT. 0. 0 Otvtslan of Licensing 03/03/09. HAUSPuno- A 

Consolidated Edison Co of New York KOESTER.O. L Kantet Oas t> 

Electric Co POLLOCK. M 6 Long Island Lighting Co. 3pp 
12391:031 34K Flc he 90-009. 82/03/09. 83031 lOOOt 


8203330099 Advises that ATW6 rac 1 rc ula 1 1 on pump trip Installed In 
listed BC/Rt Big Rod & Dresden instal lattons deferred 
CRUTCHF lELO. D. Operating Reactors Branch 9 03/03/10 NOVAK. T 

Assistant Director for Operating Reac tori Ip 13392.333 24X 

Fiche 90-000. 83/03/10. 0203230099 


8203290191 Forwerds Revision 30 to CE-l-A. "QA Program for Nuclear 
Oenerettng Stations.'* per NRC 830312 request 

SWARTZ. E 0 Conionwealth Edison Co 82/03/19 HAASS.WP Ouallty 
Assurance Branch Ip 13438:343 2 4X Fiche 90-000.82/03/19. 

e203290l91 


--8209399I66 Ravlslon 20 to CE-l-A. "QA Program for Nuclaar Oaneratlng 
Stat 1 ons. " 

« Commonweal tb Edison Co. CE-l-A R30. 83/03/17. 90pp. 

12438 2A 4 24X FU ho 90-000, 83/03/19. 83033901 31 


Q Inspection reports. IE Bulletins t correspondence 


02031 1D139 Advises that IE Info Notice 82-91. Revision 1. "Autlllory 
Feedwater Pump Lockout Resulting From Uesttnghouse W-3 
Switch Circuit Mod," was sent to listed licensees 
• Region 3. Office of Director. 03/03/26. Region 3. Office of 
Director Ip 12313 313 24X Flcbe: 90-000. 02/02/36, 03031 10139 


6203110079 Advisee that IE Into Notice 02-03, "Environ lest* of 
Electrical Terminal Dlods. " was Sent to listed licensee! 
a Region 3, Office of Director. 82/03/04 Region 3. Office of 
Director. Ip 13313:344 24X Fiche: 30-000. 02/03/04, 8303110079. 


0303290360 Forward* IE Insp Aepts 30-010/01-21,50-337/91-38 6 
90-249/81-31 on 011231-820129 L notice of violation 
SPE6SARD(R L Division of Projsct 1. Resident Programt. 82/03/09. 
REED.C Coreonuaalth Editon Co. 2pf. 13410:10 1 34X 

richer 90-010, 83/03/09. 8203330360 


— 8303339969 Ndtlcf of violation from Intp on 811231-830129. 

6PESSAR0. R L. Olvleton of Project 1. Resident Program* 03/03/09 

2 pp 12410 103 34X Flcbe: 30-010, 83/03/09,8203250960 


0303290977 IE tnip ftepte 90-010/81-31,90-337/01-38 U 90-349/81-31 on 
81 1331 -6301 39, Noncomp I tenc* noted, sevtrst saf ety-related 
equIpAcnt areas bad Significant quantities of combuetlble 
natls preeant. 

TONGUE, T.M., JORDAN.M.J . WALKER, R.O. Region 3. Office of 
Director. 83/03/09 9pp. 13410:103 34X Fi che- 90-010, 82/03/09, 

8303290360. 


8303190339 Forwards IE Info Notice* 82-04, ''Potential Deflclancg of 
Certain aOaSTaT E-7000 Series Tt/ne-Oflay Relays" I. 02-09. 

'tncreaelng Frequency of Drug-Related Incidents." 

a Region 3. Office of Director 83/03/10 Connonuieal th Edison 
Co Ip 13347:090 24k Fiche 90-000.82/03/10.9203190239 


8203170407 Ack receipt of 830226 ltr Informing NRC of etape teten to 
correct vlolatlone noted tn tE tnsp Repte 90-010/81-20. 

30-337/01-37 «< 90-349/81-29 

8PE0SARD.R L Division Of Project >< Reeldent Progrom* 02/03/11 
REEO.C Commonwealth Edison Co Ip 12317:117 24X 

Flcha 30-010. 02/03/1 1 . 83031 70407 


-'G30317041B Rasponds to NRC 820138 ltr re vlolatlone noted In IE tna 
Rapt* 50-010/01-30.90-237/01-37 L 90-249/01-29 Correctlv* 
actions valves returned to correct position 6 survey of all 
safety-related Instruments conducted 

RAUSCH. T J Commonueelth Edison Co 82/02/26 KEPPLER, J 0 
Region 3. Office of Director 3pp 12317:118 24X 

Fiche 90-010,02/03/11,0203170407 


SS031902B3 Advites that IE Infp Notice 03-06. "Failure of Steam 
Generator Primary Side Manway Cloeura Btude." uae sent to 
Meted tlceneeea 

• Region 3. Office of Director. 83/03/13 Region 3. Office of 
OlrectoT Ip 12349:200 34X Fiche 50-000.02/03/12,0303190299 


8203260339 Forwards response to NRC 011214 ltr re daflclencioe In ell 
specific anna I to emergency plan which ware Identified In 
App C emergency preparednee evaluation rapt (raf IE Inep 
Rapt* 30-10/81-16.90-337/81-27 I. 90-249/81-20) 

RAUSCH. T 3 Commonwealth Edleon Co 82/03/12 KEPPLER. JO Regt 
3. Office of Director 20pp 12424:179 24X Flcbe 90-010. 83/03/1 

8303360239 


0203330669 Foruards IE Info Notice 02-07, "Inadequate Security 
Screening Programs." No urlltan rasponsa required 

• Region 3. Office of Director. 82/03/16. Commonueat tb Edison 
Co Ip 12388 314 24X Ficha 30-000. 82/03/ 16. 0203230669 


8203230369 Confirms plan* to conduct operations team inep on 830413-3 
Insp will consist of ravltw of mgt cocvtrol* . act 1 vl t las tn 
progress L Interviews u/selected personnel. 

8PE86AR0. R L Division of Project 6 Resident Program*. 83/03/18. 
REEO.C Commonwealth Edison Co 3pp 12389:004 24X 

Fiche: 90-010. S3/03/18. 8303230369 


R Periodic operating report* t, related correepondenca 


8303230979 Forwards Part 2 of "Rapt of Radioactive Effluents !■ 
Occupational Partonnel Radiation Oneee. 1981 . " 

QCQTT.DU Commonwealth Edison Co 02/02/08 KEPPLER. J 0 Regie 
3. Office Of Director Ip. 12390 334. 24X Ficha 90-010, B2/02/OB. 
0303230979 


— B2O323OS03 Part 2 of "Rapt of Radioactive Effluente h Occupational 
Pareonnil Radiation Ooea*. 1981. *■ 

a Commonwealth Edleon Co 82/02/00 t8pp 12390:339 24X 

Fiche: 90-010. B2/02/08. 8203230979 


6203090409 Forwards monthly oparatlng rapt* for Feb 1902. 

SCOTT. 0 J Cn.«monwe*lth Edison Co 02/03/02 Qlractor's Of flu 
Office of Inapectlon and Enforcamant. Ip. 12161:096. 24X 

Ficha: 90-010. 83/03/02, 6203090409 


— 0203090410 Monthly oparatlng rapte for Fab 1902. 

eCKRQEDEfl.B. Com-nonuea 1th Edison Co 03/03/01. 32p. 12161:09: 

24X Fiche: 90-010.82/03/03.8203090409 


V. Operator Etamlnatlone 


8203010001 Addl retponae to FOIA request for 30 categories of documei 
re NUREG-0660. "NRC Action Plan. '* Forward e document * listed 
In App* A.B.C I, D. Info partially withheld (ref FOIA 
Esemptlon 9). 

FELTOH.UM Dlvltlon of Rule* and Racordi. 81/08/04. MADDEN. T.J. 
Kaye. Scholar, Flarman, Hey* A Handler. 9pp. 12790' 006. 84X 

Ficha: 90-269. 01/00/04. 8203010001 


'—0303010037 Forwards eiem result* for operators a senior operator*. 
Eiam process eipletned. 

CQLLINS.P.F Oparetor Licensing Branch. 00/07/09. OAUtS. L T. 
Anatyslf A Technology. Inc. 9pp. 12799: 134. 24X 

Fiche; 90-000, 81/08/04, 8203010001. 


— 8203030373 Eipresse* thanta for util oparatlng a training staff 
interest 6 support during recent training survey team vl*lt. 
OAVIS. T Analyst* I- Tachnotogy. Inc. 80/06/13 STEPHENSON. S B. 
Commonwealth Edison Co Ip. 12770:318. 24X F leha; 90-000. 

SI /OB/04. 8303010001. 


8TfPHEN80N. B B. Cernmonu**! th Edlion Co 3p|> IS770 339. 34x 

Fteh«: aO'OOO. ai/08/04. Q3030 10001 


DOCKET 80-13 BABCOCK «■ HiLCOX CO. CRITICAL FACILITV 


P. 9*curltg> KnArgpncg b flr( protection plan* 


8303020449 Poruardt ravltlona to Tactlltg lacurltg p Ian. Rtvltlona 
ulthkald (r*T IOCFR3 790). 

OLSEN. A. F. Babcock «. Utlcoi Co 03/01/26. Phgalcal Sacuritg 
Llcantlng Dranch. Ip 13088:099 24X Ftc ha: 90-013. 83/01/36. 

8303030449 


— 8303030491 Roqurtta Itr I. propriatarg InPo ra SbU 830136 tubmittal 
ba procaoaod. 

OIOOS.R.n Liconto Fa* Hanaganant Branch. 83/03/39. BARLETT. J 
Documant Nanagamant Branch. Ip 13080:060. 34x 

Flcha: 90-013. 83/01/36. 8303030449 


8303330107 Foruarda Amand 12 to Llcanaa CK-IO t> Amand 19 to Llcanaa 
R-47. Amanda raqglra tacurltg plan to ba ful Ig Imp lamantad. 
niLLER.J. R Btandardltatlon b Bpaclal Projact* Branch. 83/03/11. 
OLSEN. A F Babcock b Ullcoi Co 3pp 133 74 337. 34X 

Ficha; 90-013. 83/03/1 1, 8303330107 


--03O333O13O Amand 13 to Llcanaa CX-10 raqulrlng aacurltg plan to ba 
fullg Implamantad. 

HILLER. J. R. Standard 1 fatten b Bpaclal Projacta Branch. 83/03/11. 
3pp 12374:330 34X F tcha : 90-013. 02/03/ 1 1 . 8303320107 


P. Oparattng llcanaa ataga documanta b corraapondanca 


8303040316 Nottflaa of correction to numbtrlng *ga In Amand II to 
Llcanaa CX-IO. 

HILLER. J. R. Btandardltatlon b Bpaclal Projacta Branch. 83/03/16. 
OLSEN. A F Babcock bUilcotCo 3pp. 12130:329 34X 

Ficha: 90-013. 82/02/16. 8303040316 


8203330107 Foruarda Amand 12 to Llcanaa CK-10 b Amand 19 to Llcanaa 
R-47 Amanda raqutra aacorltg plan to ba fullg Implamantad. 

HILLER. J.R. Standardl lation b Spaclal Projacta Branch. 62/03/11. 
OLBEN.A.F Babcock b Ullcoa Co 3pp 12374:337 34X 

Ficha; 90-013. 83/03/1 1, 8203330107. 


— 8303320120 Amand 13 to Llcanaa CX-10 raqulrlng aacurltg plan to ba 
fullg Implamantad. 

HILLER. J.R. Standard! I at Ion b Bpaclal Projacta Branch 83/03/11. 
3pp 13374:330 34X FI cha : 90-013. 82/03/ 1 1 ■ 8303330107 


0. Inapactlon raportt. IE Bullatina b corraapondanca 


8303020439 Forward* IE Inap Rapt* 90-013/82-01.90-099/82-01 b 
70-0824/82-01 on 820111-19. No compllanca notad. 

01B80N.A.F. Tachnlcal Inapactlon Branch 83/02/09 ENOELOER. T C 
Babcock b Ullcok Co. 3pp 13084:193. 24X Ficha: 90-013. 83/02/09. 
8203030439 


—8203030441 IE tnap Rapt* 90-013/82-01.90-099/82-01 b 70-0834/82-01 on 
B101II-19.No compllanca notad. Major arta* inapactad: fot louup 
on pravlou* anforcamant mattar*. IE Info Notica 81-36. gataou* 
b liquid affluant*. b aoltd uaata dlapoaal. 

KAHLE. J B.i BARR. K P Tachnlcal Inapactlon Branch. S2/03/08 
9pp. 12084:196. 84X FI c ha: 00-013. 82/02/09, 8303020439 


DOCKET 90-18 VAllECITOS BOILINO UATER REACTOR 


1. Financial information 


8303390180 Forward* Annual Financial Rapt 1981. 

CUNNINOHAH. 0. E. Oanaral ElactricCo. 82/03/23 OENTON, H R. Offica 
of Nucltar Raactor Regulation. Oiractor. tp. 13430:121. 34X 

Ficha: 90-000. 82/03/23. 8303290180 


—8303290188 Annual Financial Rapt 1981 

WELCH.J.F.. BURLINOAME. J. F. . HOCO. E E. Oanaral Electric Co. 
82/02/26. 98pp. 12430:122 24X F Icha; 90-000. 82/03/22. 8203290180. 


of Nuclear Reactor Regulation. Director. ip. 13429:393 24X 

Ficha 90-0IB. 82/02/10. 0203290198 


—8303390300 "Vail act to a BUR Annual Rep t 17 for 1981 •• 

• Oanaral Etactrlc Co 83/02/18 4pp. 12429 294. 34X 

Ficha: 90-018, 83/03/16. 6303290190 


DOCKET 90-19 FORD NUCLEAR REACTOR 


fl. Periodic oparattng report* b ratatad c orr a apondanc a 


0203340369 Forward* "Rapt on Reactor Operation* Uan.-D*c 1901 

KERR.U. Michigan. Untv. of 82/03/26 KEPT’LER.U 0 Region 3. 
Office of Director Ip. 13399 . 209 34X Flclia 90-019. 82/03/36. 

8303340269 


—8203540260 "HI Memorial Phoenix Projact.Unlv of Ht.Rept on Raactor 
Operation*. Jan-Dac 1981." 

• Michigan, Untv of 83/03/31 33pp 12399 206 24X 

Ficha 90-019. 83/03/26. 0303240369 


DOCKET 90-20 HASaACHUSETTB INST OF TECH RES REACTOR 


F. Bacvrltg. medical, emerganeg b fire protection plana 


8203220079 Foruarda Amend 19 to Llcanaa R-37. Amend Incorporataa 
phgalcal aacurltg plan Into llcanaa. 

MILLER. J fl Btandardltatlon b Opaclat Projacta Branch Q2/Q3/I1. 
CLARK.L. Maaaachutt tt* Inatltuta of Tachnologg. 3pp. 13374:137. 
24X Ficha: 90-030.83/03/11.0303230079 


— 8303330099 Amand 19 to Llcanaa n-37. 1 ncorpora ting phgalcal aacurltg 
p Ian Into I Icanaa. 

miller. J « Standard nation b Bpaclal Project* Orench. 02/03/11 
3pp 12374 139 34X F Uh* : 90-020, 02/03/ 1 1 . B203220079. 


P Oparallng llcanaa ataga documanta b corraapondanca 


0203230079 Forward* Amand 19 to LIcante R -37. Amand Incorporataa 
phgalcal aacurltg plan Into llcanaa 

HILLER, J. R. Standardl latlon b Spaclal Projacta Branch. 83/03/11. 
CLARK.L Haaaachuaatta Inatltuta of Tachnologg. 3pp. 12374:137. 
24X Ficha 90-020. 82/03/11 ■ 8303330079 


--8303230099 Amand 19 to Llcanaa R-37f 1 nc orpora 1 1 ng phgalcal aacurltg 
plan Into 1 Icanaa. 

MILLER. vlR. Btandardltatlon b Bpaclal Projacta Branch. 82/03/11 
2pp. 12374 139 34X F 1 cha : 90-020. 82/03/ 1 1 . 830322007 9 


8203230697 Raquaata waiver fro.m Tech Bpac 9.2-1 ra fuel for raaaarch 
raactor Waiver permits uaa of fuel fabricated In accordance 
w/praaent dag practices but not matting Tech 8ptca urlttan 
In tarlg l970a. 

CLARK.L. Mas aachuaatta Institute of Technologg. 02/03/19. 

HILLER. 3 R. Btandardltatlon b Bpaclal Projacta Branch. 3pp. 
12389.198 24X Ft c ha : 90-020, 83/03/ 19. 8303230697 


8203260299 Forward* draft rtviatd Tech Bpec 9 3-1 to aaalat NRC In 
ravlawlng 020319 r*que«t for waiver. 

CLARK.L. Hai tachuaatt* Inatltuta of Tachnologg. 82/03/23. 

HILLER. U R Btandardltatlon b Gpaclal Project* Dranch. tp 
12424 160 24X Flche: 90-030, 63/03/22, 8203260293 


--8303260300 Draft ravlaad Tech Spec 9.3—1 ra daalgn of reactor corf- 
a Hattachu aatta Inatltuta of Tachnologg. B2/03/22. 3pp 
12434 161 34X Ficha 90-020. 82/03/23. 8303360399. 


DOCKET 90-39 VANKEE-ROUE NUCLEAR POWER STATION 


F. Sacuritg. madtcal. tmarganeg b fir* protactlon plant 


8303030494 Raqueat* rtvlaw of Itatad emargtncg praparadnat* plana b 
action par NRC 811209 matting b talcon* u/u 1 1 1 . Wr 1 1 tan 
notification raquattad upon completion of actions. 

HAYNES. R.C. Region I, OffUa of Director. 83/03/39. TRIBBLE, J. C. 
Vankat Atomic Electric Co. 3pp 13089:043. 34X 

FUha; 90-029. 83/02/29.8203030494. 



Info concerning Tnl Action Plan Ita^ Dt A i 3 ra upgrade 
tnergancij tupponC PacOlttat 

CRuTCHri£(.0. (> Operating Reactor* Srancli 9 03/03/09 kAV. J A 

Yankee Atomic Electric Co. dpp 13306046 24* 

Flcne 9O'0S9. 82/03/09. 8203160421 


minute* available a<t*v alarm to terninat* boron dilution 
accident attuning uortt elnglt f a 1 1 ur a. Anal yt It raqulrao 
before not entry Into Model 6 ~ refueling 

CRUTCHFIELD. 0 Operating Reactor* Branch 3 B2/02/I8 KAY. J A. 

Yankee Atomic Electric Co 3pp 12191207 24X 

FUbt 30-029.82/02/18.8203100199 


0203240983 Relsatee public vertlon of revlted emergency plen 
l.'p le*entlng proceduret 

FElTOn. j M. Olvltton of Rule* and Recordt 02/03/18 Oacuneiit 
Management Branch Ip 12403 231 24X Ficbe 30-029.02/03/10. 

6503240303 


0203040233 Advltoc that Clatt 11 faa paid for Propotad Changa 174 ti 
approprlata 6 no addi fet la dua 

OlOOB. R.H Licante Foe Management Branch 82/02/19 KAY- J A 
Vantae ACo.iii< Elactric Co Ip 12124 398 24X 

FI Che 90-029, 02/02/19. 8203040232 


— 8203240906 Foruardt public vertlon of Revision 2 to Emergency Plan 
t-iplamantln; Procedure oP-3310. "Evaluation of Radiological 
Data " Receipt form end 

HaRKT, 0 I Yankee Ato-MC Electric Co 82/03/12 Office of 
Nuclear Reactor Regulation. Oiractor Ip 12409 232. 24X 

FichOT 90-029.82/03/18. B303340JB3 


B203020987 Foruardt reqv**t for addl info re environ qualification c 
taf aty-relata d electrical equipment. Info thould be provided 
ulthln 30 dayt of 1 tr date 

CBUTCHFieLO, 0 Ogeratinq Reactore Branch 3 82/02/23 KAY. J A 

Yankee Atomic Electric Co 4pp. 120B2.082 24X 

Flche 90-029,82/02/23.6203020987 


'8203240990 Public vertlon of Revltion 2 to Emergency Plan Implementing 
Procedure OP-3310. "Evaluation of Radiological Data ' 

• Yankea Atomic Electric Co 82/03/10 41pp 12409 233 24X 

Flche 30-029.82/03/16.6203240983 


H. Oenaral corr eepondence 


8203240046 Bubmite comment* per 011133 Itr eipreftslng Monro*. MA 
concerns ro federal grant* for evacuation plan* 

DIRCKS.U J Office of the EiecuClv* Director for Operation*. 
82/01/12 CONTE. 8 0 House of Rap 3pp 12398 319 24X 

Flche 90-029. 02/01/12. 0203240046 


— 0203240091 Forward* Monroe. Mi request for info ro availability of 
fedSTal grant program* to attiet in complying u/federal 
requirement for evacuation plans 

COVTE.S 0 House of Rep 01/11/30 KAIMERER.C Office of 
Congrettlonal Affair* Ip 12398 319 24X Flrhe 90-029.82/01/13, 

8203240046 


--8203240393 Submits concern* re implementation of oparatlonal 
evacuation plan for Monroe. 144 

M0-l£. J . S-HITh. A 8 . carrier. K Monroa, MA. 01/06/10 
PAOA-S'O. F 0 Director's Office. Office of Inspection and 
Enforcement 9pp 12398 320 24x Flche 90-029. 02/01/12. 

8203240046 


8203020719 Dlscvttes deviations to Stated position of NUREO-0737. Iti 
III D 3 3. "Improved tn-Plant iodine Instruirentat i on Under 
Accident Condition " Mo technical deviation requested No 
further Ttvieu planned 

CRUTCHFIELD. 0. Operating Reactors Branch 3 02/02/33 KAY. J. A 

Yankee Atomic Electric Co. 2pp 13086:314. 24X 

Flche 30-029. 02/03/23. 0203020719 


0303010162 Suppl 1 to Proposed Change 176 to amend License I)PR-3 
modifying Tech Specs to alloia for change in number of 
operable Incore neutron detector thimbles for remainder of 
Cycle 19 pouer operetlon 

VANOENBUROH. D. Yenkee Atomic Electric Co 02/03/23. Office oi 
Nucleer Reector Regulation. Oiractor 2pp 13070:139. 34X 

Flche 30-029.82/02/33.6203010162 


--6203010168 Proposed changes to Tech Specs Sections 3 3. 3 3.4 2. I.i 
4 2- 2264233 re Incore instrumentation sys 

• Yankee Atomic Electric Co 03/03/39 4pp 12070 161 24X 

Flche 90-039. 83/02/39. 8203010163 


0203100306 Forwards request for addl Info re RCS vents per TMl Aitl. 
Plan Item tl. B. 1. Info requested within 60 days. 

CRUTCHFIELD. D Operating Reactori Branch 3 83/03/23 KAY. J A 

Yankee Atomic Electric Co 6pp 12101 274 24X 

Flche: 30-029. 83/02/23. 0203100200 


J Insurance 6 indemnity information 


63031C0332 Forwards Endorsement 63 to MAELU Policy MF-26 

ClNtSI.J M Marsh & McLsnnan. Inc . M 6 M Nuclaar Consultants, tnc 
Dlv 82/03/03 SALTZMaN. J Antitrust t> Economic analysis Branch 
(Utility Flnancel 3pp 12189 103 24X Fiths 90-029.83/03/05, 

8203100332 


0203230103 Forwards Endorsement 10 to NELIA Binder EB-4 L Endorsement 
IQQ 4.0 NELIA Policy MF-76 

8TN18I.J M hars.'i 6 HcL ennan. Inc . . M & M Nuclaar Consul tan ts. Inc . 
Olv 82/03/16 BALTTMAN. J Antitrust 6 Economic analysis Oranch 
(Utility Finance) 3pp 12414 300 24X Flche 30-029.82/03/16. 

B203290I03 


B203020I36 Forward* assaesmant of SEP Topic 11-40. "Btablllty of 
Slopes " Netural slope* not susceptible to deep-seated slope 
failure Therefore slopes do not threaten plant. 

KAV.ua Yankee Atomic Electric Co 82/02/26 CRUTCHFIELD. D 
Operating Reactor* Branch 9. 3pP 12077.190. 24x 

Flthe 30-029, 02/02/26, B203020136 


S2030S0290 Responds to NRC 820126 request for info on effects of 
single failure assumptions on App K evaluetlon nodal for 
large break ECCB analyse* No tingle failure mey be 
conservetivs assumption. Info will b* submitted by Q203t9 
KAY. J. A Yankee Atomic Electric 'Co 02/02/26 0PE16. T. P. 

Assistant Director for Reactor Safety Ip. 12132:147. 24x 

Flche: 30-000. 62/02/26.6203030290 


P Operating license stage documents 6 correspondence 


8203010001 Addl response to FQIA request for 30 categories of documents 
re NUREO-0660. "NRC Action Plan." Forward* documents listed 
in AppS A. B.C I, D. Info partially withheld iref FOIa 
E iemptido 31. 

FELTON. JM Division of Rules and Records 01/08/04 MADDEN. T J. 
Kaye. Bcholer. Flerman. Hays (.Handler 9pp 12790 006 24X 

FUha: 30-029. 01/08/04.0203010001 


— B003281041 Forwards statu* of operating PUR auilllary feedwater sya 
evaluatlont for Ulcs ting house. C~E 6 BLU N8SB plant* 

MATTHCUS.F. R. Austliary Systems Branch. 80/02/29. BENAROYA.M. 
Aui illary Systsms Branch. 14pp. 12768.329. 24X 

Flche 90-000.81/08/04. 0 203010001. 


0203020304 Advises that second operator worithop will bs held on 
820316 L 17 In Boston. MA Attendance of licensed shift 
personnel rag ucsted. Top ic t to be discuteed listed 
EISENHilT.O 0 Otvleion of Licensing B2/02/I2. KAV.J. A. Yankee 
Atomic Electric Co 3pp 12092 320 24X FI che 90-029. 82/02/12. 

8203020304 


6203100190 Requests addl info (or revisu of SEP Topic 111-1 
"Clasa If Icatl on of Sys 6 Component* " Response required 
within 30 days of receipt of Itr. 

CRUTthFlELD. 0. Operating Raactors Branch 3. 02/02/18 KAV.J A. 

Yankee Atomic Electric Co 9pp. 12191:210 24X 

Flche 90-029. 62/02/18.8203100190 


0203090397 ACk receipt of util 811231 Ur doacrlbing plan* for 
compliance w/NRC position re NUREO-0737. 1 terns tl.F 111. 

11 . F. 1. 2. nobl e gas monitors t> i od Ina/part t c ulati sampling. 
Outstanding Item* have been resolved 

CRUTCHFIELD. 0. Oparatlng Reactor* Branch 3 02/02/26 kAV, J. A. 

Yankee Atonic Electric Co 2pp. 12132262 24x 

Flche: 30-029, 62/02/26. 8203090397 


6203060534 Forward* Revision |1 to operational OA program for facll 
addl Info raqueatad In NRC 010610 Itr.updatlng topical 
rept to mtet QA rtqulramantt ancl. 

JOHNSON.U.P Yankee Atomic Electric Co 62/03/01 HAAS8.U P 
Ouallty Assurance Branch. l9pp. 12148 271. 24X 

Flche 30-000. 82/03/01. 6203000234 


— 8203080296 Revision II to operations! OA program for facility. 
MARTIN.RL. . PIKE.D B . M(3aDY. 0 E Yankee Atomic Electric Co. 
YOOAP-l-A Rll. 02/03/01 129pp 12148286 24X 

Ficb* . 30-000. 82/03/01. 8203080234 


02030B0366 Forward* request for addl Info ra BEP Topic 11-4. F. 
settlement of structure* t> buried equipment Response needed 
ulthln 30 daq*. 

CRUTCHFIELD. D. Operating Reactors Branch 3 82/03/04 KAV. J A 

Yankee Atomic Electric Co 3pp 12149.139 24x 

Fiche: 90-039, 83/03/04,8303080366 


DOCKETED ITEMS 


1 


6303130311 Dl«Cut««d TMI Action Plan ttan. tl K 
Valvo l> Bafatg Valva FatJui't* <• Challengas " 
CfiUTCHFIELDi D Optratlng Rtactort Branch 9 
Vantoa Atonic Eltctric Co 3pp 13290 O&l . 
FIc ho; 90*029. 82/03/09. 8303120311 


3 3. “Roportlng Rellof 
Itain raoolvod- 
BBCOa/O? RAY. J A 
34X 


8203170321 Foruard* aafatg oval uat ion of SEP Topic XV"8. “Control Kod 
HI 1 oporat loni , " par util 820104 aubnl ttal Evaluation will be 
bailc input to intogralod aioeptaiant for facility Analgtos 
for topic accoptabto 

CARUSO. R. Op orating Riactort Branch 9 83/03/09. HAY. J. A. Yankees 

Atonic eioctrlc Co 7pp 12312 240 24X Ficho 90-029. 02/03/09. 

8203T70321 


8203170484 Advl oot that NRC B11016 roquoot for addl uiork undor HEf* 
Topic Vll-2 for rooolutlon of SEP Topic VI-4 ro contalnnont 
loolatlon «gi it unuarrantod. ba ted on acceptable retponts to 
IE Bullotln 80-06. 

CARU80.R Gparatlng Reactor* Branch 9. 82/03/09 KAY. J A Yankee 

Atomic Electric Co 2pp 12319 283 24x Flche 90-029.02/03/09. 

8203170484 


0203120207 Forward* Amend 73 to Licenea OPR-3. tafatg evaluation l> 
notice of leeuanCa. Amend revleee Tech Spec roquiremante re 
mtn number of oparablo Incoro neutron detector thimble* for 
remainder of Cgcle XV operation 

CRUTCHFIELD. 0. Operating Reactor* Branch 9 03/03/08 KAY. J A. 

Yankee Atomic Electric Co 2pp. 13249 348 24X 

Flche: 90-029. 83/03/00. 0203120287 


Q Intpectlon repprtt. IE Bulletin* t> correspondence 


8203020616 Foruard* SER re re»ponse to IE Oollvtln 00-06. "ESF Resot 
Control* " Alto forward* “Technical Evaluation of Licensee 
Retponte to IE Bulletin 00-06 Concerning ESF Rp«et Controls 
for Yankee Nuclear Power Plant “ 

CARUSO, n Operating Reac tvri Uranch 9 03/1)3/33 KAY. J A Yaiilee 

Atomic Electric Co lOpp 13002 104 24X Flche 90-029.03/03/33. 

8203030616 


■8203020620 “Technical Evaluation of Licensee Respunee to IE Bulletin 
00-06 Concerning £61 Reset Controls tor Yenkse Nuclear Poae* 

Plant • 

RADGSeVlC. J H £08.0. tne 888-291 0l/0f»/30 NRC - No 

Detailed Affiliation Given App 12003 108 34X 

Flche 30-029. 82/02/32. 0203020A16 


8203110267 Foruard* IE tnsp Rept 90-039/82*01 on 020101-0201 No 
none omp 1 lane r noted 

8TAR08TECHI. R Division of Project & Rrsident Prngrams B3/02/33. 
KAY. J. A Yankee Atomic Electric Ce 2pp 13212 194 34X 

Flche 90-029.02/02/33.0203110367 


--B203II0270 IE tnsp Rept 30-039/03-01 on 030101-0201 No none o-np 1 1 anc « 
noted Najor area* Inspected logs 6 record*. IE bulletins 8. 
c Irculart. p lant housekeeping t. phgslcal securttv 
FOLEY, T . OALLO.R Division of Project U Resident Progi-ams 
02/02/23 lipp 12212 l 96 24X Flche 90-039.02/02/23.0303110267 


-*0203130290 Amend 72 to License t)PB-3. c onil s t Ing of changes to Tech 
Space 3/4. 3. power dletrlbutlon Ilmllt t. 4.3.1 l, 
eurvall lance requirement*. 

CRUTCHFIELD. 0. Operating Reactor* Branch 9 02/03/00 11 pp 

13249 390 34X Flc ha 90-039. 03/03/06. 8303130287 


-*8203130393 BafetU avaluation supporting Amend 72 to License UPll-3 
e Operating Reactors Branch 9 B3/03/08. 2pp 13249.393. 24X 

Flche 90-029. 83/03/08. B2031 20387 


--8203120399 Notice of Issuance of Amend 72 to License DPR-3 

CRUTCHFIELD. D. Operating Raactore Branch 9. 83/03/08 2pp. 

12290; 001 24X Flche 90-029. 02/03/00. 8203120207 


8203110001 Oonerlc Ltr 82*04 to all llcansees of operating plants, 
applicants for OL 6 holdare of CP re use of INPO SEE-IN 
program. 

EI8ENHUT.D 0 Division of Licensing 82/03/09 HAUSPUflO. A 
Consol Idstsd Edison Co of Msw York 2pp 13291.031 24X 

Flehs: 90-000. B3/O3/0V. S203110001 


8303160909 Foruerds Info In response to 011214 1. 30 requests rs SEP 
Topic XV-7i “Reactor Coolant Pump Rotor Bet lure <• Reactor 
Coolant Pump Shaft Break*' & SEP Topic XV-I2. "Spectrum of 
Rod Injection. “ 

KAY. J A Yankee Atomic Electric Co 62/03/09 CRUTCHFIELD, D 
Operating Reactore Branch 9 14pp. 12309 039. 24X 

Flchar 90-029. 82/03/09, 8303160909 


8203170917 Forward* draft evaluation of SEP Topic V-9 re reactor 
coolant praseure boundarg leak datac t ion. 8g e provided 
for detection of leakage Into containment do not meet 
recommendatione of Rag Oulde 1.49. 

CARUSa.R Operating Reactor* Branch 9 03/03/11 KAY, J A Yankep 

Atoailc Electric Co. 7pp 13331.189. 24X Ft cha : 90-039. 82/03/1 1 . 

8203170917 


8203220210 Forward* final evaluation of SEP Topic 111-7.0 ro 
containment etructural fntcgrttg tasting. per 811118 SAR 
Tost complies w/current criteria. 

CARueO.R. Oparatlng Reactors Branch 9. 83/03/18 KAY. J. A Yankee 

Atomic Electric Co. 4pp 13361:219 24X Flche: 90-029. 02/03/10. 

830 3230310 


6203230091 Forwards assessment of SEP Topic* 11-1. A, 111-2, tII-3 A. 
ItI-4. A. ltI-4. C 6 ttt-9. A. Bubmt ttol represents last *1« 
topics for which util has ras ponslb 1 1 1 tg. 

KAY. U A. Yankee Atomic Electric Co. 82/03/18 CRUTCHFIELD. D 
Operating Reactors Branch 9. 71pp. 12390. 222. 34X 

F I c h e : 90- 029, 82/03/18. 820323009 1 . 


8303300130 Requests addl info ra SEP Topic XV-16, “Fallura of Smell 
Lines Carrying Prlmarg Coolant Outelde Containment. ** 

Rasponst requested within 30 dags of ltr receipt 

CRUTCHFIELD. D. Operating Reactors Qranch 9. 82/03/29. KAV, J. A. 

Yankee Atomic Elactrle Co 3pp- 13449.029. a4X 

Flche; 90-029. 83/03/29. 8203300130. 


620309Q44Q forwards IE Info Notice Q2-0 1 > Revi *1 on 1, "Auslliarg 
Feedwater Pomp Lockout Resulting From Uestinghouse M-2 
Switch Circuit Hod. " Revised Table 1 Is also encl to 
clarlfg circuit diagrams No wrltton response required 
HAYNEO.R C Region 1. Office of Director 02/02/36 O'TnOLC.sf 0 
Consolidated Edison Co of New York COUNStL.H 0. Northsast Nuclear 
Energg Co Isubs of Northeast Utilities!. DALTROFF. 9 L 
Philadelphia Electric Co 9pp. 12134 17V 24X 

Flche 90-000. 82/02/26. 8303030440 


620311020? Ac k receipt of 830222 ltr Itifortrlng WRC of steps tak on to 
correct violation noted in IE tnsp Ropt 30-039/81-21. 

8TAR08TECK1. R Division of Project <. Resident Programe Q2/03/0? 
HAY. J A Yankee Atomic Electric Co Ip 13213 393 34X 

Flche 90-029. 82/03/02.8203110302 


— 8203110207 Responds to NRC U301 19 llr re violation noted in IE Insp 
Rept 90-039/81-31 Corrective actions personnel re.-itnded to 
Insure procedure used has been approved t. proceduro 
governing sol Idlf tcatton of unconcentrate d raduasts written 
HOODY.O E Yankee Atomic Electric Ce 82/02/22 MAYNEQ.R C 
Region I. Office of Director. 3pp 13313 293. 24X 

Flche 90-039,03/03/02.8303110303 


8203110311 Ac k receipt of 810807 6 020119 lire Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
90-029/01-06 

8TAR08TECKI. R. Division of Project t. Resident Programs 83/03/02 
HAY. J A Yankee Atomic Electric Co Ip 13319 103 24X 

Flche 30-039. 03/03/03.030311021 I 


--63031I0314 Responds to NRC 810716 ltr re violations noted In IE tnsp 
Rept 90-039/61-06 Corrective action*:area resurveged b 
shielding Inetalled to reduce radiation levels to m/h less 
than 1.000 per hour 

HEIOER.L H Yankee Ato.mlc Electric Co 81/00/07 ORIF.R.O II 
Region 1. Office of Director 3pp. 13319 104. 34K 

F 1 c h e 90-029. 82/03/03. 82031 103 1 1 


— 8203110317 Bupplemental response to NRC 81071& ltr re IE Insp Rept 
90-039/61-06 Provides addl Info re alleged violation on use 
of cement grout around Installed rock anchors In reactor 
column bases. Requests Item of noncomp llan c e be withdrawn 
HOODV, 0. £ Yankee Atomic Electric Co 82/01/33 MAYNEQ.R C 
Region 1. Office of Director. 2pp 13219: 107 24X 

Flche 90-039, 82/03/02, 82031 10211. 


8303310333 Forwards IE Info Notice 83-06. "Failure of Steam Oenerator 
Prlmarg Bide Hanuag Cloeure Studs “ No written response 
required 

HAYNES, BC Region 1. Office of Director 82/03/ 1 2 O'TOOLE. J D 
Consolidated Edison Co of New York KEMPER. J. 8 Philadelphia 
Electric Co MARTIN, T. J Public Service Electric t< Oas Co of New 

Uorseg 9pp 12493 084 34X F I cho; 30-000, 82/03/ 12, 030331 0333. 


8303170273 Forwards IE Info Notice 03-03, “Environ Tests of Electrical 
Terminal Blocks." Mo urtttsn rasgonse required. 

HAYNES, R.C Region 1, Office of Director. 02/03/15. 0 'TOOLE. »f 0 

Consolidated Edison Co of New York. KEMPER. U. 9 Philadelphia 
Electric Co. HARTIN. T J Public Service Electric t> Oas Cd Of New 

Jerteg. Bpp 13313 339 24X Flche 80-000.03/03/19.0303170273 



B2031704B6 Fc<'u4rit( IE Info Notice* B3-04. "Potontlol Oeftctoocg of 
Coptein AOAETAT £-7000 S*rl«» Ttne-Oolay Rolotjf" & 03-OS. 
“InCPfating Frequancy of Orug-Ratotod Incldant*. " 

HAVAES. R C Rag Ion 1. Off tea of Diraetof. 93/03/13 O'TOOUE.J D 
Contol idatod Edison Co of Nau Vorl. kETIPER. J 5 Phi ladalpb la 
electric Co MAR UN. T J Pvtllc Sarvlcf Elfctric t> Oat Co of Nau 

Jar tag 3pp 12330 021 34X PUhe 30-000. 93/03/ 1 3. 0303 1 704 G6 


63l>33103bl FoPuard* IE Info Notice B2'07. " Inadegoata Sacurttg 
Bcraantng Progrant " No urittan ratfoote required 

HAVNEB. R C flaglon 1. OfMt* of OlractoT S3/03/l(> O'TOOLE. Jt> 
Contolloated Edlton Co of Nau Voft. RIf/OE.O K Niagara Mohauk 
Power CoPg CORTIS. N if Panotg|./anla Po'.ar 1. Light Co 3go 
12493 073. 34X Fiche 90-000. 03/03/16. e3033I03f>l 


B203310410 Ac k receipt of 830319 Itr inforaiing WC of ttapa taken to 
correct violations noted in IE Intp Rapt 30-037/81-01 
9111 fH. 0 H. Olvlilon of Projact 6 Reildant Prograatt 63/03/33. 
NEIDER.L H Yankea Atomic Elactrlc Co Ip 13434 373 24X 

Flcha 30-037.63/03/33.6303310410 


— 8203310414 Ratpondt to NRC Q3010D Itr ra violation* notad In IE Inap 
Rapt 90-027/81-01 Corrective action* training program ulll 
be reviewed . revlaad t< Inplemented bg B21231. 

HEIOER.L M Yankee Atomic Electric Co 63/03/25 HAYNES. R C 
Region 1. Office of Otrtetor bpp 13494 *374 34X 

Ft Che 30-027. 83/03/39. B3033t0410 


R. Periodic operating raport* 6 related corratponoanct 


8203270107 Foruiard* aionthlg pparetlng rapt for Apr 1981 

MOODY. OE Venlaa Atomic Elactrlc Co 61/09/11 Offtca of 
Kanagamanl anq program Anelgd*. Ip 12430.287 24X 

ft Che 30-039. 81/09/1 1. 6203390107 


“ - B3033701 1 1 MOnthlg operating rapt for Apr 1961 

BERNAR, 0. n Yankee Atomic Electric Co. 61/03/11. 3pp 
13430 28B 34X F Icha. 90-037. Si >09/ 1 1 .6203270109 


B2O3370114 Forwerd* npntbig operating reft for Hag 1781 

MOOOV. 0 E Yankee Atonic Electric Co BI/06/11 Of fit* of 
Manegemant and Program Anaigtii Ip 13430 378 34X 

Ftcha 90-039.31/06/11.6203270114 


— 8203370116 Honthlg operating rapt for Hag 1781. 

OERNARO.DM. Yankee Atomic Electric Co 81/06/11 9pp 
13430 277 24X F icha 30-037. BI /06/1 1. 8303370114 


0203390441 foraiard* monthlg operating rept for June 1961. 

MOODY. 6 E. Yankee Atomic Electric Co 81/07/10 Office of 
Henagamant end Program Analgala Ip 13411.073. 34X 

Fiche 30-037. 81/07/10.8303230441 


— 8203230447 Honthlg operating rept for June 1981. 

BERNARD. 0 ft Yankee Atomic Electric Co 81/07/10 3pp 
I24I1 074. S4X Flcha 90-029. 61/07/10.8203230441 


6303390426 Forwards monthlg operating rapt for Jul 1781 

MOODY, 0 E Yankee Atomic Elactrlc Co. 81/06/13 Office of 
Managamant and Program Analgsls 4pp. 12411. 247 24X 

Flcha 90-029, ai/08/t3. 8303330426 


--0203290434 honthlg operating rapt for Jul 1781. 

BERNARD. 0 n. Yankee Atonic Elactrlc Co 6i/0B/l2 4pp 
12411 348 34X FI cha: 30-037, 61/08/12.6303350438 


8203290420 Forward* monthlg op«Tbtlng r*pt for Aug 1701. 

MOODY. D.E Vanias Atomic Elactrlc Co. 81/09/11. Office of 
nanagamant and Program Anatgsl*. Ip. 12411.233. 34X 

Flcha: 30-027, 01/09/11.9303250420 


— 6203290423 MontJilg operating rapt for Aug |7B1. 

BERNARD. D.n. Yankee Atomic Elactrlc Co 61/09/11 
I24II 224, 24X Flcha: 90-039. 61/07/11.6303230430 


8203370172 Foruard* monthlg operating rapt for 9apt 1901. 

MOODY, D. E. Yankee Atomic Electric Co 61/10/07. Office of 
Manegarant and Program Analgtl* Ip 12430:187 24X 

Ft Che: 90-027. 91/10/09,6203290172 


—8203290174 Mdnthtg operating rept tor 8apt l9Bl. 

DOYLE. A e. Yankee Atomic Electric Co 01/10/09. 6pp 12430:190 
24X Fiche; SO-027. 81/10/09,6203270172 


8303270160 Foruardk monthlg operettng rept for Oct 1981. 

MOODY. 0. E. Yankee Atomic Electric Co. 81/11/10. Office of 
Managenent and Program Analgtl*. Ip. 12430 043 24X 

Flcha: 90-027. 81/11/10,8303290160. 


— 8303270163 Monthlg optratlng rept for Oct 1981 

DOYLE. A E Yankee Atomic Electric Co Ol/lt/IO 9pp 13430; 044. 
24X Fiche 90-039.01/11/10.8203270160 


6303370156 Forward* monthlg operating rept for Nov 1991 

hODDV.D E Yankee Atonic Electric Co 81/12/10 Office of 
Henagcment end Program Analgait ip 12430:049 24X 

Fiche: 50-039. 01/13/10. 8303370196 


--6303370198 Honthlg operating rapt for Nov 1781 

DOVLE.A E Yankae Atomic Electric Co. Bl/13/10 3pp 12430:090 
34X Fiche 90-027.01/12/10,8303270196 


8303370170 Forwerd* monthlg operetlng rept for Dec 1761. 

HQDOY. 0 e. Yankee Atomic Electric Co 82/01/11. Qffice of 
Management and Program Analgtie Ip. 12430: 183 34X 

Ficht 90-027. 83/01/1 1. 8203270170 


— 6303390171 Monthlg operating rept for Oec 1781 

OnVLE.A E Yankee Atomic Electric Co 82/01/11 9pp 13430:104 
34X Fiche 90-027.63/01/11,8303370170 


6303300073 Foruard* monthlg operating rept for Jen 1903. 

HDDDY.D E Yenkee Atomic Eloctrlc Co 83/02/11 Office of 

Management end Program Anelgsle. Ip 13446:269 24X 

Fiche 90-027. 83/02/11.8303300072 


—8303300094 Honthlg operating rapt for Jan 1963 

OQYLE.A e Yankae Atomic Electric Co 03/03/11 4pp 13446:270 
34x Fiche 30-039.62/03/11,6303300073 


6303080162 Foruarde "Annual Rapt 1761. Include* summarg of aafetg 
relief valve failure* t chellengea per TMl Action Item 
It K 3 3 

MOODY. D E Yankee Atomic Electric Co 82/02/26 HAVNEB.ft C 
Region 1. Office of Director Ip 13190 306 24X 

Fiche 90-039. 03/02/36. 8303060103 


-B303080I86 "Annual Rept 1781. " 

a Yankee Atomic Eloctrlc Co 62/02/26 lOpp 12190: 207 24X 

Fiche: 90-039.82/02/26. 0203080182 


8203160434 Forward* "Effluent t. vlast* Dltposal Sealannual Rept 
Jut-Dec 1981 '• 

MOOOV, 0 e Yenkea Atomic Electric Co 82/03/09. HAYNES.ft C 
Region I, Offtca of Olrector. Ip 12303:316 24X 

Flcha 90-029. 83/03/09. 8203160494 


— 6203160497 "Effluent Meatt Olepoeel BemlannusI Rept.Jul-Oec 1901." 
* Yankee Atomic Electric Co 02/03/09. Ilpp 12303:317 34X 

Flcha : 90-027, 82/03/03, B203160494 


V Operator Esamlnatlon* 


S203010001 Addl reeponee to FOIA request for 30 cetegorlee of document* 
re NUREO-0660. "NRC Action Plen. " Foruerde document* listed 
In App* A.e.C 6 D Info perttel Ig- withheld (ref FOIA 
£ tempt Ion 9>. 

FEUIQN. J M Olvttlon of Rule* and Record* 91/06/04. MAOOEN.T.J. 
Kagt. Bcholtr. Flernan. Hag* 6 Handler 7pp. 12790:006 34X 

Fiche 30-039, 81/06/04.8303010001 


--8203030367 Foruerde eiatn result* for operator* t> senior oparatore. 
COLLINS.P.F. Operator LUanelng Branch. 80/07/16. DAVIS. L. T 
Analgtie 6 Technologg. Inc. 3pp 12768:119. 24X 

Flcha: 90-000, 81/08/04. 0303010001. 


8203020304 Advise* that second operator workshop ulll bo held on 
630316 tt 17 In Boston. MA Attendance of licensed shift 
personnel requested. Topics to be discussed listed. 

EISENhUT. D O Division of Llcentlnf. 82/02/12 KAY. J. A Yankee 
Atomic Electric Co. 3pp. 13092:330 24X Fiche. 90-029. 83/02/13. 

8203020304 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


R. Periodic operating reports 6 related correspondence 


B3032304B3 Foruarde "Annual Status Rept. 178|. " 

BOtTEL.E C. National Aeronautic* I. Spec* Admin. 62/03/11. 

DENTON. H R. Offlc* of Nuclear Reactor Regulation, Director. 2pp 
12383:093 24X Flcha: 90-030, 83/03/1 1 , 8203330483. 


-'8303330468 "Annual Statue Rept. 1781. " 

e National Aeronautic* 6 Bpaca Adetln. 02/02/17. 6pp. 12383:094. 
S4X Fiche: 90-030,82/03/11.8203230483- 


DOCKETED tTEWlS 


DOCKET 50-94 UNION CAfiBIOE flESEARCH REaCIOR 


ft. Periodic operetlng r»port« & related c orro epondenc e 


820330019B Foruard* "Annual Operating ftopt. 1781 

RUZtCKA.U 0 Union Carbide Corp 83/03/23 HEIO.R Operating 
ftaactora Branch 4 Ip 12490 260 24t Fiche 90-094.82/03/23. 

8203300170 


—8203300200 "Annual Operating nept.1781 " 

• Union Carbide Carp 83/03/23 6pp 12490 267 24X 

Fiche. 90-094. 83/03/23. 8303300170 


DOCKET 90-97 TEXAS At.M UN IV RESEARCH ftEACIOR 


O Inepactlon reporta. IE Bulletina & c orreep ondenc e 


8303170380 Foruarda IE Inap ftept 90-097/81-01 on 011207-10 No 
tioncotap 1 lance noted Rapt withheld (ref 10CFR2 770) 

BftONN* 0. 0. Olvialon o7 Vendor 8* Technical Programe 02/03/03 
EROMAN. C A Tetaa A t> M Unlv 3pp 12347 113 24X 

Fiche: 90-097. 82/03/03. 0203190300 


OOCHET 90-62 UNIV OF VlftOlNIA RESEARCH REACTOR 


P Operating llcenae ataga documenta !• correapondenca 


6303090384 Foruarda draFt Final quaatlona re propoaed llcenae renewal. 
llVOER.J. E. Loa Alenoa SclentlFIc Laboratorg. 82/03/01. MILLER. JR 
Standard i tat Ion (> Special Projecta Branch 9pp 12131.090 24X 

Flcha: 90-063. 83/03/01 ■ 8303090284 


8303160933 Forwarda ravlalon to Tech Spec a & app to QA program. 
SHRIVER.B L Virginia. Unlv oF 62/03/11 MILLER. J R 
Standard I lat 1 on !■ Special Projacta Branch Ip 13308 269 24X 

Flcha 90-063. 83/03/ 1 1. B203 1 60922 


--B203160926 OA prograi* For procura-nent . uaa. tnalnl h repair of packaging 
uaad to tranaport apant Fuel . rad 1 oac t Iva natl h J*u. 
a Virginia. Unlv oF 02/03/11 tlpp 12308:366 24X 

F 1 c h e : 90-063. 83 /03/ 1 1 . 0 203 1 60 932 


— 8203160928 Tach Bpaca revltlpn. auperaadtng t. clarlFglng prevloue 
aubmlttala aubmltted during llcenae renewal review, 
a Virginia. Unlv oF. 82/03/31 4Upp 12308 277 24X 

F 1C ha: 90- 063. 83/03/11. B303160933 


8203270196 Foruarda propoaad changee to BAR per application to 
ranaw Llcanta R-66 

FARRAR. J.P. Virginia. Unlv of 82/03/17 MILLER. J R 
Standard 1 latl on & special Projecta Branch. Opp 13433 363 24X 

Flcha: 90-062. 82/03/17. 9303270196 


— 8303370303 "Ravlaad 8Aft In Bupporl oF Amend to Llcenae R-66 For Two 
MW Operation Unlv oF VA Reactor." 

MEEH. J. L. Virginia. Unlv oF UVAR-IO PTOL R02 81/04/30 31pp 

12433:370. 34X Flcha: 90-063. 82/03/19. 0303370196 


DOCKET 90-70 GENERAL ELECTRIC TEST REACTOR 


F. Securltg. madleal. emergency 6 Fire protection plana 


8203110914 Advlaaa that Full Imp 1 amenta t ion iir/l0CFR73 31 raquirementa 
nag ba daFarrad provided that matl ahtpment achadulo 
adhered to t< aafaguardt InFo locked t> under control oF 
authorlied Indlvlduala only. 

EVANS.L J Dlvialon oF BaFaguardi. 82/01/13 CUNNINGHAM. 0 E 
general Electric Co. Ip 13391:393 24X Fiche : 90-070. 02/01 / 13. 

8203110914 


I. Financial InFormatlpn 


8303370100 Fprwarda Annual Financial Rapt 1781 

CUNNINGHAM. 0. E General Electric Co 83/03/33. DENTON.HR Office 
of Nuclear Reactor Regulation. Director Ip 13430131 34X 

Fiche: 90-000. e3*/03/33. 0303370180 


— 8203370188 Annual Financial Rapt 1781 

WELCH.J.F. . BURLINGAME, J, F. . HOOD, £. £. General Electric Co. 
82/02/26. 98pp 13430:122. 34X Flcho 90-000. 82/03/22, B303390 180 


P Operating Iteenec etage docu":ent« t correspondence 


8203110914 Advisee that Full Imp 1 enentat 1 on u/10CFR73 31 requirements 
mag be deFarrad provided that matl shipment schedule 
adhered to (■ safeguards InFo locked 6 under control of 
authorlied individuals only 

EVANS. L J. Division of Safeguards. 02/01/13 CUNNINGHAM. O E 
Oenaral Electric Co Ip 1339 1 393 34X Fiche 90-070,83/01/13. 

□3031 10914 


03033401D3 Forward! Info to demonstrate current status of plate type 
fuel which no longer hat potential of releasing radioactive 
matl If lost of storage canal water were to occur, 
supplementing 630204 requeet for Tech 8pec changes. 

DARHITIEL.R M General Electric Co 83/03/33 E16ENHUT.D 0 
Division of Licensing 4pp 13377 I I I 24X Fiche 90-070. 02/03/32. 
0303240183 


H Periodic operating reports 6 related c orro spnndenc B 


8303270349 Forwards "Annual Rept 23 of Facllltg Chang es. T ests L 
Eiper Ir.ents. 1 991 " 

CUNNINGHAM. OE General Electric Co 62/03/10 DCNION. M R DfFlcE 
of NutlBar Reactor Roqulatlcn. Director tg 12429 3AA. 34X 
Fiche 90-070. 03/02/18.0303390349 


— 8303270348 "Annual Rept 33 of Facility Changee. Tes 1 1 & £< pe r 1 m rnt e. 
1701 " 

TIIU9. 0 W General Electric Co 82/03/18 7pp. 12430:349 B4X 
Fiche 90-070. 82/02/10. 030329024 9 


0. Reportable occurrences. LERt & ralalad correspondence 


0203090937 RO. on 030210. vent 1 let Ion sye ducting Incurred damage Caused 
by Failure to close Inboard eihaust ventilation valve & two 
Inlet valves for performance of annuel leak teat, retui king 
In rapid air rtleaee Valves closed 6 bldg d apratsur l tad. 

DARMITZEL.R H General Electric Co 82/02/29 DENTa.N.HH. Office 
of Nuclear Reactor Regulation. Director. 3pp. 13168 146. 84X 

Fiche: 90-070, 83/02/39.8303090937. 


DOCKET 90-73 GENERAL ELECTRIC NUCLEAR TEST BEACIOH 
I Financial Information 


0303370160 Forwards Annual Financial Rapt 1781. 

CUNNINGHAM. O E General Electric Co (13/03/32 DENlON.hR. Office 
of Nuclear Reactor Regulation. Director. Ip 13430:121. 34X 

Fiche: 90-000. 03/03/33, 8203370180 


—8303270188 Annual Financial Rept 1781 

UELCH.J F , BURLINGAME. J F , HOOD. E E General Electric Co. 
03/03/36. 98pp 13430:132 34X Fiche 90-000. 02/03/33. 0303270180. 


R. Periodic oparatlng reports 6 related correspondence 


0303270309 Foruardt "Annual Rapt 33 of Facility Oparat Ion. Chang on. 

Taets t. Etpar Imente. 1781 " 

CUNNINGHAM. OE General Electric Co. 83/03/34 OF-NTON. H R. Offlri 
of Nuclear Reactor Regulation. Director. Ip. 13433:297. 34X 

Flcha; 90-073. 82/03/34. 8303290307 


— 8303270314 "Annual Rept 32 of Facility Oper at ion. Ch ang ee> Ten t s 4. 
Eiparlmente. 1781. " 

TITU8.0 U. General Electric Co 83/03/34 <lpp 13433:398. 34X 

Flcha: 90-073, 83/03/34. 8303290309 


DOCKET 90-77 CATHOLIC UNIV OF AMERICA RESEARCH REACTOR 


R. Periodic operating reports 6 related c orre spend enc a 


8303310334 Ferwards "1781 Annual Rapt of Nuclear Reactor Oparatlona. ■' 
E8ERT.0D Catholic Unlv 83/03/22 GRIER, B H HagioP 1> Office 
of Director. Ip. 12499:030 24X Flc ho: 30-077, 83/03/33, 8303310334 


— B20331033B "1901 Annual Rept of Muclaar Reactor OparattoPt *' 

EBCRT.D D , KEENE, u.. JORDAN. E D Cathol Ic Unlv. 82/03/31 7pp 
12499:031. 34X Flcha. 90-077. 83/03/23.8303310334 


0303030327 Oubmtt* routin? aT>t»j»l T»fb tor L\t«n»e 0-38. for 19a I 
tfOURV. U R Ocrveral Atonitc Co <«ub8 of Oulf OH Co ) bJ/OS/ 35 
MtCLEfi.J R atoodocd uotto" fc 9p«cial Proj«ct» Branch 5?p. 

12090 300 34X Flch» 30-089.82/02/29.8203030327 


DOCHEI 50-94 flOCKHELL INTERNATIONAL RESEARCH REAClDB 


J Insurance ti Indt.-nlt r Information 


6203110399 Forward* order t*rrlnaHn 9 Llcrnto H-40 for L-77 reactor, 
•aftt-l ovatMatlon 4 Amand 16 to Inlemoltd Ajreement 8-13 
Order In reap on* a to 760128 application 4 760336 4 030106 
ouppi* Ra<loe*t* signature on indojanltg apreamant 
TECEBCO.P L A**l«tarit Director for Licensing 83/02/11 
HEHLG/. M E Boclwell Intarnatl onal Corp 3pp 13239. 014 24X 

Flcho 30-094.82/02/11.8203110399 


--8203110409 Safety evaluation supporting orcer t erintnat 1 ng License fi-40 
Rostwall tntl L-77 research reactor Licenao terninatlon l« 
in compliance u/NRC regulations Indemnity Agreement B-13 
•nc I 

a Office of Kuclear Reactor Regulation. Director. 02/02/11 2pp 
12229 019 24X Flche 50-094. 03/02/1 1. 83031 10399 


8303290147 Forwards A-.pnd 18 to Indemnity Agreement D-13 

U'liEELEB.L H Roclwell International Corp 03/03/32 TeOESCO.fl.L 
Astl«tant Director for Licensing. 2pp 12429 361 24* 

Flche 90-094. 83/03/33.820329014 7 


P Cperatlng license stage documents 6 correspondence 


82031 10399 Forwards ordei- terminating License H-40 for L-77 reaclor, 
safety evaluation 4 AnonJ 10 to Indemnity Agreement 0-13 
Order in response to 760126 application 4 760336 4 620106 
suppis ReRueat* signature on Indamnlty agreement 
leOEBCO. R L Assistant Director for Licensing. 82/02/11 
REKLE*. tl E RocSwetl I ncernatl onal Corp 3pp 12229 0|4 24X 

Flche 50-094.82/02/11.8303110399 


--62031 10409 Order terminating License fl-40 for U-77 raactor. per 790120 
application 4 760336 4 020106 supple requeetlng 
author 1 1 at 1 on to disiaantle research reactors 
eiSENHUT. O 0 Division of Licensing 02/03/11 Rockwell 

International Corp 3pp 13339017 24X Flche 50-094.03/02/11. 

02031 10399 


— 6303110409 9afet(| evaluation supporting order terminating License R-40 
noclweli tnti L'77 rasesrch r sac tor . Lie anse termination Is 
In corpllanct u/NRC regulations. Inder.nl ty Agreement 0~l3 
enc |. 

e Office of Nuclear Reactor Regulation. Director 82/02/11. 2pp. 
12229 019 24X flche 90-094.62/02/11.6203110399 


0 Inspection reports. IG Bulletins 4 correspondence 


6203020670 Advises that close-out intp of facility hei been conducted, 
per 830119 telcon No c ont amtna 1 1 on found Facility mey be 
releeeed for unrestricted use. 

BC3A.H e Region 9. Office of Director 03/02/16 ERICK60N.P R 
Bt ander d 1 lat 1 on 4 Special Projects Branch. Ip. 12086 263 24X 

Flche 90-094. 62/02/16. 0303030670 


—8303030673 Forward* IE Insp Rept 90-094/82-01 on 020122 NO 
none OAp I lanes notsd 

BOOK. HE Region 9. Office of Director 62/02/16 REMLEV.M L 
floctwell Inttrnetlonal Corp 2pp 12066:263. 34X 

Flche 90-094. 83/02/16. 8303020670 


— 8203030677 IE Insp Rept 30-094/B3-01 on 820133 No noncomp 1 lane o noted. 
HadOr arde* inspected, verification of proper disposition of 
contaminated components 4 verification that facility ha* 
tiesn decontaminated to pTsscribed levels 

OARCIA.E H. . UENSl.AWSKI.F . BOOK. H E Region 9. Office of 
Director 82/03/12 4pp 12086269 24X Flche 90-094.82/02/16, 

B203020670. 


8303020449 Fcpruards revleion* to factlttg securttg plan Revltlono 
withhold (ref IOCFR2 7901. 

OLBEN.A F Babcock <t Wilcot Co. 82/1)1/26 Phyeical Becurlty 
Licensing Branch >p 12088 059 24X Ftc he; 90-013. 83/01 /S6. 

8203030449. 


— 8303030*51 flagueete Ikr 4 proprietary Info re S4W 820136 eubalbkel 
be processed. 

DtOOB. R.H License Fee Manegeeicnt Branch. 82/03/29. BAKUEIT.J. 
Document Hanageaent Branch. Ip. 12008:060 24X 

Fiche 50-013,82/01/26.8203020449 


8203320107 Forwards Amend 13 to License CH-IO 4 Aaend 19 to License 
R-47 Amends require security plan to be fully laplanented. 

HILLER. 3 R. Standardiiatlon 4 Special Projects Branch. 82/03/11. 
OLBGN.A.F. Babcock 4UiIcot Co 3pp. 12374:327 24X 

Flche: 50-013. 62/03/11.8303220107 


— 8203220128 Amend 19 to Llcensa R-47 requiring security plan to bt 
fully lisp lamented . 

miller. J R. fitandardl ration 4 Special Projects Branch. 62/03/11. 
2pp 12374:332 24X Flc he: 90-099. 82/03/ 1 1. 8203220107 


P Operating license stage documents 4 correspondence 


8203220107 Foruarde Amend 12 to License CK-IO 4 Amend 19 to Licence 
R-47 Aaends require security plan to h« fully Implemented 
HILlER.J R. atandardltatlon 4 Bpetial Projecte Branch. 82/03/11 
OLBEN.A F Babcock 4 Hllcor Co 3pp 12374:327 24X 

Flche: 90-013. 82/03/11.8203220107 


— 0203220128 Amend IS to Llcente R-47 requiring security plan to bs 
fully Implemented. 

HILLER. JR Standardiiatlon 4 Spacial Projects Branch. 82/03/11. 
3pp 12374 332 34X Flche 90-099, 82/03/ 11. B203220107 


Q Inspection reports. IE Bultotins 4 correspondence 


8203020439 Forwards IE Insp Rapts 50-013/82-01.90-099/82-01 4 
70-0824/82-01 on 820111-19. No compliance noted. 

OIB60N. A F Technical Inspection Branch 82/02/09 ENOELOeR. T. C 
Babcock 4 Ullcoi Co 2pp 12084:153 24X Flche : 90-013, 02/03/09. 
0203020439 


—0203020441 IG Insp Rspte 50-013/82-01.50-099/82-01 4 70-0024/02-01 c 
810111-19. No compliance noted. Major areas Inspec ted; fot lowup 
on previous enforcement matter!. IE Info Notice 81-26. gaeeoue 
4 liquid effluents. 4 solid waste disposal. 

KAHLE.J B. . BARR.K P. Technical Inspactlon Branch. 82/02/00. 

9pp 12064 :196. 24X F Ichc 30-013. 62/02/09. 8203020439. 


DOCKET 50-111 NORTH CNHQLINA OTATe UMIO. RESEMICH REACTOR 
P. Operating license stage documents 4 correspondence 


8203100224 Forwards Revision 1 to OA program for shipping radioactive 
matl. Including comments from Transportalon Corttf Icatlon 
Branch 4 NMSS. 

COCKRELL. R.O North Carolina State Unlv 02/03/04. HILLER. J- R 
Btanderdl tat I on 4 Special Projecte Branch. Ip. 12181:223 S4X 
Flche: 50-111. 82/03/04- 8203100224 


— 6203100226 Revision I to OA program for shipping radioactive mail 
e North Carolina State Unlv. 81/09/30 lOpp 12101:224. 24X 

Flche 90-11 1. 02/03/04, S203100224 


Q. Inspection reports. IE Bulletins 4 correspondence 


8203170296 Forward! IE Insp Rept 90-111/82-01 on 820202-03 No 
none omp 1 1 eric e noted. 

CANTRELL. F. 8. Olvlelon of Project 4 Rasldent Programs. 82/02/22. 
TURINSKY.P. J. North Carolina Stats Unlv. 2pp. 12313.173 24X 

Flche: 90-11 1. 82/02/22. 8203170296. 


—8203170300 IE Inep Rept 50-I11/B2-OI on 820202-03 No noncoap I loncd 
noted. Major areae Inspected: radiation protection aseoclatad 
w/dlsmentl ing reactor. 

PEERV. H. N. • BARBi K. p. Division of Engineering 4 Technical 
programs. 82/02/19. 7pp. 12313:179. 24X Flche: 90-1 1 1. 62/02/22 

0203170296 


OOCKCT 90-112 UNIV 0<^ OitLAliOMA RESEARCH REACTOR 


F Saciirltv- rpedlCAl< em«r9«ntv t- fire protection pl^ns 


8203010034 Advltet that required 1 Icenee reneuJl metle ul 1 1 ta provided 
820319. Reneieal progrer. phy elca I tecurltg (• emergency plant 
heve been prepared In draft 

TERREUL.C W OHahoma. Onlv of 02/02/19 MILUER- J 
Standard 1 let 1 on l< Opsctal Projects 8ranch. Ip 12070 100 24X 

FI Che 90-112. 82/02/19.0203010094 


P Operating license stage documentt l< correspondence 


8203010094 Advises that required license reneual r.atls ulll be provided 
820319. Reneual progrem. physl c a 1 security ti er.ergency plans 
have been prepared In draft 

TERRELL. C W Oklahorra. Unlv of 82/02/19 MILLER. J 
Standard 1 lat 1 on t< Special Projects Branch Ip 12070 108 24 k 

Flche: 90-112. 82/02/19.8203010094 


62031B0019 Foruardt Incomplete eppllcetlon for 20-yr renewal of License 
R-93. Pertaining iratls to be Subnltted In 2 wk s. Secur I ty plen 
withheld Crof 10CFB2 790) 

TERRELL. C U Oklahor-a. Oniv of 02/03/12 MILLER. J H 
Stendard 1 let 1 on t< Special Projects Branch Ip 12330 009. 24X 

Flche 90-112. 62/03/12, 0203180013 


--02O310OO17 Application for 20-yr renewal of License R-33 

TERRELL. C U Oklahona. Unlv of 02/03/09 6pp 12330 006 24X 

Flche 30-112. 02/03/12. 0203100019 


--B2O3180O21 Tech Qpecs In support of 20-yr renewel of License H-53 
e Oklahoma. Unlv of 02/03/09 33pp 12330 012 24X 

Flche 90-1 12. 02/03/12. 8203180013 


8203260196 Forwards addl Info re application for 20 -yr renetral of 
LICanso R-33 for A0N-211P reactor. 

TERRELL. C U Oklahoma. Unlv of 82/03/20 MILLER-JR 
Standard I lat I on (■ Special Projects Branch Ip 12422 313 24X 

Flche 90-112. 02/03/23. 0203260190 


--8203260200 Re qual 1 f Icat Ion program for Unlv of OH A0N-2MP rsaclor 
• Oklahoma. Unlv of 62/03/19 6pp 12422 316 24X 

f 1 Che 30- 1 1 2, 02/03/23. 8203260 1 98 


0203300121 Forwards CIA supporting renewal of License R-93 
TERRELL. CU Oklahome. Unlv of 02/03/24 MILLER. JR 
Stendardi I4tt on (> Special Projects Branch 9pp 12440 339 24X 

Flche 30-112. 82/03/24,0203300121 


V Operator Eiaeiinal ions 


0203260198 Forwards addl Info re eppllcetlon for 20-yr renewal of 
License R-93 for A0M-211P reector 

TERRELL. C U Oklahodie. Unlv of 02/03/20 MILLER. J R 
Qtandardl let t on <• Special Projects Brench. Ip 12422:313 24X 

Flche 90-112. 82/03/23. 8203260198 


— 0203260200 Requa 1 1 f I ca t ion program for Unlv of OH A0N-211P reactor. 
• Oklahoma, Unlv of 82/03/19 6pp 12422 316 34X 

Flche: 90-112. 02/03/23. 8203260198 


DOCKET 90-116 tOUA STATE UNIV REOEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


0203110166 Forwards A-mend 6 to Licenss R-99. 1 dant 1 f y i ng Currant 
physical security plan as meating requirements of 10CFR73. 67 
for protection of SN.*! of moderate Strategic elgnlflcance 
MILLER. J. R. Standard 1 let ton (> Special Projecte Branch 62/02/23 
HENDRICKSON. R Iowa State Unlv 3pp 12290 329 24X 

Flche: 90-1 16. 82/02/23. 0203110160 


— 0203110172 Amend 6 to License R-99. 1 dentlf y ing current physical 
security plan as masting raqulreeents of 10CFR73 67 for 
protection of BNM of moderate strategic significance. 

MILLER. J R Standard 1 latlon & Special Projects Branch. 82/02/23. 
2pp 12290:332 24X F Iche 90-1 16. 82/02/23. 02031 10168 


P. Operating license stage documents 6 correspondence 


8203110168 Forwards Amend 6 to License R-99. 1 dent 1 fy ing current 
physical security plan as meeting requlrairants of 10CFR73. 67 
for protection of 8NH of moderate Strategic significance. 

MILLER. J.R atanderdtiation t> Special Projects Branch. 82/02/23 
HENORKKBON.R. loua State Unlv. 3pp- 12250:329. 24X 

Flche: 90-116. 82/02/23,8203110168 


--82031 101 72 Amend 6 to License R- 39. idei. ti fy I ng current physical 
securltg plan as meuttng requirements of 10CFH73. 67 for 
protection of SNM of moderate strategic significance. 

MILLER. J R Standard 1 1 at ion t, Special Projects Branch 82/03/23 
2pp 12290 332 P4X F ithe 30-1 16, 82/02/ 23. 02031 10168 


OOCHET 90-123 UNlV OF MISBCURl RESEARCH REACTOR 


P Operating license stage documents >■ correspondence 


0203300119 Inforre that reactor has been unloaded to less than 90 X 
critical mess 1. all keys lacked in control room safe, per 
nRC directions 

ELLIOTT. A E Missouri. Unlv of. Holla 83/03/32 CARTER. R.E 
Standard 1 lat t on L Bpoclal Projects Branch Ip 12449 209. 24X 

FlChe 90-123. 02/03/23. 8203300 U9 


0303300090 Advises of resignations of two senior operators Three 
licensed senior reactor operators will be employed to 
preclude ever being w/o any senior staff Current dllemra 
will be corrected to prevent recurrence 

DEAII. B. L Missouri. Unlv of. Rolla 82/03/29 (IlLLm, J. R. 

Otanderd 1 tat 1 on t. Special Projects Branch 3pp 12446 296 34X 

Flche 90-123. 82/03/23. 8303300098 


U Operator Exam i na t i one 


B203230349 Requests expeditious gradl ng • c hec k 1 ng t> Issuing of licensee 
for three senior operator candidates 

UAPNGR. D L Missouri. Unlv of. Aolla. 02/03/13 MILLER. J R. 
Stendardi tat 1 on t> Special Projects Branch Ip 12379 069 24X 

Flche 90-133. 02/03/12. 0303330349 


DOCKET 90-128 TEXAS AIM UNIV REBEARCtl REACTOR 


P Operating license stage documents 6 correspondence 


0303090323 Forwards response to question! generated bg LA8L site visit 
6 fuel Incident repi "Interpretation of Bamege to FLIP Fuel 
Uuvlnj Ogerattoex of Nuclear Science Ctr Reactor at TX AtM 
Unlv '■ 

RANDALL. J B Texas A L M Urxlv 62/03/09 MILLER. J R. 

Standard I tat 1 on L Special Projects Branch. 3Vpp 13168 060 34X 

Flche 90-130. 02/03/09.0203090923 


--02O3O9O927 "Interpretation of Damage to FLIP Fuel During Operation of 
Nuclear Science Ctr Reactor at IX ALM Unlv '• 

aiMNAD.M T . UE8T.0 B . RANOALL. J D Oeneral Atomic Co (subs of 

Oulf Oil Co ) 0A-AI6613 01/111/31. 99pp 12160 088 34X 

Flche 90-128.83/03/09,8203090923 


DOCHET 30-133 HUMBOLDT BAV PONER PLANT, UNIT 3 


0 Adjudicatory corrospondenca 


6203240167 Forwards R Ouenther 020220 petition for decommissioning, 
draft Itr of ack 6 draft FR notice Rulemaking t. Enforcement 
Olv will cooperate to develop appropriate response to 
petit Ion 

MURRAY. J F Rulemaking t. Enf ore ament Division 82/03/19. 

OENTON.H fl Office of Nuclcer Reactor Regulation. Director IP 
12397 132 24X Flche 90-133,03/03/19.8203240167 


M Oenerel correspondence 


8303090947 Advises that DO Vassallo reassigned as Chief of Operating 
Reactors Branch 3 Correspondence previously directed to 
T tppolito should be directed to OB Vassallo. 

NOVAK. T. M Assistant Director for Operating Reactors 02/02/12. 
CRANE. P A Pacific Oas 6 Electric Co 3pp 13147 194 24X 

Flche 90-133. 02/02/12.8203090947 


P Operating license stage documents it correspondence 


8203190142 Notification of contract axecu lion . Mod 3 to "Environ 
Monitoring Program U/State of CA. " Contractor State of CA 
UOLLEIT.S Research Contracts Drench FIN B~5103 02/03/09 

COBB.U I . COHEN.L.K Training 4< Administration Staff Ip 
12299 239 24X F Uhe 90- 133. 82/03/09. 82031 90142 


--6203190144 Mod 3. providing funding for CVB2 8. deleting ILO propram a 
Humbolt Bay. to "Environ Monitoring Program U/9tate of CA " 

• California. State of. MORTON.K.V Research Contract* Branch 
FIN D-9i03. 82/03/09 Ip 12299 240 24X Flche 90-133. 83/03/09 

8203190142 



progrjn* 

EISENMUT. 0 0 Olvl«loti of 82/03/09 HAUSPUf^O. A 

Consol idotoo Edi^oii Cc of He-» York 12231 031 34X 

rich* 90-000. 83/03/09* 02031 10001 


e203tt03AO th<t no application* or reooast* for rt,/Uu Mill be 

iubrnttau before B4l231 re Ceneric Lkr 82-1 new application 

%«irv4u 

crane. P A Pact fit Oa» *■ Elactrlc Co B2/03/11 lECESCO. R L 
Director for Llcenctn; Ip 12307 310 24K 

f left* 30-OC0. 83/03/1 1.S2031 60340 


0 tncpoctlOA roporto. tC Builttint h c orrotponJonco 


6303030384 A4lvl««« that IE Info NotUa 83-01 • Rp'/I* ton J. "Auitliorv 
Peod^ater Pu-'p Locloot ReiultlnJ Erom U*«tlnghouo» H-2 
Sultch Circuit Nod" mas »»nl to llttad utllt 

* Rtgton 3. Offlca of Olrtttor 03/03/3* Region 3, Office of 
Director Ip 13093 340 S4t Flche 30-000.83/03/26.3203030304 

--8303030308 Furuerde relseue of Figure 3 of IE Info Notice 83-01. Figure 
3 originally vntof»pVBt.» dwe to reproduc Hon protlOA 

VAN BRUNT, E E Region 3. Office of Director 03/03/36 Aruona 

Public SOTMlte Co Ip 1309 3 34 1 24X FUhe 30-000.83/03/36. 

6203030364 


8203100338 Notlftat that It Info Notice 93-03. "Environ Teet* of 
Electrical Terntnal B I oc I " uat letued to lltted llcenteee 
on 830304 

• Region 3. Office of Director. 63/03/04 Region 3. Office of 
Director Ip 12103 343 34* Flche 30-000. 82/03/04. 8303100538 


--03O3IOO353 ForuarOe IE info Notice 03-03. '‘Environ leete of Electrical 
Ternlnal Blocio " 

eWOEcKEfJ. R H Region 3. Office of Director 83/03/04 VAN 
DRUNT, E E Arltona Pot He Service Co. IP 13163.344 34X 
Flchd: 30-000. B3/03/04. B30310033B 


8203330390 Foruardt monthly operating rapt for Feb 1901 

UEEK9.E 0 Pacific Q»% t Elactrle Co 81/03/09 Office of 
Management and Program Analyel* ip 13412 017. 24X 

Flche: 30-133, 81 /03/09. B303330390 


-'8203230393 Month I y operating rept for Feb 1981 

BAUM. P. U Pacific Oat & Electric Co. 81/03/04. 4pp 13413:01 
34X Flche 30-133.01/03/09.6303330390 


B20333039B Foruardt monthly Optra ting rapt for Mar 1901 

UEEkS'E D Pacific Oat 6 Electric Co 01/04702. Office of 
Management and Program Analyelt Ip. 13411- 103. 24X 

Flche 50-133.61/04/02,8203330390 


--03O323O4O3 Monthly operating rept far Mar 19BI 

Bf/JM.P U Pacific Oat t. Eloctrlc Co. 01/04/01. 4pp. 13411’ ll 
?4X Flche 30-133- 81/04/03. B20333039B 


0303390106 Forwar4t monthly operating rept for Apr 1981 

UEEPB.E 0 Pacific Oae 8. Electric Co 81/03/06 Office of 

Wenageritnt any Program Analytic Ip 12430 3V3 24X 

Flche 30-133, 61/03/06.8303390108 


— 63032901 13 Monthly operating rapt for Apr 19B1. 

BAUM. P U. Pacific oae J. Elactric Co. 81/03/06. 4pp I2430;a 
24X Flche 30-133,81/03/06.8303290100 


8303390113 Foruardt monthly operating rept for Hay 1901. 

UEEkB. E 0 Pacific Oat t. Electric Co. 81/06/03. Of flea of 
Management and Program Analytic Ip. 12430:302. 24X 

Flche 30-133, B1 /06/03, 83033901 1 3 


--63032901 19 Monthly operating ropt for May l98l 

8AUM. P U. Pacific Oat 6 Electric Co. 81/06/03 4pp. 12430:3 
34* Flche 30-133,01/06/02.8203290113 


8SO3160379 Advleec that IE Info Notices 83-04. "Potential Deficiency 
of Certain A5ABTAT £-7000 Serle* TlRie-Delay nelayi" t, 

62-05. 'Increatlng Fregorncy of Drug-Related tncldenti." 

«.;are Ittved to listed utllt on 620310 

• Region 3. Office of Director 82/03/10 Region 5. Office of 
OlrettoT Ip 12290 315 24X Flche 30-000.02/03/10. 82031602/9 


— a203l60'2S7 Foruardt IE Info Notices 03-04. "Potential Deficiency of 
Certain AQA8TAT E-7000 Berlet Tine-OeUy Relays ' 4 02-05. 
"Increatlng Frequency of Drug-Related Incidents ' 

ENOEUKEN.R H Region 5. Office of Director. 83/03/10 VAN 
DRUNT-E e Arltona Public Service Co Ip. 13298 316 34X 

flche 50-000.03/03/10.8303160379 


6303390133 Foruardt monthly operating rapt for June 
MEEHS.E 0 Pacific Oat b Elactrlt Co 61/07/06 
Management and Program Analytic. ip 12430:277 
FUht 30-133. 01/07/06.6203290132 


1981 . 

Offlct of 
24 X 


— 8303290125 Month ly operating rept for June 1981. 

QAOM. p M Pacific oat 4 Electric Co 01/07/01 4pp. 12430: 2 
34* Flche: 30-133,81/07/06,8203290122 


9303390139 Foruardt monthly operating rapt for Jul 19B1. 

uECkB.E. D Pacific Oa* 4 Electric Cd. 81/08/07. Office of 
Management and Program Anaiytlt. Ip. 12430:298. 24X 

Flche: 50-133. 01/00/07, 0303390139 


6303160339 Advises that one I IE Info Notice 83-06, "Fallurt of SlOOm 
Oantrator Prl/ary Side Manuay Cloture Studs," uae issued to 
lltted licensees 

e Region 3, Offlct of Director 63/03/13 Region 3, Office of 
Director Ip 12307 315 24X Flche 30-000.83/03/13. 0303160339 


— 8303390133 Monthly oparatlnp rapt for Oul 1981. 

BAI/M. P U. Pacific Oat 4 Elactric Co. Bl/08/07. 4pp 13430: S 
34* Flche 30-133. 01/08/07. 8303390139 


— 8203160359 Advises that IE Info Notice 83-06. "Failure of Steam 
Oenerator Primary Side Manuay Cloture Stude " provides early 
notification of Incident that may have safety tlgnlflcanca 
EtfOELAEN. R. M Region 5. Office of Director 83/03/13 
VANBRl/NI.E e Arlione Public Service Co Ip 12307 316 34X 

F l the'. 50-000. 03703/ 13. 0303160339 


6303320333 Ac k receipt ef 830303 Itr informing NRC of steps taken to 
corraet violation noltd in le Intg Rsgt 50-133/03-01 
BOOK.H E. Olvltlon of Radiological Safety 4 Safeguards Program. 
03/03/13 CRaME.P a Pacific Oas 4 Etsctrtc Co If 13359 384 
34X FIciia; 30- 133, 83/03/ 1 5. 0203330333 


8203390183 Foruardt monthly oparatlng rept for Aug 19BI. 

WEEKS, E D Pacific Oat 4 Electric Co. 81/09/04 Office of 

Management and Program Analysis. Ip. 13429:334. 24X 

Flche 30-133, 81/09/04, 8303390103 


— 0303290104 Monthly operating rtpt for Aug 1901 

BAUM.P W Pacific Oat 4 Electric Co 81/09/04 4pp, 12429r: 
24* Fltht. 50-133, 01/09/04,0203290183 


8303290130 Foruardt monthly operating rept for 8apt 
MEEKS. E 0 Pacific Oas 4 Electric Co. 01/10/07 

Management and Program Anaiytlt. Ip. 12438:303. 
Ftcha 30-133. 01/10/07. 8303390120 


1981. 

Qfftc* of 
34X 


— 6303330336 Ratpondt te NRC B30301 Itr re violations noted In IE Insg 
Rapt 90-133/83-01 Corrective ac tlont : rap laced alarm tultch 
at entrance to high radiation area, r emoved obstruction 4 
ravlted plant procedure 4 manuel. 

CRANE. P A. Pacific Oat 4 Electric Co 83/03/03 SPENCER, 0. 6 
Olvltlon of Redlotoglcal Safety 4 Safeguards Program 4pp. 

12359 285. 24X flche 50-133, 02/03/ 13.8303230335 


6203320368 Advises that IE Info Notice 83-07, “Inadeguate Security 
Bcraaning Frogramt." uas Issued to listed llcentees on 
820316 

a Region 3, Office of Dlractdr. B3/03/16 Region 5. Office of 
Director Ip 12363 397 34X Ftche. 50-000. 03/03/ 16. 8303330360 


--8303290131 Monthly operating rapt for Sept 1981. 

BAUM.P. U Pacific Oat 4 Electric Co. 61/10/06 4pp. 13430:; 
34X Flche: 90-133. 81/10/07.8303390130 


8303390134 Foruardt monthly operating rapt for Oct 1981. 

WEEKS, ED. Pacific Oat 4 gUctrU Co 81/11/05. Office of 
Management and Program Anaiytlt. Ip 13430 372. 34X 

Ffthe 50-133. 81/11/05. 8203390134. 


--8203390137 Monthly operating rept for Oct 1961. 

BAUM. P W Pacific Oat 4 Electric Co, 81711/04. 4pp, 12430. 
24X Ftcha: 50-133. 81/11/05. 8203390124. 


“-6203220374 Foruardt IE Info Notice 83-07 ''Inadeguate Security Screening 
Programs" tor rtvleu r« posslblt tppllcabll ity 
EKBELKEM.R. H Region 9, Office of Director. 83/03/16 VAN 
BRUNT. E E. Aritona Public 0trvlct Co. Ij 12362. 298. 34* 

Flche: 50-000, 03/03/16. 8303320368 


B203250409 Foruardt monthly operating rept for Nov 1981. 

MEEKS.E. 0 Pacific Oat 4 Electric Co. 81/12/04. Offlc* of 
Managemtnt and Program Analysis Ip 13411:166. 34X 

Flche 50-133. 01 / 12/04. 8303390409 



--8203390414 Monthly Of er* ting r«pt for Nov 1901 

QAUM.P U Poctflc 0«« t. Electric Co 81/13/03 4pp 13411 167 
24X Flcho 90-133. QI/lS/04. 9303290409 


9303030277 Foruordt “Rept on Radioactive Effluent Releacet <> Uastc 
Dltpoejl." for Jul-Oec 1901 

crane. PA Pacific Oat t Electric Co 83/03/01 REIO.R W 
Operating Rcactort Branch 4. ip 12096.337. 24X 

Fit he 90-133. 03/03/01. 0303030377 


--8203030379 “Rept on Radioactive Effluent Releatec b Matte Oltpotal." 
for Jul-Oec 1901 

• Pacific Oat <• Electric Co 81/12/31 16pp 13096 330 34X 

Flcha 90-133.83/03/01.0203030377 


--8303030202 Rept Bl. "Environ Radiation Study in Vicinity of Hufeboldt 
Bay Pouer P lant. Eurala. CA. " quarter ending 010630 
BROUNRIOO.O L . SZALINSKI.P A Pacific Oat t. Electric Co 
420-01 137 01/09/08 I9pp 12096:394 34X 

FUhf 90-133. 82/03/01. 6303030377 


--B203030269 Rept 92 “Environ Radiation 9tudy In Vicinity of Hurboldt 
Bay Pouer P lent. Eureka. CA, " quarter ending Qept 1981 
NEU80N. L H . 82ALINSRI.P A Pacific Oat b Electric Co 
4 20 -B I 399 92/01/29 I9pp 12097 014 24X 

FIChe 90-133, 82/03/01. B203030277 


8 Reportable occurrence*. LERe b related cor reipondenc e 


0203100449 Foruard* UER B2-001/03L-0 Detailed event analyel* 
eubml tted 

8HIFFER. J 0 Pacific Oat b Electric Co 02/03/04 ENOELKEN.R H 
Region 9. Office of Director Ip 12163 213 24X 

Flche 90-133. 62/03/04. Q303100449 


--0203I00321 LEfi 02-001/03L-0 on 030202. brok en tip found on ftotlonary 
contect for C phaie during breaker Imp of pouer eupply 
to ecreen uath guaip irotor Ceueed by ueer b degradation In 
39-yi — old b reaker. Breaker tchaduled for replaccnent 
OETTV, 8 C Pacific Oat & Electric Co 83/03/04 Region 9. 
Office of Director Ip 13103 214 24X Flche 90-133. 02/03/04, 

8203100449 


8203240329 Foruard* LER 02-003/03L-0 

BHIFFER.J D Pacific Oa« b Electric Co 02/03/09 EMOELREN.R II 
Region 9. Office of Director Ip 12394 219 24X 

Flche, 90-133, 02/03/09.8303240329 


--6203240336 LER 03-002/03L-0 on 020309. during ahutdoun. *c rpen utieh pump 
4 ttarted after malnt on «yt valve. houeva r no dltcharge 
pretturc Indicated Ceuted by motor *haft being diecoupled 
from pump thlft due to mltplaced thruel collar. 

CETfY, B C Pacific Oa« b Electric Co 92/03/09 Region 9. 

Office of Director Ip 13394 216 24X Flche 90-133. 02/03/09. 

8803240329 


DOCKET 90-134 WORCESTER POLYTECII INST RESEARCH REACTOR 


P. Operating llcene* atage documents b corratpondenca 


8203110277 Forwarda raapontaa to NRC 020224 queatlona ra final OAR. 
Including aupportlng data b 22 raplacamant pagaa for OAR. 

Ravltad pagaa correct minor typographical errora or update b 
clarify procadurae. 

BOLZ.fl.E., WILBUR. L.C Uorcaatar Polytechnic Inat 82/03/03 
MILLER. J. R. Standard 1 let Ion b Special Project! Branch. 98pp 
12219:332 24X F I Cha 90- 134, 02/03/03. 02031 10277 


8203300193 Oppoaat 82030B luggaatlon for license ravlalon to conform to 
racant draft ralaaae of ANS-19 I . Conf ormanc e to largo 
raaaarch reactor etd* could causa unnecessary restrictions b 
prohibitive coet* to 10-ku pool reactor*. 

WILBUR. L.C. Worcester Polytechnic Inst 82/03/24. MILLER. J.R 
Standard 1 latl on b Special Projects Branch. 2pp 13490 069. 24X 

Flehar 90-134, 03/03/24. S203300193 


Q. Inspection report*. t£ Bulletin* b c orraap ondanco 


8203130198 Foruardi IE 8afaguard* Imp Rapt 90-134/81-01 on 811027-29 
No noncompliance noted Rapt ulthhald fraf taCFR73. 81). 

MARTIN.T. T. Olvlalon of Engineering b Technical Programt 03/02/22. 

WILBUR. L.C. Worcaatar Polytechnic Inat 2pp. 12246: 199. 24X 

Flcha. 90-134, 82/02/32. 8203130198 


DOCKET 90-142 UCLA TRAININO REACTOR 


0 Adjudicatory corrospondencs 


8203040371 Foruard* errata to M.'RE0/CR-2079 Copies also sent to 
0 Mlr*ch.i.)l Cormlar b CR Wood* W/o enc I 

waoOllEAO.C P Hearing Branch 3 92/03/02 FRYE, J H. . PARTS. 0 II . 

LUEOkE.E a Atomic Safety and Licensing Board Panel ip 
121 14 299 24X Flche 90-142.03/03/02. 8203040371 


6303100123 Sopp lec^ontal responses to certain of third b fourth sets oS 
Interrogatories Certificate of Sve enc I 

CORMIER. W II California. Unlv of. Los Angoles 82/03/03 
Commlttao to Bridge the Oap 7pp 18 1 62 0 1 7 24X 

Flche 90-142.02/03/03.0203100122 


8203190331 Progress rept re resolution of certain discovery disputes 
Related correspondence 

HtnSCII. D Committee to Bridge the Oap. 02/03/09 FRYE, J II , 
PARtS.O. K . LUEOKE.E A Atonic Safely and Licensing Board Panel 
6PP 12349 306 24* Flche 90-142. 02/03/00. 8203190331 


0203170909 Mot 1 on for disqualification of Ccn-nlaslon Robert* ft am any 
decision on any aspect of license renoual proceeding 
Discovery to develop facts re alleged ei parte contacts 
should be granted 

HIRSCH.O 0 Committee to Bridge the Oep 82/03/12 
Cotrmlssloners 39pp 12320 |94. 34X Flche 90-142.02/03/12. 

8203170909 


--8203170910 Affidavit of DO HIrsch re events of 020129 b Cocunl s* J oner 
Roberts alleged ei parte contacts 

HIRSCH.O 0. Coa-Slttae to Bridge tha Oap. U2/03/03. 7pp. 

12320 193 24X Ficht 90- 143- 02/03/ ] 2. 02031 7OS09 


— 0203170910 Affidavit of 0 Thompson re events of 820129 b Coirm 1 e* 1 onur 
Robert* alleged ei parte cormants. 

THOMPSON. 0 Com.-iittee to Bridge tha Oap 1)2/03/02 6pp. 

12320 200 24X Flche 90-143.82/03/18.0203170909 


--8203170927 Affidavit of AD Ooslago re 820126 event* b Comml ss 1 uiiei 
Robert* alleged as parte contact* 

QASIAOQ, A. D. Committee to Bridge the Oap 82/03/02. 2pp 
12320:206 24X FI cha 90- 142. 82/03/ 13. 0203 1 70909 


--82O317O930 Affidavit of WK Ochnelkor ra 820126 evants Certlflcnta of 
8vc one I 

aCIINF.LKF.R.M K Com.nlttae to Orldga the Oap 82/03/02 29|,p 

12320 206 24X F I c he: 90- 142. 02/03/ 12. 8203170909. 


8203290906 Notice of J Bay change Of address. 

HIRSCH.O Committee to Bridge the Oap. 82/03/12 3pp. 1240? 204 
24X FUh* 90-142.02/03/12.8203290986 


8203230317 Current discovery status rept per ASLO 830139 order. 
Certificate of Sve enc 1 

CORMIER. WH California. Unlv of, Loe Angelas. 83/03/19 12pp. 

12381 290 34X Flche 90- 142, 82/03/19, 8203230217 


0203190090 Reeponst to Intervenor* Interrogatorta* per 811124 agreement 
b subsequent discussions. 

BERNARD.H NRC - No Detailed Affiliation Given. 02/03/17 
Co.mmlttee to Bridge the Oap 90pp. 18346. 169. 34X 

Flcha 90-142, 82/03/17.8203190090. 


0303310913 Clarifies 830319 discovery statu* r ept . App 1 lea 1 1 on will be 
amended ulthln 3 uks. App 1 leant wilt than request ASLO *st 
beginning data to file summary disposition rottons. 

CORMIER. U. H. California. Unlv of, Los Angela*. 82/03/23. 

FRYE.3 H , PARI8.0 H . LUEOKE. E A Atoirlc Safety and Llctnslng Ooard 
Panel 3pp 12493 094 34x F 1 cha 30- 143, 82/03/33. 820331091 2 


B303310917 Motion for protective order frem scope b manner of Committee 
to Bridge the Oap proposed discovery Applicant seeks 
protection from addi interrogatories b from responding 
further to submitted In terrogator las M/Cart 1 f teat * of 8vc 
CORMIER. W H California. Unlv of. Los Angeles. 82/03/23. Atomic 

Safsty and Ltcsnslng Board Pantl. t9pp 12493-011. 24X 

Flche 90-143. 82/03/33. 8203310917. 


8203310927 Response opposing Commltts* to Bridge the Oap motion fon 
disqualification of Coirml s* loner Roberta Motion conplatoly 
contrary to Coir-ilsslon rule* of practice b totally u/o 
merit Certificate of 8vc end. 

CORMIER. W. H. California. Unlv of. Los Angeles. 02/03/23. 
Commissioners. 9pp 12493.068 24X F Icho SO- 143, 02/03/23, 

8203310927 


BZ033104Q3 tiidt- prr dltcuOloK u/t^p I leant, rp^uestt in B?03)5 

epcltCAnt <lttcavar(i r«pt uert not tnt*nij«j «« 

r.ot ion a 

HIRSCH. 0 Coff-nittco to Bntdgo t^t 0a» S3/03/3O FRve. J H . 

PARI9.0 H . LUcBKC* C A Ato-nic Sofot^ and LUontlng Boord Panel 
3pp 134S3 073 301 Pw he $0*1 43. 63/03/36. 830 331 0402 


'-62O331040A Confirr* aunee'ent rr ithedPilng 6 litcovery inatttno 
Intervenor utU await .'..RC aniuars Oy Bette))* <on«ultentt 
to Intervener i nterroga toriet eefor* ducueelng dtepute re 
Contention* C)6~24 

KIR3CH. 0 Cccrlttee to Bridge t.l* Oap 03/03/36 WOOOHEAO. C P 
Hear in; Branc*! 3 3pp 13493 076 34> Piche 90-143.63/03/36. 

8303310493 


H Oenarai c orr eepondence 


6203100470 A4vt*e* that Co-mti inner Roterte S30126 oeetlnj u/0«an 
□ 'tJeill 6 other UCLA official* wa* courteey cal) w/no 
41*tw**ion of conteeted l**oe* Vl*lt violatad no reetrlctlon 
on at pert* c or.njn ) cat I on* 

BlCttWll-l- Ofltt* of the Genera) Counsel 93/03/29 VOORLaS.W C 
Affiliation Untno.n Ip 13917 100 341( riche ;0-143. 03/03/39. 

B3031 00470 


--03O31CO479 Trip reft of Coimneloner .Robert* 830136 courtefy coll on 
UCLA Cean 0 'Net 1 1 

LAVERTV../ MAC - No Detailed Affiliation Given 83/03/18 NRC 
- No Detailed Affiliation Given 3pp 13217 109 2AX 
Fitht 90-143. 02/03/39. 8303100470 


--8303100483 Eipreefe* indignation re Co'"-f*loner Aoberte 020136 vlelt to 
UCLA floberte visit v/vnlv official* prior to ln*p shoutd be 
tnve* 1 1 gate d 

vCORLAS.tl Affiliation WVnown 02/02/09 PAllAOIKO.N 
Con->|4«ioner* Ip 122i7 Il2 34X Fiche 90-149.82/02/29. 

83031C0470 


630311091(1 Respond* to 010129 Itr re alleged Illegal e< parte 
ccffiawnicatlon* between UCLA officials k Cosimt ss I oner Robert* 
during 990196 site vlelt Visit violated no due process 
T ts tr Ic 1 1 one. 

BICHl/IT. L Office of the General Counsel. 09/02/29 ALEXANObn.H 0 
Affiliation (/nknou.o Ip 13291 l97 94X Fiche. 90-142. 89/03/35. 

82031 10510 


'8203110513 Protest* alleged violation of due procet* codusunl c at 1 on* 
letuieen UCLA official* 4 Caiiunt**li>n«r Robort* during 020126 
sit* visit Visit should have included rep resen ta 1 1 ve for 
intarvenor Co~*'ltt«« to Brencb the Oap. 

ALEXANDER. fl 0 Affiliation Unknown. 01/01/99 NRC - No 
Oetailed Affiliation Given Ip 13991.161 34X 

F 1 c h o 90- 1 4 3, 83/03/99. 02031 10310 


docket 30-147 ROCKWELL INTL CORP CRITICAL FACILITV 
J Insurance 6 indemnity Information 


8303110399 Poruards ordor termtnattn; License R-40 for L-77 reactor, 
safety avaluatlon V Arand la to IntemniLy Agroeintnt 6-13 
Order in response to 760126 application 6 760396 6 820106 
sugglt ReAUast* slgnabure on tndcrnlty agreement 
TC0E6CO. R L. Assistant Director for Licensing 09/09/11 
flEfILEX.rl.e Rockwell International Corp 3pp. 13339 014 24X 

Fiche 90-094.83/02/11.8303110399 


■0203110409 BefatV evaluation tupportlng order termt ne 1 1 ng License R-40 
Rockwell tntl L-77 research reactor License termination l* 
in conplkanco ui/NRC regulations tndernlty Agrse.h*nt B-13 
enc 1 

* Office of Nuclear Reactor Regulation. Director 02/02/11. 9pp. 
12229 019 34X Fiche 30-094.83/02/11.6203110399 


8203290147 Foruards Amend 18 to Indemnity Agreement 0-13 

UHEELER.L U Rockwell International Corp 82/03/32 TEDESCO. R L. 
Atelttant Director for Licensing. 9pp. 12439.361. 24x 

Fiche 30-094. 82/03/22. 8203290147 


OOCNEt 90-148 UtlW Or VLAWSaS RESEARCH REACTOR 


F. Security, nedlca). e<rcrgency 6 fire protection plans 


8303110142 Forwarde Amend 19 to License R-7e. Identifying current 
phyelcal security plan at netting requirements of lOCFn73 67 
for protection of SMI of moderate strategic Significance. 
rllLLSR. J. R. Standerdi lat ion t. Special Project* Branch. B9/03/33. 

PIESSLER.R 0. Kansas- tintv of 2pf 12390.339. 34X 

FlCh* 90-148. aa/03/33. 0203110149 


-8303110149 Amend IS to Llcento R-78. 1 dent 1 f y ing current physical 
security Plan at meeting requirement* of lOCFfl73. 67 for 
protection of 6NM of /sodorate strategic tlgniflcance 
HILLER. U R. Standard 1 1 atlon & Special Projects Rrancb 83/02/33 
3pp 19290 341 24X Flcho 90-148. 89/09/83,8303110149 


S203150106 Advise* that Amend 12. re physical security, issued on 820323. 
should be numbered Amend 13. 

HILLER. J n Standard i Tat Ion 6 Special Project* Branch. 82/03/04 

FE6SLER.R B Kansae. Univ. of 9pp. 19999.393 24X 

Flcho 90-140.02/03/04.8303)90106 


P Operating llcenio stage documents t> correspondence 


8203110149 Forwards Amend 19 to License ft-78. Identifying current 
physical security plan at meeting requirements of I0CFR73 67 
for protection of SNH of moderate strategic tlgnl f Icence. 

HU.LER.J R Standardliatlon 1 . Special Project* Branch 83/03/33 
MESSLER.R B Kansas, Unlv of 9pp 19290 339 S4X 
Flch* 50-140. 83/02/33.8203110143 


-8903110149 Abend 19 to License R-76, I dent 1 f y 1 ng Current physical 
security plan at meeting requirement* of 10CFR73 67 for 
protection of SNH of moderate etrateglc significance 
MILLER. JR Standardl latlon i< Special Projecte Branch 03/08/23 
3pp 18830 341 84X F 1 che 90-148. 08/03/83. 8903) 101 48 


0203130106 Advisee that Amend 19. re phyelcal secur 1 ty * 1 etued on 09029.1. 
Should hr numbered Amend 13. 

miller. J.R Standard I lot I on 6 Special Prnjocts Branch 63/03/04. 

MESSLER.R B Kansas. Unlv of 9pp 18299 399 84X 

fiche 90-140. 02/03/04, 0903190106 


G Inspection report*. IE Bulletin* L correspondence 


8903190361 Forwards IE Insp Rept 90-148/82-01 on 090110-30 6 notice Of 
violation Hept withheld iref )0CFH2 790) 

HADOEN.O L Region 4, Office of Director. 82/02/16. KRAFT. U. 
Kansas, Unlv. of 8pp 13347:119. 34x F 1 c he 90- 1 46. 83/03/ 1 6. 
8303190361 


--09O319O37O Notice of violation fro.m Insp on 690118-20 Noncomp 1 1 alic e 
noted procedure currently uted for cellbr of area monitor*. 

"Callbr of Jordan Area Monitors." dtd 601031. not reviewed 6 
approved by nuclear reactor committee 

MADEEN.O L. Region 4. Office of Director. 88/03/16 ip 
12347 U7 24X Fiche 90-148.82/02/16.6203190361 


DOCKET 90-190 OHIO STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency l> fire protection plans 


8303190260 Forwards Amend 10 to License R-10. Amend add* requirement* 
for physical security plan 

MILLER.J R Standardliatlon p Special Projscts Branch 02/03/09 
REDMOND, R.£ Ohio State Univ 2pp 12899 319 a4X 
Fiche 90-^190. 88/03/03. B2031 90960 • 


--6203190263 Amend 10 to Licenee R-lO.addlng requirements for phyelcal 
security plan. 

MILLER.J R Standardliatlon 6 Special Project* Branch 82/03/02 
7pp 12299 331 a4X F Uh* 90-190. 88/03/02. 0203190860 


P. Operating license stage documents 6 correspondence 


6303190960 Forwards Amend 10 to License R-10. Amend add* requlrcmenCB 
for physical security plan. 

miller. J R. Standardliatlon 6 Special Projact* Branch. 08/03/03 
REDHONO.R £ Ohio State Unlv 8pp 13999: 319 S4x 
Flcbe 90-190. 08/03/02. 8203130260. 


--6903190963 Amend 10 to License R-lO.addlng requirements for phyelcal 
security plan 

MILLER.J R Standard t let Ion t. Special Project* Branch. 62/03/02. 

7pp 13399 381. 34X F Iche : 90-190, 88/03/03. 6303190860 


DOCKET 30-151 UNIV OF ILLINOIS RESEARCH REACTOR 


ft. Periodic operating report* L related correspondence 


6203080397 Forwards "Annual Rept for 1981." per Tech Spec 6. 7. f It 
lOCFfiOO. 99 

BECK.OP.. UEhRIKO.B., MILEV.O H Itllnots. Univ. of, 
Urbana-Champa 1 gn. 08/02/86 Division of Llcanttng. ip. 

18149 039. 24X Flcha : 30- 191, 88/02/86, 8203000397 


Ba030e0398 -Annual Rept ror 1981* 

• llllnola. Unlv. ol> Urbatia-Chaapalgn. 62/03/36 9pp. 
12149:096 34X Ft c ha 90-191. 02/03/36. 6203060397 


DOCKCT 90-199 BIO ROCK POINT NUCLEAR PLANT 


F. Qacurlty. aadical. aaargancu t* AIra protacHan plant 


Q30302O127 Advl tat that altarnatlva circuitry for afflarpancg condantar 
intat valvit titll bs Inttallad. par G10919 radponta to 
Oanarlc Ltr 61-13. Enel flgura dltplav* valva tchaaatlc. 

SORDINE. T C Contuaiart Powar Co 63/03/29. CRUTCHFIELD. 0 
Oparatlng Reactort Branch 9 3pp. 12077; 301 24X 

Ficha: 90-199. 63/02/39.0303020127 


6203090301 Forwardt ratponta to Appt A t. B of 830128 IE Eaargancy 
Praparadnatt Appraltal Intp Rapt 90-199/01-17 ftatpontet 
datcrlba plannad actlont ra aaergtncg Imp lonantatlon 
procadurat. praparadnatt laprovamantt & coaplatlon tchadula. 
VANOEUALLE. O Contuntrt Powar Co 82/0Q/36 KEPPLfH. J O Rap ion 
3. Office of Olractor 9pp 12134 193 34X Ficha; 90-199. 02/02/26. 

8203090381 


B3031004B4 Act receipt of 830211 ltr ra propotad 020408 eiarclte of 
aaarpancp plan. Eiarc ita data accaptab la. Raquattt tcanarlo 
be tubmlttad 19 dayt prior to aiarclta. 

HIND. 3. A Divltlon of Emtrgancp Praparadnatt 6 (Iptratlonal Support. 
83/03/03 0EUITT.no Contunart Powar Co Ip 13183237 34X 

F 1 c h a : 90- 1 99. 02/03/03. 0203 1 0040 4 


8203170299 Ack receipt of 820226 ltr Informing NRC of ttapt tatan to 
correct violation noted In IE Emargancp Praparadnatt 
Appraltal Intp Rapt 90-199/81-17. 

HIND.J.A. Divltlon of Enargancp Praparednitt & Operational Support. 
82/03/11 DEUITT. R B Contumart Powar Co tp. 13312 324 24X 

Ficha: 90-199. 03/03/11.8303170299. 


0303230914 Advltat that amargtncp plan atarcita will be held on 
830406. In ratponta to 630303 raRuatt. FEHA Regional Advltory 
Committee unable to mtet data originally propotad. 

VANDCUALLE.O J Contuoart Power Co 03/03/13. KEPPLER. J O Region 
3. Office of Director Ip 13383 193 24X Ficha; 90-199. 63/03/ 12. 

8303230914 


8303310936 Forwardt tcanarlo for amargancy plan atarcita tcheduled for 
830406 in ratponta to NRC 830303 ltr. Bernario ancompatiat 
all four NRC tpeclflad phatat of aaargancy plan ti It not 
contldtred by util to be credible teituanca of avante. 

VANOEUALLE. 0 J. contumart Powar Co 83/03/23 HIND. J A Divltlon 
of Emargancy Praparadnatt ti Operational Support 9pp. 12492; 344. 
34X Ficha: 90- 199.82/03/33. 8203310536 


0. Adjudicatory corretpondance 


8203010130 Rayueitt rltl analytat or legal analytaa performed to ranch 
conclutlont in 820206 ltr ra roetrictlon of ovarfllghtt 1. 
natt walfara. 

BLOCH. P. D. Atomic Safety and Llcantlng Board Panel. 83/02/24. 
HURRAY. J R. Trancportatlon.Oapt of Ip. 13070:393 24X 

Ficha; 90-199. 82/03/34,8303010130 


8203060009 Advltat of minor error t in ABL8 820219 mamorandUB I, order ra 
motlona for tummary dltpotltion. Portiont of trantcrlpt and. 

BTEPTOEiP. P. Itham. Lincoln t> Beala. BTEPTOE. P.P. Contumart Power 
Co. 82/03/01. Atomic Bafaty and Llcanting Board Panel. 7pp. 
13193:339. 24X Ficha: 90-199. 82/03/01, 8203080009 


8303130364 Stipulation re CPC motion to itrlka tattimony fc to ditmltt 
Chrltta Harla Contention 9. Intarvanort to tpedfy propotad 
changed In amorgancy plan by 820308 Util to Inform of infant 
ra motion to atrlla by B20311. H/Cartlflcata of Bvc. 
nOORE. J. E. Hearing Branch 3. BEMHEL.H Chritta-Harla GALLO, J. 
Contumara Powar Co 83/03/01. 3pp. 12247:192 24X 

Ficha; 90-199. 82/03/01.8203130364. 


6303130346 Forwardt N Haku affidavit re tpent fuel pool boiling. 
UIHTOR.O Antioch Collage of Law. a Chrl •ta-Karla. 82/03/03 
Atomic Safety and Llcantlng Board Panal. Ip. 12247:164. 24X 

Ficha: 90-199, 62/03/03, 6203130246 


—8303120349 Affidavit of H Kaku ra tpant fuel pool boll Ing. Cal culationt 
of’ af fecit of targe dltattar ahould be made. Cartlf tcatd of 
Sve and. 

KAKU. H. Cbrltta-Marla. KAKU, H. City College of New Vorl. 

82/03/17 8pp. 12247:169. 24X FI cha; 90-199, 83/03/03, 8303120246. 


8203100190 Hamorandum correcting error* In LBP-B3-e. 

BLOCH, P.B Atomic Safety and Llcantlng Board Panal. 83/03/06 Ip. 
12181:394. 24X Ficha: 90-199. 82/03/08,8203100190. 


8303130343 Spec 1 1 teat ion of changed required In anergency planning par 
ASL8 800118 order L 830301 etlpulatlon Certificate of Sve 
and 

UIKIOH.O. . 6EHMEL.H Chr I »ta-Marto 82/03/09 7pp 12240 350, 

24X Flche 90-193.92/03/09. 0203120343 


8303170439 Ratponta tupportlng licaiitae 820319 -.otion to ttrlka 820136 
tattimony t, for dlimlttal of Chr 1 sta-Marla Contention 9 
Tettlmony prematura For conditionally acerptod Contention 9 
Cartlflcata of Bvc end 

HOORE.J. E Hearing Branch 3 02/03/11 Atonic Safety and 

Licensing Board Panel 8pp 13316339 34X Flche 90-139.82/03/11. 

0303170439 


B30317037I Motion for acceptance of stipulation re util motion to 
strike testimony 6 to dismiss Chrltta Marts Contention 9. 

Certificate of 9vc one 1 

6EMHEL, H Ch r Is ta-Mer 1 a 03/03/19 Atomic Safety and Llcecitink 

Board Pantl 2pp 13313 aST 24* FUhs 30-199.03/03/19.02031/03 71 


6303330103 Advises that util does not object to H Seanel 820319 motion 
to accept stipulation by licensee. NRC & Chr itta-Mar la re 
Contention 9 

OALLO. J teham. Lincoln t, Beale OALLO.J Consumare Powar Co. 
63/03/17 BLnCH.P 0 . PARIQ.a H . GHON.F J Atomic Safety and 
LIcaneing Board Penal Ip 13379 393. 341 FU ha 90-1 99. 62/03/17. 

6303330102 


0303330130 Memorandum h order adapting B20301 etipulatlon batuiaan util 
Chr 1 s ta-Mar la * Mi 1 1 e 6 Bier as AGL8 ardor. 

BLOCH. P B Atomic Safety and Licensing Board Panal. 68/03/16. Ip 
13379 344 a4x flche 90- 199. 63 /03/ IB. 0203330138 


8303330137 Response opposing llcantat motion to strike tastlmnny 4. 
dismiss Chr Is ta-Mar 1 a Contention 9 ABLR 600116 order 
admitted Contention 9 Requirement of specificity met 
SEMMEl. M Chrl sta-Marla GEHmEL.H Antioch Collage Of Law. 
83/03/19 Atomic Safety and Licensing Board Panel 9pp 
13300 031 34X Flche 90-199,03/03/19. 8203330137, 


--0303330130 Gp ec 1 f 1 ca 1 1 on of changes required In emergency planning r 
Chr Itta-Har la Contention 9 Certiftcata of 8vc ancl. 

HIKIUR.D . eEMMEL.H Chr 1 tta-Mar 1 a 83/03/19 Atomic Safety 

and Licensing Board Panal 7pp. 13300 036. 24X 

fltht 90-199.82/03/19.6303230127 


0303230144 Memorandum t, order rt addi contenttone Chr k t ta-Har 1 a . Mi 1 1 1 
& Bier 810904 addl contentions ut 1 i not bP admitted Decision 
on need for £ is 1, assessment of alternatives deferrad 
pending rtcelpt of briefs 

BLOCH.P B . PARIS, 0 II . SHON, F J Atomic Bafaty and Licensing Board 
Panel 62/03/19 I3pp 13300 302 34X F 1 cha ; 90-1 93. 82/03/ 19. 

8303230144 


8303340173 Ratpontt to A6L0 question during 020301 telcon ra change In 
NRC position on life eipectancy af mac tor vattel (./or plant 
due to embrittlement problem NRC has not chenged view of 
Ilfs aspsetsney Issut Irrslevtnt 

MOORE. J E Hearing Branch 3 £2/03/33 2pp 13397 110 34X 

Flche 30-199. 82/03/23. 6303340173 


--Q303340176 Affidavit of RL Emch ra ASLB 830301 qusstlan Reactor vats 
embrittlement problem not ecpected to shortan plant life 
o<pcctancy Certificate of Sve enct. 

emch. R u. Assistant Director for Operating Reactore 03/03/19 
9pp 13397 120 34X Ficha 90-199. 62/03/22. 8303340173 


8303290333 Notice of L Reiter 030416 deposition In Uathlng ten. OC re 
seismic Issues set forth In util 830310 ltr to NRC 
OALLO.J. Consumers Power Co. OAULO. J Isham. Lincoln t< Beale. 
83/03/22. 3pp 12433:220 24X Fk the 50-1 99. B3/03/32. 8203290322 


— 620329033B Requests witness be made available for deposition on 
question of impact of drop of overhead crane on spent fuel 
pool. 

OALLO.J Itham. Lincoln 1, Beale OALLCI. J. Consumers Pouts r Co 
03/03/10 HOORE.J Hearing Branch 2 3pp 13433 322 a4X 
Flche. 90-199, 03/03/22. 8203390322 


6303390400 Memorandum requesting further answer addressing listed 
questions on rtactor vostcl tmbrl tt lament 

BLOCH, P.B. Atomic Safety and Licensing Board Penal 83/03/39. Ip 
13436 203 34X Flche 90-199,03/03/35.8203290400 


8203310923 Response to llcensic notice of deposit ion Intervenor dees 
not object to late depositions but doet object to any 
further d Iscg very. Cer 1 1 fl cate of Bvc encl. 

SEMMEl, H Cbrltta-Marla SEMMEL .H Antioch College of Leui 
82/03/89 Atomic Safety and Licensing Board Panel 2pp. 
12492:239. 34X Flche 90-199.02/03/39.0203310323 
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63033103^7 Foi'u«rtft k>tll notion to ollou r*pjy to tntfrvonor opposition 
to llcontt* notion to strike t> dltnlst Christ* Moris 
c on tont ton 

OaluOi J Ishon. Lincoln t Bs«)e OallD. J Consunsrs Poutr Co 
83/03/2'9 BLOCH. P B Atonic sno Licensing Pooro Penel Ip 

13491 066 3 4* Ftch« 90- 153. 02/03/3'?. 0203310997 


— 8303310607 Motion to allou licenses to respond bv 030402 to intervener 
830333 opposition to licensee notion to strike ttstinong (■ 
dismiss enr ists Meria Contention 9 Argu.sents presented for 
first time. Ctrti f tcete of Sve tncl. 

OALLD* O Consu~ers Pouer Co * Ishem. Lincoln L Bielt 

83/03/39 Atonic Sefstg end Licensing Board Panel 9pp. 

13431.007 24* Ficbe 50-133.02/03/29.8203310597 


t Financial information 


6303160038 Foruards Annual Financial Rep 1. 1981 

PERRY, P Consv-rSTs Pausr Co 03/03/11 OlftMllUSSO.A NRC - «o 
Detailed Affiliation Olven |p 13300 143 34X 

Flcne; 30-000. 83/03/11.8303160036 


~-C303l60040 Annual Financial Rept. 1981 

s Consemers Po.c»r Co 83/03/12 34pp 13300 143 34X 

flths 30-000.02/03/11.3303160030 


P Operating license stage documents it corrsspondence 


9203030137 Comnents on Tni Action Plan Items 1 A 1 3 11). 1 C 9 & 

1 C 6 per )*jfiE0-O737 re shift manning, procedure for 
feedback of operating eiperience to plant staff t. guidance 
on proc«duT*4 for verlf^jlng correct ptrformancs 

CRUTCHFIELD. 0 Operating Reactors Branch 9 83/03/04 HQFFflAN. D P. 

Consumers Potoer Co 6pp I3I09 3l4 34X Flthe 90-199.82/02/04. 

8303030137 


6303010143 Foruards draft safety evaluation 4 technical evaluation for 
SEP Topic Vl-7 A 3. sees actuation sys 
CRUTCHFIELD. D Operating Reactors Branch 3 83/03/32 

VAI4DCPIALI.E. D. J Consumers Po.;er Co 3pp 12070 174 34X 

Klche 90'IS3. 83/03/33.8303010143 


'-8303010143 "SEP Topic Vl-7 A 3. ECC8 Actuation 8ys. " technical 
evaluation rapt 

VaHCERBEEK. R EOtiO. Inc 00403 83/01/32 9pp 13070 1 79 2AX 

Flche 30-135.82/03/33.0303010142 


8203010347 Forwards "SEP. Topic Vl'7 C I. "Indapandtnca of Redundant 
Ofsalte Pouer Sy*. " technical evaluation rept. Jan 1983 
CRUTCHFIELD. D. Operating Reactors Oranch 3 FIN A6439-1 63/03/23. 

V/ANDCHALLE. D J Consumers Power Co 3pp 13071 003 34X 

richs 30-133. 83/02/23. 0203010247 


'8203010331 "SEP, Topic Vl-7 c 1. "Independence of Redundant Onsite Power 
Sys, " technical evaluation reft, Jan 1982. 

ROBERTS. E M , FARMER.F.O £010. Inc FIN A'6433-1 EOO-EA-5733. 

B2/0I/31. 6CK0LL.R.F. Division of Licsnslng. 9pp 13071 ()I0 

24X F I cne 30- 133. 03 / 02/23. 8203010347 


8303010337 Forwards "SEP Topic Vttl-3 B.OC Power Sys Bus Voltege 
KoAitortng 1 Annunciation, Big Rock Point." interim technical 
evaluation rept 

CRUTCHF JElO. D Operating Reactors Branch 5. 63/03/33. 

UAHOEUAllE. D J ConsuAers Power Co 3pp 13069 161 34x 

F I c he 90- 1 53, 83/03/32, 6303010337 


"8303010336 "SEP Topic Vlll'3 B. DC Pouer 8ys Bus Voltage rtonltoTlng t, 
Annunciation. Big Roch Point," Interim technical evaluation 
rept. 

FARMER. F O EOl.0, Inc FIN A-6439 8303010336 82/01/31 

SCHOLL. R.F. Olvlsicin of Licensing. Bpp. 13069 169 34X 

Flthe 30-133,92/02/33. 8303010337 


0203030396 Forwards reguast for addl Info re preliminary review of 
rasponse to aafety evaluation concerning environ 
gwatlf Itation of safety-related electrical eguipmmt Info 
naedad utthln 30 days to complete review of radletton doses. 
CftUlCvlFlELD.D Operating Reactors Branch 3 83/02/34. 

VANOEkfALLE, 0 Consumers POnier Co. 6pp. 13133' 001 24X 

Flthe 30-133.03/02/24.9203050396 


a?03l00393 Forwards roquest for addl Info re Tmi Action Plan Ilom 
II. B If "RC9 High Point Venta. " Info raquasted uithln 60 
days. 

CRUTChF IElD. 0. Oparatlng Reactors Branch 3 83/02/33. 

VAflDCHALLC. O Consumers Power Co. 9pp 13188- 118 34X 

FI c ha- 90-000, 03/03/35, 8303100393. 


8303030934 Foruards connants on review of SER I. SEP Topic III 10 A, 
"Tharffla) Overload Protection for Motort of Motor'-Operated 
Valves ' Overload heaters presently in use ar* satisfactory 
VINCENT, fl A Consumers Power Co 82/03/36 CRUTCHFIELD. 0 
Operating Reactors Sranen 3 19pp 13083 083. 34X 

Flche 50-133.83/03/36.9203030334 


6303030391 Requests that util 011 130 submittal of reactor operator/ 
senior reactor gpeatpr training programs be uilthdraun due 
to need to revise deecrtptlons substantial 1 y. Program 
description util be resubmitted by 880419. 

VANDEUALlE.D J Coneumers Power Co 83/03/36 CRUTCHFIELD. D 
Operating Reactors Sroneh 3. Ip 12097:042. 34X 

Flthe 30-000. 03/03/36.8203030391 


6303040114 Forwards Tech Bpac change request for amend to License 
DPR-6 Change resolves discrepancies In callbr of control rod 
drive room 6 main condenser areo monitors noted in IE tnsp 
Rept 30-199/01-02 on 810401 

VAHDEWAVUE.O J Consumers Power Co 82/03/01 CRUTCHF lELD. D, 
Operating Reactors Branch 9 Ip 13117 161. 34X 

FUhe 30-193. 83/03/01.82030401 14 


— 8303040118 Tech Spec change requeet for amend to License DPR~6. Chang 
resolves discrepancies in callbr of control rod drtva room 
6 main condenser areo monitors noted In IE Insp Rept 
50-139/01-02 on 010401 

s consursrs Power Co. 92/03/01 3pp 12117: 192 24X 

Flche 30-155.82/03/01. 8303040114 


--02O3D4O121 Proposed Tech Spec Page 64, resolving discrepancies In Cal 
of control rod drive room t< mein condenser eraa monitors 
noted In IE Insp Rept 90-199/81-02 on BlOaOl. 
s Consumere Power CO 82/03/01 2pp 13117; 104. 24X 

Flche 50-199, 02/03/01, 02030401 14 


8203090391 Olscuesee 8EP Topics II-2 A. 111-3 (< ItI-4. A I. describes use 
of JR McDonald study. "Tornado 6 Straight Utnd Haiard 
Probability for Big Rock Point. fit." In evaluating wind speed 
to be used for plant analyses 

VANDEUALLE.D J Consumers Power Co. 03/03/01. CRUTCHFIELD. 0. 
Operating flsactors Bronth 3 9pp 12133:339. 24X 

Flche 90-199, B3/03/01. 8303090391. 


8303080083 Forwards evaluation of SEP Topic ttt-6 A. loosa parts 
monitoring 6 core vibration program Naed to actually 
Implement loose parts monitoring program will ba datarmtnad 
during integrated assessment 

CRUTCHFIELD. 0 Operating Reactors Branch 9. 82/03/02. 

VANOEUALLE. 0 Consumers Power Co 9pp 13194.099 24X 

Flche 90-139. 83/03/02.8303080083 


8303000106 Forwerde safety evaluation of 8EP Topic 19-1. decrease In 
feedwater temp, increase In feedwater flow tc Increase In 
ttean flow. Tech Spec changes re4ulrsd If credit to ba glvan 
for opsraLloiT of turbine bypass sys 

CRUTCHFIELD, D. Operating Reactors Branch 9. 82/03/04. 

VANDEUALLE.D Consumers Power Co. t9pp. 18193.330 . 34K 

Flche: 90-199. 82/03/04. 8203080106 


8303130346 Dlicusees NUREO-0737. I tem tl.K 3 3. "Reporting Relief Valve 
L Safety Valve Failures I. Challenges " Review of util Tech 
Specs Indlcatas present reporting requirement sieeta 
guldencs of Item II. K 3 3 

CRUTCHFIELD. D. Operating Reactors Branch 9. 63/03/09. 

VANDEUALLE.D. Consumcra Power Co. 3pp. 13348:247. 24X 

Flche 90-199. 83/03/03.8303120348 


8303130337 Responds to IMl Action Plan Items 1. 0, 1, I. D 2 I, t C. 9, 
Utllliatiori of owners group control room survey program 
under consideration. Draft of Nuclear Operating Esparlanca 
Rtviaw Admtnt strattve aid enct. 

VANOEUALLE. 0 J Consumars Power Co 83/03/09 CRUTCHFIELD, D. ' 
Operating Reactor* Branch 9. llpp. 13349; 064. 34X 

Flche: 90-199, 83/03/09. 8303130337 


8303170366 Forwards safety evaluation <• technical evaluation of BEP 
Topic VI 1-1 A re isolation of Taettor protection eye from 
nonsafety syS , Inc lud ing qualification of isolation davlca*. 

Power supply raqulres mod 

CRUTCHFIELD. 0 Operating flaacton Branch 9 . 82/03/09 

VANOEUALLE. 0. Consumars Powar Co. 6pp. 13319’ 393 24X 

Fic ha; 90-199. 83/03/09. 8203170366 


--83031 70369 Technical evaluation rapt of "SEP Topic VI t-l. A, tsolat 1 or 
of Reactor Protection Bye froB Nonsafety Byt. " 

MORKEn. 0. J. Energy Engineering Oroup. 0977J. 82/02/09. 9pp. 

13319 230 24X Fit he: 90-199. 83/03/09. 82031 70366. 


DOCKETED ITEMS 


8203190046 Outt tn»t proposed mpthad to corroc t contolnnent high rongp 
monitor rtodingt to corrotpond to actuol dots r«tos tnstds 
(ontoinraont at function of ttma ti Itotgptc compost tion. por 
NUHeO-0737 ttorns It F U3), in rosponss to 8?0203 Itr 
HOflOINE.T. C Contumors Pouor Co 82/03/08 CRUTCMF lELO. 0 
Oporatlng Rsactors Branch 9 3pp 12337 30B 34X 

Ft c ha 30- 1 93. 83/03/00. 0303 1 30046 


8303110001 Otnaric Ltr 03-04 to all licansoos of oporatlng plants, 
applicants for QL i holdart of CP rs use of INPO 8 E 8 -IN 
program 

eiSENHOT. D 0 Division of Licensing 03/03/09 MAUSPORO. A 

Contoltdatad Cdtson Co of Mosi Vort. HAVER. L O Morthsrn Btotes 

Poisar Co. 8AALB0RH. 0. Nuclear Energp Servlet. Inc 3pp 
12331 031 34X Flcho 30-000.82/03/09.0303110001. 


8303130138 Submits response to Oenerlc Utr 02-01 util entlclpatos 
review to permit consolidation of spent fuel In spent fuel 
pool ti to permit drp cest storage of spent fuel on plant 

site 

DEWITT. fl.B Consumers Power Co 83/03/09 TCOC 8 CO. fl L. Assistant 
Director for Licensing 3pp. 13346:308 34X Flche. 30-000. 83/03/09. 

8303130138 


8203190149 Advises that util wilt utlllie NLt -6303(ACCL> spent fuel 
shipping cask if Treat-3 cask certificate of compliance not 
Issued short! g. NLI'6902 cask has Csrtlflcats of Compllancs 
9103 

BOROINC.T C. Consumers Power Co. 83/03/09. OHERR. T Mater lol 
Tranefer Oafaguarde Licensing Oranch Ip 13296 301 34X 

Flchi 30~t99. 03/03/09.8303190149 


S30316Q41Q Forwards application for amend to Ltesnss DPn- 6 . prov tdlng 
Tech Specs for containment pressure monitor 6 water level 
monitor per NUREO-0737 Item 11 F 1 . At tachmen t • 4 6 9.addl 
accident monitoring instrumentation. Fee enc 1 

VANDEMALLE. 0. O, Consumers Power Co 03/03/10 CRUTCHFIELD.©. 
Operating Raactors Branch 9. Ip. 13306. 168. 34X 

Flche 90-199. 03/03/10. 0303160418 


— B303I60424 Application for amand to License OPR- 6 . provl d Ing Tech Specs 
for containment pressure monitor 1 . containment water Itvel 
fflonl tor, regul red bg NUREO-0737 Item 11. F. 1 

DEWITT, H. 8 Consumers Power Co. 83/03/10 3pp. 13306 169. 24X 

FlChs: 90-199, 83/03/10. 0203160410 


--0303160431 Proposed changes to Tech 8 pecs« p rovldlng for containment 
preeeure l< water level monitors per NUREO-0737 Item II. F 1. 
Attschmsnts 4 I. 9 

e Consuirtrt Power Co 83/03/10 69 P 13306 171. 34X 

Flche: 90-199. 83/03/10. 0303160410 


8303230099 Advises that ATVI 6 tec 1 r Culat Ion pump trip Installed In 
listed BWRs.Blg Rock 6 Dresden Installations deferred 
CRUTCHFIELD. 0. Operating Raactors Branch 9 83/03/10 NOVAK, T 

Assistant Director for Operating Raactors. Ip. 13393.329 24X 

Flche 90-000. 83/03/ 10. B20D230099 


8303160310 8 ub.‘iilts Tech Bpec Interpretation of Section 3 7. (c) In 
retponee to 0 Wright concerns re performance of leek check 
vs leak rate testing on cellbr test c onnec t tons. Leak check 
method emploged. 

BOROINE, T. C. Consumers Power Co. 83/03/11. CRUTCHFIELD. D. 
Operating Raactors Branch 9. 3 pp. 13307:146 24X 

Flche: 90-199. 82/03/11.8303160310. 


0303170476 Forwards avaluatlon of safetg assassment rept rs BEP Topic 
XV~7i rtac tor coolant pump sal lure/shaf t break Initial 
conditions accspteble 1. psek pressurtt t. HCPR reschsd during 
transient are within acceptable levels. 

CRUTCHFIELD. D. Operating Reactors Branch 9 03/03/11 

VANOEWALLE. 0 Consumers Power Co. 7pp 13319:376 34X 

Flche; 90-199. 02/03/1 1 . 8303170476 


8303230393 Revises 801031,810609 t 0903 submittals re environ 
Ouellf icatlon of saf etg-ra lated electrical eguipmant In 
ratponte to agreements established during 820319 meeting 
VANOEWALLE, D Contu.mert Power Co 83/03/19 CHUTCHF lEUD. D 
Operating Reactors Branch 9. 90pp. 15369.337 S4X 

Flche: 90-199, 83/03/19. 6203230393 


6303330304 Forwards aval uat ion of SEP Topic Vt-I. "Organic Metis t. 
Poet-Ac c Ident Chamtstrg •• 

VINCENT, R. A. Consumers Power Co. 83/03/16 CRUTCHFIELD, D. 
Opargtlng Reaetprs Branch 9 . 7pp- 13399:090. 34X 

Flche: 90-199. 83/03/16, 8303330304 


8303230307 Feruarde tveluatlon of BEP Topic 1 1 1-4. A. "Tornado 
llittllae. " 

VIMCEHT.R. A. epnsoners Power Co. 03/03/16 CRUTCHFIEUD, D. 
Operating Reactors Branch 9 . I3pp. 13399; 09e S4X 
Flche: 90-199, 83/03/16. 8303220307 


0203320161 Forwards final evaluation of 3FP Topic 111-7 0 re 
containment stuctural Integrity test 

CRUTCHFIClO. D. Operating Reactors Branch 9. 02/03/17 

VANOEWALLE. 0 3 Consumers Power Co 6fip 13363:313 24X 

Flche 90-199. 83/03/17. 8203320161 


8303230396 Forwards draft revised svaluelloo of GEP Topic V-3. "RCPU 
Leakage OeCectlon" Tech Specs do not Impose requirements re 
optrdblMlg of leakage detection sgs to monitor laatage to 
prlmarg containment per Reg Oulde 1 49 

CRUTCHFIELD. D Operating Reactors Oranch 9 03/03/19. 

VANOEWALLE. 0 Consumers Powtr Co 9pp. 12304. 164. 34X 

FUhs 90-199. 02/03/19. 0303330396 


0203240389 Notifies of dslag in shipment of equipment per commitment to 
HUREO-0737, Item II F. I ProtlsinS dsveloptd tm squtpmsnt 
vendor mfg 6 certification program Date for Instellatlon 
of egulpment has not baan determined 

BOROINC.T Consumers Power Co 83/03/19 CHUICHFICLD. D Operating 
Raactors Branch 9 3pp 13394 337 34X F Iche 90-193. 02/03/ IV. 

8303240309 


0303390347 Advtsas that Info provided in 830319 ltr supp 1 emant t iig 90- 
day response to NRC safetg evaluation for environ 
qua 1 1 f Icatlon of electrical equipment supports justification 
for Intarlm safe operation. 

CRUTCHFIELD. 0 Operating Reactors Rranth 9 02/03/19 

VANOEWALLE. 0 Coosumars Power Co 3pp 12414 179 34 X 

Flche 90-199. 83/03/19.030339024 7 


8303300114 Submits addi Info re contalnrent isolation valve operations 
during 1 yr for raasons other than testing. Number of 
opsratlaixs represent best ssttmates only 

VANOEWALLE. 0 J Coneu.mars Power Co 83/03/36 CRUTCI<FJELO. D 
Operating Raactors Branch 9 3PP 12449 0 06. 24X 

Flche 90-199, 83/03/26, 93033001 I 4 


0 Inspection reports. 1C Bulletins 6 correspondence 


0303110913 Advises that proposed Inaervlce Insp Interval is 79(7401 to 
020601. based on review of prevloue e uhmit ta I e . Add I Insp 
relief requestt expected within 30 days Requests should deal 
w/pressure-bearlng components 1. sys pressure test* only. 

CRUTCHFIELD. 0 Operating Reactors Oranch 9 03/OS/17 

VANOEWALLE, 0 J Consumers Power Co 4pp. 13391 293 24X 

Flche: 90-199. 02/02/17, 0303110913 


8203090301 Forwards response to Apps A 6 S of 020130 IE Emergency 
Prsparadnsss Appraisal Insp Rapt 90-199/81-17 Responses 
describe planned actions rs emergency Imp I s man tat I on 
procedures, praparsdnsss improvements t, completion schedule. 
VANOEWALLE. D Consumers Power Co 02/03/36 KEPPLER, J O Region 
3, Office of Director 9pp 12134 193 34* fUhe 90-193.03/03/21.. 

0303090301 


0303110139 Advises that l£ Info Notice 02-01 , Revts Ion I, "Auilklory 
Feedwater Pu.mp Lockout Raeulting From Uestlnghouee M-3 
Switch Circuit Hod," was sent to listed licensees. 

a Region 3. Office of Director. 03/03/36. Region 3. Dfflca of 
Director Ip 13313 313 34X Ft che; 90-000. 63/02/36. 0303 1 10 1 3'7. 


8303100390 Requests addl Info re ineervlce Insp progrem Info needed to 
cc.mplete evaluation Info required within 30 days. 

CRUTCHFIELD. D Operating Reactors Branch 9. 02/03/(73. 

VANOEWALLE, D Consumers Power Co. 9pp 12177:013 24X 

Flche 90-199. 83/03/03. 82031 (X)a 90 


8303110079 Advisee thet IE Info Notice 82-03. "Environ Test* of 
Elsttrical Terminal Clocks." was sent to listed llcsnssss. 

» Region 3. Office of Director. 03/03/04 Region 3. Office of 

Director Ip 13313:344 34X FI the : 90-000, 82/03/04. 0303 1 10079. 


8203190339 Forwards IE Info Noticas 83-04. "Potential Deficiency of 
Certain A0A8TAT E-7000 Series Tl/na-Delay Relay*" b 83-09. 

"Incrc*slng Frequency of Drug-Related Incldant*. " 

• Region 3, Office of Director. 03/03/10 Commonwealth Edl&On 
Co Ip. 13347:090 24X Flche : 30-000, 83/03/10.8203190233. 


8303170399 Ack receipt of 620236 ltr Informing NRC of steps taken to 
correct violation noted in IE Emargency Praperadnaes 
Appraisal Inep Rept 90-199/81-17 

HIN'O.J A. Division of Emergency Preparedness t, Operational Buppurt 
83/03/U. DEWITT, R B Consumer# Power Co. Ip. 12312 324 a4X 
Flche: 90-199. 83/03/11. 8303170393 


8303190309 Advises thet IE Info Notice 02-06. "Failure of Steam 
(Jenerator Primary Side Manusy Closure Studs," was eent to 
listed licensees 

» Region 3. Office of Olrector. 82/03/12. Region 3, Office of 
Director. Ip. 13349:308. 34X Flche : 90-000. 03/03/13, 8203190283. 
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DOCKETED ITEMS 


0303230664 rorj»rl» t£ Info Not(C« 02-02. "tn«dr<{u«t» Seciirltij 
8cr«*nlng Projromo " No urlHon retponx rogulrod 
• 3. of OJi'PttOf 62/03/16 Co/‘»>6^'w»»lt^ tdlton 

Co. Ip 12303 214 2«X Plcfo SO-OCO, 02/03/16. 0503230669 


6303230433 ftnjett* 30-dao ntppilon until 820303 to rpjpond to 
0202(2 6 0304 rti^uotti for add 1 info ro Intarvlct ln«p 
activitlos. Oolag duo to oicoitlvr bocilcail on porionnal fc 
prepaTatloi> t< tu644<)u<t''t a^«3ttatei> rspti 

OOOOINE. T C Conoumara Pou.or Co 82/03/19 CRUlCtirXELD. 0 
Cporatlnp Reactor » Branch 3 2pp 12364 039 24X 

f lcn»; 30-133. 02/03/19. 0203230432 


R Parlodu operating reporta & relatad correapcndenco 


Q2O3230235 ForiDardJ iranthlg oporatlng rapt for Mar 1980 

KAPmAN. C J ConsKAora Pouar Co 00/04/02 Off lea of Manasrnont 

and Program Anal j« I a Ip 12414 234 24* Fichp 30-193.80/04/09. 

0503230333 


--0203290263 ftonthlg operating rept for /lar 1900 

HIM6BAUCH. 14. Conounara Pc-ar Cc 00/04/03 3pp 13414 333 34X 

Pith a 30-153.90/04/03.0203230233 


0203230267 foriaarda Aonthlg oparatlng rapt for Apr 1980 

fARTfAN. C J Canao’cttt Pai^ar Ca 00/03/07 Offlto of Manao«<»ont 
and Propran Analgtta Ip 12413 253 34* Flcha 30-133.80/03/07, 

B20323O267 


--02O339O269 Monthlg operating rapt for Apr 1900 

HlflEOAUCH. N Conav'ara Po-ar Co 80/03/07 4pp. 12413 233. 24X 

Ftoha 50-193.00/03/07.0503390267 


6203230274 Forc/arda .nanthtg operating rept for Apr 1981 

KARlrlAN. C. 3 Conau-iera P«./er Co 01/03/06 Office of Manage<rent 
ana Prograo Analgal e Ip 13413 164 34X Fiche 30-133.81/03/06. 

02032503 74 


--6203230276 Monthly opemtlng rept lor Apr 19B1 

AHSroT7,6 Conaurpera Po-er Co 01/03/06 4pp 12413 165 24X 

Ftche 30'133.ai/03/06.8303350274 


0203290389 Foreiarda monthly operating rept for May 1991 

RaRIMAN. C J Coneumere Pci-er Co. 61/06/02 Office of Management 
and Peograi. Analytls Ip 12413 3C0 24X Flthe 30-133,61/06/02. 

0303230388 


--8203290294 Monthly operating rept for May 1981 

AMarEUTZ.S Conaumera Poc-er Co 01/06/01 9pp 13413 30 1, 24K 

Ficla 30-133.61/06/02.0203330208 


B303230280 PoruarOe monthly operating rept for June 1901. 

HARTMA^f. C J Conaurara Poiaer Co 01/07/01 Office of Managemant 
and Progra-^ Analyala Ip 12413 138 24X Flcha 30-133.01/07/01. 

8203230200 


--8203290294 Monthly operating rapt for June 1901. 

AM57UTZ.S Conau.rere Power Co 01/07/01 4pp 12413 199 34X 

flcha 30-133,81/07/01.0203930260 


■'warde monthly oparating rept for Jul 1981 

Cenaurere Pouer Co. 01/06/04 Office of thenageiaent 
natyala Ip 12414:100 24X Fiche 30-133.81/06/04. 


nthly operating rept for Jul 19Q1. 

Coniumara Pewer Co 01/00/04 6pp 12414 109 24X 

3. 01 /O0/O4. 0203230240 


arde monthly operating rept for Aug 1981. 

Conaumere Power Co 81/09/03. Office of Management 
nalyaie IP 12412.063 24X Ftche 30-139,01/09/03, 


-itMly operating rapt for Aug 1981 

Coniunere Peuer Co. 01/09/01 Ip 12412 064 24X 

), a 1 /09/03. 0203290384. 


ard* monthly oparating rept for Jul 1901. 

Conaumart Pouar Co 01/09/17 ROBS. J NRC - No 
nation Olven Ip. t24ll;203. 24X 

11/09/17,8203230434 


irda monthly operating rapt for Bapt 1901 
Conaumer* Power Co 91/10/06 Qfflte of Management 
lalgeie Ip 12448 339 24X Fiche 30-139,81/10/06, 


--8203300000 Monthly operating rept Por Sept 1981 

AfSTUrZ.S Contunera Pouar Co Bl/tO/03 7pp 12440 340 24* 

Flthe 30-199,01/10/06.8203300085 


6203230372 Forwardt monthly oparating rapt for Nov 1961 

HARIMAN. C J Consumeri Power CO 81/19/04. Office of Hanagamtnt 
and Progra.m Anal yile Ip 12412 008 24X flcha 90-199, 01/1 9/04, 

8203290372 


--8203230373 Monthly operating rapt for Hov 1981 

AIBTUTZ.S Coneutnart Power Co 01/12/01 4pp 12412 069. 24X 

Fiche 90-159.81/12/04.8203230372 


6203290363 foruarda monthly oparating rept for Oec 1961 

MARTMAN.C j Coneumera Pouer Co. 02/01/07 Office of Management 

and Program Analysla Ip 12412119 24X Ftche 90-133,02/01/07. 

0203230363 


- -0203230368 Monthly operating rept for Dec 1901 

AKSTUTZ.S Conaumtra Power C« 62/01/04 3pp 12412 120 24* 

Ficha 30-133, 62/01/07, 0203230363 


B203230376 Foruarde monthly operating rapt for Jan 1962 

MARTMAN.C. J. Conaumsra Power Co. 82/02/03. Office of Management 
end Program Analyati Ip 12412 092 24X Ftche 30-139. 62/02/03. 

0203290376 


--02O323O379 Monthly operating rept for jan 1902 

AMSTl/TZ.S epneutrera Power Co 02/02/01 4pp 12412 093 24X 

Ficha 90-199. 82/02/03. 8203290376 


0203030430 Subnlti aemlannual radioactive effluent reltaaa rapt for 
Jul-Oac 1981 

SORDINE. T Coniomare Power Co. 62/02/23 kEPPLER, J 0 Region 3. 
Office of Olractor llpp 12096 209 24X Ficha 90-193, 82/02/23. 

8203030430 


— 6203030493 Semiannual radioactive affluent relaaia rept for 
Jul-Oac 1981 

• Contumara Power Co 82/02/23 tOpp 12096:210 24X 

Ficha 30-193, 82/02/23. 8203030430 


6203260170 Forwarda "Annual Rapt Of Facility Changea. Taate t, 

Eiparlmanta. 1901. " 

VANDERHALLE.D J Conau.ntra Pouar Co 82/03/19 MEPPLER. J 0 fleglhh 
3. Offlca of Olractor Ip 12423 119 34X Ficha 30-139.62/03/19. 

0203260170 


--0203260172 "Annual Rept of Facility Chengea. Teata 4. Caperlmente, 1901 • 
a Conaumera Power Co 82/03/19 16pp 12423 120 24X 

Fiche: 90-133. 82/03/19.0203260170 


0 Reportable occurrancea, LERa t. related corraipondanca 


6203170210 Foruardi LER 82-004/03U-0. 

SORDINE. 7 C Conaumera Power Co 02/03/09, MEPPUER. J 0 Region 3. 
Office of Director Ip 12312 316 24X F I cha : 30- 1 39. 82/03/09. 

8203170210 


—8203170298 LER 62-004/03L-0 on 820210. trip point for low level trig 
teneor (.T 3180 found to operate 2 Inchac below eetpolnt 
Cauie of caltbr drift unVnown. Unit ricallbr g. returned to 
operable atatua. 

• Conaumera Power Co 02/03/09. Region 3, Office of Director, 
Ip 12312:317 24X FI cha 90-1 93, 62/03/09. 62031 70210 


8203230232 Forward a LER 82-003/031,-0 

SORDINE. T C Conaumera Power Co, 82/03/18. MEPPUEfl. J 0. Region 3. 
Offlca of Olractor Ip 12414:283 24X F ic he : 90 - 1 39, 62/03/ 16. 

8203230292 


—0203250233 LER 02-009 /oac-O. on 820219. during cold ahutdown. 1 eai 
occurred at threaded fitting to auction aide relief valve of 
control rod drive pump 1 Ceuted by pipe crack at reeult of 
fatigue from vibration In dteplacament pump ayi. 

• Coneumera Power Co 82/03/18. Region 3. Office of Director. 
Ip. 12414 286 24X Ftche: 90-193,82/03/16.8203290232. 


T Haarlng tranacrlpti on non-antl truet mattare 


0203030279 Tranicript of 020301 teUon w/H Semmel.etty for IntervenDra, 
In Haahlngton. DC Pp 299-299 

e Atomic Safety and Llcantlng Board Panel. 82/03/01. 47pp- 

12097 242. 24X Fiche; 90- 139. 82/03/01 . 8203030279. 



DOCKETED ITEMS 


DOCKET SO-163 OEK'ERAL ATOHIC COMPANY 


R. Periodic operating report* (• related corre ipondenc e 


8303030439 Submit* annual rept for Mart F reac tort Lie etitr R-67. for 
1981 

HOWRY. UR Oenaral Atomic Co («ub* at OulT Oil Co ) B3/03/3b 

HILLER. J R Standard 1 tat Ion L Special Project* Qrancb 3pp. 

13092: 333 34X Flche 90-163.83/02/33.8303030438 


DOCKET 30-170 NATIONAL NAVAL ICDICAU CENTER 


0 Adjudlcatorg c orreepondence 


8203040394 Supplemental memorandum aupportlng llcaniee motion to compel 
an*uer* to llcentee flr*t Interrogator la* directed to 
Cltlten* tor Nuclear Reactor Safety Interrogator!** not 
antwered adequately Certificate of 8vc end 
RICKARD. O.C U6 Air Force Hadloblology Re*earcb Institute 
82/03/34. Atomic Safety and Licensing Board Pan*!. 3pp 
12114 |43. 24X Fich* 30-170,82/02/24.8203040394 


P Operating license stage document* ti correspondence 


8303010031 SAFETY EVALUATION REPORT RELATES TO THE RENEWAL OF THE 
OPERATINO license FOR THE REBCAHCH REACTOR AT AHMED FORCED 
RAOIOBIOLOOY REBEARCVI INSTITUTE Docket No 90-170 
e Office of Nuclcer Reactor Regulation. Director NURE0-O8B2 
83/01/31 I90pp Avalleble at NT18 *300 12072071 34X 

Flcha 90-170. 83/01 /31 , 830301003 1 


8 Reportable occurrence*. LERt (■ related correspondence 


8303030406 Notifies that on 830217 cor* Inspection after pulse 
operation revealed final element* 3376-E t> 33a9-E In-core 
lettlce positions F-9 (• F-27. respectively, wers cocked. Cause 
undatermlnsd Fuel elements returned to lattice positions. 

TYLER. P.E. Oaf end*. Dspt. of > Defense Nuclear Agency. 82/03/24 
Region I. Office of Director. 3pp. 13090 303 34X 

Flche 90-170. 83/02/24.0203030400 


DOCKET 90-171 PEACH BOTTOM ATOMIC POWER STATION, l/NIT I 


P. Operating llcansa stage documents 8. correspondence 


8303010001 AddI response to FOIA request for 30 cetegorles of document* 
re NUREO-0000. ‘'NRC Action Plan." Foruard* document* titled 
In App* A. B. C (• 0. Info pertiatly withheld (ref FOIA 
Eiemptlon 9). 

FELTON. J M Olvltlnn of Rule* and Record* 81/08/04 HADDEN. T J 

Kaye, Scholar. Fierman, Hay* t. Handler. 9pp. 13790 000 34X 

Flcha: 90-171. 81/08/04,8303010001 


— 0303010360 Respond* to 791031 requatt for revlau of util reeponse to 
0 Elsenhut 790913 Itr ra Conflict* w/THI Ta«k Force, 
tncontletanc la* noted for Brown* Ferry. Peach Bottom 4. 

LeCrott*. 

THOMAS. CO TMI-3 Bulletin* l< Order* Task Force 79/11/16 
KANE.U.F. THI-3 Bulletin* (> Order* Task Force 3pp 13769:313 
24X Flche: 90-000.01/08/04.8303010001 


8303090989 Respond* to Ocnsrlc Ltr 83-01. new application* survey. Util 
ha* no application* which would fit into «lx catagorls* 
idantlfied In 820112 ltr. 

BRADLEY. E.J. Philadelphia Electric Co 83/03/03 TEOESCO.R.L. 
A*Sl*tant Director for Llcanalng. Ip. 13167:339 34X 

Flcha: 90-000. 83/03/03. 8303090989 


DOCKET 90-182 PURDUE UNIV RESEARCH REACTOR 


Ot Inspection report*. t£ Bulletin* I, c orrsnp ondanc* 


6203330714 Foruard* IE Bafaguards tnsp Rapt* 90-163/82-01 It 
7Q-Qt93/63-0t on 830210-13.(40 none omp I lane* noted. 

ROY.O. U Technical Inspactlon Branch 83/03/09 TtEMER. P. L 
Purdue Unlv. 3pp. 12389:184 34X Flcha: 90-182. 83/03/09. B30333071 4 


"B303330726 IE Safeguard* tnsp Rapts 90-183/83-01 I. 7O-0t93/B3-Ol on 
820310-13. No nonCOfflpl lance noted. Major areas Inspactad: 
nuclsar metis control I, accountabt 1 Ity. Details withheld 
(raf 10CFB2.790). 

FINLEY. A O. . CREED. J.R. Safeguards B3/03/04 Ip 13389:186. 
34X Ftchs:90-ie3. 83 /03/09. 83032307 1 4 


V Operator EiamlnAttons 


8201190739 Orants request for etceptlon From Part* A. 0 6 F of oppro' 
raqual 1 fleet 1 on program u/llstcd condition* Justification 
for eiceptlons i* that program ha* only tuo rtactor 
operator* l> each is Involved In operations training 
COLLING. P F Operatnr Ulonslng Branch 01/12/17 HILLER. J H 
Standard! latlon 6 Special Project* Dranch Ip 11949 006 24X 

Flth* 90-102.01/12/17.8301190739 


DOCKET 90-183 VALLECITOS EXPERIMENTAL BUPCRHCAT REACTOR 


I Financial Information 


0303390180 Forward* Annual Financial Rept 1981. 

CUNNINGHAM. 0 E General Electric Co 03/03/33 DENTON. H R Of 
of Nuclear Reactur Regulation. Director Ip. 12430 121 34X 

Flche 30-000.83/03/23.8303370180 


--8303290160 Annual Financial Rept 1981 

WELCH, J F General Electric Co 03/02/30. ORpp |2430. 122 
Flche 90-000.83/03/22. 0203370 1 QO 


R Periodic operating report* 6 related correspondence 


8303390291 Forward* "Annual Rspl 14 of Factlltu Change*. T**t* L 
Ciperlmsnts. 1781 

CUNNINGHAM. 0 E Osneral Electric Co. 83/02/18 0ENTn.V. H R flf 
of Nuclear Raactor Regulation. Director. Ip 13420 39V. 34X 

Flche 30-103. 83/02/18.8203270391 


--0203390292 "Annual Rept 14 of Facility Changes, Test s L Esperlment 
1981 '• 

TITUS.O W Osneral Electric Co 82/03/10 3pp 1342R 300 
Flch* 90-183. 83/03/18,0303390391 


POCKET 90-184 NATIONAL BUREAU OF STANDARDS REACTON 


0 NRC Draft/Final Environmental Statements, suppl* 6 c nrrespondenc 


8303030489 Verifies Official filing of NUREO-OB??. E IS for facility 
ERA scheduled publication of notice of availability In FR 
on 830336 Public review period terminate* 030412. 

WILEON. K I. Environmental Protection Agency. 83/03/24. UlLSDN. 

Division of Licensing Ip 12099 332 24X F Iche; 90- 1B4, 02 70?/ 

8303030409 


8303040176 Foruard* NUREO-OB77. draf t EIS re license rensual 6 power 
Increase. for comment 

HCCONNAUOHHAV Maryland. State of. 83/03/34 MILLER, J R. 

Otanderd 1 let 1 on 6 Special Project* Branch Ip 13117 160 34X 

Flche 90-184. 63/03/34, B3O3040I76 


6303090249 Offers no comment r* DEB for license renewal. 

OOLA. T. J Housing t. Urban Dev* lopmen t. Dept of 83/03/03. 

Division of Licensing Ip 13169 198 a4X Flche 30-104.03/03/0 
8303090349 


P Operating It ten** stags document* b correspondent* 


8303030304 Advises of no comments re renewal of License FR-9 For 
operation of NBS rtactor in Oal ther tbur g, KD 
DAVta. V U Agriculture. Dept of B3/03/89 MILLER. J. R 
Btandardl latlon OGpecla) Projects Branch. Ip. 13077 136. 24X 

Ficht 90-184. 83/03/39. B203030304. 


DOCKET 90-189 PLUM BROOK REACTOR - MOCK-UP 


R Parlodtc operating raports I. related c orre spondanc e 


03O333O4B3 Forward* “Annual Status Rapt* IVBl. “ 

BOITEL. E C. National Atronautlcs t. Space Admin. 82/03/11. 

DENTON. H R. Office of Nuclear Reactor Regulation, Director. 3pp 
13383 093 34X Flche : 90-030. 83/03/1 1 . 8203330483 


—8303330488 "Annual Status Rept, 1931." 

ft Hatlnhal Aeronaottc* (.Spate Aomin 82/(>3/t7 Opp 13303. 
34X Flche: SD-O30. 83/03/11. 020333O4B3 
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DOCKETED ITEMS 


jff- I 


•i:. c* '•I'-i resswch i»EACto« 


tjl ^ 


:«•« to T»th £j»c * 4 tf r# fool «,» puop* Chang f 

i !(«•••• t5 !«♦» O'* «* "'t 'Of 

t , 3 *ij-<l»lcanllv j»t»eHog oporating cgclt 


"--IflSf'i jC Iii** 0 iirl. i:nl» of. Coti;«»)a 
t iiotitn t Softtal Projttti Br*nth 

Afflliatlfn CIvto 4pp 12093 319 

£i-:;'3s ei030»i30 


S2/03/26 
CAHTEH. n 
24* 


.1 r • i ‘ 4 »x*.**S StAtE VJMIV PtseARCH BEaCTOS 
■“ 4 t 4 g* 4 <s;ja«ntt t c orrttOoo<J»ticf 


)i? J.J oc-»» fKctJ*tlcn» of IBIOA roaccor orlgloaltg 

'*>1' t; priaarif coolant 01 f tutor non It 
p.;.*' ♦l.-rtvotlont Nl -16 lovolt at pool turfac* 

r 6 £ B2/03/09 CA(iT£R,R St Aotfard 1 1 1 oo S* 

it.it. r. 8r«':'> l» 1223* 210 24« Fttho 30-183.02/03/09, 


.£’ ♦ i-i vi|.- .'F i£iA6 BESEA/ICH BEAcrOB 


‘ ''t .'It, rooico). oeorgoncg t tiro protoction plant 


. Fgr,,,], rt,itoo pogtlcal tocurity plan Plan withhold 

•0* :‘;f-2 ftr,. 

pA £ .4 * I TofOt CTi^ of B2/03/03 Offlco of Nuclaar Boac tor 
‘oj.loti^- Cirott.-f IP 12183 261 24X Flcho 30-192, 02/03/03. 

r.- li.'Jt’J 


fo*uorpt ro.itop phyoicol tocurlty plan Plan withhold 

>0* ::;*'F2 y^oi 

F* “k* '■ I. foiot uriv of 92/03/03 BORNETT.R Offlco of 

'.,:;o*» ''ocortol Softly I, Sof og uard t . 01 roc t or . Ip. 12347 127 S4x 

r^£^o 3; :9J 82.03/03.9203190142 


E*'- »rtc:« islaw) t. prdoioence plantations aec 


L* f*#t r#cof<j% Should chjtigftd to thotj JJ Oarrshu 

ttttp'tttc.' »» gcrornor of fll I, now dopt of Atty Oonoral 
toe 0 1 1 cn 

- .refit, 10 4 r finoto Itlano It prouldonco Plantation 02/03/09 
j B Slondardliatlon I, Spoclal Propoclt Branch Ip 
UM’ 24* Fttho 30-193,62/03/09.0203160347 


^ llconto tlago documoftto 6 corrotpondonco 


»t OPB-93 AAond roplacot ipoct for 
to onturo cPAplianco 

•anch. 82/03/02. 

1 236 24X 


for prlotary 
82/03/02 


Ifflt* 

*234 


lAory 


DOCKET 50-199 MANHATTAN COLLEOE ftESEANCH REACTOH 
F Sdcurlty, mpdlcal, dmorgoncy 6 fir* protection plan* 


6203190317 Korward* Amend 3 to Llcana* 11-94. An*®nd IHCoTporat 
phytlcal «*curttv plan Into l|c*n«*. 

MILLER. J. fl Btandardltatlon t SpaclAl Projocl* OraiiCli K 
hanE.O Manhattan Collaga. 3pp. 12372 330 34K 

Flcha 30-199.82/03/11.0203190317 

— 8203190323 An*nd 3 to Llcona* n-94. Inc orpor A t Ing plH(tlcaI 
plan Into 1 lcin«a. 

MILLER. J R. Btanrfardl latlon <• Spaclal Project* OrAilcf*. 
2pp 12372 323 24X F 1 c ha 30-199, 82/03/ I t . U30.ll 9031 7 


P Oparatlng llcand* ttag* docunantt I, c orre* pond anca 


8203190317 Forward* Amand 3 to Llcanta R-94. Awend Incorporati 
phytlcal tacurltg plan Into llcanta. 

MILLER. J. R. Standard 1 tat Ion 6 Bpactal ProjaCt* Drancn. IL 
KANE.O Manhattan Collaga 3pp 13.173 330 34 X 

Fich* 30-199. 02/03/11.8303190317 


--8203190323 Amand 3 to Llcanaa R-94. Inc orpor a t lr*g plivtlcai < 
plan Into I Ic ant* 

HILLER. 3. R. 8tandardltation I. 0p*c lal Project* Branch. 
3pp 12372 233 24X FI c h* : 30-199. 03/03/ 1 1 > U3031 9031 7. 


DOCKET 30-201 UEST OALLEV REPROCEOSINO PLANT 


0. Adjudicatory corrtipondanca 


8203010187 Raeponta to NFS B20211 withdrawal of ratluaet for 1 
do** not objact to wl thdrauat . Cart 1 f 1 cata of Ovc ancl. 

WOLF. J R Ragulatlon* OlvUlon. 02/03/19. Atomic tlefal 
Llcanilng Board Panal 3pp 12070:330. 34X P 1 ch*: 00-301. 

0203010187 


8203030233 Forward* 08 Olttrlct Court, Uactarn Dlatrlct of NV. 
aattlamant agraamant, ttlpulatlon 6 ordar. NY State CnerSii 
Rto Authority ha* accaptad (urrandar of facility from NPO. 
Cartlflcot* of 8vc and. 

JACK, H A New York, State of. Energy Raaaarcfl It Davalopmaf 
Adoilnittratlon HIEBTANO.QS Nuclear Fuel Oarvlc**. InC 
Oatly on Co ) HIEBTAND.O 8 Morgan, Lawla I. Docklue. ( 
CUNNINGHAM, R. C. Dlvitlon of Fuel Cycle I. Materiel tlafetu. 
13102:303. 34x FIch*. 30-201. 02/02/23, 8203030233. 




v«v, I, trca^ric* OT 

agraamant, ttipulation 4 order r* litigation liatwean NY Ota 
Energy RtD Au thorl ty, NFS 1, Oatty Otl Co. Car tl f Ic at* Of Ovc 
anc 1 

KLUC8IK.J F Office of Ih* Gfacuttv* Legal Olratlor 03/ 
BRENNER, L , MQHRIS.P A . HARBOUR. J Atomic Safaty and Lie 
Board Panal. 3pp 13106 218 34X Flcha: 30-Ml, Oa/Oa/afa. 


8203030079 Settlement agreamant, atlpulatton ti order NFS w 
low laval ttorage facllttla* upon OOE takaover 1. Author 
will attumr rt»pon»ll>Ulty. Accaptad I, to ordered by UB 
Olitrlct Cdurt,U*tt*rn Olttrlct of NY. 

OEuSTERiR. U. Nuclear Fiial Servicat, Inc. (aub*. of OeC 
COPLEY, R D. Oatty (P*tTOto«tt«l LfftOCCA, J, 1, N*iu Y 
*■ Davaiopmant Admlni a tret 1 on. Oa/O 

12106- 221 a 4 x FI cha: 30-201.82/03/36.0303030077. 


not b* required to maintain Indemnity ln*ur*ne* whan^^OOE 
pottaitlon of facllltiat. wnan wun 

PETERSON, F K. Morgan. L*wl« h Socklut PETEflSON. F H N 
f*"'**- P*” 0*tty Oil Co.) eS/03/oi BR£N 
Bafaty and Lleaneing Boar 

If 12114 376 24X Flcha; 30-201,83/03/01, 8203040373 


NBC ack raquattad that NFS will not ba required t» mai 

crr;::;c«;*:r^5c‘r\‘"^- 

3pp •-i^v2^r‘-^rxV?i;r$s:3^?:4Js^;oU^sss:557i 


<00,2, OX--, "‘..“I”, 

H^t^rlal 8afet<|- 3pd, I2l32‘029 oa» cri *. ka. 

8203030236 •riasf 039. 24X FUhe: SO-aol. sa/i 


4Ctlon pf Cojnnipplon or ASUB npcptAAry Picept to nptt 

wlthdrpuAl l> dlfmit* hPAr tng. Cer tlf Icatp of Bvc tnct 

PETEftSONi F K. Nuclppr Fu«l Sirvlcct. Inc. I tub*, of Ootty Oil Co. >. 

82/03/OB. lapp tSt8& 336 S4X Flcbo 90-301. 83/03/00. 0303100374 


8303100998 Ahfutr to A8L& 811331 aomorandum I. ardor Ok (nodlflod by ASIC 
830319 Aifflorondua >■ order directing filing of further Info t 
pooltlont on effect of Llcente Change 32 Safety Iteuee 
pretented by Brote requeit for hearing remain before ASLO 
WOLF.sl.ft. Regulation Dlvltlon 83/03/00. 33pp 13103:189 34X 

Flcher 90-301. 83/03/00. 8303100998 


— 8303100961 Order granting NFS motion for voluntary dlemlteal of 
proceed Ing. Reepondent motion for eitenilon of time to file 
brief dlimlieed am moot. 

FIBHCR.O. A. 0 8. Court of Appeali for Olftrlct Of Columbia 
Circuit. 83/03/19. Nuclear Fuel 8ervlcee. Inc. laubi. of Oetty 
Oil Co ). tp 121B2 313 34X FI che : 90-301 . 82/03/08. 82031 00998 


--B110090026 Oelegatoe authority to elgn MIC memoratidum of underetandltig 
hi/DOE to aetabllfh arrangamenti for review V comment by 
Comltelon re Nett Valley Oemone tretlon project. 

OtRCKB. U. Office of tbe Eiecuttve Director for Operatlont. 
81/09/33. OAVie. J 0 Office of Nuclear Hattrlal Safety 6 
Safeguarde. Director- Ip 13182:313. 34X FIche: 30-301. 83/03/08. 

8303100998 


9303190360 Heap onie to ABUB 830319 memorandum V order directing filing 
of podltlone on affect of Llcente Chenge 33. Change It not 
In If tut before A8L0 fince no Ifiuee ere to be decided by 
aOLB re NFS requett for hearing . W/Cer 1 1 flee te of 8vc 
JACK. H. A. New York. State of. Energy Rtfearch t. Development 
Admtnletratlon 82/03/08. Atomic Safety and Llcenelng Board 
Penal upp. 13346:194. 34X FI che : 90-301 . 03/03/08. 8203190360 


P. Operating llcenee itege documanti t> corraapondence 


8303160999 Advltee that replacemant of failed Component It 
eatlefactory permanent tolutton. 

eVANS.L. J. Foel Facility Safegoarde Llcenelng Branch. 03/01/19. 
DUCKHOflTH.j p. Nuclear Foal Barvlcat. Inc. Ifube. of Catty Oil Co ) 
Ip. 12311 333 a4X ftche. 30-301. 82/01/ 19. 8303160339 


6303310383 Trip rapt of 620334 meeting lu/DOE ID Operatlont Ofc In ID 
Falla. ID re Meet Valley Demonatratlon Project H-33. 
aeeoclattd memorandum of undart tend Ing I. approach to 
Imp taaantatlon of Heit Valley Damonetration Project Act. 

CLARK. A T. Advanced Fuel 1. Spent Fuel Licentlng Branch. 82/03/31 
RQU8E.L C Advanced Fuel t Spent Foel Llcenelng Branch 4pp 

13468:336 34X Ftche 90-301. 83/03/21 . D3033 10303 


0. Intpectlon reportt. IE Bulletlni t. corraapondence 


8303290920 Forward! IE Intp Rapt 90-301/83-01 on 820203-09 No 
noncomgllence noted. 

8TAR08TECKt. R. Dlvltlon of Project b Retident Program*. 83/03/10. 
0CU8TER.R.U. Nuclear Fuel Service*. Inc. (tub*, of Oetty Oil Co. I. 
3pp. 13410:193 34X F Ic he: 30-301. 83/03/10. 8303390920. 


—8303290938 IE tn*p Rapt 90-301/82-01 on 830303-09 No noncompi lance 
noted. Major area* inipec ted: 1 lean*** action on prtvloutly 
Identified enforcement Item* 1. followup on IE Info Notice 

ai-39. 

ROm. J. . KEIMIO. R.R. Divlilon of Project I. Retident Progrem* 
83/03/09. t6pp 13410:199. 34X F tebe: 90-301 . 83/03/10. 8303290930 


R. Periodic operetlng report* 1. related corre apondence 


0303340113 Forward* “Environ Ropt 31.Jul-D*c 1981." Rapt cover* environ 
condition* I. dlicharg* data from Ue*t Valley. NY fuel 
reproceetlng facility. 

DUCKWORTH. J. P. Nuclaar Fuel Bervlcp*. tnc. <*ub*. of Oetty Oil Co.). 

82/02/30. Office of Nuclear Hatarlal Safety 1. 

Safeguerdt.Dlrector. Ip 13398 081. 34X Fiche: 90-301. S2/03/S9> 

8303340113. 


—8303340118 “Environ Rept 31.Jol-0ee 1901.“ 

HtLCOX.O.P. . BMOKOWK81. R. J Nuclear Fual Sarvlcti. Inc. I(ub*. of 
Oatty Oil Co.). 83/03/89 36pp. 13398:083 24X 

Ficha: 90-301,83/03/89. 6303240113 


F Security, medical, emergency b fire protection plane 


8303130330 Forward* etemptioo from Section 111 J of App R to lOCFRSO 
re inatelletion of battery-pouiared emergency lighting 
Inild* c ontel nment. per 811332 application 

CRUTCHFIELD. D Operating Reactor* Branch 9. 83/03/09 DtETCII. R 

Southern California Edlaon Co 3pp IS230.090. 34X 

Fiche 90-306, 82/03/09.8303120330 


'8303130337 Negative declaration granting etampLlon from Section III. 
of App R to t0CFR90 rr InttallaClon of battery-powered 
emergency lighting Inalde containment. 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
83/03/09 3pp 13390 092 34X Fiche 90-306,03/03/09.8303130320, 


0303330413 flequett* for eiemptlon from lOCFlOO. 94(t) to pernlt l-yr 
eitenilon for 830401 deadline for required annual eraergaticy 
prtparednei* program review FEMA recent c ompr ehentl ve onaite 
b offalte emergency preparedneai review juttifle* requeet 
DEOLETTO. J A Southern California Cdleon Co. U3/03/18 
Commltvlonert 9pp. 13304.004 34X Fiche 90-306.03/03/18, 

8303330413 


--0303330434 Affidavit of KP Qa«k In eupportlng application for eetenslt 
of deadline for emergency preparedneas program annual 
review Eitenelon would permit efficient uaa of reaourca* by 
allowing review tchedule to be coordinated u/Unlts 3 & 3. 

BABKIN. KF Southern California Ed Hun Co. 83/03/18 Spp 
13384 013 S4X FI che 90-306. 83/03/ 10. 03D3330413 


O. Adjudicatory corraapondence 


8303030100 Order ai tend ing time until 830313 for Commlaalon ta act to 
review Olractor'e Otclelon Ql-19 

CHILK.8 J Office of the Becratary of the Commlaelon 03/03/SA. 
Comml** loner* Ip 13077 314 34X FI ch» 90-306. 83/03/36, 

8303020100 


0303330413 Requatt* for eiemptlon fron I0CPR9O 94<tl to permit l-yr 
eitenalon for 830401 deadline for required annual emergency 
pTepar«<lnte* program review FEMA recent comgrehenelve onelte 
b offeite amargency prapararlnt** review juatlflee requeet. 

OEOLETTD. J A Sou them Ce 1 1 fornl a Ed 1 <09 Co 03/03/18 
Com.fflt at loner* 9pp 13384 004 34X Fiche 90-306, 03/03/IQ. 

8303230413 


— 8303230434 Affidavit of KP 0a»liln aupportlng application for as tancic 
of deadline for emergency preperednet* program annual 
review. Eitanelon would permit efficient u«e of reaourcea by 
allowing review tchedule to be coordinated u/Unlt* 3 t. 3 
BA8KIN. K F Southern California Edtean Co 83/03/18. Bpp 
13384:013 24X FUha : 90-206. 83/03/ IB. 83033304 1 3 


M Oaneral corraapondence 


0303110494 Buppl* 810710 Itr b requeet* NflC ravaraal of H Denton denial 
of r*qua«t to initiate llcenee review Independent review 
muet be conducted by firm w/no conflict of Intereet 
NADER. R Affiliation Unknown 03/01/39 PALLADINO. N 
Commleelonert 4pp 13391 398 24X Flche 9O-3O6.e2/01/29. 

0303110494 


8303180099 Reeponde to 830129 concern* re llcenelng proceeding & 
BII116 declelon denying requeit for revoking or tuependlng 
OL Llcenilng matter* are under comlderatlon In adjudicatory 
procaae.OL letued 830316 

OENTON.H. R Office of Nuclear Reactor Regulation. Director 
83/03/34. NAOER.R. Center for Progreetive Law 3pp 13339:343. 
34X Fiche: 90-206.83/02/34, 8303180099 


— 6303180109 Elaboratae concern* raltad IK 810710 Itr re llcaneing of 
facllltla*. Independent review of facllltie* It warranted In 
light of NRC *u*pen*lon of Diablo Canyon. Reviola thould ba 
conducted by Independent firm w/no conflict of Intarett 
NAOER.R. Center for Progretelve Law. 82/01/89 PALLAOINO. N. J. . 
AHEARNE. J A , BRADFORD. P A Conml « elpner t. 6pp 13329:349 34X 

Fiche: 90-206. 82/02/24, 0203180099 


0303190392 Reeponde to 680137 Itr re excluelon area* outilde Immediate 
phyelcal plant of reactor Inetaltatlon (. eecurlty area. 

MIRACLIA. F. J. Llcenelng Branch 3. 63/03/09. DOHDEN. A. H 

Affiliation Unknown. Spp. 13309:249. S4X F Iche : 90-306, 83/03/09. 
8203190293 


— 8303190398 Raquatte Info re aicluilon area* outbid* Immediate phyelc 
plant of reactor Installation b bacurlty area. 

DOWDEN, A U Affiliation Unknown 03/01/27 PARR.OD Dlvleiun 
of Llcenelng. 2pp. 12309:391. 34 K Ficha : 90-206. 82/03/09. 

8303190393 




CZOSa'jOll? for-<«Ml» A-atKl li to todowottij A^rtemoot 9-31 tn 
rofpono* to NRC 030310 Itr 

OASHtH-K P Southern Collfornlo Educn Co 83/03/33 3ALT2HAN. J. 
Aooittoht Cltottor for Stott (i Uicotitte Rtlottooo Sg; 13430 330 
24* Picht 50-20*. 83/03/33. 02O339OJ37 


P Coorettng Itcont* attgt docuntntt !> corrttpondente 


t?3030l0001 Add) rttpontt to FOIA request for 30 c«togorl«» of dotumente 
re HURE0-C&*0, NRC Action Plon " Foruards docu'nentt lltttd 
in Aops A n> C Sr D Info partltllq withheld (ref FOIA 
e««.ipelon 3) 

FEtTCM.«/ n Division of Rules end Recorde BI/C8/04 KaDDEN.I-J 
Kei| e. Schol err Fltcpon. Hags Sr Handler 9p() 12730 006 24X 

Fiche 50-333-81/08/04.8203010001 


oaileOA'JJJJ AOViaet or roes ouv re «m»no tv\r/r rvpuewu U'lunyo lew 
dtd 811318 Sr Anend t03/Propo«ed ChAtige 109 dtd 811324 
miller. If 0 Llcente Fee Metiegeaient Drench. 82/03/33 DIETClfif). 
Southern California Edieon Co. 3pp 13137:297. 34K 

Fiche 90-206. 83/03/33. 830304023 3. 


8203030497 Forwerds Frantlin Reeeerch Ctr requeet for eddi inPo re 
Iteted NUREO-0737 Itemi re environ quellf I c etlon of 
tefetg-re lated electrical equipment. Info raquetted ulthtn 30 
degt 

CRUTtHF lELD. D. Operetina Reectort Brench 9. 82/02/23 OlETCHtB 

Southern California Edison Co. 4pp 1 3066 018. 24X 

Fiche 90~20*. 62/02/23.8303030497 


6203130139 Foruerdt reeponte to 811320 riqueet For eddl Info r* reeit 
vtetel overpTesture protection 

BASKIN. K P Southern Callfornie Ed lion Co. 82/03/23. 

CRUTCHFICLD. 0 Operating Reactori Branch 3 7pp 13347: 189. 34* 

Fiche 90-206.82/03/33.8303130133 


3009201041 For-artf* itatui of operating PW2 autlllarg feedwater tg» 
cveluetloni fer iieitlnghouie. C-C S« ESrO NSSS plants 
MaTTHFWS. P n Aurtllarg Sgitemi Brener 00/03/25 BENAROVA. V 
Auilllarg Sytteni Branch Hpp 12768 3 29 24* 

Fiche 50-000- 81 /QQ/0*. 8303010001 


. — 8007240471 OliCuises licensee retpontt to 791221 Itr re containment 
over p reiiu r 1 la t i on potential due to auilliary feedwater 
pump run out flow following rain (team line areak accident 
RUDEf.STCIN. L 8 AdKtant Director for Core Si Containment Sgstemc 
90/07/11 NOVAK, r n Assistant Director for Operating Reactors. 
3pp 03019 357 24/ Fiche 50-000.81/08/04.8203010001 


e200050032 Discusses NUReC-0737 Items U F I 1 t. ll F 1 2 requiring 
Installation of high range noble gas effluent monitors 8. 
provisions for efflurre ronitortng of radloiodines at 
accident cond Itlons, respectively, by 020101 

CRUTCHFtELO. D Operating Reactors Branch 5 82/01/29 OtETCH. R 

Southern California Edison Co 3pp- I2I39 327 24* 

Flch* 90-206.83/01/29.0203090032 


--8203099026 Barple Tecr Spec 3/4 3 3 1. Tables 3 3-6 t. 4 3-3 re 
radiatlcii monitoring instrc-.'entat 1 on General Info S. comments 
on NUREO-0737 tte.-s It F I I S. It F 12 end 
♦ Cf«r«tlr\g Reactors Branch 9 83/01/39 llpp 12139 330 

Fiche 30-306.03/01/29.6303030023 


0203090035 'Tech Specs for Redundant Decay Heat Removal Capability. 
San Onofre Nuclear Generating Station Unit 1." preliminary 
technical evaluation rept 

VOSEL.L J . 3TEVERSCN. J A EGtO. Inc FIN A-6429 8203090035 

B2/01/31 OaNCHEM. J N Division of Licensing IBpp 12172 195 
24* Fiche 30-206.62/01/31, 0203090039 


02f>3240936 Forwards status of Generic Item 6-24, containment purging/ 
wanting during normal operations 

CnuTCHFlELO. B Operating Reactors Branch 9 83/03/17 DIETCH.R 

Eoutharn California Edison Co 19pp 12419 363 34* 

Fiche 50-206. 82/02/ « 7. 6303240936 


8203040422 Notification of B30234 meeting u/Uestlnghouse owners group * 
utils in Bethesda.nO re pressurttsd thermal stoct Issue b 
p t ant-epoc 1 f I c 130-day responses 

VISSINO-O. Operating Reactors Branch 4 62/03/18 STOLZ-J 

Op«T4ting Reactors Branch 4 9gp 13137 IQ7 24* 

Fiche 50-000. 82/02/18. 8203040422 


0203090309 Notification of contract riecutlon. Hod 3 to "Follou-on to 
Qlmulatton of Earthquate Ground Motions for Ban Dnofre 
fli/clear Qeneratlng Station " Contractor Oniv of CA at 
San Diego. 

LITTLE. M Purchasing Bectlon FIN 6-6998 92/02/18 VOLLmFR, R 

^/ACKSON.R Division of Engineering ip 12146 208 34* 

Fiche- 50-20*. 82/02/ 1 8 . 8203030208 


— S2O303O224 Mod 2. eitendlog of period of performance to 821231. to 
‘-FPllu-w-on to Sleulation o( Earthquake Ground Motions for 
San Onofre Nuclear Oenefatlng Station " 

Lt/CO. J e California. Unlv. of, Santa Crui. PERLMAN.J. 
Administrat i va Contracts ErancL. FlM 8-689B. 83/03/16. ip. 

12146 209 34* Flcho 90-20*. 63/02/16. 8303050208 


6203020330 Advises that since no request for technical deviations from 
f«OREO-0737 Itan 111 0 3 3. improved iodine Instrumentation 
under Accident c ond 1 1 1 one. appear tn submittals. NRC assumes 
criteria uiilj 6e met 

CRUTCHFIELD. D Operating Reactors Branch 1 82/02/23. DIETCH, R. 

B-oi/thorn California Edison Cc 2pp 12077.031 24* 

Fiche 30-206, 83/02/22, 8203020330 


8303010094 Forwards compiled info from 001031 t> QlltQA lira re etiviro 
qualification pf safety-related electrical equipment, par 
820217 meeting 

BABKIN. K P eoutherti California Edison Co. 02/02/24 
CRUTCHFIELD. O Operating Reactors Branch 9. 3*pp. 12070.310 21 

Fiche 90-20*. 62/02/24.6203010094 


6203030331 Requests addi c 1 ar 1 f i cat Ion to define status b antic Ipotei 
completion date of mods in response to f4/RE0-0737 Item 
11 F. 1 re noble gas effluent monitor. Four ovarsita drawings 
enc 1 Aperture cards are available In PDR 
BASKlN.K P Southern California Edison Co 82/02/24. 

CRUTCHFIELD. D Operating Reactors Branch S. 6pp. 12099:184. 241 

Fiche 30-206.62/02/24.8203030331 


6203050497 Forwards safety evaluation re adequacy of station elettrli 
distribution sys voltages. Bye design ecctp table. Resul ta of 
verification testing during 82022* outage should be 
forwarded 

CRUTCHFIELD. 0 Operating Reactors Branch 3 82/02/24 DIETCM.fl 

Southern Cal I forma Edison Co 2pp 12134:279 24X 

Fiche 90-306. 83/02/24.8203090497 


24* --B2C3030460 Safety evaluation concluding station electric disteibut 

sys voltges adequate 

e Office of Nuclear Reactor Regulation, Director. 82/02/24, 4| 

12134 277 24X Flchs 90-206.82/02/24.6203030437 


--63030504*2 "Tschotcal Evaluation of Adequacy of Station Electi-lc 
Distribution Sys Voltages for San Onofre Nuclear Generating 
Btatlon.Unlt 1. Selected Issues Program.'* 
aELAN. J C Laurence Livermore Laboratory FIN A-0290 
UCIO-19130 83/01/14 NRC - No Detailed Affiliation Given 

Bpp 12134 201 94X Fiche: 50-206, 82/02/24.8203090457 


8203060110 Notification of 820302 meeting w/utll In Sethesda.IdD to 
discuss procedures used to mitigate pastulated steam line 
breaks * steam generator tube failure. 

PAULSON.W a Operating Reactors Branch 9 83/03/26. CRUTCHFIELD 

Operating Reactors Branch 9. 2pp. 13159:277. 34X 

Fiche 30-206. 82/02/36. 8203080110 


8303100142 Notification of contract elacution. Mod 2 to "FollPw on to 
Simulation of Earthquata OTOund Kbtiona tor San Onofr* 

Nuclear Ganeratlng Statlc>n. " Contractor:R Herrmann. 

little. M Purchasing Section FIN 8-6896 82/02/26 VOLLKEH.A 

UACKSOM.n Division of Englnserlng Ip. 13193 093 24* 

Fiche 90-206. 82/02/26.6303100142 


— 8303100191 Hod 2.aitendlng period of performance to 831330. to "Fol 
onto Simulation of Earthquake Ground Motions for Ban Onofre 
Nuclsar Oeneratlng Btatloft. " 

HERMANN. R 6. Herrmann. R £. PERLMAN. J. Purchasing Section Ff 
0-6098 82/02/26 tp 12193:094 24* Fiche: 50-20*. 82/02726. 

8203 100 1 42 


8303030388 Forwards safety evaluation rapt for SEP Topic XV-6> 
feedwater syt pipe breaks Inside It outside Containment, per 
util 810701 safety assessment rapt. Analysis acceptable, 
pending resolution of autlllary feedwater sys failure. 

PAULSON, N Operating Reactors Branch 9. 82/03/03. DIETCH. R. 

Bouthern California Edison Co. 8pp. 12137:017. 24X 

Fiche 30-306. 82/03/03. 6203050388 


0203080013 Forwards draft evaluation of SEP Topic VI- 4 , containment 
isolation syt. Defined aasls on which specific isolation 
conf iguTstlons judgsd to bs sccsptsbls nscssssry to ssssss 
deviations. Info due in 30 days. 

PAULSON. U Operating Reactors Branch 9 82/03/03 OtETCH, R 

Southsrn California Edison Co 39pp 12194 010 24X 

Fiche 50-206, 82/03/03.8203080013 


B303i00361 8u/ii'<ary of 820316 mteting u/utll (• coniultantB r« 
prtttntatlon of addi uorli on sit* spsctfic «pBctra 
appllcabl* to ttltmic r*~*val uat ton Agenda for netting 
ii»/0*oee 1 (nces Branch end. 

PAULSOM, W A Operating Reactor* Branch 5 02/03/03 Operating 

Reactor* Branch 5 30pp 12167 339 3<)X Flcha. 90-306. e2/03/03< 

0303100361 


8303090339 Foruard* Page 3. Inodvertentlg omitted from S30334 submittal, 
re environ <iuat If Icatlon of electrical etiulpnent 
KRieOER.R U Southern California Edison Co 82/03/04 
CRurCHFlEUO. 0 Operating Reactors Branch 3 3pp 12163 196 24X 

Flch* 30-206. 82/03/04. 0203090239 


8203120362 Advises that revlou of addl info re envlrdn quel 1 f I c at 1 on of 
equipment for nuclear po-uer plant* Indicate* enough detailed 
Info has been received to support just 1 f lea it on for Interim 
safe operation Revlou ongoing 

CRUrCHFIELO. D Oparating Reactor* Branch 3 82/03/08 OIEICH.R 

Southern Cal If ornlA Edison Co 2pp. 12247.130 a4x 
Flch* 30-206. 02/03/08. 0203120262 


8203230013 Foruard* monthlq rept* of aislgnad Multtplant Actions 
0-39.0-4 l« F-41 for period ending 820303 

TRAMMELL. C M Operating Resetor* Branch 3 82/03/08 EI6ENHUT. D 0 

Division of Licensing NOVAK. T H Assistant Director for Oprrattng 
Reactor*. 4pp. 12421.074 24X Flchs 30-000.82/03/00. 0203230013 


6303110001 Osnettc Ltr 63-04 to ell licensee* of operating plants, 
applicants for OL ti holders of CP re use of INPO SEC-IN 
program 

EtSENHor. 0. 0 Division of Licensing 02/03/09 ItAUSPuRO. A 
Consolidated Cdieon Co of Nau York. 2pp. 12231 031 24X 

Flcha: 30-000. 02/03/09.0203110001 


0203120176 Bubmlts eddl Info re environ qualification program beta 
radiation analgtls on aqulpmsnt other than eapossd cable 
Inside conta 1 nihant. per 020201 roquesl 
BA8KIH.K P Bbuthsrn California Edison Co 63/03/10 
CROTCHFIELO. D Operating Reactors Branch 9 Ip 12246 187. 24X 

Flch* 30-206. 02/03/10. 0203120176 


8203120333 Provides Info required to resolve open issues ro auclliarq 
ftsdueter sg* revltw Identified In 020119 meeting 
BABKIN.K P. Southern Callfornle Edison Co 82/03/10 
CRUTCHFIELD. 0 Operating Reactor* Branch 3 2pp 12249 037 24X 

Flch* 30-206. 02/03/ 1 0, 0203 1 20333 


— 6203120334 Proposed Tech Spec 4 1 9 re au/lllarg fesduater pumps t. 
valves. Sketch of recommended concept for eualltary feeduster 
eg* (• description of sgs used for Indication of auilllarg 
feedwater flow encl. 

* Southern California Edison Co 02/03/10 3pp 12249 039 24X 

Flche 30-206. 02/03/10. 0203120333 


B203170138 Forward* review of completed assestmsnts for SEP Topics 
XU-l re tnerease in fcaduater flow. XV/-2 re steam sg« pipping 
failure 1. XV-17 re steam generator tube failure. In reeponee 
to NRC 011027 <4 1207 raqueste 

KRIEOER.R U Southern California Edison Co 02/03/12 
CRUTCHFIELD. D aperatlng Reactor* Drench 3 2pp. 12314.273 24X 

Flche: 30-206. 02/03/12. 0203170138 


8203170207 Forward* comment* on design basis event reviews. SEP Topics 
XV-3. XV-19. XV-4, XV-0. XV-t2 t, XV-16 per 010826. 1221, 1 1 19 t. 18 
requests. 

KRieOER.R U Southern California Edison Co 82/03/12 
CRUTCHFIELD. D Operating Reactor* Branch 3 2pp 12313 202 24X 

Flche; 30-206. 02/03/12,8203170207 


82031701B3 Forwards Info re flood protection feature* for NRC use In 
prepertng assessments of SEP Topics tl-3 A. "Hgdrologlc 
Oeic r Ip t Ion" 11-3 B. "Flooding Potential 6 Protection 
Requlramsnts. " 

HRIEOER.ru Gouthern California Edison Co 02/03/13 
CRUTCHFIELD, 0 Operating Reactor* Branch 3. 7pp 12314 001 24X 

Flcha: 30-206. 82/03/13.8203170183 


0203170196 Respond* ta 820217 request for Info re Oeneric Actlvltg 
B-24. containment purg Ing/ventlng during normal operation* 

Info will be provided bg B20323. 

KRIEOER.n.U. Southern California Edison Co. 02/03/13. 

CRUTCHFIELD. D. Oparatlno Reactor* Branch 3. Ip. 12314:112 24X 

Flche; 30-206, 82/03/13, 8203170196 


8203170266 Advise* that seismic consideration* were applied to 400-voH 
switchgear I. b29-volt dc switchgear 2. station battarg 1 t< 

Inverter 3. Seismic withstand capabltltg of alt electrical 
component* us* enhanced bg elevated anchorage. 

BABKIN. K.P. Bouthern California Edison Co. 02/03/13 

CRUTCHF IELD, 0. Operating Reactor* Branch 9. 2pp. 12312:334. 24X 

Flcha. 50-2D6. 82/03/13. 8203170260 


0203170339 Disagrees u/NfiC 020217 Hr re masonrg wall evaluations under 
SEP Topic ttl-6 Nonlinear inelastic ttr*e historg anaigses 
demonstrate capaettg of moorg walls to ulthstand 0 67g 
Houtner ground notion Addl info will be submitted 020430 
BASKIN. K P Bouthorr, California Edison Co 02/03/13 
CfiWTCHFlf.LO. 0 Operating Reactors Branch 3 2pp 12321.201 24X 

Flche 30-206. 02/03/13. B203170339 


0203220166 Advises that IMI Action Plan Hem II K 3 3 ts 
resolved per util 800806 cc.-e-ltment NRC will request 
reporting requirements be Incorporated In Tech flpet* 

CRUTCHFIELD. 0 Operating Reactors Branch 3 02/03/13 OlETCH. R. 

Southern California Edison Co 2pp 12362 136 24x 

Flch* 30-206.02/03/19.820322016 6 


8203310046 Forwards request for addl info re pressurlted therra 1 
shock- Info should be submitted bg 02<)43O 

CRUTCHFIELD. D Operating Reactors Oranch 5 02/03/19 OIETCH.il. 

Bouthern California Edison Co 6pp 12466 396 24X 

Flche 30-206.02/03/19.0203310046 


0203240230 Forwards request fur addl Info to complete review of 
submittal re TMI Action Plan Horn II 0 1. *'RCG Vents *' Info 
required althtn 60 dagS of date of Hr 

CRUICHFIELD.D Operating Reactors Drench 9 02/03/16. OlEtCVI-D. 

Bouthern California Edison Co 3pp 12396 100 24X 

Flch# 30-206. 02/03/16. 0203240290 


0203230191 Ac k receipt of B20II9 1 tr providing comments on criteria & 
methodologg for seismic re-evaluation re SEP Topic 11 1-6 
Response to com-ients will he provided bg 020331 
KRIEOER. R U Southern California Edison Co. 02/03/17 
CRUTCHFIELD. D Operating Reactor* Oranch 9 Ip 12413 360 24X 

Flche 30-206. 02/03/ 17. 0203230191 


8203310264 Informs of dolag In seismic re-sva 1 ua 1 1 on of cable trega du«- 
to analgsl* requirements 6 bg access ilmltatlaiis during 
plant operatl on. Comp I B 1 1 on eipected bg 020412 
BABKIN.K P Oautharn California Edison Co 02/03/22 
CRurCHFIEI D. 0 Operating Reactor* Branch 3 Ip 12493 193 24X 

Flche 30-206. 02/03/22.8203310264. 


0203260146 Forwards RavHloo 2 to operator r equal 1 fl Cat 1 on program t. 
addl training requirements to be incorporated in initial 
training program 

BASKIN. KP Southern California Edison Cp 83/03/24 

CRUTCHFIELD, 0 Operating Reactors Oranch 9 4pp 13422 293 24X 

Flch* 30-206. 02/03/24,0203260146 


--0203260147 Revision 2 to operator requal 1 f I ca 1 1 on program 

* Southern California Edlfon Co 03/07/31. 14pp 12433 2'//. 
24X Flch* 30-206,02/63/24.0203260146 


O Inspection report*. tC Dulletine L correspondence 


8203020439 Responds to IE Bulletin 01-03. "Flow Dlockage of Cooling 
Vistsr to Oafetg Ogs Compprtsnts bg Corblcula Gp lAsistlc 
Clam) (. Mgtilus Op (Mussel). ' Preventive ralnt program 
revised Cooling heat eichangers disassembled twice gearig 
RAV.H B 8outl.ern California Edieon Co 02/02/16. ENDElKEN. IT H 
Region 3. Office of Director. 2pp 12000: 160. 24X 

Flche 90-206. 02/02/16.0303020439 


0203160430 Forwards IE Insp Rept 30-206/83-03 on 830110-22 1. notice of 
violation. 

BOOK. H. E Division of Radiological Bafatg & Safeguards Program 
02/03/32 PAPAV.L T Southern California Edison Co 2pp 
12309 340 24X Ft che : 90-206. 03/02/32. 82031 60430 


— 8203160443 Notice of violation from Icisp on 020110-22. 

YUHA8.0.P Division of Radiological Safetg & Oafeguards Program 
82/02/22 2pp 12309 390 24 X FI ch e 90-206. 82/02/22. 0303 1 6043U 


--02O316O449 IE Insp Rept 30-206/02-03 on 030116-22 Noncomp 1 1 anc e nPted 
feilura to follow radiation protection procedure t. failure 
to properly rept rsdlologual environ .sonltorlng results. 

YUHA8.0 P . WENGLAUSKI.r A . DOOH. H E. Division of Red io 1 og ic a I 
Oefetg «. Safeguards Program 62/02/19 7pp, 12303:392. SdX 
Flcha 90-206. 83/03/22. 0303160438 


8203030204 Advl sat that IE Info Notice 02-01. Re vl *1 on 1. “Auklllarg 
Ftaduatar Pump Lockout Resulting From Uastlnghouse U-3 
Switch Circuit Mod" uas sent to listed utils 

* Region 3. Office of Diractor. 82/02/26 Region 3, Office of 
Director Ip I209S 340 34X Flche 30-000.62/02/26.0303030264. 


0203160139 Forwards IE Insp Rept 30-206/62-02 on 620123-29 No 
none amp 1 lance noted 

SIERNBEBO.O M. Region 9, Office of Director 02/02/26 PAP/IV. L 1 
Southsrn California Edison Co 2pp 12299 173. 24x 

Flch*. 90-206, 02/02/26. 0203160139 



proc •<fur**> nonrout I n* rpportin) progrpm 2> fotlouup of 
regional ofc roguoit* 

MORNCR. J U > ;UET210.0 S Region 9. Office of Otrector. S3/03/S9. 
JOpp 13299 177. 24* Flc.lo 50-206. B2/02/86. 0203160139 


0203100361 Acl receipt of 320204 Itr Infornilng NRC of steps tehen to 
correct vloletipns noted in tC tnsp Rept 30-206/31-40 
BIERMBESO.O M Region 9. Office of Director 02/03/01. PAPPV. L T 
Southern Collfornle Edison Co IP 12177 302 24X 

Ftche 90-206. 83/03/01 >03031 0026 1 


--8203100269 Responds to NRC 811231 Ur re vloUtldht noted in IC Insp 
Rept 90-206/81-40 CorTeetlvo octloas digital readout 
Inditetor callPr will be fomaltted prior to neit mejor 
outage 6 process parameters will be tdenttfled dtiflng mods 
PAPPV, l T Southern California Cdteon Co 82/02/04. 

ENOEt-lteN. R M. Region 9, Office of Director 4pp 13177 303 34X 

FUhe 90-306. 32/03/01.8303100261 


9203390163 Forwarae IC Inep Rept 50-206/62-04 on 830104-39 (■ notiio of 
violation 

BTEngEflO. & 11 Division of Hasidant. Reactor Project 6 Engineering 
Progrars 62/03/03. PAPAV.L. f Southern California Edison Cp. 

2pp 12430 018 24/ Fiche 90-206.63/03/03.6203290162 


— 8203390169 .Votlce of violation fror Insp on 820104-39 

nlLLER.U F Division of Resident. Reactor Project ti Engineering 
Program* 02/03/03. 2pp 12430 020 24X FI c he; 30-206. 02/03/03. 

B203290I62 


--0203290168 tE tnep Rapt 90'206/82'04 on 830104-29 Noncomp 1 lanco noted: 
failure to perform dosign review 6 testing of mode t> Include 
acceptance criteria In surveillance procedures 

MILLER.C . PEMDD9CA. M . /HErztO.O B Division of Resident. Reactor 
Project tc Engineering Programs 02/03/02. Opp 12430:022. 24X 

Fiche 90-206.02/03/03-8203290162 


8203100938 Notifies that IE info Notice 82-03. "Environ Tests of 
Electrical Terminal Blocks." was Issued to listed llcanteas 
on 620304 

a Region s. Office of Director. 82/03/04 Region 9. Office of 
Director Ip 12103 243 . 24X fiche 90-000.02/03/04,8303100538. 


8203160279 Advises that IE Info Notices 82-04. 'Potential Oaflcloncg 
of Certain aQabTAT E-7000 Series Time-Salag ftalavs" *• 

82-09. "Increasing fraguency of Orug-Ralated Incidenta." 
ware issued to listed utils on S30310 

s Region 9, Office of Dlractar 82/03/10 Raglon 9, Office of 
OiroctOT ip 12298:3 1 5 2451 FUhe 30-000.62103/10. 0203160279. 


8303170976 Forward* evaluation t> reguest for add! Info re proposed 
stean generator insp prog ram Proposed agenda for future 
naetlng concarnlng tube It sleeve wall flawe enc I. Reeponee 
requested within 30 dags. 

cntiTCHElELO. 0. Operating Reactors Oranch 9. 62/03/11. DIETCR. R. 

Eouthern Celtforitla Edison Co 7pp. 13321; 194 . 24X 
FlChe 90-206, 02/03/ 11. 8203170976 


6203160339 Advlss* that anc 1 IE Info Notice 82-06. "Fallura of Steam 
Oenarator Prlaiarg Bide Manwag Closure Btude. " wee itsued to 
lieted licensees 

a Region 9, Office of Director 82/03/12 Region 9, Office of 
Director Ip 12307 213. 24X F I che : 90-000, 82/03/12, 820316033?. 


S203220368 Advises that IE Info Notice B2-07. "tnadequete Security 
Screening Programs." wa* Issued to listed llceneaee on 
820316 

• Region 3. Office of Director. 62/03/16 Region 9. Office of 
Director Ig 12362 297 24X Flth* 50-000.82/03/16,8303230368 


8203310304 Agrees to use four crlterte Identified In NRC 611210 eafetg 
evaluation of Uestinghouaa approach to turbina disc insp 
f reguenc 1 et for future disc inapt. 

SAStilbl.K p. Southern Cailfornia Edison Co. 03/03/34. 

CRUTCHFIELD. 0. Operating Reactore Branch 9. ip. 12499 039 24X 

Fithe 90-306, 82/03/24.8303310304. 


6203310277 Act receipt of 820323 Itr Informing NRC of steps talan to 
correct Vloiatlone noted In IE Insp Rept 90-206/62-03 
BOQA.H. E. Region 9. Office of Director 63/03/26 PAPAY.L. T. 
Southern California Cdleon Co Ip 12439.146 24X 

f Icha. 90-206, 88/03/26.6203310277 


6203310281 Reaponda tg NRC 820223 Ur re vlolattone noted in IE Inep 
Rept 90-206/82-03. Correc tlve actions : radl ostront ium analgels 
resolti Ulll be formellg tubml t tad. 1980 annual rapt to bs 
amanded & whole hodg count procedure revleed. 

PAPAV.L t. Southern California Edison Co. 02/03/23 

EMOELKEN, R. H Roglon 9, Off leg of Director 9pp 12499 149, 84X 

F l c h e : 90 -20 6. 82/ 03/26, fi2033 10277 


8303290490 Forwarde monthlg operating rapt for Fab 1981 

CURRAN. J M Southarn Californle Edleon Co. 81/03/10. Office i 
Manegement and program Analgete Ip 12411 080 24X 

Ftche 90-206.81/03/10.8303390490 


— 8203290493 Monthlg operating rapt for Fab 1981. 

JDY.J Southern California Edteon Co 01/03/10 9pp 124ll;< 
24X Fiche 90-206. et/03/10. 82033904 90 


8203290499 Forwards monthlg operating rept for Mar 1981 

CURRAN, J n Southern California Edison Co 81/04/12 Office i 
Management and Program Analgete Ip. t24lt.Q86. 24X 

Flcho 90-206, 81/04/12,8203290499 


--02O325O461 Monthlg operating rapt for Mar 1981. 

OOV.J. M. Southarn California Edleon Co. 81/04/12 9pp. 
12411 <587 24X Ftth* 90-206,01/04/12,0203290455 


0203390339 Forwarde monthlg oparatlng rapt for Apr 1981. 

CUnnAN.J.n Southern Cal t fomia Etieon Co Bl/05/i4 Office i 
Management and Program Aoalgsl*. Ip. 12412 Oil. 24X 
Fiche: 50-206, 81/05/14. 8303290309. 


— 0203290391 Monthlg operating rept for Apr 1901. 

JOY. J Southorn California Edison Co. 01/09/12. 9pp 12412:1 
24X FlCho 90-206.81/09/14.0203290309 


8203290399 Forwarde monthlg operating rept for Mag 1981. 

CURRAN. J M Southarn California Edleon Co. 81/06/08. Office i 
Management and Program Analgete. Ip. 12411 234. 24X 

FI the; 90-206, B 1/06/00, B203290399 


— 0203290397 Monthlg operating rapt for Mag 1901. 

WALOA.R Bouthern California Edison Co 0t/O6/OB 9pp. 
12411:239 34X Fiche. 90-206. 81 /06/OB, 8203290399 


8203290399 Forwards monthly operating rept for Juno I96t 

CURRAN. J M Southern California Edlfon Co. 81/07/07 0fr{ca..i 

Management and Program Analyst*. Ip. 12411:176. 24x 

Fiche: 90-206. 81/07/07- 8203290399 


--S203350404 Monthly operating rept for June 1981. 

RAIDY, T Bouthern California Edison Co B1/07/0S 9pp. 
12411 177 a4X Fiche 90-206, Bl/07/07, 8203250399 


8203290407 Forward* monthlg operating rapt for Jul 1981. 

RAY.H G. Southern California Edison Co. Bl/00/12. Office of 
Management and Program An* ly* i *. Ip. 12409:193. 24X 

Flcha: 90-206. 81/08/12.6203290407 


--8203290410 Monthly oparatlng rept for jut 19BI. 

RAIOY, T. Southern California Edison Co. 81/08/07. Opp. 
12409:194. 24X Ft ebs 90-206. B1 /08/12. 8203290407. 


8203290413 Forward* monthly operating rapt for Aug 1981. 

RAV.H. B. Southarn California Edlion Co. 81/09/04. Office of 
Management and Program Analgele. Ip 12411:199. 24X 

Fiche: 90-206. BI/09/04.8203290413 


— 0203290416 Monthly operating rapt for Aug 19B1. 

RAIOV. T Southern Caltfornta Edison Co. 81/09/04. 6pp 
12411:160 24X FI c he : 90-206. 81 /09/04. 8203290413 


8203290421 Forward* monthly oparatlng rapt for Sept 1981. 

RAV.H B Southern California Edison Co 81/10/13 Office of 
Management and Program Analytie. tp. 1241 1-. 151. 34K 

Flehe:90-206,BI/10/13. 8203290421 


— 8303250439 Monthlg oparatlng rapt tor Sapt 1981. 

RAtOV.T. Bouthern California Edison Co. 81/10/03. 7pp. 
12411:152. 34X P Iche: 50-206. 81 /lO/ 13.8203250421. 


B203290426 Forward* monthly operating rapt for Nov 1961. 

RAY.H 6 Bouthern California Edleon Co. 81/13/14. Office at 
Management and Program Analgele. tp. 13411:298. 84X 

Fiche: 90-206. 61/12/14.8203290426. 


—6203290443 Monthly oparattnp rept for Nov 1961. 

RAIOY. T. Southern California Edlton Co. 01/12/03. 6pp. 
12411:289. 24X F|ch* 90-206, 81 /1 2/ 14, 8203290426. 


0203290430 Forward* monthly operating rept for Dec 1981. 

RAY.H 0. Southarn California Edlion Co 83/01/14. Office of 
Management and program Analgele. Ip. 12411:067. 34X 

Fiche 90-206, 62/01/14, 0203290430. 


DOCKETED ITEMS 


~~B303290440 Konthlg operating rept for Dec 19S1 

RAIOY. r. Souttiarn Celtfornla Edleon Co 09/01/09 9pp 
134tl;0/rQ. a4X Ftcha. 90*90/>. 09/01/14. B203950430 


8203290433 Foruardt month Ig operating rapt for Jan 1963 

RAY. H B. Southern California Edlton Co 02/02/10 Office of 
Menagement and Progran Anaigilt Ip 12411:094 24X 

Fiche; 90-20&, S2/09/10. 0203390432 


'-~B20399043G Monthlg operating rept for Jan 1983 

RAIOY. T. Southern California Edlton Co 03/02/03. Opp 
13411:099 24X FI che 90-206. 02/03/ 10. 8203390433 


8303090412 Foruardt "Oaml annual Effluent Rep t. Jul -Dec. 1901 " 

RAV.H B. Southern California Edlton Co 82/03/01. ENOELKEN. B H. 
Region 9. Office of Director. Ip 13136:198. 34X 

richer 90-306. 02/03/01.8203090412 


--8203090413 "Semiannual Effluent Rept. Jul-Oec. 1981 

• Southern California Edlton Co. 81/13/31. 33pp. 12136: 199 

S4X Fiche: 90-906.82/03/01.8303090413 


S Reportahle occurrencet. LERt t< related corretpondence 


8903010364 Foruardt LER 02-004/01T-0 Detailed event analgili tubmltted 
RAV.H. B. Southern Callfornle Edlton Co 09/02/13. ENOELFEN. R. H 
Region 9. Office of Director 3pp. 13069:243. 24X 

Fiche: 90-206. 82/03/19. 6203010364 


--820301026B LER 83-004/01 T-0: on 020129. c hlor Ine retldual In circulating 
water tgt eiceeded Tech Spec llmltt during normal operation 
Cauted bg air operated valve controlling flow to circulating 
water tgt falling doted. uhlle Injection pump continued 
RAY. M. 8. Southern Californio Edlton Co. 02/02/12. Region 9. 
Office of Director Ip. 12069 246 94X Fiche. 90-906. 02/09/12. 

8203010364 


0303100326 Foruardt LER 02-002/03L-0 Oatelled evtnt enelgtlt tubmltted 
RAV.H B. Ooutbern Callfornle Gdlton Co 02/02/16 ENOELKEN.R. H 
Region 9, Office of Director. 2pp 12101:939 24X 

Flchc: 90-906. 82/09/16.0303100996 


— -B903100233 LER B9-002/03L-0: on 090I2B. containment Itoletlon valve In 
reactor coolant letdown 1 Ine. C9-926. f el 1 e d to dote on flrtt 
two remote manual dote atteraptt Cauted bg blocking lever 
dropping Intuff ic tentlg. Initalled actuatort to be replaced. 

RAY. H. B. Bouthern California Edlton Co. 89/03/16 Region 9. 
Ottlce of Dlrettor, Ip, 131S1 337 24X Fiche 90-206. 82/02/ 16. 

8203100396 


0203340360 RO: follow-up on 830212 itr re Injection of todlum 
hgpochtorite Into cooling water tgt above allowable limit. 
Continuing engineering evaluation hae get to confirm cauee. 

Addl Info wilt be eubmltted bg 030601 

RAY. H. B. Southern Callfornle Edlton Co. 89/03/01 ENOELKEH. R. H. 

Region 9. Office of Director. Ip. 12394:190. 34X 

Fiche: 90-206. B2/03/01. 8303340360 


0303100364 Forward! LER B3-006/99X-0. De tail ed event analgtlt tubmltted. 
RAViH. a. Southern Callfornle Edlton Co. 02/03/03. ENOELkGN. R. U. 
Region 9. Office of Director. 3pp. 12177 299. 34X 

Fiche: 90-206. B2/03/03. 8203100364 


8303100370 LER B3-006/99X-0. on 81 1 120. ref ue ling water tank level 
decreatad ti iphera eump actuation Increatad. Cauted bg water 
leaking through containment eprag block velvet CV-82 t. 

CV-114 duo to opon Ifolatlon valve. 

RAY.H.B. Bouthern California Edlton Co. 02/03/03. Rtglon 9. 
Office of Director Ip 13177:301 34X Fiche: 90-306. 83/03/03. 

8303100364 


0203340343 Foruardt LER e2-003/99X-0 Detailed event enelgtlt tubmltted. 
RAV.H. B. southern Cellfornla Edleon Co. 82/03/09. ENOELHEN. R. H. 
Region 9. Office of Director. 2pp. 12396. 169. 24X 

Fiche: 90-306. 83/03/09, 8303340343. 


— 8203340346 LER B2-003/99X-0: on 81 1213. contr ol rod C-7 ttuck during 
etartup l< wai freed after repeated manlpu latlon. Cauted bg 
dropped rodlett due to falluro of weld attaching tupportlng 
vane to rod cluetor control (RCCI hub.RCC to be replaced. 

RAY, H B. Bouthern California Edleon Co 82/03/33. Region 9, 
Office of Director. Ip. 13396:191. 24X Fiche: 90-306. 82/03/09. 

0203240343. 


0303240418 Foruardt LER 82-007/03L-0 Dotatlod eveRt analgtlt tubmltted. 
RAY.H.B. southern Callfornle Edleon Co 82/03/09. EHOELKEH, R. H. 
Region 9. Office of Olroctor. 2pp. 12399: 074. 34X 

FIcht; 00-306. 83/03/09, 8303240418 


— 8203240431 LER B3-007/03L-0 on 830308. tout*) taltwater cooling pump 
(0130) declared inoperable Cauted bg random failure of 
dlicharge fretture twitch. P8-39 Pretture twitch replaced 
raV, H B Southern California Edison Co 02/03/09 Regl nn 9. 

Office of Director Ip 13399 076 34X Fiche 90-206.02/03/05. 

0303340410 


03032902B6 RD. during tteem generator Intp program, eecondarg tide 
leakage teat revealed three tubai leaking of rate of 2 dropa 
per minute In hot leg tide of tteam generator C Tube* will 
be plugged during current outage 

RAV.H 0 Oouthorn Callfornle Edlton Co 02/03/18 ENOELHEH. R M 
Region 9. Office of Director 2pp. 12430- 360 24X 

FIcht 90-206. 82/03/18. 8203290206 


T Hearing tranecrlptt on non-ant I trus t mattarm 


0303290366 Foruardt portlont of hearing tranicrlptt In which FEMA 
ultnetset tattlfled. in retponte to 820316 Itr H/o enc 1 
CHRtSTENOORV. E Haarlngt Olvltion 03/03/29 PERRY. 0 M Federal 
Emergancg Managamant Agancg Ip. 12433 013 24X 

FIcht 90-000. 02/03/39. 8203290366 


U. Congretalona l/E«ec ut Ive Corretpondence 


8303110128 Ratpondt to 820129 Itr Hang Ittuei ralted are before ABLO t> 
A6LA8. Independent detlgn verification program being 
conducted bg OA Co. NRC evaluating reactor prasaura 
ambrlttlamant quettlon 

DIRCKO. H J Office of the Eiecuttve Director for Operallono. 

82/02/29 DELLUnO. R.V. Houte of Rap 2pp 12313 202 34X 

Fiche 90-206. 82/02/29. 02031 10120 


--B2031I0131 Raquettt NRC overrule NRR Director 311116 daclelon denglng 
requett for revocation or euepantldn of Unit 1 OL Unit 2 
low power teat llcente thould be deleged until independent 
audit conducted. 

DELLUnS. R V. liouee of Rep 82/01/29 PALLADIhlO.N J 
Coirmlttlonert 3pp 12213 204 34X Fiche 90-306.82/02/29. 

0203110120 


DOCKET 90-213 HAODAM NECK PLANT 


F Becurltg. medical, emergancg i> fire protection plant 


0203040077 Reepondt to 011020 commenta on propottd rule change to 
change deadline for Implementation of prompt notification 
tgt t* 820110 Itr Ttquttllng eiientlon of Impleavtntetlon to 
020001. Requett Por attention denied. FR notice encl. 

ElSENHUr.O 0 Olvltion of Licenelng 03/02/03 COUNBlL.tl 0 

Connecticut Yankee Atomic Power Co. C0ia98IL*lf. O. Northaaet Nuclear 
Energy Co (tubs of Nor theaet Ut 1 1 1 1 1 eti 6pp 12130 197. titX 

FIch* 90-000, 82/02/03.8203040077 


8203100934 Forward! notice of violation for failure to comply w/n30301 
deadline for eetabllehlng prompt public notification tgt ptr 
10CFD90 94 ti App E. Civil penaltlet will be proposed for 
llcenteat completing Inttalletlon after 830301 
DEYOUNO.R C. Director's Office. Office of Inepectlon end 
Enforcement 82/03/13 C0UN9IL.U. O Connecticut Yankee Atomic 
Power Co 3pp 13217:118 34K FUht : 90-313.83/02/12. 8303100524 


— 8303100933 Notice of vlolatldn for failure to coinpIg u/e3020l deadlii 
for eetatllthlng prompt public notification tgt. 

DEYOUNO.R. C. Director's Offlct. Office of Inspection and 
Enforcemant. D3/03/13 ip 13317:131. 34X F 1 che : 90-31 3. 

83/03/ 1 2. 83 03 1 00 934 


8203030119 Act receipt of 620119 Itr infarmlng NRC of etept token to 
correct vloletlont noted in IE emergancg pTeparednaee 
appraleat. 

HAYNGS.R.C. Region 1. Office of Director. 82/02/33 COUNSIL.H 0. 
Connecticut Yankee Atomic Power Co. ig 12106:318 24X 

F 1 c h e : 90 -2 1 3, 83/03/33. 8303030 1 1 9 


--820303D123 Ac k receipt of NRC 611319 Itr 8. emergeneg preperednets 
appralial Identifying eeven Itcmc needing further action. 
Corrective at t lone: emergancg organliatlon set up t, personnel 
trained In functional areal listed. U/o encl. 

COUNBIL.UO.. OPEKA. J F. Connect 1 cut Yankee Atomic Power Co. 
83/01/19 HAYNEQ.R C Region I. Office of OIr actor. 6pp 
13106:319. 34X Fiche: 90-213. 83/03/23, 83030301 19. 


0303090749 Foruardt fire protection App R review for facility 
L App E fire lone/cabla routing Ident 1 f teat Ion drawings. 

COUNSIL. U 0- Connecticut Yankee Atomic Power Co. COUNSIL. W. O. 
Northeast Nuclear Energy Co. (tubs, of Northeast Utllttleel. 
83/03/01. EtBENHUT.D- 0- Olvltion of Lleentlng. t4pp. 12170:364. 
34X Fiche: 90-313, 82/03/01 . 0203090749. 



FlCft*: 50-000, B1/OB/0<», H?030J0001 


- -8203090798 App E fir? icne/cabl? routing K) pntl flcat Ion drAutngs. 
S*v«nt««n ov«rtti» drpulngt rnci Aperture cerdi ar* 
pvPllable In POR 

• Nortk««»t uttittiti eaf03f3t app lai 70 a/o aex 

Fiehe 90-213. a?/03/0l. 0303090749 


8303190094 SuP"-lt» upCetPb project »c^e4o\» e» preuipt notification 
jlpntAlv ttjtui repts wM 1 te tut>rltted until etc declared 
dperetlonal 

COJNSIU.W 0 . CAO.'.EflA. J P- Mort.leJtt utilities 82/03/09 
EISE/JHur.DO Olvieion of Lit ertplng IBpp 12396.300 34X 

Flftte 3O-C00. 82/03/09. O20313O094 


B203I901I9 Relteeet public version of revised etnsrpenev plen 
Imp I extent log procedures 

F6LT09. J. H Division of Rules end Records 82/03/11. DOcuxient 
Msnepsnsnt Sesneh IP 12372 262 247 Flcbs 90-2l3> 82/03/1 (. 

B2031901 19 


--9203190493 Forworos public version of revised exterpenep plan 
loip lementinp pr ot educes > Inc lud ing Procedures EPP 19-2 re 
notification 6 t o"-unU ot Ion t, EFP 1 9-7 re radiological 
dose apsessieent 

COOMSIL. M 0 . l/ERNEn.ft P Connecticut Vankee Atomic Pouor Co. 
82/02/29 EISCNMOT.O C Division of LUentmg |p 12372 265 
S4X Ficbe 90-213. 02/03/11. B203I90I19 


-■6203190499 Public version of revised ersrgencg plon I'Xiplsxvsnt Ing 
proc eduree. Inc ludlng Procedures EPP 1 9-2 re notification ti 
cop-ivnlc ott on. EPP I 9-7 re T oPlol op icel doss eesessnent t, 

EFF 1 9-36 re containment curie level estimation. 

* Connecticut Vanket Atomic Peuer Co. 82/02/09 76pp 
12372 266. 24if Fiche 90-213. 02/03/ 1 1 . 82031901 19 


8203290297 Requests limited eie.:;ptlOn from requirements of 10CFH73 21d2 
6 10CFR73 2te until 820430 fod to filing c a b Inat. dtsl gnat Ion 
of all drawings as safeguards info 6 Installation of locking 
bars t> locks at (itllstone mill be completed Og date 
CCUA31L.U e Connacticut fankee Ato.nic Pouor Co COiyNStL.W 0 
tCortbeast Mj< leer Enorgg Co Csubs of Hortbesst UtlllLlssl 
CnuNSJL.U O Northedst Utilities eervUs Co 82/03/30 
ElSCWMul.D 9 Division of Licensing 3pp 12428294 24X 

Flcbs 50-000. 82/03/20. 0203290297 


kJ. Insurance 6 Indemnitg Information 


8203290103 Foruerds Cndorsei-snt 8 to KELIA Binders E0-19 6 EO-16. 
Endorsement 76 to MELlA Policy NF-1 73, Cndor eemen t 10 to 
NELIA Binder EB-II 4 Endorsement 71 t« fCLlA Policy NF-131 
StfflSI.J H. Marsh 6 McLennan, inc ■ H t, K Nuclear Consul tants , inc . 
Dlv 02/03/16 SALTIM.4N. J Antitrust t> Economic analysis Branch 
lUtllltg Finance 1 6PP 12114 321 24X F I the 90-000, 82/03/ 16. 

0303290109 


P Operetlng license stage documents 4 correspondence 


8203010001 Addl response to FOIA request for 30 categories of documents 
re NtlREO-0669. -NflC Action Plan '• Foruerds documents listed 
in Appt A. 6. C 4 0 Info partially ulttiheld (ref FOIA 
Etcmptlnn 91 

FELTON. ^J M Division of Rules and Records 81/08/04. MADDEN, T. J. 
Kiys.QcholeT, FtsrisBn.ttSyS 4 Handler 9pp 12790 006. adX 
Flclie SO-330. 81/09/04.8203010001 


- -BOOSl 20937 ForuardS licensee accident analysts for main staam line 
break Inside containment Requests safety evaluation ra 
Increased contalntrent pressure 4 potential return 
to reactor pouer 

BENAROYA.V. Auilltary Systems Orench 80/02/15 NOVAK. T 
Reactor Systems drench BUTLER. U. Containment Systvnt Branch 
2pp 12793 129 34X Fiche 50-000. 01/08/04.8203010001. 


— 6009290001 Foruerds safity evaluation suppi rs containment over 
pressurl lat Ion potential due to auilllery feedwater run out 
flaw follnuing main steam line break 

Rt/BENStCIN. L Assletent Director tor Core 4 Containment Syetems 
80/09/ 16 tVOVAH, T Assistant Director for Operating Reactors. 
2pp 12733 :104 24X F 1 c he: 50-000. 91/08/04. 8203010001 


— 8009280032 Safety evaluation suppl re containment overpressur l tat ion 
poteiktlel due to autlllary feedwater run out flow following 
main steen line break 

• Asetstant Director for Core 4 Containment Systems 90/05/16 
Ip. 12793 106 24X Fiche 50-000. 91 /06/04, 8203010001 . 


'8203010060 Forwards code numbers for operators as aselpned by 8 7tr«i 
of Analysts 4 TeChoology. inc U/o end 

FLEMINO, S Connecticut Vankae Atomic Power Co. 00/07/09 
COLLlNS.P F. Operator Clisnslng Branch. tp. 19759.192. 24X 

Flehe 90-000,01/00/04,0203010001 


— 8203010123 Forward P util 800919 Itr Facility review hat low priority. 
W /0 encl- 

KENOALL. R. NRC - No Detailed Affiliation (Jlvan NRC-03-79-1 10 
00/10/06 FERTNER.K. Franklin Inst i tute/Frank 1 In Retaarch Cirler 
Ip 12792 198 24X Fiche 90-000. 81/08/04, 8303010001 


-'0203010173 FocuardS util Itr Indicating prngreSd Coward Imp 1 erne ntltl; 
of control guide auilllery feedwater automatic initiation 
clTcultry. PUR llcsnstes should provide astlniated to<npllain.e 
schedules U/o Uttl Itr 

SATTERFIELD. R NRC ~ Ho Dstatled Afftllatlon (71 van 80/09/12 
NOVAK. T NRC - No Oetelled Affiliation Olvan tp 12792 222 
24X Fiche 90-000,01/08/04.8203010001 


0203020306 Advises that second operator workshop will be hel<t on 
020316 4 17 in Boston. MA Attendance of licensed shift 
ptrsonnel requsstsd Topics to hs dlscuStcd listed 
EI8ENHVT. 0 0 Division of Licensing 02/02/12 COUNStL.M 0. 
Northeast Nuclear Energy Co (subs, of Northeast UtllltlssI 
COVNSIL. N <7 Connecticut Venkee Atomic Power Co. 3pp 120 V 2 : 327 
24x Fiche 50-000.83/03/12.8203020306 


8203010330 Forwards requested addl Info re response to THI Action 
Item I.A 1 I • shift Cachnlcal advisor. Info consists of 
name. nuclear eipar lenc e. c ol lege courses completed 4 
training for each nondagreed shift technical advisor 
COUNStL.U O Connecticut Vantes Atomic Power Co COUNSIL.W Q 
Northeast Nuclear Energy Co. (tubs of Northaaet Utllltlesk. 
82/02/19 CRUTCHFIELD. 0. Ogeratlng Reactore Branch 5 4pp. 
12069 067 24X Flcha 90-000. 82/02/ 19, 82030 10230 


8203010239 8ubmlte addl Info rs SEP Topics XV-0. "Control Rod 
Misoptration, ■* 4 XV-12. "Spectrum of Control Rod Ejection 
Accidents," per NRC &11304 request 

COUNSlL.kf 0 Connecticut Venkee Atomic Power Co- 82/02/19 
CRUTCHFIELD. 0. □peratlng Reactors Branch 9 2pp. 12069.074. 24* 

Fiche 90-313, 02/02/19. 8203010239 


0203020919 Application for amend to Licenses DPR-61 . DPR-21 4 OPII-A9. 
reviling Tech apses to reflect organl lettonel title changes 
COUnSIL.U O Conntcticut Vankse Atomic Pouer Co COUNBlL* H 9 
Northeast Nuclear Energy Co. isubs of Northeast UtUltlesl. 
82/02/24 CRUTCHFIELD. 0 Operating Reactors Branch 9 CtARH.N. A 
Operating Raactors Branch 3 3pp 13083:147. 24X 

Flcha 90-000. 82/02/24. 8203020919 


--6203020940 Proposed revisions to Tech Spec* reflecting organl ratkoni 
tltls changes. 

t Connecticut Vankee Atomic Power Co. • Northaest Nuclear Cnari 
Co (subs of Northeast Utllltlas) 82/03/20 26pp 12003: 190 
24X Fiche 90-000. 02/02/24,8203020919 


B303090470 Forwards requests for addl Info re ervvlTon qualification o 
saf ety-relats d electrical equipment. Info needed to complete 
review Info requeeted within 30 days. 

CRUTCHFIELD. D Operating Reactore Branch 9. 82/02/29. COUNBIL.H' 

Connecticut Yankee Atomic Power Co. 7pp. 13134: 146 24X 

Fiche 90-000.82/02/29.8203090470 


8203110046 Urges continued attdntlon to 8EF 4 steps niceaearg to 
espedlte completion of integrated eafaty asseesmant for 
fee 1 1 it let. 

OENTQN.K.R. Office of Nuclear Reactor Regulation* Olractor 
82/02/29. COunSIL.U 0. Connecticut Yankee Atomic Pouer Co 
COUNSIL.W. 0 Northeast Nuclear Energy Co. (subs, of Northeeet 
Utilities) 3pp 12230:289 24X FI c he 90-000. 02/02/29. 0203 I 1004& 


--B2031I0093 Foruarde listing of BEP topic comnt tmante. schedule d 
eubmlttal dates 4 actual submittal dates. LI stings 
demonstrate sincere commitment to completion of BEF. 

COUNSIL.U 0 Connecticut Yankee Atomic Power Co. COUNSIL.W 9 
Norcheatt Nuclear Energy Co. (tube, of Northeast Utilities). 
02/01/09 01BCK9. W fi Office of the Eiecutlve Director for 

Operations l4pp 12330 280 24X Fiche : 90-000. 02/02/29. 

8203110046. 


8203090366 Forwards final evaluation of SEP Topic tX-1, fuel storage 
Facility fuel storage sys meets current acceptance 
criteria 

CRUTCHFIELD, 0 Operating Reactors Branch 9. 62/03/01 COUHSII-.W 

Connecticut Yankee Atonic Power Co 6pp. 12137 003 24X 

FlCht; 90-213. 82/03/01. 8203090366 


COUNSIL. U.O. Northeast Nuclear Energy Co. (sub* of Northeast 
litllltles) CQUNStL.U 0 Connecticut Yankee Atonic Pouer Co 
32/03/01 EtBENHUT.D 0 Division of Licensing 7pp. I2I37 330 
24X FI Che; 80-000. 03/03/01 , B2030B0433 


CRUrCHFIEUO. 0 Operating fleactors Branch 3. S2/03/09 C0UN3IL.U 0 

Connecticut Yankee Atoirtc Power Co 4pp 1231'/ 170 84x 

Flchs 90-313.03/03/08.03031/0306 


B303000&04 Submits addl ioPo requested In NRC 811310 Itr to complete 
evaluation of SEP Topic XV-7, "Reactor Coolant Putrp Rotor 
Boilure t< Shaft Break *' 

COUNStL. U 0. Connecticut Yankee Atomic Power Co B3/03/01 

CRUTCHFICLO. O Operating Reactor* Branch 9 3pp I31&0 174 34X 

Flche 90-313. 83/03/01. 8203080604 


B3030BOOOI Advises that SEP Topic V-ll.B.RilR interlock requirements 
c onp I B ted. 

CRUTCHFIELD. D Operating Reactors Branch 9 83/03/03 C0UN8IL. U 0 

Connecticut Yankee Atomic Power Co 3pp 13198 304 34X 

Flche 90-213. 03/03/03.6203000001 


6203080330 Forwerds evaluation of SEP Topic 111-0 A. loose parte 
monitoring t. core barrel vibration program Response 
requested In 30 dags. 

CRUTCNFIElO. D Operating Reactors Branch 9 82/03/04 COUNSIL.U 0 

Connecticut Yankee Atomic Power Co 4pp 1214? 294 34X 

Flche: 90-313. 82/03/04.0203080338 


8303130303 Forward* add! Info re degraded grid voltage. In response to 
NRC 811134 raque ft. Uo I tag e traces 1. tables re proposed 
llctnet amend surveillance requlremente enc I 
C0UN81L. N. 0. • OPERA* J F Connecticut Yankee Atomic Powor Co 
82/03/04. CRUICHFIELD. 0 Operellng Reactors Branch 9 tlpp 
13397: 333 34X Flche 90-313.83/03/04.8303130303 


--8303130307 Annunciator Response Procedure ANN 4. 14- 1 . Rev t * I on 3. "Bus rl 
Level Two Trip. “ 

e Connecticut Yankee Atomic Power Co 02/01/11. 3pp I33V7 333 
34X Flche: 90-313.83/03/04.8303130303 


--0303120312 Annunciator Response Procedure ANN 4 1 4-3. Revi s 1 on I. "Dus 8 
Level Two Chennel Failure " 

e Connecticut Yankee Atomic Power Co 83/01/11 Ip 13397 339 
a4X Flche 90-313.83/03/04.0203130303 


--8303170310 Draft technical evaluation of ”BEP Topic Vtl-i A. Isolation 
of Heat tor Protection Sgs from Nonsafetg Bgs " 

MORKCN. 0 3 Energy Engineering Oruup, 0049.J. 112/03/18 i9pp 

13319 1/4 34X Flche 90-313.83/03/09,0303170306 


0303170344 Forwards safety evaluation 1. draft technical evaluation of 
SEP Topic Vtl-S re E5F sys control logic (. design Facility 
meets current licensing criteria 

CRUTCHFIELD. D Operating Reactors Oracicn 9. 03/03/09 CDuNBII. .M 0. 

Connecticut Yankee Atomic Power Co 9pp 13313 010 34X 

Flche 90-313. 03/03/09. 0203170344 


--8303I7034B Draft technical evaluation of “ 8 EH Prog ran Topic VI I -3. 
E 8 F Bys Control Logic t> Oeslgii '' 

flORKEN. 0 J Energy Engineering Group. 00970 DRFT 03/01 /:’9 
9pp 13313 033 34X Flchs 90-313.03/03/09.8303170344 


0303130304 Ac k receipt of 801331 respunse to trll Action Plan Item 
11. R 3 3. “Roportlng Relief Valve t. Bafety Valv® Failures & 
Chellenges " No furtlier review planned Item rosolved 

CRUTCHFIELD. 0 Operating Reactore Branch 9. 83/03/08 CCUNCIIL.MO 

Connecticut Venkee Atomic Power Co 3pf, 13249 137 34X 

Flche 90 000. 83/03/00.8303130304 


8303390013 Forwards monthly repts of assigned Hultlplant Actions 
Q-99.D-4 t. F-41 for period ending 030309 

TRAMFELL.C H nperaltng Reactors Branch J 03/03/08 EIHLNIUn.l) 0 
Olvtsion of Licensing 4pp 12431 074 24X Flche 90-000,02/03/08, 

8203390013 


03031 10001 Generic Ltr 03-04 to ell licensees of operating plants, 
applicants for OL 1. holders of CP re use of INPtl BEE-tN 
program 

EI8ENHUT.D0 Division of Licensing. 63/03/0.9. HAUSPCinO. A 
Consolidated Edison Co of New York OIBE. 0. P Niagara llaliowik Power 
Corp LYE. H P Northern Indiana Public Service Co 3pp. 

12391:031 24X F I c he 30-000. 83/03/09, 02031 lOOOl 


— 8303120316 Annunciator Response Procedure ANN 4 14-38. "Bo* 0 level 
IhTBb Trip. " 

s Connecticut Yankee Atomic Power Co Q3/01/I1 3pp 13397 336 
34X Flche 90-213.83/03/04.8203120303 


— 8203120319 Annunciator Response Procedure ANN 4 14-29. "Bus 8 Level 
Three Channel Failure." 

e Connecticut Yankee Atomic Power Co 83/01/11 Ip. 13397' 338 
24 X Flche: 90-213.02/03/04,8303130303 


--8303130333 Annunciator Response Procedure ANN 4 1 4-6. Revi slon 3. "Bus 9 
Level Two Trip." 

e Connecticut Yankee Atomic Power Co. 83/01/11. 3pp 12397 339 
24X Flche: 90-313.83/03/04.8303130303 


— 8303120336 Annunciator Response Procedure ANN 4. 14-7. Revi slon 1 . "Bus 9 
Level Two Channel Failure " 

s Connecticut Yankee Atonic Power Co. 83/01/11 Ip. 13397 241 
24X Flche: 90-213. 83/03/04,8203130303 


— 0203120329 Annunciator Response Procedure ANN 4 14-30. "Bo* 9 Level 
Thres Trip “ 

« Connecticut Yankee Atomic Power Co 83/01/11. 2pp 12397 343. 
24X Flche: 90-213.82/03/04,8303130303 


— 8303190198 Annunciator Response Procedure ANN 4. 14-31. "Ous 9 Level 
Three Channel Failure." 

e Connecticut Yankee Atomic Powor Co. 02/01/11 tp. 12297.244. 
a4X Flchs: 90-213.02/03/04.8203120303 


830316028B Application to anand License DPR-61 consisting of changes 
to Tech Bpscs 3. 6 . COTS cooling sgs L Figurs 6 2 2. station 
super intenden t. 

C 0 UN 8 IL. U. 0. . FEE. H. F. Connecticut Yankee Atomic Power Co 
82/03/04. CRUTCHFIELD, D Operating Reactor* Branch 9. 3pp 
12308:087. 24X •Flche: 90-213, 92/03/04. 8203160288 


— 0203160292 Proposed revision to Tech Specs 3 . 6 . core cooling sys t> 
Figure 6 . 2. 2. stat ton superlntendant. 

« Connecticut Yankee Atomic Power Co. 83/02/20 3pp. 1 2308' 090. 
24X Flche: 9<$-21 3. 82/03/04, 8203160280 


8203160940 Forwards Science Af p 1 1 ca 1 1 ons. Inc request for addl Info ra 
tfdnEO-0737 Items I.A 2. 1 b 11 B. 4 on upgraded senior L 
reactor operator training (. training for mitigating cora 
damega Responsa raquastad within 30 daga 

CRUTCHFIELD. 0 Operating Reactor* Branch 9 03/03/09 COJNOIL.il 0 

Connactlcut Vanksa Atomic Pousr Ca 7pp 12308 219 24K 

FUha 90-213.03/03/09.0203160940 


8303300214 Forwards amended pump tooting program in response to NHC 
concern* r* relief requests 

C0VN9IL.il 0. Connecticut Yenkee Atomic Power Co- 62/03/19 
CRUTCHFIELO, 0 Operating Resctors Drench 3. 2pp 13490:214. 24X 

FUh* 90-313.82/03/19,8303300214 


--82033002I9 Poop testing program. 

« Connecticut Yankee Atomic Power Co 82/03/31 lOpp. 
12490 216 34X Flche 90-213.02/03/19.0303300214 


8203340346 Request* addl Info ra TMl Action Plan Item 1 1 8 1 re RCU 
high point vent* Info should be submitted within 60 dags of 
Itr receipt 

CRUTCHFIELD. 0 Operating Reactore Branch 9. 02/03/16 COUN'JIL. H 0. 

Connecticut Yankee Atomic Power Co 9pp 13394 IB9 24X 
Flche 90-313. 83/03/16. 0303340346 


8303220144 Forward* safety evaluation for SEP Topic XV-3. "Lose of 
Eiternal Load. Turbine Trip. Loss of Condenser Vacuum. Steani 
Pressure Regulator Failure " Consequences of limiting event 
are In conformance w/ 6 RP criteria 

CRUTCHFIELO. 0 Operating Reactor* Branch 9 82/03/17 CnUNOJU.W 0 

Connecticut Yankee Atomic Power Co 6 gp. 12362 124 24X 

Flche 90-313. 83/03/17. 8203320144 


B30322015B Forwards request for addl info to complete review of 6 tP 
Topic VI-1 re organic mail* & post-accident chsA«lstrg. 

CRUTCHFIELO. D Operating Reactors Branch 9 02/03/17 COUNOIL.U 0 

Connecticut Yankee Atomic Power Co 3pp. 12362 209 24X 

Flche 90-313. 82/03/17. 0303320198 


0303390366 Forward* Amend 47 to License DPR-61, safety evaluation U 
notice of Issuance & aval lability. Amend approves changes to 
Tech Space to ensure accuracy of control rod poBtlon 
Indication sys 

CRUTCHFIELO. D Operating Reactors Branch 9 82/03/ 19 COUNSIL.H O 

Connactlcut Yankee Atomic Power Co. 3pp 12413:120 24X 

Flche 90-213, 02/03/19,0203390306 


38 


DOCKETED ITEMS 


--eSOSZaOBW Aflend 47 to Llconts OPH-61 . approvlnj chango* to App A of 
Tfth Bp»i» to oriiur* acturatg of tonttol too potttton 
IndKAtlon «g«. 

CBOTC^'F iEl-D • 0 Opetottog Heat tort Qtaach 3 82/03/l'J I2pp 

12412 131 24X FlcOg 90-213. 02/03/ If. 8203250206 


— 8203250291 Safot^l avaluatlon tupportlng Am»nd 47 to Ltcontf OPR-61- 
• Offl€« of MuclaJf Hpacldr Rfgulaticn. Olroctor 89/03/19 4pp 
124 12. |43 24X FieOf 90-213- 02/03/19. 02O323O2B6 


-'8203230293 Notlca of Usuancf & avallabllltv ot A«i»nJ 47 to Ultenio 
OPn-61 

CHUTCHPIElD. D Opft-ating n*acCori Dranch 3. 82/03/19 2pp 

12412 147 34X FIcAf 30-213. 82/03/ 19,0203230206 


8203290288 Forwards agenda to safflg aosastmpnt r»pl* for 8EP Toplts 
II-3 A.hydrologlc description & II-3 C. safatg-rplated water 
supply lUWSl 

C0U.93tI..M 0 Connecticut Venkee Atomic Power Co 02/03/22 
CRuTCHFlEuO- 0. Operating Reactors Rranth 3 lOpt 12433.304. 24X 

FlcAO 30-213.82/03/22. 8203290288 


8203990311 Sulolts addl Info re elsetrlcal protectton of motor operated 
valves. In response to NRC evaluations of SEP Topic lll-lO A. 
thsrmal overload protection for motors of motor opsrated 
valves IEEE article enc 1 

COUN'SIL.U 0 Connecticut Yanles Atomic Power Co. COUNSiL.M C. 
Nortoeast Nuclear Cnergg Co Hubs, of Nortbeast Utllltiss). 

02/03/22 CRUTCHF IElO* 0 Operating Reactors Dranch 3 12pp. 

12433 323 24* F I c be: 50-000, 02/03/22. 020329031 1 


8203260091 Forwards safety evaluation of submittals ra SEP Topic XW-13. 
spactruRi of control rod fjactlon accidents ( sgs ) . Po ten t la I 
radiological conseguences of events to be addressed in 
sepsrate eveluatlon. 

CRUTCHFIlEO.O Operating Reactors Orancb 3 82/03/23 COUNSIL.U 0 

Connecticut Yankee Atomic Power Co Opp 12422' 170 24K 

Flcbo 90-213. 02/03/23, 8203260051 


8203290206 Forwards saFety evaluation re response to 5EP Topic XV-Q. 
-Control Rod fllsoperatlon - Analysis accep tab le. Revl ew 
complate 

Cfll7TCHF|£tO. D Operating Reactors Orancb 5 02/03/25 COUNSIL.U 0 

Connecticut Yankee Atonic Power Co. 3pp 12499.363 34X 

Ftcbe 30-213, 02/03/25. 0203290206 


8903300319 Nbtlflcatton of 820407-00 msitlngs w/LUL. EOtO. utl» L 
URS/ElUNE In San Francisco. CA to discuss current status of 
S£P Topic 111 6 rt seismic anatysts 

TROPF, C Optratmy Raactors Branch 5 82/03/86 CHUTCHFIELO. 0 

operatlny Reactors Orancb 3 2pp 12462: 104 24X 

Fiche 50-213. 82/03/26. 8203300313 


8203110006 Forwards l£ tnsp Rept 30-213/81-17 on 01 1207-020117. No 
ngncong 1 tance noted 

STaRGSTECKI, R. Division of Project I. Resident Programs 62/02/19. 
COUNSIL U 0 Connecticut Venkae Atonic Power Co 2pp 12214: U15 
24X Fiche 90-213. 02/02/ 19, 02031 1C086 


■0203110103 IE Tnsp Rapt 90-213/81-17 on 811207-820117 No 
nonconpllance noted Major areas Inspected : fee 1 1 1 ty tours, 
log t< record revl aw. 1 1C ensee action on previous insp 
f Ind 1 rigs. LERs S. plant design changes. 

eniTH. T H . EUSA80ER. T C Division of Project <• Resident Programs. 
82/02/18 7pp 12214:017 24* FI cbe: 30-21 3. 02/02/19, 82031 10066. 


0203030119 Act receipt of B20119 Itr Informing NRC of steps tekuri to 
correct violetlons noted In IE emergency preparedness 
appralsel 

HAYIvES.R C Region 1. Office of Director 82/02/23 CDUNBI L. U 0 
Connecticut Yenkae Atomic Power Co. Ip 12106:318 24X 

F I Che : 90-213, 83/02/23.82030301 19 


— 8203030122 Act receipt of NRC 611319 Itr 6 emergency preparedness 
appraisal Idantltylng savtn items nasding furtpar action 
Correctlva actions emargancy organtiatlon sat up l< pirsonnal 
trained In functional areas listed U/o anc I 

COUNBIl.U. 0 , OPERA. J F. Connecticut YAAkaa Atomic Power Co. 
62/01/19 HAYME8.H C Region 1. Office of Olractor 6pp. 

12106 319. 24X F Icbc 90-213. 82/02/93. 82030301 19 


8203160900 Forwards IE Safaguards tnsp Rapt 90-213/91-19 on 811123-33 
ti nottca of violation. 

MARTIN. T T Olvlslon of Enginearlng 6 Technical Programs. 02/02/24 
C0UN8IL. U. 0 Connecticut Vankta Atomic Power Co. 2pp. 13309.013 
24X Fiche 90-213. 02/03/24.8203160900 


--8203160504 Notice of violation from tnsp on BlI 123-25 

MARTIN. T T Olvlslon of Engineering 6 Technical Programs. 
82/02/24 Ip 12309 015 24X Fiche 90-213. 82/02/34, 8203160900 


—8203160912 IE Safeguards Insp Rapt 90-2I3/B1-I9 on 811123-29 
Noncompliance noted : fa 1 lure to establish t> follow sys of 
written matt control 6 accounting proeaduras to account for 
all BNM procaased. 

DELLA RATTA, A. . OOOY. A T. Division of Engineering 6 Tcchnicpi 
Programs. 82/02/03 6pp 12309 016 24* Flcha: 90-213. 82/0a.*34. 

0203160900. 


0203030464 ACk racalpt of 620201 Itr informing NBC Of staps taken to 
correct violations noted In IE tnsp Repts 90-213/81-14. 

30-249/82-01 & 90-336/02-01 

HAYNES. RC Region 1, Office of Director 82/02/26 COUNSIL.W 0 
Northeest Nuclear Energy Co (subs of Northeast Utllltlasi IP- 
12099 306 24X Fiche: 90-000. 82/02/26. 8203030464 


8203310242 Forwards final evaluation of SEP Topic Ilt-IO B. "Pump 
Flywheel Integrity." Review consldarad complete I. evaluation 
will be basic input to Integratsd assessment for facility. 
CRUTCHFIELD. 0 Cperatlng Reactors Branch 9 82/03/26 COUnOIL.U. 0 

Connecticut Yankee Atonic Power Co. 7pp 12499:136. 24X 

F 1 c h • 90-21 3. 82/03/26, 8203310242 


Mettni 6 c orraspondenc e 


' on 820309-07 No 

t< Operational Support, 
omlr Power Co. 2pp. 


noncompl ianc e 
4 annual 

raparadnass 4 
24X 


comply w/820201 

syt par 

for 

1 and 

inkae Atomic 
12. 8203100924 


w/820201 deadline 

on and 
•90-213, 


— 6203030473 Responds to NRC 811219 Itr re violations noted In IE tnep 
Repts 90-213/01-14.90-249/82-01 4 90-336/82-01. Correc tlve 
actions: forwards Revision lO to e.mergoncy p Ian. Ravi a 1 on w/o 
tncl. Matting w/NRC, FEMA 4 State of CT proposed. 

COUNSIL.U 0 Connecticut Yankee Atomic Power Co. COUnBIL. U 0. 
Northeest Nuclear Energy Co. (subs, of Northeast Utllitlas) 
CQUNStL.H 0 Northeest Utilities Service Co 82/02/01. Ruglon 
I, Office of Director. 4pp 13099:309 24X FI c ho : 90-000. 

82/02/26, 8303030464 


B303090440 Forwards IE Info Notice 82-01, Revl si on I. "Auiniery 
Feedweter pump Lockout Resulting From Uettlnghouse W-2 
Switch Circuit Nod." Revised Table I Is also encl to 
clarify circuit diagrams No written response required. 

HAYnEB. n C Region i. Office of Director. B2703/S6. O'TOOLE. dO. 
Consolidated Edison Co. of New York. CCXJNB IL. U. D. Connecticut 
Vsnkts Atomic PowsT Co CAREY, d. J. Ouquasne Light Co. 9PP 
12134:177 24X Flc he: 90-000. 82/02/26. 8203090440 


8203310291 Forwards IE tnsp Rapt 90-213/02-01 on 820118-0231 Mo 
noncomp 1 lance noted- 

BTAROSTECKl.R. Division of Project 4 Resident Programs. 82/03/12. 
COUNSIL.U. O. Connacttcut Vantae Atomic Power Co 2pp 13494:347. 
34X Fiche: 90-313. 82/03/13. 8203310391. 


--8303310394 IE tnSp Rapt 90-213/83-01 on 820 1 1 0-033 1 . Nd noncomp I tanca 
noted. Major araas tnapectad: tour of facility, log 4 rocord 
review, llctnsta action on pravlous Insp f Indtngs, LERs 4 
survelllanca 4 fire protactlon. 

BMITh, T H. , ELBA88ER, T. C. Division of Project 4 Resident Program* 
02/03/12. Bpp. 13434:349. 24X F Iche: 90-213, 83/03/13, 8203310391 


6203310333 Forwards IE Info Nottca 82-06. "Failure of Btaam Oeneratmr 
Primary Side Kanway Cloture Studs " No written response 
required. 

HAYNES, R.C. Region I, Office of Director. 83/03/12. O'TOOCE. U. 0. 
Consol Ideted Edison Co. of Ntu York. FIEDLER. P.6. Denersl Public 
Utllitlas - OPU Service Corp. OaRRITY. J. H. Matna Yankee Atomic 
Power Co 9pp. 12493 084. 24X flcti *. 90-000, 82/03/13. 820331 0333- 



12320:071. 24X FUhe :3O-a00. 02/03/ 1 9. 02031 70486 


83033S0361 Forward* IE Info Nottc* G2"07. "Inodaquat* Security 
Screening Prdgra.ns '' No written roiponie required. 

HAVNE0.R. C. Region 1. Office of Director B2/03/16 G'TOCUC.J D . 
O'TOOLE. J D Contolldeted EdUon Co of New York. CQU.NStU. U 0 
Connecticut Yankee Ato-nlc Power Co 3cp 13433 073 SAX 
Flche. 30*000. 03/03/ 1 6. 8303310361 


R Periodic operating report* t. related corre ipondence 


B303S3033I Monthly operating rept for Jan 1981 

BEEOE.M Connecticut Yankee Atomic Power Co ut/OS/13 3pp 
13414 366 34X Flche 30*313. 01/03/13.8203330331 


8203300333 Forward* monthly operating rept for Aug |9Bl 

0RAVE8. R H Connecticut Yankee Atomic Power Co 01/09/11 Office 

of Menagenent and Program Analysl* Ip. 13414 333 34X 

rich* 30-313.01/09/11.0303330223 


— 0303330229 Monthly operating rept for Aug 1991. 

ANDERBON. 0. Connecticut Yankee Atomic Power Co 01/09/14 9pp. 
13414 234 34X Ft c h* : 30-213. 81 /09/ 1 1 . 8303230333 


8303330333 Forward* monthly operating rept for Oct 1981 

ORAVEe. R H Connecticut Yankee Atomic Power Co 01/11/08 Office 
of Management and Program Analyti* Ip. 13414:374. 34X 

Flche: 30-213, 01/11/00.8303330333 


--0303330336 Monthly operating rapt for Oct 1981 

ANOERBON.D Connactlcut Yankee Atonic Power Co 81/10/00 lOpp 
13414:370 34X FI c he 30-31 3, 01 /It /OO. 0303330333 


6203330410 Forward* monthly operating rapt for Nov 1901. 

ORAVEB. R. H Connecticut Yankee Atomic Power Co. 81/13/07 Office 

of Management and Program Analyili Ip 13363 336 34X 

Flche; 30-313. 81/13/07. 0203330410 


--8203330414 Monthly nparatlng rept for Nov 1981 

ANDERSON. 0. Connecticut Yankee Atomic Power Co 01/13/07 lOpp 
13303:337 34X FlcM 30-313. 01 / 13/07. 02Q323Q410 


0203030911 Forward* "0enlannual Radioactive Effluent t. Ua«tt Olspoeal 
Rept.Jul-Oec 1901. '■ 

0RAVE8.R. K Connecticut Vonkee Atomic Power Co. 83/03/33 
Director'* Office. Office of tn*pectlon and Enforcement Ip 
13099.093. 34X Flche. 30-313. 03/03/33, 820303091 1 


— 8303030914 “Semiannual Radioactive Effluent 1. Uatte Oitpoeal Rept. 
Jul-Oec 1901 ” 

* Connecticut Yanke* Atonic Power Co 62/03/33 99pp. 

13099:036. 34X F Ic he : 90-313. 03/03/33. 8303030911 


B20316043B Forward* “Annual Operating Rapt. 1901." 

CDUNBIL.W 0 Connecticut Yankee Atomic Power Co 810436 83/00/01 

HAYNE.R C Region 1, Offlco of Director Ip 12306 177 34X 

Flche: 90-313. 63/03/01. 0303160438 


— 8203160434 "Annual Operating Rept>190t.'‘ 

a Connecticut Yankee Atomic Power Co. 03/03/01. 69pp. 

13306 1 70 34X Flche: 90-313. 83/03/01,0303160438 


S. Raportabla occurrence*. LER* (. related correepondence 


0303030434 Forwanl* LER 83-003/03L-0 

0RAVE8.R H. Connecticut Yonkte Atomic Power Co. 03/02/17. 
HAYNE3.R. C. Region I. Office of Director Ip 13094:010 34X 

Flche: 90-313. 02/03/17. 8303030434 


UAVI6. I Anaiyeie « recnnoivyy. tnc uunveu* u. 

Connecticut Vanlee Atoxic power Co Ip 13770 3C0 3dX 
Flche 90-000.01/00/04.0203010001. 


— 8303030170 Inform* of 000707-00 eite vl*lt by Analyei* t. Technology. I 
to collect info In lupport of NRC raae*e**ment of 
requirement* re selection, tra ining 6 licensing of nuclear 
power plant perionnol Cooperation requostod. 

COLLINS. P F. Operator LIceneinq Oranck 00/09/13 ORAVEB. R II 
Connecticut Yankee Atomic Power Co 3pp 13770 347 24X 

Flche 90 - 000 . 81/00/04. 0203010001 


6303020306 Advlae* that second operator uorkehop uilll be held on 
030316 6 17 In Boston. MA Attendance of licensed shift 
personnel requested Topics to he discussed llstBd 
EISENHuT.OO Division of Licensing 83/03/13 CQUASIl.W O 
Northeast Nuclear Energy Co (sub*, of Northeast Utilities) Jpp 
13093 323 24* Flc ho 90-000, 82/03/12, B203030306 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Sacurlty. medical, emergency 6 fire protection plans 


0303010371 Denies 810109 request for eiemptlon from lOCFR App E 
requirements re installation of prompt notification sy* 
Implementation on eys required by 020201 

EI6ENHUT.D. 0 Division of Llcanslng B3/03/08 FIEDLER. P D 

Uertey Central Power 6 Light Co. 7pp 13076 394 34X 

FIcha 90-219. 82/03/00. 0303010371 


0303100909 Forwards notice of vlolallon for failure to co-iply w/03OaOl 
deadline for establishing prompt public notification syi per 
10CFR90 94 6 App E Civil penalties will be proposed for 
licensees completing installation after B30301. 

DEVOUNO. R C Director's Office. Office of Inspection and 
Enforcement 03/02/12 CLfflK.P R Oeneral Public Utilities - OPU 
Service Corp 3pp 12217 197 34X Flche 30-219,83/03/13. 

0303100989 


— 0303100993 Notice of violation for failure to comply w/820301 deadll 
for establishing prompt public notification sys 
OEYQUNO. R C. Director's Office. Office of Inspection and 
Enforcement 82/02/13 Ip 13317 190 34X Flche 90-319. 

82/03/13. 0303100909 


8303030373 Forward* status of early warnttig siren sys as of 03030D 
Approi 717. of si/s installed. 

FIEDLER. PB General Public Otllltlas - OPU Service Corp 02/03/32 

HAYNES, R C Region 1, Office of Director Spp 13094 033 34X 

Flche 30-319. 03/03/33. 8203030373 


6303030204 Act receipt of 811319 Revision II to physical security plan 
Revision acceptable Comments wlthlrBld (ref 10CFR2 7901 
CRUTCHFIELD, 0 Operating Reactor* Branch 9 82/03/33. FIEDLER. P. (I 

Jersey Central Power I. Light Co. 3pp. 12103.336. 24X 

Flche 90-319. 82/02/23. 0303030204 


6303160493 Forwards statu* rept re Facility early warning siren sys. 
Siren sys ran be activated by Ocean County Sheriff Dept to 
provide prompt notification to populace within required 
19-mlnute time frame 

CLARK. P R. General Public Utllltld* - <JPO Service Corp B3/03/03 
HAYNES. RC Region I. Office of Director 3pp. 13309 073 2AX 
Flche 90-219. 02/03/03, 8303160493 


H. General correspondence 


6303170439 Forwerds Township Commlttae resolution opposing Imposition 
of fine on util for failure to Install one of 46 required 
siren warning sy* by 820301. 

GRANT. D R. Lacey Township. NJ 63/03/09 Commissioner*. 2pp. 
13319 369 34* Flche 90-319. 82/03/09. B303170439 


— B20303043I LER «3-003/03L-0; on 030130, loop 3 steam generator feedwater 
flow tranemltter failed hlgh.Cauted by failed 400 cycle 
Inverter. Inverter repleced t. feedwater flow tranemltter 
returned to eve. 

OUJNN. M Connecticut Yankee Atomic Power Co, 02/02/16 Region 
I, Office of Director Ip 13094:011 34X Flche. 90-213. 83/02/17, 

8303030434 


eE«E?vrRr" ^ e"-ors...„t 

fat6Ts63^- 

24X Flth,. 80-000, B3/03/04 ,qm|oTO 3M 


^^gIbetv'u ^"'■“®'’<<‘ Endor..mBnt* 76 & no <» •. * 

SALTZMAM PubUc UtlHtle.°-^PM‘’D*'^* Policy NF-164. 


P operating lie 


«■ '“’■Po^Pandence 


»V*. profe.jlonal opinion 


Involvin, '"»l-i"ii 1. IJ.allM.r".'"*!'''' 



Fi.»„ M-000. V ■»;";2i 


0303020314 Advise, th,* . 

830316 t, 17 in Boston. MA^AttanH*'^*^*”^ <vorkahop uilU pg k 

-u ^iv, 82/03/12,8203020314. 3pp. 12092:329. 24X 


8203010233 Foruards svalii,i»i 


8303080167 SuOalt, addi InPa 

w-t;. v-'""*- 




6203020133 Submit* c*»4- 

igxppHSiS:--" 

ei8FNHUT,0. 0 ‘^tHltla, - Qpu o,,. , 

^“^.^30-219, 82/0^;^3.‘S2oS52oS‘S3"“"^- 


"“1=5. 

ElSENHUTio.o °'Sl vlii*’”’’ ' ** »tilitle, -“opS^SerW 
Fiche: 50-219. B2/02/ax ^°2/23. 


0203100045 Advise, . 

MrLl,eR,lJ.o “°J » t” 71 of F9AR «< 


B20303O27O Clarlf... ,. 

FIEBLER.P b a *">P»ct on public. P»^*MBtion um 

CROTCHFIELD. 0® Soeiefi^*' UtUltl., - cpu B. . 

''‘'''•^““®‘’-®2'«='®=.82S5o^25o“''’ =»• 2PP" ?2S$7:29r"24X- 


8203030465 k . 

position re NUneo-oya/'^r*®* '■•'luastlna 
loolBtlon on Hlob ”• F- 4. 2, "Contl?k '^'~*''®*UBttan 

monitored On.*’*®" •**'• *<tl on. •• Ventlian„ * 

FIEDUER.p'b, Cenorii'o**'^*”*"® Apertur**’*”*^ '“"‘tantly 

CRUTCHFIELD, D nlfi t^tnitlej - cp5 n"'*,*' 


on of util 




1 . 00 : is/u. 


6203030^22 Adrfl f 




rtch,.80-ai9, 82/03/03,8203080008 “ «21»4:006 


8203090038 Dlscusso, B103Pn k 


8203080347 Foriiieka. 

":?rr’rr“""^2iSL'% 

cRUTCHRELDrs"""5p^?“;{;;s 

Power 4. Llahrcr* !*'*"*"' ®2/03/04; FIEDll-R, 

Flohe: 50-219, 82/03/04, 82030^3$?; ‘2149:170. a4X 


** ‘•-hnlcal eveluetlor 




rich*. 50-21 9, 82/03/04, BaoaiaoaSa. ‘^249.095. 24x 


8203120147 Update, 820303 t f « k 

FIEDLER, ^“2"°* PPPvlded. ‘““‘Ion, of new equipment 6 
24 X°r‘k* S'' N°*lMr^eacto^ Reeii‘*t?‘ " B-rvlce Corp. aa/c 

24)CFlch,:50-a,9,B2/03/o5,8M3?|o{;^.‘°"' ‘P- ^247^ 


to®«**f °“”*”*’‘"””*fc‘ch!Il[eno.":.'^ ‘^-^' ""•PPPtlno R.ii.p v. 




8203170292 Forward* final . , 

Structural Intearito rlsrS '‘‘“P*': ”1-7 D, "Cont 

«< provide, assurance tha^ coIS*? '’•'''‘‘’’’"•d •atl.factoMiu 

Fi*cbe*art*"S?*''*‘ FO“»r 6 Light'co'^* ar*"'**.*’ ^^7Q3/0B. FIEDU 

Flcbe. 50-219,62/03/08, 82031702«; ‘23‘3”*9. a4X 


8203110001 Generic Ltr B2-Oa k 

EISFMWIIT n „ _. ‘PB-U SEE-IN 


ants. 


eiSENHUr.D.O. Dlvlc. ---- .PB-U SEE-IN 

“»*•<» Edleon cT of nI^'v**?®' “ 2^03/09. HAUSPUflO, A 

Flche: 50-000. Q2/03/09“bwiW00r'’ »“«:031 a4X 





8233160244 6uhntt« prenerit ttatue of NUREG-073/ tten 1 1 K 3 46. 
Klchelton toncornt rs core spray sparger sys Hew ovetPeoo 
grid Coro aprsy sparger ayS constructed of heevt et , store 
duraple nett 

FIECUER.P B Oeneral Public Utilities - GPU Service Corp 02/03/10 
EISENHJT.O 0 Division of Licensing 2pp 122PP 023 24X 

Flche 30-219. B2/03/ 10, 9203160244 


B203170332 Foruards results of review of SEP Topit Ul-d. "tontalnsienl 
Isolation Bys," per 011118 Itr Contalnnent t< Core spray sys 
are 1 ou-press ur». c I osed- 1 oOP & are designed to trltlgate 
consequences of accident 

FIEOuen.P B General Public Utilities - OPU Service Corp 02/03/10 
CRUTCKPIELO. D Operating Reactors Oranch 3 3pp 12321 141 24x 

Flcha 30-219,02/03/10.8203170332 


B203230033 Advises that ATUS rec 1 rc ul a 1 1 on pump trip Installed In 
listed DURs Oiy Rock 6 Dresden installations deferred 
CRUTCHFIELD. 0 Operating Reactors Dranth 3 02/03/10 NOVAK. T 

Assistant Director for Operating Reactors Ip 12392 323 24K 

Fiche 30-000.82/03/10.0203330033 


0203170464 Responds to Generic Ltr 01-01 re c oirmt tments to Reg Guides 
I 146 6 1 38 Revision I Submittals sa 1 1 sf ac t or 1 1 y addressed 
commitments 6 no further action required 

CRurCHriELO. D Operating Reactors Branch 3 82/03/11 FlEDLFfl.P 0 

3ersey Central Power 6 Light Co 3pp 12316.223 24X 

FIcho 30-2I9. 82/03/1 1. 0203170464 


0203220200 Forwards final evaluation of SEP Topic 11-2 C re atmospheric 
transport (• diffusion c harac ter 1 stIc s for accident analysis 
Fumigation values for elevated release during short time 
periods encl. 

CRUTCHFIELD. D Operating Reactors Oranch 3 82/03/16 FlEDLFfl.P b 

Jersey Central Power 6 Light Co. 6pp 12362 280 24X 

Fiche 30-219. R2/03/I6. 8203220200 


0203230436 Notifies that schedule for submitting requested Info re 
containment vent/purge sys will be submitted by 020713 In 
response to 020104 ltr. Allotted response time Inadequate 
FIEOLER.P 8 General Public Utllltibs ~ OPU Service Corp 02/03/10 
CRUTCHFIELD. 0 Operating Reactors Oranch 3 Ip 12303 132 24X 

Fiche 30-219,02/03/10.0203230436 


8203290231 Provides info re actlvltlas 6 revised dates for 
Implementation of Inservlce testing program. per util 010322 
submittal 

FIEOLER.P 8 Oeneral Public Utilities - OPU Service Corp 02/03/10 

HAVNEB.n C Region 1. Office of Director 2pp 12420 233 24X 

Fiche: 30-219. 02/03/10, 8203290231 


6203230402 Advises that no further correspondence required re 
Unresolved Befety Issue A-10 until submittal of pest-mod 
repls required by NUBEO-0619. 

CRUTCHFIELD. D Operating Reactors Branch 3 02/03/19 FIEOLER.P n 

Jersey Central Power l« Llqbt Co 2pp 12411 144 24X 

Fiche 30-219,82/03/19,8203230402 


6203300160 Advises that requested design Info re reactor protection 
sys power supply will be provided by 820301 Proposed 
Tech Spec will be submitted as license amend at later date 
FIEOLER.P B Oeneral Public Utilities - OPU Service Corp B3/03/24 
CRUTCHFIELD. D Operating Reactors Branch 3 tp 12449 306. 24K 

Flcha 30-219. 82/03/24.8203300160 


8203300166 Advises of current status re TMl Action Item 11 K 3 21. 
“Restart of Core Bpray “ Modifying original proposal to 
allow only for remote manual restart of core spray Mod 
scheduled to be completed during 1962 outage 

FIEOLER.P B Oeneral Public Utilltlas - OPU Service Corp 02/03/24 
EtSENHUT. 0 0 Division of Licensing Ip 12449 189 24X 

Fiche: 30-219. 82/03/24. 8203300166 


8203300169 Advises of review completion of inservlce surveillance 
requirements for snubbers under BTS. Final Tech Spec Change 
Request lOO will be approved 8. transmitted within 60 days 
FIEOLER.P B General Public Utilities - CPU Service Corp 02/03/24 
NRC - No Detailed Affiliation Given Ip 12449:187 24X 

Flcha 30-219, 82/03/24. 8203300169 


6203300230 Advises that util will take no further actions re 
NORE0-0B03. "Oenarlc 6Efl re Integrity of OWR Scram 9ys 
Piping “ 

FIEOLER.P B General Public Utilities - GPU Service Corp 82/03/24 
Office of Nuclear Reactor Regulation. Director Ip 12446 130 
24X Fiche 30-219.92/03/24,8203300230 


0 Inspection reports. IF Bulletins 8. correspondence 


9203100S89 Forwards notice of violation for failure to comply w/e2020l 
deadline for establishing prp!*pt public notification sys par 
tCCFRSO 34 S. App E Civil penalties will be proposed for 
licensees completing installation after 820301. 

DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 02/02/12 CLARK. P R General Public Utilities - OI'U 
Rsrvlte Corp 3pp 12217 167 24X Fiche . 30-2 19. 02/02/12. 

82031 03 3B9 


- -0203 100392 Notice of violation for failure to co-nply w/020201 deadline 
for establishing prompt public notification sys 
OEYOUNG.R C Director's Office. Office Of Inspection and 

Enforcement 82/02/12 If 12217 190 24X Ffchp 30-219. 

82/02/12. 02031003G9 


8203030440 Forwards IL Info Notice 82-01 . Rev 1 si on I* “Aiisiliary 
Feedwater Pump Lockout Resulting From Uestlnghouse W-a 
Switch Circuit Mod " Revised Table I Is also one I to 
clarify circuit dlagratrs No wrlttan response required 
HAVNES.fl C Region 1. Office of Director 82/02/26 O TOOlL.J. U, 
Consolidated Edison Co of New York. RICDE.O K Mlagoro Mobnwh 
Power Corp CURTIS. N M Pennsylvania power L Light Co 3pp 
12134 177 24X Fiche 50-000. 82/02/26. 8203030440 


8203110239 Ac k receipt of B202I7 Itr Inforirlng NRC uf stops takOn ti> 
correct violations noted in IE Insp Wept 30-219/01-17 
STAnUSIECHI. R Division of Project 4. Resident Progra-iia 82/03/0:i. 
CLARK. P R General Public Utilities - GPU Service Cerp. Ip 
12213 113 24X Fiche SO -219. 82/03/03, 82031 10239 


--8203110262 Responds to NRC 820113 ltr re violattona noted tn IE Iiihp 
Rapt 30-219/81-17 Corrective actions reporting requirements 
redefined 8. incorporated Into required reading program bleu; 
event reporting procedure to be Issued within 30 days 
FIEOLER.P B Oeneral Public Utilities - OPU Bervlce Corp 
02/02/17 OTARUSIECKI. R Region 1. Office of Director 3pp 
12213 114 24X Fiche 30-219.82/03/03.0303110239 


8203170363 Notifies that listed inservlce Insp relief requests will be 
reviewed In NRC effort to update approvals Addl requests re 
pressure-bearing components supports 6 tests should be 
submitted within 30 days 

CRUTCHFIELD. D Operating Reactors Branch 3 82/03/10 FIEOLER.P D. 

Jersey Central Power 6 Light Co 3pp 12320 234 24X 

Fiche 30-219. 82/03/10. 8203170363 


8203220314 Responds to 820212 notice of violation Corrective actions 
ell sirens have been installed 6 tested 6 master control 
breaker for siren Initiation syS Is open u/ Inst r uc t tons tn 
supervl sor. No fine should be Imposed based on affort mad# 

CLARK.P R. Oaneral Public Utilities - CPU Service Corp 82/03/10. 
CEYOUNOi R C Director's Office. Office of Inspection and 
Enforcement 3pp 12339 249 24X Fiche 30-219.02/03/10.0203220311 


8203290339 Forwards IE Safeguards Insp Rept 90-219/91-22 on 011207-11 
No none onpl lance noted 

MARTIN. T T Division of Engineering 6 Technical Programs S2/03/11 

CLARK.P R Jersey Central Power 6 Light Co 2pp 12430:318. 24X 

Fiche 30-219. 82/03/11.8203290339 


—0203290366 IE Safeguards Insp Rept 30-219/81-22 on 011207-11 No 
noncomp 1 lane e noted Major areas Inspected physical security 
t< Implementing procedures It security sys power supply 
Details withheld (ref 10CFR73 21) 

BAILEY.R J , OODV.A T Division of Engineering & Technical 
Programs 82/03/10 Ip 12438 320 24 X Fic he : 90-2 1 9. 82/03/ 1 1 > 

0203290339 


8203310333 Forwards IE Info Notice 02-06. 'Failure of Steam Genermtar 
Primary Side Manway Closure Studs “ No written response 
required. 

HAVNES.R C Region I. Office of Director 82/03/12. O'TOOLE. JD 
Consolidated Edison Co. of New York HtHIUL. H. D. . SARTON. J. J. 

Oeneral Public utilities - GPU Service Corp. 3pp 12432 084 24X 

Fiche 30-000. 82/03/12, 0203310333 


0203170273 Forwards IE Info Motlcs 02-03. "Environ Tests of Electrical 
Terminal Blocks " No written response required 

HAYhEa.H C Region I. Office of Director 82/03/13 O'TOOLE. J D 
Consolidated Edison Co of New York HlMtl.L.H D . BaRTGN. J J. 

General Public Utilities - OPU Service Carp Opp 12312 239 24X 

Fiche 30-000,02/03/13,8203170273 


8203170486 Forwards IE Info Notices 82—04. '^Potential Deficiency of 
Certain AOASTAT C-7000 Oerles Time-Delay Relays" (. 02-03. 

"Increasing Frequency of Drug-Related Incidents. “ 

HAVNES.R C Region 1. Office of Director. 02/03/13 O'TOOuE.3 U. 
Consolidated Edison Co of New York HUKILL.H. D. . BARTON. J.J 
Oeneral Public Utilities - GPU Service Corg Spj 12320.021 2AX 
Fiche 30-000. 82/03/13, 0203170406 



Screening ' no writttn re*por'»e r*quJr»i 

HAVK-es. 0 C Region I. Office of Director 03^03/1 o O'TOCLE.J D. 
Coniolldeted Edloon Co of ntu York CARRITV.J H nelne Ventre 
Atonic Power Co Hi/KILL.H D General Public Utilltlee - GPU Borvlre 
Corp Spg 12495 073 S4« FI the SO-OQO. 82/03/16. 6303310361 


fi Perioolc atereting raporta 1. rslatel corratpondtnee 


8303000012 Faruierd* "Ctolasitel Stoilaa at Oipttar Croat Nuclear 
Ceneretltig St at l on. progre tt Hept Sept 1900 - Au; 1981 " 

FieOL.CR.P.G General Public Utllltlee - GPU Barvice Carp 83/03/36 

HAVNES.R.C Region 1. Ottlce tP Olrettor Ip 13151 179 ?ax 

F1CA8- 50-319. 83/03/36. 6303000013 


•9203080016 "Ccologlcal StuClea at Caster Creel Nuclear Generating 
Stat Ion. Pregreaa Aept Sept 1980 - Aug 1981 *' 

< Ecological Analgita. Inc UCPISI 82/03/38 500pp 

12191 leQ 34X Flcle 90-319.83/03/36.8303080013 


8303090463 Foraarda "effluent Releaae Regt 1981-83." per l0CF«50(al (6) 
FIEOi-eR.P 9 Oeneral Public Utlllllee - GPU Service Curp 03/03/36 

HAVNES. R Region 1. Office of Otrector Ip 13163 388 34X 

Fltha 50-219.83/03/36.6203090483 


--6303090491 "Effluent ReVaaae Rejt. 1961-62 “ 

« Oeneral Public Utllltlet - GPU Service Cbrp. 83/03/36 150pp. 

13163 390 24* FUbe 30-319. 83/03/36.8303090483 


8303330513 Foruarja "StuCg of Mbodborer Populationt in Relation to 
Otater Great Generating Station. Tii.entg-6eventti Querterlg 
Prograat 8cgt.811I3l to 830330 " 

CLARK. P R General Public Utllttlea - GPU Service Corp 03/03/18 
HAVNES.R Region 1. Office of Director 3pp 13390:390. 34X 

Flche 30-319,02/03/16.8303330513 


--6203230520 “Studs of Uoodborpr Populatlcna In Relation to 
Ogater Croat Generating Stat I on, fuent j-Sevent.b Querterlg 
Progrett 8ept.011l3I to 030330 ' 

OlAKE.N M ■ eSLtlOAe.C t . KILLNAtl.n e Batten* Neu England Marine 
Rafearch Laboratprg 13105 83/03/38 3Spp. 13390 293 24* 

Flcbe 50-219.82/03/16.030.3330513 


S Reportable occurrence*. LERa & related correfpondence 


G303030102 RO B3-10/OIP on 830316. determined apparent deficiency in 
tafecg evaluation 218 77-81 re aafetg-releted igt. Elec trlcal 
fire on 620109 caueed delugt age to actuate Ac b dc ground 
favlle occurred due to aater damage 

FIEDLER. P 9. Jerteg Central Power b Light Co. 62/03/19 
MAYWEQ. R C Region 1. Office of Olrettor 3jp 13106 209 24X 

Flche 50-319. 82/02/19.6303030103 


92030S0366 Foruarda B2-003/03L-0 Detailed event analgti* encl 

FIEDLER. P.8 Oeneral Public Utllltlea - CPU Service Corp. 83/03/19. 

HAYNES. R C. Region 1. Office of Director. 3pp 13132 045 34X 

Ficb* 50-319, 83/02/19, 0303050366 


— —6303050 2 73 UCR 83— 003/03L-0 on 6301 33. c onte inment egrag high drgwell 
prettur* Indicating euiteb 1P3SG found to trip at valua 
greater than Tech Spec I te-l t«. Cauted bg Inttrument 
r tpea cabl 1 1 tg Switch reaet. 

PlftDri2.H General Public Utllltlef - GPU Service Corp. 03/03/19 
Rtglon )( Otfica of Director Ip. 12133:048 34X 

Fit**; 50-2 1 9. 83/03/ 1 9. 8203050366 


6 203050433 Foruiarda CER 62-003/03L-0 Detailed event analgela encl. 

FIEDLER. P.B Oeneral Public Utllltlea - GPU Service Corp. 03/02/19. 

hayNES, R C Region 1. Office of Director 3pp 13133 347 24X 

FUR* 50-319, 63/02/19.8303050423 


— G203Q50431 CER 62-C02/03t.-0' on 620119. inatalletlon Of mod could have 

led to potelble failure to maintain prlrarg containment 
Integr I tg. Change defeated automatic withdrawal function 3 <. 

4 TIP detec tora Cauaed bg tnedeguat* aafetg review 
RIOCLE, E J. General Public Utllltlea - GPU Service Corg 
82/03/19. Region I. Office of Otrector. 3pp 13133 250 34X 

Fl the , 50-2 1 9. 82/03/ 19. S303050433 


B203050330 Forward* LER 83-004/03L-0 Detailed event analgde end 

FIEOLEA.P B. Oeneral Public Utllttlea - GPU Service Corp. 62/03/33. 

HAYNES. R.C. Region I. Office of Otrector 3pp 13133-048 24X 

Flch*5O-219.e2/03/22. 8303050330 


— lER 62-004 /03L-0. on 630131 . reactor bldg cloiad cooling water 

drguall 1*0 latlon valve 7-5-167 falltd to fuUg tloet Cauettf 
bg lack of atem/atani nut lubrication b/or peeling problem 
Stem, atom nut b bearing lubricated t> velve repacked 
PtROQE.M Ganeral Public Utllltlea - CPU Service Corp. 82/03/32. 

Region l> Office of Director Ip. 13133- 051 34X 

Flfhe S0-319-, 83/02/23. 830X50330 


FIEDLER. P 8 Oeneral Public Utllltlea - GPU e*vvlce Corp. e3'03f35 
HAVhEB.R.C Region I. Office of Director. 3pp. 12164.100. 241 

Flche 50-219.03/02/33.8203090179. 


--8303090187 LER 02-OO5/O3L'O on 830125. dur 1 ng load survg 11 lance lift, 
dieeel generator 1-1 tripped on engine fault. Cavaed bg 
raduttlnn nf water Invaotorg in cooling ega at raiult of 
radiator tube leak Leakg tubet plugged 

SULLIVAN. F. X. General Public Utllltlea - OPU Service Corp 
63/02/23 Region t. Office of Director Ip 13164:101 S41 

F 1 1 b * 30-3 1 9. 83/03/33. 0303090 1 79 


8303090331 Foruerda LER e2-007/03L-0 Detailed event analgaie encl. 
FIEDLER. PS General Public UtlliCla* - OPU Servlet Corp 03/03/2! 

HAVNE9.R C Region 1. Office of Director. tp 13164 0B9. 34* 

Flche 90-319. 03/03/33. B303090331 


—8203090331 LER 88-007 /03L-0 on 830136, oaln a team line high flow aeni 
RG-22H tripped at greater value than given in Tech Speca. 

Cauatd bg Inetfumant rtpeatab 1 1 Itg b drift. Seneof raaet U 
aetpolnta louered 

PIflOOl.H General Public Utllltlea - OPU Service Corp. 83/02/39 

Region 1. Office of Director Ip. 12164 09S 34X 

Flth* 50-319,83/03/35.8203090231 


8300090216 Foruarda LER 82-006/011-0 Detblled event analgele and 
FIEDLER. P B Oenorat Public Utllltlea ~ OPU Service Corp O2/03/3< 

HAVNE8.R C Region I. Office of Director 4p 18169 133. 34X 

Flche 30-319, 83/03/26.8203090216 


--0203090244 lER 83-006/01 T -0; on 811303. one trip agi In eutomsllc 
dtpreeaur I s at t on aga rendered Inoparebla bg removal of dC 
control power fuaaa. Cauked bg nonrating of mlcroewltchai 
Intida tA83-A replacement All EMRV auitchca replaced. 

8HARMA.H P Oeneral Public Utllltlea - OPU Bervlca Corp 
83/03/36 Region I. Office of Director Ip. 12165:139. 24X 

Flche: 30-319, 83/03/36. 8303090316 


B20333009I Forward* LER 83-010/01 T-O. Da ta 1 1 ed event analgaie and. 
flEDLCR.P 0 General Public Utllltla* - CPU Sarvlea Corp 83/03/0 
HAYNES.R C Raglon 1. Office of Director 3pp 12379.336 34X 

Flche: 30-319. 83/03/04.8203330091 


-8303230099 LER 82-010/011-0 on 030318. delug a age for reactor bldg 
elevation 31 ft actuated due to araola from overhaatad 
bearing in cleanup age auelllarg pump motor Cauaad bg 
inadequate electrical aeallng technique*. 

RIOOLE.E F General Public Utllltlet - OPU Service Corp. 

82/03/04 Raglon I, Office of Director Ip 12379 339 24* 

Flcbe 30-31 9.82/03/04, 8203330091. 


0203330397 Forward* LER 81-071/01 1-O. Detailed event analgaie encl. 
FIEOLER.P. B Oeneral Public Utllltlea - OPU aervice Corp 03/O3/( 
HA/NES.R.C Region 1. Office of Otr actor. 4pp. 13378 364. 641 

Flche 90-219, 83/03/03,8303330297 


•8203330303 LER ai-07l/0lT-0 on 81 1231 . radwa ate liquid effluent lepn! 
found Inope rab 1 e. Proper aurvelllanct not performed. Cauaed bg 
peraonnel arror !• lack of admlni atrat Ive 6 procadural 
control!. Control proceduraa written b parta replaced. 

FITZGERALD. M J. General Public Utllltlea - OPU Service Corp 
83/03/09 Region 1. Office of Director Ip 13378:386 24X 

Flche 50-319.82/03/09.6203330297 


8203230618 Forward* LER 82-01 1/03L-0. Da tal led event analgaia and 
FIEOLER.P 8 Otnaral Public Utllltlet - OPU Sarvlca Corp. 811/03/ 

HAYNES.R C Region 1. Office of Director. 4pp 13390:163 64X 

Flcha 50-219. 82/03/10. 8303230618 


—8203330626 LER 82-01 1 /03L~0. on 820208. three hgdraullc anubber a war 
Inoperable b accalaratad aurvelllanca of Tech Bpac 4. 5 0. 3 
waa not par formed. Cauaad bg component fal lure. Snubber* 
replaced u/cartlfled opereblc anubber* 

HAIEER.R Q Gantral Public Uttlttlea - OPU Scrvlca Corp. 

03/03/10 Region 1. Office of Director Ip. 13390:167 S4X 
Flche: 50-319. 83/03/10. 8303230618 


8203250205 Forward* LER 02-OO9/O3L-O Datallad event analgaie encl. 
FIEOLER.P 8 General Public Utllltlea - OPU Service Corp 82/03/ 

HAYNES.R. C Region 1. Office of Director 3pp. 12413:317 24* 

Flcha 50-319,83/03/12.8303350205. 


—8303350309 LER 03-OO9/O3L-O- on 820310, over 1 oad trip occurred op 
atandbg gaa treatment egt echavat fan l-G Appprentlg cauaed 
bg change In breaker trip aetgolnt. Further taettng undtrwag. 
PlfiOOZ.H, Oeneral Public Utllltlea - GPU Service Corp 02/03/ J 

Region 1. Office of Director Ip 12413:330. 24X 
Flche: 90-319, 03/03/13.8203250303 



8303390109 Fotkard* I.FR 03 013/01P-0 Detailed event analy^te end 

FtEOtER.P 0 Oeneral Public Utilities - OPU Service Corp 0,1/03/lfi 
IIAVNES.n C Region I. OtMce of Director 3pp 13413 033 34X 

Fiche 90-319.03/03/19.0303390109 


--0303390I93 LEB HS-OIL’/OIP-O on 030336. air operated vacuu's breaker 
V-36-IB etceeoed altOu.able leak rate Caused bg tsiproper 
altgnnent of valve shaft t< operator due to Inadei^uate malnt 
Instructions Valve realigned t procedures alll be revised 
enlTII.B Oeneral Public Utilities - OPU Service Corp 03/0:1/19 

Region I. Office of Director Ip 13419 039 34X 

Ftche 90-319.03/03/19.0303390109 


V Operator Eianinatlons 


0303030314 Advises that second operator uorkshop ulll be held on 
830316 i. 17 in Boston. r*A Attendance of licensed shift 
personnel r eques ted . Top Ic s to be discussed listed 
EISENHUT. 0 0 Assistant Director for Licensing 03/03/13 
FIEDLER. P 0 Jereeg Central Pouer t. Light Co 3pp 13093 339 34X 

Ftche 90-319. 03/03/13. 9303030314 


DOCKET 90-330 NINE HUE PCIINI NUCLEAR STATION' UNIT 1 


F Oecurltg. medical, ecnergeneg 6 fire protection plans 


0303010343 Agrees iii/01l130 6 630104 changes to securitg plan 
Attachments to ttrs uill be ulthheld per IOCFR73 31 
PDlK' P J Operating Reactors Branch 3 03/03/09 SUNSCR. J J 

Niagara Hohauk Pouer Corp 3pp 13076.300 34X 

Fiche 90-220. 03/03/09, 0303010343 


8303110307 Foruards IE Emorgeneg Preparednees Appraisal Bept 
90-230/01-10 6 signl/tcant emergeneg pregarednass findings 6 
amergeneg preparedness iirprovenent Items 6 "Eaiergencg 
Preparsdness Evaluation Bept " 

HAYNES. BC Beglon 1, Office of Director 03/03/33 LEHP0E8. 1 F 
Niagara liohauk Pouer Corp 9pp 13316.397 34x 

Fiche 90-330. 03/03/32, 03031 10307 


--0303330304 Annual Firandal Bept 1 9fi I 

ha£h..j U . C0.‘-II:n. ki J N: a gar a lie ha. > rawer Cerp 03/03/10 
37pp UM90 004 34» ficfie 90-230. 03/03 / I 9. O30333O3U 1 


P Operating license staje dbCjments *, c a-rssgcnduiic c 


0303040070 Agrees u/actions statee In 030 1 1 3 1 1 1 - re plai- for 
irp ; ementat lor of r equlro.ients o‘ lOrFHVj 3 1 Rei o -mer d s that 
date referenced m C30333 Itr bo changed to 030013 tc alloc, 
for arrival of egulpirent 

PO-K-P J Operating Baaitors O'aitcr .? 83/03/05 G.f.NOER. J .J 

Niagara Hahauk Pr^or Corp 3;p 13130 165 34X 

Flc-a 30 230. 02/03/09. 030:1040070 


0303040340 Discusses cevies. of Ce/iatian t., siatsil posillnr. nf 
NUHEiT-0737. 1 1 em II F I ,3 Basel i:n leviec.-ia technical 
deviations requested Reqeests ferirat ncttfitatlon aiirm 30 
dags If understanding is l'<correct 

PCLK.P J Operating Reactors Orarrh J 02/03/13 OISF.Il P 
Niagara Hohauk I'ou.er Corp 2pp 12134 :)9V 34x 

Fiche 90-330. 83/03/13. 0303040340 


0303090030 Advises of operator shift personnel war k shop on 030316 6 17 
in Oaston.HA Attendsoco of licensed shift peroonnel 
requested Items ta be discussed listed 

EIOENh'UT. 0 0 Division of Licensing 83/92/13. DIUE.O P Niugum 
Hohauk Pouer Corp -Tpp 13173 192 34» T i c he , 90-330. 83/02 / 13. 

0303090030 


0303090360 Advises of acceptance of proposal to uee taps on loiuer core 
platf. rather than sensing reactor love] in dounconor 
rogino.per NUBEO-0737 Iten 11 K 3 19 tiafetg evaluation encl 
PCLK.P 3 Operating Raactors Oiac.ch 3 02/03/13 DI6E,0 P. 

Niagara Hohauk Power Corp 3pp 13193.340 3/1X 

Fiche 90-220, 03/03/13. 0303090360 


--0303090360 8a Potg evaluation ro NUUEC 0/37 Item It K :i 19. 

Interlocks on recirculation punp loops 

s Office of Nuileai Meactor Regulaticn. Director 03/02/ 1 2 9pp 
13193 342 34X Fiche 90-330 03/03/ 12. 0303090360 


-- 0303 1 10309 "Energencg Preparedness Evaluation flept " 

e Division of Emergenc g Preparednees 01/09/30 37pp 
13316 366 34X Fiche 90-220.03/03/33.0303110307 


--B303I 10326 IE Emergencg Preparedness Appraisal Ropt 30-320/01-10 on 
910817-20 None onp I lane e noted ' emerg eneg organl ration 
description (■ emergoneg preparedness training Inco.-iplete b 
deflclonclts found In energencg facilities 1. equipment 
TL'RC.N H . MOJTA.H T. . SAKENA8. C A Olvl Sion of Emergencg 
Preparedness t. Operational Support 03/02/10 46pp 12316 303. 
34X Fiche 90-330.02/03/33.0303110307 


0303100300 Approves 020216 requests re oltsrnatlve measures for storagr 
of safeguards ihfo b for marking of certain Inactive Info, 
per 10CFR72 21 

PQLK.P J Operating Reactors Branch 3 03/03/10 OUNOER, J J 

Niagara Hohauk Power Corp 3pp 13343 303 24X 

Fiche: 90-330. 03/03/10. 0303100900 


0303310333 Releases public 
FELTON. J H Division of 
Kanagement Branch. Ip 
8303310333 


version of revision to emergencg plan 
Rules and Records 03/03/39 Document 

13473 070 34X Fiche 90-320, 83/03/39. 


--0203310330 Forwerds public version of Revision 9 to emergencg plan, 
per Section V to 10CFR90. App E 

D|B£, 0 P Niagara Hohauk Pnutr Corp. 03/03/13. DENTON. H R. 
Office of Nuclear Reactor Regulation. Director ip 13473 O/I 
24X Flche:90-330. 03/03/ 39. 030331 0323 


— 0303310331 Public version of Revision 9 to emergencg plan 

PERKINS'S , LEHPOES. T Niagara Hohauk Power Corp 03/03/09 
400pp 134 73 073 34X Fiche 90-330, 02/03/29. 0303310333 


0303100009 OubiTits conclusions re reviea of IHI Action Plan Items 
I A I 3.1 C 9 b 1 C 6 Co shift manning. feedback nf operating 
etperleiice b verlfglrig correct per f ormai-c o of aporatin) 
activities, respectivelg 

POl.K.P d Operating Reactors Brsner 3 03/02/13 DVDE. O V 

Niagara Hohauk Pouer Corp 3pp 13191 296 34X 

Flcho 90 ,330. 03/03/13. 0303100005 


0303090176 Responds to NRC 030113 Itr re neu applications enrvog Util 
does not anticipate ang major licensing eutmittele tnrougr 
041231 

DISE.D P Niagara Hohauk Pouer Corp ©3/03/39 1EOE6CO.R L 
Assistant Director for Licensing Ip 12164 10'4 34X 

Fiche 90-330. 03/03/39. 0303090176 


0303080366 Foruards info re environ qua 1 1 f t c e 1 1 on of saf e t g -r e 1 a t uil 
electrical equipment b ThI action plan equ 1 pi-ent , per NRC 
030127 request 

I.EHPCES. T C Niagara Hohauk Pouor Corp 03/03/03 VAGSALLn.U R 
Operating Reactors Branch 3 9C0pp. 12149 306 24X 

Fiche 90-320.03/03/02.0303000306 


0303110001 Oenenc Ltr 03-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use oF INTO 8EG-IN 
program 

EIEENHJT.D O Division of Licensing 00/03/09 HAtrOPuRO. A 
Consolidated Edison Co of Neu vork, 3pp 12291 031 34)( 

Fiche 90-000. 03/03/09. 03031 10001 


8303320323 Forwards addl Info re NUREO-0737 tto<n It 0.1. 'RC8 Vents.' 
in response to 830136 request 

016E, 0 P Niagara Hohauk Peuer Corp 03/03/16 VASSALl.OrO U 
Operating Reactors Branch 3 9pp 13399 264 ?4X 

Fiche 90-220,02/03/16.0203230332 


H. Oeneral correspondence 


0303000011 Advises that DO Vassal lo reassigned as Chief of Operating 
Reactors Branch 2 Correspondence prevlouslg directed lo 
TA Ippollto should be directed to Vassallo. 

NOV/IK. T. H Assistant Director for Operating Reactors 03/02/13. 
DtSC'^D. F. Niagara Hohauk Power Corp. 3pp. 13I99'333 24X 

Fiche* 30-220, 02/02/12. 820308001 1 


I Finenclel information 


B2033303B1 Foruards Annual Financial Rapt 1901. 

LEHPOES. T. E. Niagara Hoheuk Power Corp. ©2/03/19 Office of 
Nuel*ar Reactor Regulation, Director Ip 12390 083 24X 

Ficbo: 90-230. 83/03/19, Q2033303BI. 


0303330959 Notifies that response to 001333 request for info ro hpnvg 
loads ulll be delogad until 030901 

OIEE.O. P. Niagara Hohauk Pouer Corp 02/03/16 EtSGNMJT, D O 
Division of Licensing Ip 13392 016 24X Fiche 90-230.02/ 03/16. 

0203230999 


0 Inspection reports, IE Bulletins b correspondence 


8009130396 Forwards "Pump b Valve Ineervtce Testing Program, ■ b 
"Insorvlco Insp Program. lO-Yr Plan Book ' 

OISE, D. P Niagara Hohauk Pouer Corp 80/03/02. IPPCLITO, T A 
Operating Reactors Branch 3 Ip 12292 001 24K 

Flcho 90-320. 00/05/02. BOO 9 1 30396 



--Bt>OS\3035B "Pvrj t, Valvn Prograft." Revitlon 3 

• Nuclear Encrgg Service, lot 79/13/14 3l9tp 1339? 003 24X 

FlCie 90-330.60/05/03,8005130396 


— 8COSI30359 ‘Ineervlee tn4j Program. lO-Vr Plan Book. • Reviaton i> 
'3?lEL.n . OOftSCO. 0 . VCul fc flvtlear Enerjg Service, lot 
77/10/09 SOOpp 13393 3l9 34« Flche 90-330. 80/09/03. 

6005130396 


630.3110307 For^gta* IF Cfterjencg Preparejnese Ap|.ral*dl nept 
90-330/81-10 1> itgolticant eftergent'. prepareOneev Iknoingt V 
B-ierocnti; preparednesp iicproveirenc Item* i "Cnergencg 
E^^luatioo Aapt ' 

iMrr.ES.P C Reg i on I, Of Pice of Director 03/02/33 LEMPCeS- 1 f 
Mlasara Mchauk Pouer corp 9pp 13316 397 34x 

ricne SO-330. 83/03/33. 83031 10307 


•82031)0309 ' Enter 4 >nc V Preparedneee Evaluaticn Rept ' 

• Olviflpn of Enter jencg Preparedrere 81/09/30. 37pp 
13316 366 34X Fttur 50-330. 83/03/33. 93031 10307 


-'8303030360 LER e3-009/03L-0 on 630200. 119 kV tin* taken ou 
for malnt. p l«e Ing plant in limited condition at 
operation Malnt on line required due to open loop. Line 
repaired 1. returned to ivc 

PATROU. N Nleqare fiohawl Pouer Corp 82/1)2/19 Repi. 
Oft lee of 01 rector |p 12098 307 34X Fl c he: 90-330. 0, 
6303030350 


8203230677 Fortvarde LER 03-007/040-0 

LEnPCES. T E Nlegera Moneuk Power Corp 02/03/12 HAVNC( 
Replon I. Office of Director ip 13389 217. 34X 

F I che 50-330. 83/03/13.0303330677 


—8203230684 LF.R 82-007/04L-0 on 020333. while revlowlnfi envl 
fish enalgeie eaiiple date, lower limit of detection 
eeniltlvltg u«* determined not met for Nov 1981 Ceuse no' 
elated Tech Spec propotal being tubmltted to update etd* 
MCLADOhuIN. K Niagara Koltawk Power Corp 83/03/12 I 
Office of Director Ip 13389:318 34X Flche 90-330.0: 

0203230677 


--0303110336 IE £n-er;aiicv Preparrdnert Appralral Rept 50-330/01-10 on 
B10917-33 None ontpl tartc e noted ererpeneg organiiation 
detcripttpn p e.-ergeneg preparpdnert training Incomplete I. 
deficiencier found )n emergeneg facititlei 6 equipment 
TERC.N N . MOdTA.M T . SAivENAS. C It Dlvltion of Energeticg 
Preparodnee* 6 Operational Support 83/03/10 46pp 13316 303 
34X Ficro 90-330.83/03/33.9303110307 


©203030440 Forward* IE ti*fo Notice 93-01 . Ravi 1 1 on I. "Auiiliarg 
Feed.ipt«r Pu-tp Lockout Retultlng Frcn Watt i ngd.outa M-2 
S5_ltc*i Circuit Mod '■ Reviiad Tatle 1 it alto end to 
clarifg circuit diagranit No written rasponte raquirad 
HAVKES. R C ftagtor. 1. Office of Dltector 82/03/36 O’lOCLE.J 0 

Cooeo 1 1 dated Edloon Co of New verk 3pp 13134 177 34X 

Flche 90-OCO. 82 '02/36. 8303050440 


8203310333 Forwardt IE fiifo Notice 82-06. ■'Failure of gteam Oeneralor 
Prii-arg Side Manwag CtoeuT« Studi " Mo written retponse 
required 

HAVNEB.R C Region 1. Office of Director 83/03/12 O’TOOLE. J 0 
Contolldeted Editon Co of Nau Vork OfLlHOFF.SL PMledelpbla 
Electric Co BRONS. J C Po_ar Authority of t-te State of New Vork 
3pp. k2433 084 34* Flcde 50-000.83/03/13.8303310333 


6203170373 Forward* IE Info Notice 82-03. '■Environ Teett of Electrical 
TarTinal Block* "' No written reeponee required 

HAVhES.R C Region 1 . Office of Director 83/03/15. O'TOOLE. J P 
Consolidated Edieon Co of lieu 'fork OftTROfF. S L Philadelphia 
Electric Co ORONS. J C Peuer Authority of the 6talo of New York 
Bpp 13313 339 34X Fithe 50-000. 03/03/ 1 5. 83031 70373 


0203170406 Forward* IE Info .Notice* 82-04. -Potenttal PeftclPncg of 
Cartain ACASlAT t-7000 Series T|re-Delag Relay*" 6 82-05. 
"tncraating Frequency of Drug-Related Incident*.' 

IVAYNCS. R C Region I. Office of Director 03/03/15 O'TPQLE. 3 0 
Con*oli4at»d E41*or> Co of Nav, Vott 0N,TftCFF.9 L Philadelphia 
Electric Co DRCNS, U C Power Authority of the State of New York 
9p0 1 3330 03i 24X Flche 50-000.03/03/15.0303170486 


0303310361 Forward* IE InFo Notice 03-07. "Inadequate Security 
Screening Frogra-r* " no written re*pans« required 
HAVnGS.R C Aepion I. OPficp of Director 93/03/16 O'TOOLE. J D 
Contolidated Editon Co of N»-j Yorl COUUNSIL.O Northeatt Nuclear 
Enargy Co. leut* of Northeaet UtiliCteti. OALlHOfF.B L 
rn t ladeipkia Electric Co 3pp 13455 073 34x 

Flche 50-OCD. 03/03/ 1 6. 8303310361 


0203310457 Forward* LER 02-006/04L-0 

LEMPOES. T £ Niagara flohawt Power Corp 82/03/33. HAVNEI 
Region 1. Office of Director. Ip 13453.330 24X 

Flche 50-330. 83/03/33.8203310457 


-8203^10462 LER B3-006/04L-0: Pn 820329. dur Ing norihal operat 
tte.perlng plant Inlet canal, plant dlicharge tamp etceedt 
85 F Caufted by Increase In lake temp due to weather 
condition* E Inability to fully lower tempering gate. 
MCLAI/OHLIN. K NIagera Mohawk Power Corp. 83/03/23 I 
Office of Director 2pp 13453 331 24X FI che: 50-230. i 

0303310457 


B203310027 PNO- 1—02— 025 three leeks obeerved on 11 recircule 
dlecharge *afe-pnd 6 one on 19 recirculation pump euctlon 
tafe-end during reactor veftel Hydrostatic tast 
KISIER. H . BRI/NNERi C Region 1 . Office of Olrectdr. 82/0 
13459 316 34x Flche 30-330, 83/03/24. B3033 10027 


OOCHET 90-234 UNIU OF CALIFORNIA RESEARCH REACTOR 


R Periodic operating report* I. related correspondence 


8303360196 Forwards "Berkeley Research Reactor Annual Rept o 
Operations. Jan-Dec 1981 " 

UlM. T H California. Unlv of. Berkeley 82/03/18. MILL 
Stendardl latl on 6 Epeclat Progects Branch tp. 12422' 338 
Flche 90-324. 82/03/10.8303260196 


--8203350158 "Qerkeley Research Reactor Annual Rapt of Opara 
Dec 1901 ■■ 

LIM. 1 H California. Onlv of, Berkeley 83/03/18 10 

12422 339 a4X Flche 50-224.02/03/18.0203260196 


OOCHET 30-325 RPI CRITICAL EXPERIMENT 


R Periodic operating reports t. related correspondence 


8303390340 Submits annual operating rept of activitlas (> esp 
for License CX-32.l1ar 198t-Har 1903 

UIChS.F E Rensselaer Polytechnic Inst 02/03/01 Reg 
Office of Director 3pp 12433:010 24X Flche • 90-225. 82 
0203290340 


f) Periodic operating report* 6 related c urrespondenc e 


0203100170 Forwards 'Radioactive Effluent Release Semiannual Rept. 
Jul-Oec 1901 ■■ 

PERRINS. T j Niagara Mohawk Power Corp 02/03/26 HAYNES. R C. 
Region 1. Office of Director ip 13180.020 34X 

Flche 90-330, 83/03/26. 8303100170 


Q203100I73 "Radioactive Effluent Release Semiannual Rept.Jul-Dec 1981. 
• Niagara Mohawk Power Corp. 03/02/35 53pp I3l80 029 34* 

Flche 90-220.83/02/26.0203100170 


s fieportabt* occurrences. LER* t related ( or retpondence 


aa030303SO For-jarq* lER a3-Q05/03L-0 

L£f1F0GS, r E. Niagara riotaut Power Corp 82/02/33 HAYNES, R C 
Region l. Office of Dlreccor Ip 13098 306 34X 

Ft che 30-230. 82/02/23.0303030350 


docket 50-238 AEROTEBT RaDIOORAPHY 6 RE8E/V1CH REACTOR 


Q Inspection reparte. IE Bulletin* & correepondence 


820339091? Forwards IE ln*p Rept 50-220/82-01 on 020302. No 

noTvc 1 1 4 ^ not^d. 

STCRN6£R0. 0. H Olvisloo of RstiOent* Reactor Project & Bn 
Program#. 82/03/10 NEMAChCCK.R. Acrotvst Op«r#tlon«d 1 
12438 205 2AX PUh» 50-228,82/03/10.8203290^12. 


--8303290524 t£ \n^p 50-239/82-01 ori 820302 Ho noncomp) 

orvas IntpfCted; procatfurol ch Jngot« c lo«o out of It 
(t Indtpondoot Insp. 

MtULCTeO. J. a vO^JMQeT. of flojtctOT' ?rc 

Eriginooriog 82/03/08 3pp. 12438 207. 24X 

ruhe. 5O-220» e2/03/XO, 8203290013 


DOCKETED ITEMS 


DOCKET 90*333 NUCLEAR SHIP SAVANNAH 


H Ovnfrtl corr ••pondano 


6303110197 Requett* flndinqi 8< vtaua on enc 1 constituent 8 Cpinpbell 
S11131 Itr re need for trulq independent audit of Diablo 
Canqon ti inve « t ipa t i on of iff.propar installation of leactor 
vets* I at Ban OnOfra 3 

CRANSTON' A Senate 63^03/03 Office of Congressional Affairs 
3pp 13312 340 34X Ficho 90-000,03/03/03,6303110197 


U Congress Iona 1 /Esec ut ive Correspondence 


B203110146 Advises that undersigned will represent area Including plant 
duo to reapportionnent of U3 Congressional districts State 
of CA needs electrical pouer so plant should be brought 
on*line exped itlnuo Ig ui/o creating unsafe conditions 
THOMAS. M M House of Rep 03/03/17 ICNORIE. JM Cod'-al ss ! oners 
Ip 13313 178 34K Fiche 90-3 73. 03/03/1 7. 03031 101 46 


6303390460 Forwards 109 pversiie final Orauitngs Cfl-074 J. £8-379 
Dresden 3 t. 4.ES-14e t, CS-149 for Ouad Cities 1 & 3 & final 
revision of cable discrepancg lists, in response to Oeneric 
Ltr 61-13. Aperture cards are avallatle in PCM. 

RAUSCH. T J Corsionuoaltti Edtson Co 63/03/16 EtSENMlT. O O 
Division of Licensing 3pp 13699 279 3dx Fiche 90-000,63 
6303390480 


83D3230306 Confirsis 630316 6 17 telcons re requirements for in<J 
fire protection (. loss prevention progra.r. tnsp t. audits 
Annual insps rieg be done tq outside fire protection fire- to 
meet intent nf Tech Gpec Section 6 6 H 1 t> 3 
SCIinCEDCR.C U Co-ironwea I th Edison Co 83/03/17 nEVAN.fl 
Uperatlng Heactors Drench 3 3pp 12391 339 34X 

Fiche 90-C00. 63/03/ 1 7, 6303330206 


6303330604 Subolts info re safeguards contifigencg plan Info olt 
cref 1CCFR3 7901 

DEL0E0.70E.L 0 Coir-ionuea 1 Ih Edison Co 82/03/17 OL'NION.H 
of Nuclear Reactor Regulation. Director Ip 12390 134 24 

Fiche 90-010.62/03/17.8203330604 


DOCKET 90-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Oecuritg, nodical, enorgoncg I. fire protection plans 


0108200994 Releases public version of revised or.ergencg plan 
Implementing procedures 

FELTON. J M Division of Rules end Records OI/OS/24 Oocument 

Henagement Oranch Ip 07606 QOt. 34x Flchs 30-010. Bl /00/2 4. 
6100360994 


--8108380996 Forwards public version of esergencg plan revised 
implementing procedures 

BCOTT.D 0 Commonwealth Edison Co. 81/04/03 CENT0.9. H fl Off ire 

of Nuclear Reactor Regulatten. Director Ip 07636 001 24X 

Fiche 90-010,81/00/24.0100360994 


--8106380397 Public verelon of emergencg plan revised imp I e.-nent Ing 
procedures 

s Commonueat th Edison Co 81/03/30 44pp 07006 001 34X 

Fiche 90-010. 61/08/34.0108380994 


630334033I Releases public version of revision to environ assts 
director^ for environ dlrsctor er.ergencg plan tr.plerenting 
procedures 

FELTON. JM Oivliion of Rules and Records 03/03/17 Doc 

ranagessnt Branch Ip 12406 001 24X Ftcne 90-003.62/03/1 

8203340231 


--8303340361 Forwards public version of Revision 1 
directory for environ dircctorg emergence plan 
procedures, including Procedures ED-1. duties (. 
responsibilities of environ director 
CHANEY. V.L Cormonwealth Edison Co 82/03/03. 
Office. Office of Inspection and Enforcement. 
Fiche 90-000. 63/03/17. 6203340231 


to environ a 
imp! ementlng 


Olrac tor 
ip 13406 O' 


--03O32403D0 Public version of Revision t to environ assistance 
for environ director emergency plan irp 1 enent I ng procedures 
Including Procedure ED-I re duties h re spun s ib 1 t 1 1 1 es of 
environ director 

« Com-onueatth Edison Co 02/02/36 300pp 12406 003 

Fiche 90-000.02/03/17.0203340231 


0203030449 Submits schedule for remedial action to correct deficiencies 
Identified during prompt public notification s<;e 020301 
tee t. Correc 1 1 on of defictenclas to sgs will be completed 
prior to 630601 

OELOEOROE.L 0 Commonuea 1 th Edison Co 83/02/16' KEPPLER.J.O 
Region 3. Office of Olrsctor 3pp 12096 303 24X 

Fiche 90-000.63/03/16.8303030449 


6203360130 Reldases public version of licensee I ns t r uc 1 1 one for 
dividing environ eir.ergencg Irp I ement I ng procedures into two 
separate procedure boots for environ director & environ 
group 

FELTON, JM Division of Rules and Records 82/03/17 Ooc 

Managsosnt Branch Ip 12440 037 34X Fiche 93-000,02/03/1 

6203260190 


0303120263 Releases public version of revision to emergepeg plan 
Inple.sienting procedures 

FELTON, J. K Division of Rules and Records 02/03/09 Document 

Management Branch. Ip 13299 091 24x F t eba . 90-010, 62/03703. 

8203130263 


--B203120289 Forwards public version of Revision 3 to Emergency Rian 
t ipp I ement i n g Procedure EPTP 100-C3. “Technical Director 
{Checklist of litltiel Oeneratlng Station Emergencg Plan 
Responsibl I itleel " Receipt form N safety evaluation enc 1 
SCOTT. 0 J Commonwealth Edison Co. 03/02/19 DENTON. H R Office 
of Nuclear Reactor Regulation, Director. 4pp 12399 093 I'dX 
Fiche 30-010. 83/03/09, 0303120363 


— 0303120294 Public version of Revision 3 to Emergencg Plan Implementing 
Procedure EPIP 100-C3. “Technical Director (Checklist Of 
Initial Oeneratlng Btatlon Emergencg Plan 
Responsib 1 1 1 1 lee ) " Revised indet encl. 

• Commonwealth Edison Co 83/02/10. 6pp. 12299 096. 24X 

Fiche: 90-01 0. 02/03/09. 0203120263 


0203170330 Ack receipt of 030316 Itr informing NRC of schedule for 
correcting prompt public notification sgs deficiencies 
prior to 030601 . Appropr lata regulatorg actions will be taken 
if deficiencies not corrected. 

HIND. J. A Olvltlon of Em.argtncg Preparedness t, Operational Support 

82/03/11. REEO, C. Commonwealth Edison Co Ip. 12319 246 24X 

Fiche 90-000, 02/03/11.8203170326 


6203360339 Forwerdt response to NRC 811314 ltr re deficiencies In site 
specific ennet to emergencg plan which were identified In 
App C emergencg preparednes evaluation rapt (ref IE Insp 
Repts 90-10/81-16,90-337/01-37 6 30-249/01-201 

RAUSCH. T. J. Commonwealth Edison Co. 83/03/12. KEPPLER. J- 0 Region 
3, Office of Director. 20pp 13434 I79. 34X Fiche 90-010,02/03/12, 

8303360339 


--8303260197 Forwards public version of Instructions for dlvidl' 
emergencg 1 .mp 1 e.ient Ing procedures into two separate 
procedure books for environ director & environ group 
CAHNEV. V L Commonwealth Edison Co 02/03/01 DENTCN.H H 

Office of Nuclear Reactor Regulation. Director 3pp 1244 

24X Fiche 90-000.32/03/17,0203260190 


8203240937 Releases public version of revised emergency plan 
implementing procedure 

f ELTON. J M Division of Rules and Records 82/03/10. Ooc 
Management Branch. Ip 13404 261. 24X Fiche 90-010,02/03/1 
6203240937 


— 0203240941 Forwards public version of Revision 2 to Emergency 
Implementing Procedure EPtP 100-Cl. “Btatlon Dlrcttor 
(Checklist of Initial Station Emergency Plan 
Respons lb 1 1 1 1 1 es> “ Receipt form V safety evaluation encl 
8C0TT. 0 J Commonwealth Edison Co SS/03/09 OENTON.M R 
of Nuclear Reactor Regulation. Director. 4pp 13404.364 
Fiche 90-010. B2/03/18, 6503240937. 


--B203240946 Public version of Revision 2 to Emergency Plan Imp 
Procedure EPIP lOO-Cl. “Station Director (CheetTist of 
Initial Oeneratlng Station Emergency Plan 
Responsib 1 1 1 tl es > “ 

• Commonwealth Edison Cp. 62/03/01. ^PP 13404 266 24 

Fiche 90-010, 82/03/10, 8203240337 


0. Adjudicatory correspondence 


8303290974 Updates info In 0 6'Boyle affidavit which supplement 
620323 testimony Two of 449 add I irradiated channel! 
measured since affidavit had bow plus bulge deformation 
greater than 0 . 400 inches 

FIT781B0ON3, R Ishair. Lincoln t. Beale 8S/03/22. Atomic 
and Licensing Board Panel ip. 12410 119. 24X 

Fiche: 90-237. 63/03/22. 8203230974. 


ee03290139 roru«ri)t tndor»«nent» 8 to SrLtA B)ni;ert £8-1 . EO'S. CO-3. 
£0-29. £8-20. £8-42 «, £8-0 

osrefl. J Conmooveolth Edtton Co 8a/03.'24 SALTet-AV. J 
Oiroetoi* for State b Llcon«eo R«t«tlont 6pp 12430 200 34ic 
FUhe 30-000. 82/03/34. 6203290139 


P 0;»ratln( ltc»nt» ita}* 40Cur*ntt 8 corr »»pon(»nc» 


02030302<>9 (.orwans csionantv radloloiltal «£<tutnt Tact. Bpota 8 
OFFalte Dote Calculation Manual Ccn-ventt identity anpat 
chere tub-lttalt appear defle tent- add 1 justification may ba 
nooded or contractor underatand tng of intdnt Incomplett 
VASSALLO. 0 B Oparatlng Reactors Branch 2 83/03/03 DELOEOROC.L 

Co>nnionwealtii Edison Co 3pp 13119 OOB 34X fiche SO-COO- 82/03/03. 
e3oa0302&9 


— 03030302/6 for..ardt questions re radiological effluent Tech Specs & 
Offeite Dote Calculation Manual tuaaitttals that will be 
addressed in discussion u/utll 

SIMPSC'f.F B eoto. Inc 83/01/19 WILL IS- C A Effluent 
Treatment Sytt«n>s Branch 23pp 13119 011 34X 

Fiche 30-COO. 83/02/03. Q203Q30269 


020'3300203 Foriaards SAft for SEP Topic 111-2 re uind iL tornado loadings 
per 810014 coousltaent 

WaubCH. T O Ccauronuealth Edison Co 83/03/33 CRV/TC*<HELD. D 
Clperatlng Reactors Branch 9 Bpp 12490 238 24x 

Fteso SO-33/. 82/02/22. 8203300305 


0303030389 Advt ees that NUTECh 1. 1 cenelnp Topical Rept ADV-13-002 -N. 
Revtston 0. "MiJlECH Foedueter Mottle Sqpase LeaLage 
Monitorlns Sys. " uae provided u/6II2ll subeittal Rept should 
b« included on facllltu dociats 

RAUSCH. T J CoeuROn-eal th Edison Co 63/03/23 CteEMHUT.O <1 
Division of Licensing 2pp 13078. 968 2 4» Flche 30-000.93/02/23, 

0203020389 


6203020399 foruards 0 O'Boyle testlisbUy. updat Iny eerlier taetlrony on 
channel deformation !• -Analycic of OUR fuel Chennel 
Da format I do " 

F 1 1 ZQ 1 8 SON'S. R lehacc. Lincoln L Beale 82/03/33 Atc.->lt Bofoty 

and Llcenelop Board Panel ip. 12077 006 24X 

F I Che: 30-337, 82/03/33. e203030.'i99 


'8303020A12 Paper entitled -Analyels of 6WB Furl Channel Deformation.” 
to b* pretentvd at AMS 620606-11 annual meeting In Los 
Angelot.CA Deviation rept enc I 

O'BOyLE.O R Ccmeorieselth Edison Co COBMAN. J A Affiliation 
UnlnOtt/n. 02/06/06 I4pp 12077.013 24X Flche 30-337.82/02/23. 

8303020399 


0203030466 Bubmite correction to 820133 response to N'Jft£0-0B03 re 
sietegrlti. Of 8WR scram sys piping. One quarter of stram pilot 
valves 00 each uolt are rebuilt every operating cycle 
RAUSCH, T. J Commar.uea I th Edison Co 83/03/23. EISENHUT.O 0 
Division of Licensing Ip 12006 316 24T Flche 3Q-Q0Q.Q3/Q3/23. 

8203030466 


6203030493 Forwards regueet for addi Info re TMt Action Item 1 1 . 0. 1.1IC8 
(itglipnlnt vents Util isust Identity sys or equipment 
containing high points which may need vdntlng to maintain 
adequate core cooling 

CROTCHF lELO. 0 Operating Reactors Branch 9 03/03/33. tlELOEtinOE.L 

Coflimonurel tn Ediion Co. 3pp 12088 162 34x Flche 30-237. 

D2/ 03/33. 8203030493 


6303160043 Advtees that Implementation of N-UREO-0737 Item 111.0.3 3. 
lirproved In-plent iodine Inetrurcntal Ion under accident 
cisnifltlon le acceptable. 

CRUTCPFIECO. 0. Operating fleatlore Branch 3 83/03/83. HELOEOROE. U 

Commorwaal th Edison Co. 3pp 13323 073 24X Flche 90-000. 

02/03/33. 8303160042 


0203010333 For-aarde draft evaluation of 6EP Topic V-3, “ftCPB LCalage 
OataCtlon " Requaete reeponee within 30 daye If as-bullt 
facility dltfere from licensing basis assumed In aseasement. 
O'CONMOfl.P.H Operating Reactors Branch 3. 63/03/24. OEUOEOKOE.L 

Commanuaalth Edteon Co 8pp 13069.033 34X Flche 30-337,02/02/24. 

6203010233 


6203020333 Responds to Generic Ltr 82-01. •■Mew Appllcetlons Survey." 
Uttt does not plan to submit any applications or requests 
for ARC revlau prior to 041231 

SWARTJ.E, 0 Commooweelth Edison Co 83/03/34 £t8EMHUT,0 0 
Olvlelon of Licensing Ip. 13077,066 34X FlchS 30-000,63/03/34. 

0203030332 


Topic Ilt'4 S. turbine missiles 

RAUSCH. T J Commanuealth Edison Co. 83/02/24. O'COt^NER.P 
Assistant Otrectar for Operating Reactors. 300pp 13077 320 ?4X 

Plena 30-237. 82/03/24. 6303020410 


B2O3020431 Forwards evaluation of SEP Topic llt-0 A. “Loose Parts 
Monitoring 6 Core Barrel v/lbratton Program " Confirmation of 
fact* or idan tt f i cation of errors 6 supplying of correct 
info requested within 30 days of raeaipt of ltr. 

O'CONMOR.P u Operating Reactors Branch 9 02/02/26 OELOEOROE.L 

Co-mmonvealth Edison Co 4pp. 12082: 324 2AX Flcha 90-237. 02/02/ 2< 
8303030431 


0303160031 FOTwards Front I In flaesarch Ctr requests for addl Info usi 
environ qual 1 f Icat I on of safety-related electrical 
equipment ITni action plan! Info requestad within 30 days. 
CRUTCHFIELO. 0 Operating Reactors Branch 9 02/03/01 OELOElWUEtt 

Commonwealth Edison Co 9pp 12323:062. 34X Flcha 30-000. 

83/03/0 1 . 8203 1 600 9 1 


0303160211 Forwards addl Info tc statue of NUREO-0737 Items per 011129 
6 620122 requeite Reeponeae to NRC raquast for addl Info re 
Weetlnghouse AVLtS 6 summary rapt enc 1 

EUARTI-E 0 CommonueeUh Edison Co 83/03/01 EIBEMHUT.O 0 
Division of Licensing 90pp 12306 086 24X Flche 90-000.92/03/0 

0203160211 


0303110292 Application to amend App A. Tech Specs to Licenses OPR-19, 
UPR-29' OPft-29 6 OPR -30, adding second level undervoltags 
protection relay* to onsite power eye. Fee encl. 

RAUSCH. T J Cocuronueal th Edison Co 83/03/04. DENTON.H. R. Offlc 
of Nuclear Reactor Regulation. Otractor 3pp. 13216:099 24X 

Flche 90-000. 02/03/04.8303110293 


--820311030I Proposed changes to Tech Opecs. adding second level 
undeTvdltage protection relay* to onsite power sys. Revised 
Pages 41.43.43,49,146-140 6 190 for Dresden <> Pages 
3 2/4 2-12 through 16 t. 3 9/4 9-1, -3 6 -4 for Quad Cities 
e Cora.sonueelth Edison Co 02/03/04 34pp 12316 098 34X 

F|che: 90-000, 82/03/04. 82031 10292 


8303190023 Forwards request for addl info re reactor protection sys 
power monitoring sys design mod I, model Tech Specs on which 
to base proposed Tech Specs to be submitted In form of 
request for license mod 

VA&OALLO. 0 e Operating Reactors Branch 2 82/03/04 DELOEDflOE.I 

Commonwealth Edison Co 9pp 13394:342 24X Flcha: 30-000, 82/03/6 

8203190023 


--6203I90036 Model Tech Spec 3/4. 8 3 re onsite power distribution sys 
slectrtc power monitoring for reactor protection sys 
• N8C ' No Detailed Affiliation Given 82/03/04 Ip. 12394:34 
24X FUhe 90-000, 82/03/04, B203I90023 


6303110001 Generic Ltr 83-04 td all licensees of operating plant*, 
applicants for OL t, holders of CP rt use of INPO 8EE-IN 
program 

Et&EKHuT.O.O Division of Llcbnslng 83/03/09 HAU8PUR8. A 
Consolidated Edison Co of New Yort KOCSTER, 0 L Kansas Oa* (• 
Electric Co. POLLOCK, M. 8. Long Island Lighting Co. 2pp. 

12291 031 24X Flche; 90-000,82/03/09.02031 lOOOl 


8203170901 Forwards draft taftty avaluatlon of SEP Topic lll-l, 
“Duality Group C la * 1 1 f lea t ion of Component* 8, Sye. “ Response 
requested within 30 days 

O'CONNOR. P. Operating Reactors Branch 9 82/03/09 OELOEOROE'I. 

Commonwealth Edison Co 9pp. 12320:319. 24X Flche. 90-237. 02/03/1 

0203170901 


--8203060090 "Ouallty Group Class tf test ion of Components (• By s. Comm I 
Dresden Nuc lear Power Stetlon Unit 2." technical evaluation 
rept. 

TlKOO.a . OONTALEZ.A . BERkOWITZ.L Franllln tns 1 1 tote/F rank 1 In 
Research Center. NRC-03-79-I IB. TER-C9397-430 82/03/03 

UANO.A NRC - No Deteiled Affiliation Olven. 112pp. 12320:394 

24X FUhe 90-237, 82/03/09,8203170901. 


6203160296 Submite higher loed ratings of rac Irculat 1 On sys pump 
snubbers mfg by Pacific Sc 1 en 1 1 f Ic. per T Cheng request 
RAUSCH. T J Coe.monwoaltk Edison Co. 82/03/10. O'CONNOR. P. 

Assistant Otractor for Qparatlng Reactors. 2pp. 12290:361 24X 

Flcha: 90-237. 82/03/10. 8203160296 


8203230099 Advises that ATUB rec Irculat ion pump trip Installed in 
listed BURi.SIg Rock 6 Dresden installations deftrrad. 
CRUTCHFIELD. D. Operating Reactors Branch 3. 82/03/10. NOVAK. I 

Assistant Director for Operating Reactors. Ip. 19392 329. 54X 

Flche 90-000. 82/03/10, 8203230099 


BZ03300t*?l inform* of dcforrod imp 1 omen tot I on •chrdulot for mod to 
terom dltchorgo tg ». Comp 1 ot Ion of uork at Droidon Unit 3 
• tpdctdd bv 620338. Uork on roirolnino thraa unit* dpfprrpd 
until flrtt unit rafuailng outoga ttorting 840901 

flEEO-C Comnonuoa Ith Edl«on Co. 82/03/16 DENT 09. H fl Offltr of 
Nucloor Raactor Rogulotlon. Olroctor. 2pp 12490 069 24X 

Fith* 90-000.02/03/16.8203300191 


8203260033 Foruiord* "Oparotlng Reactor Pouar Oparatad flail of Valve I. 
£CCB Rapt*. " raquait for addl info ra IMl Action Plan Itam 
It K 3 17 rapt on outage* of ECC8 Ra*pon«a required within 
60 dag*. 

VASSAULO. D. B Operating flaactor* Branch 2 82/03/17 OELCEOflCE. L 

Commonuaalth Edl*on Co. 3pp 12441.320. 24X F Ic ha 90-000. 82/03/ 1 7, 

8203260033 


— 8203290489 “Operating Reactor Pouar Operated Rallaf Valve 6 ECCO 
Rapt*." raquaat for addl Info. 

OVCRBECK. 0. J Franklin In* tl tut a/Frank 1 1 n fla*aarch Canter 
NftC-O3-0l-13O 02/02/19 CHOW, E NRC - Mo Data Had Affiliation 
Olvan, 4pp 12441 323 24X Flcho 90-000. 82/03/1 7, 83032600.33 


--8203290499 “Operating Reactor Power Operated Relief Valva 6 ECCll 
fiaptt." raquaet for addl Info. 

OVERQECK. 0. 0 Franklin Ini 1 1 tv ta/Frank 1 1 n Raiaarch Center 
83/02/19 CHOM.E NRC - Mo Oatallad Affiliation Olvan 4pp 
12441:327 34X F Ic ha 90-000. 82/03/ 1 7. 0203260032 


8203260129 Application for amend to Tech Space App ra ecram dlecharga 
vol (t control hlock limit *ultcha* 

RAUSCH. T J Comffloniuaalth Edleon Co 02/03/18 OENIO.N.HR Office 
of Nuclaar Raactor Regulation. Olractor 3pp. 12422.240 34X 

Flcha: 90-349. 82/03/18. 0203260129 


--8203360132 “Oaelgn Spec for Control Rod Drive Scram Dlecharga Hod " 
a EDS Mud ear. Inc. 81/10/23 16pp 12423 272 24X 

Flcha 90-249. 82/03/18, 0203260129 


8203290191 Forward* RavKIon 20 to CE-l-A. "QA Program for Nuclaar 
Oanaratlng Station*." per NRC 820312 raquaet. 

8WARTZ.E O. Commonuaalth Cdlton Co 82/03/19 HAA8B. U P Oualltg 
Aesuranca Branch. Ip. 12438:243. 24X Flcha 90-000.82/03/19. 

8203290191. 


--02O329O166 Ravltlon 20 to CE-l-A. "OA Program for Nuclear Oanaratlng 
Btattone. " 

• Commonwealth Edleon Co CE-l-A R20. 82/02/17. 30pp. 

12438:244. 24X F I ch a 90-000, 82/03/ 19. 02032901 91 


8203290276 Forward* 16 ovarelia ttructural drawing*. In raiponea to NRC 
raquaet for Info ra drvuaH thl c knee* . blol oglcaV thlald wall 
thlcknae* L raactor vaeeal tupport Info raquaetad par SEP 
Topic 111-7. B. Aperture card* are available In PDR 

RAUBCH. I J Commonwealth Edison Co 82/03/22 O'COMhOfl.P NRC - 
No Datailad Affiliation Olvan 2pp 12441 312 24X 

Flcha; 90-237. 82/03/22.0203290278 


6203300164 Inform* that Quad Citla* Stations will not Install gaseous 
affluent monitors until 820701 due to computational S. other 
difficulties w/eplng-4 monitor*. Instrument reading 
convarilon* not anticipated prior to 820701. 

SWARTZ. E.D. Commonuaalth Edison Co 82/03/23 EISENHUT.D 0. 
Division of Licensing. 3pp 18449: 193 34X Flcha : 90-000. 83/03/S3. 

8303300164. 


0 Intpactlon report*. IE Bulletin* t. c orratpondanca 


8303030334 Forwards IE Insp Rapt* 90-337/83-01,90-349/02-01, 
90-294/82-01 6 90-269/82-01 on 820104-07 S> notlc* of 
violation. 

NORELtUB. C. E. Division of Englnaarlng L Technical Programs 
82/02/16 REED.C. Commonwealth Edison Co. 2pp 12099: 170 24X 

Flcha: 90-000, 82/03/16. 8303030324. 


"8203030330 Notice of violation from insp on 820104-07. 

NORELIUS. C. E. Division of Englnaarlng L Technical Programs 
83/02/16 2pp. 13099:172 24X FI cha: 90-000. 83/03/16. 8203030324 


--02O3O3O339 IE Imp Rapti 90-237/83-01,90-249/92-01,90-294/82-0! «. 
90-369/82-01 on 030104-07 NonComp 1 lance noted: fal lurt to 
perform gap maasuramant* t< fallura to Include safatg relief 
valve thrust loads In IE Bulletin 79-14 evaluation. 

UIN. I.T., DANieL8QN,0. H Division of EnglnaoTlng «. Tocbnlcal 
Program* 82/03/09. 8pp. 13099:174. 34X Flcha. 90-000. 83/03/16, 

8203030324. 


0203160364 Forward* safatg evaluation for BEP Topic 1 1 1-3. C, "Insarvlca 
Imp of Uatar Control Structuro*. '* Appropriate uattr-control 
atructura* identified 6 engineering data available at elte. 

RAUSCH, T.O. Commonwealth Edison Co. 83/03/16 CRUTCHFIELD. 0. 
Oparotlng Reactore Branch 9. 14pp. 13399; 001. 24X 

Flcha: 90-337. 83/03/16. 8203160264. 


8303030469 Submits monthlg statu* rept re avaluattons performed In 
response to IE Bullattn 79-14. “Seismic Anelgels For 
As-Bullt 8af * t g-Re la t ed Piping." par 800018 rsquest 

RAUSCH. T J Commonuealth Edison Ca 02/02/19 KEPPLER. J S Region 
3. Office of Director 2pp 13099 3|3 24X Flcha 30-000. 02 /02/ 19, 

0203030469 


8203110139 Advisee that IE Info Notice 02-0 1 ■ Revt s 1 on |. 'Auclllarg 
Feedwater pump Lockout Resulting From Wes t I ng k ouea U-2 
Switch Circuit Mod." was sent to listed licensees 

• Region 3. Office of Olractor 82/03/36 Region 3. Office of 

Director Ip 12212 313 24xFlchr 90-000. 82/02/26. 82031 10 1 39 


0203100303 Forwards response to IE Bulletin 00-11. "Nasonrg Walt 
Design" per R Walker request Response addresses opcrabllltg 
assessment of masourg walls. 

SWARTZ. £ 0 Commonwealth Edison Co 82/03/01 KEPPLER. O 0 Region 
3, Office of Director 3pp 12170 117 24X Flche 30-000.02/03/01. 

□303100203 


0203110208 Submit* rsvlsed schedule for completion of IC Bulletin 
79-14, "Seismic Analysis For As-Oulkt Saf e t g-R» 1 a t ed 
Piping." requirements h control rod drive insert withdrawal 
piping support mods 

RAUSCH. T J Commonwealth Edison Co 02/03/02 KEPPLER. .7 O Region 
3. Office of Director 2PP 12219 111 24X Fiche 30-000. B2 /O3/02. 

0203110200 


0203110079 Advise* that I£ Info Notice 02-03. "Environ Tests oP 
Electrical Terminal Blocks," was sent to listed licensee* 

■ Region 3. Office of Director 82/03/04 Region 3. Off leu of 

Director Ip 12213 344 34X F ic he : 90-000. 82/03/04. 82031 10079. 


0203290960 Forward* IE Insp Repts 90-010/01-21.90-237/81-38 6 
90-249/81-31 on 811231-020129 6 nntlca of violation 
BPE9SAR0 .r u Division of Project & Resident Program* 82/03/09 
REED.C Cormonwealth Edison Co &PP 12410:101. 24X 

Ftch* 90-010. 82/03/09. 0203290960 


--8203390969 Notice of violation from insp On 811231-820129. 

BPEBSARD. R L Division of Projsct t Resident Program* 82/03/09. 
2pp 12410 103 24X Flche 90-010.02/03/09.8203290960 


--0203250977 IE Imp Repts 90-010/81-21.30-337/01-38 t< 90-249/0 1-31 on 
81 1231-8201 29 Noncomp 1 1 anc t noted: several safety-related 
equipment area* had significant quantities of combustible 
matl* present. 

TONSUE. T M . JOROAN.H J , WALKER. R 0 Region 3. Office Of 
Director 82/03/09 9pp 12410 109 24X F Iche 90-010. 82/03/09. 

8203290960 


8203190239 Forward* IE Info Notice* 02-04. "Potential Oaflclency of 
Certain AOASTAT E-7000 Series Tlme-Oelag Relaye" t 83-09, 

"Increasing Frequeneg of Drug-Related Incidents.'* 

a Region 3. Office of Director. 02/03/10 Coirmonweal th Edl&on 
Co Ip 12347 090 24X Flche 90-000,82/03/10,0303170239 


8303170407 Ack receipt of 030226 Itr Informing NRC of steps taken to 
correct violation* noted In IE Insp Repts 90-010/81-20. 

90-237/01-37 b 90-249/01-29 

BPEBSARD.fl. U Division of Project t. Resident Programs. 83/03/11. 
REED.C Commonwealth Edison Co tp 12317 117 24X 

Flch* 90-010. 02/03/11, 8203170407 


— 8203170418 Responds to NRC 820128 ttr re violation* noted In IE liisp 
Rept* 90-010/01-20. 90-237/01-37 *• 90-249/81-29 Correc ttve 
actions: valve* returned to correct position I. surveg of all 
saf etg-rela ted Instruments conducted 

RAUSCH. T.J. Commonwealth Edison Ca 83/02/36 KEPPLER. ..f O 
Region 3. Office of Otreclor 3pp 13317 llO 34X 
Flche 90-010. 02/03/11.8203170407 


82D3190389 Advises that IE Info Hotl^m 83-06. “Faklurs of Stsam 
Oanarator Primarg Side Manway Closure Studs." was sent to 
listed licensees. 

a Raglon 3. Office of Director 02/03/12. Region 3. Office of 
Director Ip 12349:300 34X Flc h e : 90-000. 03/03/12. 8303190209. 


B303360339 Forward* response to NRC 811314 Itr re deficiencies in site 
specific annei to emergeneg plan which ware Identified In 
App C emergeneg preparedne* evaluation rept (ref IE insp 
Repts 90-10/01-16.90-237/81-27 b 90-349/BI-30I. 

RAUSCH. T J Commonwealth Edison Co. 03/03/13 KEPPLER, J. 0 Region 
3. Office of Olrsctor 30pp. 12434 179 24X Etch# 90-010, 82/03/12. 

8203260239 


B303230307 Request* Page 2 of 830316 Itr be corrected to read IE Insp 
Rept* 90-237/02-01.90-249/03-01,90-294/82-01 b 90-269/82-01. 

NORELIUB. C. E Division of Engineering b Technical Prograot. 

63/03/19. REED.C Commonwealth Edison Co. Ip 13381:238 24 X 

Flche; 90-000. 82/03/19. 8303330207 


— .... ..vvtvT v/< tiiauvqusiB bBCuriclf 

Screening Pregi'^'r* ’ No urttten retponie required 

♦ Ration 3. Office cf Olreclor d2/03M& CoAmonuee) tn Edleon 
Co Ip 1338a 314 24 « Pi c he. 3O'CO0. 83/03/16. 83033306j>9- 


0203330363 Conf irn» plane tp conlucl oparetioni (.•»» »n»p on 820412-33 
tntp ul I I contiil pP revieu of mjt c ontrple , ec tl vl 1 1 e i in 
proqreai & tnlerviauf w/ielceted parpcontl 

SPESSABO. R L. Division of Project 4 Resident Progreme 83/03/10 
REED. C Co«ison<.ee 1 th Edison C« 3a j 133B3 CC4 34K 
Ftct.e 30-010.83/03/18.0303330363 


6303310432 Submits xonthlq statue r*pl m response to tE QutleCin 
79-14. re evaluation performed at facilities flept content 
addresses Sgs found to be operable Appropriate repairs 
to 8 utsij«te>n ISu-SOS rave been performed 

RAI/SCM. T J Co'*nonu)edlt!i Edison Co. 83/03/33 KEPPlER, J 0 Region 
3. Office of Oirecterr 3pp. j3434 360 34X Fl cbe. 50*000. 82/03/33, 

03033104 33 


~-oauauuu*ti£) ucn a«c-uud/uai.-u on u.cuiju. curing single conproi roo sere 
testing. CRD H-lO failed to tcrair When solenoid futes 
putled.CRD failed to scran Ceusad bg sticking tcrem pilot 
solenoid valve Both valves replaced 4 tested 

GAOER.S CofK.'ionusalth Edison Co 83/02/33 Region 3. Office o 
Director 2p 13094 034. S4X Flc he 90-337. 02/02/23. 0303030409. 


8303030449 Foruardi LER 83-003/031.-0 

SCOTT. 0 J. CoAironuealth Editon Co 82/02/23. KEPPLER. J 0 RogUn 
3. Office of Director tp 13096 330 34* Flc he 90-337.83/03/33. 

0203030449 


--8303030459 LEH 03-OO3/O3L-O on 830137. leak of ov«T IV. 4ot«ctad tbrou 
charcoal fl Iters in B standby gas treatment egs Caused bg 
Improper packing of charcoal Canlstors Charcoal bads 
replaced. 

ANAMDAPPA, A Conmonsiea I th Edison Co 83/02/23 Region 3< 

Office of Director 3pp 12096 221 24X Fiche 90*237.82/02/23. 

0303030449 


B Periodic opereting reperts 4 related correspondence 


0203230579 Fori.ards Part 2 of -flept of Radioactive Effluents 4 
Occupaltorol Personnel Radiation Doses. 1981 " 

SCOTT. D cJ Commongiealt'i Edison Co 83/03/08 KEPPlER. J 0 Region 
3. Office cf Director Ip 13390 334 241 Fiche 90-010.03/03/08. 

0303230979 


-0203230902 Part 2 of "ftept of Rddlobctlve Effluents 4 Occupational 
Personnel Radiation Doses. 1961 ' 

♦ Cdmmoi.ue at th Eiiscr. Co 83/03/08 vapp. 13390 333 34 * 

Fiche 90-010.83/03/08.0303230979 


B203090409 Forwards monfily operating repts for Psb 1982 

GCOrr.OJ Com.iioo.oaUh Edison Co 83/03/03 Director's Office, 
Office of Intgectlon end Enforcement Ip 13161 096 24 * 

Fiche 90-010.82/03/02-0303090409 


8303330644 Foroerds updated LEA 81 -033/01 X—i Detailed event analgols 
enc 1 

SCOTT. 0 J Coni.*>oci wealth Edison Co 62/02/29 KEPPLER. J 0 negloi 
3. Off its of Director 3pp 12309 |49 24X Fiche 90-237. e2/02/&9. 

8303230644 


—8303330690 Updated LER 8l-033/0tX'l on 810603. uhlio blowing down UPC 
steom Supply line u/kPC I turbine on turning gear. oui 1 1 1 ary 
oil puibp tripped 4 motor wet burned. Caused by loose stator 
(jIndtnQ Motor r«<ipoood 

ZtRtfAS.K CoffiAionutool th £dl«on Co 82/02/?9 Offlc* 

of Director 3pp I23B9 191 24X Fiche 90-237.82/02/29. 

8203230644 


8303330737 Forwards lER B3-006/03L-0 

SCOTT. O J Commonuaalth Edison Co. 03/03/08. KEPPLER, J. 0. Ilegioi 
3, OffUe of OiractOT Ip 13389 399 34* Fiche 90-237.82/03/00. 

6303330737 


--0203090418 Monthly operating repts for Feb 1903 

SCHROECEfl. 8 Coi^rngnuea 1 th Ed I eon Co 83/03/01 32p 

34* Pure 30-010.82/03/03.8303090409 


13161 097 


6203310320 Foru-erds corrected Pages 3 4 3 pf Part 2 or radioactive 
effluents rept for 19P1 

SCOTT. D J Comnor...eal th Edison Co 83/03/04 KEPPLER. JO Region 
3. Office of Director Ip 13499 070 34* Fiche 90-337.83/03/04. 


--82033IO3S9 Corrected Pages 3 J, 3 to Part 3 of radioactive effluent rent 
for 1981. 

* Com-onu.eel th Edison Co 83/03/04 3pp 13499 071 24* 

Fiche 90-237,82/03/04.8303310320 


fl Reportable occurrences. LERs 4 related correspondence 

3203110209 Foruarda updated LER 81-061/03*-! 

SCOTT. O.J Commonwealth Edison Co 83/02/10 KEPPlER. J 0 Region 
3. Office of Oiractor Ig 12316089 24* Fiche 90-337.83/02/10. 


-8203230741 LER B3-006/03L-0 on 830210. ATMS dtv 11 high pressure 
transmitter 2-363-300. read offscJia high 4 tripped light 
on panel 2202-708 Caused by faulty capacitor tn ampltfiar 
circuit board A.tiplifier circuit board rep lacad 

KIM. D C Commonwealth Edison Co 83/03/08 Region 3, Of Pica < 
Director 2pp 12309 296 24X Fiche 90-237. 82/03/08. 0203230737 


0203330983 Forwards LER e2-007/03L-0 

SCOTT. D J. C ommonweal th Edison Co 02/03/09 KEPPLER. J.O Begici 
3. Office of Director ip 12390 171 a4X Fiche 90-237.02/03/09. 
0203230983 


--0203230990 LER 02-007/03L-0 on 02021 3. dor Ing routine eorveillante o 
reactor level switch HB 2-263-900. setpdl nt found to be 
above Tech Spec limit Caused by instrument cetpolnt drift 
Buitch adjueted 

eCHflOEDEB.B A Commonwealth Edison Co 03/03/09 Region 3. 
Office of Director 2pp 12390:172 24x Fiche 90-237.02/03/09. 

8203230983 


T Hearing transcripts on non-ant I trust matters 


— B203U0293 Updated lEB Bl-06!/03*-l on 81 1009. dut ing normal operation, 
plp« rettr^int i9lO-lS fovad is co(>»pon9nt Coollfifl 

uater toop declared Inoperable Caused by air void (n sys 
during pur) startup Manger redesigned 

BADEftaS th Edlton Co 03/02/10 Reatofi 3a of 

Dlr»rtor Spp I33t6 €66 34X F*! c 90-237. 03/03/ JO. 0303 1 10389. 


8203020399 Forwards D O'Soyte tas ttmong . updat ing earlier testinong on 
channel deformation l< "Anolysls of BUR Fuel Channel 
Oeformetion " 

FtllOlBBQ'iS. ft. ishem. Lincoln 4 Beale. 82/02/23 Atomic aafaty 
and Licensing Board Panel ip. 12077:006 24X 

Ftchs 90-237, 82/02/23.0203020399 


0203030337 Forwards LEft 82-004/03L-0 

5 COTT,D J Corrronjealth Edison Co 82/02/23 KEPPLER. jO Region 
3. Office of Director ip 12098 269 24X Ficha 90-237.e2/0.'*/33. 


-©203030339 LER B2-004/O3L-0 on 820127. aftsr filling floor drain sample 
tanv A,ci content found above Tech Spec. Caused by failure of 
conductivity p#cord*r In tAtfuamte control room to 
cArryow^r (iros otcurriny. 

MHALEN.B T Commooweaub Edison Co 82/02/23 Region 3, Offir,, 
of OlrsctOT 3pp 42098:266 24* Fiche 90-237. 82 / 02/23 

0203030397 


— 6203020407 Testimony of 0 O'Boyls updating tastlmony on channel 
deformation. Maior source of fuel channel daformatlon due to 
bowing fhould be eliminated in future Irrldlatlon cyclee due 
to modified fabrication process 4 fuel mgt program. 

O'SOVLE.O Com/eonwealth Edison Co 82/02/23 6 pp 12077:007 
24X Fiche 90-237.82/02/23.0203020399, 


— 9203020412 Paper entitled "Anelyslt of BUR Fuel Channel Oeformat 1 or 
to be presented at AN 8 820606-11 annual matting in Los 
AngsIss.CA. Deviation rept enc 1 

O'BOVLE.O. R Commonwealth Edison Co. CORKAN. J. A. Affiliation 
Unknown 02/06/06 I4pp 12077:013. 24X Fiche: 90-237. 02/02/2: 

8203020399 


8203030409 Forwards LER 82~003/03L-0 

SCOTT, DJ Co-ronL-ealth Edison Co 02/02/23 KEPPLER. JO Region 
120303^4^9 " 34* FUh, 90-237. B2/03/k 


V Operator E laminations 


6203010001 Addl retpont. to FQIA request for 30 cetegorlst of documer 
re NURE0-O66D, *NRC Action Plan. “ Fprwarda documents listed 
in Apps A.B.C 4 0. Info partially withheld (ref FQIA 
Eismptlon 9>. 

FELTOM, J.n Division of Rules and Records. Sl/OS/04 HADOEN.T.J. 

Kay t. Scholsr . F isrman. Hay t V Handler. 9pp. 13790:006. 24* 

Fiche; 90-237. 01/08/04,0203010001 


--8203010037 Porward* t««<D r*«ult« far operators t> tanior oparatars 
Elam procata aiplalnad 

COLLINS.P F. Oparator Llcanalng Branch. QO/07/09 DAVtS. L T 
Analgala h Tachnolopyj tnc 9pp 13799. 134 34X 

Flcha. 30-000. 81/00/04. B303010001 


— 8303030373 Eipraatas thanks for util operating (. training staff 
Intarast !• support during raeant training aurvag team visit 
OAVtS. T Analgals t Tachnologg- Inc 80/06/13 SlEPllENSOfJ. 0 0 
Commonwealth Edison Co Ip 13770 310 34X Piths 90-000. 

81/08/04. 8303010001 


--8303030133 Informs of 600609-06 alts visit 6g Analgals I. Tech nol ogg. Int 
to collect Info in support of NRC reasaassnsnt of 
raqulrsoianta re seise 1 1 on. tra inlng (• llcsnslng of nuclear 
power plant personnel. Cooperation requested. 

COLLINS.P. F Operator Licensing Branch 80/03/13 
STEPHENSON. 0. 0 Commonusalth Edison Co 3pp. 13770 339 P4X 
Plchs 90-000. 81/08/04. 8303010001 


OOCP.CT 90-238 MuCLEMl SHIP 8AVAt»iAU 


R Periodic operating reports 8. related correspondence 


8203340393 Submit annual status rept for License NB-I semiannual 
radiation surveg repts w/supporting documentation 
OUERRV.J E South Carolina. State of 83/02/39 NBC - No 
Detailed Affiliation Oivsn 8pp 13394 336 34X 

FIche 90-338. 83/03/39.8303340393 


— 8303240399 "Oemiannual Radiation Survey Rapt.9ept 1901 " 

• Belwood. Inc. Radiation 8afaty Barvlces 81/09/30 39pp. 

13394:349. 34X Fi cha. 90-238. 83/03/39. 8303340393 


--6203340400 '*Rasuite of Bemiannudl Radiation 9urvoge. Nonl t or Ing Station 
Dosimeter Readings 6 Environ Sample Analysis Surveys " 

• South Carolina, etata of 01/11/13 38pp 13399:013 34X 

Flcha 90-338. 02/03/29. 8303340393 


DOCKET 90-344 ROBERT EHHET 01I44A NUCLEAR PLANT. UNIT 1 


F. Sacurtty. madlcal. emergency 1. fire protection plans 


8303030447 Ac k receipt of 830119 changes to physical security plan. 
Changes acceptable, per 10CFR30. 94p. 

CRUTCHFIELO. D Operating Reactors Branch 9 02/03/33 HAIER. J 

Rochester Oas St Electric Corp 3pp. 12007 069. 34X 

Flcha 90-344. 03/03/32. 8203030447 


6303240970 Releases public version of revision to emergency plan 
Implementing procedure. 

FELTON. J M Division of Rules and Records 82/03/10 Document 
Management Branch. Ip 13404:341 34X FI che : 90-244. 03/03/ 1 0. 

0303340970 


--B303340973 Forwards public version of Revision 8 to Emergency Plan 
Implamentlng Procedures SC-I. 19Ai "Communications Equipment 
Check. " 

MAIER.U E Rochester Oas (. Electric Corp 83/03/10 
CRUTCHFIELO. D. Operating Raactors Branch 9 Ip 13404 343 24x 

FIche: 90-344. 83/03/18. 8303340970 


— 8303340076 Public version of Revision 8 to Emergency Plan Implementing 
Procedure 8C-1.19A. "Communlcat ions Equipment Chock " 

BODINE. J. C. Rochester Oat t> Electric Corp 83/03/09. 6pp. 

13404 343. 34X F Iche: 90-344. 02/03/ 18. 8303340970 


0. Adjudicatory correspondence 


8303190139 Forwards petition for order to show cause uhg facility 01. 
should not be suspended or why permission to restart 
reactor should not be withheld until actions have btan taken 
to assure protection of public safety. 

CAPLAN.n.M. Sierra Club. 83/03/11. DENTON, H H Office of Nuclear 
Reactor Regulation. Director. tp. 13396:334. S4X 
Flcha: 90-344. 83/03/11.8303190129. 


—8303190137 Petition for order to show causa why OL should not be 
suspended or why permission to restart reactor should not be 
withheld. Affidavit. factual basis for petition & aicerpt of 
weekly Info rept for wk ending 830312 enc 1 

CAPLAN. R. N. Sierra Club. 83/03/11. Commissioners. 19pp. 
13296:839. 34X FIche: 90-244, 82/03/ 1 1. 8303190139 


8302100074 Submits preliminary evalualtcn of operator actions I, plant 
response to steam generator tube rupture event Operator 
acted properly In using power operated relief valve to 
depreseuriie RCS Graph (■ outline of opera tor aettens enc I 
8PEI0.T P Assistant Director for Reactor Safety 03/01/38 
HATTSON.R Division of Syste.ns Integration (post 811009) I2pp 
13296 293 34X FIche 30-344. 82/03/ 1 1 . 8303190135 


0303340364 Requests determination of whether Sierra Club 10CFR3 306 
petition re reetart should be granted Util cnomlttod not to 
resume operation w/o NRC permission Petition issues may be 
included In present NRC review 

hurray. U P Rulemaking & Enforce-nant Olvisiuli 62/03/19. 

OENTO.N. If R Office of Nuclear Reactor Regulation. Director 2pp. 
13395 231 24X FIche 90 -244. 02/03/ 19. 8303240364. 


8303300163 Corrects Page 3 to 020311 petition for order to shom cause 
CAPLAN. R N 01 err a Club 83/03/29 DENT ON. H Ufflcr of Nuclear 

Reactor Regulation. Director 2pp 13449 194 247 

FIche: 90-244. 03/03/29. 0303300163 


J Insurance 6 Indemnity Inforratlon 


0203290096 Forwards Endorsement 8 to NElIA Qiinlor EO-14 

SINISI.J M Marsh t. McLennan. I nc . ■ M t. M Nuclear Consul tents ■ Inc 
Div 03/03/16 BAUfZMAN.J Antitrust 6 Economic analysis Branch 
lUtlllty Finance) 3pp 13414 .304 24X Flcho 90-244,02/03/16. 

8203290096 


P Operating llcanee stage documents 6 c orraa pnndenc e 


0303010001 Addl response to FOIA request for 30 categories of docurents 
re NUn£0-0660. -NRC Action Plan " Forwards documents listed 
In Apps A.O.C t. D Info partially withheld (ref KOIA 
Eaemptlon 9) 

FELTON, J H Division of Rules and Records 81/08/04. MAOOEN.T.U 

Kay*. Sc ho I er, Flarman. Hays S. Handler 9pp 13790 006. 34X 

FIche 90-244,01/00/04.0303010001 


--8009301041 Forwards status of operating PHR auilllarg feeduiater sys 
evaluations for Uastlnghouse, C-T 6 Oiu NB98 plai.ts 
HAT THEWS. PR Aultllary Systsir.a Brsntt. B0/02/25 OEtlAHOYA. 9 
Auilttary Oystems Branch I4pp 13768 329. 34X 

FIche 90-000.81/00/04.8203010001. 


8303080003 "SEP Topic Vt-4. E 1 ec tr 1 c a I • I ns tru.senta t i on L Control Abpectf. 
of Override of Contaln-sent Purge Valve Isolation. RE Oinna 
Nuclear Power Plant." informal rept 

UOY.A C E01.0, Inc EOO-eA-9733 8303000003 83/01/31 

SCHOLL. R F Division of Licensing. 9pp 13171 393 34K 

FIche 90-344, 03/01 /31 . 8303080003 


0203030312 Advises that second operator workshop wll) be held oci 
030316 1. 17 in Boston, MA Attendance of licensed slilft 
personnel requested. Top Ic s to be discussed listed 

EIBENHUT. 0 0 Division of Licensing 82/02/13 MAIEII. J Rochester 
Oas t. Electric Corp 3pp 13092 336 241 FIche 90-244.02/03/12. 

8303030312 


8303030434 Requests addl Info re SEP Topic It 1-9. A. "Effects of Plpr 
Break on 8ys Structures I. Components Inside Containment “ 

Schedule for completion of open items required within 30 
days of receipt ol Itr. Revised BER end. 

CRUTCHFIELO. 0 Operating Reactors Branch 9 1)3/03/33. MAIER.J. F. 

Rochester Oas 1. Electric Corp 31pp. 13002 339 34X 

FIche 90-344. 83/03/33. 0303030434 


0303030116 Confirms that no technical deviations from NRC stated 
positions re NUREO-0737. I tem tIt.D. 3 3. tr.proved In-plant 
Iodine Instrumentation under accident cond 1 1 1 ans. were 
requested by licenses. 

CRUTCHFIELD. 0 Operating Reactors Drench 9 62/03/33 MAIER.J 

Rochaeter Oas & Electric Corp 3pp. 13077.309. 34X 

FIche 30-344. 83/03/23. 0303020116 


8303130331 Discusses NRC/utll agreement tliat complete evaluation of 
recent steam generator tube rupture event (< basla for 
restart will ba submitted for NRC review & approval prior to 
restart. 

EteENHUT, 0 0 Division of Licensing 02/02/34 HAIER, J. R 
Rochester Oas 6 Electric Corp 2pp 12249 ISO 34K 
Flcha: 90-344, 03/03/34, 8303120331 


8303090373 Forwards request for addl Info re NUREO-0737, RCE high paint 
vents. Info requested in 60 days 

CRUTCHFIELD, 0 Operating Reactors Branch 3 03/03/23. MAIER.J 

Rochester Oas t< Electric Corp 3pp 13133 160 34X 

FIche: 30-344. 83/02/33, 8303030373 



-e ruptur. aetitfmt AttinPanct li«t 




fo 1 1 owl A9 f a( 1 1 1 1 V 
«i>< I 

LVOMS. J E Op, re ting Boat tort BrancA 9 02/02/25 n. 

A«attor» Branch 5 6pp iSS>a. i 77 oav Operating 

82031 1001? ’ '^*'*"* 30-244. a?/02/?5. 


OSODSOOldO Cone (ire lii/util a 

t«t, ,aa.pl„ ^o-. e ! afa^irlJor I ['m'" »' 

FICfic 50-244. 02/03/01.0203100180 34* 


^203100374 ^oria,ar Je ^or ^ 

f.. ■ ';s„ "••■‘■w-. = 

Fit h, 90-244, 82/03/01. 0203100274 ^ 


8203lOO42<? Forward! requ«it for «ddl info r. TMI ocim . 



pp:iroA° . 

Fith, 50-244. 82/03/02.0203100429 '2‘e7 2a4 2,* 


ilould t, tlarlfiotf**'* 4«»«»j jon.rator bldg 

«■ °>"t*'"’co?r*°8pp®"*y3j3| MAIEB. J E 

FUhe 90-244, 82/03/03.0203090343 24X 


B203030424 Rrtpondi to aiU04 It. .. . 

XV-IA, I(v-I7 & xv-20 D»tal°« calcM^o!!? J ^V- 12. 

not n,c0»,Arg R,y,,,tr ,tc *®®‘' 

CROTCHFiei.0. D, Oorratlna B.ar?,. J Ooondorg do*, a anti 
flothoater Oa* A£l,ttrlt Corp 3pp «A«E»». J E 

rich, 30-244, 02/03/03.8203050424 'a'36 053 24x 


SS03?30006 ^oruertfe requeet Por jiiiti 

VctiVA ir - -cordon!/:': 

^rF‘Ir °r '^"‘-t-^"c:rT"’*?p‘ 297'°"2« " '• 

FIct, 90-244.83/03/04.8203230006 ^ ' 


11303170500 Notification of 820310-12 <-«iit inn i 
dlff.r,nc.* g.n.rat.d doring In t.^raH! 

Sir^gpsted itlnarar-j li&ted ^ program 

Hot!«ii^oa" t. 82/03/00 nAiEn.^ e 

Flche; 50-244. 82/03:olre203t;530o '“’ 


8303110001 0,nep(c Ltr 82-04 tn all ii. 

applicant* for OL U Noldor* of CP m '"**** operating plant*, 
nrnnran. .*0>0»r* of CP r« up, of INPQ 8EE-IN 


program. 

cln!oMrt'? « <r Of ticenping 

Coneol tdatetf Edieon Cd. op ritw Vork 

Ftcb, .,0-000. B2/03/09. 8203110001 


82/03/09 HAUSPUBO, A 
2P? 12251 031 24* 


0303150075 8,9pond* to 0109P7 i.,. . o,.« * 

:j?;° 

FIth, 30-244.82/03/09.0203190073 


CROTCHFIF.LO, 0 


®^®^****^^^ ^444 404* to NflC 820309 llr ... I 

a*««**<n,iit .-.tttlng Purpote *>ioold b, to'dt:! 020310-12 Integrated 
Flch, 90-244. 82/03/09.8803160422 ‘■^•*0' 009 34* 


fro.. 

vi-7 B nod.i b. ! »!"? t®®- 

pr,dttt wal*r^l,vel for^d I 

CRUfChFIELO.D Op.rat in» h!:!*:!! r*" ‘l'*" 

*■ Corp 3pp "^13 HAIEB.j E 

F(ch, 30-244.82/03/09.8203170193 J23I3 357 24x 


8^03170610 Foriiiardi I let of KCP iy^j ,4 

criteria or equivalent & currant 

dlFf.r.nc* E^cj J!p?c, wnrb:''d?.n*'‘“*‘ 

riaatlng <li»cue$ed duriag 020310-12 

Rociia*t*r ol* 6 ei*t*rl<*Co:r**21 ^ 62^03/09 HAIEB.j t 

Flch..5O-244.92/oL*O^.a3O3?756,0 ’=^‘’ 


Flch, 30-244.82/03/10.8203160448 ‘»03 33<. 34* 


dlff,r,n,„.p;r 82031OM2 mll?!nn T *!'* “* td.ntlfla# 

Fith, 30-244. 82/03/17. 8203220143 12J62. 104 24* 


B203230543 Forward* R*vl*lon 2 to SEP Topic VI-4 ■pi.rfr. i 
Initrunentatlon 6 Control A,p,ct» of oCe^rld, nf 1 

Fit ha 30*244. 82/03/19. 0303230343 ^ 


-8203230948 R,v|*lon 2 to SEP Topic VI-4 •■El.rfri. it. 

fc Control Apo.ct* of iruamn. < X' ^ ****'^ltal' Inttromantj 
liolatlon 0''»>-'-ld. of ConlaInm,nt Purge Vatv, 

SCHOLL. R F^°*^Aisi*:tant*^D:*r* fl02 02/01/31. 

24* Fich. 9 o- 344.B2/03/19.B20323M43‘‘“*'"‘"® ®'''‘ '^^aa O-J 


0O-O6^ConcI::i:/E6F^R:IXt*r°"»'*'i*'‘.*"*** •’••PO"** to »E Bwl 

Fow.r Piac**:;;::" 

Bi/09/3 . benof, 

Flch, 30-244,02/03/19, 0203230543* « 3302 043 


®^O323O6^0 Advisee that PiOQ^a a.. * 

con.id.r.d final. In r,,pon*: to ^B20n2*!X'\‘'’".°' 
atmotpherlc dUpordon coefflci.nt* Pro!«I contesting 
f4qulr,d R,vl,,d area bounder. ^Fopot.d Chang,, ,tlll 

CRUICHFIEUO. D Oparatino B..X. "•t*»*arg In Tech Space 

*■ Corp ojp “J^BR 319^'^iir 

Flch, 30-244. 82/03/19.8203230698 liaB9 3I9 34* 


degraded tubP:'tr:: p,::::: rr*-*-'-*** 

rich, 50-244. 82/03/23. 8203250591 ^ 


sr""'- 

Flche- 90-244, 02/03/29,0203300132 12449.183 24* 


«■ torreepondenc. 

^"“oJaUon""*"’'"* 00-244/8.-10 on 810926-39 6 not.Ca 

rich, 90-244. 82/02/18. SaOMwIir *2>33^ 13« ^4, 


^^har??n‘t 010326-29 

Po« **'’••'' *"* *• Technical Program,, 

pp. 2132 133 24* Flche; 90-244,82/03/18. 0203090: 


02/02/18 


"2” ?2U '!3r'24* p.'’:**?;; ’• “‘ppctor 82/0. 

pp 32 139. S4X FI Che: 90-244.82/02/18, 8203090308. 


0203010140 FPTuard* evaluation of SEP Topic 111-03 c In.aruir i 

;“5r; •••• ‘~r?; -Jm"'''- 

Flche: 30-244. 82/02/22. 0203010148 




Wtmtla, - OPU S.rvlco Core LEMPiEsTc mi)!- ®*r*'-«* ‘ 

Corp. 5pe 13134 177 3av ir,.c Mt*#aTo Mohawk Powa 

..pp 12134,177, 24* F I cho 90-000,02/02786. 8203030440 


8303030701 Su«'iiarlt«» (tatun of « teaiK ganorator In&p & recovery 
• ctlvttlet tine* 030310 neetlng lleguette approval of plane 
to rteiova llfliitad num&or of tube eanples for notal lurg leal 
(tan Atfdl dotoilt ullt bo provided at 030301 meeting. 

HAtefli 0. E Rocheater Oa« & Electric Corp 83/03/01 CRUTCKF ItLU. |) 
Operating Reactor* Qrancb 9 3pp 1308? 309 24K 

Flch* 90-344. 03/03/01.8303030701 


83031 10136 Aclt receipt of 830310 8< I? Itre informing NRC of »teps token 
to correct violation* noted In IE tnep Rapt 90-344/01-34 
8TAR08TECKI. R DWtilon of Project 6 Resident Program* 83/03/04 
MAIEfl-J.E Rochester Oa* t Electric Corp Ip 12213 374 34X 

Flene; 90-344. 83/03/04. 03031 10136 


--6203110140 Respond* to NRC 830113 Itr re violation* noted In IE Inop 
Rept 90-344/01-24 Corrective action* Result* (. Test Oept 
will continue to perform insp of fire barrier penetration 
seal* assoc latad u/PT- 13 1 i4 

HAJER.J E Rochester Os* 1. Electric Corp 03/03/18 HAVMEH.n C 
Region I. Office of Director Ip 13313 3/9 34X 

FI Che 90-244, 03/03/04,83031 10136 


--□203110144 Respond* to NRC 620113 Itr re violation* notsd in It Insp 
Rept 90-344/81-54. Corrtc 1 1 ve action* lER- 01-019 submitted 
reporting 311114 event re Inadvertent actuation of flra 
supprtselon sgs 

MAIER.J E Rochattar Oat 6 Elactnc Corp 83/03/19 HAVNEb. R C 
Region I. Office of Director 3pp. 12313 376 24X 

Fiche 90-344. 83/03/04. 8303110136 


0303330934 Forward* IE 8aFtguard* Insp Rapt 90-344/83-03.00 03O1IU-2O 
No noncomp I lanca noted 

HART IN, T T Division of Englnesrlng 6 Technical Programs 83/03/09 
KAIER. J E Rochester Oat 1. Electric Corp Spp 13302:083 34X 

Fiche 90-344. 83/03/09. 8303330934 


--8303330937 IE Befeguardt Insp Rept 90-344/03-03 on 830110-30 No 
noticompl lane a noted. Hsjor arose Inspected security pTugrar. 
aud 1 1. tt e 1 1 ng 6 malnt. 1 ocke. k eye 6 corbinatlon Oetalle 
ulthheld tref 10CFR73 31). 

LAOUN. R H . DUNLAP. J K . OODY. A T Division of Engineering t< 

Tschnlcel Programs 03/03/03 Ip 13303 004 34X 

Fiche 90-244. 83/03/09, 8303330934 


8303310333 Forwerd* IE Info Notice 83-06. •’Failure of Btea'ii Oenerotor 
Primary Side Hanwag Closure Studs “ No i/rltten response 
raqul red 

HAYNES. R.C. Region 1. Office of Director U3/03/13 D'lUOLC.J. D 
Consolidated Edison Co of New York. RIOPE.O. K Niagara Jlohavik 
Power Corp. CURTI8.N U. Pennsylvania Pouer 1, Light Co 9pp 
13493:084 34X F 1C he: 90-000. 82/03/1 3. 0203310333 


0203170373 Forwards IE Info Notice 03-03. ’’Environ Tests of Electrical 
Tarniinal Blocks" No written response required 

MAVNEa.R C. Rsglon 1. Office of Director 83/03/19 O'TOCLE.JO 
Consolidated Edison Co. of New York. RIOOE.O. K. Nlogara Mohawk 
Power Corp. CURTtS.N W Pennsglvenla Power t. Light Co. Spp 
13313.339. 34X Fiche : 90-000. 83/03/ 19. 83031 70373 


8303170486 Forwards IE Info Notlctt 83-04. "Potential Oaflclency of 
Certain AOABTAT E-7000 Series Tlint-Otlay Releys" I, 83-09. 
"Increasing Fraquancy of Drug-Related Incidents. ’’ 

HAYNES.R.C. Region 1. Office of Director 83/03/19 O'TOOLE, JO 
Consol Idettd Edison Co. of New York RIllOC-O. K Niagara Mohawk 
Power Corp. CURTlSiN. U. Pennsglvenla Pojier t< Light Co 9pp. 
13330:031. 34X Flcha 90-000. 82/03/19. 83031 70406 


B303310361 Forwards IE Info NotlcO 83-07. “Inadequate Security 
Screening Program*. " No written response required 
HAYNES. RC. Region 1. Office of Director 83/03/16 O'TOOLE. JO 
Consolidated Edison Co of Nsu York. CARROLL. J T. Jsrtsg Centra) 
Powtr t. Light Co. POLLACK. M 8 Long Island Lighting Co 9pp 
13499:073 34X Flths; 90-000, 82/03/16. 8303310361 


R. Periodic operating reports & rslatsd correspondence 


8303340371 Forward* monthly operating rept for Jul 1980 

8N0U. S. A. Rochester Oat t. Electric Corp. 80/08/11 Office of 

Management and Program Analysis. Ip 13399.067. 34X 

Flchs; 90-244. 80/08/ 11, 8303340371 


—8303340374 Monthly operating rept for Jul 1980 

MCNAMARA. A E. Rochestir Oa* (< Electric Corp. BO/08/08. 9pp. 
12399:068 34X Fiche: 90-344, 80/08/ 1 1. 8303340371 


8303340378 ForuaT'd* monthly operating rept for Aug 1900 

SNOU. B A. Rochsstsr Oa* I. Electric Corp. 80/09/09. Office of 
Managpmant and Program Analysis Ip. 12394.339. 34X 

Fiche: 90-344, 80/09/09,8203340378 


--8303340381 Monthly Operating rept far Aug 1980 

MCNAMARA. A E Rochester Oae 1. Electric Corp 00/09/09. 6pp 
13394 330 34X Fiche 90-244. 80/09/09. 0303340370 


8203290363 Forwards eonthig ogsratlng rept for Fob l9Ql 

BK'OJ. D A Rochester Oas S< Electric Corp ei/OJ/ll. Office o 
Manogsment and Program Analysts Ip 12413 033 34X 

Fiche 90-344.81/03/11.0203390383 


—8303280400 Monthly operating rejt for F»b 1901. 

MCNAMARA.A E Rochester Oas & Electric Corp BI/03/tO. 9pp 
13412 033 24X Fiche 90-244.01/03/11.9203390383 


0303350409 Forjiardt monthly operating reft for Mar 1981 

8N0U. 0 A Rochester Oas 6 Electric Corp 01/04/10. nfflce 

Management and Program Analysis Ip 13411 171 24X 

Fiche 90-244. 01/04/10. 0203390409 


--03O329O4OO Monthly operating rept for Mar 1981. 

MCNAMARA.A E Rochester Oa* fc Electric Corp. 01/04/00. 4pp 
13411 173 34X Fiche 90-344. 01/04/10.0203390409 


6303390413 Forwards .monthly operating rept for Apr 1981 

SNOU. 0 A Rochester Oes t- Electric Corp 01/09/06 Office 

Managamsnt and Program Analysis Ip 13411 146 34X 

Fiche 90-344.01/09/06,8303390412 


--8203290416 Monthly operating rept for Apr 1981. 

MCNAMARA.A E Rochester Cos tc Electric Corp. 81/09/06 4pp 
13411 147 34X Fiche 90-244, 01/09/06.8303330413. 


8203390419 Forwards monthly oparetlng repi for May 1901 

BNOH. 0 A Rochester Oas 6 Electric Corp 81/06/09. Off leu o 
Management end Program Analysis Ip 13411 339. 34X 

FICh* 30-344.81/06/09,8203330419 


--6303390434 Monthly operating rapt For May 1981. 

MCNAMARA.A E Rochaster Oas <• Electric Corp 01/06/08 4pp 
12411 330 24X Flch* 90-244.81/06/09.0303330419 


0303390437 Forwards monthly oparetlng repl for June 1901 

SNCN. D A Rochester Oas 6 Electric Corp 01/07/09 Office o 
Management and Program Analysis Ip 1341 1240. 34X 

Flch* 90-244, 81/07/09.0203230437 


— 8303390431 Monthly operating rspt for June 1901. 

MCNAMARA.A E. Rochester Oas t. Electric Corp 81/07/09. 6pp. 
12411 341 24X Flch* 90-244. 01/07/09. B3D3350427 


8303390298 Forwards monthly operating rept for Jwl l90I 

0NO>f. B A. Rochester Oas {, Electric Corp 81/OS/09 Office o 
Manegement and Program Analysis Ip 13413 300 34x 

Flch* 30-244. 01/00/09. 8203290398 


--8303390301 Monthly operating rept for* Jul 1901. 

MCNAMARA.A E Rochaster Oas 1, Electric Corp. 81/08/03 »pp 
13413 301 34X Ftche 90-244, 01/08/09.8303390398 


6303230433 Forwards monthly operating rept for Aug 1901 

ENOU.e.A Rochester Oas h Electric Corp. 81/09/08 Office 0 
Management and Program Analysis. Ip 12411.061. 34X 

Flchs: 90-344. 81/09/08. 8303330439 


— 0203330439 Monthly operating rapt fi>r Aug 1981. 

MCNAMARA.A E. Rochester Oat t> Electric Corp. 81/09/04 . 9pp 
13411 063 34X Flch* 90-344.81/09/08.0203290439 


8203330313 Forwards monthly operating rapt for Oct 1901 

8N0H.B A. Rochaster Oat I. Elactrtc Corp 81/11/0? Office 
Management and Program Analysis. Ip 12409.180, 34X 

Flchs: 90-344. 81/1 1/09. 8203350313 


--6303390319 Monthly operating rapt for Oct 1981. 

MCNAMARA.A £ Rochester Oat S< Electric Corp. BI/11/06. 3pp. 
12409 181 34X Flcha. 90-344. ai/l 1/09.8203390313 


0203240336 Forwards monthly operating rept for Nov 1981 

SNOH. B. A Rochester Oat <, Electric Corp 81/13/07. Office < 
Management and Program Analysis. ip 13394.317. 34x 

Fiche 30-244. 91/12/07, 0303340326 


--8203240330 Mpnthly operating rspt for Nov 1981, 

MCNAMARA.A £ Rochester Oat 1. Electric Corp 81/12/04. 3pp. 
13394 310 S4X Flchs. 90-344, 81 /lS/07. 6203240326 


SNOW. B A ftochoter Oas & Else trie Corp 9^/01/07 (Jffic* of 
Hana^osont and Prodrat Anslijalt Ip 134V t 3&0 34X 

Flctie 30-344. 93/01/07.8303330443 


— 8203330446 Month Iq oporatinp rept for OrC 1991 

hONAMaRA. A e nocPotter Oao 6 Eloctru Corp 93/01/06 3pp 
12411:269 24X Fl<ho 30-344. 93/01/07, 8303330443 


0303340319 Foruard* month li^ opera tirg r«pt for Jan 1983 

SNOW.e A nothoitor Gaa 6 Clsctrlc Corp 93/03/09 Office of 
Management and progran AnalgtLO. Ip 13394 330 34X 

riche 30-344.93/03/07.8303340319 


0303340323 Month ly oparptlnp rapt for Jan 1983 

MCNAMARA, A e ftocueiter Ca» 6 Electric Corp 93/02/09 3pp 
12394 321 34* Flche 50-344.83/03/09.0203240319 


6203160449 roruiardo "Aadloaellvo Effloonte Releaae Ropt. Juno-Doc 
1931 * l.l»t of »hlpni»nt4 of «olld unite »ni I 
MAIER. J e fiocheoter Qai 6 Electric Corp 83/03/08 G91ER. 13 
Region 1. Office of Director. 3pp 12303 388 34x 

Fiche 90-344.92/03/09.920316044 9 


—6303160496 "Radi nac 1 1 %re Effluente Releafo RePt. June-Oec 1991 

a ftOChBOtOT oao 1. Eloclrlt corp. 92/03/09 2jp 12303 290 24X 

riche 30-244. 02/03/08. 8203160449 


9 Reportatlo ocCurroncot* LERt 4 related cor retpondance 


8303020613 Foruard* LER 93-006/011-0 

MAirn. J £ Rochetter Oaa 6 Electric Corp 92/02/17 MAVNE8.R C 
Region 1. Office of Director tp 12080 319 24X 

FUhe 90-244, 83/02/17. B2030306I3 


— 8203020623 LER 82-006/OtT-O on 83 0203. daring filling of aecondorg side 
9 steam generatox. reduc lion of reactor coolant bcric acid 
concentration occurred Caused procedure rot requiring 
both ends of tube to be p tugged. Procedure changed 
P£Clt.C H Rochester Oas 6 Electric Corp 03/03/17 Region 1. 
Office of Director 3pp 13000 316 34X Flcke 90-244.82/03/17. 

8303020613 


82030300/4 PKO- 1-83- 009 J licensee has decided to enter 1983 oialnt 
outage to perform repairs on 0 steam generator Outage 
espocted to last until early May I9B2 

HiateR.H . ORUMnEH.C Region 1. Office of Otrector 92/03/33 'Jpp 
12106 291 24X Flche 90-344.83/03/23.9203039074 


3203050351 Forwards LER 82-009/03L-0 

MAIER.J. C Rochester Oas & Electric Corp 83/02/24 HAYNES. H C 
Region 1. Office of Director tp 12136 3 94 34x 

riche 90-344, 63/02/24.8203090391 


-'-8303090260 u€R 82— 009/03L-0 on 82D129. lehi le opening prassurlcer I'ORl/ 
for fourth time to reduce pressure. PORI/ stuct open Caused 
by environmentally dual If led A3C0 NP-I uhtch can not have 
restricted vent. Restri c ted vent removed 6 replaced 
QPECtOR.S. H Rachester Oas 6 Electric Corp 92/03/34 Arglon 
1. Office O'f Director 3pp 12136 399 24X Flche 90-244, 

63/02/34, 920309029 I 


6203060436 RO 62-0D7/O1T on 820125. unit etperiencad event described ir. 
LER 83-003 leading to RC8 cooldown rata greater than 
too F/b Further tnfo letll be submtttsd w/14-d*y urlttar. 
rapt 

SNOW, 9 A. Rochester Gas 6 Electric Corp. 82/03/34 HAYNES. H C 
Region 1. Office of Director Ip 13197 339 24* 

FIcPc 90-244. 82/02/24.8203000426 


6203170560 RO. on 020125. event described In VER 02-003 resulted In 
calculated temp difference across tube sheet of G steam 
generator of approt 280 F Addl tnfp will be submitted u/ 

14-dag written rept 

SNOW. 9. Roeb ester Cas 6 Electric Corp 93/03/03 HAYNES* R C. 
Region 1. Office of Director. Ip 13331 366 34* 

Flche 90-244. 82/03/03,0203170560 


B203160465 Summary of 020301 meeting iv/utll 6 Westlnghouse re recovery 
program Attendee list, agenda 6 viewgraphs encl. 

i-Y0N3.v>.E. Operating Reactors Branch 5 82/03/08 Operating 
Reactora Branch 5 92pp 12303 228 24X Flche 90-244,82/03/08. 
8203160469. 


0303230240 Forwards LER 82-007/01 T-0 

MAIER. o. E Rochetter ©as 1. Electric Corp 82/03/09 HAYNES. R C 
Region I. flfflce of Director. Ig 13377 011 24X 

Flcha aO-244, 83/03/09.8303230340 


performed for followup of 830129 event where 8 steam 
generator eipertencad tube failure leading to RCS cooldiiui 
rate greater than 100 F per hour Cause not stated 
LAfllffA.O F . PECK. C H Rochester Oas 6 Electric Corp E 
Region t. Office of Otrector 3pp. 12379.012 24* 

Flche 90-34 4,03/03/09.0203230240 


6303290383 Forwards l.£fl 82-009/011-0 

MAtEfi. j E Rochester Oas t, Electric Carp. 83/03/16 IIAVNE 
Region I. Office of Director. tp. 13413 199 24X 

Flche 90-244,83/00/16.8303390283 


--8203290289 LER 02-009/01 T-0 on 830303. emerg ency conldoun oti 
Caused ty c ool down/ depressor 1 1 at ion of primary Sye 
following rupture of tube B steam generator resulting In 
calculated delta T of approi 380 F. No action neccessary 
LAR177A.O F Rochester Oas 6 Electric Corp 82/03/16 
I. Office Of Director 2pp I34|3 196 24X Flche 90-24' 

82/03/ 16. 8203330382 


T Hearing transcripts on non-ant I trust matters 


8303350937 Transcript of ACR9 820318 meeting tn Roc he star. NV J 
* ACR9 - Advisory Co.mmlttee on Reactor SafPguarda. 83/03/ 
124(0 213 24X Flche 30-244. 82/03/ 1 8. 82032909.37 


6203290943 Tranacrlpt of ACR6 820319 meeting in Rochester. NY I 
» aCRS - Advleory Committee on Reactor Safeguard t. 82/03/ 
12410 009 24X Flche 30-244.83/03/19.8203330943 


*/ Operatnr Examinations 


0203020312 Advises that second operator wortshop will be held 
620316 1. 17 In Boston.CIA Attendance of licensed shift 
personnel reguested. Top ic s to be dltcutded listed 
E16ENHUT. 0 Q. Division of Licensing 82/02/12. MAIER.J. 
Oas t. El et trie Corp 3pp 13092 326 34X Ft the 50-244.82 

8203030312 


docket 30-345 MILLSTONE NUCLEAR POWER STATION. UNIT I 
f Security, iredleal. emergency 6 fire protection plans 


8203040077 RsSDonda to 811020 comments on proposed ruls Chang 
changt dssdllna for iisptenantation of prompt notification 
syt I. 620110 Itr rgyuestlng eitenslon of Implementation to 
820801 Request for eitension denied. FR notice encl. 
EIBENHUT.D 0 Division of Licensing 82/02/03 C0UN91L.H 
Connecticut Vaniea Atomic Power Co COUNStL.W 0 Northeaa 
Energy Co (Subs, of Northeast Utilities). 6pp. 13130:197 
FUhe 90-000. 83/02/03. 8203040077 


8303020697 Confirms agreement between NRC 6 JF Opaka re Inter 
euthori latlon for contrec tor/vendar employees Conditions to 
agreement submitted. 

CRUTCHFIELD. D Operating Reactors Branch 9 82/02/22 CC 

Northeast Nuclear Energy Co (subs, of Northeast Utilities 
12069 273 2 4* Flche 50'243, 82/03/22.0203020697 


8303D2079D Releases public version of revised emergency plan 
tmplsmeptlng procedures 

FELTON. J H. Division of Rules and Records 02/02/24. I 
Manegerent Branch Ip 13093 001 24X Ft cha 90-249. 82/0^ 
0203020730 


--D203020791 Forwards public version of revised emergency pic 
implementing proc educes . me iuding Procedures EPtP 4102 t< 
alert. EPIP 4103 re site area emergency & EPIP 4102 re 
general emergency 3latlon procedure change form encl 
CQUNSIL.U 0. Northeast Nuclear Energy Co. (subs of Nor< 
Utilities) 82/03/09 EtSENNUT. 0 0 Division of LUent 
12093 002 24X Flche 90-245. 82/02/24. 8303020790 


--8303030754 Public version of revised emergency plan Irnplem* 
procedures. Including Procedures EPIP 4102 re alert. EPIP ‘ 
re site area emergency 6 EPIP *104 re general emergency, 
a Northeast Nuclear Energy Co. Isubs. of Northeast Util 
83/01/19 I25pp 12093 006 24X Flche 90-249. 02/02/24, 

0203020790 


8203100293 Discusses Insp results of fixed fire suppression 
turbine deck exciter room manifold piping doet not meet ml 
burst pressure of 9.000 get. Unit 2 computer room underfloo 
must be raised 6 sealed to maintain Halon level 
CLARK. R W Boston Fire Systems. Inc 83/03/23 Direct 

Office. Office of Inspsctlon and Enforcement 3pp 1217S 
Flche 90-249. 83/02/23,8303100292 


DOCKETED ITEMS 


B203090993 Forudrtfi flr» protection App R review for fee II tty 
C0UN81L.U 0 Connecticut Venkee Atomic Pouer Co CCUN'SlL-U 0 
Northeeet Nuclear Enerpy Co (lube of Northeast Utllltlei) 
83/03/01 ClSCNHur.O 0 Olvleton of Ltcenelnp t4pp 12166 236 
24X Flche 30-249,82/03/01.0203090933 


**8203090333 Fire protection App H revleu for facility 

e Northeaot Utilities 02/03/31 400pp 12166 330 24X 

Flche 30-249,03/03/01.0303090393 


— 0303090339 Fire 7one/Cable flouting Identification Oraulngs for 
Millstone Unit l.App E Twenty-four overslie draulngs. 
Including three Illegible drouilngs Aperture cards are 
available In POR. 

s Northeast Utilities 02/03/31 2pp 12167 300 24 x 

Flche 90-24 9, 03/03/01. 0203090993 


8203190094 Bubislts updated project schedule re prompt notification sys 
Monthly status repts will be submitted until Sys declared 
operat lonel 

COUNSIL. If 0 , CAONETTA. .1 P Northeast Utilities 02/03/03 
CIGENHUT. 0. 0. Division of Licensing IBpp 13396 300 34X 

Flche 90-000, 82/03/03. 0303130094 


0303190310 Application for amend to License OPR-31 revising Tech Specs 
to reflect implementation of mods Identified In fire 
protection safety evaluation. 

COUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltlesl. 82/03/09 CRUTCHFIELD. D Operating Reactors Dranch 9 
3pp 13390 001 24X Flche 90-349. 03/03/09.0203190310 


--0203190312 Pr oposed revisions to Tech Specs reflecting Implementation 
of mods Identified in fire protection safety evaluation 
s Northeast Nuclear Energy Co (subs of Northeast Utilities). 
02/02/20 I2pp 13390 004 34X Flche 90-349,82/03/09,0303190310 


8303330090 Forwards Amends 03 & 73 to Licenses DPR -21 t, DPR-b3. 
respectively (• notice of issuance t. availability Amends add 
license conditions to Include Com*nlsslon approved guard 
training t, qua 1 1 f 1 ca t ion plan. 

CLARK, n A Operating Reactors Branch 3 02/03/10 COUN0IL. U. 0 

Northeast Nuclear Energy Co (eubs of Northeast Utilities) 4pp 
12374 273 34X Flche 90-243.02/03/10.8203320090 


--B203220060 Amends 02 & 79 to Licenses DPR-31 6 DRP-69> r ospec 1 1 ve 1 y . 
adding license condition to Include Commission approved 
guard training 6 qualification plan. 

UAM6AU0H. T. Operating Reactors Dranch 9 CLARK. R A Operotlitg 
Reactors Branch 3 02/03/10. 7pp 13374 3/v 24X 

Flche 30-349.83/03/10, 0203230090 


0203390194 Foruierds Revision 7 to modified amended security plan Cnc 1 
withheld Iref 10CFR3 790) 

COUNOIL.N.O Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) 03/03/10 EIBENHUT.O O Division of Licensing 3pp 
I2429;319 34X Flche 90-343.03/03/10.8203390134 


0303390034 Releases public version of revision to emergency plan 
Implementing procedure 

FELTON, J N Division of Rules and Records 83/03/17. Document 
Management Branch Ip. 13421 100. 34X Flche 30-243,03/03/17, 

8303330024 


— 8203390030 Forwards public version of Revision I to Emergency Rlon 
Implamentlng Procedure EPIP Form 4603-1, “Telephone 
Communications Tast. '' 

C0UN81L,N O. , FEE. W. F Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) 83/03/04. E18ENHUT.D 0 Division of 
Ltconsing ip 12431 lOI 34X Flche 30-349, 02/03/17. 8303390024 


--8203230032 Public version of Revision t to Emergency Plan Implementing 
Procedure EPIP Form 4602-1, "Telephone Communications 
Tast." Revltid implamentlng forms Index encl 

e Northeast Nuclear Energg Co (subs of Northeast Utilities). 
02/02/10 8pp 12421: 102 24X Flche 30-349,82/03/17.8203390034 


8203390237 Requests limited exemption from requirements of I0CFR73. 2td2 
4< 10CFR73. 3te until 830430 Mod to filing ca binat, designation 
of alt draulngs as safeguards Info & installation of locking 
bars t< locks at ^Millstone will ba completed by date. 

COUNSIL.U. 0 Connecticut Yankee Atomic Pouer Co COUNSIL'U 0. 
Northeast Nucliar Energy Co. (subs of Northeast Utilities) 

COUNSIU.U. 0. Northeast Utllitlas Service Co 82/03/30 
EJ8ENHUT,D0. Division of Utcenelng. 3pp 13420 394 24X 

Flche: 30-000. 02/03/20, 0203390237. 


6203310349 Relaetes public version of revised emergency plan 
Implemanttng procodurot 

FElTON. U. M. Division of Rules end Records 63/03/29 Document 
Management Branch. Ip. 12460.060 24X Flche* 30-243. 83/03/29, 


*8203310333 Forwards public version of revised errergency plan 
Implementing proc edure i . Inc lud tng Procedures EPtP 4102 ro 
alert. EPIP 4103 re site area amergeneg !> EPIP 1404 ra 
general amergeneg 

COUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/03/13 ElGENt-UT. D 3 Division of Licensing 2pn 
12460 061 34x Flche 90-349.02/03/27. 0303JIO349 


*8303310398 Public version of revised emergency plan implementing 
procedures, inc ludtng Procedures EPIP 4103 request. EPIP 
4103 re site area emergency 6 EPIP 1404 re general 
emergency 

e Northeast Nuclear Energy Co (subs of Northeast Utllltiosl 
03/02/18 179pp 13460 063 24X Flche 90-245.82/03/39. 

6203310349 


C Adjudicatory correspondence 


8203040306 Requests filing of encl motion to Intervene in Action 
83- 1039. pet 1 1 1 on for review of NRC final rule on tnterisi 
requirements re hydrogen control 

REYNOLDS, N S Debevolse & Liberman REYNOLDS. N 3 Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 83/03/01 
BLATE. U K U B Court of Appeals 4th Circuit Ip 12114 27J. 241 

Flche 90-249.02/03/01.620 3040386 


--8203040391 Petition to Intervene in proceeding util is (VRC licensee 
adversely affected by hydrogen control role Coriificate of 
Sve enc 1 

REYNOLDS. N G Northeast Nuclear Energy Co tsuOs of Northeast 
Utllittasi REVNOI.OG. N S Debevolse t Llbe’rrran 02/03/01 
U8 Court of Appeals 4th Circuit 2pp 12114 274 34X 

Flche 90-349.82/03/01.0203040306 


J Insuronce 6 Indemnity Information 


8303250103 Forwards Endorse.*>ent 0 to NELIA Binders EB-I3 b £0-16, 
Endorsement 76 to NELIA Policy NF- 1 73. Endor so.**>on t 10 to 
NELIA Olnder EB-ll & Endorsement 71 to hCl.lA Policy hF-131 
GINtSI.J H Marsh b McLennan. Inc , H b M Nuclear Consultants. Inc 
Olv G2/03/16 0ALT7MAM, J Antitrust b Economic analysis Dranch 
(Utility Finance) 6pp 13414 331 24X F Ic he 90-000. 03/03/ 1 6. 

8303230103 


9203330399 Forwards Endorsements 77 b 78 to NEl.tA Policy NF-173 
SINIGI.J M Marsh b McLennan. Inc . M b M Nuclear Consultants. Inc 
Olv 83/03/19 GALTZMAN.j Antitrust b Economic analysis Drnnch 
(Utility Finance) 3pp 13409 163 34X Flche 3O-0C0. 03/03/ 1 9. 

8303330399 


P Operating license stage documents b correspondence 


8303010001 Add! response to FOtA request for 30 categories uf documents 
re NUnEG-0660, **NRC Action Plan " Forwards documents listed 
In Apps A. D. C b 0. Info partially withheld (ref POIA 
Exemption 3) 

FELTON. w) « Olvlelan of Rulee and Recorde Ot/OB/OA MADDEN. T J 
Kaye. Gcholer, Flerman, Kays b Handler 9pp 13730 006 24X 

Flche 30-301. 81/03/04. 0303010001 


— 8009130639 Forwards Info requests for utils for par t Ic t pat I on In 
Interim reliability evaluation program as folkowup to 
Crystal River effort SARs b LERs are needed by 800319 b 
remaining Info by 600601 

MATTGON. R. J. Division of Safety Technology. 8-0/03/03 
EIBENHUT.O 0 Division of Licensing 4pp 12761 001 34X 

Flche 90-000,81/00/04,8203010001 


--0010330046 Submits llet of IREP participants for review of facilities 
D Hardin atslgnnent will be confirmed by 800902 

ERNST, M L Assietant Director for Technology Revleu 80/08/07 
OERNERO.R Probabilistic Analysis Bteff (Pro 001119) 3pp 
12760 306 34x Flche 30-000,81/08/04.8303010001 


'B2030I0207 Requests ondorsoment for Interim reliability evaluation 
progra.m Current phase of program Identified as tiig): priority 
effort In NUREO-0660, TMt Action Plan II. C I Program brief 
enc I 

HURLEY, T E Office of Nuclear Rogulalorg Research, Director. FIN 
A-1241 00/11/03 DENTON. H R Office of Nuclear Reactor 

Regulation. Director t4pp. 12760.160 24x Flche 30-000, 

01/00/04. 0303010001. 


--02O3OIO39O Dlscuises participation of five NRR personnel in Interim 
reliability evaluation program ravtaue of facilities 
ERN8T.ML Aislstant Director for Tedinology Revleu BO/OO/37. 
HtRAGLlA. P. Resource b Schedullfig Dranch Spp 12760:303. 24X 

Flche 30-000. Bl/Oa/04. 0303010001 
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620?090I93 Foruardt addi tnfo r« SEP Topic tl'4 F. "S»ttl«‘n*nt of 
FouPdattona L juried Equipment " U/96 aparturs cardt 
Apprtur* card* «i a avstlala In POR 

C0wN3tl.aU 0 Nortftdadt Nuclear Energy Co ItuOi. of Nort^oa»t 

07/OI/S7 CRuTCHF IELD. D Oporatln; Reactord Branch 9 
lOpp 11030 331 34* Flche 30-243. 03/01/37- e2030;0153 


B293020306 Advltet that tecond operator uorktho; will Pa held on 
03O31t> ta 17 1 1 > Sodton.rA Attendance of llcanted ehtft 
paraonnal requetted Topicd to he dlacuxed Hated 
etSENH(jr,D 0 Olvtaton of Ltcenatnq 03/03/13 C0i;N'3tt..U O 
Northeast Nuclear Cr.orjy Co Ctubd of Nortneaat Otllltleel 
CCUNSIL-U 0 Connecticut vantee Atumic Power Co 3p? 13093 333 

34» Ficne •0-000.03/02/13-6203030306 


3203010330 Forwardc requeatad addl Info re reaponae to Tftl Action 
tte<r I A l 1 a ahtft technical advlaor (nfo conalata of 
naanea nuc leap eiper 1 one e. c o Mega couraea co<npleted 6 
tratfilng for each fiondeqreed ahift technical advlaor 
C0U.‘<5tL.M 0 Connecticut Vantee Atonic Power Co CCUNSI1..M 0 
Northeael Nuclear Enerjv Co faubt of Northeaet UtlHtiea). 
B 3 / 03/19 CRUTCUFIELO. 0 Operating Reectora Branch 9 4pp 
12069:067 34X Flthe 90-000.82/02/19.0203010330 


8303030661 Inforna that review of NURCO-0737 Item i A I 1. "Shift 
Technical Advlaor." la complete Review indlcataa that ahift 
technical advlaor training program acceptable 

SHEA- J 3 Operatlnp Reattort Branch 9 02/03/32 C0UNS11..W 0 

Northeaat Nuc tear Energq Co lauba of Nortbaaat Utlllttaal 3pp. 
13079 016 34X Ftche 90-349. 02/03/32. 02O3O3Q6AI 


0203020319 Application for amend to Licenced DPR-61 . OPfl-21 6 OPR-63, 
revtaing Tech Space to reflect organl latlonal title ebanget. 
CCL-NSIL^tf 0. Connecticut Yankee Atc.nlc Power Co COUNBIL'U 0. 
Northeaat Nuclear Energg Co. (euOc of Northraat Otllttiea) 
82/03/24 CROtCNFtEl.O. 0 Operating Reactora Brantb 9 CLARK. R A 
Operating Rea c tore Branch 3 3pp 12003 147 34X 

Fiche 30-000. 02/02/24.8203020519 


8200030323 Foriearda final evaluation of SEP TapUa vl-l. "Organic flatle 
& Poet-Accident Chemietrg “ Facllltq reate acceptance 
criteria Evaluation util P« patlc Input to Integratad 
aafetU aeseienent for facllltq 

6 HBA. J. J Operating Raac tore Branch 3 02/02/23 COU-MOIL. U. 0. 

Northeaat Nuclear Energy Co (auhe of Northeaet l/tllillie> tlpp 
12003. 030 24X Ficne 90-243. B2/02/29. 8203020923 


8203080499 Subtnlte addl tnfo re plane to aeeure that requlr 
coverage will be available bg 630701 per NRC 020107 reque 
tnfo cencerna B1092B requeet for detag In 1 mp lamantat ton 
WREO-0737 Item t. A 1 3 

CO'dtlSIL.u 0 Northeaet Nuclear Energg Co (eube of Nort 
t/tllttleel C01/N81L.M 0 Connecticut Vanlae Atomic Pout 
02/03/01 EtBENHUT. 0 0 Olvlelon of Liccnelng 7gp 1 
24X FI Che 30-000,62/03/01,8203080433 


0203080339 Bvbmltc interpretation of NRC B301 19 ardar for m 
NHC S10113 or der . eetabl t eh ing util ae llceneee for facllt 
Plant-unique analgele for torua attached piping ul 1 1 be 
aubfflttted bg Q3070I 

COUNSIL-U 0 Northeaat Nuclear Energg Co. (eube of Nort 
Utllttleal 82/03/01 CHUTChF lELD, D Operating Reactor 
2pp 12137 074 24X F I c he 30-243. 02/03/01 . 8203080339 


6203030227 Foruardt evaluation of SEP Topic III. 8 . A. "Loot# 
nonltorlng b Core Barrel Vibration Program" for raeponea 
within 30 dage.Naad for 1 mp 1 eman tat Ion ulll ba determined 
during integrated eafatg aieeement 

SmEA. J J Operating Raactore Branch 3 82/03/03 COUNB 

Northeaet Nuclear Energg Co. (tuba of Northeaat Utllitlt 
12136 193 24X F Iche: 30-243. 82/03/03. 0203030227 


6203120204 Ac k receipt of 601231 reeponee to TMl Action Pla 
It K 3 3. "Reporting Relief Valve t> Safety Valve Fallurta 
Challengee. " No further review planned Item reeolved. 
CRVTCHFIELO. D Operating Raactore Branch 3 02/03/00 

Connecticut YanVee Atomic Power Co 3pp 12249: 137. 2 

Fiche 30-000. 62/03/00.9203120204 


6203170392 Foruarde final evaluation of SEP Topic lX-1 ra f 
per util 810631 & 1214 aubmlttale Spent fuel etoragt egi 
irette current ecceptance criteria 

SHEA. J Operating Raactore Branch 9 02/03/09. COVNBIL 

Northeaat Nuclear Energg Co <«uba. of Northeaat utllltla 
18317 143 24X F 1 che : 90-245, B2/03/09 . B2031 70392 


6203190271 Reepondt to NRC 810909 requeet for addl Info re 
propoiad Tech Spec changet to provide curve 1 1 laflca 
requl re.mente for ecram dlacharge vol vent i, drain valvai. 
COUNSIL. U 0 Nc»rtheatt Nuclear Energg Co. (eube. Of Nort 
UllUtteal 02/03/09 CRUTCHF lELD. 0 Operating Realtor 
4pp 12390 036 24X Fiche 30-243. 82/03/09. 0203190271 


6203190310 Application for amend to Llcenaa OPR-21 rovltlng 
to reflect implementation of mode Idantlflad In flro 
protection aafetg evaluation 

COUNSIL. U 0. Northeaet Nuclear Energg Co. (eube. of Norl 
UtlUtlaal 62/03/09 CRuTCHF lELD. 0 Operating Reactor 
3 pp 12390 001 24X Fiche: 30-249. 62/03/09. 6203190310 


' — B203020340 Propoaed revialone to Tech Space reflecting organl rat 1 onal 
title changaa 

» Connecticut Yankee Atomic Power Co. » Northeatt Nuclear Energg 
Co. (cube of Northeaat Utlll tlea) 82/02/28 26pp I20B3 I30 
24 X Fiche 30-000. 02/02/24,6203020319 


Ba03030470 Forwarda requeata for addl info re environ qualification of 
•afetg-related electrical equipment Info needed to complete 
review Info raqueated within 30 daga 

CRUTCHFIELD. 0. Operating Reactort Branch 3. 62/02/29 C0UN9IL.U 0. 

Connacticut Vankte Atomic Powtr Co 7pp 12134 146 24X 

Fiche 30-000. 62/02/23. 0203030470 


0 2 03110046 Urgea cootlnued attention to SEP 0 atapa ntcaaaarg to 
eapedlte ccmpletlon of Integratad aafetg aaaeaament for 
faclMtlea 

DENTON- N R. Office of Nuclear Raactor Regulation. Director. 
82/02/29 CDL-NSIL, U. O Connecticut Yanlee Atomic Power Co. 

COUNSIL. U.O. Northeaat Nuclear Energg Co. (tuba of Northeaat 

Utllttleal. 3pp 12 2 30 209 24k Fiche 30-000.83/02/23, 8203110046. 


02071 <Anm r. illog of SEP topic commltmentt. achtdul ed 

ual tubmtttdl da tea. L la t Inga 
ommitment to completion of SEP 

•« Atomic Power Co COUNSIL. M O 
>ha of Northaeat Utllltieal 
f the Erecutive Director for 
94X Fiche 90-000.82/02/29. 


leal evaluation rept. "SEP Topic 
bn for taoLora of Aotor 
t changaa will be 
aafetg eaaeaannnt 
:h 3 02/02/26 COUNSIL. M Q 

of Northeaat Utilltlta). 4pp 
/26. 6203090413 


--02O319O312 Propoaed revlalona to Tech Bpeca reflecting In 
of mode identified in fire protection aafetg avaluatlor 
a Hortheaat Nuclear Energg Co lauba. of Northeaat Utl 
02/02/28 12pp. 12330:004 24X F 1 c ha : 30-243, 82/03/04 


B203I90319 Forward* ratponaaa to NRC info raquaat ra 6 AR fc 
III-4 A ra tornardo mlaaltoa. 

COUNSIL. U.O. Northeaat Nuclear Energg Co. lauba. of Norl 
UtlUtlaal 82/03/09 CRUTCHF lELO. C. Operating Raactoi 
9pp 12349:221, 24X Flcha: 00-243, 82/03/09, 8203190319 


6203220090 Forward* Amend* 62 (< 79 to L Icon** a 0PR-2t t. DPF 
reapectivetg 6 notice of taauance 4 aval lab 1 1 Itg. Amend* . 
llcena* condition* to Include Commlation approved guard 
training 6 qualification plan. 

CLARK, R A Operating Raactor* Branch 3 02/03/10. COl/l 

Northeaat Nuclamr Enarqg Co lauba. of Northeaat Utllttli 
12374:279 24X Flcha; 30-243, 02/03/10, 0203220030 


—6203220060 Amanda 62 (. 79 to Ltcanaa* OPR-21 4 DRP-69. r*< 
adding llcenaa condition to Include Commlaalon approval 
guard training 4 qualification plan. 

UANSAUSH, T. Qparatlng Raactorf Branch 9. CLARKi R. A 
Raactor* Branch 3. 82/03/10. 7pp 12374.279. 24X 

FlCht:90- 24 3,82/ 03/10, 6203220090. 


--6203290067 Notice of laiuanca 4 avallabllltg of Amanda 6 ' 
Ltcanaa* 0PH-2I 4 OPR-67, reipac ti vt tg. 

CLARK, R. A Operating Raactor* Branch 3. 82/03/10. 2' 

12374.286 24X Flcha; 90-249, 02/03/ 10. 8203220090. 


JEP Topic tIt-10 A. Thermal Overload 
laratcd Valve*. •• 

123 EOO-EA-3740 82/01/31. 

>« 6 pp 12070.305. 24X 


6203230033 Advl tat that ATU 8 recirculation pump trip inate 
Hated BUR* Gig Rock 4 Drttdan Inftal latlon* dafarred. 
CRUTCHFIELD, 0. Operating Reactort Branch 9. 02/03/10 

Ait la tent Director for Ogaratlng Reectora. tg. 12392:3' 
Fiche: 90-000. 02/03/10,8203230099. 


8203170390 Forward* Final avaluatton of 6EP Topic Vt~7 A 4 re core 
eprag notile of Fee t 1 vente e Itsue le not oF tafetM concern. 
Concti>»lon may thanje u/ eubmlttal oF OC InFo For OaneMc 
Activity A-16 

BHFA> J J Opcratlnd n«actor« Branch 9 82/03/11 COUNBIL.U 0 

Northaatt Nuclear Energy Co fsubt of Northaaat Utilttlea). 4pp. 
12317 339 24X Flcho 30-249.83/03/11.8203170390 


0203230460 Foruardi requeet For add) InFo re Ini Action Itent 1 A 3 1, 
'’Upgraded 8R0 t< HO Training' t. II. 0.4. "Training For 
Mitigating Core Damage ' 

CRUTCHFIELD. 0 Operating React ora Qranch 3 82/03/10 CCU.N3IL.W 0 

Northeaat Nuclear Energy Co lauba oF Northeaat Utllltleal 6pp 
12411 138 24X FIche 30-243. a3/03/ie* 8203330468 


0203290311 Submtta addi Info re electrical protection oF motor operated 
valvea. In reaponae to NflC evatuatlona oF SEP Topic IIl-lO A. 
theratel overload protection for motora oF motor operated 
valvaa. IEEE article one 1 

COUNSIL.U. 0. Connecticut Yankee Atomic Poutr Co. C0UN31L.N 0 
Northeaat Nuclear Energy Co. (auba. oF Northeaat Utllltleal 
02/03/22 CRUTCHFIELD. D Operating Reectora Branch 3 I2pp 
12433 323 24X Flche 30-000.82/03/22.0203290311 


0 tnapactlon reporta. IE Oulletlna I. c orreapondence 


8303040320 Foruarda notice oF violation For Failure to meet B20201 
deadline re prompt notification aya Inatalletlon (• teatlny 
OEYOUNO. R C. Olrector'a OFFlca* Office of Inmpectlon end 
Enforcement 02/02/12 C01M9IL.U 0. Nbrtheaat Nuclear Energy Co 
(auba of Northeaat Utllltleal 3pp 12138 062 24x 

Flche: 90-249. 82/02/12. 0203040920 


--6203040328 Notice of violation for failure to meet B20201 deadline re 
prompt notification aye tnetallatlon b teatlng. 

DEVOUNO.R-C Olrector'a Office. OPFlce of Inapection and 

Enforcement 83/02/12 Ip 12130069 24X Flche 90-249. 

82/02/12. 8203040920 


0203110079 Foruarda IE Inap Repte 90-249/02-02 t 30-336/02-04 on 
020103-0206. No none onp 1 1 anc a noted 

BTAR08TECKI. R Olvlalon of Project 6 Raeldent Programa 02/09/22 
COUNSIL.U 0. Northeaat Nuclear Energy Co lauba of Northeaat 
Utllltleal 2pp 12213 340 24X F 1 c he 30-343. 02/02/22. 8203 1 10079. 


--8203110084 IE Inap Rapla 90-249/02-02 6 30-336/82-04 on 830103-0206 No 
noncoiFpl lane e noted. Major areaa Inapected facility toura. 
radiation p rotec t ion. phyalca 1 aecur 1 ty. f 1 re protection. plant 
operating racorda I. Inatrument callhr. 

8HE0L0SKV, J. T . LIPIN8KI.DR . ELSAOSER. T C. Dlvlalon of Prujecl 6 
Raildent Program 82/02/19 llpp 12213 330 24X 

Flche 90-249. 82/02/22. 82031 10079 


8203100292 DIacuaaea Inap reaulta of fired fire auppreaalon aya Unit i 
turbine deck eiciter room manifold piping doea not meat min 
burat preiaure of 9.000 pat Unit 2 computer room underfloor 
muat be rataed t> aealad to maintain Halon laval. 

CLARK.R.U. Boaton Flra Byatena. Inc. 02/02/23. Olrector'a 
Office. Office of Inapection and Enforcement. 2pp. 12178:339. 24x 

Flche: 30-249. 82/02/23. 0203100292 


0203030464 Ack receipt of 020201 Itr Informing NAC of atepa taken to 
correct vlolatlona noted In IE Inep Repta 90-213/01-14. 
90-249/82-01 t. 90-336/82-01 

HAYNES. RC Region 1. Office of Director 02/02/26 COUNSIL.U 0 
Northeaat Nuclear Energy Co (auba. of Northeaat Utllltleal. tp 
12099:308. 34X Flche: 90-000. 62/02/26. 8203030464 


— 0203030473 Reaponda to NRC 011213 Itr re vlolatlona noted In IC Inap 
Repta 90-213/01-14.30-249/82-01 t. 90-336/89-01 Corrective 
actlona foruarda Revlaion 10 to emergency plan Revlalon u/o 
end. Heating u/NRC.FEHA I. State of CT propaeed. 

C0UN8IL. N. 0 . Connecticut Yankee Atomic Pouier Co. C0UN8IL. U. 0. 
Northeaat Nuclear Energy Co. lauba. of Northeaat Uttlitlea) 
COUNBIL.U.O Northeaat Utllltlea Service Co. 82/02/01 Region 
1 . Office of Director 4pp. 12099.309 24X Flche: 30-000. 

82/02/26. 8203030464 


8903030440 Forward! IE Info Notice 82-01 . flevt t ion 1. "Auitllary 
Feedwater Pump Lockout Reaulting From Neatl nghouae U-2 
Switch Circuit Hod " Rcvlaed Table I ta atao end to 
clarify circuit dlagramt No urlttan reaponae required. 

HAVNEB.R.C- Region 1. Office of Director. 82/02/26 O'TOOLE, JO 
Conaolldated Ediaon Co of Neu York 3pp 12134 177 24X 

Flche; 90-000. 82/02/26.0203030440 


9203160164 forwarda IE Inap Rapta 90-243/61-17 (. 90-336/61- J6 on 
811201-04 b I4~1B No none ompl lance noted 

MARTIN. T. T Dlvlalon of Engineering 6 Technical Programa. 09/02/96 
COUNaiL. H 0 Northeaat Nuclear Energy Co. lauba oF Northeaat 
Utllltleal. 2pp. 12301:180. 24X Flche: 90-243. 82/02/26. 8203 1601B4 


—0203160190 IE map Repta 30-243/81-17 6 30-336/81-16 on 811901-04 C< 
14-16 No none o'ap 1 lone e noted Major ar«aa Inapoc toil review of 
facility deaign L oger a 1 1 on. aamp I inq/aoal ja 1 a monltortng 
program 6 atatua of c on ta.-.i noted nonrad i oac 1 1 ve aye 
OAER.R E ■ COLLINS. 0 J . KNAPP. P J Olvlalon of Engineering 6 
Technical Programa 02/02/22 9pp. 12301 182 34X 

Fit he 30-249.02/02/26.0903160104 


0203230604 Forward! IE Inap Repta 30-349/01-10 U 90-336/01-09 on 
810601-04. No noncompliance notec 

MARTIN. T T Olvlalon of Engineering L Ivchnical Progra-e. B3/03/o;.>. 

CQUNdTL.U 0 Northeaat Nuclear Energy Co lauba of Northeaat 
Utllltleal 2pp 19409 097 24X Flche SO -249. 82/03/02, C2O3290604 


—0203390607 IE Inap Repta 30-243/01-10 *,90-336/01-09 on 01O6D1-O4 No 
none omp 1 1 anc e noted Major areaa Inepected aelection *. 
preparation of paclagea for at 1 pp 1 ng. per Reg Culdea 7 I *< 

7 4 

Baer. R C . KNAPP. P J Olvlalon of Englnoaring *. Technical 
Programa 82/02/23 7pp 12407 099 34* Flche 30-249.03/0:1/02. 

8203230604 


0203160180 Ack receipt of 810401 *. 0314 lira informing NRC of atepa 
taken to correct vlolatlona noted In IE Health Phyalca 
Appralaal Rapta 30-349/80-12 *. 30-336/00-11 Actlona will ba 
eramlnad during future Inap of licensed program 

MARTIN. T.T. Olvlalon of Engineering *. Technical Programa. 02/03/04. 

C0UN8U..U 0 Northeaat Nuclear Energy Co (auba. of Northeaat 
Utllltlea) 3pp 13301 268 24X Ft c he 90-243. 02/03/04. C203 1 601 00 


8303230316 Ack receipt of 820303 Ur Infornlng NRC of atepa talcen to 
correct violation! noted In IE Inap ftept 90-249/01-16 
8TAR08TECA1 . n Olvlalon of Project t. Healdent Program! B3/0'3/12 
C0U.N8IL.U 0 Northeaat Nuclear Energy Co (auba of Northeast 
Uttlitlea) Ip 13389 107 24X F I c he 30-243. 82/03/12. 0203230:116 


--G203230321 Reaponda to NRC 820128 Itr re vlolatlona noted In IE Incp 
Rept 90-243/01-16 Corrective actlona lanlated preaaure 
aultcb valved back Into avc Imned 1 a t ■ ly. r ea to r Ing trip eya 
to required min of two operable channels. 

COUNSIL.N 0 , uERNER. R P. Northeast Njclear Energy Co lauba. ef 
Northeaat Utl 1 Itlea) 82/03/03 STARaBTCCKI , R Division of 
Project *1 Reatdanl Program,! 3pp. 12309 100. 24X 

FUha 30-24 3.02/03/13.8203230316 


8303310333 Foruarda IE Info Notice 82-06. "Falluro of Btoam Qpnerator 
Primary Bide Manway Closure 8tuda ** No written reaponae 
required. 

HAVNES-R. C Region 1. Office of Director 02/03/12 O'TOOLE. J. 1). 
Consolidated Ediaon Co of New York. MCNEILL, C. A Power Authority 
of tl>e State of New York. UCER ITZ. R. A. Public Oervica Electric t> 
Oss Co of Mow daraay 3pp 12433 084 24X F Iche: 33-000. 02 /03/ IS 

0203310333 


0203170373 Forwards IE Info Notice 62-03. “Environ rests of Electrical 
Terminal Blocks. “ No written reaponae required. 

HAYNEb.fl C Region 1. Office of Director 02/03/19 O'lOQLE.O 0. 
Conahlldaled Edison Co. oF New York MCb.ElLL.C. A Power Authority 
of the State of New York UDERUZ-R.A Public Service Electric *. 
Oat Co of Neu Jersey Bpp 12312 239 24X FI t h a : 90-000, 02 /03/1 3, 

0303170373 


Q303lV04Q6 Forwards IE Info Notices 62-04, 'Potenilak Deficiency of 
Certain AOABTAT E-7000 Series Time-Delay Belays" t. 02-09. 

“Incrcating Frequency Of Orug-Relatad Incidents *' 

HAYNES, RC Region 1. Office Of Director 82/03/19 O'TQaLL.Ul). 
Conaolldeted Edison Co of Nau York. MCNEILL. C A Power Authority 
of the State of Ntw York UDERITZ.R A Public Bervice Electric A 
Oat Co of Neu Jersey 9pp 12320 021 24X FI ch a 90-000. 02 /03/ 19. 

8203170406 


B20331036I Forwards IE Info Notice B2-07, “inadequate Security 
Screening Programa. " No written response required. 

HAYNES, RC Region I. Office of Director 83/03/16 Q'TOOLE. J O 
Consolidated Edison Co of Neu York DROSS. J C . HCNEIL.C A. rower 
Authority of the State of Neu York. 9pp 13499: 073 24* 

Flche 90-000. 82/03/16. B203310361 


R Periodic oparetlng reports b related correspondence 


0303080390 Forwards “Semiannual Radioactive Effluents Releese Rept.Jul 
Oec, 1981 “ 

COUNSIL.U O. Northeast Nuclear Energy Co ItubS of Norilteaa t 
Utllltlaal. 82/02/33 HAVICS, R C Region I, Office of Director 
Ip 12160 001. 24X Flche: 90-243.82/02/23, 8303000390 


"6203060391 "Semtannual Radioactive Effluents Retaass Rept. Ju 1 -tlec . 
1981. •• 

• Northeaat Nuclear Energy Co laubs of Northeast Utilities). 
62/02/23 I23p() 12160 002 34* Flche 50-249,02/02/23. 

0203060390 



0303160971 For,dr4» "Annual fi*pt for Jan-Oec l’?81." contistini) of 
aummarif ct c'allanjas to relief velvet- per 8CC610 
to-eiBi taient 

CO‘JMSll.-M *3 Hortfteatt Nuclear Enerjii Co ttutt of Wortieest 
Util It let) e?/03.'0l KAV.'CS. R C Region 1. Office of Olrector. 
Ip 18906 867 8 *< Ftche '50-243.03/03/01.0203160371 


--8203160370 ’Annual ftept for Jan-0«e iRfll ” 

a rvorf'eatt Nuclear Enerjy Co (suit of Northeaet Utllltlet) 
82/03/01 33pp. 12306 268 2 4* Vlthe 50-243. 03 / 03 / 01 . 03031 60371 


S Reportable oc currencet. LERi 6 related corretpendenc e 


8803030356 PN3-I-03-O33 on 920234.L»ian coil tpcol aitoclatsd u/ 
contaln-ent Itslatlon lo;lc clrtultrp found 'oelted during 
routine Curve 1 1 laance of CE Tiipe )iFA relate Defective relagt 
replaced u'Tefiel tpooli uiinj rigb terpuire 
SViCDtQSAV, Et.3A8£E«. BRUKSER fieplon 1. Office of Oiveclor 
B2/02/83 3pp 18077 001 84« FIcbe 50-843. 82/02/83. 0303080356 


0803110171 Forward* LER U3-C03/0II-0 Detailed event anal<|«l« «ncl 
fdlQCIIlA.E J tlortteact Nuclear Er.er).^ Co Ctubt of Norttieatt 
Utllltletl 08/03/03 HAY4C9. R C Region 1 . Office of Director 
3pp. 18813 898 84* Flcbe 50-243. 82/03/D3. 02031 10171 


--8203110173 CER 82-003/011-0 oo 820217. -jiM l« twitching to liolale Norib 
349 IV line circuit twltcber 150-81-6 faulted pbate A to 8 
cavtlng fire to circuit tultcher Cautcl bg Interrupter 
contact ultbln circuit twltCier failed in open potltlon 
IMUUl.. T 3 Northeatt Nuclear Energy Co leubt of Northeast 
Utillttei). 82/03/03 Region I. Office of Olrector Ip 
18213 301 24X Ficbe 50-345. 82/03/03. 83031 101 71 


0803230639 Forward* LER 88-003/011-0 Detailed event analytle enc 1 
rfiOClKA.E d Northeast Nuclear Energy Co Ituba of Nartbcaat 
Utllltteei 08/03/10 HAV/CS. R C Region 1. Office of Olrector 
8 pp 183Q3 184 84)1 Flche 30-843 82/03/10. 8203230639 


--8203330668 LER 08-003/011-0 on 020334. UFA rolaj 393-1130 coll bobbin 
found teverely melted 6 four other relay* found w/lnitial 
tlgna of .neltlng Apparetitly cauted by use In continually 
energited app 1 Icat i on. ral ting te-p to -lelting point 
IHLlLL. 1 0 Northeaet Nuclear Energy Co leubt of Northeatt 
Utilltleii 02/03/10 Region 1. Office of Olroctor Ip 
18389 106 84X Flche 30-243,02/03/10.8803830659 


0803230004 Forward* LER 02-OO4/O3L-O Detailed event analytlt enci 
ftROClRA.E J Kortbeaat Nuclear Energy Co Itube of Northeatt 
Utllltletl 08/03/12. HAvrfS.R C Region 1. Office of Director 
3pp 18300 273 a4X Ftets 50-845.02/03/12.0303330004 


--P803230CB3 LER R2-004/03L-0 on 030212. during cootalnirent itolatlon 
valve operability detonttration. Itolatlon condenter 
condentate return valve l-lC-3 falltd to opon upon signal 
Caused by contraction upon cooling Valve heated to open 
TIfJLU. T. S Northeast Nuclear Energy Co. Itubt of Norlbeaet 
Utllltlee) 82/03/12 Region 1. Office of Olrector Ip 

12380 275 84* Ficbe 50-245, 88/03/ 13. 0803830084 


02O'383O196 Forwards LER D8-006/03L-0 Detailed event analytlt enr). 
fiROClKA. E J. Northeatt Nuclear Energy Co (tubs of NurtAeatt 
Utllltletl 08/03/19 HAYNE9. R C Region 1. Office of Director 
app 18413.346 aAt Fube 90-245.82/03/ 13. 0303350196 


— 6802230801 UE 08-006/031.-0 on 080218 . KSIV I -MS-3C doting time eicueded 
Tech Spec range Cauted by ma 1 ad jut t.-ent of control valve 
hydraulic Cyltrvder Cylinder tpeed readjusted 
TholL. T. Northeatt Nuclear Energy Co Isubs of Northeast 
Vtlittleel B3/03/1S Region 1. Office of Director Ip 
12413)340 24X Flche 30-349.92/03/13.8203230196 


V Operator Eraml na t i ons 


B803010001 Addl retponee to FQIA request for 30 categorlet of documents 
re NURCa-0660. ’’NRC Action Plan " Forward* docunent* listed 
In Apps A.fi.C t O Info partially withheld (ref FOtA 
Eieihptlon 51 

FELTON. J M Division of Rules and Records 01/00/04 NAODEN. T. J 
Itage, Scboler. Ft erman. Hays S. Handler. 9pp 18790 006 24* 

Flche 50-849.81/00/04,0203010001 


--83030301SO Ctprosses tbanks for util operating b tralnlnp staff 
interest ti support during recent training survey tean visit 
DAVIS. T- Analytic & Technology. Inc. 80 / 09/19 OFEKa J F 
Northeast Nuclear Energy Co leubt. of Northeast Utllltletl I; 
18770 337 24* flche 50-000, 01/00/04. 030 3010001 


--D303030I5I In forme of 800914-16 site vltit by Analytlt (> Tec hnol dgy. Ii 
to collect info In support of NRC reattettmont of 
requlranents re te lec 1 1 on. tra Inlng 6 licensing of nuclear 
power plant personnel Cooperation requested. 

COLLINB.P F. Operator Llcentlng Branch 80/09/12 OPCHA. J. F 
Northeast Nuclear Energy Co Itubt of Northeast Utllltletl 8 pp 
12770 337 24* Flche 50-000. 01 /08/04. 0803010001 


0203030308 Forward* dp ora tor/«enl or operator code sheets 8 . etair 
rpsultt Nanai shall not be given In providing Analytlt 6 
Technology. Inc lu/requested data 

01L8ERT.C. Northeast Nuclear Energy Co (tubs, of Northeast 

Utllltletl 80/06/03 QUIY. J NRC - No Ottalltd Afflllatloo 

Olven 9pp 18760 i03 34* Flche 50-000. 81 /OB/04. 0803010001 


8803020306 Advises that second operator workehop iclll be held on 
820316 V 17 in Batton.HA Attsndaoca of licensed shift 
personnel requested Topics to be dltcutto.1 listed 
EleeMluT.O 0 Division of Llcentlng 83/03/12 CCWN 8 IL.VI 0 
Northeatt Nuclear Energy Co Itubt of Northeast Utllltletl 3pp 
12098 323 34* Flche 50-000. 02/08/18. 8303030306 


OOCAET 50-247 INDIAN POINT STATION. UNIT 2 


F Security, medical, emergency (. fire protection plans 


0203100004 Foruardt notice of violation for failure to comply w/020£0l 
deadline for establishing prompt public notification tyt per 
10CFR50 94 8 . App £ Civil penalties uitll be proposed for 
licensees completing installatian after 820301. 

OEVOUMO.fl C. Director's Office, Office of Inspection and 
Enforcement 82/08/13. O'TOOLE, J D Consolidated Editon Co of Nci 

York 3pp 18191 293 84* F I che 30-847. 82/02/ 12. 8803100004 


--0203100006 Notice of violation for failure to comply ui/020201 deatlK 
for establishing prompt public notification tys. 

DEYOU.yO.R.C Director's Office. Office of Inspection and 

Enforcement 02/02/18 Ip. I3I91 855 84* Flche 90-847. 

88/08/18. 8203100004 


8203050226 Notifies that each licensee must conduct separate full-ecal 
eterclse involving state 6 local agenclat at required by 
Section IV F. App E. 10CFR90 Licensee not par 1 1 c 1 pa t Ing in 
020303 eterclse should conduct ons later In 1903 

NOVAK. T. N Assistant Director for Operating Reactors 08/02/23 
O'lOGLE.U. 0 Consolidated Edison Co. of New Vort 3pp 18144; ILiD. 
24* Flchd 50-847. 83/03/82. 8203090286 


8303120346 Responds to 030189 request for esemptlon from 080201 prompt 
notification syt installation deadline util info will be 
reviewed to determine whether c ircumstances mandate 
eitentlon FR notice end. 

eiBENHUT.O 0 Division of Licensing 82/03/35 O'TOOLE, J 0 
Consolidated Edteon Co of New York epp. 13859 2S9. 24* 

Flche 50-847.83/08/89.8203120348 


0803080313 Informs that initial installation L testing of alert It 
notification syt In all counties surrounding facility has 
been completed. 

BAYnE. U P Power Authority of the State of New York O'TOCLC.vl D 
Contolldated Edison Co of New York 02/08/26 HAYNES. R C Reoioi 
1. Office of Olrector. 8 pp 18134 139 84* Flche 30-003.83/08/36. 

0203080312 


8203240391 Forwards response to NRC 880218 Itr ui/notice of violation 
requiring demonstration by 820801 that administrative L 
physical means pa established for alerting L providing 
prompt Instructions to public within plume exposure pethwey. 

O'TOOLE. J D Consolidated Editon Co of New Vom. 08/03/19 
DEyOUNO.H C Director's Office. Office of Inspection end 
Enforco.-.ent ip 12394:177 84* F I cbe 90-247. 82/03/ 19. 0803840351 


--08O324O396 Statement in reply to IE 620812 notice Of violation 
requiring that admlnl strati vt & physical mpans be 
established for alerting *. providing prompt instructions 
to public within plume exposure pathwey. 

O'TOOLE. J O Consolidated Edison Co of New York. 03/03/19. 7pt 
12394:178 24* Flche: 90-247. 03/03/1 9, 0203240351 


“-9203010048 Forwards ecam results for Individuals licensed at 
fac ll 1 1 le s 

COLLINS.P F. Dpsrator Licensing Branch 00/06/23 DAVIS* L I 
Analyst t 6 Technology, ]nc 7pp 13799: 139 24* 

FUha 90-000,01/00/04. aaO JOlQQOl 


0803290924 Ack racaipt of 020223 Ur informing NRC of steps taken tu 
correct violation noted in IE Emergency Preparedness 
Appraisal Reptt 90-003/81-01 t> 50-247/01-06 Items B-3. 10, 12. 

13,19 6 21 will be evaluated in 90-003/88-01 t< 90-247/02-02 
HAVnES.S C Region 1. Office of Olrector. 82/03/22 O'TOOLE. J D 

Contolldated Edison Co of New York ip 12410 211. 24* 

Fiche 50-003, 82/03/28. 3803250524. 


DOCKETED ITEMS 


57 


““0203290530 R^tpof^d^ to NRC 810021 Itr re violations noted In It 
£ni*i*p»ncs Proparednate Appraisal Repte 30-003/0t“0l (• 

90-247/BI-06 Corractlve attloni all Iteirt re-evaluated u/NHC 

on 820208**! 1 tc resolved le/out lined exceptions 

O'TOOLC.J 0. Consolidated Edison Co. of Neu Vort 02/02/23 

IIAVNES.R C Replon !■ Office of Director 3pp 12410 212 24X 

Fiche 00-003.02/03/22,0203230324 


0 Adjudlcatorg correspondence 


0203010001 Addl response to FOIA request for 30 categories of docusients 
re NOREO-OA&O, "NflC Action Plan '' Foruards docuaients listed 
In Appt A.B.C << 0 Info partially ulthheld <ref FOIA 
Exemption 9). 

FELTON, J M Division of Rules end Records 01/00/04 HADDEN. T J. 
Kaye. Scholer. Fitrman. Hays (.Handler 9pp 12750 006 24X 

Fiche 30-247. Bl/OB/04. 0903010001 


0203040444 Ansuer opposing R Hasslnger 020203 petition to amend lllllO/i 
petition to Intervene Petition untimely under A&tO ordere t. 
fails to establish chain of authority for Interested state 
Intervention requirements Certificate of 8vc end 
BRANDENBURO. B . Consolidated Edison Co of Neu Vork 02/02/22. 
Atomic Safety and l.lce>>slng Board Panel Bpp 12114 109 24X 

Flcher 30-247. 02/02/22. 0203040444 


0203040400 Reply opposing UC8/NV PIflC 02020*/ motion for discovery t, 
entry onto land. Discovery not available against State of NX. 
motion premature since petitions to intervene not ruled on t. 
Significant loytsttcal problems exist M/Cer tlf ic at* of 8vt 
FROHER. H A. Neill Vork. State of 82/02/23 Atomic Safety and 
Licensing Board Panel 9pp 12114 134 24X Fiche 90-247. 02/02/23. 

0203040400 


0203030276 Ansuier opposing UC8/NV PIRO 020209 motion for discovery t. 
entry onto land. Motion beyond ASLO jur 1 sd 1 c C I on. premature (. 
seeks discovery against nonparttes No basis exists for 
motion. Ccrtif Icate of Svc enc 1 

BRANDENOUflO. B . Consolidated Edison Co of Nau York LEVIN. J. .1 
Pouer Authority of tha Steta of Neui Vork LEVIN. J j Horgan 
Associates. 82/02/24. Union of Concerned Oclentlsts 23pp 
12102 331 24X Fiche 30-247.02/02/24.0203030270 


8203040307 Forwards licensee answers to UCB/NV PIRO discovery motion 
ptr request. H/o encl. 

PIKUS. D. H Shea (i Oould PtKUS. 0 M Power Authority of the Utato 
of New Vork. PIKUB.D H Consolidated Edison Co of Neu York 
62/02/24. CARTER. L J. Atomic Safety and Licensing Board Panel ip 
12114 200 24X Fiche 30-247. 02/02/24. 8203040307 


8203010196 Responee to NV City Council 820203 petition for leave to 
amend position to Intervene to add addl signatories NRC doss 
not object to addl signatories but petition deficient re 
Interventions as Interested state Certificate of Ovc encl 
HCOURREN. H J. Hearing Branch I 02/02/23 Atomic Safety and 
Licensing Board Panel. 7pp, 12069:001 24X Fiche 30-247.02/02/23, 

6203010136 


B2030I0170 Hotl on for approval of encl unexecuted stipulations re 
UCB/NV PIRO .motions for discovery (. to permit entry onto 
land Certificate of Bvc encl. 

HQORE. V E Hearing Branch 2 82/02/29 Atomic Safety and 

Licensing Board Panel lOpp 19070 203 34X FI che 30-247. 02/02/29. 

0203010170 


8203030236 NY State Assembly Special Committee an Nuclear Po'jier Gafoby 
response to NRC & licensee replies to petitioners answers to 
opposition to petitions to intervene ASLQ ehould consider 
Occident consequences 6 emergency planning first. 

ROFFE. A. 8. New York. State of. 62/02/26 Atomic Safety and 
Licensing Board Panel. 93pp, 12136:227. 24X Fiche 30-247.02/02/26. 

8203090236 


0203030231 Memorandum re A8LB B20226 dlecovery ruling re petitioner 
observation of emorgencx} planning drill.ASLD ruling should 
not be certified to CommI ss Ion. Al ternatlvel y. I f ruling 
certified. argument should be heard U/Certif Icate of Svc 
BLUM, J. Union of Concerned Scientists BLUM, j , HOLT. J. Public 
Interest Research Group. NawVorb. 82/03/01. Commissioners. 

|9pp. 19103:108. 24X FI che: 30-247. 82/03/0 1, 0203030231 . 


B203030306 Application for cert 1 f 1 cation. ref erral to Commission 6 for 
stay of A9LB ruling on UCB/NV PIRO motion for dlscovsry 6 to 
permit entry onto land A8LB laclt jurisdiction Certificate 
of 8vc li distribution list and 

BRANOENBURO. e . Consolidated Edison Co. of Mou York 82/03/01 
Atomic Safety and Licensing Board Panal. 12pp. 12161 001. 24X 

Flcha: 00-247. 82/03/01,8203030306 


--B203090013 Certificate of Ovc re licensee application for certification 
6 referral to Cam.-!! es i on 6 for stay of Ooard ruling on UCS- 
NYPIRO nation for discovery t. to permit entry upon land In 
control of licensees t. Interested states 

CIAJA.R.F Consolidated Edison Co of Neu Vork CZAJA.R.F I’owoi 
Authority of the State of Ne.j York 02/03/01 6pp 13161 OIU. 

24 X Fiche 30-247.83/03/01.0203030306 


8203040317 Hemorafidum b order granting UCB/NV PIRO 030309 motion for 
petitioners to observe 820303 emergency planning exercise 
from control room Stipulations will be approved when signed 
copies filed 

PAR16.0 H . 0MGN.F J . carter, L J Atomic Safety and Llceiselng Board 
Panel 02/03/01 Power Authority of the State of New York Ic/pp 

12113 033 24X Flcho 30-247.02/03/01.0203040317. 


0203030301 Emergency application for rsllef from ASLO oral discovery 
ruling permitting intervonor observation of emergency 
response exercise Certificate of Svc encl. 

BRANDENBURG. 8. Consolidated Edison Co at Neu York LEVIM. J 
Power Authority of the State of New York LEVIN. J.J Morgan 
Associates 02/03/02 Co-.mi ss tone re i2pp 13090 316 24X 

Flcho 30-247.82/03/02.0203030301 


— B203030306 Application for cer 1 1 f t c at 1 on. r o f erral to Com.misslon (< for 
stay of AOLD ruling on UCS/NV PIRO motion for discovery 6 to 
permit entry onto land A3LD lacks jurisdiction 

BRANOENBURO. 0 Consolidated Edison Co of New York nOROAN. C 

Power Authority of the State of New York hOROaN. C Morgan 

Associates 82/03/01 Atomic Safety and Licensing Board Panel. 

I2pp 12098 334 24X F I che 30-247. 82/03/02. 8203030301 . 


0203040003 Response opposing /lELO cer 1 1 f 1 ce 1 1 on of ruling that 
petitioners be allowed In control room during emergency 
planning exercise Commission should not accept referral of 
quest! on. Cert 1 ft cate of 0vc encl 

HOCRE.J E Hearing Branch 2 02/03/02 Commissioners. 14pp. 

12117 239 24X Fiche 30-247.02/03/02.6203040003 


8203040294 Memorandum 6 order denying licensee 020301 application for 
stay of ASLO 020301 order allowing petltlnners to observe 
emergency planning exercise from control ro o.-> C e r 1 1 f 1 c a t Ion 
denied but request for referral granted 

PAD IS. Oil . OHON.F J . CARTER. L 0 Atomic Safety andUconslnB UoaxiJ 
Panel 02/03/02 Power Authority of the State of New York 4pp. 

12113 009 24X Fiche 30-247,02/03/02.0203040294 


8203040311 Order staying effect of ASLB discovery ruling allouliig 
petitioners presence in control room during 020303 emergency 
planning o xer c Iss . Stay does not affect ASLU ayproved 
stipulation Rationale to follow 

CHILK.S J Office of the Secretary of the Commission 63/03/02 
Atomic Befety end Licensing Board Panel 3pp 12113 033 24X 

Flcho 30-947. 02/03/02. 090304031 1 


0203160080 Staff requirements memo re Commiselon approval of ordor 
staying effect of ASLB discovery order granting UCB/NV PIRO 
request for entry onto land to observe 630303 emergency 
planning exercise 

CHlLKiS. J Office of the Becretary of the Commission 03/03/03 
OICKWITT.L Office of the Oeneral Counsel Ip. 12311 169. 

Fiche 30-247. 82/03/03. 8303160000 


8203030367 Requests to make stetament at nett scheduled meeting. 

* Affiliation Unknown 03/03/04 CARTER. L J Atomic Safety and 
Licensing Board Panel Ip 12133 003 24* Flc be: 30-247. 82/03/04. 
8203090367 


0203000126 Memarandum advising of LJ Corisr address changes. 

CARTER. L J. Atomic Safety and Licensing Board Panel 03/03/04. Ip. 
12133:130 24X Fiche 30-347.82/03/04.8303000126 


6203100362 Forwards stipulations between PNC. FEHA (■ petitioners. I, 
Rockland County t- petitioners No stipulation will be 
executed between Uestchester County L petitioners Portion cif 
motion for approval re Uestchester County withdrawn. 

MOORE, J Hearing Branch 2 82/03/03 CARTER, L. J x BMON. F. J. - 

PARIS.O H Atomic Safety and Licensing Board Panel. 2pp. 
12106:319 24X Flcho* 30-247. 82/03/09 . 82031 00362. 


--8203100367 Stipulation re UCS/NV PIRO motion for dlscovory << to permit 
entry upon lend to observe 820303 efiergeiicy planning 
eierc 1 se 

HOCRE.J. C. Hearing Branch 2. GLASS. 8. Federal Emergency 
Management Agency POTTERFIELO. A. Union of Concerned 8clentlsta. 
02/02/36. 3pp 12186 321. 24x F 1 Che 30-247. 62/03/03. 0203100362 


--02O3IOO371 Stipulation ro 0C9/NV PIRO motion for discovery it to permit 
entry onto land to observe 820303 emergency planning 
•xerc Isa 

THORSEN.EO Rockland County. NV POTTERPIELD. A Public Interest 
Research Group. New Vork. POTTERF 1 ELD. A. Potterfleld. A. 

02/02/26 2pp. 13106 324 24X FI Che 30-247. S3/O3/03, 0203 100363. 



6203160173 Anidvr «upporttn{ MflC 6S02I8 mot ton to « trike UCS/NV PI HO 
"kl« <|i>e«tlont" otjectlont or. « I ternot Ivelv . motion for tiro 
to ropiy UCS7NY Pino tocUt ttonomp to lile oijrctiont due 
to failure to comi>l<t u/ASlO procedures U/C* r 1 1 f teat e of Sve 
SRAMOEMBUHO. B Consol Idetel Edison Co of Noui York MDRCAN. C 

Po'.or Aot.'ioritv of the Stott of N«u York PSROAM. C norpon 

Assoclotes 83/03/03 Atontc Safetv and Licensing Board Panel 
9fp 1330? 031 34X Piche 30-347. 62/03/03. 0303160172 


Q303I2O340 (lemorandu-i 6 order approving stipulations t requesting Info 
Lists procedures to be folluutd bg NRC & licensees In 
preserving documento. 

CARTEfl. L J . PARIS. O. IV Atonic Safetg and Licensing Board Panel 
63/03/10 4fp 12248 339 34 « Pichi 30-247.03/03/10.6303120340 


0203320127 hV C i tg Cojnc 1 1 replg to NRC b licensee response to petition 
to asiend petition to intervene Amended petition satisfies 
requirements for admission of Interesteo state ae partg 
nEBSiMOER.n New York-NY 03/03/13 Atomic Bafetg ano Licensing 
Board Panel 4pp 13363 100 24r Fiche 30-347. 62/03/ 13. 8203230137 


6303330316 Motion for etpeditel order on standing 1 co—enc Ing 
d IscDverg. 

POTTCRFIELO. A. , holt, j Pudlic Interest Research Oroup* New York 
BLVIllt J Wnlon of Concerned Getentests 02/03/32 Alonkc Oafetg 
and Licensing Board Panel 3 fp 13413 262 34X 

fiche 30-247.02/03/23.0303230316 


0203330363 Potion to strike licensee 630303 answer to NRC motion to 
strike tICS/NY PIRO 820139 objection to KRC t> licensee 
statements of position on sit Commission questions 
POTTERFI ElD. A . HO'-T.J Public Interest Research Oroup, New York 
BLUM. J. U-ilon of Concerned Scientists 83/03/23 Atonic Bafetg 
and Licensing Board Panel 2pp 13411 221 24i( 

r Ube 30-2*7. 92/03/22. 6203230305 


93033301U3 Memorandu.- it order scheduling 020413-14 second special 
prehearing conference In White Plains. NY 

PARIS- O M . SHON.F J Ato-nlc Safetg and Licensing Board Panel 
62/03/23 3pp. 12413 036 34X F| c he. 30-347. 02/03/33. 6303330163. 


8303310316 Memorandum S. order denging licensae 611133 motion for slag 
of Camnloslon QIOIO8 6 0918 orders or for dismissal of 
proceeding or al terna 1 1 ve I g, for c er 1 1 f icat 1 on to Com-itsslon. 

ASL0 does net have jurisdiction to Issue stag 

PARIS. 0 M . 8HCV. F J . CARTER, L J Atomic Safetg and Licensing Doarri 
Panel B2/Q3/39 Cootolidated Edison Co of Haw York 6pp 
12439 1 98 3 4X fiche; 30-247. 63/03/29. 8303310316 


H Ocneral correspondence 


3303110201 Requests facllitg be shut down until workable e-vacuation 
plan has been devised 

Hines, H R. Affiliation Unknown 03/03/04. NRC - No Detailed 
Affiliation Otven. Ip 13212 190. 24X Fiche 30-247,82/03/04. 

3303110201 


8303II0I97 Requests facilities be shut down. 

UARO. A B Affiliation Unknown. 03/02/03. CARTER. L J Atomic 
Safetg and Licensing Snard Panel 3pp 12213 186 24X 

Flcqe 30-347. 62/02/03. B2031 10197 


9303030363 Requests OLs be revoked 

PCZZAnO.A Affiliation Unknown 83/03/16 CARTER. L J Atomic 
Bafetg end Licensing Board Panal Ip 13133 084 24X 

PIche 30-247.83/02/16.8303050368 


P Operating license stage documents ti correspondence 


0303010091 Add I response to POIA request for 30 categories of documi 
re NUflE(J-0660. "NBC Action Plan ■ Foruards documente listed 
in Apps A. S. C t 0 Info partlallg ulthheld Cref FOIA 
Esamptlon S) 

F£LrO.N. J K Otvlsion of Rules and Records 81/08/04 riADOEM. I « 

Kaje. Oc holer. FI ernan. Hags S< Handler 9pp 13790 006 34X 

Ftcfo 30-116. 81/06/04. 0303010001 


'6003361041 Forwards status of operating PUR aux illarg feedwater eg 
evaluatlont for Ues t Inghcruee. C-E L Ot-U N89d plants 
MATThEUS. P R AuiXllarg Sgt terns Branch 00/03/23 OENARDVA. V. 
Autillarg Sgstems Branch 14pp 13768 339 34X 

fiche 30-000. BI/Oa/04. 8303010001 


8007030137 Olscutses schedule for implementation of Task I F. of IV' 
action plan Blmllar new OA raqulr emer-ts will be kmplemented 
for facllitg reviews 

HAA59.W P Oualltg Assurance Branch 80/04/04 DENTON. II R. 
Office of Nuclear Reactor Regulation. OIrector. ip. 13766 019 
34X Fiche 30-000.01/08/04.8303010001 


— 600627QQ36 Requests uvaluatibn of ent 1 util response to NRC goneri 
request for info re auilllarg feedwater rellabllitg ti 
request for verification of sgs adaquacg re DBA t, 
transients U/o enc 1 

PARR.O 0 Auilllarg Sgstems Branch 80/06/19 8PEI5. T P. 
Reactor Sgstems Branch Ip 03433 168 S4X F i c he . 90-000. 
01/00/04. 0303010001 


— 0009170034 Oubmits comments on util response to NRC 791107 info ri 
re basis for auilllarg feedwater sgs flow requirements Sgs 
must have capacity to supply at least 400 gallons per minute 
to meet assumptions. 

6PEI8. T P. Reactor Sgstems Branch 00/08/26 PARR.O 0 
Auiiltarg Bgstams Branch ip 03948 396 24X 

Fiche 90-000.61/08/04.8203010001 


--620301C076 Clarifies initial assignment re auxiliary feedwater %yi 
reviews per NflC-03-79-l 18 

KENDALL. R NBC - NO Detailed Affiliation Given NRC -03-/9- 1 IjJ 
89/11/14. FERTNER. K Franklin Ins 1 1 tute/Frank 1 in Research CenI 
ip 12792 185 24X Fiche 90-000.81/00/04.8203010001 


8303220713 Forwards safety evaluation of control room habitability 
bated on review of 010333 t> 0730 Itrs.per NUREO-0737 Item 
tl D 3 4 Physical plant mods should be completed during 
Cycle 4/9 refueling outage, per 811331 commitment. 

VARDA. 8 A Operating Reactors Branch I 83/01/37 BERRV.D T. 
Power Authority of the State of New York 9pp 13013:193 34X 

Fiche 90-266. 63/01/37.8303320713 


--S20I190015 Notifies that licensee info eubmlttad in ratponse to 
NUREO-0660 & NUREO-0737. Item III 0 3 4 re control room 
hebitabilitg ks acceptable Control roo.-i meete requirements 
of BRP Sections 3 2 1 -3 2 2. 3 2 3 t< 6 4 

murphy. ON Oattalte Hemurlal Institute. Pacific Northwest 
Laboratory 01/11/17 HOUSTON, R U Accldtnt Evaluation Brnptl 
2pp 13013 197 24X Fiche 90-347, 83/01/37, 8203320713 


8303030719 Requests concurrence w/NRC understanding that no tethnlci 
deviation from NUREO-0737 Item ll.F 1 3 were requested by 
util re high range radiation monitors capable of functioning 
in accident environ Reply requested within 30 dago. 

VARDA. 8 A Oparatlng Reactors Branch 1 S3/02/0S O'TOOLE. J P. 

Consolidated Edison Cd Of New York 9pp 12147.173 34X 

Ficne 90-247, 83/02/08. 0203020719 


8203110309 Requests hearing be echeduled In NV City at saveral 
locations & times to permit cltlten input. 

PELOOUIN.P Affiliation Unknown. 02/02/18 NRC - No Detailed 
Affiliation Blven. Ip 13216 356 24X Fiche 50-247,92/02/10, 

0203110309 


8203050241 Requests to be added to list of persons to enter written 
statement ee facility shutdown 

HEN8CHAFT. P. C Aff 1 1 1 at ion Unknown 82/02/31 CARTER, JJ Atonic 
Safety and Llcanslny Dosed Panel Ip. 13136.238 3q'x 
Fiche 90-247. 83/02/21 . 820309024) 


8203230043 Urges hearings be held esped I tious Ig due to to mounting 
danger plants present 

0ARCLAV.L H. Affiliation Unknown. 82/03/19 OEnTON. IT R NRC - No 
Oetflled Affiliation Given 2pg 12379 361 24X 

F 1 c h e : 90 - 003- 82/03/15, 820323004 3 


8203040043 Solicit* participation at 620316-17 operator shift perfOi 
workshops in Boston. HA Topic* Include validity of licensing 
etamt.rola 6 function of shift tschnlcel ad vl sor /eng Ineer. 
use of generic simulators & ovortlma rules 

EIEENHUT. 0 0 Division of Llcsnslng 82/02/12 O'TOOLE. 3 0. 
Consolidated Edison Co of New York 3pp 12126:393 24X 

Fiche 90-247, 82/02/12,6203040043 


8303180079 Requeets formal notification within 30 days that no 
technical deviations have been requested from NUREO-0737 
Item III.O 3. 3 re improved in-plant Iodine Instrumantat ion 
under accident condition* 

VARCA, 8 A Operating Reactors Branch 1 02/02/19. O'TOOLE. J. O 

Consolidated Edison Co of New York. 2pp 12336:096 24X 

Fiche 90-247. 82/02/19,8203100079 


8203020933 Submits response to NRC 820)19 Ur dt ecus sing TMt ection 
Item t A 1 3 2 re shift manning levels Recommendtd staffing 
levels will be met by 820701. 

O'TOOLE, vl. 0. Consolidated Edison Co of New York. 82/02/22. 
VARDA, 3 A Operating Reactors Branch I 2pp. 12083; 101. 24K 

FUhe 90-247. 82/02/22. 0203020933 


6303110103 Foru«rd» rsqueit I’or addl info to conipj»t« rovie;ii of 
propOfod IMcrvlce tsptlnq proqran Pronpt response 
roiiuPttod- 

VAROA. 8 A Operating Reactors Oranch | 03/03/33 O'TOOLt'-O II 

Confoltdatod Edltori Co of Ntu Vork App. 13390 333 34X 

ncha 90-347.03/03/33.0303110103 


B303100614 Foruiards request for addi Info re pnvlron qualification of 
saf •tv'i'p lated etsctrical equlpoant Reeponei! requested 
ul th in 30 dag s 

VAROA.S a Operating Reactors Branch I 03/03/39 O'TCQue- J D 
Consolidated Edison Co of Ne.j York 3pp 13317 196 34X 

Ftch* 90-347, 03/03/39. Q303100A14 


B303120344 Foruords requsst for sddl Info re TMl Action Iten 11 n I. 
"RCB High Point Vents ” Questions rd proposed operating 
guidelines for RCB vent usage should be resolved generlcallg 
through owners groups 

VAROA. B A Oparetlng Reactors Branch I 03/03/39. O'TOOLE. J 0 
Consolidated Edison Co of tleu VorV 6pp 13299 333. 34X 
Flche 90-347. 83/03/29. 0303130344 


B303I80193 Board Notification 62-20 Foruards connents from consultonts 
ra pr el Imlnar g revlsu findings associated u/oval uat I on of 
probabilistic safetg studg 

NOVAK, T. N Assistant Director for Operating Reactors 03/03/03 
Atonic Safetg and Licensing Board Panel 4pp 13343 010 34X 

Flcbe: 90-347, B2/03/03. 8303100193 


--8303100199 Foruards review coo-ments t> memo re 2loti probabilistic 
safetg studg. 

BARt.R A Orookhaven National Laboratorg 03/01/19 THA0ANI.A 
Rellabllltg t. Risk Assessment Branch 34pp 13343 014 34X 

Flche 90-347,03/03/03-8303180193 


--B303I80I98 Foruards netnos ' BNL Peer Review of flon Probabilistic Hafrtg 
8tudg" ti “On Two-Stage Oageslan Procedure for Determining 
Plant-SpeCl ric Frequencies for Initiating Events " 

BARIiR A Orookhaven National Laboratorg 03/03/33 THAOANI.A 
Rellabllltg (■ Risk Assessment Oranch 411pp. 13343 046 34X 

Flcha 90-34 7, 03/03/03, B3O310O193 


B303100397 Advisas that util does not plan ang submittals of 
applications h review requests from present until 041331, 
per 830113 request. 

O'TOOLE.J 0 Consolidated Edison Co of New York 03/03/04 
TEOEBCO.R L Assletant Olroctor for Licensing Ip 13100 019 34X 

Flche 90-347. 03/03/04. 0303100297 


0303170099 Advises that commitments re Tlit Action Item 11 K 3 3- 
reporting relief valve & safetg valve failures t, challenges, 
are ac ceptafa 1 e. Tach Specs will be required 

VAROA. 8 A. Operating Reactors Branch I 03/03/04 O'TOOLE. J O 
Consolidated Edison Co of New York 3pp. 13337; 161 34X 

Flche: 90-247, 82/03/04. 0203170099 


8203110003 Forwards probabilistic safetg studg, Vols l-l3 

0'TQOL.E, J. 0. Power Acithorltq of the Btats of New Vork Q'TQOLE, J f> 
Consolidated Edison Co of New York 83/03/09 OENTON.H R Office 
of Nuclear Reactor Regulation, Director 9pp 13199 031 24X 

Flche; 90-347, 83/03/09, 0303110003 


--8303110004 Probabllstlc safetg studg, Vols 1-13 Four overslie drawings 
enc I. Aperture cards are available In POR 

a Power Authorltg of the State of New York e Consolidated 
Edison Co of New Vork. 83/03/09 3. 700pp 13199 006 34X 
Flche 90-247,83/03/09.8303110003 


8303110001 Ocnerlc Ltr B3-04 to all licensees of operating plants, 
applicants for OL h holders of CP re use of INPO BEE-tN 
program. 

E18ENHUT, 0. 0 Division of Licensing 03/03/09 IMUSPURO, A 

Consolldetad Edison Co of New York CIJSVTON.F L Alabama Power Cu 

VAN BRUNT. E E. ArlTona Public Service Co. 3pp 12391 031 34X 

Flche: 90-000, 83/03/09. 0303110001 


8203330360 Adviees that util submittal re NUfiEO-0737. Tnl Action Plan 
Item* t.A. 1.3.1,t.C.9 (■ I.C.6 have been revl f wed <• found 
acceptable, ttems considered resolved. 

VAROA, S. A. Oparating Reactor* Branch 1 83,'03/I9 O'TOOLE, U D 

Consolidated Edison Co of New York. 4pp 13391.118. S4X 
Flche: 90-347. 83/03/19. B3033S0360 


6303290000 Foruards request for addl info re Otildellne* 1,2,4 S, 9 of 
NURE0'06t 3, control of heavg loads. Be h edule far response 
shouFd be sumbltted in 30 dags. 

VAROA, S A. Oparating Reactor* Branch I 03/03/19. O'TOOLE, U 0. 
Consolidated Edison Co. of New York 4pp. i3431 060 84X 

Flche; 90-347, 83/03/15, 8303890000 


0 Inspection reports, IE Bulletins c or res; endence 


0303100196 Requests investigation repts re 710307.731113 & 77(>/(i;> 
containment flooding Incidents at facililg 

JEWETT. F 0 Technical Audit Associates, Inc 1)1/07/16. MAKIIN. I I 
Division of Resident t> Project tnspectien |p. 13343.099 ;'4X 

Flche 90-34 7.01/07/16.0303100196 


8303100191 Responds to 010716 request for investigation repLS re 
710307.731113 i. 770703 t ontainmeist flooding incidents at 
facllltg Foruards IE Insp Repts 90-247/73-30 L 50-347/77-34 
Request sent to JM Feltun for posaible FOIA action 
SNvOER* 0 L Emergencg Freparedness t Opera t i ona 1 Support tli nin r, 
Bl/07/39 JEWETT, F fl Technical Audit Associates. Inc Ip 
13343 090 34 X Flche 30-347. 01 /0//39. 83031 801 9 1 


8303010001 Addl response to FOIA request for 30 categories oP .1 m i,roi,i > 
re hUREO-0660. '■NHC Action Plan •’ Forwards documents I Is ted 
in Apps A.U.C L 0 Infu partiatlq withheld iref FOIA 
Esemptlon 9) 

FELTON. JM. Division of Roles and Records 01/00/04 tlAlilllM, I ■ 

Kage. 3c hoi 9r. F I erman. Hag s t Handler Vpp 137EO 006 34X 

Flche 90-347. 81/00/04.0303010001 


0303100004 Forwards notice of violation fur failure to lu.mplg m/iiJ;.'"i 
deadline for establishing ,'>ro->pt public notification sgs per 
10CFfl90 94 h App E Civil penalties will be proposed for 
licensees completing installation attar C30301 
OEVOUNO. R C Director's Office. Office of Inspection and 
Enforcement 02/03/13 O'TOOuE.J D Consolidated Cdtsori Co iif Nr., 

York 3pp 13191 393 34X Flche 30-347. 03/03/ 1 3. 0303100004 


--8203100006 Notice of violation for failure to ccirplg u/0303<)l dea.llt<r 
for establishing prompt public notification sgs 
OEVOUNO.R C Director's Office, Office of Inspection ond 

Enforcement 03/03/13 Ip 12191 355 a4x Flcho 90-347, 

83/03/ 1 3. 0303 1 00004 


0303090417 Forwards IE I'isP Rept 90-347/03-01 on S30IOI-31 *> nolle* 
of violation 

8TAR0SFECK1. R Division of Project t. Resident Progro-s 03/03/16 

O'TOOLE, J 0 Consolidated Edison Co of Now York. 3pp 13t:t/ f'Jt 

34X Flche 90-247. 83/02/ IS. 030309041 7 


--0303090439 Notice of violation from Insp on 030101-31 

3TARO0TECKI . R Division of project i. Resident frogrom* lli//(>J/ I 
ip 13137 087 34X FUhe 50-347,03/02/16.0303090417 


--8303090443 IE Insp Rept 90-347/03-01 on 830101-31 Noncomp I lain e 
noted . fat lure to maintain current procedure distribution 
lists ti update controlled procedure workbooks. 

REBElOUSKI. T. . KENNV. T , KOLTAY, P. Division of Project *• HestJeui 
Programs 82/03/13 21pp 13137 038 34* F 1 c ho 30-347, Ilil/OJ/ I /. 

8203090417 


8303100130 Notifies that substantial effort to bring current apprnvnl* 
of loservlce Insp relief requests has been Initiated Addl 
request* should be considered within preposed Insp Interval, 

Nov 1977-Feb 1981 t< submitted within 30 dags 

VAROA. S. A Operating Reactors Branch 1 03/03/33 U’TOQLF:. .1 l> 

Consolidated Edlsun Co of New York 4pp 13191 303 24* 

Ftch* 90-347. 83/02/33,8303100130 


8303090403 Forwards response to IE Bulletin UO-11. “Nasonrg Mall 
Design," per 011333 request Response spectru's method of 
anatgsls using nsrisal m.cides adopted for alt watt anelqses 
tiultlmode effect factor deleted from criteria 

O'TOOLE, J 0 Consolidated Edison Co of Mew York 02/03/34 
VAROA. 6. A Operating Reactors Oranch 1 I6pp 13133 304 l.'4X 

Flche 90-347. 83/03/24. 0303090403 


8203060346 Responds to 630131 request for addl Info to complete geiik,ii 
review of IE Bulletin 80-04. "PNR (lain Steam Line Oraak 
U/Conttnu*d Feedwater Addition " Evaluation In response to 
Item A 1 will ta* completed bg 030401. 

O'TOOLE. J D Consolidated Edison Co of Nsw York 03/03/94 
VAROA.B A Operating Reactors Branch 1 Ip 13149 174 Sf4X 
Flche 90-347. 02/03/34. 0303080346 


8303090440 Forward* IE Info Notice 02-0 1 , Revl * i on 1, “Autlll4rg 
Feedwater Pump Lockout Resulting From Nss t 1 ng hous e U-2 
Bwitch Circuit Mod " Revised Teble I Is also enc I to 
clsrlfg circuit diagrams No written response required. 

HAYNES, RC Region 1. Office of Director 82/02/36 0 ' TOOur., ,1 •> 

Consolidated Edison Co of New York. CLARK. P.R Oeneral Public 
Utilities - OPU Service Corp PCLLOCK. M. 6. Long Island LlghtlnB ' 
9pp 13134 177 34X Fiche. 90-000. 03/02/36. 0303030440 



HflVwtS. R C Region I. Office of Plrector. S3f03/03 O'T00v.E. J 0 

ConealldaleJ £«»»cn Cc of N»j Vorl 1? IS51S 130 aox 

rich* 50-003. 62/03/02. 8203 UOS5 3 


-'03031 1033S Recpci-ds to NIC 010031 Ur re violetiont noted in It 
Etergentg Preparednons Appraital Reptt 30-003/81-01 8< 
50-2*f/ai-0t Cerretvvvc action^ appravtal tte^«t tnttalUa. 
eieept tupp lemfntat emergency notification (va 
O’ICUlE.J D Concot Ido teif tdUon Co of New /o:'! Di/13/34 

HAVNC?. R C Roglcin 1. Ph 1 1 ale Ip*) lo . Office of the 01 roc tor 
101/03/011 3pp 13315 131 34* Plthe 30-003. B3/03/03. 

8203110353 


0203310333 Fot-jarda IE Info Wotlte 82-06. 'Failure of Stea-l Gonorator 
Prirary Sld« fiencay Cloture studa " He written reiponso 
roRu 1 rod 

HAVHE8. fl C noglon I. Offlco of Director 03/03/13 O'TOOt-E. J 0 
Coneol 1 dated Edieun Co of Neu Vort tUMOVA'.L, n £ Oaltleiore Cas & 
tlottric Cc t'ARRlNOlOM. W 0 Ooaton Ediaon Co 5pp 12452 004 
34x Ficne 50-003. 62/03/12.0303310333 


3303170373 Forwards IE l*ifo Notice 03-03. "Fnvlron Teat* uF Electrical 
terminal Blocl* ” Mo written reaponae regutreC 

HAVNE3. R C Region |. Office of Otrectcr 03/03/15 O'TOOLC.J. 0 
Ccnaalidated Edlaon Co of New Varl CLARA. H R Ooneral Public 
Dtllitlea - CP\) Service Corp OARRI Iv, H Maine Yankee Atomic 
Power Co 9p p 13313 339 34* Fiche 30-0C0. 03/0.3/1 3- 03031 70P73 


0303170406 Foruarda 1C Info Nolle ea 82-04. 'Potential Deficiency of 
Certain A&ASl AT E-7000 Serlea Tire-Oelay Relaya' t 02--05* 
'Increaalng FreRuoncy cf Diug-flelated Incldente ” 

MAVNES.R C Hegion 1, Office of Director 02/03/19 O'TCOLt.J f> 
ConoolldateC tdtaon Co of New Vc»rk FJECLER.P D Oeneral Public 
Utilities - OPU Service Corj OARRITV. JH Maine Vankoe Atonic 
Power Co 3pp 12320 02 l 24Y Fict.e 50-000.03/03/15.8203170406 


0303340351 Foruarda reaponae to tlRC 830313 Itr w/notice of violation 
requiring demons trat 1 on by 020301 that adrl nl strati ve 6 
pngalcal msane be catabliahsd for alerting t, prcviding 
prompt Inatructlona to putlU ultfin pli..'.e Oipoaure pathwsii 
O'TOOLE. J.O Consolidated Edlaon Co of New York 03/03/13 
OEYOUWO.R C Olrector'a Office. Office of Inapoctlon and 
Enforcement Ip 13394 17.' 34X FI che 30-347. 03/03/1 3. B30334033I 


--8303340356 Statement in reply to IE 030313 notice of violation 
requiring that sdr>l nl atrat 1 ve 5> pliyatcal reana be 
esCabiiahod for alerting i. providing prompt instructions 
to public within plu.-is etpoture pathway 

O'TQO^E, J 0 Conaoltdated Edlaon Co of New Vort 02/03/15 7pp. 
13394 170 34/ Fit l»« 90-247. 03/03/15- 0203340591 


0303310361 Forwards IE Info Notice 83-07, "Inadequate Security 
Scrsepliiq Prograota ' flo urltton reaponae required 

MAVNE8. R C Region I. Office of Director 03/0.1/16 O'TOUlG.J D 
Conaolldated Edlaon Co of New York C/YIEY.J J Ouqueano Light Co 
FIELDER. R P Qaneral Public Utilities - OPU Service Corp 9pp 
13433 073 34X Fiche 90-000. 83/03/16. 0303310361 


9303390534 Ac k receipt of 830333 Itr Infor.mlng NflC of atspa taken to 
correct violation notad in IE Emergency Rreparadnsaa 
Appralaal Rapta 30-003/01-01 t. 90-347/81-06 Items D-3. 10, 13. 

13.19 6 31 will be evaluated In 90-003/63-01 b 90-347/63-03. 

HAVNE8. R C Region I. Office of Director 03/03/33 O'TOOUE.J D 

Consolidated Edlaon Co of New York |p 13410 211 24X 

Flths SO-COS. 93/03/22.0303350334 


--B303350330 Reaponda to lYRC 810831 Itr re violations noted In It 
Foiergendy Preparedness Appralaal Repta 90-001/81-01 & 
90-347/31-06 Corrective actions. all Items re-evaluated w/NRC 
on 830306- 1 ] t> resolved w/putllned exceptions 
O-IOOLE.J 0 Consolidated Edison Co Of New York 82/03/33 
HAYNES. P.C Ragton 1. Offlco of Director 3pp 12410 313 34X 

Flthe 50-003.83/03/33, 8303230534 


0301310479 Act receipt of 820313 Itr Informing NRC of steps taken to 
correct violatcon noted in IE Insp Rapt 50-247/01-13. 
martin. T T. Division of Engineering b Technical Programs 03/03/34. 
0'T03LE.J 0 Consolidated Edison Co of New York 3pp 13493 323 
34X Flchr 90-347. 83/03/34. 8203310473 


——0303310483 Responds to N'RC 030210 Itr re violations noted In IF. Insp 
Rept 90-347/81-13 Corrective ac tions. current evaluation 
program including aurve t llance of rediation areas b high 
radiation areas for proper posting 

O'TOOLE. J.D Consolloated Edison Co of Hew York 83/03/13 
martin. T T Division of Englneorlng b Technical Rrogramp. 3pp 
12433:333 34X Fiche 90-247, 82/03/34.0303310475 


0203160306 Forwards "Effluent (< Uaste Disposal Semiannual Re| 
1981 •• 

O'TOClE. J 0 coneolidated Edison Co of Now York 83/03/1 
HAYNES- R C Region 1. Office of Director Ip 13308 336 
F 1 c h B 50 -003. 83 / 03/ 03 . 8203 1 60906 


--0203160511 "Effluent b Haste Disposal Semiannual Rept.Jul-! 
• Consolidated Edison Co of Now York 03/03/03 43pp 
12308 327 3qx F I Che. 90-003. 82/03/03. 0303160906 


S Rspdttable occurrences, LEBs b related correspondence 


O3O3O30433 Forwards LER a3-003/Q3L-0 

O'TOOLE. J 0 Consolidated Edison Co of Now York 83/02/ 
HAVhED.B C Beglon 1, Office of Director Ip 13)34 l07 
Fiche: 90-347, 03/03/10. 0303050439 


--0203050464 LER B3-003/03_-0 on 8201 19. conta Inmont fan cool 
flow Monitoring sys failed to opera te. Caused by dry air 
pump. Model 6 SFCW for process radiation monitors fl-II b 
Pump replaced b roturned to sve 

ViEI.BlCHS.O Consolidated Edison Co of Mow York 02/02 
Region 1. Office of Director Ip 13134 IDS 34X 
Fiche 90-34 7.02/02/10.0303030433 


8203105239 Forwards updated uERs 81-003/OX-1 b 01 -004/03i.-l 
O'TOOLE. J 0 Consolidated Edison Co of New York. 83/03/ 
HAYNES. flC Region 1. Office of Director Ip I3I8I 030 
Fiche 30-247.02/03/34.6303100233 


-'0303100343 Updated UER 01-003/03L'l on 0101 19. dur Ing Surve 
PT-R35 shutoff valve 822B In component cooling water rye 
line 31 for BHB heat exchange would not opon. Caused by I 
torque swi t c h . Sul tch tightened 

SMITH. K C Consolidated Edison Co of New York. 03/03/ 
Region I. Philadelphia. Office of the Olrsctor <01/03/01 
13181 031 34X Flthe 50-247, 02/02/34,8203100239 


--0203100349 Updated LER 01-OO4/O3L-t on 01 01 1 9, dor 1 ng Survs 
PT-R39 opening time for one of two power operated relief 
valves cPCV-4361 was 3 9-s longer than perml tied- Caused 
nitrogen supply valve Inadvertently closed Valve reopens 
SMITH, M C Con4oltdaced Edison Co of New York n2/02/ 
Region I. Phi lailelphia. Office of the Director <01/03/01 
12181 022 a4X Flthe 90-347, 82/02/34,8203100335 


8203100390 Forwards LER 82-004/Q3L-0 

O'TOOLE. U 0. Consolidated Edison Co. of New York 03/03/ 
HAYNES. R C. Region I. Office of Director Ip. 131B3 307 
FlChe 90-347, 83/03/34,0203100390 


-0203100467 LER 82-004/03L-0 on 930139. c harg Ing pump 33 dec 
Inoperable due to excessive plunger seal leakage. Caused 
by normal wear Beal packing replaced 

MOONEY, J P. Consolidated Edison Co of Now York. 83/01 
Region 1. Office of Director Ip 12IB3 380 34X 

Fiche 90-34 7, 83/03/34. 8303100390 


0203160344 Final anomalous measurement rept re liquid efflui 
releases. Over past several months, Co-98 b co-60 releasee 
greater than average Possibly caused by vegetation 
d 1 f eerenc et. Oeminera 1 1 >er sampling scheme Initiated 
O'TOOLE, J 0. Consolidated Edison Cn of New York B3/03. 
13307 073 34X F I che : 90-003. 02/03/36. 03031 60344 


0303230335 Forwards LER 83-009/03L-0 

O'TCrOLE.d D Conaolldated Edison Co of New York. 83/03. 
HAYNES.fl, C Region I, Office of Director Ip 13379: 07: 
Fiche 30-347.83/03/00.0303330333 


--8203230243 LER 83-005/OOL-O on 020206, main eteam isolatloi 
DUG 20738-8 for loop 33 failed to close during Isolatloi 
secondary plant for malnt Caused by insufficient packln. 
lubr icatlon. Pack ing lubricated b valve strokad 
HINflICHS. 0 consolidated Edison Co. of New York. 83/0: 
Region 1, Offlco of Director Ip. 13379 076 34X 

Flthe 90-24 7. 03/03/00- 9303230235 


8203330965 RO 83-009: on 020309. nl trogen pressure In boron 1 
tank observed below 90 pslg Cause<l by failure of two 
nitrogen pressuro regulator val vos . Pr ocadur a changed . At s<i 
roported per part 31 

JACKSON. CM Consolidated Edison Co of New York. 03/03 
HAVNES-ft.C Region I, Office of Director Ip 13383 03 
Ftche 90-247. 03/03/08. 0303330969 
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0303230673 Forward* LER B2-006/03L-0 

O'TOOLE. J 0 CoR*oltd*t*d Edl*on Co at Meo Yor* Q2fQ2f(n 
HAVNE8.fi C Raglon 1. Offlcd o# Director Ip 12389 192 24X 

rich* 30-347. 02/03/09.0303230673 


— 0203230679 LEfi 02-006/03L-0 on 020207. power rang® nuclear 
I nt tr u.*i*n t a 1 1 on channel N 43 Indicated high 6 then became 
erratic Caute not given Channel returned to normal during 
operation I nttrumentatl on to be clotelg monitored 
MOONEV. J Coniolldated Edlton Co of New York 02/03/09. 

Region 1. Office of Director 3pp 12309 193 24X 

Flche 30-24 7,02/03/09.0203230673 


0203030443 Subrltt tchedole for rer^edlol action in correct deficient let 
Identified during pro.-ipt public not I f 1 c at lun *^9 82C201 
tc»t Correction of deficlencle* to *9^ 1 .III be completed 
prior to 03O6OI . , 

DELOEOROE.L □- CormonL;®a I th Edieon Co 02/02/16 KEfPLER. k/ 0 
Rvgton 3 . Office of Director 3?p 13096 - 303 24* 


8303120263 Beleaio* public vortion of rt>vi»ion to omorjencg plan 
l-ep I erven 1 1 ng procedure* 

FEUIOM. J M Division of Role* and Recoid* 03/03/03 Oiic ..ment 

Manaqanent Oranch ip 12233 09 1 24* Fjcbe flO-Ol 0. a2/03/O-j. 

0203130363 


0203230661 RQ. operating procedure* will bo revised to require 
ogcrabllltg of safeguard* equipment necetsarg to mitigate 
*teanlln® break transient prior to heating HCO above 3SO F 
from cold ehutdoun 

JACROON, C M Consolidated Edison Co of New York. 02/03/11 
HAVNES.n C Region 1. Office of Director 2pp 12309 100 24X 

Flche 30-247. 02/03/11.0203230661 


--0203120209 Forward* public version of Revision 2 to Emergent.) f' 1 an 
Implementing Prncedure ERIP 1C0-C3. "iBChnvcal Director 
CCheclllit of Initial OcneralUig Gtatlon Erergencg Plan 
Retpon* lb 1 1 1 Cl B» I " Receipt form t, Bafeti, evaluation encl. 

GCOTT.D J Commonwealth Edl»on Co 02/02/19 FENICh. 11 |i Orflcr 
of Nuclear Reactor Regulation. Olroctor 4pp 12253 092 34x 

Flche 30-010.02/03/03.0203120263 


T Hearing trantcrlpt* oh non-ant Itrust irattevs 


0203150195 Transcript of 020302 affirmation session on Indian Point 
order In Nash 1 ng t on. DC- Pp 1-6 

PALLAOINO. N. Commissioners 82/03/02 6pp 12297-243 24 X 

Flche 50-003. 02/03/03.0203130193 


V Operator Cramlnations 


0203010001 Add! response to FOIA request for 30 categories of documents 
re NUREO'0660. “NRC Action Plan •' Forwards documents listed 
In Appt A.B.C t< 0 Info partlallg withheld Cref POIA 
Ciemptlon 31 

teuton. J. M Division of Role* and Record* 01/00/04 MADDEN. T J 

Kage. 0c hoi er. F I arman. Kags 6 Handler 9pp 12730- 006 24X 

Flchs 30-347, 01/00/04,0303010001 


--02O3OIOO33 Forward* B«am results for operators 6 senior operators of 
fee 1 1 Itles. 

C0LLIN9.P.F. Operator Licensing Branch DO/07/22 BAVIB. L T 
Analgsls <■ Tachnologg. Inc 6pp 12759. 146 24X 

Flche 30-000, 81/00/04. 0203010001 


--0203030123 Eipraste* thank* for util operating 6 training staff 
intarast 6 support during recent training surveg teem viilt 
0AVJ8. T. Analgsls t. Tachnologg. Inc 00/03/20 MUNTl.W A 
Consolidated Edison Co. of New York. Ip 12/70.320 24X 

Flch# 30-000, 81/00/04. 0203010001 


--820303014I Informs of 000321-23 sit* visit bg Analgsls t TechPologg, Inc 
to collect Info In support of NRC reassessment of 
requirement* re selection, training 6 licensing of nuclear 
power plant personnel . Cooperation reguestso. 

COLLINS, P.F. Operator Licensing Branch. 80/03/12 SHATKOtlbKI.M. 
Consolidatad Edison Co. of New York. 3pp. 12770.333 24X 

richer 30-000. 01/00/04, B20301000I 


--B 203030391 0ubmlC* cross ref codes for WC use re work being done bg 
Analgsls & Tecbnologg, Inc, per 000716 telcon. 

HAUULA, L J. Consolidated Edison Co. of Mew York 00/07/16 
COLLINS.P.F. Operator Licensing Branch Ip. 13760 118 24X 

FlCha: 30-000, 01/00/04. 8303010001 


--8203120294 Public version of Revision 2 to fmergeneg Plan ])rp 1 crvonl n,g 
Procedure CHIP 100-C3. "Technical Director (cnockllst of 
Initial Generating 6t at ion Emergenc g Plan 
Responslbll ttlBSi •• Revised indec onci 

• Com-nonueelth Edison Co 82/02/10 hpp 12233 096 24X 

Ficl.e 30-01 0. 02/03/03. 0.303120363 


8203170330 Ac k receipt of 020216 Itr informing NRC of sctedule for 
correcting prompt public notification sgs deficiencies 
prior to 020601 Appropriate rogulatorg actions wilt be taken 
If deficiencies not corrected 

KlNO. 3 A Division of Emergencg Preparedness 6 Operational Gupport 

02/03/11 REED. C Commonwealth Edison Co Ip. 12319 346 24K 

Flche 30-000.02/03/11.0203170320 


0203260239 Forwards response to NRC 011214 Hr re deficiencies m site 
specific aone « to emergencg plan which were Identified in 
App C emergencg preparodne* evaluation rept (ref IE Imp 
flept* 30 - 10 / 01 - 16 , 50-237/01-27 8. 30-249/01-20) 

RAt/SCM. T J Commonwealth Edison Co 02/03/12 KEPf'tER. J 0. Ifeglon 
3, Office of Director 20pp 12424 179 24X F I c ft e 30-010, Or?/OJ/ 1 P, 

0203260239 


02032904R0 Forwards 109 over sue final Orajlngs E9~374 6 £8-373 for 
Dresden 3 6 4, £0-140 *• EO-149 for Ouotl Cities 16 2 6 final 
revision of cable dlscropancg lists- In response to Generic 
Ltr 01-12 Aperture cards are avalloblo In PDR 

RAUBCII. T J Commonwealth Edison Co 03/03/16 EtCttlHUT.O Q 
Division of Licensing 2pp 12699-279 24X F I c be ; 30-000. 02 /03/I6. 

0203290400 


0203230206 Confirm* 820316 6 17 telcona re reqolrenonts for I ocl epeodent 
fire protection 6 loss prevention program- Insp 6 audits 
Annual Insps mag be dune bg outside fire protection firm to 
neat Intent of Tech Spec Section 6 0 II I 6 2. 

SCHROEOER. C W Commonwealth Edison Co 02/03/17 OCVAN.H 
Operating Reactors Oranch 2 2pp 12381 239 24X 

Flche 30-000.83/03/17.8203230206 


0203230604 Submits Info re safeguards contlngoncg plan, lofo withhold 
irsf lOCfRa 7901 

OELOEOROE- L. n. Commonwealth Edison Co 02/03/17 DENTON. H tlPflco 
of Nuclear Reactor Regulation. Director Ip i3390: 124. 24* 

Fiche 30-010. 02/03/17,0203230604 


DOCKET BO-249 DRESDEN NUCLEAR POUER STATION. UNIT 3 
F. Securltg, medical, emergencg 6 fire protection plans 


8108200334 RtTease* public verelon of revised smergsritg plan 
Implementing procedure* 

FELTON. J. M. Division of Rules and Record*. 81/08/24. Document 
Management Branch. Ip- 07806*001. 24X FI die. 30-010. 01/08/24. 

0108200334 


8100280336 Forwards public version of emergencg plan revised 

implementing procedures. 

aCOTT.O 0 Commonwealth Edison Co BI/04/0J. DENTON, H R Office 
o# Nucleer Reactor Regulation, Director. Ip. 07606 001. 24X 

Flche 30-0 1 0. 0 1 /Oa /24 . 0 1 0D28O334. 


"0106280337 Public version of emergencg plan revised Implementing 
proc eduTts. 

• .Commonweelth Edleon Co Bl/03/30. 44pp. 07006:001 24X 

Flche: 30-010. 01/00/24, 0108200334. 


0203240231 Release* public version of revision to environ assistance 
dtrectorg for environ director emergencg plan Imp 1 ament Ing 
procedurtf^ 

fCLTON. J M Division of iiod Recordtf 02/03/17 Doc urtcnt 

Management Branch tp 12406 001 24X FI che 30-000. 02/03/ 1 7, 

0203240231 


--020324026I Forward* public version of Revision I 
dirsctorii for environ dlrectorg emergencg plan 
procedures. Including Procedure* £0-1. duties 6 
responsibilities of environ director 
CHANEY, V L Commonwealth Edison Co, 02/03/03 
ntflce, Office of Inspection and Enforcement 
F 1 c h e . SO- 000. 82/03/ 1 7 . 020324023 1 


to environ assistance 
Imp 1 ementt r>9 


Director 's 
Ip 12406 004. 24X 


0203240280 Public version of Revision 1 to environ assistance dlrectur 

for environ director emergencg plan Irp I ementing procedures. 

Including Procedure ED-1 re duties 6 responsibilities of 
environ director. 

» Commonwealth Edison Co 02/02/28. 300pp. 12406 005 24X 

Flche: 30-000,02/03/17.8 20324023 1 
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9?0336dI30 publl< vertion of llonsro tnitructlon* for 

^Ividin^ environ e’'nor{|oric v t*p 1 ew^ent I ng procedureo into ti^-o 
lep^ldte procodjre tooto for envircn director & environ 
group 

FClTOM. v’ n DIvletor of Ruled dnd Rerorde 83/03/17 Document 

**dnogee.ent Droncli Ip 13440 037 34X Ficfte 5O-CO0* 83/03/1 /» 

03O3?i>O13O 


8303030336 Sub/<ltt retults of second ECCO onelgsls using OAPEX nado] 
for stored soergg re 830111 proposed emend to fecit Spec* 
for Cgcis 0 reloed b future reloodt using goon fuel 
MaPLHSR limits requested bq util 4ro valid 

RAUSCH. T J Conmonuodith Edison Co 83/03/33 DENTON. M. R (Ifflte 
of Nuclear Reactor Regulation. Olroctor Spp 13077 033. 24If 
Flcbo 50-349. 03/03/33, 0303030336 


-8303360137 Faruerds puMic versicri of instructions for dividing enviion 
emergeneg Irplementlng procedures into tuo separate 
procedure beets for environ clroctor a envirpn group 
CAHfiEY.V L Commonuee 1 cb Edison Co 03/03/01 CEMON. H R 
Off ICS of Nuclear Reactor Rrgulaticn. Director 3pp 13440 038 
34C Flcli* 30-000.03/03/17.0503360130 


0303340337 Releases public version of revised orergeneg plan 
■ ■>3 lerenting procedure 

FELTON, u M Division of Rules and Records 93/03/18 Document 

Manaje.-ert Oraneb Ip 13404 361 34K Fic'-e 50-010.03/03/18. 

8303340537 


--8303340341 Forwards public version of Revision 3 to Emergsneg I’lan 
l-p I ement 1 og Procedure EPIP 100-Cl. "Station Director 
tCTrctllst cf Initial StaCicn E.-iergency Plan 
Responsib 1 1 ttiesl ‘ Receipt form L sefetg evaluation enci 
SCOTT. 0 3 Co"’'onv,eal It Edison Co 83/03/03 DENTO-N. H R Office 
of Nuclear RsseCor Regulation, Director 4pp 13404 364 34x 

Flcte 30-010.83/03/10.0303340537 


- *8203240546 Public version of Revision 2 to Erergencg Plan Implementing 
Procedure EPIP lOO-Cl. "Stetioo Director (Cbsclillst of 
Initial Qeneratir.g fetation t-.ergeneg Plan 
Responstt 1 1 1 1 les > " 

s Cbn-or*aealtn Edison Co 03/03/01 5pp 13404 269 341! 

Ficbe SO-OtO. 82/03/ 10. 8303340337 


0303030389 Advises that NtITECH Licensing Topical Rept A01/-t3-0D3 N. 
Revision 0. "MIT6CH Feedwater Not tie Ogpass Leakage 
Fonltorlng 8gs. ** was provided oi/81t3ll submittal Rept sbould 
be Included on facititg dockets 

RAuSCh. r J Cammanusatth Edison Co 03/03/23 EteEMlUT. 0 0 
Division of Licensing 3pp 13070 368 24X FI c hd : 30-000. 03/03/33. 

8203020389 


0303020399 Forwards D O'Oogle tea t loony , updat 1 ng earlier tcsklflioig or 
channel deformation t, "Analgsis of BUR Fuel Channel 
Deformation " 

FlTT<5ieaQl;S. R tshem. Lincoln t> Beale. 83/02/23 Atomic 8«<4tg 
and Licensing Board Panel Ip 12077 006 3AX 
Flche 50-237, 03/02/23.0203020399 


--0203030412 Paper entitled "Analgslt of BWR Fuel Channel Doformallcr*. * 
to be presented at AMS 820606~11 annual meeting in Los 
Angeles. CA Deviation rept enc 1 

Q'BOTLE.D n Commonwealth Edison Co OORHAN. O A Afflllattan 
Unknown 82/06/06 Mpp 12077 013 24X F 1 c he 30-337. 82/02/23. 

0203020399 


8203020466 Bubmlts correction to 020135 response to NUREO-D0U3 ro 
Integritg of BUR scram sgs piping. One quarter of scram pilot 
valves on each unit are rebuilt evOrg operating cgcle 
RAUSCH. T J Commonwealth Edison Co. 63/02/S3 EIBENHUI.O D. 
Division of Licensing Ip 13086 316 24X Flche 50-000,03/03/21. 

8203020466 


C Adjudlcatorg correspondence 


0203350574 updates info In D O'Dogle affidavit which supplemented 
020223 tsstlmpng Two of 445 add! Irradiated channels 
measured since affidavit had bow plus bulge deformation 
greater than O 4C0 metes 

FIT2Q[aS0NB.R leha'. Lincoln 6 Deale 83/03/33 Atomic Safety 
and Licensing Oeard Panel Ip 12410 119 24X 

Flche 50-337. 03/03/33- 9203350574 


11 General correspondence 


0203040451 Notifies that 00 Vassallo has besn asslgnsd as chief, 
Cperatlng Reactors Branch 2 

T.'GUaA. T rl Assistant Director for Operating Reactors 02/02/12. 
OELOEORCE.L Commor-.ea I th Edison Co 3pp 12192 366 24X 

Flche SC -OOO. 62/02/12 2203090451 


8203090451 Notifies that OB Vassallo has bean assigned as chief. 
Operating Reactors Branch 3 

NOVAK. T fi. Assistant Director for Operating Reactors 82/02/13. 
DELOEUROE.L Co.-.xonuaalth Edison Co. 3pp 13193 266 24X 

Flche 50-000.63/02/12.0303090451 


J Insurance S> Indemnity Information 


8203020493 Forwards request for addi Info ro TMI Action Itom tl.D. I.RC8 
hlghpoint vents Util must Identify sys or equipment 
containing high points which may need venting to maintain 
adequate core cooling. 

CRUTCHFIELD. D Operating Reactors Branch 5. 82/03/33 DELOtIWlOt, I . 

Commonwealth Edison Co 3pp. 12088 163 24x Flche: 50-237. 

82/03/33, 0303030493 


8303160042 Advises that Implementation of NURED-0737 Item 111 O U 3. 
improved In-plant Iodine Ine trumentat 1 on under accident 
condition is acceptable. 

CRUTCHF lELO. 0. Operating Reactors Branch 5. 63/02/33 DELOEimCl.l 

Commonwealth Edison Co 2pp 13335:073 34X F 1 che: 50-000, 

03/02/33. 8203160042 


0203020322 Responds to Oenerlc Ltr 82-01, "New Applications Ourvey * 
Util does not plan to submit any applications or requests 
for NRC review prior to 041231. 

SMARTZ.E 0 Commonwealth Edison Co 03/03/34 EIOENHUT.D 0. 
Division of Licensing Ip 12077:066 34X F| cha: 90 - 000 . 03/03/24. 

8203020332 


8203190135 Forwards request for addl info re environ qual 1 f Icat Ion of 
saf etg-re late d cloctrical equipment 

VASSALLO. 0 B Operating Reactore Branch 3 83/03/34 OELOEllKOE, I. 

Commonwealth Edison Co 3op I2354;334 24X F Ic he 50 - 000 . 93/03/24. 

0203190135 


C3O3290I39 Forwards Endorsements 8 to NLlIA Binders EO-1, EB-3. E6-3, 
eB-29. EB-30.e8-43 «. E0-43 

OSTER.U Commonweal th Edison Co 63/03/34. SALlZHAN, J. Assistant 
Director for State t> Licensee Relations Spp 13430 205. 24X 

Flche 50-000. 82/03/24. 0303390139 


P Operating license stage documents 4> correspondence 


9303030369 Forwards comment* re radiological effluent Tech Specs t. 
Offsite Dose Calculation ftanual . Comments Identify areas 
where submittals appear daf Ic 1 ent , add I justification mag be 
needed or contractor understanding of intent incomplete 
VASSALLO. 0 0 Operating Reactore Branch 2 83/02/03 DELGEORCE.L 

Con-onwealth Edison C« 3pp 12119 008 34X Flche: 50-000, B3/02/03. 

8203030369 


--8303030276 Foru.’Ards questions re radiological effluent Tech Specs 6 
Offsite Oose Calculation Hanual submittals that will be 
addressed In discussion u/utll 

StflPaON. F 0 £010. Tnc. 82/01/19 HILLI9.C.A Effluent 

Treatrsnt Systems Branch 23pp 12119 oil 34X 
F I the 50-000. 82/02/03. 8203030269. 


8203160051 Forwards Franklin Research Ctr requests for addl liifa on 
environ quell fuatlon of safety-related electrical 
equipment tTMt action plan! Info requested within 30 days. 

CRUTCHFIELD. 0 Operating Reactors Branch 5. 83/03/01. DELOEOnOt.L 

Commonwealth Edison Co 9pp 12329 062 24X F Iche* 3Q'<KlQ, 

82/03/01 . 8203160051 . 


0203160211 Forwards addl Info L status of NUREQ-0737 Items per 011195 
6 830123 requests. Responses to NRC request for addl info re 
MestlnghdUSe RVlIS 4 summary rapt end. 

SMARTZ.E 0 Commonuoalth Edison Co 82/03/01. EISENHUT. D. 0. 

Division of Utcenslng. 3Qtp 12306.086 24X flche 50-000, 83/03/01, 

8203160211 


8203110293 Appllcattqn to amend App A.Tath Spats to Licenses CPR-19, 
OPR-39. DPH-29 ti DPfl-30. add log second level undervoltage 
protection relays to onsite power sys. Fee anti 

RAUSCH, T J Commonwealth Edison Co 82/03/04. DENTON, H- R Office 
of Kutltar Reactor Rayulatlon, Director. 3pp IS316 098. S4X 
rich#. 50-000. 82/03/04. 8203110392. 


—0303110301 Proposed changes to Tech Specs, adding second ievet 
undervoltage protection relays to onsite power sys. Revised 
Pages 41.43,45.45.146-140 h 180 for Dresden t. Paoea 



9303190023 Foruardt requaat tar addl tnfd re reactor protection 
poutr monitoring sgs dealgn nod t< model Tsch Specs on uhlct 
to bate propooad Tech Spree to be eubmittrd In form of 
roquBet for llcrnee mod 

VASSAL LO, 0 B Operating Heactore Branch 3 82/03/04 OELOCUKOC. L 

Conmonuealth Edieon Co 5pp 12334 342 24X FIthe 50-000. 02/03/04. 

B2031 90023 


8203110001 Generic Ltr 02*04 to all llcaneree of operating plants, 
applicant* For OL £ holder* of CP re use of IMPfl SEE-In 
program 

EISENHOT, D. 0 Olvliton of Llcenelng. 82/03/09 MAUbPuRO. A 
Concolldated Edison Co of Neu Vort ASWELL. 0. U- Louisiana Power £ 

Light Co THURLOU.E.U Maine Vantee Atomic Power Co 3pp 

12231 031 24X FUhe 30-000.02/03/09.0203110001 


B203300191 Informs Of deferred Implementation schedule* for moil to 
«cram dt*tharg* «g* Completion of work at Dresden Unit 3 
espected hg 020320 Uork on remaining three units deferred 
until first unit refueling outage starting 840901 

BEEOrC. Commonwealth Edison Co 82/03/16 OCNION.H. R. Office uf 
Nuclear Reactor Regulation. Director 3pp. 12430 069 24X 

FI Che 30-000. 02/03/16.0203300191 


0203260033 Forwards "Rperatlng Reactor Power Operated Relief Valve £ 
ECC6 Repts." request for add! Info re TMI Action Plan Item. 
tt.K 3 17 rep t on outages of ECC8 Response required within 
60 dags 

VASBALLO. 0. B Operating Reactor* Branch 2. 82/03/17 DELOEQROE.i. 

Commonwealth Edison Co. 3pp 12441. 320 24X Flche 30-000. 02/03/17, 

0203260033 


--8203290499 "Operating Reactor Power Operated Relief Valve £ ECCS 
Repts." request for addl Info 

OVERBECK. 0 J Franklin 1 n* t 1 tute/Frank 1 1 n Research Center 
02/02/19 CIIOH.E NRC - No Detailed Affiliation Olven 4pp 
12441 327 24K Flche : 30-000. 02/03/ 1 7, 0203260033 


0203260129 Application for amend to Tech Epees App re scram discharge 
vol (i control block limit switches. 

RAUSCH. T J Commonwealth Edison Co 82/03/18 OCNION.H fl Office 
of Nuclear Reactor Regulation. Director 3pp. 13422 240 24X 

Flche: 30-249, 02/03/18.0203260129 


8203260131 Proposed changes to Tech Specs App A re scran discharge vol 
£ control block limit swi tches. Oeti gn spec for control rod 
drive scram discharge sge mod end. 

• Commonwealth Edison Co. 02/03/10. 29pp. 13422 243 24X 

Flche: 30-349. 82/03/18. 8303260129 


— 8203260132 "Deelgn Spec for Control Rod Drive acram Discharge Mod.” 
• eOB Nuclear. Inc. 81/10/33 16pp 13422 372 24x 

Flche: 30-249, 82/03/10. 8203260139 


8203390131 Forwards Revision 20 to CE-l-A. •'OA Program for Nuc 1 eor 
Oaneratlng Stations." per NRC 830313 request 

BUARTZ.E.D Commonwealth Edlion Co 82/03/19 MAA08. U P Ouolltg 
Assurance Branch. Ip. 13438 243. 24X Flc he. 30-000, 83/03/19. 

8303390131 


--8303290166 Revision 20 to CE-l-A, “QA Program for Nuclear Oaneratlng 
8tat 1 one. ” 

* Commonwealth Edison Co. CE-l-A R20 82/03/17. 30pp. 

12438:344. 24X F I c he: 30-000. 82/03/ 19, 8303390131 


8303300146 Forwards addl Info re Cycle 8 reload w/Eiton fuel. 
Proprietary Info withheld Iref 10CFR2. 79 O) . Aff 1 davl t end 
RAUSCH. T. J. Commonwealth Edison Co. 02/03/22. 0ENI0N.HR. Office 
of Nuclear Reactor Regulation, Director. 23pp 12449.148 24X 

Flche: 80-349. 83/03/32. 8203300146. 


0303300164 Informs that Quad Cities Station* will not Install gaseous 
effluent monitors until 020701 duo to computational £ other 
difficulties w/8plng-4 monitors Instrument reading 
canvareiont not anticipated prior to 820701 

BUARTZ.E.D. Commonwealth Edieon Co. 83/03/33 EIBENIIUT.O 0 
Division of Licensing. 3pp 12449 192. 24X Fl che: 30-000, 82/03/23. 

8303300164 


0 Inspoctlon reports. IE Bulletins £ correspondence 


0203030334 Forwards IE Insp Repts 30-237/82-01.30-249/02-01, 
30-334/02-01 £ 30-363/82-01 on 830104-07 £ notlcs of 
vlotqtlon. 

NORELIUa, C. E. Division of Englnsering £ Technical Programs. 
83/02/16. REED. C. Commonwaalth Edison Co. 2pp. 13099- 170 24X 

FlChs; 30-000, 9^/02/16. B303030334. 


—8303030330 Notice of violation from Insp on 830104-07 

NORELIUS. C. E. Division of Engineering £ Technical Program*. 
82/03/16 8pp. 13099:172. 24X Flchs: 90 -000. 02 / 08 / 16 . 0303030324 


-0203030339 IE Insp Repts 30-237/02 01 . SO.349/D2-0 1 . 30-254/83- 01 fc 
30-263/02-01 an 020104-07 None o<-.p 1 1 snee nuted failure to 
psrfarm gap measurements £ failure to include Safety relief 
valve thrust loads in IE Bulletin 79-14 evaluation. 

UIN. I T • DAHIElSON. 0 H Olvielun of Engineering £ Technical 
Programs 02/02/09 Spp 12099 174 24* Flche 30-000-82/02/16, 

0203030324 


0203030303 Forwards IE Insp Hept 30-249/81-30 hn 011211.18 £ 31 £ 
notice of vl u la lion. N/o notice of violdtlon 

KEPPLER.J 0 Region 3. Office of Director 82/02/16 REED. C 
Commonwealth Edison Co 3pp 12093 119 34X Fiche 30-249.02/02/16. 

B2030303H3 


--0203030306 IE Insp Kept 30-249/01-30 on 811211.18 £ 31 Noncomp 1 lance 
noted Inadequate surveys £ failure to control access to High 
redlatlun aree 

PAUL.R a . LOVENOALE.P C . OREOER.L R radUtlos Radiation 
Protection Section 82/03/04 Qpp 12095 122 24X 

Flche 30-249. 02/02/16. 0203030303 


0203030469 Submits monthly status rept re evaluatiaiis performed In 
response to IE Bulletin 79-14, "Betsmlc Anal.ysis For 
As-Ouilt 8af e ty-Re la ted Piping." per 000810 request 

RAUBCH. T. J Commonwealth Edison Co 82/02/19 HEPPLER. .) 0 Hrpluii 
3. Office of Director 2pp 12093 313 24x Flche 30-000, 02/02/19, 

0203030469 


0203)10139 Advises that IE Info Notice U2-0I . Revl si un I. "AuslllAry 
Feedwater Pump Lockout Resulting From Hestl nghous e U-2 
S'witch Circuit Mod." was sent to listed licensees. 

e Region 3. Office of Dl roctor 02/03/26 Region 3. at 

Director Ip 12212 313 24X FU he . 30-000. 82/03/26. 02031 lO 139. 


0203100203 Forwards response to IE Bulletin 80-1), ''Masonry Ual 1 
Design" per H Walker request Response addresses uperabllity 
assessment of masonry walls 

9UART7.E 0 CominonL.8a 1th Edison Co 02/03/01 KEPPLER. J 0 Region 
3, Office of Director 3pp 12170 117 24* Flche 30-000.02/03/01. 

8203100283 


0203110300 Submits revised schedule fer completion of IE Bullatln 
79-14. "Oelsmlc Analysts For As-Oullt Baf s t y-Nela I ed 
Piping." requirements £ control rod drive insert withdrawal 
piping support mod*. 

RAUSCH, r J Commonwealth Edison Co 03/03/02 KEPPLER. J 0 Ruglnii 
3. Office of Director 2PP 12213 111 24* Flche 30-000.83/03/03. 

02031 10200 


B2031 10079 Advises that IK Info Notice 02-03. "Environ Tests of 
Electrical Terminal Blocks," was sent to listed licensees. 

• Rsglon 3. Office of Olractor 03/03/04. Raglan 3. Office nf 
Director Ip 13313 .344 34* Flche : 30-000. 83/03/04. 03031 10079 


8303330360 Forwards IE Insp Repts 30-01 0/01-3 1 . 30-237/81-30 £ 
30-249/81-31 on 811231-820129 £ notlcs of violation 
BPE0BARO, R L Division of Project £ Resident Programs 82/03/09 
REED. C. Commonwealth Edison Co 2pp. 12410 101 24X 

Flche 30-010. 02/03/09,8303230360 


--8203330363 Notice of vloletlon from Insp on 011231-830139 

SPESSARD.fl L Division of Project £ Resident Programs, 02/03/09 
Spp 13410 103 24X Flche 30-010. 82/03/09. 0303230360. 


0303230377 IE Insp Repts 30-010/81-21.30-337/01-38 £ 30-249/01-31 on 
81 1331-820139 NoncompI lance noted several safety-related 
equipment areas had significant quantities of combustible 
metis present. 

TONGUE. T M . JORDAN. M J , UAlKER. R O ReQlon 3. Office of 
Director 03/03/09 9pp 13410 103 34X F 1 c he: 30-010. 82/03/09, 

0203330360 


0303190333 Forwards IE Info Notice* 82-04. "Putenllal Deficlsncy of 
Certain AOASTAT E-7000 Series Time-Delay Relays" £ 82-03. 

"Increasing Frequency of Drug-Re lated Zncldant*. " 

* Region 3. Office of Director. 02/03/10 Commonwealth Edison 

Co Ip 13347 090 24X Flche 30-000. 02/03/ 10. 8203190333 


8203170407 Ac k receipt of 020236 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-010/01-20. 

30-237/81-37 £ 30-249/01-29 

SPESSARD.fl L Division of Project £ Resident Programs ©2/03/11 
REEO.C. Commonwealth Edison Co Ip 12317:117. 34X 

FUhe 30-010, 83/03/11. 8203170407 


— 8203170410 Respond* to NRC 030128 ltr re violations noted In IF. Insp 
Repts 30-010/81-20.30-237/01-37 £ 30-249/ 81-29. Correc t Ive 
at tlons: val ves returned to torrect position £ survey of all 
safety-related Instrumsnt* conducted 

RAUSCH. T.J. Commonwealth Edison Co. 82/02/26. KCPPLER. J (i 
Region 3. Office of Director 3pp 12317:110. 24* 

Flche. 50-010. 02/03/11. B2031 70407. 
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DOCKETED ITEMS 


9203I902Q3 that lE (nfo Notice 03-06' "Failure oF Oteam 

Oenerator Frirary Sido Nanuoy Cloture Stu^s . " uat tent to 
1 1 < t ed lie ent« e s 

* Rdgion 3. Office of Director 93/03/13 Region 3. Office of 
Ol rector lo 13349: 309 34X Fiche 30-000. 83/03/13. 8303I903B5 


&303330307 Reguettt Page 3 of 620216 Itr be corrected to read IE Intp 
Repte 50-337/03-01. 50-349/63-01. 30-234/03-01 «, 30-263/63-01 
NDRCLtUS'C E Dlvlston of Engineering 6 Technical Prograeit 
82/03/15 nCEO.C Con>.-onu>ealth EOleon Co Ip 12391 236 2«X 

Fiche 30-000.62/03/13.8303330307 


0303230669 Foruards IE Info Notice 62-07. "tnadeguate Security 
Screening Progrant." t:» uritten retponte required 
» Region 3. Office of OirectOT 83/03/16 Coeintonaeal th Cdlton 
Co Ip 12368 214 24/ Fiche 30-000.63/03/16.6203230669 


8303230263 Confirne plane to conduct operations Cean tnep on 820412-23 
I riep .Jill conyitt of revle-' of ngt control s . ac C Ivi 1 1 ee In 
progcati tt Interviews <a/t«lect<d personnel 

SPEESaRO. R L DIvielon of Project & Restdant PrQgra.^s 92/03/16. 
REEO.C Co-nonueatth Edison Co 3pp 12363 004 24X 

Fiche 30-010.62/03/18.6303330263 


6203390314 Requests confirmatory order re IE Bulletin 80-17. “Failure 
of Control Rods to Insert During Scram at OWR. " be 
rese inited 

RAt^SCil. T. j Commonsiealth Edison Co. 62/03/24 CEYOUNO. R C 
Director's Office. Office of tnepectlon and Enforcement 3pp 
12429 24B 24X Fic he : 30-249, 82/03/24. 8203290214 


— 6203030348 lER 02-008/03l~ 0 an B20126. KPCt tamp euitcha 
23736. 2370C t, 23700 uere above Tech Spec limits Causi 
niealigned microsuitch due to loose eersus uJiicN 
enlarged gap between ac tuator ti switch plunger 
ANANOAPPA. A Commonuealth Edison Co 03/02/23 f 

Office of Director 2pp 13099 131 24X Fiche 90-: 

0303030346 


0303310470 Forwards updated UER 8I-029/0IX-1 

SCOTT. D J Comnonaealth Edison Co 62/02/35 HEPPtEF 
3, Office of Director Ip 12432 320 24X Fiche: 90-J 
8203310470 


--82033I0477 Updated LER Bl-023/01X'l on 810914, dur Ing ai 
oepr essur i I a t ion sgs valve operability survel 1 lane e. I 
e lec tromat 1 c relief valve failed to open at rated pri 
Caused by dicessive leakage on threads 
&PCnC>FF.fl 0 Comnonmealtb Edison Co 62/03/25 I 
Office of Director 3pp 13432 221 24X Fiche 50-! 

0203310470 


6303110177 Forwards LER a3-013/03L-0 

SCOTT. 0 J Commonwealth Edison Co 62/03/03 HEPPLEI 
Office of Director Ip 12213 303 24X Fiche 90-249 
6303110177 


--6203110160 lER 62-01 3/03L-0 on 820304. during refueling 
ir.ertlng mstoup sys supplying nitrogen to drywetl fd 
to leak at rate of 60 39 6 CFh Caused by e eternal dam 
pressure valve RV-3-0526 v/alve will be replaced 
UHALEN.R Commonuealth Edison Co. 83/03/03 Reg 

of Director 2pp 13313 303 24X Fiche 30-249, 03/ 

8203110177 


0303110234 Forwards UER 62-012/03L-0 

SCOTT. D J Commonwealth Edison Co 82/03/02. IIEPPLE 
3. Office of Director Ip 12216 037 24X Fiche 30- 
6203110334 


8303110239 lER 62'012/03t-0: on 020204, dry we 1 1 t. torus 
3-1601-21 found to leak Caused by failure of raeillc 
seating mat I to maintain proper seal to valve butter 
disc Valve will be replaced. 

UHALEN.R. Conmonijeatth Edison Co. 82/03/03 Reg 

of Director 2pp 13216 030 24X Fiche 30-249. 02/ 

02031 10234 


82D3360339 Forwards response to NRC 811214 Itr rp deficiencies in site 
specific anne I to emergency plan which were identified in 
App C e-argencj preparednes evaluation rept <ref IE Insp 
Repts 30-10/61-16.30-237/01-37 5 50-349/81-20) 

RAUSCH. T O Com'ionwualth Edison Co 82/03/12 KEPPUER, j 0 Region 
3. Office of Director. 20pp 12424 179 24x Fiche 30-010. 82/03/12. 

8203260339 


8203310433 Submits monthly status rept In response to IE Bulletin 
79-14. re evaluation performed at facilities Rept content 
addresses sys found to be operable Appreprtate repairs 
to Subsystem 15U-506 have been performed 

RAUSCH. I U Commonuealth Edison Co 82/03/33 hEPPLER. J 0 Region 
3. Office of Director 2pp 13434 269 24X Fiche 30-000. 03/03/33. 

8203310433 


P Periodic operating reports 6 related correspondence 


03D3230579 Forwards Part 3 of "Rapt of Radioactive Effluents & 
Occupational Personnel Radiation Doses. 1981 " 

SCOTT.D J Com'sonwealth Edison Co 63/D2/08 PEFPlER. J D Region 
3, Office of Director Ip 12390 334 24X Fiche 30-010, 82/02/00, 

8203230579 


— 8303230382 Part 3 of "Rept of Radioactive Effluents t. Occupational 
Personnel Radiation Doses. 1961 " 

e Commonwealth Edison Co 82/03/06 IBpp 12390 335 34X 

Fiche 30-010,82/02/08.8203230979 


0303110303 Forwards LER 63-01 1/03L-0 

SCOTT. 0 J Commonuaalth Edleon Co 82/03/02 KEPPlE 
3, Office of Director tp 13316 241 24X Fiche: 90- 
8203110302 


--02O31 10306 lER 03-01 1 /03L-0: on 030203. dur Ing performar 
per OIS 1600-1. leakage rate of 204. 04 SCFH obeerved 
turbine eihaust check velve 3-2301 -49. Cauee not date 
Valve repaired & vol retested. 

ANANDAPPA. A. N Commonwealth Editon Co. 03/03/03. 
Office of Director 3pp 13316 342 24X Fiche: 90- 

83031 10302 


6303090403 Forwards monthly operating repts for Feb 1962 

ECQll.D J Cnmpioivwtal th Edison Co 03/03/02 Director's Office. 
Office of Inspection and Enforcement Ip 12161 036 24X 

Fiche; 30-010. 02/03/02. 8203090409 


--6203090418 flontnly operating repts for Feb 1962 

SChROEOER. 0 Commonwealth Edison Co 82/03/01 22p 12161 057 

24X Fiche 30-010. 82/03/02.8203090409 


T Hearing transcripts on non-ant I trust matters 


6203020399 Forwards 0 O'Boyle testimony . updat ing earl lei 
channel deformation 6 "Analyels of BUR Fuel Channel 
Deformation " 

FITZOIDBONS. R Isham. Lincoln 1. Baala 82/02/33 
and Licanslng Board Panal ip. 13077.006. 34X 

F Uhe 50-237, 82/03/23. B203020399 


0203310320 Forwards corrected Pages 2 6 3 of Part 2 or radioactive 
effluents rept for 1981 

SCOTT, 0 J Co.'T'honuea 1 th Edison Co 62/03/04 HEPPLER. 3 (3 Regioi. 
3, Office cjf Dlrsctor Ip 13433 070 24X Fiche 30-237.83/03/04. 

6303310330 


— B203030407 Tsstiir.ony of 0 O'Boyle updating testimony i 
deformation. Major source of fuel channel deformatloi 
Dewing should be eliminated in future Irrtdlatlon c< 
to modified febrlcatlon process t> fuel mgt program 
O'BOYUE.D Commonwealth Edison Co. 02/02/23. 6pp 
24X Fiche: 90-237. 82/02/33. 0203030399. 


— —0^03310333 Corrected Fages 363 to Part 3 of radioactive effluent rept 
for 1901 

• Co-'ianwea I th Edison Co 82/03/04 3pp 12433 071 24X 

Fiche: 30-237. 02/03/04. B2D331O320 


S Reportable occurrences. LERt b related correspondence 


8303030546 Forwards LER e2-ooe/03L-0. 

SCOTT. DJ Commonwealth Edison Co 83/03/23 HEPPLER. U. 0 Region 
3. Office of Director. Ip 12099 130 24X Flc he: 50-249. 93/03/33. 

8303030946 


V Operator Eaamtnatlons 


8303010001 Addl responee to FOIA requeet for 30 categor 
re NURE0-O660. "NRC Action Plon. ” Forwardt document* 
in Apps A. B> C t> 0 Info partially withheld Iref FOIA 
E tempt ion 3) 

FELTON. J. ft. Division of Rules and Records. 81/08/04 
Kaye. 8c holer . Fiarman. Hay* It Hand I ir. 9pp. 12730.006 
Plehe: 30-337. 81/00/04. 6203010001. 


— 6203010037 Forward* *>am result* for ocoratort (■ «onl 


M Antitrust c arresponjenc o 


'B203090373 E<pr«t*t* tApnks far util operating (> training staff 
tntarast U support during recant training survey team visit 
DAVie. T Analysis t, Tethnolugg . Inc 80/06/13 STEPKEI/80N. 0 D. 
Commonuealth Edison Co Ip 12770 310 24X PIche 30-000. 

Bl/Oa/04. 8203010001 


--8203030132 Informs of 800603-06 sits visit bg Analysis 6 Technology.ini 
to collect Info In support of NRC r eassas er'eot of 
requirements re setae tlon. training 6 licensing of nuclear 
power plant personnel. Coopere tl on requested 
COLLINS. P F Operator Licensing Orancti 00/03/12 
aiePHENSON. a a Conmonwealth Edison Co 2pp 12770 32*? 24X 

Flche 30-000. 01/08/04. 02030IOOOI 


OOCKET 30-230 TURHEV POINT PLANT. UNIT 3 


0 NRC Oraft/Flnal Envlronnentel Statements, suppis 6 correspondence 


Q2031 70202 Withdrawal of 780028 request that Commission Instltictr 
Section 103a proceeding against util Fc Cities has settled 
all differences w/utll Certificate of Sve end 
both. A J Florida Cities 02/03/10 Cotnmi s s 1 oners 4pp 

12313 238 24X Flche 30-000.82/03/10.0203170202 


P Operating license stage documents t> correspondence 


O2030ICOOI Addl response to FOIA request for 30 categories of iSiiiinneMi 
re M(nE0-0660. • ARC Action Plan ' Foruards doc orients lit tod 
In Apps A. 0. C 6 0 Info partially withhold (ref FOtA 
Eierptlon 31. 

FElION. J M. Division of Rules and Oecordt 01/00/04 M All Ilf. N. I i 

Key*. Scftoler. Fi ermaft. May 9 & Mandlar ?pp 127 30 006 24X 

Flche 30-318. 01/00/04.0203010001 


8203260072 Notifies that util will temporarily dispose of 
nonrad 1 oac t Ivs spent Powdei resins In haslns located onsite 
6 east Of facllitg.per FEB fNUREQ-0743) raqulrenont 
UlIRtO. R E Florida Power 6 Light Co 82/03/17 VAROA. 8 A 
Operating Reactors Drench 1 ip 12424 303 24X 

Flchs 30-230. 82/03/17. 8203260072 


F Security, medical, emergency 6 fire protection plans 


Q20310003I Act receipt of 820112 Itr transmitting commitment to change 
security plen Plan.es revised to Incorporate ccnrml t.ments« 
acc ep tah I e. 

VAROA. B A Operating Reactors Drench 1 02/09/23 UMRIO.R F 

Florida Power U Lipht Co 2pp 12I7I 323 24X 

Flche 30-230. 82/02/23.8203100031 


0203230342 Responds to 010223 Generic Ltr 81-04 requesting assess-ment 
of emergency proceduros & training for station bladtout 
event!. Addl training will be given to licensed personnel 
during slmuletor eiercltet scheduled for Apr-Nay. 17B2 
UHRIO. n E Florida Power 6 Light Co 03/03/13 EIEENHUT.O 0 
Division of Licensing. 4pp. 12382 077 24X P 1 c he 30-230. 02/03/ 1 3. 

8203230342 


0203230116 Releases public version of revised emergency plan 
tfflplenentlng procedures. 

FELTON. J H Division of Rules and Records 09/03/17 Document 

Management Branch. Ip 12421 266. 24X Flche 30-000.82/03/17. 

8203230116 


--6203230121 Forwards public version of revised emergency plan 
Implementing procedures. Inc lud Ing Procedure 1101 re duties 
of emergency control officer for offsite emergency 
organ I latlon. 

UhRIO. H E Florida Power 6 Light Co 82/03/08 ElBENHUT. U 0 
Division of Licensing 2pp 12421:267 24x Flche 30-000. 

02/03/17. 82032301 16 


8003201041 Forwards status of operating PUR auilllan, faedieatui sys 
evaluations for Mas 1 1 nghouse . C-E L Ohu N9e8 plants 
MATTHEWS. P R Auilllary Systems Branch BO/02/23 QENAIlllVA.v 
Auxiliary Systems Branch I4pp 12760 32? 24X 

Flche 30-000.81/08/04.8203010001 


--Q012040624 Forwards request for add! info re emergency feedwati.* 
automatic Initiation 6 flow indication sys Info should bo 
provided by 010113 

SATTERFIELD. R Instrumentation %■ Control Systems Branch 
00/ll/lfl VAROA. 0 Operating Reactors Branch 1 3pp li.’/*'!! lit, 
24X Flche 30-000.01/00/04.0203010001 


--0203010031 Forwards RM Satterfield OOlllR request for info r*e an 1 1 1 1 
feedwater sys at facilities per MIC-03-77- 1 10 W/o enc I 
KENDALL. R NRC - No Detailed Affiliation Olven 00/11/lH 
FERTNER. K Franhlin Ins 1 1 tut e/Fran 1 1 In Research Center Ip 
12732 174 24X Flche 30-000.81/00/04.0203010001 


8203030020 Forwards Amends 77 6 71 to Licenses OPH-31 I. DPII-41. 
respec t Ive ly. safety evaluation 8. notice of Issuance I. 
availability Amends clarify boron c i>nc entra 1 1 on required 
during refueling operation 

CnOTENMUtS. M Operating Reactors Branch I 82/02/10 UIdllO.H I 
Florida Power 6 Light Co 3pp. 12023 163. 24X 

Flche 30-230. 82/02/ 1 0. 0203030020 


--02O3O3OO24 Amends 77 I. 71 to Licenses OPA-31 t. UPH-4I. respec t tve l.j 
clarifying boron concentration required during rofuellng 
opera tlon 

VAROA. 8 A. Operating Reactors Branch I 02/02/10 7pp 
12323 167 24X Flche 30-230. 82/02/ 18. 02030.30020 


--8203030026 Safety evaluation supporting Amends 71 6 71 to I. Houses 
OPR-31 «. nPR-41. respectively 

• Office of Nuclear Reactor Regulation. Director 82 / 02/111 Ipp 
12323 174 24X Flc he : 30-230. 02/02/ IB. 0203030020 


— 8203230127 Public version of revised emergency plan Implomantlng 
procedure!, including Procedures 1101 re duties of emergency 
control officer for offelte emergency organltatton 6 1301 re 
emergency roster for offsite emergency organlcatlon 
• Florida Power 6 Light Co 82/02/01 3Spp 12421:271 24X 

Flche: 30-000, 82/03/17. 02032301 16 


8203220238 Act receipt of 820216 ltr re commitment to change security 
plan. Commitment f consistent w/provielont of 10CFR30 34(p) 

Ltr withheld (ref 10CFR732I) 

VAROA.B.A Operating Reactors Branch 1. 62/03/18 UHRIO. R E 

Florida Power (• Light Co 2pp 12338 237 24X 

Flche: 30-230. 82/03/10.8203220238 


J. Insurance 6 Indemnity information 


8203230107 Forwards Endorsement 8 to NELIA Binders ED-23 & EO-26 
FIELDER' .7- Harsh 6 McLennan. Inc. , H 6 H Nuclear Conevltants. Inc 
Dlv. 82/03/16 SALTIMAN. J. Antitrust 8i Economic analysis Branch 
(Utility finance) 3pp 12380 237 24X Flch* 30-230. 02/03/16. 

8203230107 


8203230640 Forwards Endorsement 38 to ANl Policy NF-IBS. 

FIELDER. W. Marsh 6 hcLannan, Inc. . f1 S. M Nuclear Consul taiite. thc. 
Div. 92/03/16. '9ALTZMAN.J Antitrust 6 Economic analyels Branch 
(Utility Finance) 2pp 12387 147. 24X Flchq 30-230.82/03/16. 

6203220640. 


--8203030030 Notice of issuance 6 availability of Amends 77 «• / I t" 
Licensee 0Pn-3I t< OPR-41. rasp ec 1 1 ve ly 

VAROA.B.A Operating Reactors Branch 1 02/03/10 3pp 

12323 177 24X F Ic he 30-230. 82/02/ 18. 8203030020 


0203030206 Requests addl Info re environ qua I 1 f Ic at I oti uf safely 
related electrical equipment. Frankl In Research Ctr list of 
quastione anc I 

VAROA. 8 A Operating Reactors Branch 1 03/02/19 UHRIO. K I 

Florida Power 6 Light Co ?pp. 12144 314 34X 

Flche 30-230. 82/02/17. 0303030306 


6203030333 Requests notification of Compliance problems u/NUREO' 0/7/ 
Item Itl.O 3 3 re improved In-plant iodine 1 nstr u.menta t Ion 
under accident cond 1 1 1 ons . Not 1 f Icat 1 on etpected within 30 

days 

VAROA. 8 A Operating Reactors Branch 1 82/02/17 UHRIO.lt I 

Florida Power 6 Light Co 3pp. 1214 3 324 94X 

Flche 30-230, 82/09/19. 8903030333 


8203030210 ForuerdS response to NRC 011022 request for addl Info re 
adequacy of station electrical distribution sys voltage. 

Min pick-up. mo« drop-out 6 nominal rating of motor starter 
contacts provided. Vo 1 tage analysis by 820301 

UHRIO. R E Florida Power % Light Co 82/02/24 VAROA. 8 A 
Operetlng Reactors Branch 1 4pp 12077 160 24X 

Flcha 30-230, 82/02/24. 8203030210 


6303120333 Forwards request for addl Info re TKI Action Item 1 1 tl 1. 
“RCS High Point Vents " Ouestlons re proposed operating 
guidelines for RC8 vent usage should be resolved generlcally 
through owners groups 

VAROA, 8 A Operating Reactors Branch I 02/02/24 UHRIO. N I 
Florida Power 6 Light Co 3pp. 12293 241. 249( 

Flche 30-230,83/02/23,8203120333 
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Q3O3I20037 Confirm 030304.09.24 <• 23 In Mo-’rttood. fL 

dkocuoi rodto I on l(ot CIS r» B11308 !(>* t. rvoluotlon of 
probletn of xploilve gotr« in uiotta goi tjs 
V/A<?OA. 6. A Oorratin; Reactort Brancd I S3/03/26 UHRtO.R 
Florida Pourr (. Light Co 3;p 13291 347 34« 

Flcho 30-350. 03/03/26. 8203130037 


--8303300196 Admltil »tratlv» ProtodoTO 0300, "Hot Llci 
Training Progrdfi '* 

a Florida Power 6 Light Co 01/11/19 36pp 1 
F icha 90-390. 03/03/33. 0303300183 


8203(10317 foruarda A'.enda 70 t< 73 to Llcooaaa OPH-31 t OPR-41. 
rr op PC t Ivalg* aafetg evaluation 6 notice of laauance & 
avallabllltg A-end parmtta reraoval of regulreaenta for boron 
Injection tanii Mpon installation of new ateaA generator 
OnorEf.Ml/tS. n Operating Reactors Branch 1 03/03/03 UHRIO.ft F 

Florida Pcuer & Light Co 3pp. 13390 339 24X 

FIche 30-350. 03/03/03. 820311031 7 


---62031 10333 Amends 70 t, 72 to Licensee OPR-31 6 OPR-41. rcspec t ive Ig. 
permitting removal of rettulrementt for Ooron tn|ecttOn tente 
upon Inetailatlon of nrw steaic generator. 

VAROA. 8. A Operating Reactors Branch I 83/03/03 13pp. 

12391 001 34X FiCie 90-390.82/03/03.8303110317 


--03O33OO3O2 Ad mi n 1 t tra t 1 ve Procaduri 0301. "Llraneac 
Regua 1 1 f 1 ca 1 1 on Prcigram " 

« Florida Powtr t Light Co Bl/OQ/30 19pp. 
Fiche 50-390.82/03/39.8203300103 


8303310393 Forwards 133 Oversita drawings for use In 
contaln-sent sump performance, in response to NRC 81: 
Itr Aperture cards are available In POfl. 

UHRtO.R e Florida Power (. Light Co 83/03/25 i 
Operating Reactors Branch 1 90pp 13491. 030 2< 

FIcha 90-000. 83/03/39. 8303310393 


Q Inspection reports. IE Bulletins t. c or reep ondtnc a 


S303I 10337 Oafetg evaluation supporting Abends 78 t. 73 to Licenses 
OPW-31 t. OPR-41. respec t ivetg 

• Office of Nuclear Reactor Regulation. Director 83/03/03 6pj 
12391 013 24X Fiche 90-290.03/03/03. 8303110317 


8303040986 "Tech Specs for Tnsp of Steam Oeneratore. 

3 (i 4, " technical evaluation rept 
8TEV8KS0N. 3 A EOLO. Inc. FIN A-643‘7. e30304096< 

DGNOKEW. J N Division of Licensing 9pp 13138 < 
Fiche 90-390. 83/01/31.8203040908 


--82031 1033*7 Notice of issuance l< avallabiittg of Amends 70 t, 73 to 
Licenses OPR-31 & OPR-41, respectiveig 

I/AROA. S A Operating Reactors Branch I 83/03/03 3pp 
12291 019 34X Fiche 90-390.83/03/03.0303110317 


B3O317O110 Approves 811333 request to allow contaminated earth to 
remain in place within radiation control araa until Plant 
dec o.mmi s s lone d Earth mag not be disturbed prior to 
dec oouri s s ton! ng u/o NRC approval 

i/AROA. S A Operating Reactors Branch 1 93/03/03 UMRIO.R t 

Florida Po-ar l, Light Co 3pp 12339 396 34X 

Fiche 30-390.03/03/03.8203170118 


8SO3O2O6O0 Forwards IE tnsp Rspts 90-290/83-03 t. 90-! 
630104-08. No noncompliance noted. 

HElLQOO.P J. Division of Project L Resident Progr. 
UHRlOiR E Florida Power (■ Light Co 3pp 13083 
Fiche 90-390. 83/03/03. 8303030608 


— G30303D613 IE Insp Repts 90-390/83-02 1. 90-291/B3-I 
none amp 1 1 anc e noted Major areas Inspected follow* 
previous ft nd Ings. event followup L Itceneee ideti* 
1 terns 

LAN016. F D , dance. H C Division of Project 6 R* 
83/03/03 4pp I3D83 113 34x Fl cbe 90-390. S3. 


— 0300170121 Evaluation of environ Impact of util request to retain 
c onta.sl nated earth at present location Retention of 
contaminated earth acceptahle. 

• Operating Reactors Branch I 83/03/03 9pp 13339 399 34X 

Flcha 90-390.03/03/03.8303170110 


8203190417 Forwards IE Safeguards Infp Repts 90-230/( 
90-391/82-04 on 830301-09 No noncoirp 1 1 anc e noted. 
tOhO.F.d Division of Project l« Resident Programs. 
t/MRtO.R E Florida Power h Light Co 3pp 12347 
riche 90-390. 83/03/10,0303190417 


0203110001 Generic utr 83-04 to ell licensees of operating plants, 
applicants for OL I. holders of CP re use of INPO 6CE-1N 
progra- 

EISENHUT. 0 0 Division of Licensing 83/03/09. HAUSFVRO. A 
Corsnl Mated Edison Co of New Vorl MAIKEUS.E R Utsconsin Pobllc 
Service Corp JOHNSON, '4 P Tankee Atomic Electric Co 3pp 

12291 031 24X Fiche; 50-000, 63/03/09. 83031 10001 


8203190433 IE Safeguards Intp Repts 90-290/82-04 t. 
830201-09 No noncompliance noted. Major areas Inej 
securitg operations reviau, inveet igat Ion of nlec. 
security force Details withheld tref 10CFR73 21) 
HALL, S. L , SIC cut RE, 0 R Division of Engineering 
Programs 82/03/09 Ip 13347 130 24X Fiche 

8303190417 


8303190332 Responds to 830308 Itr discussing status of KUREO-073/. TH) 
Actlort Plan Item 11 F 13 re contalnmant high range monitor 
All monitor callbr will be completed by 830 930 
UHFllO. B. £ Florida Power (, Light Co 83/03/13 VAROA.S A 
Operating Reactors Branch 1 4pp 13349.393. 24x 

FKhe. 30-390. 83/03/13, 8303190333 


0203170397 Forward* IE Insp Repts 90-390/62-03 I. 90-: 
830303-09 No noncomp 1 lane e noted 

LONO.F. J. Division of Project I. Resident Programs 
Oh'RlO.R.E Florida Power (< Light Co 3pp 13313 
Fiche 90-390. 82/03/33.0303170397 


0303330290 Informs of current progress status In Implementing 
NLfREO-0737 regu 1 remtn ts, 1 terns 11.8 I 4 II F. 1. 

LffIStO.R. E. Florida Power (.Light Co 83/03/19. Et6Eh'HUT,D 0 
Division of Licensing 4fp 13378 393 34X Fiche 90-390. B2/03/15, 

0703330290 


82032401 73 Forwards peaking factor limit rept for Cycle 8. per util 
811123 proposed license amend re base load l< radial burndoun 
operation (Tech Spec Paragraph 6 9 3 dl.Rept available in 
Central Files only 

UHRtO,R E Florida Rawer 4 Light Co 82/03/19 EtSENiiuT, D O 
Division Of Licensing 2pp 12399 273 34x Fiche 50-290.83/03/19 

S20 32401 73. 


0203240490 Forwards regoast for addl info re purge 4 vent valve 
operablltty to complete prellmloSTy review of 830120 Itr 
Response requeetetf within 49 days. Review of use of debris 
scraans forthcoming. 

VAROA. 8 A Operating Reactors Branch I. 83/03/16 UHRIO.R £. 
Florida Power 4 Light Co 3pp. 13406 397. 34x 

FtCho; 90-890,83/03/16.6303340490 


•8303170301 IE Insp Repts 9Q-29Q/B2-03 I. 30-291/B2- 
No noncomp 1 lance noted. Major areas Inspec ted. pre 
test procedures for testing prior to returning U 
operation fallowing steam generator rapsir. 
FIEDlER.R. L. , jaPE.F Division of Englnesrlng & 
Progrsms. 83/03/19. 3pp 13313.184. 34XFlch 
0203170397 


8303080349 Forwards IE Info Notice 83-01. Revl e 1 on 1. 
Feedwater Pump LockPul Resulting From uastlnghousa 
Switch Circuit Mod." No response required 
O'Reilly. JP Region 3, Office of Director. Q3/0 
Florida Power 4 Light Co MCDONALD. R P Alabama 
J0NE8, J. A Carolina Power 4 Light Co 4pp. 1319 
Fitht: 90-000, 82/03/36.8203080349 


6303170397 Ack receipt of 820309 Itr informing NRC o 
correct violatloni noted In IE tnsp Repts 90-290/8 
90-291/81-26 

LONO.F. J Division of Project h Resident Program* 
UVtRlQ.B.E Florida Pbuer 4 Light Co Ip. 13319: 
fiche. 90-290, 82/03/04,8203170397- 


8203300237 Forward* reipense to 810904 request for addl infd re 
•nvlron I fl C4it Ion 

UklBIO. R.E Florida PoLSr 4 Light Co. 63/03/34, VAROA.S A 
Operating Reactors Branch 1. 9pp. 12446 0 89 34X 

Fiche: 90-230, 83/03/24, 8203300237 


02033 CTO 103 Forwards Administrative Procedures 0300 4 0301 re 


--0203170364 forward t addl response to NRC 811202 It 
in IE tnsp Repts 90-290/BI-86 I. 90-29 1 /B1 -26 Cor 
sc tl ons' submi tt log addl info rt Bechtel welding 
procedures 

UKRtO.H.E Florida Power 4 Light Co, 02/02/09. 
Region 3. Office of Director 3pp. 12319:268 
Fiche 30-290, 63/03/04, 8203170397. 


B203I70441 Forward* IE Info Notlc* 82*03. "Environ Tatts of Eltctrlcoi 
Tarmlnal Bloeiit •• 

0‘REILLV. J P Raglon S. Of flea of Director 82/03/04 UHRtO. R E 
Florida PDiutr t Ligtit Co. MCDONALD. H P Alabo/na Pouar Co 
JONES, J A Carolina Pouar t, LlgM Co 4pp 13319 30<J 34X 

Flcha 90-000, 83/03/04.0303170441 


8303170919 Forwartft IE Info Notlca 83-04. "patantlal Oaflclancg of 
Certain AOABIaT E-7000 Seria* T Ime-Oe lag*. " & IE Info 
Notice 83-09, "Increaalng Frequeneg of Orog-Related 
Incident* " 

O'REILLY. O P Region 2, Office of Director 03/03/10 gllRIC.R E 
Florida Power fc Light Co MCDONALD. B P Alabama Po».*r Co 
JONES. J. A Carolina Power !• Light Co. 4pp. 13321 304. 24X 

Flthe: 90-000. 82/03/10. 8203170919 


0203390481 Forward* IE Info Notice 82-06, "Failure of Steam Oanerator 
Prlmarg Side Manwag Cloture Stud* " No written reaponte 
requeetad 

O'REILLV, J P Region 3, Office of Director 83/03/13 UHRIO.H E 
Florida Power 6 Light Co PARRIS. K 0 Tannettae Valleg Authoritg. 

JONES, J A. Carolina Power I. Light Co 9pp. 13409.186 34X 

Flche: 90-000. 82/03/12, 030329040 I 


6203170349 Act receipt of 820203 6 17 Itrt Informing NRC of etep* taken 
to correct vloletion* noted In IE Inep Rapt* 90-290/81-29 
6 90-291/81-29 

LONO. F J Reactor Project Qranch 2 82/03/19. UMRIO,R E Florida 

Power 1. Light Co Ip 12312:001 24X Flche 90-390,02/03/19, 

8203170349 


--B203170349 Re*pond* to NRC 011224 Itr re violation* noted In IE tn*p 
Rapt* 90-290/81-29 l« 90-291/01-29. Correct Ive action*. 0 ll*t 
will be tpeclfltd to component level. 

UHHIO, fl. e Florida Power I, Light Co 82/02/17 O'REILLV, JP 
Region 2. Office of Director 3pp 13313 003 34x 

Plcht 90-390, 62/03/19, 0303170349 


— 8303170393 Inform* of Intention to tubniit re*pan*e to t£ In«p Rept* 
90-390/81-39 I. 90-391/81-39 bg 030217 

UHRIO.H. E, Florida Power t> Light Co 03/03/03 O'REILLV, J P 
Region 2, Office of Director Ip 12312: 009 34X 

Flche; 90-290.02/03/19.6203170349 


— 6203170399 Forward* IE In»p Rapt* 90-290/81-29 6 90-291/61-29 on 
811201-04 t, notice of violation 

KELLOOO.P.J. Reactor Project Branch 2. 91/12/14 UHRlO. R E. 

Florida Power 4< Light Co 2pp 12312:006 24X 

Flche: 90-290. 82/03/19. 0203170349 


--8303170362 Notice of violation from Intp on 811301-04. 

* Reactor Project Branch 3 81/13/34 Ip 13313 000 34X 

Flche; 00-390, 83/03/19. B303I70349 


— B203170374 IE In*p Rapt* 90-290/81-29 t. 90-291/01-29 «. SI 1201-04 
Noncompl lance notad:CPP-ai 2. 3A prepared bg Power Plant 
Engineering doee not cleerlg identlfg bounderle* of 

eaf atg-raleted eg* 

BLAKE, J. J. , HEROT.A. R Engineering Impaction Branch. 81/12/3? 
9pp. 12312;009. 34K Flche: 90-290, B3/03/ 19. B303170349 


6303390302 Ack receipt of 820304 Itr Informing NRC of ttep* taken to 
correct vloletloni noted In IE ln*p Rapt* 90-290/81-31 h 
90-291/01-31, 

LEUI8, R. C. Divlelon of Project 6 Raeident Progremt. 82/03/16 
UHRIO.R.E. Florida Power ti Light Co Ip. 12413:184 34X 

Flche: 90-290. 82/03/16, B203290302 


—8203290307 Ack receipt of IE Intp Rapt* 90-290/81-31 <■ 90-291/01-31 No 
proprlatarg inf o. Corrtc tl ve actione: ovarpreeture mitigating 
age teat revleed 1. procedure for alignment of root valve* 
changed. 

UHflIO. R e. Florida Power 6 Light Co 62/03/04 O'REtLLV. J, P 
Region 2. Office of Director 4pp 12413: 1B9. 24X 

Flche: 90-290. 62/03/16, 8203290302 


— 8203290310 Forwarde IE Imp Rapt* 90-290/01-31 I, 90-291/81-31 on 
611201-03 V notlca of violation. 

O'REILLV, J. p. Raglan 2, Office of Director B2/02/02 UHRIO.R.E 

Florida Power 6 Light Co. 2pp. 12413:169. 34X 
Flche: 90-290, 62/03/16, 8203290302 


—6203290313 Notlcf of violation from intp on 611201-03. 

e Region 2, Qffita of Director. 62/02/02. Ip 12413:191. 34x 

Flche; 90-230, 02/03/16, B203290302 


— 8203290317 IE Intp Rept* 90-290/81-31 t. 90-291/01-31 on 011201-03 
Noncompl lance -noted; inadequate procedure* for alignment of 
Inttrunonta tion root valve* prior to filling RCS l> failure 
to conduct •urvoillance of overproeture mitigating *gt. 

ELROD, 8. A , DANCE, H. C. Divlelon of Project t> Redden t Program*. 
62/01/08 6pp 12413:192. 34X Fl Che: 90-290, 02/03/16, B2032S0302 


8203260290 Foruarct IE tofo Notice 82-07. 'Inadequate Securltg 
Screening Program* ” 

O'REILLV. JP Region 2. Office of Director 82/03/16 UHRIO.H. L 
Florida Po'-por 6 Light Co MCDONALD, R p Alabama Power Co. 

JONES. J. A Carolina Power L Light Co 4pp 12424 107 24X 

Flche 90-000, 82/03/16.0203260290 


R Periodic operating report* t. relattd c or re ipondenc e 


6104190292 Forward* monthlg operating repte for Mar 1981 

SCHMIDT. A 0 Florida Power t< Light Co 81/04/04 Offlco of 

Management and Program Analgele Ip 12407 017 34X 

Flche 90-000.81/04/04.0104190292 


--01O419O294 Monthlg operating rept* for Mar 19U1 

CHILSHN. V. T Florida Power t. Light Co Bt/04/04 12pp 
12407 019 a4x Flche 30-000. 01/04/04.0104130292 


8203240402 Forward* r.onthlg operating rept* for Nov 1901 

UILLlAHS. J U Florida Power <. Light Co 81/13/19 Offkcv of 

Management and Progra.m Analgtla Ip 12399 041 24X 

Flche 90-390. 61/12/19.8303340403 


--6203240406 Monthlg operating rept* for Nov 1981 

CHILOON.V T Florida Power t. Light Co 01/13/19 Qpp 
12395:042 24X Flche 90-290,81/13/19.8203240402 


8303240212 Forward* monthlg operating rept* for Dec 1901 

UILLIAM8. J. U Florida Power t. Light Co. 02/01/19. Office uf 
Management and Program Anelgtie Ip 12399 3/0 24X 

Flche: 90-390. 82/01/19. 0203340312. 


--6203340316 Monthlg operating repte for Dec 1901 

PACE. P L Florida Power 6 Light Co 03/01/19 9fp 13390:27*/ 
24X Flche 90-290. 82/01/19.8203240212 


8 Reportable occurrence*. LER* t, related correepondonce 


0203170942 PNO- 1 1 -81-008. on 01 101 6. tube on Irac tor emplogee received 
third degree burne, during welding opera tlon*. un buth hande t< 
right leg while working on tleam generator En-plogae 
trantferrtd to local hotp 

KELLDOO.P J , LEUta.R C. Region 3, Office of Director 01/10/16. 
Ip 12321:394 24X Fic he 90-290. 01 / 10/16. 03031 70342 


DOCKET 90-291 TURKEY POINT PLAN!, UNIT 4 


D NRC Oraft/Flnel Environmental Statement*, (uppl* & c orrespon d enc r 


8303260092 Notlfte* that util will temporarUg dispose of 
nonred loec 1 1 ve spent Pow-dat resin* In batln* located onsite 
ti east of factlltg, per FE8 lNUflEO-0743) requlre.mcnt 
UHRIO.R.E Florida Power t. Light Co. 83/03/19 VARGA, 8 A. 
Operating Reactor* Branch 1. Ip. 12434.303. 34X 

Flche 90-2 90. 03 /03/ 1 9 , 8203260093 


F Securltg. medical, amergeneg 6 fire protection plane 


8303100091 Ack receipt of 020113 Itr tr aneml 1 1 Ing commitment to change 
• acurltg plan Plan, a* revised to incorporate commitment*, 
eccep table. 

VAR0A.8 A Operating Reactor* Drench I. ,82/02/23 UHRlO, fl. E. 
Florida Power 6 Light Co. 2pp 12191 393 24X 

Flche: 90-290. 83/03/33, 8203100091 


8303330942 Retpondt to S10339 Generic Ltr Bl-04 requeiting aeeeesnant 
of emergeneg proceduree i training for etetlon blactnut 
evente. Addl training will be given to licenced pereonnel 
during tlmulator oerct*** «ch*dul*d for Apr- Meg, 1968 
UHRlO, R E Florida Power 1. Light Co 03/03/19. EieENHUT. 0. O. 
OlvUlon of Lic*n*lng 4pp 13383 07 7 34X Fl c he 90-390, B2/03/ 13. 

B303230948 


B303390116 Rel*e«e* public veriion of revised emergeneg plan 
Implementing procedure*. 

FELTON. J. M Division of Rule* end Record* 83/03/17. Document 
Management Branch Ip 13431:368 34X Fl c h a. 90-000, 83/03/ 1 7, 

6303390116 


--B303290131 Forward* public version pf revised emergeneg plan 
Implementing procedure*. Including Procedure liol re dutlee 
of emergeneg control officer for offette emergeneg 
orgenl letlon. 

UHRIO.R.E Florida Power «> Light Co. 63/03/06. ElBENHUT, O 0. 
Divlelon of Licensing. 8pp. 12431:869. 34x Flche: 90-000. 

83/03/17,8303290116 
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‘-OS03290 1 27 Public vcriton oP r<ivl»«d t'rrgency pl«n licp t »nent ing 
pToc*i]i>r«t. Including Proc»<lu<'*t llOl rt dutl»» of einorgeney 
control officer for off*lt« eirergency organiietion <• 1301 r« 
oneTgency r oater for cffilto morgoncy oiganiiation 
• P'lorlda Pou«r t> Light Co B3/03/01 39gp 12421 371 ?4< 

Fiche 90-000,03/03/17,8203230116 


O tnturanco ti indemnity Information 


0903330109 Fori/ardi EnCoriprent 0 to NELIA 81 Aden E8-33 S, EB-36 
FIEL,0E8, J Itnrvh U HcLennan, Inc , H t, ft ll,}CtotT Coniultonti. lot 
Olv 03/03/16 SAt.TZtIAN.J Antitrutt 6 Economic analyoii Branch 
lUtlUty Finance) 3pp 13330 359 24x Fiche 50-290. B3/03/ 16. 

8303230109 


B2O3330640 For„,arct Endoriement 9B to An| Policy 6F-ie9 

P'IElOER. J ftarep 6 McLennan. Inc . M 6 M Nuclear Conaul tan 1 9, Inc 
Olv 82/03/16 SALT2f'AN.J Antltrmt 6 Economic analy«ie Branch 
tUtillty Finance) 2pP 13369 147 24X FlCie 90-290.83/03/16, 

8303330640 


M Antltruct Co r r eipor.denc e 


S2031702B2 Oithdrawal of 76C02Q requeet that Commletlon Inetltute 
Section 109a proceeding aqalnyt util Fl Clttei hai tattled 
«tl dlfferencec u/utll Certificate pf 8vc encl 
ROTH. A J Florida Cltlet B2/03/10 Commiee lonera 4pp. 
taSlD 238 24X Fiche 90 OCO. 82/03/10. S2031 70282 


8203040422 Notification of 820224 meeting <ii/U a a t Ingbou 
util* in Beth etda. HO re prctturlted thermal thock li 
p 1 ant-epac If 1 c 190-day reeponta* 

VtSSlNO, 0 Operating Reactorc Branch 4 82/02/18 

Operating Reactor* Branch 4 9pp 12137: 1 B7 24X 
Fiche 90-000. 82/02/18. 8203040423 


0303090306 Requiet* »ddl info re environ gual tf Icmtion 
related electrical aquipmant Franklin Reaaarch Ctr 1 
quaaCl on* anc I . 

VAROA. 8 A. Oparatlng Reactori Branch I. 82/02/19. 
Florida Pouar t, Light Co 92P 13144 314 34X 

Fiche 50-390.82/03/19.6303050306 


6203090933 Raqua*tt notification of compllanca problam 
Item III.O 3 3 re improved in-plant iodine inetruman 
under accident condition* Notification eipectai] uilth 

day* 

VAROA. 8 A Operating Reactor* Branch 1. 82/02/19 

Florida Pouer 6 Light Co 2pp 13149 324 34X 

Ficha 90-290.82/02/19.8203090933 


6203030210 Forward* r«»gon»* to NRC 811022 ra<\ut«t for 
adaquacy of etatlon alactrlcal dletrlbutlon ey* volt 
Min plct-up.max drop-out 6 nominal rating of motor * 
contact* provided Voltage analytle by 020901. 

UHRtO. R E Florida Pouar & Light Co 62/02/34 VA 
Oparatlng Reactor* Branch 1. 4pp. 12077.160 34X 

Ficha 90-390. 83/03/24,6203020210 


8203120393 Forward* raqutet for addl Info ra TNI Actlc 
"RC& High Point Vant*- ** Quaetlona ra propoead opera! 
guldtiina* for RC8 vent utage ihould ba raeolvad ger 
through ounar* groupe. 

VAROA. S A. Oparatlng Raactora Branch 1 82/02/24. 

Florida Pouar 6 Light Co 5pp 12299 241 24X 

Ficha 90-290. 82/02/29. B203 120393 


0300220338 Act racaipt of 920318 Vtr re cemnitment to change aecorlty 
plan Commitment* coneietent w/provl*lon* of 10CFR30 54fpl 
l.tT withheld (ref 10CFR73 211 

VAROA. S A Operating Reactor* Branch | 62/03/18. UHRtO. R E 

Florida Peuer 6 Light Co 2pp 12396:237 24X 

F Ich*: 90-250. 02/03/ IB. 6203220238 


eperating ttcen«e *tag* doCu.-ent* 6 correipondence 


0203010001 Addl reepdnea to FOIA requeet for 30 categories of document* 
r m litiPEO-OttO. "MRC Action Plan '* ForuarC* docu-sht* listed 
lA Appt A.B.C & 0. Info partially uithheld Iref FOlA 
£ c emp 1 1 on 5> 

FCLTCN.J M OlvUlon of Rule* and Record* 81/09/04 MADDEN. T J 

KAy e. Scholar. Flern-an, Hay* t. Handler 9pp. 12750 006 24X 

F 1 Che- 50-251, 91/08/04.8303010001 


— — 0DO9291O4I Forward* statu* of operating PRR auxiliary faaduater *y* 
•valuation* for Uestinghousa. C-E L B&U N8&9 plant* 

MATThEUS-P R Auxiliary System* Branch. 80/02/39. BENAROYA. V 
Autlltary System* Branch 14pp 12768 329 24X 

Ficha 90-030.81/00/04.8203010001 


— — B012040624 Forward* request for addl Info re emergency feedwater 
automatic Initiation 1. flcu indication *ys Info should be 
provided by 010119 

SATTERF lELD. R. Instrumantatt on 6 Control 6y*tam* Branch 
00/11/18 VAROA. 8 Operating Reactor* Branch 1 2pp. 12752 l82 
24X Flch* 50-000- 81/08/04.6203010001 


— 0203010091 Forward* RM Satterfield 801110 raqu**t for Info re auilllary 
Faaduater «yt et facllitie* per NRC-03-79~l 18 U/o encl 
KENDALL, R NRC - No Detailed Affiliation Otvan 80/11/18 
FERTflER, K Franklin 1 n* 1 1 tut a/Franli I in Rataarch Center Ip 
12753 174 24X Flch* 50-000. 81/08/04, 02O3OIOODI 


•7 t. 71 to License* OPR-31 6 DPR-41, 
n ti notice of issuance L 
'-on concentration required 

Branch 1 82/02/18 UHRIQ.A.E 

2329 169 24X 


’R-31 OPF-41, respect Ively, 

d during refueling 


12325. 167 


neactor* Branch 1 82/02/18 7pp 

24X Fiche 90-290.82/02/18.8303030020 


--0303030026 Safaty evaluation supporting Amends 77 6 71 to License* 
DFfl-31 & DPR-41, re*p*Ctlvtly 

• Offlca of flucle4r Rtacter Aagulatton, Olrector. 82/03/18 3pp 
12339 174 a4K Ficha 90-250. 62/03/10,8203030020 


--e2C>3030030 Notice of issuance fc availability of Amend* 77 b 71 to 
dcafisas OPR-31 S< OPA'4 1 , retpaettv* ly 

OARQA* ^ A PAAeVa***. O* iKa*.« b. « Cte^aAe^eaeb wa . 


0203120097 Confirm* 820304.09.24 t- 29 meetings In Home 
dlicu** radiological ET8 ra 911200 Itr 6 evaluation 
problem of aiploslve gate* In waste gas syt. 

VAROA. 8. A Oparatlng Reactor* Branch 1. 82/02/26. 

Florida Power b Light Co 3pp 13251 : 347 24K 

Ficha 90-250. 82/03/26. 8203120037 


8303110317 Forward* Amend* 78 b 73 to Llcansa* DPR-3I 
Tsspec t ivel y. safety evaluation b notice of Isauanca 
availability Amend permit* rtmoval of raqvl rament* i 
Injaction tent* upon installation of new ttaam genai 
CRQTENHUI8. 11 Operating Reactor* Branch 1. 62/03/i 

Florida Power b Light Co 2pp 13390:339 S4X 
Fiche 90-230. 82/03/02. 8203110317 


— 8203110322 Amend* 70 b 72 to Licenses OPR-31 b OPR- 
permitting removal of raqutramant* for boron Injai 
upon Installation of ntui steam generator. 

VAROA, 9 A Oparatlng Reactor* Branch I. 82/03/0: 
12231 001 24K Flch* : 30-230. 02/03/03. 03031 10317 


--B3O3110327 Bafaty evaluation supporting Amend* 76 b 
OPR-31 b 0PR-4t. raspactivaly 

« Oftlc* of HuclaBT Raactor Ragulatlon. Olroctor 
12391 013 SAX Ficha: 90-290. 83/03/02. 8203110317 


- -82031 10329 Notice of isauanca b availability of Ame 
Llcansa* DP|t-31 b DPR-41, rasp ac 1 1 valy. 

VAROA. 9 A Oparatlng Reactor* Branch 1 82/03/0 

12291 019 24X Ficha 90-290. 83/03/02.0203110317 


02D3I70I1Q Approve* 81 1323 raquaat to allow contamtna 
remain In place within radiation control area until 
dtcomnlsstoned Earth may not t* dtsturbad prior to 
decommissioning w/o NRC approval. 

VAROA, 8 A. Operating Reactors Branch 1 82/03/03 

Florida Power b Light Co 3pp 13329:396 24X 

Ficha 90-390. 82/03/03,6203170116 


--8203I70121 Evaluation of environ Impact of util raq 
contaminatad earth at present local 1 on. Ra tantlon 
contaminated earth acceptable. 

• Opsrating Reactor* Branch 1. 63/03/03. 9pp. 

FUh*-90-350. 62/03/03. 0203 1 70 1 1 B 


8203110001 Otntric Ltr 82-04 to oil llcansa** of opor 
hppllcontt for OL b holders of CP ra us* of INPQ SG 
program 

EISCNKUT.D 0. OlvUIen of Ltcfnsing. 82/03/09. p 
Consolldattd Edison Co of New York 8pp. 12291; c 
Fiche 90-000. 82/03/09. 8203110001. 


DOCKETED ITEMS 


6303190333 Rvipond* to 030306 Itr dl«cu«4lns stdtut of NUREO-073/, TMJ 
Action Plan I ttni tl.P 1 3 ra containnant high range monitor 
All nonttor calibr will da coirglatad bg 630930. 

UKRtO.R E Florida Powar t, Light Co 82/03/13 V/AROA. 0 A 
Qparatlng Raactor* Branch 1 4pp 13349 393 34X 

Flch# 90-390. 63/03/13. 6303190333 


0203330390 Infortna of currant programa atatua In lirp lanan 1 1 ng 
NUREO-0737 rs qu iramanta. I tara It D 1 (• II F 1 

UKRtO.R E Florida Pouar h Light Co 03/03/19 EISEhHUT. 0 0 
Olvlalon of Llcanalng 4pp 13370 392 a4X Ftcha 90-230. 02/03/19. 
8203330390. 


0303170397 Foruiarda IE tnap Repta 30-290 /03-03 i S0~391/e2-03 of. 
620303-09 No noncomp 1 lane s noted 

LCNO. F J Olvlalon of Projact t Raaldat.t Prograiaa 63/02/32. 
UKRtO.R E Florida Powar t< Light Co 3pp 12313:163 84X 

Flcha: 90-390. 83/03/33.8203170397 


—0303170301 IE Inap Repta 50-390/83-03 90-391/83-03 on 8302©:! <l!> 

No none omp I lance noted Major areaa inapec t o d . pr anpar a 1 1 ana I 
teat procadurea for teating prior to returning Unit 3 to 
operation fotlouing aleam generator repair 

FieDLFM.K L . MPS. F Olvlalon of Enginoorlng S. rechnlcol 
Progra.aa 03/03/19 3pp 13313 104. 24X Flche 90-390. 113/03/. V. 

0303170397 


8203340490 Foruarda raqueat for addl info re purge (> vont valve 
operabltltg to complete prellmtnarg revleu of Q30130 Itr 
Rtaponaa requeatad ulthin 49 daga. Revleu of uaa of depria 
acraana forthcoming 

VAROA. S A Operating Reactora Branch I 03/03/1<> U.iRlO.R E 
Florida Powtr «. Light Co 3pp 1240* 397 34* 

Flcha 90-390. 83/03/16.8303340490 


B3030B0J49 Foruiarda IE Info Notice 83-01. Revt a ton 1. "Aualllarg 
Feadtvaler Pump Lockout Reauiting From tleati nghouae W-3 
Sultch Circuit Mod." No reaponao required. 

O'REtLLY.J P. Region 2. Office of Director 83/03/36 UflUIO.R ( 
Florlde Pouer h Light Co MCDONALD. R P Atatams Po-ar Co 
JONES. J A Carolina Pouer t. Light Co 4pp. 13196 163. 34)( 

Ftche 90-000.62/03/36.0303060349 


8303360291 Foruarda requaat for addl Info re preaaurlted thermal ahock 
laaua 4. ISO-dag raaponae to NRC 010831 Hr. 

UAROA. 8 A Oparattng Raaclora Branch 1. 83/03/16. UKRtO.R E. 

Florida Pouar I. Light Co 6pp 13440 093 24X 

Flcha 90-391. 63/03/16. 0303360391 


8303300337 Foruarda raaponae lo 810904 request for addl Info re 
environ qua 1 1 f 1 c e 1 1 on. 

UHRIO.B 6 Florida Pouar S< Light Co 63/03/24 VAROA.BA 
Operating Reactors Oranch 1 9pp 13446 089 34X 

Ftcha 90-390.83/03/34.8303300337 


8303300183 Foruarda Administrative Procedures 0300 Ic 0301 ra 
optrator training S. r equa 1 1 f 1 c a t Ion programa 
UHRIO. R E Florida Pouar «< Light Co 82/03/39 VAROA. 6 A 
Operating Reactora Branch 1. Ip 12490 280 24X 

Ficfia 90-390. 03/03/39. 0303300103 


— 8303300196 Admt nl a tro t 1 ve Procedure 0300. "Hot Ltcrnae Operator 
Training Program. “ 

• Florida Pouar ■> Light Co 01/11/19 36pp 12490 209 24X 

Flcha: 90-390. 83/03/39. 0303300183 


0303170397 Ack receipt of 030207 Hr tnformlng NRC pf steps taken !■. 
correct violations noted In IE Inap Repta 90-290/01-36 6 
30-391/01-36 

LONO. F j Division of Project L Resident Programs 83/03/04 
UKRtO.R E. Florlde Pouer t^Llght Co Ip. 13319 367. 34 X 

Flcha 30-330. 82/03/04. 03O31%337 


— 8203170364 Foruarda addl raaponae to NRC 011202 Itr ra vlolatini.a ■■■■ 
in IE map Repta 30-230/81-26 t 90-231/01-26 Corractlve 
actions submitting addl Info ra Bechtel ueldlng 6 paenlng 
procedures 

UiiRtO.R.E Florida Pouar & Light Co 02/02/09 O'RElLLv. J ■' 
Region 2. Office of Director 3pp 12319 368 24X 

Flche 90-390. 03/03/04. 0303170337 


0203170441 Foruarda IE Info Notice 63-03. “Environ Tests of LlaL'lrliel 
Terminal Blocks '* 

D'REILLV.JP Regions. Office of Director 83/03/04 IIIIIMO.N I 
Florida Pouer L Light Co MCDONALD. H P Alabama Pouer Co 
JONES. J A Carolina Pouer & Light Co 4pp. 13319:309 24X 

Flche. 90-000. 03/03/04. 0303170441 


— 0303300303 Administrative Procedure 0301. "Ltcenaad Operator 
Requal t f lea tion Program " 

e Florida Pouer <> Light Co. 01/06/30 19pp 12430 339 34X 

Flche 30-390.83/03/39.0303300103 


0303310393 Foruarda 133 overalia draulnga for use in revtau of 
contalnmant sump perf ormanc e. 1 n raaponae to NRC B11007 
Hr. Aperture cards are available in POR. 

UHRIO. RE Florida Pouer t Light Co 02/03/33 VAROA.BA 
Operating Reactors Branch 1 30pp. IS49I 020. 34X 

Flche 30-000, 83/03/33. 0303310393 


Q tnapactlon reports. IE Bulletins 6 c orraapondsne e 


0203170919 Foruarda IE Info Notice 02-04. •Potential Oeflctencg of 
Certain AOASTAT E-7000 aerlet T tme-Oe lays. " <i IE Info 
Notice 02-03. ''Incraaslng Froquentg of Drug-Related 
Incidents '' 

O'REILLV. JP Raglan 2. Office of Director. 03/03/10 UHiitO.li i 
Florida Pouer 6 Light Co MCOONAtM. t> . r Alabama Pouer Co 
JONES. J. A Carolina Pouer L Light Co 4pp 12321.306 24X 

Flche 90-000. 82/03/10.0203170319 


0203390481 Foruarda IE Info Notice 02-06, "Failure of Steam Ooiioialix 
PriJiiarg Side Manuag Cioeure Studs " No urlttan response 
requea ted. 

O'REILLY, J P Region 2. Office of Director 83/03/12 UKRIO.lt i 
Florida Pouer K Light Co. PARRIB-H 0 Tennessee Vallag Aulhnillg 
JONES. J A Carolina Pouer t, Light Co. 9pp. 13409. 186 24X 

Fiche 90-000.83/03/12.0203290481 


8203040980 "Tech Specs for Inap bf Steam Oeneratora. Turkey Point Unite 
3 l> 4. " technical evaluation rapt. 

STEVENSON, J A EO&O, Inc FIN A-6429 0203040988 82/01/31 

DONOKEU. J N Olvleton of Licetietng 9pp 12130 096 24X 

Flche 90-230. 02/01/31.8203040300 


8203020608 Foruarda IE Inap Repta 90-290/82-02 h 90-291/82-02 on 
820104-00 No nonconpl lance noted 

KELLOOO, P.J. Dlvltion of Project b Reeldent Programa. 82/02/03 
UHRIO. RE Florida Pouer (.Light Co 2pp 12083:110 24X 

Flcha: 30-290. 02/02/03. 8203020608 


--0303020612 IE Intp Repta 90-230/82-02 fc 90-291/02-03 on 020104-00 No 
noncomp 1 lane e noted. Major araai Inepected ; f ol louup of 
previous find Inga, event follouup (* licbnaae Identified 
Iteme. 

LANDIS. K 0 , OANCSrft. C Olvjtlon <if Project S Resident Programs 
02/02/03 4pp 12083 112 24X Flche: 90-290. 02/03/03. 8303020608 


0303190417 Foruarda IE Safeguards Inap Repta 90-290/82-04 (■ 
30-231/82-04 on 020201-09 No noncompliance noted. 

LCNO.F. J. Division of Project t Raaldent Proprame 02/02/10. 
UHRIO, fl.e. Florida Pouer b Light Co 3pp 12347 12B 24X 

Flcha- 90-290. e2/D3/10. 8203190417 


—0203190422 IE Bafaguarda Inap Repta 90-290/02-04 (• 90-291/82-04 on 
820201-09. No noncompl lance noted. Major areas tnapeetad. site 
aacurlty nparatlona revleu. Invaattgatlon of misconduct by 
aacurity f orcb. Oetal la withheld (ref 10CFR73. 211. 

HALL.e. L. . MCOUIRE. 0 R Olvlalon of Engineering I. Technical 
Program*. 82/02/09 Ip 12347:130. 24X Flcha: 90-290. 02/03/10. 

8303190417 . 


0303170349 Ack receipt of 8303O3 (• 17 Itra Informing NRC of atapa Inte. 
to correct violations noted In IE Inap Rapts 90-290/01-3'7 
t. 90-391/01-29 

LONO.F. J Reactor Project Branch 3 82/03/19 UHRIO.R E. l-l(>ria» 

Pouer b Light Co Ip 12313:001. 24X FI c he; 90-290. 83/03/ 10 ■ 

0203170349 


--8303170349 Responds to NRC 811334 Itr re violations noted In ti t>>e|i 
Repta 30-390/81-29 b 30-891 /01 -29 C orrec t Ive actions 0 Hat 
ul 1 1 be specified to component level 

UHRIO.R.E Florida Pouer b Light Co 02/02/17 O 'RE ILLY. .7 I* 
Region 3. Office of Director 3pp 13312:002 24X 

Flche 90-330. 82/03/19. 8303170349 


--0303170393 Informs of Intention to submit raeponae to IE Inap Kapta 
90-290/01-39 b 90-291/81-29 by 820217 

UhRIO.R E Florida Pouar b Light Co 82/03/03 O'REILLV, J P 
Region 3. Office of Director Ip 12313.009. 34X 

Flche: 90-390. 03/03/ 1 9. 8303170349 


— 0303170399 Forwards IE Inap Repta 90-290/81-29 b 90-231/01-29 un 
811201-04 b notice of violation 

KELLOOO.P. J Reactor Project Oranch 2 81/12/14 UHRIO. H t 

Florida Pouar b Light Co 2pp 12313 006 24X 

Flche 30-230, 02/03/1 »• 8203170349 


—8303170362 Notice of violation from inap on 811201-04. 

a Reactor Project Branch 2 01/12/24 Jp 12312:000 24* 

flcha 90-290, 82/03/19. 8303170349 


70 


DOCKETED ITEMS 


-'8203170374 tE tn*p RepU 10-230/01-29 %, 50-231/81-29 V 81 1201 04 
Nonconpllancp not«d EPP-01 3 3A pr»p4r«il by Pou*r Plant 
En}ln«cr>ng doct not cltarlg Idontl/d (loundarlpf of 
««f otg-rpl a ttd 

DLAM£'J J * PEROT'A R Enginetrjng Intpfctlon Dranch 81/12/22 
3 pp 12312:009 24X Fiche 30-230.82/03/13.8203170343 


820323030'2 Act rtcoipt of G20304 I tr Informing MIC of ttopi taten to 
corfitt violatlont not»d in IE Imp Roptt 30-230/81-31 t. 
30-231/01-31 

t-EWtS* R C Division of Pro^act 4 Roatdant Progrotnt Q2/03/16 

UHRIO-R e Florua Po-er 8. LljM Co Ip 12413 184 24* 

Flch* 30-230. 82/03/IA,B2032S0302 


--02032S0307 Act racatpt of IE Intp ftapta 30-250/61-31 (. 30-231/01-31 No 
propi- 1 > ta/g Info Corractlva actlont ovarpraatura mitigating 
dyt te«l revltad 4i procadura for alignment of root valvat 
(hangad 

UhRIO. R. e florlda Pourar 4 Light Co 82/03/04 O'ftEILLV. J P 
Raglan 2. Offica of DIractor. 4pp 12413 IBS 24* 

Fltha 30-230.82/03/ It. 8203230302 


--8203230310 Forwarda IE Imp Raptt 30-230/01-31 4 30-231/81-31 on 
BllSOl-034 notice of violation. 

O-REILLV. J P Region 2. Office of Director 02/02/02 UHRIO. R L 

Florida Pot.ar 4 Light Co apg. 12413 lQ9 24* 

FiCta 30-230.02/03/16.0203230302 j 


--02O32SO3I3 Notice of violation from Inap on 011201-03 

a Region 2. Office of Director 82/02/02 Ip 12413 191 24X 

Fiche 30-230. 62/03/16. 0203230302 


8203230317 IE Inap Repta 30-230/01-31 4 30-231/61-31 on 011201-03. 
Non(o-pl lance noted, inadeguata procedures for alignment of 
lnitruP>antatlon root valvea prior to filling RC8 4 failure 
to conduct surveillance of ovorpreature mitigating agt 
Elrod. S a . OAi.CC.i1 C Olvlalon of Project 4 flealdent Progroms. 
82/01/00 6pp I24I3 192 24X Fiche 30-230,82/03/16,0203 230302 


docket 30-234 OUAD'CIIIEO 9TATI0M. UNIT 1 


F Securltg. .medical, emergenci; 4 fire protection plena 


BIOB3IOD34 Ralaaees public verilon at ravlalont to factl 
plan procoduraa 

FELTON. JM Dlvlalon of Rulat and Records 81/08/24 
Nanagement 8r«nch. Ip 07006:001 24X Ficha 30-234, 
8108310034 


— 610Q3I00S7 Forwards puhllc version of revisions to ama 
procedures. Including sections on ensrganeg condition 
classification of generating station amergeneg proce 
coiid 1 1 1 ons 

a Commonwaal th Edison Co 81/04/27 nRC No Oa 
Affiliation Olvan tp 07B06 OOt 24x FlChP: 30-23 
6100310034 


--B1O0310O39 Public version of revisions to amargpncg pi 
Including sections on eraergeneg conditions 4 clmsslf 
of generating station tnergeneg procedure conditions 
s Commonwealth Edison Co Bl/04/27 19pp, 07806 

Fiche 30-234, 91/06/24. Q108310034 


S203030443 Submits schsdvle for remedial action to corn 
Identified during prompt public notification ege B202C 
test Correction of deflclenctes to sgs villl be complal 
prior to B20601. 

DELOEQRGE.L 0 Commonuealth Edison Co 92/02/16 KE 
Region 3, Offica of Olractor. 3pp 12096 303. 24X 

Flcha 30-000. 82/02/16. 8203030448 


8203170223 Forwards IE Eniergancg Appraisal Rspts 30-234. 
30-263/82-02 on 620110-27 4 0208 Con f Irma 1 1 on of actlc 
820202 Itr and. 

KEPPLER.J 0 Region 3. Office Of Olractor 82/03/01 
Commanuaalth Edison Co. 3pp. 12319- 091. 24X Flcha:! 

8203170223 


8203260230 Foruards IE Info Notice 62-07. "Insds^gste Sscurltg 
Screening Programs " 

O'BEILLV.J P. Raglon 2. Offica of Olractor 62/03/16 UllRIO.R E 
Florida Poaor & Light Co MCOONAtO.R P Alabama Power Co 
JONES. J A. Carolina Fo--ai- 4 Light Co 4pp. 12424 107 24X 

Flcha 30-000. 82/03/16.821)3260230 


fl Periodic operating reports 4 ralatad corratpondanca 


S104130392 For-vardt monthlg operating repla for Mar 1961 

BCNMIOT.A 0 Florida Power 4 Light Co. 81/04/04. Office of 
nensgsmervt ent Program Analgsls Ip 12407 017 24X 

Flcha: 30-000. 81/04/04. 9104130292 


— 8104130294 Honthlg operating rspts for Mar \96l 

CHIL90.N,V T Florida Powaf 4 Light Co 81/04/04 I2pp 
12407.019 24X Fiche 30-000.01/04/04,6104130292 


8203240402 Foruarda monthly operating rapta for Nov 1981 

UILLIaMS.J H, Florida Powar 4 Light Co. 31/12/13 Office of 
I1anagai:fnt and Program Analyals. Ip. 12393: 04 1 24X 

FI Che 30-230, 61/12/13,8203340402 


--6303240406 ISonthly operating rapts for Nov 1981. 

CHILSON.U T. Florida Powar 4 Light Co 81/12/13. 8pp 
12393-.042 34X Fltho 30-330. 91/12/13,8203340402 


9203240312 Forieardt nonthlg oparatlng raptt for Dot 1981. 

NILLIAMS.J U Florida Powar 4 Light Co. 93/01/13. Office of 
Nanagamont and Program Analyals. Ip. 12393:278 24X 

Flcha; 30-230. 02/01/13. 0203240212 


--0203240216 Monthly operating repta for Oac 1901. 

PACE. P. L. Florida Powar 4 Light Co. 82/01/13. 9pp. 13393:279, 
24X Fltha 30-230.82/01/13,8203240212 


8 Reportable occurrencte. LERe 4 related corratpondanca 


BS03170404 PMQ-U-ai-0S3'. OB 610717. staam leoV was obsarvad on 8 
prtesuriior spray valve capped nipple Leak devalopad uhan 
a spray valve was cycled. Thrss-day odtage planned to effect 
repairs 

TAVLQR.P. A. . DANCE. K.c Region 3. Atlanta. Office of the Director 
C81/03/01J. 81/07/17 Ip. 12317:142. 24 X Fiche: 30-231, 81/07/17, 

9203170404. 


--620317022Q Conf irinstloiv of action Itr ra agreenante ri 
tmargency appraltal Preperadneta loiprovenant itania.i 
prsperedness avetuetlon rept 4 list of open Items ei 
KEPPLER.J 0 Region 3. Office of Director 62/02/1 
Commonwealth Edison Co t3pp 12319.094. 34X 

Fiche: 30-234, 82/03/01 , 8203170223 


8203170233 IE Emergency Appraisal Repte 30-234/02-02 I 
620110-27 4 0209 Major arooa Inap : admin 1 a trot Ion of 
emergancy p r aparadiiets program, emergancy organ! ratli 
training 4 smargoncy procedures. 

PHILLIPB.M . NICHOLBON.N . AXEL80N. N Dlvlalon of I 
Praparadneti 4 Operational Support. 83/02/23. 43pi 
24X richer 90-234. B2/03/01, 8203170223 


830329046B Forwarda 109 overatie final Oraulngi E8-374 i 
Oreaden 3 4 4,E8'14B 4 £6-149 for Quad Citiea 1434 
revision of cable discrepancy lists, in response to Oe- 
Ltr 81-12 Aperture cards are available In POR. 

RAUSCH. T J Commonwealth Edison Co. 62/03/16 EISEI 
Division of Licensing 2pp 12699:279. 24X Fiche: 9' 

8203290468 


8203230206 Confirms 820316 4 17 telcons re requirements 
flra protection 4 lots prevention program. Insp 4 audi 
Annual Insps may be done by outside firo protection f 
neat intent of Tech Spec Section 6. 0. H 1 4 2. 
8CHR0EDER. C. H Commonwealth Edison Co 82/03/17 0 

Operating Reactors Branch 2. 2pp. 13381:239. 24X 

Flcha: 30-000, 83/03/17.8303230206. 


8203340231 Releatae public vertlon of ravlilon to envlr 
directory for environ director emergency plan Impleme 

proctdirrftf. 

FEUTOM. sJ. M Qivittan of «c\d {Ittcordi. Q2/Q3/17 

Management Branch. tp. 13406:001. 34X Fiche; 30-000 

820334023 1 . 


--8203340361 Forwards public version of Revision 1 to a 
dtroctory for onvlron directory emergency plon impl 
proetduret. including Procedures EO-t, duties 4 
reepone ibl 1 1 t lee of environ director. 

CHANEY. V.L. Commonweolth Edison Co. 03/03/03. 
Offlco. Office of Inspection ond Enforcomont Ip 
F I c h e - 90-000. 82/ 03/ 17 , 820324023 1 . 


—6203240208 Public vorelon of Revision I to environ oe 
for environ director emergency plon ImplementlTig pr 
including Procodvre ED-l ra duClet 4 roep ontlbl 1 itt 
«nvlTon 


BSOXAOISO (>i/bllc vfrdofi cP IHtneto instruction* for 

dkvtOlng environ energencg lirol enient i ng prnceOure* Into two 
••Perot* procedure boot* for environ director & environ 
group 

fCLrON. %/ M Oivttion of fiulet end Ctecord* 03/0.1/17 Oocunrnt 

riontgenont Br«nth. ip 13440 037 34X F 1 c tie. 9O-00D> B3/03/ 1 7, 

0303360190 


■6303360197 Forward* public version o» instructions for dividing environ 
erergencg Implementing procedure* into two seperate 
procedure booh* for environ director 6 environ group 
CahNEY.U L Conr.onwOel th Edison Co. B3/03/01. OENrO.'d.H R. 

Office of Nuclear Reactor Regulationi Director 3pp. 13440-031) 

34X Flcbe 90-000.82/03/17.0303360130 


U3O32QOC03 Release* public version of revised emergencg plan 
lirp le.ment ing procedure*. 

FEi-fON. J t1 Division of Rules and RoeordB S3/03/33 Documefit 

Management Branch Ip 13499 217 34X Ffche 90-394.03/03/3:1. 

8203290083 


— 0303370084 Forward* public varslon of revised emergencg plan 
Implementing proc edur e*. i nc iud ing Procedure* OEP 360-0 re 
protective meaturee for onsite personnel . OEP 360-2 re plant 
avacuation 6 OEP 360-3 re eite evacuation Receipt form enc 1 
• Commonwealth Edison Co 63/03/02 OENION. H n NflC - No 
Detallsd Affiliation Otven 2pp 12499 318 34X 

FlChe 30-294. 83/03/33.8203290083 


--8203290086 Public version of revised energencg plan lop 1 siren t ing 
procedures. including Procedures OEP 360-0 re protective 
measure* for onsite personne I . OEP 360-3 re plant evacuation 
ti OEP 360-3 re site evacuetlon 

• Commonuieel th Edison Co 03/03/03. I3pp 13499 320 34X 

Flche: 30-294. 03/03/23. 8303390002 


B303390090 Release* public version of revised emergencg plan 
Irple/nenting proreduros- 

FELTON. J n. Olvislon of Rules end Records 83/03/23 Oocoaieiit 

Henegemenl Brencb Ip 13439 346 34X Flche 90-394.02/03/33. 

8203390090 


--8303290093 Foruerds public version of revised emergencg plan 
Implementing proc edur es. Inc 1 ud I ng OEP 110-0 re stetlgn 
d irec tor. OEP 130-0 re operetion director 6 OEP 130-0 re 
technlcel director Receipt form enc 1 

e Commonwealth Edison Co 82/03/16. DENTON. H R NRC - No 
Detailed Affiliation Given lOpp 13499.347. 34X 

Flche 90-394.03/03/33,8303390090 


--6203390096 Public version of revised emergencg plan inplementing 
procedures Including OEP llO-O re station director. OEP 130-0 
re opei-atlone director h OEP 130-0 re technical director 
• Commonwealth Edison Co 83/03/16 90pp 13499 397 34X 

FIcher 90-394, 02/03/33, 8303390090 


0 Adjudicetorg correspondence 


8303010204 Forwards 0 Collins 830217 Itr Ltr should be treated as 
motion to withdraw contastad Contantions 1-4 Util (• NRC do 
not object CO withdrawal. 

Ft TZOERALO, R. Ishaffl. Lincoln 6 Beale 03/02/23 Atomic Bafptg 
end Licensing Board Panal ip. 13069.333 34x 

Flche: 90-394, 83/03/33.8303010204 


--8303010206 Partial raplg to first set of interrogator tes t> request for 
production of documents. Requests permission to withdrew 
Contested Contentions 1-4. Related correspondence 
C0LLIN8.D Cltliens for Safe Energg COLLING. 0 Ouad-Cltg 
Alliance for Safe Energg. 82/02/17. Commonwealth Edison Co 
6pp 12069:333 24X F Icha: 90-334. B2/03/22. B2030I0304 


8203020064 Order scheduling 820310 telcon re completeness of 
appi Icatlon. estimated completion datee of NRC environ 
assessment li Safetg evaluation, withdrawal of Contention 1-4 
li hearing schedule. 

KELLEV.vl. L. Atomic Safetg end Licensing Board Panel 83/02/26 
2pp 12077:241 SAX F Kht 30-334, BS/OS/36, BSQ3Q30064. 


8203080199 Forwards NUREO-0379 per request. N/o enc 1 

OaOOARO. R J Hearing Branch 2 83/03/01 COLLINS. D Cltliens for 

Safe Enargg ip. 13193:139 34X Fi che: 50-394. 82/03/01. 8303080139 


8203100196 Forward* four cases cited bg ASLB in special prehearing 
conference order, indicating EtA is adaquate rather than Et8 
in spent fuel pool procaadlngt. 

OODDARO.fi. J. Hearing Branch 3 02/03/09, COLLINS. 0 Citiiens for 

Safe Energg. Ip. 13102 094 24X FUht: 90-394. 82/03/09. 6303100198 


0203100391 Hotion to enter stipulated prutective order to govern util 
production of proprietarg 6 confidential info 
Certificate of 3vc one I 

FITIOIBBCInS. R Commonwealth Edison Co F i TlOtOBONS. R tshaei. 
Lincoln t> Seale 62/03/09 Atone Safetg and Licensing 0o»id 
Panel 3pp 12179 149 34X Flche 50 -S94, 83/03/09. 8303l<:039 1 


--8303100363 Btipulated protective order governing Inter venor li and 1 1 iig 
of util proprietarg t, confidential info 

FtT7Oia0ON9 . n Commonwealth Edison Co. MILLER. R Cltltniia fm 
6afo Energg HOMIC.R Oued -Cltg Alliance for 9efe Energg 
03/03/30 3pp 13179 191 34x Fichc 90-334. B3/03/03. «3l>:Hiii).P, i 


8303100391 Partial replg to util 6 lA-tL Cas 6 Electric Co first ««t nf 
Interrogetori e* on Contention 7 re vent stac* reanaiges* 
rep t 

COlLINS.O Cltltcn* for Safe Energg COLLtNS.D Quod-CItg AlllA.iie 
for Safe Energg 83/03/08 ip 12164 344 24X 

Flche 90-394.82/03/08.8203100391 


8303I302J7 forwards Cltliens for Safe Energy 9, Ouad Citlet AIttanre f... 
Safe Energg 8. Survival response to util 1 nt err oga t or le * . 
which should he treated as motion to withdraw Contention 7 
titli 6 CIRC do not object Related correspondence 

F tTZOt OBORS, R . fsha'ii. Lincoln b Beale 63/03/08 Atomic 'Mfslg 

and Licensing Board Panel tp 12349 130 34X 

Flche 90-394. 02/03/08. B303I30317 


•-O5O312O3I0 Partial replg to first set of interrogatories Request* 
Parts A. R h C of Contentlcn 7 he withdrawn 

COLLtNS.O Cltliens for 6afe Energg COLLiNQ. 0. Oued-CItg 
Alliance for Safe Energg 63/03/08 Commonwealth Edison i:i> 

4?p 13349 131 24X Flch* 90-394.82/03/08.0303130317 


U303180437 Gummarites util response to A6L0 020236 order . Pe tpOfi are 
were provided during 030210 telcon 

FlfZOlBBONa. R Isham. Lincoln 1. Oeale 03/03/11 Atonic tlafslg 

and Licensing Board Panel 3pp 13330 099 34X 

Flche 90-294.02/03/11,8303180437 


8303220186 Foruorde R Devan affidavit in eupport of Interveiinr muC l/,u 
to withdraw Bubpart A of Contention 7 

OODOARO.R J Hearing Branch 3 03/03/16 KELLEY. J L ■ iiOHft III. !• A . 

FOSTER. R F Atomic Safetg and Licensing Board Panel ip 
13362 277 24X Flche 30-294. 83/03/16. 8203330186 


--03O323O174 Affidavit of R Oeven supporting withdrawal of Con I eiit li.»i /A 
No evidence shown to support assertions of increased health 
6 safetg risks resulting from chirnag falling into spent 
fuel pool 

OEVAN.R Operating Reactors Branch 2. 83/03/16. 3pp I2:i/.J li/it 

24X Flcha 90-394. 03/03/16. 8303330106. 


0303390330 Order per 030310 tel c on. Hear Ing schoduled for D209I 1 !<• 

Davenport. lA Contentions 1-4 & 7 withdrawn Contentions 9.6. 

8 i. 9 aet for hearing 

KELLEY. O L . MORRie.P A . FOSTER. R F Atomic Safetg and l.icenatng 
board Panel 02/03/24 4pp 13420 209 24X Ficfie 90-394. m//H I/U4. 

8203290223 


8203310226 Foruerdt util OA dept audits of Joteptt Dat Corp Oodciaieuts 
irrelevant to ang contentions at Issue. 

PITZOIBBOnS. R tsham. Lincoln 6 Oeale 03/03/39 C0LLIN8. t) 
Affiliation Unknown 3pp 13490 173 24X Flche 90-394. n2/0;l/2'i. 

8303310326 


6303310331 Advises that refueling outage for Unit S deferred until 
Sept 1983, enahl ing util to continue rtracklng operetion 
FlTZOiBBONS. R tsham, Lincoln tt Beale 63/03/36 Atonic llafetg 
and Llcsnslng Board Panel Ip. 12499 160. 34X 

Flcha 90-394, 03/03/26.0303310331 


H Oaneral correspondence 


8203090491 Notifies that DD Vassallo ha* been assigned a* chief. 
Operating Rsactors Branch 2 

NOVAK. T. M. Assistant Director for Operotinq Reactor* Q3/QS/ ir* 
DELCEOROE.L. Commonwealth Edison Co 3pp I3IV3 366 34X 

Flche. 30-000. 83/02/13. 03030904 9 1 


J. Itisuranc* 6 Indamoltg information 


8303390139 Forward* Endarssmenta 8 to NELIA Binders EO-l.Ell-3.1 11:1. 
EB-39,eB-30, EB-42 t EB-43 

OSIER. 0 Commonwealth Edison Co 03/03/34 SALTirpN. J As hi* taut 
Director for State & Licensee Relation* Bpp 13430 309. 24X 

Flche: 50-000. 82 /03/ 34 , 8303390 1 39 
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Q203a«f0l73 Foru«i-<li E«>4df 131.71-38 4 18 to nElJA Pollciot 
N'F-43. MF-I07, NF-20> 4 r* »pec 1 1 v»li/ 

03r£8-.7 Cc:^'*'onudO 1 th Edison Co 82/03/24 9A!_rZPA.V.3 Asojstont 
Diroctoi- tor Stotr 4 Licsnso* Rototlons 3pF 12430 24l 

Fiche 30-OCO. a?/03/a4. 0203390(73 


P nperotiog li/enss itafle documoots 4 co/rospondoncc 


3333030269 Fori,.Arjs <o-**cots do rodioloplcsl ofMuont Teco S?ecfi 4 
nCfsite Dose Calculation Manual Cements lOantlfj areas 
...herr suonlttals appear def U 1 enC. add 1 juSt I ricatlon nag be 
needed or contracter unde r stood irvQ of Intent incomplete 
VASSALLO.D B Operatin; Reactors Drandb 2 83/03/03 CELOEOIIOE. I. 

Conaijn-CAltb Edison Co 3pp I21I9 OCO 24X Flche 30-000.03/03/03. 
8303033369 


- -0303030376 Fnr-aarde questions re radi olopical effluent Tech Bpece 4 
Offsite Daso Calculation Manual subailttals tsat will bo 
addressed in discussion w/utll 

SIMPSON. F B E040. |nc 03/01/19 WILL IS. C A Effluent 
Treat-lent Stisteeis Branch 23 ap 13119 011 24x 

Ft cne 50 030. 83/03/03. 0303030269 


6303033337 Fu-.4.-ards request for addl Info re evpansion of spent fuel 
storage caeacicq 0MB clearance not required 

vassal 1. 0. 0 0 Operating Reactors Oranch 3 83/03/08 OELOE UHOE • L 

Ccr-eonaealth Edison Co 3pp 12093 290 34X Flche 50-234.82/02/08. 

8203020337 


6203020389 Advises that NJTECH Llcensinq Topical Bept AOV-13-002 N. 
Revlsicn 0- "NUTECH Foeduater Noiile Oppose LeaSago 
MonttcTiix- Bts. was provided u/01l31l subiettlal Rept sbovtd 
he Included on f ac 1 1 1 tg dockote 

fiAOSCH. T j Co-xonL-oal tli Edieon Co 03/02/33 E16ENHUT.D0 
Olultion of Licensing 2pp 13070:260 24X Flche 20-000.02/02/23, 

0303030309 


9203020466 Subaiitt correction to 020IS9 response to NlWEO-0003 rr 
tntogntip of Own tcraa> t-ps pipinq One quarter of scran pilot 
valves on each unit are rebuilt every operating cycle 
RAUSCH. 7 J Connorwoa I to Edison Co 03/03/33 GISEt«tUT.O O 
Otvisinn of Licensing Ip 12006 316 34X Flche 90-000.83/03/23. 

8303020466 


6303160042 Advises that (mp 1 enent at Ion of NUREO-0737 Item III 0 3 3, 
ir.proved In-plant Iodine tnstrumonto 1 1 on under accident 
condition IS acceptable 

CRVJTClcrlELD.O Operating Reactors Oranch 5 02/03/33 DELDEOOGE.L 

Cor.nsniueal th Edison Co 3pp. 13339:073 24X Flche 50-000. 

03 /03/33. e 303 1 60 042 


8203020322 Responds to Oensric Ltr 02-1. ‘Mvu Applications Survey. " 
Util does not plan to sutnit any applications or requests 
for NftC rovieu prior to 041231 

ShlARlZ.f. 0 Co-TOnwealth Edison CO, 02/02/34 EISENHUT.O 0 
Division of Llcensln}. Ip l207'/ 066 34* Flche 30-000.83/02/24. 

8203020322 


6203190135 Forwards request for pddl InPo ro envlroi. qualification of 
safety-related electrical equlpevent 

VABSALLO. 0 0 Operating Reactors eranch 3 02/03/24 0£I-0GtlR0e, L 

Com>ionwealth Edison C<i. 3pp 12394 . 334 34X Flche 30-000.02/02/34. 

8303190135 


0303080366 “Adequacy of Qtatlon Electrical Olstrihutlon Sys Voltages. 
Ouad Cities Statlon.Unl ts 14 3.' tnforrial rept. Revision l 
UDV. A C £040, tnc FIN A-6429 B2O3O0O366 02/02/28 

PBEVAITE.R i_ Okvislon of Systens Integration tpost 811005) I2pp 
12160 2/1, 24* Flche 90-234, 03/02/26. 0203080266 


0203160091 Forwards Franklin Research Ctr requests for addl info nn 
environ qualification nf saf et g-r el at e d olsctTlcal 
equipment (Trit action plant Info requested within 30 days. 
CRUTCHFIELD, D Operating Reactors Oranch 9 83/03/01 pELOEORCE. I 

Co-smonwealth Edison Co. 9pp 1332S 062 24X Flche 30-000, 

32/03/01. 0203160031 


0303160211 Forwards addl Info 4 status of NUREO-0737 Items per 811125 
tc B2D122 reques ts. Responses to NRC request for addl Info re 
Hest Inghous e RVLIS 4 dumnary rept mt I 

BNARTZ.E 0. Commonwealth Edison Co 82/03/01 EISENHUT.O 0. 
Division of Licensing 30pp 12386:086 24X Flche 50-000. 82/03/01 , 

0203160211. 


8203110292 Application po amend App A, T ech Specs lo Licenses DPR-19, 
DPR -23. DPR- 29 4 OPR-30. add Ing second level undervoltaqe 
protection relays to onsite powor sqs.Fee end 

RAUSCH. T J. Coiheinnwsalth Edison Co 02/03/04 CEHTDH.M R. Office 


'B2031I030I Proposed changes to Tech Specs, adding second lev 
uodervol tag e protection relays to onsite power sgs Revise 
Pages 41.43.43.43.146-140 4 I30 for Dresden 4 Pages 
3 2/4 2-12 through 16 4 3 9/4 9-1. -3 4 -4 for Ouad Cities 
• Com-moowea I th Edison Co 82/03/04 34pp 12216 090 
F|che 50-000. 02/03/04. 02031 10293 


D20319D323 Foriaards request for addl Info re reactor protecti 
power monitoring sys design mod 4 .“.odel Tech Specs on which 
to base proposed Tech Specs to bo submitted In forni of 
request for license mod 

VABSALLO- 0 8. Operating Reactors Branch 2 02/03/04 DEL 

Cormonuealth Edison Co 3pp. 13334 342 24X Flche 30-008 

8203190023 


0203110031 Oenerlc Utr 82-04 to all licensees of operating pi 
applicants for OL 4 holders of CP ro use of IMPO SEE-IM 
program 

EI6E-NHUT,0 0 Division of Llceoslng 82/03/09 IIAUSPUHO. 
Consolidated Edison Co of New Vork IIUKILL.H D Metropol 
Edison Co. ncOAUOHV. J P Mississippi Power 4 Light Co k 
12391 031 24X Flche 50-000.02/03/09.0203110001 


0203160219 Forwards Suppl 6 to Revision 1 of 3 Oat Corp licet 
rept re high density fuel rac k s • u/re sponse to 
NRC 020308 Ouestions 13 9 1 4 12 9 2 

RAUSCH. T 3 Commonwealth Edison Co 02/03/12 DENTri.N, K I 
of Nuclear Reactor Regulation. Director 3pp 12301 143 
Flche 90-294.02/03/12.8300160219 


820330D19I Informs of deferred Imp 1 e.men ta 1 1 on schedules for ' 
scram discharge sys Co-spletlon of work at Dresden Unit 3 
eipelted by 03D33B Morh on remaining three unite deferred 
until first unit refueling outage starting 840901 
REED.C Cemmonuealth Edison Co 02/03/16 DENTON. H R I 

Nuclear Reactor Regulation. Director. 2pp 12490 069 S' 

Flche 50-000. 82/03/16, 8203300191 


8203260032 Foruards "Operating Reactor Power Operated Relief 
ECCB Repts, '• request for addl Info re TMI Action Plan Item 
II K 3 17 rept on outages of ECC6 Response required uilthln 
60 days. 

VABSALLO. 0. 0. Operating Reactors Oranch 2 82/03/17. OEi 

Commonwealth Edison Co 3pp. 12441:320 24X Flche 90-00' 

0203260032 


--02032904S9 "Operating Reactor Power Operated Relief Valve 
Repts." request for addl info 

DVERBECK.O 3. Franklin Instl tute/Frank 1 In Research Cent 
NRC -03-81 -130 02/02/19 CHOW. E nRC - No Detailed Af 
Given 4pp 12441 323 34X Flche 90-000.82/03/17,0203 


B3D3290151 Forwards Revision 20 to CE-1 -A. "QA Program for M 
Generating Stations." per NRC 020312 request 
SWARTZ. E 0 Commonwealth Edison Co 02/03/19 HAA88. W P 
Assurance Branch Ip 12433 243 24X F 1 c he : 90-000. 02/03 

0203290191 


--8203290166 Revision 20 to CE-1 -A. "OA Program for Nuclear 
Stations. 

• Commonwealth Edison Co CE-l~A fl20 02/02/17. 90pp 
12430:244 24X Flche 90-000. 02/03/ 19,8203290191 


8203300164 Informs that Duad Cities Stations wilt not instal 
effluent menltors until 820701 due to computational h othe 
difficulties w/Eping-4 monitors Instrument reading 
conversions not anticipated prior to 820701 
SWARTZ. e.D Commonwealth Edison Co 02/03/23 GISENHUF. 
Division of Licensing. Spp. 12449 1 92 2ax Flche- 90-001 

8203300164 


0 Inspection reports. IE Bulletins 4 correspondence 


0203030324 Forwards IE tnsp Repts 90-237/62-01.90-249/82-01. 
90-294/02-01 4 90-269/82-01 on 820104-07 4 notice of 
vloletlon. 

N0REHU6.C e Otvlslon of Engineering 4 Technical Progree 
82/02/16 REED.C. Commonwealth Edison Co. 2pp 12099 1 
Fit he 90-000. 02/02/16. 8203030324 


— 8203030330 Notice of violation from insp on 820104-07 

NORELIUS'C. £ Division of Engineering 4 Technical Progi 
82/02/16 2pp. 12099:172 24X Flche 90-000, 82/02/16. E 


—8203030339 IE tnsp Repts 90-237/02-01.90-349/82-01.50-294, 
50-869/02-01 on 020104-07. None onp 1 lance noted: fa I lure ti 
perform gap measurements 4 failure to include safety re! 
valve thrust loads In 16 Bullstln 79-14 evaluation. 


DOCKETED ITEMS 


B2030304&7 Submit! nonthlv »tatua rept rp svaluAtlbn! performed lr> 
reepone* to IE Oulletln 79-14. “Selemic Analyst! for 
Ai-Bollt Saf e ty-Related Piping," per SOOSIB request 

Rausch. T J common-health Edison Co 02/02/19 KEPPLER. J 0 Region 
3. Offltl of Director 2pp 12093 313 24X f U he SO-COO. B2/02/ 19. 

0203030469 


B203JJOJ39 Advises that IE Info Notice 02-01 , RevI s j on I, "Aorlllary 
feedhoter Pump Lockout Resulting From Uestinghouse U-2 
Sultch Circuit Hod." sias sent to listed licensees 

* Region 3. Office of Director 02/02/26 Region 3* Office of 
Director Ip 12212 313 24* Fiche 30-000,02/02/26.0203110139 


9203230001 Foruardt IE Insp Repts 30-234/02-03 6 30-263/B2-03 on 
820109-0222. No noncompliance noted 

SPE86AR0. R L Division of Project 6 Resident Programs. 02/02/26 
REED-C Commonuealth Edison Co 2pp 12379 297 24* 

Fiche 30-234, 02/02/26. 8203230001 


--8203230002 1£ Jntp Rep is 30-254/02-03 t 50-263/03-03 on 020109-0222 No 
noncoisp I tone e noted Major areas inspacted TMI action plan 
fol loiiiup, operatlonet safety verification ti LF.R, IE Info 
notice ti circular follouiup 

CHRISeOTIMOS. N , DUPONT. 8 0 . UALKER, R C Region 3. Office of 
Director 02/02/22 I3pp 12379 299 24X Fiche 30-234. 02/02/26, 

0203230001 


□203100283 Forwards response to IE Bulletin 00-11. "Masonry Hall 
Design" per R Ualker request Response addresses operability 
assessment of masonry -aalls 

SUARTZ.E D Commonuealth Edison Co 02/03/01 HEPPLER. J 0 Reglciii 
3, Office of Director 3pp 12170 117 24X Fiche 30-000. 02/03/01 . 

0203100203 


B303170223 Forwards IE Emergency Appraisal Repts 50-234/02-02 U 
30-263/02-02 on 020110-27 <. 0200 Confirmation of action 
Q30202 Itr end 

KEPPLER.O O Region 3. Office Of Director 02/03/01 REED. C 
Commonwealth Edison Co 3pp 12319 091 24X F t c he 30-354. 02/03/01 . 

0203170223 


— 0203170226 Confirmation of action Itr re agreements reached at 02012/ 
emergency appraisal Preparedness Improvemant 1 terns. e.->ergenc y 
preparedness evaluation rept h list of open Items enc ) 

MEPPLER. J 0 Region 3. DfPleo of Director. 02/02/02 HEED. C 
Commonwealth Edison Co 12pp. 12319 094 24X 

FUhe: 90-254, 82/03/01 . 0203170223 


--0203170233 IE Emergency Appraisal Repts 30-234/02-02 6 30-265/02-02 on 
02OIIS-27 h 0200 Major areas Insp administration of 
emergency preparedness program, emorgency organl lat 1 on. 
training (• emergency procedures 

PillLLtPS. M . NICHOLSON. N . AXElCON. H 01 vision of Emergency 
Preparedness It Operational Support 02/02/25 45pp 12319 106 

24X Fiche: 50-354.02/03/01.0203170225 


8203110209 OuPmlts revieed echedule for cot-rpletlon of tS Dullelln 
79-14, "Beltmlc Analysis For As-Outlt Saf et y-Rel a ted 
Piping." raqulremsnts t< control rod drive insert withdrawal 
piping support mods. 

RAUSCH. T J Commonuealth Edison Co 02/03/02 KEPPLER. J 0 Region 
3. Office of Director 2PP 13215 111 24X Fiche 30-000,02/03/02. 

03031 1020B 


0203110079 Advises that IE Info Notice 02-03. "Environ Tests of 
Electrical Terminal Blocks." was sent to listed licensees 
e Region 3. Office of Otreclor. 02/03/04 Region 3. Office of 

Director ip 12313 344 24X F Iche 50-000. 03/03/04. 83031 10079 


8303190335 Forwards IE Info Notices 82-04, "Potential Oeflcloncy of 
Certain AOASTAT £-7000 Series Time-Delay Relays" 6 03-03, 
"Incraaslng Fraquency of Orug-Reiatad Incidents •• 

s Region 3, Office of Director B2/03/10. Commonwealth Edison 
Co Ip 13347.090 24X F Uhe 50-000. 02/03/ 10, 0303190335 


5203190305 Advises that IE Info Notice 02-06. "Failure of Steam 
Oenerator Primary Side Manway Closure Studs. ' was sent to 
listed llcanteas. 

• Region 3, Office of Director B3/03/12. Region 3. Office of 
Director. Ip J2349: 30B 24X Flc he 30-000. 03/03/12. 0303190205 


8303330307 Roquasts Page 3 of 930316 Itr be corrected to read IE Insp 
Rapte 30-337/03-pt. 50-249/83-01. 50-254/82-01 «. 50-365/82-01 
MOREL tua. C. E. Division of Engineering t. Tochnual Programs 
02/03/13 REED, C Commonwealth Edison Co Ip 12381.230 24X 

Flcha^ 00-000. 03/03/15. 8203330307 


8203330669 Forwards IE Info Notice 02-07, “Inadequate Security 
Bcreening Propramt “ No written response required 

• Region 3. Office of Director 63/03/16 Comsonweal th Edison 
Co. Ip. 12380 314. 84X Fiche 30-000. 02/03/16, 8203330669 


8203310432 Submits monthly status rept In response to IE Out let to 
79-14. re evaluation performed at facilities Rept content 
addresses Sys found to bs operable Appropriate repairs 
to Subsystem 1&H-308 have been perform.od 

RAUSCH. T J Cemmonweal th Edison Co 02/03/33 KEPPlER, J G. Reg: 
3. Office of Director 3pp 12454 260 34X Fiche 50-000. £2 /03/a: 

□503310432 


R Periodic operating reports 8. related c or r e spond enc e 


8203330370 Forwards monthl, operating repts for Apr 1901 

KALIVIAVAKIS. W Commonwealth Edison Co 01/05/01 Office of 

Management and Program Analysis Ip 12384 252 24X 

Fiche 30-254, 01 /03/01 . 8203230370 


-•-02032303/3 Monthly operating repts for Apr 1901 

TUD09.R C Com.'onwea I th Edison Co 01/05/01 lipp 12304 253 
24X Fiche 30-254.01/03/01.8203230370 


0203230727 Forwards monthly operating repts for Jdl 1901 

KALIVIANAKIS. N Commonwealth Edison Co 01/00/03 Office of 

Management and Program Analysis. Ip 12300 173 24X 

Fiche 30-234. 01/00/03.0203230727 


— 0203230731 Monthly operating repts for Jo 1 1901 

TUBBS. n C Com-onwealth Edison Co 01/00/03 21pp 12303 174 
34X Fiche 30-334. 01/08/03.0203230727 


0203230724 Forwards monthly operating rept* for Aug 1901 

KALIVIANAKIS. N Commonwealth Edlaon Co 81/09/01 Office of 

Menage.merrt and Proprem Analysis. Ip 123B5 263 24X 

Fiche 30-234.81/09/01.3203230724 


--02O323O73O Monthly operating repts for Aug I9U1 

ruaPS. R C Co-'sonweal th Edison Co fll/09/Ol llpp 1 230 3; 262 

24X Fiche 50-234, □1/09/01,0203230724 


8203230550 Forwards monthly operating repts for Del 1901 

KALIVIANAKIS. N Commonwealth Edison Co. 01/11/02 Office of 

Management and Program Analysis Ip 123B2 054 24X 

rich# 30-234, 01 /U/02. 6203230330 


--B203230364 Monthly operating ropts for Oct 1901 

NEINFURTER. E Commonwealth Edison Co 01/11/02. 22pp 
12302 053 24X Fiche 30-234. 01 / 11 /02. 0203230530 


0203230633 Forwards monthly operating repts for Nov 1981 

KALIVIANAKIS. N Commonwealth Edison Co 01/12/01. Office nf 
Menagement and Program Analysis Ip 12309 3S0. 24X 

Fiche: 30-254 .01/1 2/01 . 8203230605 


--9203230693 Monthly operating repts for Nov 1781 

UEINFURTER. E Commionwea | th Edison Co 01/12/01 20pp 
12309 329 94X Fiche 50-254.01/19/01.0203230683 


6203230361 Forwards monthly operating repts for Dec 1901 

KALIVIANAKIS. N Commonwealth Edison Co 02/01/04 Ufflce of 

Nanagement and Program Analysis. Ip 12384 125 24X 

Fiche: 30-254. 02/01/04. 0203330361 


--0303230363 Monthly operating repts for Doc 1901 

UEINFuRlER. E Commonwealth Edison Co. 02/01/04 26pp 
12384 126 24X Fiche 50-234.82/01/04,8303330361 


B303I50136 Forwards listing of c hanpes. te s t s h experiments completed 
during Fob 1962 

KALIVIANAKIS Commonwealth Edison Co 63/03/01 CASE. E 0. Of Pic 
of Nucleor Reactor Regulation, Director 4pp 12236.311 PAX 
Fiche 30-234.02/03/01,0203150136 


8203160435 Forwards monthly operating repts for Feb 1903. 

KALIVIANAKIS, N. Commonwealth Edison Co. 82/03/01. Dlrectiir's 
Office. Office of Inspection and Enforcement. Ip 12305:325 24 

Fiche 30-234. 82/03/01, 0203160435 


--02O316O431 Monthly operating repts for Feb 1902 

mEJNFURTER.E Commonwealth Edison Co UEINFURTER. E 
lowa-IlUnols Oas 6 Electric. 82/03/03 22pp 12303 326 24x 

Fiche 30-334, 02/03/01, 0203160433 


6 Reportable occurrences. lERs 6 ralatad cor respondenca 


0303030304 PNO-ni-82-23 on B202I7, subc ontrac tor nondestructive exar 
Level 111 examiner signature falsified on ultrasonic Insp 
certifications Work of four employees re-examined. 

UARO.K.O , DANIELSON. 0 N Region 3. nffice of Director 82/02/11 
ip. 12132:261 24X Flch e 50-254. 02/02/10. 3203030384. 


UUtrIVC I CU I I CIVIO 




6203030395 fortarj* LER Ba-OOS/OOL-O 

KAl (VI AHAKtS. iN CC'senw#* 1 t|i Edlton Co eS/OS/3b KEf PLEB- J 0 
Regtin 3. Office of Director Ip 12132 353 24X 

FtcA* 33-254. 62/03/26- 0303050393 


B2O3O504 38 Poruartfi lER 02-CO3/O3L-O 

KAL IVIANAKIS. N Co'ieionwPa I tft EilJcon Co 02/02/26 KEPPLEB. J. 0 
Region 3. Office of Director Ip 12134 143 24X 

El c he 50-234. 82/02/26. 6203050430 


J lot'jratxo b Indoon ( t<| Infortratlon 


3203100197 pDiieorDt End or t front b4 to KAEuO Pol leg 146-5 
IRELAND. J H Contuner* Pouor Co 82/03/01 SALT/MA 
t. Economic analgtlt Branch (Utllltg Ftnsncel. 3pp 
Flthe 30-233. 82/03/01.8203100197 


P Operating licpnet atago documonta t. c orraapondenc 0 


8203010001 Addl reeponao to fOIA requoat for 30 (alegar 
re NUREO-0660. "NBC Action Plan.” Forward* document* 
In Agpa A.O.C b 0 Info partlallg withheld Cref FUIA 
Exomptlon 3) 

FElTQN.J- H Olvlelon of Rule* and Record*- 81/00/04 
Kage. Bcholer, Flerman. Hag* b Handler 9pp. 12750.006 
Flche 30-309. 81/00/04, 0203010001 


--620303039/ LER e3-C03/03L-0 on 820202. after eo.rpletl on of t/2 erergeneg 
dlfael generator ronthlg preventive rt'ai n t- f«l lore- to-s tart 
alarm aoundtd when dteael waa atarted Caured bg bent 
Intolatpr card nett to engine atarting b control relaj. 

KEN3ENHALL.E Cd'^ronweal th Edlron Cd 82/02/26 Region 3. 

Office of Director 3pp 12 1 32 354 2 4% Fitra 50-254,02/02/26. 

8203050395 


•8203050466 LER 02-003/03U-0: on 820503. ccaparlaon of control roam b 
local aigntglaa* Indlcallona of augpreaaion pool level 
diaparitg of 0 3 inch Actual level ea Indicated 
bg ilgstflaaa ua* belou Tech Gpeca 

LIhOU.H Common.jealtb Edtaon Co 02/02/26 Region 3. Office of 
Director 2jp 12134 144 24X FI the SO -234. 02/02/26. 8203030450 


--0002260I20 Foruard4 util 800121 b C-C 800131 analgtea 
Inalde conta Inment. Requeata evaluat 1 on. Analga I a aaf 
concern deela w/lncreaaed containment preaaure tner 
b return to reactor power following accident 
OENABOYA.V Aualllorg Sgalama Branch 00/01/23 
Reactor Sgattma Branch. BUTLER, H Containment 8gi 
2pp 12753 133 34X F i che: 50-000. 81 /O0/O4, e20301C 


6203230623 Forward* lER 81-020/03L-2 

AAL IVIAnakIS. .N Co— eonwea I th Edlaon Co 82/03/00 hEPPLEB. J 
Region 3. Office of Director Ip 12390 199 24X 

Flche 50-254.82/03/08.0203230623 


--8203233630 LER 81-020/03^-2. on 011121. Uak ditcovered in underground 
aupplg line i-10O5A-lb-lnch between Rift age avt water pniepa 
A b 0 6 heat e<chang«r A Cauied bg pipe pierced 38 ft meat 
of MPCt room Line capped between room b vault. 

gXEIhER.rl Coir-«ngiseltl> Ed I eaii Co 62/03/68 Region 3. Office 
of Director 3pp 12390 200 34X FU he : 50-234, 02/03/08. 

8203230623 


DOCKET 5C-253 PalI8AI)£S WClEAR PLAN! 

F Stcvrltg. redleal. emergeneg b fir* frotactlon plena 


6203030274 Cenfirm* receipt of util 620212 Itr re Initial teal reeulVa 
af pro-pt public notification aga Teat raaultt Indicate lOOX 
activation of airena b no deficlencle* 

KEPPLEB.JO Region 3. Office of Director 02/02/23 DEWITT, R D 
Cooeutera Power Co Ip I2lO'J 014 34X F U he : 30-233. 82/02/23, 

8203030274 


9203020640 forward* final rapt of aecurltg program audit for 010713- 
0910. in reaponae to IE Inap Rept 30-235/81—14 Followup 
audit tentatlvelg acheduled for Uun* 1982. Rept withheld 
Iref 10CFB2 790) 

VANOEMALLE.O J. Con*u.~«ra Power Co 89/02/25 CRUTCHFIELD. D 
Operating Reactor* Branch 5 Ip, 12069 26B 34X 

Flche 50-235. 88/02/23.0203020640 


8203050427 Forward* "Pallaadea Scenario. 1982. 9mal 1 -Scale Emergencg 
Eierclae. *' util 8. atate draft copte* 

JOHNSON. 0 0 Contumara Po-JOr Co, 02/02/23 KEPPLCR. J 0 Region 3. 
Qfflc* of Director Ip 12136 976 24X Flche 30-233. 82/03/25. 


ale Emergencg Exercise.'' 
■'•3/- 277 24% 


Small-ficale Emergencg 
291 84 X 


aed circuit 

recent 

age. 


--B003250B91 Forward* aafetg evaluation *uppl re contal 
overpraitur 1 lat ion potential due to auilllerg feed* 
runout flow following main «team line break . Eva 1 ual 
reanatgst* eaiumlng single active failures. 

OENlSE. R. P Aaalataftt Director for Reactor dafetg 
UOLLMEB.R H. Aeslstant Director for Sg«tems b Pro. 
02310 294 34X F Iche 30-000. 91 /OB/04. 9303010001 


--0OO325O995 Safetg evaluation auppl re c onto Inman t ovi 
potential due to auxlllarg feedwater runout flow ft 
main steam line break. Peak pretsura will stay baloi 
prassura w/addltton of auxlllarg feedwater at runoi 
e Containment Bgatema Branch 80/03/06 2pp I! 
Flche 50-000, 81/00/04. 8203010001 


— 8005281041 Foruiardt atetu* of operating PUR auslllari 
evaluations for Uestlnghoua*. C-E b BbU N86S plants 
MATTHEMB.P R Auxiliary Bgatema Grench. 60/02/25 
Auxlllarg Egatama Branch 14pp 1276B.329. 347 

Flche; 30-000, 81/00/04. B903010001 


8201130476 Forward* CEN-ia9, "Evaluation of Pre*»urli* 
Effect* Due to Small Break LOCAt U/Loa« of Feedwater 
C-E N8SS. " b App* A-J, In reaponae to Tfit Action Plan 
Requirement I I K. 2 13 

BABKIN. K P. C-E Operating Plant* Qwners Oroup. 01/ 
EI8CNHUT. 0 O. Division of Llcanelng 4pp 11378.0 
Flche: 30'233, 81/12/31.8201130470 


--820II304BO "Evaluation of Pressurlied Tharmal Shock • 
Small Break LOCAs U/Lo*a of Feedwater for C-E N8SS 
• Combustion Engineering, Inc. CEN-189. 81/12/3 

11578:030 24X FI che ; 30-253. 01 /12/31 , B20 1 130470 


— 8201130401 "Evaluetlon of Pre»*urlled Thermal Shock 
Small Break LOCA* U/Lots of Feedwater for Fort Cal 
Reactor Vet ye I . " 

» Combustion Engineering, Inc CEN-1B9 APP A 8 
11578:166 24X FI che 30-233, 81/1 2/31 . 020 1 1 30470 


— 8201130404 "Evaluation of Pretturlted Thermal Shock 
Small Break LOCA* U/Lo«« of Feedwater for Calvert 
1 b 3 Reactor Vaeael*. " 

* Combuetlpn Englnearlng* Inc. CEN-169 APP S. G 
11578:238 24X FI che : 50-233. 81 /12/31. 8201 130478 


— 8201130487 "Evaluation of Preteurlied Thermal Shock 
Small Break LOCAe W/Lo»e of Faeduater for ME Yhnke 
Vet eel. " 

» Combuitlon Engineering, Inc. CEh(-l89 APP C. E 
11378:344 24X Flc he: 30-233, 81/12/31, 820 1 130478. 


CRUTCHFIELD. O 
X 


•8201130483 "Evaluation of Praecurliad Thermal Shock 
Small Break LOCA* U/Lo«» of Feedwatar for Pali bade 
Veetel. ” 

e Combuetion Engineering, tnc. CEN~1&9 APP D. % 
11370 862 24X F i che 30-233, 01/12/31 . 8201 130478 


--8201130486 "Evaluatlan of Preteurlied Thermal Shock 
30, A. NRC - No Small Break LOCA H/Lote of Feedwater for flltletoni 

Vestel. * 

» Combustion Engtnaertng. Inc. CEN-169 APP G. 1 
11378.311. 24X Flche: 30-233, 81/12/31. 620 1130478 


143 24X 


DOCKETED ITEMS 


--B20U30490 *Ev«Io»tlo(i o# Pr«««urttvd Thermal Shock Effects Doe to 
Boall Oreak LOCAt U/Lo«« of Faaduatar for 8t Lucie I (■ 9 
Reactor Vaseel* * 

e Coftbuetlon EnBlneerin 9 . tnc CEM-»a9 APP F Bl/12/31 34pp 
1197? 034. 24X FI Che: 90-399. 01/13/31. 0201 130478 


--8301130493 "Evaluation of Presmurlied Thermal Shock Effect* Due to 
Smell Break LOCAe U/Lost of Feedwater for Aft Nuclear One- 
Unit 3 Reactor Vaesel " 

* Combustion Engineering. Inc. CEN-1G9 APP 0. Bl/13/31 14pp 

11979 079 34X Flche 90-399. 01 /13/31. 0301 130470 


'-82011304Q3 "Evaluation 6t Preseurliod Thermal Shock Effect* Oue to 
Small Break l.OCA* U/Lo*s of Feedwater for San Unofre 3 t> 3 
fleactor \/e*«el«. " 

* Combustion Engineering. Inc. CEN-IB? APP H 01/13/31 Mpp 
11978 333 34X Flche 90-399.01/13/31.8301130476 


— 8301130489 "Evaluation of Preseurliad Thermal Chock Effect* Oue to 
Small Break LOCA* U/Lo<» of Feedwater for Waterford Reactor 
Vessel " 

e Combustion Engineering. Inc. CEN-1G7 APP I 81/13/31. 7pp 
11979 010 34X Flche: 90-399.81/13/31.8301130478 


— 8301130491 ''Evaluation of Prtttvrittd Thermal Shock Effect* Oue to 
Bmall Break lOCAs W/Los* of Feedwater for Palo Verde 1.3 h 
3 Reactor Vessels. " 

a Combustion Engineering. Inc. CEN-in9 APP J. 01/13/31. Upp 
J 1979 090 34X Flche 90-299. 01/13/31.0301 130478 


6303010342 Forwards final revised evaluation of BEP IX-3. ''Station Cvc 
h Cooling Water 8gs. " Revised evaluation reflects results of 
SEP Topic III-9. B. "Plpa Brest Outside Containment." & 
re-eiam of Kultl— Plant Issue B- 1 1. flood Ing failure 
WAHBACH. T V Operating Reactors Branch 9 03/03/33 

VANOEWALLE. D J Consumers Power Co 34pp 130A9;040 34X 

Flche. 90-399. 92/03/33. 8303010343 


8303030499 Advisee that no technical deviations from stated positions 
of NUREO-0737 Item HI D. 3. 3 re improved In-ptant iodine 
Instrumentation under accident conditions were rcguested 
Util will meet position. No further review bg NRR planned. 
CRUTCHFIELD. O Operating Reactors Branch 9. 83/03/33 

VANOEWALLE. D Consumers Power Co. 3pp. 13003:183 24X 

Flche 90-399. 83/03/33. 8303030499. 


□3O3O2OA70 Advisee that 810119 request for add I Info rs environ 
qualification of saf stg-relatad alactrlcal equlpmant did 
not includa ThI action Items. Itarns needed to complete 
review end. 

CRUTCHFIELO. 0 Operating qaactors Branch 9 03/03/33 

VANOEWALLE. 0. Coneumars Power Co. 7pp 13089:379 34X 

Flche 90-399. 82/03/33. 8203030678 


8303030419 Advise* that proposed mod* In response to NRC 010309 
conflrmatorg order are accsptab If. Performance will be 
monitored. 

KEPPLen.JO flag ion 3. Office of Director 8S/0S/S3 RSYNOLDS. J. U. 

Coniumers Power Co. 3pp. 13094:014. 34X Flche: 90-399.83/03/33. 

8303030419 


' — 8303030439 Advise* of corrective actions taken In response to util 
failure to perform dallg audits on thrae occasion*, as 
required In NRC B10309 conflrmatorg order. Requests 
elimination of certain weakendt from audit schedule. 

HOFFKAN. D. P. Consumers Power Co. 01/18/04. HEPPLER.J 0 Region 
3. Chlcego. Office of the Director 181/03/01). 3pp. 12094 016. 
34X Flche: 90-899. 03/03/83,8303030419 


8303090040 Advises that 830139 request for Class III fee should be 
disregarded. Fee paid. 

01008. n.M. License Fee Hanagement Branch. 83/03/33. 

VANOEWALLE. 0. J. Consumers Power Co. Ip. 13173:097. 34X 

Flche: 90-299, 82/03/33, B30 3090040. 


0303020491 Submlte re-evaluatlon of rationale to juetlfg continued 
operetion In light of qualification deficiencies listed In 
technical It safetg evaluations of oqulpmant util is 
committad to raplaca. 

JOHNSON. B.D Consumars Powar Co. 82/03/34. CRUTCiriELO. 0 
Operating Reactors Branch 9. 14pp. 13068: 177. 34x 

Flche: 90-399, 63/03/34.6303020491. 


8303030380 Clarifies util 830303 position on SEP Topics tI- 3 . B. tI-3. B | 
li Il~3. C re hydrological consideration*. Date confirms 
sdequecg of existing plant daslgn to withstand surges. Rept 
confirming calcvlatlon provided, pending publication. 

VINCENT. R. A. Consumers Power Co. 83/03/34. CRUTCKFIELO. 0. 

Operating Reoctor* Branch 9. 3pp 13103:396. 34X 

Flche; 90-399, 83/03/34.6303030380. 


0303050309 Forwards "ftoactor Internal* Noise Monitoring Test. Jan-Oec 
1901 '' 

JOHNSON. D 0 Consumers Power Co 63/02/34 KEPPUER. J 0 Reolon 
Office of Director Ip 13136 317 24X Fltha 90-399.03/02/34. 

0303090209 


--0303090303 "Reactor Internals Noise Monitoring Test*. Jan-Oec I9BI " 
• Consumers Power Co 02/03/24 36pp 12136 316 24X 

Flche 90-299.02/03/34.8203090309 


0203100393 Forwards request for add I info tb IMI Action Plan Iteir. 
II 0. 1. "HC8 High Point Vents " Info requested within 60 
dag* 

CRUICmFIELD. 0 Operating Reactors Branch 9 83/02/39 

VANOEWALLE. O Consumers Power Co 9pp 12180 II8 34X 
rich* 90-000.03/02/29.8203100393 


0203030291 Requests that uC() 811130 submittal of reactor operator/ 
senior reactor opeator training programs be withdrawn due 
to need to revise descriptions substant i e 1 1 g Program 
description will be resubmitted bg 020419 

VANOEWALLE. » J Consumers Power Ca 03/02/36 CKUJCHF l£LO. O 
Operating Reactors Drench 9 Ip 13097 043 24X 

flche 90-000. 02/03/36.8303030291 


8303100309 Discusses daily audit required bg 810309 confirming older 
Audit will not be performed when driving conditions are 
haterdous due to weather Missed audits will be performed 
during neit scheduled dellg audit 

VANOEWALLE. D J. Consumers Power Co 02/03/36 HEPPLER.J O Rejin 
3. Office of Director tp 13177 307 24X f I c he 90-299. 02/ 0.3/26. 

0203100289 


6203080334 Application to amend License OPn-20. Improving containment 
Isolation dependability t. meeting intent of THt Action Item 
II E 4 3 

VANOEWALLE,!) Consumers Power Co 82/03/01 CRUTCHFIELD. O 
Operating Reactor* Branch 9 3pp 12149 204. 24X 

Flche. 90-299, B3/D3/ 01. 8303080334 


--02O3OBD336 Proposed revision to Tech Gpecs re ESP eys Initiation 
Instrumentation tettlngs 

* Consumers Power Co. 83/03/01 9pp. 12149 286 24X 

Flche: 30-299. 82/03/01. 02030803.34 


8203080023 Informs that TMI Action Items I. A. 1 3. shift manning, I. C 9. 
procedure for feedbaci of operating eiparlence 6 f C 6. 
procedtira for verifying correct perf ormanc e. rosol ved 

WAKBACH. T V Operetlng Reoctor* Branch 9 B2/03/02 VANOELHALLt . n 

Consumers Power Co. 3pp 12194 068. 24X Flche 90-399. 03/03/02. 

8203000023 


8203060279 Forwards fach Spec change request amending License 0PR-2(> t 
provide add! verification of prlirary reactor contaionsoni 
laaktlghl Integrity. 

VANOEWALLE. 0. J Consumers Power Co 83/03/03. CRUTCHFIELD. D 
Operating Reactor* Branch 9 ip 12194.192 34x 

Flche 90-299. 82/03/03. 6203000279 


— B203080286 Request tor Tech Spec change . amend log License DPR-90 to 
provide edd 1 verification of primary reactor containment 
leaktlght Integrity 

REYNOLDS. J W Consumers Power Co 03/03/03 3pp 12194: 1 ‘.i3 
24X Flche 90-399. B2/03/03. 8203000279 


— 8203080390 Proposed change* to Tech Spec 4 9 re containment tost*. 
• Consumers Power Co. 83/03/03 2pp 12154: 199. 24X 

Flche 90-299. 82/03/03. 8203000279 


6203100221 Forwards ananded pages for “Environ dual 1 f ic atlon of Safety 
Raalted Electrical Equipment." re Imp 1 amenta 1 1 on of Improved 
surveillance 1. malnt programs 6 justification of Intsrl.'n 
oparatlon w/squlpment scheduled for replacement. 

JOHNSON. B.D Consumert Power Co 02/03/03 CRUTCHFIELD. 0 
Operating Reactors Branch 9. 300pp 12IB0 089. 24X 

Ftcfca: 90-399. 83/03/03. 820310032 1 


0303120397 Rasponds to 830234 Itr ra environ qualification of 
alactrlcal equipment. Addl Info contains acceptoble 
justification to support interim safe operatlan. 

CRUTCHFIELD, 0. Operating Reactors Branch 9 02/03/09 

VANOEWALLE, 0. Consumer* Power Co. 3pp 13290:021 24X 

FIcfce 90-299, 82/03/09. 0203120297. 


0203110001 Oenerlc Ltr 82-04 to all llcantees of operating plants, 
app] leant* for OL i holdare of CP ra ute of TWPO SEE- IN 
program. 

EI8ENHUT, 0 0. Division of Lie anting 82/03/09- HAU6PURO. A 
Consol Idatad Edison Co of New York. CRANE. P. A. Pacific Oae S< 
Electric Co. 2pp. 12391 031. 24X F 1 cba. 90-C00< 82/03/09. S203J 1 000 J 


76 


DOCKETED ITEMS 


B3031 3^126 eub<»it* T»sponse to 0«ncTlc Utf 02-01 Uttl anticipator 
ro>/loa; to permit c onao t (da 1 1 on of sponc fuel (n spent fuel 
pool & to pernit dri| cast rtorape of spent fuel on plant 
alto 

DCUITT>R D Conac.-voro Poxer Co 03/03/09 TCOESCO. R L Assistant 
Director for Licensing 3pp 13306 200 3dX Fithe 30-000.83/03/09. 
0303130130 


0303160343 eubipits addl info re various aspects of SEP Topic Vt-4. 
''Containment Isolation Svs ” Supplemental Info should 
resolve all remaining open items 

UtNCCtsf.P A Consumers Po-xier Co 82/03/10 CRUICHPICLD, 0 
□poratlng Reactors Oranch 9. 3pp 13307 070 34X 

rtchs 90-393. 62703710.0303160343 


8303>604A1 fiPvkses that installation date for reactor vessel level 
— pnitorlng sgs per 610880-0737 Item II F. 3 cannot be met 
unless NRC approval ts received bg 830331 

VANOCMALLE. O Consureri Po-er Co 83/03/13 CROTCHF I£LD. 0 
Operating Reactors Oranch 9. 3pp 13303 393. 34X 

Flche 90-333- 83/03/13.0303160441 


0203170304 Forwards Aiornd 69 to License OPR-30. safctg evaluation fc 
notice of Issuance 4 avallabllitg Amend chenges App A pf 
Tech Specs Incorporating revised version of inservlce 
curve i V lant e vegolr sisents for snubbers 

CROTCHFIELO. 0 Operating Reactors Branch 3 83/03/13 HOFFMAN.UP 

Consumers Po..er Co 3pp 13331 133 34X Flche 30-333.83/03/13. 

3303170504 


--8203] 70591 Amend 69 to License DPR'30 Amend chenges Tech Specs to 
Incorporate revised version of Inservlce surveillance 
regul reront s for snubbers 

CRUTCHFIELD. 0 Operating Reactors Oranch 3 83/03/13 14pp 

13331 135 34X Flche 50-399,83/03/13.8303170384 


--02O3I7O599 Safetg evaluation supporting Arsnd 69 to License DPfl-30. 

« Office of nuclear Reactor Regulation- Director. 62703712. 3pp 
13331 167 34x Fiche 90-393.03/03/13.0303170384 


--8203290270 "High Uater Level Studg Palisades Plant. Late Hi 
e RLH Consultants. Inc. 83/03/13 93pp 13438 172 2 

Flche 30-399. 03/03/33. 0303390367 


8303300338 Advises that del Iverg of required equipment to me 
locli e I pec ted bg B30307. 

JOHNSON. D D Consumers Power Co 02/03/24 CRUTCHF ItXO. 
Operating Reactors Branch 9 3pp 13446 0B3 34X 

FUhe: 90-339. 83/03/34. 9303300338 


0203300349 Forwards addl Info re environ qualification of 
saf etg-relatod eloctrical equipment. In respon^o to NRC 
020323 Itr 

JOHNSON' 8 O Consumers Power Co. B3/03/39. CRUTCHFIELD. 
Operating Reactors Branch 5 Ifpp. 13446; 008 24X 

Flche 30-239, 83/03/39.8303300249 


D Inspection reports. IE Bulletins 6 correspondence 

8303010344 Forwards evaluation of SEP Topic III-3 C. "Insar- 
of Mater Control Structures " Requests response re action' 
CO Incorporats roc ommendat Ions within 30 dags 
UAHBACH. T V Operating Reactors Branch 9. 83/03/32. Vai 

consumers Power Co 13pp 13069 |49 34X Flche : 90-399. I 

0203010344 


0303110139 Advises that lE Info Notice 82-01. Rrvt s Ion |. "A 
Feedwater Pomp Lockout Resulting From Uestlnghouse H-3 
Switch Circuit nod." was sent to listed licensees 
a Region 3- Office of Director 03/03/36 Region 3. - 

Director Ip 13313 313 34X Flche 90-000,82/03/26. 030 


8203330003 Forwards IE Insp Rapt 50-299/03-01 on 811230 t 0 
notice of violation 

BPE8SARD. R. L. Division of Project ti Reeldent Programs 
DEWITT. R 8 Consumers Power Co 3pp 12379:309 24X 

F 1 Che 50-299. 83703/02.0203330005 


--03031 70599 Notice of issuance 8. avallabilltg of Amend 69 to License 
DPR-30 

CRUTCHFIELD. 0 Operating Reactors Branch 3 83/03/12 2pp 

13331 173 24X F 1 c h# 90-395. 03/03/ 13. 03031 70984 


8303190273 Forwards missing pages for Cable Section 31-3 through 31-5. 
o.~ltteC fro.'h 020303 status rept 6 Revision 3 to "Environ 
dual 1 f I cat I on of 6afetg-Rs I ated Electrical Equipment " 

JOHNSON. 6 U Consumers Power Co 03/03/13 CRUTCHF I E|.D. 0 
Opsratlug Resetors Orench 5 9pp. 13350 031 24X 

Flche 30-299. 82/03/13. 0303190273 


0303330348 Forwards "I'allsades Nuclear Plant Human Factors Review 
Program Plan. " Program describes objectives 4 methodologg of 
ongoing fac 1 I 1 tg control room review as required bg 
NUREO-0700 

jChNSON. 8 0 Consumers Powrr Co 03/03/16 CRUICHFIElO. 0 
Operating Reactors Oranch 9 ip. 12358 370 24x 

Flche 90-299.02/03/16.3203330343 


9233220316 Proposes outlined actions to resolve SEP Topic IX-3 re loss 
of SVC water pumps due to passive failure from flooding of 
intake structure or spTaqing of motors Actions will be 
completed prior to W03 refueling outage 

VINCENT. R A Coneumers Power Co 02/03/17 CRUTCHFIELD. 0 
Operating Reactors Oranch 5 2pp 12357 093 24X 

Flche 90-359. 82/03/17.8303220316 


8303260297 Forward* Special Rept 11. "Reactor Containment Bldg 
Integrated Leakage Rat* Test." to fulfill requirements of 
Tech Spec 4 9 le «> tOCFR90 App J 

JOHNSON. 0 0 CoosuroTS Power Co 82/03/33 CRUTCHFIELD. 0. 
Opethtlrtt Reactore Oranch 5. Ip. 12424 140 34x 

Flche 90 -339. 82/03/23. 0203360377 


--8203360S79 "Reactor Containment Bldg Integrated Leakage Rate Test " 
e Consumers Power Co. 11. 83/03/38. 14pp. 13434.141. 34X 

Flche: 30-39 3. 02/03/33. 0203260297. 


--02O323OOO9 Notice of violation from Insp on B1I830 t. 8201 
SPE89AR0. R L. Division of Project Si Resident Programs 
Ip 12377 287 34X F 1 Che 90-299. 82/03/02- 8203230009 


0203230019 IE Insp Rept 50-259/82-01 on 011230 t, 0201-30 
noted failure to establish flrewatch for open fire door 
JORCENSEN. B L . HElLER. J K . OUBRY. N E Region 3. (Iffl 
Director 02/02/34 7pp. 13377,208 24X Flche 50-21 

8303330005 


8303110077 Advisee that t£ Info Notice 83-03, "Environ Test 
Elrctrlcal Terminal Blocks." was sent to listed licensees 
e Region 3. Office of Director. 83/03/04 Region 3. 

Director ip 13213 344 24X Flche 30-000. 82/03/04. 02C 


8203120235 Requests addl info to complete review of util rt 
IE Bulletin 80-04. "Analgsls of PMR Main Steam Line Break 
w/Centlnued Feedwater Addition. " Response within 49 dags 
receipt of Itr required 

CRUTCHFIELD. 0 Operating Reactors Branch 3 03703/00 

VANOEMALLE.O Consumers Power Co 3pp 12349 126 34) 

Fiche 90-359. 83/03/00.0203130329 


0303190235 Forwards IE Info Notices 82-04. "Potential Defli 
Certain ADA9TAT E-7000 Series Ilme-Delag Rclags" V 82-05. 
"Increasing Frequeneg of Drug-Related Incidents." 

* Region 3. Office of Director 82/03/10. Commonwea: 
Co Ip 13347:090 a4X Fiche 90-000. 82/03/10, 8303190?; 


0303160334 Submits propose! for action under ECP Topic lit' 
"inservlce Insp Including Prestrassrd Concrete Contelnmei 
U/Elther Grouted or Unqrovted Tendons " Tech Speed to be 
based on Jan I9B1 ASHE Bo liar b Pressure Vessel Cede. 
VINCENT. R A Consumers Power Co 83/03/13 CRUTCHFtELI 
Operating Reactors Branch 5 3pp. 12297:067 24X 

Flche 50-295. 82/03/12. 8203160234 


8203190205 Advisee that IE Info Notice 82-06. "Failure of I 
Generator Prlmarv Side Manwag Cloture Studs." was sent t. 
listed licensees. 

• Region 3. Office of Director- 82/03/12. Region 3. 
Director. ip 13349:208 34X Flche 90-000. 82/03/12. 82' 


--0203220349 "Palisades Nuc 1 e ar Plant Human Factors Review Program Plan " 
s Consumers Power Co 02703/16 07pp 12358,271. 24X 

Flche 30-399.02/03/16.0303220348 


8203270367 Forward* "High Water Level Studg Palisaites Plant. Lake Ml, Ml 
for CPC." concluding that plant design will be adequate to 
withstand probable mat surge height of II f t. per 8ER Topics 
1 1-3. D. H-3 e. I b 11-3 C 

utiui:FNT. R A Cnneuaiars Power CO S3/03/S3 CRUTCHFIFlD. D 


8303310198 Forwards IE Inep Rapt 90'399/es-04 on 830223-34 
noncomp I lance noted, 

NORELIUS. C. £. Division of Engineering (. Technical Progr 
02/03/15. OEHITT.R H Consumers Power Co. 2pp 12453 
Flche: 90-339, 82/03/19.8203310198 


"8303310303 16 ln«p tl*pt 30“383/83-04 on 830333-34. No noncomp I i'inr p 
notfd Ndjor props I n«psc tod . Cyc 1 a 3 control rod drop time 
to* (*• pott t Ion IndiCPtlon tc«t«.uorth nra turomenCt t> r«pctor 
pbutPoun narpin Patorml nation 

nOOINSOM. D L . JACKIUI. 1 N Roglon 3. Off tea of Otrpetor 
83/03/13 4pp 13453 337 34X Flchr 50-355.82/03/19.8303310190 


0303330669 Forward* IE Info Notice B2-07. "Inadaquate 8scurlty 
Screening Programs " No written response required 

• Region 3, Office of Director 03/03/16 Commonwealth Edlsnn 

Co Ip 13380 314 34X Flihe 30-000.03/03/16.8303330669 


8303330396 Act receipt of 8301)9 <. 0339 Itrs Informing IIRC of slips 
taten to correct violations noted In IE Insp Rept 
90-399/01-14 

tiEPPLEfi.J 0 Region 3. Office of Director 03/03/17 0EWIT1.R D 
Consumers Power Co Ip 13378 346 34X Flche 90-359.83/03/17. 

8303330396 


8303390304 Comments on NRC conclusions stated In 030332 Itr 6 safety 
evaluation for SEP Topic 1II-3 C. Inservlce insp of water 
control structures Tnsp program will be establisbed prior to 
startup from 1963 refueling outage 

VINCENT. R A Consuirers Power Co 83/03/34 CRUTCHFIELD. 0 
Operating Reactors Pranch 3 5pp. 12433 333 24X 

Flche 30-339. 82/03/34.0303390304 


R Periodic operating reports t. related correspondence 


8303100310 Forwards semiannual radioactive effluent release rept for 
Jul - Dec 1901 

JOHNSON. 8 0. Con*umers Power Co 83/03/01 KEPPLER.J 0 Region 
Office of Director Ip 13181 081 34X Flche 90-239.83/03/01. 

8303100310 


--B303100333 "Palisades Nuclear Power P I ant. Rad I eac 1 1 ve Effluent b Uaste 
Disposal Semiannual Rept.Jul - Dec 1981." 

• Consumers Power Co 83/03/01. Opp 13101.003 24X 

Flche 90-399. 03/03/01 . 8303 100.7 1 6 


0303100349 Forwards "Palisades Plant 1901 Annual Operating Rept. 
Occupational Eiposure " 

JOHNSON. B. D Consu.mere Power Co 03/03/01. REPPLER. J. 0. Region 3. 
Office of Director Ip 13177 028 24X F Icbe 90-399. 82/03/01 . 

8303100349 


--0303100347 "Palisades Plant 1981 Annual Operating Rept Qc cupa t 1 uno 1 
Eiposure " 

• Consumer * Power Co 03/03/01 3pp 12177 039 34X 

Flche 90-299. 03/03/01 . 0303100349 


8303160203 Forwards monthly operating rept for Feb 1983 

VANOErtBffiC. 0 Contumert Pouar Co H2/O3/00 NRC - No DetoiieJ 
Affiliation Olvtn Ip 12301 138 34X Flche 90-299.03/03/00. 

8203160383 


--03O3I6O284 Monthly operating rept for Feb 1983 

PETER80N.D Consumers Power Co 83/03/01 4pp. 13301 139 34X 

Flche 90-399. 82/03/08. 8303160203 


8303190126 Forwards “Annual Rept of Facility Changes. Tests b 
Eiperlmanti. 1901. " 

JOHNSON. B D Consumers Power Co 03/03/08. KEPPLER.J 0. Region 3. 
Office of Director Ip 12343 067 24X Flche 30-239.82/03/00. 

8303190136 


— 8203190139 "Annual Rept of Facility Changes. Tests 6 Eiperlments. IVQl. " 
• Consumers Power Co 03/03/08 lOpp 13343 068 34X 

Flcho: 30-399. 83/03/08. 0303190136 


6 Reportable occurrences. LERs 6 related correspondence 


8303030486 Forward 4 LER e3-004/03L-0 

JOHNSON. B D Consumers Power Co 83/03/33 KEPPLER.J 0 Region 3. 
Office of Director Ip. 13096:076 34X Flche 90-293. 03/03/33, 

8303030406 


‘--0203030499 LER 02-OO4/O3L-O; on 01 1204, saf et y Injection actuation 
occurrod. resulting in overpressure protection sys operation 
Caused by lots^ of safety Injection block signal during 
Shifting of electrical power supply 

• Consu.sars Power Co 03/03/22 Region 3, Office of Director 
Ip . 12096:077 34X FI Che: 30-293, 82/02/22. 0203030406 


8303030447 RO on 03O3O3.S1RU tank level determined belcw specified 
limit Evaluation of event rept Indicates that apparent low 
level resulted from level Instruments out of caller 
Condition not reportable 

JOHNSON. 0 D Consumers Power Co 03/03/33 kEPPLER. J O. Region 
Office of Olreclor Ip 12096 333 24X Fiche SO-239. 83/03/ 23. 

8303030447 


0203030347 Forwards LER 03-OO6/O3L-O 

JOHNSON. B 0 Consumers Power Co 03/03/29 KEPPLER, J 0 Region 3, 
Office of Director Ip 12133 390 341 Flche SO-233. 82/03/ 23. 

0303030347 


-“0303030394 LEr 83-006/02L-0 on 030126 L 30. c ondensate invent oi-y 
fell to 94.000 b 94.900 gal Ions, r es pec 1 1 ve I y Caused by 
condenser tube leal Condensate pumps stopped to perrlt 
repairs 

* Consumers Power Co 83/02.'29 Region 3. office of flli'ectUT 

3pp 12133 399 34x Flche 90-253.02/03/23.0203950347 


0303050390 Forwards LER 03-007/031-0 

JOHNSON. 0 0 Consu-aers Power Co 02/03/29 KEPPLER.J O Hegiuii H. 
Office of Oliector If 12133 303 24x Flche 90-339.03/02/33. 

8203090390 


— 0303090400 LEr u3-007/03l- 0 on 030139. SIRU tank supply to charging p 
P99 was Inoperable Caused by blcun fuse resulclng In false 
low level Indication rendering shlftlhg of boroted water 
supply to Charging pu'sps Fusu replaced 

* Consumers Power Co 82/03/29 Region J. Office of DsTOctor 

Ip 12133 304 24« Flche 90-235.02/02/29.0303030390 


0303100397 Forwards LER a3-00B/O3L-0 

JOHNSON. 0 0 Cocisu.sers Power Co 82/03/01 KEPPlEB. J 0 Region :), 
Office of Director Ip 13179 040 34X Ficho *10-299.83/03/01. 

8303100397 


-'0303100300 LEr 83-006/031.-0 on 030309. diir in g routine sur wt 1 1 auc e to 
verify reactor protection sys trip s etpol nts. thermal margin/ 
low pressure trip was i . 747 psia Caused by te.mp change or 
movement of panel Instromenl recallbr. 

• Consumers Power Co 03/03/01 Region 3- Of flee of Director 

Ip 12179 041 24x Flche 90-393. 03/03/0 1 . 8203 1 0D297 


8303100337 Forwards LER H3-009/03L-0 

JOHnSON.O 0 Consuoiers Power Co 82/03/01 KEPPLER.J 0 Hegion . 1 . 
Office of Director Ip 13100 060 34X Flche 50-393.82/03/0). 

0203100397 


- -03031 00360 LER e3-009/03L-0 on 030203, Jur in g surveillance of 1-1 dli 
generator, load swings of 630 kM observed Caused by defectkve 
governor control b governor actuator units Both governors 
rep laced 

* Consumers Power Co 03/02/01 Region 2. Otfico uf Director 
Ip 12100 061 24X flche 30-233,82/03/01.0203100337 


0203100416 Forwards LER 03-010/031.-0 

JOHNSON. B 0 Consumers Power Co 02/03/01 KEPPLER. J. 0. Region 3, 
Office of Director |p 13184 343 34X Flche 90-339.82/03/(11. 

8303100416 


--0303100431 LER 03-O1O/O3L-O on 830203 . Jur 1 ng surveillance of hyCraoli 
snubbers, snubber 37 ILPSI pump discharge piping! contained 
Insufficient oil b declared Inoperable Caused by 
deteriorated D-rtngs New O-rlngs Installed 

• Consumers Power Co 03/03/01 Region 3, Office of D1 rec tur 

Ip 13184 343 24X Flche 90-335.02/03/01.0303100416 


8303160378 Part 21 rept re defective diesel generator governor mfg by 
Uoodward Governor Co initially reported 830336 Lock washer 
b hut missing from shutdown solenoid b broken nut found 
Inside assembly Oovrrnor replaced 6 returned for repair 
VANOEMALLE. D. J Consumers Power Co 83/03/03 KEPPLER. J. O Reglui 
3. Office of Director 3pp 12390 312 24X Flche 50-233. 32 /0n/0;i, 

0203160278 


8203230319 PNQ- 1 1 1 -83-028. on R203 13. pa r eonne 1 Investigating burning 
smell discovered hot spot on main transformer Transformer 
cooled using fire hose b by manually activating traits forg-.e r 
deluge fire protection Sys Cause under inve s t igal ton 
KNOP.R . OOVO.O ■ SPESGARD.R L Region 3. Office of Director 
83/03/15 Ip 12391 397 34X Flche 30-3S 9. 03/03/ 1 5. 8203230319. 


8303310033 PNO- 1 1 1 -83-039 on 830333. 1 1 c ensee began controlled shutdown 
efter tube leakage in A steam generator siceeded Tech 
Rpec limit (/nusual event declared. 

BOVO.O , KNOP.R Region 3. Office of Director. 03/03/23 Ip 
13499 031. 34X FIchs 30-333.83/03/23.8303310033. 
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DOCKETED ITEMS 


V. operator El an net t one 


B[?03Ql0031 Atf.l rrrponsr to J-DtA requert for 30 cetejoriee of docujrentt 
re NkJneO-OfcbO. "ti'ic Action Plan •’ PoruarCt dotonenti tilted 
In Appfr A.8>C Sj 0 Info pertlallv oith'ieM frpf FOlA 
f.ier.ptian 51 

FELTON, J n Olvieion of Rulr« and Recordt 01/C6/04 MADDEN.! J 
lAa<)e. St noter . Fiar<eB«.IU\)i L Handler Rpe taiSO 006 24* 

rithe SO '299. 01 /OB/04. 0203010001 


--0203030139 Inforne of 000619-30 elte vltlt b<t Analsttt S. Techixoloi^j. Inc 
to collect Info in support of N.9C reereeaement of 
r e<iol rerent a r» «el«c t ion. tr a t n log 6 Itceniing of nuclear 
pooer plant perepnnel Coopera lion regueeted 

COLLINS. P F Optfrator Ltceneing Branc'* 00/03/12 LEWIS. 0 0 
Coniuneri Pover Co 2pp 12 770:343 24* Flche 30-000.01/00/04. 

0203010001 


DOCKET 30-239 SftCWNS FEfiflV MICLEAn POaeft 6TAI ICN. i;wIT I 
F Secutitv. Medical, energencg t> fire protection plana 


0203260103 For:aarde Endereerent 6 to ANI Olnder £0-66 6 End 
to SFP Binder EB"75 

FIELCER.J Marih & McLennan. Inc . n (< M Nuclear Conaulta 
Uiv 02/03/16 SALTZrAM, J Antitrust 8. Economic analgs 
lUtUlty Finance I 3op 12422 193 24X FlchB 30-000. 02 
8203260103 


6203230191 Foruards EnJoreement 99 to AnI Polity NF-tSS 
FIELOEfl. J Marsh 6 McLennan- tne . M t, K Nuclear Conaulta 
Oiv 03/03/17. SALTIMAN. d Antitrust L Economic analye 
(Utility Flnancel 3pp 12414 113 24* Flcho 30-239. U2 

0203250191 


P Operating license stage documents <■ correspondence 


8203010001 Addl response to FQIA request for 30 categories 
re NunEO-0660. "NRC Action Plan " Foruards documents list 
in Apps A.B.C 6 0 Info partially uilthhald (ref FOlA 
Eierptlon 9> 

FEcTON.J M Division of Rules and Records 01/00/04 M 
Kay e. Sc6o la r , F 1 ermen. Hay e 6 Handler. 9pp. 12790 006 2 

Fiche 90-343.01/00/04.0203010001 


620DOgOO76 Submits evaluation of design of emergency response 
Pacltltles Design plan not sufficiently detailed to 
determine corvpHanca v/NUREO-0696 criteria Items not 
adequately addressed discussed 

VAQSALLO. 0 D Operating Reactors Branch 2 32/02/09 PARRlB.H 0 

Tenneasee Valley Authority 3pp 12130 149 24X 

Fscks 50-239.82/02/09.62030400 7 6 


— 0CO3I3O623 Foruards info requests for utils for partlclpa 
Interim reliability evaluation program ae followup to 
Crystal River effort 9ARs 8. LERs are needed by 000319 8 
regaining info Ay BD060I Program description encl. 
MATTBON.R -J Division of Safety Technology 00/03/03. 
EIEENIIUT.O Q Division of Licensing 6pp 12761 ODI. 
FUhe 30-239. 01/00/04. 0203010001 


8303090940 Responds to BI03I7 response tc NJRCO-0737. 1 ten tt D 3 4 re 
contriil TOOn AahltablUty Installation of qualified 
chlorine detectors that alarm in control room to alert 
operators to closa tntaSs dampers required 

V/aSSAI LD. D S Operating Reactors OrancA 3 62/02/12 PARRIS. H 0 

Tennessee Valley Authority 2pp 12149 321 24* 

F 1 c he 30-239. 62/02/ 1 2. 8203090340 


--62030I0207 Requests endorsement for Interim reliability < 
program Current phase of program identified ae high pri 
effort in NURE0-06a0. TMl Action Plan 11 C.l Program bri 
enc 1. 

MUflLEV. T E. Office of Nuclear Regulatory Research. Oli 
A-i34I 80/11/03 OENTON.H R Office of Nuclear Real 
Regulation. Director I4pp 12760 160. 24X Ftcha:30- 

Qi /08/04. Bao301000i 


Q200240322 Discusses NRC program re nuclear ppirer plant security 
during safety emergsncles Voluntary cooperation In allouin; 
fine contractor access to site for visit 6 personnel 
interviews requested 

VASSALLO. D B Operating Reactors Branch 2 82/03/16 PARRIB.lf C 

Tennessee Valley Authority 2pp 12413 |I3 24* 

Fiche 90-239. 32/03/16, 8203240322 


0. Ad judlcaiery correspondence 


6203220334 FreA earing conference nemorandum re steps necessary to 
conclude hearing due to ALAB-6b4. ASLB cannot resolve need 
for svidentiary hearing Issue unless L cnttl petitioners 
admitted as party intervenors. Certificate of 8vc encl 
8AMCER.H S. . WALLACE. L E . OUROER.J F Tennessee Valley Authority 
02/03/ 13 6>p. 12330 262 24* Fiche 30-259.02/03/13.8203220334 


0303230186 Order eitendlng time until 020416 for Com-iission 
cone ideratton of NRC L util petitions to review ALAQ-f,b4 
CfiILK.0 J Office of the Secretary of the Co-voissipn 02/03/22 
Cosunl ff loners ip 12414 122 24X Ficha 30-239.02/03/22. 

0203290106 


0303250303 Aespenees to util 1*20315 proposed schedule In accordance 
t//Al.AB-664 Proposed different schedule Certificate of Sve 
enc I 

RAMSON. R J Hearing Deanch 4 82/03/24 Atomic Safety and 

Licensing Board Panel. 6pp 12413:170 24X Fiche 50-259. 82/03/24. 

8203230303 


0203310363 Forwards 811103 updated amend to util 800730 application 
Anend consists of util responses to KRC queetlons u/o end 
RAWSON.R j Hearing Branch 4 82/03/29 FRVE. J II , STOBER. 0- J. . 

u'0>iN3QN. E. B. Atomic Safety and Llcenting Beard Panel Ip 
12433:194. 24X Fiche 30-239.02/03/29.6203310262 


--0203010266 Responds to 791031 request for review of util 
0 Elsynhut 790913 Itr re conflicts u/TMl fast Force. 
Inconsistencies noted for Browns Ferry. Peach Bottom 6 
LaCrosse 

THOMAS. C O Tm-2 Bulletins 8. Orders Taek Force 79/ 
KANE.W F TMI-2 Bulletins L Orders Task Force ^PP 
24X Fiche 90-000. 01/09/04, 6203010001 


—6203010337 Revision l to "interim Reliability Evaluation 
Browns Ferry Team Fault Tree Oulde " 

STEUART.N E Affiliation Unknown 80/12/10 23pp 
24* Fiche 50-000.01/08/04,6203010001 


0203190012 Advises that no further review is planned since 
requested no technical deviations from position re NUREO 
0737- Item tit 0 3 3- "Improved In-plant Iodine 
Instrumentatl on Under Accident Condition " 

VA364LL0- D B Operating Reactors Branch 2 82/02/22. 

Tennessee Valley Authority 2pp 12299:330 24X 

Fiche 90-239.02/02/22.0203150012 


8303010228 Provides status of 3IL 299 V SIL Suppl I re wat 
instrumentation 

KILLB.L H lennsssst Valley Authority 83/02/24 OCNI 
Office of Nuclear Reactor Regulation. Director. 2pp 1 
24x Fiche 50-239.02/02/24.0203010228 


0203110346 Requeete meeting to dltcuse submlttale on radlc 
effluent 7«cn space 8, offelte dose calculation manual tc 
develop area of agreement, jueti fy davtatlone from model 
understand reasons for unrasolvad Issues 
VAS8ALLQ. 0. B. Operating Reactors Branch 2 02/03/24 

Tennessee Valley Authority. 6pp 12290 063. S4X 
Fiche. 30-239, 02/02/24, 0203110346 


11 Oenerel cost tepondence 


028^080119 Advises that DB Vassallo reassigned as Chief of Operating 
Rent tore Branch 2 CorTSSpandenct prevlauSly directed to 
T Ippollto should be directed to OB Vaesallo 

NDVAK. I h Asetstent Otrector for Operstlng ReasieTS. 82/02/12. 
PAfifUa, H. 0 Tenneesto Valley Authority 2pp 13159- 275 24X 

Fl€rhe:30-239, 02/02/ 12.6203000119 


J. tnssirhnce 8t indemnity Information 


--B203120332 Speech entitled "Status of NRC Radiological C 
Spac Ac tl Vi tlas. " preeented at AlF conference on N6PA 
Nuclear Regulation on 01)004-07 In waehlngton.OC Apps 
tables end. 

HILUIS.C. A. . CQNCEL.F U NRC - No Detailed AffiUatil 
BI/10/04 42pp 12230 060 24X F iche: 90-239. 02/02/! 


8203020478 Requests NRC position re deferral of commltmen 
scheduled startup date of 020409 

HILLS. L.n Tennbssee Veliev Authority. 03/03/35 OEN 

Office bf Hue leer Reaetpr neguiatlen, OlrectoT. 3pp. 

24 X Fiche 30-389.02/02/39.0203020476 


0303090030 R««pon<>» to 830201 Itr rcquettlng docutrtntt re environ 
qualification of alscCrIcat equlpeient All nonproprletarq 
rapt! ullt ba provldad to Franklin Reaaarch Ctr bq B30408 
Proprlatar<| repti ulll be provided to KRC by Q303I0 
MILLS/ L li Tannastea MaJlay Avtbority 82/03/04. vA89alLO. S> 0 
Oparatlng Reactor* Branch 2 Ip I31t>2 S34 24X 

Flch* 30-339. B3/03/04. 8303090030 


9303100373 Application for amends to Licenses DPR'33, DRR'33 t/ Df’B-68/ 
permitting operation at radbced pouer level u/slngle 
recirculation loop In svc . Deter ipti ont of need (/ 
justification anc I. Approve 1 raquatted by 930604. 

MILLS. LM Tannatsae Valley Authority 82/03/04 DENTON. HU 
Office of Nt/claar Rose tor Regulation. Director Ip I3I83 320 24* 

Flch* 30-339. 82/03/04. 8303100373 


-'8303100379 Proposed Tech Specs supporting amend to Licenses DPn-3.3. 
OPil-33 I. DPR-6B re Operation at reduced pQiuar ui/single 
recirculation loop In svc Bases U justification enc 1 
« Tennastee Valley Authority 83/03/04 73pp 13182 332. 34X 

Flche: 30-339.83/03/04. B2031 00373 


--03O31OOS01 "Brobnt Ferry Nuclear Plant*. Units 1.2 t. 3 Single Loop 
Operation. ” 

• Oenarel Electric Co ME0D-34336 01/03/31 3Bpp 13102 303 

34X Flche: 30-339. 03/03/04.820310037 3 


B303160034 Forward* request for addl Info re TMI Action Item 
II B. 1. "RCB High Point Vents." needed to complete 
review. Roques tt Info within 60 days 

VA88ALL0. 0 S Operating Reactors Oranch 3 82/03/00 PARRIO.H 0 

Tennessee Valley Authority. 3pp 12333.103 24* 

Ficha: 30-239. 62/03/08. 8203160034 


0303110001 Oenarlc Ltr 02-04 to all licensees of operating plants, 
eppllcanti for OL & holders of CP re use of INPO 8EE-tN 
program. 

EIBEnHUT. 0 3 Division of Licensing 62/03/09 HAUGPUHO. A 
Consolidated Edison Co of New York 2pp. 13331:031 34X 

Flche - 30-000. 82/03/09, 0203110001 


Q203t?QQt8 Advises Chet fee for S20I0S Invoice for eppllcatlons should 
be remitted. 

MILLER. U. 0. LI cento Fee Menagsnsnt Branch. 02/03/09 PARRIB. H. 0 
Tenneseea Velley Authority ip 13323 323 24X 

Flche: 30-000. 82/03/09,8203170018 


S303170231 Application for Amend to Licenses DPR-33. DPR-33 I. 0PR-6n. 
changing Tech specs to Incorporate addl requirements for 
Imp of snubbers. 

UISENSURO.n R. Tennessee Valley Authority 02/03/09 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. 2pp 12312:260. 
34 X F 1 c h e : 30- 239 . 83/03/09 , 8303 170231 


--8303I70S33 Proposed changes to Tech Specs Incorporating addl 
raqulrementt for tnsp of snubbers. 

• Ttnnassta Valley Authority 62/03/09 46pp 13313370 34X 

Flche: 30-239. 82/03/09, 0203170331 


8303170911 Updates response to Oenerlc Ltr 83-01. new license 
applications survay One application submittal re Browns 
Ferry spent fuel storage demons trat Inn. Invo Ivlng dry storage 
of spent fuel in two casks schedulsd. 

KILLS.L.M. Tennessee Val ley Authority 03/03/09 TEDESCO. R L 
Aesjetant Director for Licensing. )p. 12320. 298 24x 

Flche: 30-000. 83/03/09.8303170311 


Q. tnepeetton reports. IE Bulletins ti correspondence 


8303080397 Forwards IE Insp RaptS 30-259/62-03.90-360/83-03 fc 
30-296/83-03 on 830136-29. No noncompl lance noted. 

CANTRELL, F 8 Division of Project 1. Resident Programs. 82/03/16 
PARRIS. HO Tsnncftee Valley Authority 2pp 12160 207 24* 

Flche: 30-239, 83/02/16, 8203080997 


— B2030B0602 IE InSp Rapts 30-239/82-03. 90-a60/B2'03 6 30-396/83-03 on 
830126-39. No noncompliance noted. Major areas inspected: 
radiological environ survat 1 lance. Ine Iu<ti np mgt controls ti 
imp lamentat tan of radiological environ monitoring program 
CUNNINOHAM. A. L . MONTOOnERV, D. M Division Of Emergency 
Praparednass 6 Operational Support. 63/02/13 9pp. 13160:309 
a4X Flche: 30-239,82/02/16,8303000397. 


8303170639 Forwardt IE Inep Repte 30-339/82-02. 30-260/82-02 6 
30-2*ft»/82-02 on 820123-39 No noncamp I lance noted. 

CANTRELL. F. 8. Division of Project t> Resident Programs. 82/03/19. 
PARRI6.H.0 Tannastea Valley Authority 3pp 13323:133 34X 

Flche: 30-339, 03VO3/19. 8303170633 


--8203170630 IE Insp Repts 30-399/03-03. 50-260/02-03 (. 3O-396/0S-O2 on 
820129-29 No none omp I tarice noted ffajor areas inspecteil 
radiation protect ion. r e fuel i ng operations . radwaste mgt & 
shipments of radioactive natl 

COLLINS. T fl . barR.M Dlvujon of Etigjneerlno & Technical 
Programs 02/03/17 4pp 13323 134 34x Fiche 30-339.02/02/19, 

0303170633 


8303030344 Ack receipt o( 820113 Ur informing NRC of stcos taken to 
correct violations noted In |E tnsp Repts 30-339/81-30. 

30-260/01-30 6 90-396/01-28 

LEUIB.R C Division of Project t Resident Progra-is 83/03/34. 
PARRIO.H 0 Tennessee Valley Authority 1; 13078 174 24X 

Flche 30-239. 02/02/24. 3203020244 


— 0303030309 Buppis 811130 response to NRC 01 1030 6 1314 Jtra re 
violations noted In IE Insp Repts 30-339/01-20.30-260/81-38 
6 30-376/81-20 Corrective action* data sheets MMI-19 revised 
by 811006 to include RKR Svc Mater Pumps A3. 83. C3 6 D3 
HILLS. L M Tennessba Valley Authority 03/01/13 O'BEILUV.J I’ 
Region 2. Atlanta. Office of the Director (01/03/01). Spp 
13078 173 24x Flche 30-239. 89/03/34. 8303020344 


0303130291 Forwards request for addl Info re 011116 revised inservlru 
Insp program 

VASBALLO. 0. D Operating Reactor* Oranch 2 83/03/24 PARRIS. H O. 

Tennessee Valley Authority 6pp 13311.003. 34x 

Flche 30-959.02/03/34.0203130391 


8303000349 Forwardt IE Info Notice 03-01 . Ravi s I on I, "Ausitlary 
Feedwater Pump Lockout Resulting From Westinghoute U-3 
Switch Circuit Mod " No response required 

O'REILLY. 0 P Region 2. Office of Director 03/03/36 UMRIO.R F.. 
Florida Power i Light Co 4pp 121 30 183 24X 

Flche 30-000.03/03/36.0303000349 


0303170441 Farward* IE Info Notice 02-03. “Environ Tests of Electrical 
Terminal Oloc kt. “ 

O'HEILLY.JP Regions. Office of Director 83/03/04 Ur'RtO.R F. 
Florida Power 6 Light Co 4pp 13319:309 34X 

Flche 30-000, 03/03/04. 02031 7044 1 


8303170231 Application fur amend to LlcenSBS OPn-33. OPR-83 & DPR-68, 
changing Tech Specs to Incorporate addl rsqulremonts for 
Intp of tnubbere 

Mt&ENDURO.M R Tennessee Valley Authority 02/03/09 DGHION.H R 
Office of Nuclear Reactor Regulation. Director Ip 13313.360 24X 

Flche 30-399. 83/03/09,0203170231 


— 8203170333 Proposed changes to Tech Bpece Incorporating addl 
requirements for Insp of snubbers 

* Tenneseea Velley Authority 63/03/09. 46po. 12312 270 24X 

Flche 50-339. 83/03/09. 82031 703S1 


8203170379 Ack receipt of 890332 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Reple 30-297/81-36, 

30-360/01-36 >< 30-396/81-36 

CANTRELL. F. 6 Dlvltlon of Project & Resident Programs BS/O'J/O?. 
PARRIS. K 0 Tennessee Valley Authority Ip 13317 131 34 X 

Flche 30-239. 83/03/09. 8303170379 


--0203170391 Responds to NRC 630112 Itr re violations noted In IE Insp 
Repts 90-399/81-36.30-360/81-36 t, 30-296/01-36 Corrective 
actions: administrative program for complying la/ArtlcIo 
IMA-6000.Rerord> t, Repts of Section x] A8ME Code, wr i t ton. 

MILLB.L M Tennessee Valley Authority 83/02/32 O 'HE ILL Y. I* 

Roglnn 3. Office of Director Spp 12317 133 34X 

Flche 30-339, 82/03/09. 8303170379 


—8303170396 Forwarde IE Insp Repts 30-339/81-36.30-360/81-36 & 
30-296/81-36 on 811130-1304 t, notice oF violation 
LEUI8.R C. Division of Resident t. Reactor Project Inspection, 
83/01/13 PARRtS.H 9 Tennessee Valley Authority. Spp 
12317 197 24* Flch* 90-299. 82/03/09, 0303 1 70379 


-B203170401 Notice of violation from ln*p on S1113D-1204. 

• OlvKton of Resident tc Reactor Project Inspection 03/01/13. 
2pp. 13317 139. 24X Flche 30-339, 82/03/09,0203170379 


--B303170406 IE tnsp Repts 30-339/81 -36. 30-96 0/8) -36 6 30-296/81-36 ill, 
811130-1304. Noncompl lance noted Inadaquete procedure for 
Instaitadon 6 Insp of locking devices i failure to enaure 
special processes arc controlled 

OIRARD. E.H . COLEY. J. L . tCRDT.A R Engineering Inspectloi) Orancl^ 
01/19/31 llpp. 12317:16) 24X F I the 50-339. S2/03/09, 

8303)70379 



80 


DOCKETED (TEMS 


aaO3l70^l9 Faru«rdt IE tnf® f-otlce 92-04. -rotentldl Oeflcioncv of 

Certain AOaSTaT E-7CC0 Srriet Tlma-Delavt- " *• '£ I"*® 

Notice 03-05- •increasl'is Freiuencu of Drue -Belated 
tncicente • 

O'REtLLV. J P Region 2. Office of Director 83/03710 uhRIO. W t 
••■lOTlla Power t. Light Co App 13321 20t 24* 

Fici-e 50-000.83/03/10.8303170519 


eaO3l90l59 Acl receipt of 920301 Itr Infor-ing NflC of itepi tdkon 
to eiirrett violatlori notec in IE tnip Reptt 53-359/63-03 
50- 260/83-03 i 90-396/03-03 

CANIWCLL.F S Olvltion Of Project t> Resident Progra-.s 03/03/12 
PARRIS. H O Tenneisee valleg Aot!>oritv Ip 13347 135 34X 

Fiche 30-239.02/03/12.0303190159 


Baoai9Ol70 Pecpanii to f/4C 030303 Itr re violatlone noted to IE Imp 

fioptp ;0-359/93-03. 30-260/02-03 J. 50-296 / 03-03 
Corrective actlone ultrheld (ref 10CFR73 71 ) 

mills. L.N Tenneisee Valleg Authority 82/03/01 O'REILLY. 3 P 
Reglor. 2. Office cf Director Ip 1^47 126 24X 

Fife 50-359.83/03/12.6203190159 


0203250481 Forward* IE lnfp Notice 83-06. 'Failure of 8tea<ii Oenerator 
Frir-arg Side Manwag Closure Studs ' No written response 
r « quested. 

O'REIllY.J P Reclon 2- Office of Director 02/03/13 UHRtO.R £ 
F I o r i c a Power 6 Light Co PaBR 18. h 0 T ennes see Va 1 1 eg Aut I> or 1 1 g 

sPOMES. J A Carolina Power i, Light Co 5pp 12409 106 24X 

F»c6e 50-003-83/0.1/12.0203250401 


3303260350 For-ards IE Into Notice 02-07. Inadoguate Securttg 
Screening Prcgra"-s ' 

O ' REIlL Y- J. P fiegion 2. Office of Director R3/03/I6 L'HHIO.B F 
Florida Pewer 6 Light Co App 13424.107 24X 

Fiche SO OCO. 03/03/16. 0303260350 


3303320479 Respond* to util 010803 replg to Generic Ltr 81-01. 

''Osial if icatlons for Insp. Cia.-. Testing L Audit Personnel " 

Lft I 1 c od>«>i t-enti 6 eiceptione to requ i ra-en t s of Reg Ouido 
I 56 Revision i 6 Reg Guide I 146 acceptable 

N/ASSALLO- 0 n Operating Reactors Branch 2 02/03/17 PARRIS. 11 G 

Tennessee Valle^ Auth.ontg 3 pP 1239? |I3 24X 

P'lche 30-259. 03/03/ 1 7. 0203220479 


9 Ferloddc operating reports L related c orresp endenc a 


3SO3230303 Ns-nthlg operating repts for Nov 1981 

TItOM.l lenr.sssee Mplleg AuthoriLg. 9V/13/01 33pp 12304 IB'J 
34 X Fich* 50-239.01/13/01.0201230303 


9203330390 Forcardi nontnlg operating rapts for Dec 1981 

Jf^NEO- 0 T Tennessee Valleg Auth.orltg 82/01/00 Office of 
llanase'hent and Program Anal-^sis Ip 13385 164 24X 

Fiche 50-339.82/01/08.0203230390 


0203230395 Month Ig operating repts for Doc 1981 

ThfOh. T Tennessee Vail eg Authorltg 03/01/01 25pp 12105. 165 
24* Flcho 50-259.83/01/08.0203230390 


133/00330426 Forwards rontbig operating repts for jan 1982 

JONEB.G r Tennessee valley Authorltg 03/03/23 Office of 
tSonaGen-ent and Progean Anetgsis tg 12384 269 24X 

F 1 c he 50-259 . 03 / 03/23, 8301330426 


—— 0203^30438 Ponthlg operating rppts for Jan 1902. 

THOM. T Tennessee Valley Authorltg 03/02/01 3&pp 12304:370 
24* Flcho - SO-259. 03 .'03/23. 0303230426 


S Reportable occorrences. lERs 6 related correspondence 


B2030e04aO Farwaros updated I.ER 81-069/03X-I 

OREEN-H. J Tennessee Valleg Authorttg 83/03/17 Q'RetLLY.JP. 
RpglOn 2. Office of Director Ip 12157 191 24x 

P'icha 50-339.82/02/17.8 203000400 


--0203080460 Updated LER ai-069/03X-l on 8101 13. during performance of 
SI 4 B D 4-4-4360003 channel of continuous air monitor 
O— ftM-90-392 read dos'hscalo Caused bg instrument drift 
Coi/rtlfig ratenater ealibr L channel returned to svC 
flOCOER.O Tennessee Valley Authority B2/02/IO Region 2- 
Odfice of Director 2pp 12157 192 34X Fiche 50-259.83/02/17, 

BSO30aC43Q 


^03090500 forwards updated LER St-O09/O3*-l 

OSeeN. H J. Tennessee Valley Authorttg 82/03/18. O'REILLY J. P 
eanlcfi 2> OFftco of Director Id 12157 107 


--0203380520 Updated LER 81-009/03*-! oh Bt 12 1 1 ■ wh 1 le perforn: 
4 9 A-1 a-suppl A. diesel engine D oversped 6 tripped afti' 
receipt of fast start s I gnal . Caused bg creel in nipple fn 
booster puirps to governor, resul t Ing in oil leaVago 
HCLDER. 0 Tennessee Valleg Authority 82/02/18 Regl. 

Office of Oirector 2po 12157 108 24X Ftche 50-259. CD 

8203080500 


8203080439 Forwards LER 82-01 1/03L-0 

OREEN.ll J Tsnnessss Valleg Authorltg. 62/02/22 O'REILL' 
Region 2. Office of Oirector Ip 12137 149 24* 

Flcho 20-259. 82/02/22.8203080439 


—0203000440 LER 02-011/03L-0 on 030124, c pnt I nuoos air roonilo 
O-RH'90-252 found Out of calihr Caused bg component faitu 
NPC count rate card norber CRA14-A 6 Triplett ooirbor 420- 
iodlne t-eler on continuous air monitor replaced. 
holder. 0 Tennessee Valleg Authorltg 02/02/22 Regl 
Office of Director 2pp 12157 l50 24X Fiche 30-259.0 

0203083439 


0203000369 Forwards LER 02-O12/O3L-O 

CRECN.H j Tennessee Valley Authorltg 83/02/21. O'REILL 
Region 9. Office of Director Ip 12160 141 24X 

Fiche 50-259.02/02/23.0203000360 


--8203080376 LFR 02-0I2/03L-0 on 020125. RlR puisp 8 «4 0 min fl 
valve l-FCV-74-30 failed to close during surveillance les 
Caused bg failed coll fot relay lOA-VllOOO . Col I replaced. 
holder. 0 Tennessee Velley Authority 82/02/23 Regl 

Office of Director 2pp 12160 144 34* Fiche 30-257-0 

8203080360 


0903100239 Forwards LER 63-01 3/03L-0 

GREEN. H J Tennessee Valleg Authorttg 82/03/04 O'REll.L 
Region 2. Office of Director Ip 12337 012 24* 

Ftche 50-239.82/03/04.8203180239 


--02O31QO25O UER 02-O15/O3L-O an 020209. Instrumentation Q-*ft- 
0-XR-90-lt)2-2 1620 MSL wlndspeed i direction) b 0-*R-90-I 
l737 ftSi. wind direction) failed Caused by lightning strll 
environ data station Instrumentation replaced 
BURNS. R E Tennessee Valleg Authorltg 02/03/04 R«( 

Office oj Director 2pp 13337 013 24* Fiche 50-259-1 

6203160239 


8203230620 Forwards updated LER 81-07e/03X'l 

CRECN.H J Tennessee Valley Authoilty 82/03/11 O'RElLl 
Region 2. Office of Director Ip 12309 202 24* 

Fiche 50-239- 82/03/1 1. 0203230628 


--Ei 30323D637 updated lER 81 -078/03X-r en 81 1 1 23. dur 1 ng refue' 
continuous air monitor l-RM-90-230 declared Inoperable f< 
12 1/2-h Only four of seven required hour Ig samples takai 
sampled Caused bg personnel error 

HDLDER-G Tennessee Valleg Authorltg. 02/03/11. Reg 
Office of Director 2pp 12389 203 24* Fiche 30-339. 1 

6203210620 


V Operator Ecaminat tons 


02O3DIDODI Addl response to FOIA reciuest for 30 categories o 
re NUREG-0660. "NRC Action Plan. " Forwards documents tlsta 
In Apps A. B. C & D Info partially withheld (ref FOIA 
E tempt I on S) 

FELTON. J M Division of Rules and Records. 81/00/04 MA 
P.age.Bcrioler. Fierman.Hags b Handler. 9pp 12750:006 24 
Fiche 50-259, 01/00/04, 8203010001 


-'8203020324 Forwards modified questionnaire on reactor oper 
satisfaction b moti vat 1 on- per talcon request. If/o encl. 
0AVI8. T Analysis b Technology- tnc. 80/07/13. HOLT. C 
Tennessee Valley Authorltg. Ig 12770:101 24* 

Fiche 50-000-81/00/04,8203010001 


--8203030145 Informs of 000609-11 el to visit bg Anal gels ti T 
to collect tnfo in support of NRC reassessment of 
requirements ra sal ee t i on. t ra tntng & llcanslng of nuclaa 
power plant personnel Cooperation requested. 

COLLINS- P F Operator Licensing Branch. 80/03/12. ABE 
Tennesaee Valleg Authority. 2pp 12770.333 24* 

Flthe 30-000,81/00/04,8303010061 


--8903040023 Forwards exam result! for operators ti senior op 
COLLINS. P F Operator Licensing Branch. 00/00/14. DAL 
Analysis b Technology. Inc. 4pp. 12768. 119 S4X 
Fif he 30-000. 81/08/04, 8203010001 


'6203040029 Forwards cross ref chart of reactor operators code iiamr' 
to osstst NnC in providing licensed operator etatn scores 
All correspondence should he foruarded to T Oavls using code 
nonet onlg to ensure c onf Ident tel I tg of operator nemes 
ASERCnOMDIF. H Tennessee Vo 1 leg Authurltg 60/06/07 COLLlNa. P 
Operator l.lcenslng Oroneh. 2pp 19768 123 24X 

Fiche 30-000.81/00/04.0303010001 


0203330191 Kors-ards Endor soAent 39 to Algl Policg NF-198 

riCuCER. J fiarsh t Mcl ennan. Inc . M t rt f/uclear Consultants, (•it 
Olv 83/03/1 7 SAI.r/MAN. J Antitrust t< CcononU anelgsls erancii 
lUtllltg Financel 2pp 12414 113 34X riche 30-239. 62/03/ 17. 

8903230191 


P Operating license Stage docuirents t< c err esponilenc e 


docket SO-960 OROUNS FERRY NUCLEAR POuER BTAT ION. U.NIT 9 


F Securltg. medical, emergeneg t> fire protection plans 


0303040076 Submits evaluation of design of emergeneg response 
fac llltles. Design plan not sufflclentlg detailed to 
determine compliance itf/NUREO-0696 criteria Items not 
adtguatelg addressed discussed 

VA33ALL0. 0. 0. Operating Reactors Qranch 2 62/02/03 PAHRI9.H O 

Tennessee Valltg Authorltg 3pp 12130:149 34 k 

FlChe 30-339.02/02/03,0303040076 


0303030340 Responds to 810317 response to NUREO-0737. Item 11034 re 
control room hebitabltitg Installation of qualified 
chlorine detectors that alarm In control room to alert 
operators to close Intabe dampers required 

VASSALLO. D B. Operating Reactors Branch 2 02/02/12 PARR18.II 0 

Tennessee Valleg Authurltg app 12143321 a 4 X 
riche 30-259. 02/02/12.8203030340 


0203240322 Discusses NRC program re nuclear pouer plant securltg 
during safetg ^/n&r^enc 1^9 Voluntary cooperatton in allooicng 
Nrc contrector access to site for visit t. personnel 
intervlBwe rsquested 

VAE0ALLO. 0. 0 Operating Rsactors Branch 2 02/03/16 PARRIO.H 0. 

Tennessee Valleg Authorltg 2pp 12413 113 24X 

Ftcbe 30-239. 02/03/16, 8203240322 


0 Adjudlcetorg correspondence 


0203220334 Prehearing conference nemhrandum re steps necessarg to 
conclude hearing doe to ALAQ-664 A3L8 cennot resolve need 
for evldentlarg hearing issue unless S. until petitioners 
admitted as pertg Intervenors. Certl f 1 cate of 8vc encl. 

6ANCER. H 8. . NALLACE. L. E . OUROER.d F Tennessee Valleg Authority 
62/03/13 6pp. 12330 962 24X F| che 30-239. 02/03/13. 0203220334. 


□203230186 Order eitending time until 020416 for Commission 
cons {deration of NHC & util petitions to review ALAO-664. 

ChILK. B. J. Office of the Secretarg of the Commission. 82/03/22 
Commissioners Ip 12414:122 24X riche 30-239. 02/03/22. 

0203230186 


8203230303 Responses to util 020313 proposed schedule In accordance 
S./ALA0-664 Proposed different schedule Certificate of 8vc 
ant 1. 

RAW80N. R J Hearing Branch 4 02/03/24 Atomic Safety and 

Licensing Board Ponal 6pp 12413:178 P4X Fiche: 30-239. 02/03/24. 
8203230303 


0203010301 Addl response to riHA request for 30 categories of docuirents 
re NURE0-0h60. "NRC Action Plan ' Foru.aTds documents listed 
tn Apps A. B. C & 0 Info partially ulthhcld Cref fOIA 
Ekemptlon 3) 

f El. TON- 7 M Division of Rules and Records 0I/OU/O4 fAOCEN- I .f 

Kay e. 8cho 1 er. r I erman. Mags t* Handler 9pp 12730 C06 24x 

riche 30-259.01/00/04,6303010031 


--8005150625 Forwards info requests fee utils for participation In 
interim reliability evaluation program as follou-up to 
Crystal River effort SA/Js t LERs are needed bg 603319 t 
remaining Info bg 6C060I 

MATTSON. R J Division of Safety Technology 00/03/03 
eiOEl.HUT. 0 0 Olvlslon of Licensing 4pp 12761 COl 34X 
Fiche 30-260.01/00/04.0203010001 


--8203010266 Responds to 79I03I request fur reviaw of util tespacise to 
0 Elsenhut 790913 Itr re conflicts u/ltil Task force 
Inconsistencies noted for Drowns Forry, Peach Ootto-i t* 

LaCrosse 

THOMAS. C n TMt-2 Oulletlns X. Orders TasI Force 79/11/16 
KANL'.U F THI-3 Bulletins t Orders Task Force 2pp 1276'/ 313 
24X Fiche 30-000.01/00/04.0203010031 


--0203310337 Revision 1 to ''Interim Reliability Evaluation Program. 
0ro<..ns Ferry Team Fault Tree Guide 

SIEWART.M C Affiliation Unknown 00/12/10 23pp 12761 L'30 
24X Fiche 30-000.01/00/04.0303010001 


0203130012 Advises that no further review Is planned since util 
rsquested no technical deviations from position re IIUIIEC- 
0737. Item 111 D 3 J. "Improved In-plant Iodine 
Instrumentation Under Accident Condition. " 

VABBALIO.D 0 Operating Reactors Branch 2 02/02/23 PAHKIO.H 0 

Tennessee Valley Authorltg 2pp 1.7239 330 24X 

fiche 30-239. 82/02/22.8.703150013 


0203010220 Provides status of Sit 299 t, Sit Suppl 1 re water level 
ins tru.'sentat Ion 

MILLS.t M Tennessee Valley Authority 02/02/24 OEMTCN. H N. 
Office of Nuclear Reoctor Regulation. Director 2pp 12070 250 
24 X Fiche 30-239.02/02/34.0203010220 


0203110346 Requests meeting to discuss submittals on radiological 
effluent Tech specs 6 Offsite dose calculation e-anual tu 
develop area of agreement. justl fy deviations from model A 
understand reasons for unresolved Issues 

VASSALLO. 0 6 Operating Reactors Branch 2 82/02/24 PARRICj.H 0 

Tennessee Valley Authorltg 6pp 12230 063 24X 

fiche 30-239, 09/02/24. 02031 10346 


8203310262 Forwards 811103 updated amend to util 800730 
Amend consists of util responses to NRC questions U/o 
RAMSON. H J Hearing Branch 4 02/03/29 FRYE. J H . 

00KN80N. E. B. Atomic Safety and Licensing Board Panel 
12433:194, 24X Fiche 30-239, 02/03/29.0203310269 


appl lea tl on 
enc I . 

STOBER. Q j . 
Ip 


— U203I20332 Speech entitled “Status of NRC Radiological effluent Tech 
Spec Activities." presented at AIF conference on NEPA t. 

Nuclear Regulation on 811004-07 in Ua sh ing ton. DC Apps t. 
tables encl 

UILLIS.C A . CONQEL.F o NRC - No Detailed Affiliation Olvon 
Bl/lO/04. 42pp 12250 068 24X Fiche 30-239.02/03/24.020 3110346 


H Oaneral correspondence 


8203080119 Advises that DB Vassallo reassigned as Chief of Operating 
Reactors Branch 2. Correspondsne e previously directed to 
T Ippollto should be directed to DB Vassallo. 

NOVAK, T. fl. Assistant Olrsetor for Operating Reactors 02/09/12. 
PARRIS.H. 0 Tennessee Valleg Authority 2pp. 12139 273 24X 

Fiche: 30-239, B2/02/ 12. 82030001 19 


J Insurance 8. Indemnity Information 


B2032S0166 Foruards Endorsement 6 to ANI Binders EB-30.39 6 40. 
FIELOER. J. Marsh S. McLennan, tnc. . M €. M Nuclear Consultants. Inc. 
Olv. 02/03/16. 6ALTZMAN, J. Antitrust t. Economic analysis Branch 
(Utility Financel 4pp. 12414.113 34X F Iche: 30-239, 62/03/ 16. 

0203230106. 


0203260103 Forwards Endorsement 6 to ANI Binder EB-66 6 Endorsement 3 
to 8Fe Binder EB-73 

FIELDER. J. Marsh 1> McLennan, Inc. . M t. M Nuclear Consul tants. Inc 
Olv. 02/03/16 BALTZMAM. J Antitrust t< Economic analysis Branch 
(Utility Finance^. 3pp 12422:192. 24X F Iche 30-000, 62/03/ 16. 

8203260103- 


6203020470 Requests NRC position re deferral of c orml tment deadlines t, 
scheduled startup date of 690409 

MtLLS.L M Tennessee Valleg Authority 82/02/93 DENION. 11 H 
Office of Nuclear Reactor Regulation, Director 2pp 19003 234 
94X Fiche 30-259, 82/09/93. B20302047Q 


6903090098 Responds to 890901 Itr requestlpig documents re environ 
qualification of electrical equipment. A1 1 nonproprietary 
repts will be provided to Franklin Research Ctr bg 820408 
Proprietary repts will be provided to NRC by B20310 
MILLS. L M Tennessee Valleg Authorltg 02/03/04 VASSALLO. tl 0 
Operating Reactors Drench 2 Ip 12162 234 24x 

Fiche 30-259, 02/03/04. 890309002B 


8203100573 Application for airends to Licensee DPH-33. DPR-53 t< 0PH-60. 
permitting operation at reduced power level u/stngle 
recirculation loop in sve . Oescr Iptlons o-P need & 
justification encl Approval requested bg 020604 
MILLS. L M Tennessee Valleg Authority. 82/03/04 OENTOtl. H. « 

Office of Nuclear Reactor Regulation. Director. ip 12102 220. 24X 

fiche; 30-239, 02/03/04.0203100373 


— 0203100379 Proposed Tech Specs supporting amend to Licenses DP(I-3J« 
OPR-33 U 0PH-6a re operation at reduced power w/single 
recirculation loop m sve Bases *• justification encl 
• Tennessee Valley Authorltg- 82/03/04 73pp 12182 222 L’AX 
Fiche: 30-239, 89/03/04, 8203100373 


82 


UWorvE; I 


■..iwiw 


-•■esoaioosai 'Droum rerrn Nuclear Plan tt. Un I ts 1.2 b 3 Slr.(le Loop 

Oporetlon 

• omeral Clot trie Co Me00-a4236 01/09/31- 30pp 13IB2 309. 

24* Fie he 90-299,02/03/04.8203100979 


0203160024 Fofuarii request for add I Info re TMI Action Item 
IT B I, 'RC5 High Point Vente. " needed to conplete 
revle,e Request* Info ulthln 60 daqs 

WASSALl.O. D D. Operetlnq Reactor* Branch 2 03/03/00 PABBia.M 0. 

Tennessee Val ley Authority 3pp 13329 109 34X 

Flche 90-399, 02/03/00. 6303160034 


0303110001 Generic Ltr 62-04 to alt licensee* of operating plant*, 
applicants for OL I. holders of CP re u»e of Iftf’O SEE-IN 
prograa* 

EtSENH'jT. D 0 Division of Licensing- B3/03/09 IfAUGPOnO. A 
Consolldatad Edison Co of Neu Vork 2pp 13291 031 24X 

Flche 90-COO. 02/03/09.02031 10001 


0203170291 Application for anond to Licenses OPn-33, DPn-92 U DPn-60. 
changing lech Specs Co Incorporete addl requirements for 
Insp of snubbers 

mBENflORO.M. R Ienne««ee Valley Authority 82/03/09 OENTON. H R. 
Office of Nuclear Reactor Regulation, Director. 3pp 12313 360 
34* Flche 30-399.62/03/09.8203170291 


--B203170299 Proposed changes to Tech Specs Incorporating addl 
regui re.Ten t s for Insp of snubbers 

* Tennessee Valley Authority 63/03/09 46pp. 13312 270- 34X 

Flche 90-399.62/03/09.0303170391 


0303170911 Updates response to Generic Ltr 03-01. neu license 
applications survey One application submittal re OroLos 
Ferry spent fuel storage dOAons t ra t son. I nvo 1 v i ng dry storage 
of spent fuel in tuo casks scheduled 

MILLS. L rl Tennessee Valley Authority. 03/03/09 TEOEBCO. R. L. 
Assistant Director for Licensing. ip. 13320 29R. 34X 

FIthe 90-000. 02/03/09. 82031 7031 I 


0 inspection reports. IE Bulletins 1* correspondence 


0203000997 Forward* IE Insp Repte 30-299/03-09.90-260/82-09 6 
90-376/G2-O9 on 820126-39 No none omp 1 lane e noted. 

CANTRELL. F B Division of Project L Resident Programs 02/03/16 
PARRIS.M 0 Tennessee Valley Authority 3pp 13160 307 347 

Flche 50-239. 02/02/16,6203000397. 


--0203960603 IE Insp Rapt* 90-399/02-09. 90-360/02-09 b 30-296/83-03 on 
630126-29 Mo none on.pI i anc e noted Major areas Inspected, 
radiological environ surve i 1 lane e. Inc 1 udl ng mgt controls b 
|!-p lerentdt 1 on of radiological environ monitoring program. 
CUNNthOlfAM. A L . rONTOOMERV. 0 M Division Of Eoiargancy 
Preparedness b Operational Support 83/0S/I2 9pp 13160:209. 

24X Flche 90-299.03/03/16.8203000397 


0203170633 Foruards IE Insp Rapt* 30-339/82-03.90-360/02-03 b 
90-296/83-02 on 620129-29. No none nmpi tenro noted 

CANTRELL. F S. Division of Project U Resident Programs. 83/02/19. 
PARRIS. K O. Tennessee Valley Authority 3pp 13339 193. 34X 

Flche 30-339. 02/03/19.6203170639. 


--B303170639 IE Insp Repts 90-399/62-03.90-360/82-02 *. 90-296/03-03 on 
820129-39 No noncorp 1 1 ance noted Major areas Inspactad' 
radiation p rotes t Ion. re Fue 1 1 ng op era t Ion*, radiaas te ngt b 
shipments Of radioactive rati 

COLLINS. T. R . BARR. K Division of Engineering & Technical 
Programs 02/03/17 4pp. 13329:134 34X Flche: 30-299. 83/02/19. 

6203170633. 


8303020344 Ack receipt of 8301 19 Hr informing NflC of steps taken to 
correct violations noted in IE Insp Repts 30-399/01-38. 

30-360/81-30 b 50-296/01 -3B 

LEMIS.R C Division of Project t> Resident Programe. 02/02/34. 
PARRIS. H O. Tennessee Valley Authority Ip. 13076 174 34X 
Flche 90-399. 83/03/34.0303030344. 


--8203020300 Buppls 811130 response to NflC 011030 b 1314 Itrs re 
violations noted In IE Insp Repts 9O-239/G1-20. 30-360/81-30 
b 30-296/81-38 Corrective actions data sherts I1MI-I9 revised 
by 811006 to Include HHR Sve Mater Pyeps A3. B3. C3 b 01 
MILL6.L M. Tennessee Valley Authority 82/01/13 O -flElLLV, J. P. 
Region 3, Atlanta. Office of the Director 101/03/01) 9pp. 

12070 1 73. 34X Flche: 90-339, 03/03/34.0203020344 


8203130291 Forward* request for add] info rs 011116 revised Inservlce 
Insp program 

VaSSALLO.D B. Operating Reactors Branch 2 83/02/34. PARRtU.H 9 

Fennessee Va 1 1 ey Author! t y. 6pp 12311:009 34 K 

Flche: 50-239. 02/02/24,8203130291 


Q2030B0349 foroards IE Info Nptice 83-0 1 , Revl slon 1. "Auxtllsry 
Feedwater Pump Lockout Resulting From Westtnghouse H-3 
Switch Circuit Mod " Mo re sports* raqulred. 

O'REILLV.J P. Hey ion 2, Office of Director. 83/03/36 B E 

Florida Power b Light Co 4pp. 12130: 163. 24X 

FIChe: 90-000. 33/03/36.0303000349 


8303170441 Forwards IE Info Notice 83-03. ‘Environ Tests of Electrlcel 
Tormina 1 Bloc k a. " 

O'REILLV.J P. Region 2, Office of Director. 83/03/04. lAlHIO.R E. 
Florida Power b Light Co 4pp 12313:309. 24X 

F U h e : 90- 000. 03 /03/04. 8303 1 7044 1 


8203170391 Application for amend to Licenses DPR-33, DPR-32 b DPH-60. 
changing Tech Specs to incorporate addl requirements for 
Insp of snubbers 

WISENBURO.M R Tennessee Valley Authority 03/03/09 DENTON. 11 H 
Office of Nuclear Reactor Regulation. Director. Ip. 12312:360. 2* 

Flche: 90-239. 83/03/09.8203170391 


— 0203170299 Proposed changes to Tech Bpecs Incorporating addl 
requirements for insp of snubbers. 

• Tennessee Watlsy Authority- 62/03/09 46pp. 12312:370. 24X 

Flche 30-299. 03/03/09. 0203170251 


0203170379 Ack receipt of 020222 ltr Informing PRC of steps taken tp 
correct violations noted in IE Insp Repts 30-239/81-36. 

30-260/81-36 b 90-296/61-36 

CANTRELL. F. &. Division of Project & Raeldent Programs. 82/03/09. 
PARRIS. K 0 Tennessee Valley Authority. Ip 12317:191 24X 

Flc ho : 90-239. 02/03/09. 62031 70379 


—0303170391 Responds to NRC 320119 ltr re vlnlatlons noted In IE tnS| 
Repts 30-299/01-36.30-260/81-36 b 30-296/81-36 Corrective 
act Ions : adailnlst rat Ive program for complying w/Artlcla 
IUA-6000. Re cards b Repts nf Section Ml A8ME Coda, ivrl tten. 
nrULH.L M Tennessee Valley Authority 83/02/32 O'REILLV.J P 
Region 2. Office of Director. 9pp 12317:192 34X 

Flche: 30-239, 62/03/09. 0203170379 


—0203170396 Forwards IE Insp Repts 30-299/01^6.30-360/01-36 b 
30-296/81-36 on 011100-1204 b notice of violation 
LEWIS. R C. Division of Resident b Reactor Project Inspection. 
02/01/13 P/kRRt8.ll.O Tennessee Valley Authority Bpp- 
12317 137. 24X Flche 90-239.02/03/09.0203170379. 


— 0203170401 Notice of Violation from Insp on 011130-1304- 

e Division of Resident b Reactor Project Inspection. 82/01/13. 
2pp. 12317.199 24X Flche: 90-209. 62/03/09. 8203170379. 


—8203170406 IE Insp Repts 90-299/01-36,90-360/01-36 b 90-296/81-36 o 
81 1 130-1204 . Noncomp I lane o noted: inadequate procedure for 
Installation b Insp of locking devices b failure to ensure 
special procsssae are controlled. 

OIRARD.E.M. . C0LEV.3 L . ICROT.A. R. Engineering Inspection Drenc 
01/12/31. tlpp 12317:161. 34X FI cbe: 30-239. 82/03/09. 

0203170379 


6203170919 Fpruards IE Info Notice 03-04. ‘Potential Deficiency of 
Ctrlsln AOASTAT E-700O 8arles Time-Delays,* b IE Info 
Notice B3-09. ‘Increasing Frequency of Drug-Related 
Incidents " 

O'REILLV.J P Rsgion 2. Office of Director 82/03/10 UHRIO. R.E 
Florida Power b Light Co. 4pp 13331:206 24X 

Flche: 90-000. 02/03/10. 8203170919 


8203190139 Ack receipt of 020301 ltr informing NRC of steps taken 
to correct violation notad In IE Insp Rafts 30-239/02-03 
30-260/02-03 b 30-296/82-03 

CANrNELL.F.8 Division of Project b Resident Programs. 83/03/12. 
PARRIS. H 0. Tanasssae Valley Authority Ip 12347:123. 24X 

FIChe: 30-239. 82/03/12, 8203190139. 


--6203190176 Responde to NRC 020203 ltr re violations noted In IE Ini 
Repts 30-239/82-03. 30-260/02-03 b 30-296/82-03. 

Corractlva actions lulthhald 1 raf 10CFR73. 71. > 

HILL6.L.M Tshisassee Valley Authority. 82/03/01. O'RCILLV. J. P. 
Region 2. Office of Director Ip. 12347:126. 24X 

Flche 30-239. 02/03/12.0203190139 


83D33304BI Forwards IE Info Notice 82-06. ‘Failure of Steam Denaratoi 
Primary Side Manway Closure Btuds. “ No written response 
requested. 

O'REILLV.J. P Region 2. Dfflca of Director 83/03/12. UHRIO, R. E 
Florida Power b Light Co. COLLIER. A. R. Offshore Power Bystems 
(subs, of Westtnghousa Electric Corp. 1. PACK.R.H. Institute of 
Nuclear Power Operations. 3pp. 12409:166. 34X 

Flche: 90-000, 03/03/12. 0203230401. 


DOCKETED ITEMS 


0503260330 Foru«rd» IE Info Notice 02-07. " lndde<,uate S.turitu 
Screening Pro greens. " ' 

O'BEILLV. J P fleglon 2. Office of Director 03/03/16 
Florida Pouer (< Light Co 4pp. 12424- 107 24x 

Flche 30-000, 02/03/16. 0203260230 


R 


b 


0203000433 Forward* lER B2-007/03U-0 

OREEN.H J Tannetsee Valleg Authorltg 02/02/23 O'REILLY. J P 
Region 2. Office of Director Ip 12137 166 24X 

Flcha 30-260.02/02/23.0203000433 


0203220477 fleeponde to util 010003 reply to Oenerlc Ltr Gl-Ol. 

"Oual if Ication* for Imp. Eiam, reeling t> Audit Pertonntl •• 

Util comnltmente t> otcaptlont to requlremente of Reg Guide 
t. 38 Reviilon 1 & Reg Oulde 1 i 46 acceptable 

VAOCALLO. 0. 0. Operating Reactore Oranch 2 02/03/17 PARRIO.H 0 

Tenneiiee Valley Authority 2 pp 12372 113 24 x 

Flche 30-239. 02/03/17.8203220479 


R Periodic operating roporti t> related c orreepandenc e 


0203230402 Forwarde monthly operating rept for Jul 1901 
ABERCROHOIE. 11. Tennessee Valley Authority 01/09/10 
Managenient and Program Analysis. Ip 12304 240 24/ 

Flche 30-260. 01/09/10.0203230402 


--8203230406 Monthly operating rept for Jul 1901 

CHAPMAN. M Tennestee Valley Authority. 01/08/01 2p 
123B4 241 24* F U he; 30-260. 01 /09/ 10. 0203230402 


--02O3O8O459 LER 82-007/03L-0 on B20l3Af<jntle prrforeiing St 4 S A- . 7 . 
reactor lou-uater level euttch Lle-3-36A e-,ittch number 2 c/as 
found 0‘C out of tolerance Caused by setpoint drift Vsruey 
node] 4418c sultch recalibr 6 functionally tested 
HCLOER.O Tennessee Valley Authority. 82/02/23 Region I’. 
Office of Director 2pp 12137 167 24X Flche 30-260.02/02/23. 

8203000433 


0203100268 Forwards LER B2-O0a/03L-0 

OREEN.H J Tennessee Valley Authority 02/02/23. O'REILLY. J P 
Region 2. Office of Director !p 12334 228 24x 

Flche 33-260. 02/02/23. 0203100260 


--82O310O273 LER 82-OO0/O3L-O. on 020127. after callbr.rod block mnnltDr 
channel 0 failed to past functional test of 31 4 2 C-2 
Caused by electronic 1C fal lure possibly due to voKage 
spike during callbr OE 1360133301 gain change card replaced 
HOLDER. 0 Tenneesee Valley Authc^rtty. 02/02/23 Region 2. 

Office of Director 2pp 12334 229 24X Flche 30-260,02/02/33, 

0303100260 


8303230383 Monthly operating repte for Nov 19B1 

THOM. T Tsnneetet Valley Authority 01/12/01 33pp 12304 102 
24X Flche 30-239, 01/13/01 . 8303330303 


0203230390 Forwjtrd* monthly op&rot ing repte for 00 c 1901 

JONES. 0 T Tenneieee Valley Authority. 03/01/00 Office of 
Management and Program Analyete Ip 12383 164 34X 

Flche. 30-239, 03/01/08, 0303230390 


— 8203230393 Monthly operating repte for Dec I90l. 

THOM, T Tenntssae Valley Authority 02/01/01 33pp 12303 163 
24X Flche; 30-239, 02/01/00. 0203230390 


0203100233 Forwards LER 02-010/03L-0 

OREEN.H J Tennessee Valley Authority 02/03/04 O'REILLY, J P 
Region 2 . Office of Director Ip 12330 033 24X 

Flche 30-360. 03/03/04. 8203100333. 


--0203I00233 LER G2-010/03L-0 on 020121 . dur In g full power operation 
BI 4 1 8 2 lAPRM output signal callbrl not performed within 
required frequency during 01 1014-28 Cause d by personnel 
error 

LIITUE.OV Tennessee Valley Authority 83/03/04 Region 2 , 

Office of Director 3pp 12330 033 24 X Flche 30-260.02/03/04. 

□303100233 


0203230426 Forwards monthly operating repte for Jan 1903 

JONES.O. T. Tennessee Valley Authority 03/03/33 Office of 
Management and Program Analytic. Ip. 12304.269 24X 

Flcha: 30-239, 02/03/23, 0203230426 


'8203230428 Monthly Operating repte for Jan 1982 

THOM. T. Tanneeeet Valley Authority. 02/02/01 36pp I23Q4 270 
241t Flche 30-259.02/03/23.0203230426 


V Operator Esamlnatlons 


8203010001 Addl response to FOIA request for 3o categories of document' 
re KUREO-0660, "NRC Action Plan " Forwards documents llsttd 
in Apps A.B.C t< D Info partially wltnheld Irpf FOIA 
Esomptlon 51 

FELTOH, J n Olviston of Rules and Records. 01/06/04 MADDEN, T J. 
Kaye. Qcho ler. F I erman. Hey s t. Handler 7pp 12730 006. 34X 

Flche: 30-260. 01/08/04. 0203010001 


8 Reportable Dccurranctt. LERs t. related correspondence 


8303080470 Forwards updated t£H B2-030/03X-1 

OREEN.H J. Tennessee Valley Authority. 02/02/19 D'flelLLV. J. P. 
Region 2, Office of Director ip 12137 IBS 24x 
Flche: 30-260. 82/02/19, 0203000470 


—0203000487 Updated LER 81 -030/03X-1 ; on Bl 1003. dur ing normal operation 
containment atmosphere torus hydrogen analyier removed from 
SVC for corrective action. Uatar found In sensing lines 
removed Sr analy/er returned to sve 

HOLDER. 0 Tenncftaa Valley Authority 02/02/19. Region 2. 

Office of Director. 2pp 12137:106 24X Flche 30-260. 63/0P/I9. 

8203060470. 


0203000301 Forwards updated LEH 6 1 -062/03X-I, eupp lement I ng 011213 
submittal. 

OREEN. H. J. Tennessee Valley Authority. 02/02/19 O'REILLY. J P 
Region 2, Office of Director Ip 12137:104, 24X 

Flche: 30-260. 02/02/19. 0203080301. 


—6203080306 Updated LER 01-O62/O3X-I : on 811ll7.main steam line radiation 
monlltors 2-RM-90-1371C I t< 2-RM-90-139(0» became erratic & 
read lower than Tech Spec. Caused by loose connectors 
Connsetors on 194X62909-11 tightened. 

HOLDER, 0 Tenncttee Valley Authority 82/02/16 Region 2. 

Office of Director 2pp 12137:103 24 X Rich e: 30 - 260 . 82 / 02 / 19 . 

B20308030I 


6303060316 Forwards LER 82-006/03L-0. 

OREEN.H. J Tennestee Valley Authority. 02/02/23 O'REILLY, J P 
Region 2, Office of Director. 3pp. 13149 303 24X 

Flche: 30-360. 03/03/33. 8303080316 


—8203000333 LER 02-OO6/O3L-O. on 830133. while performing 01 4. l .A-7. low 
water level twitch U 10-3-2030. switch 1 found 3X out of 
tolerence. Caused by setpoint drift. Switch recalibr. 

HOLDER, 0. Tannestea Vail ay Authority. 63/03/33. Reg Ion S, 
QffUa of DirVeter. 2pp. 12149:304. 34 X Pic ha: 30 - 360 . 82/02/23, 

8203000316 . 


— 8203090324 Forwards modified questionnaire on reactor operator job 
satisfaction L mot Ivat I on. per telcon request. W/o encl. 

DAVIS. I Analysts t. Technology. Inc 00/07/13 HOlT.C 
Tennessee Valley Authority. Ip 12770 30t 24X 

FUhe 30-000.81/00/04.8203010001 


'6203030143 Informs ef 600609—11 site visit by Analysis L Technology, 
to collect info in support of NRC reassessment of 
requirements re se lec 1 1 on, tra Inlng t. licensing of nuclear 
power plant personnel Cooperation requested 

C0LL1N8.P.F Operator Licensing Branch 80/03/13 AOERCROMD 1C. I< 
Tenneeeee Valley Author I tg 2pp 12770 335 24X 

Flche 30-000. 01/00/04. B30301000I 


— 8203040023 Forwards eiam results for operators 6 senior operators 
COLLINS. P F. Operator Licensing Branch. 60/06/14. DAVlS. L T 
Analysis b Technology, Tnc 4pp 12760 119 24X 

FUhe 30-000.81/08/04.8303010001 


— 8203040027 Forwards cross ref chart of reactor operators 1. Code name, 
to assist NRC In providing licensed operator eram scarae 
All corraspondanca should be forwarded to T Davis using coda 
namts only to ansure confidentiality of oprrator names. 

ABERCROMB IE , H. Tannassaa Vallay Authority. 00/08/07. COLLIN0. P 
Operator Licensing Branch. 3pp 12763 123 24x 

Flche 30-000.01/00/04.0203010001 


DOCKET 30-261 H 0 ROBINSON PLANT, OMIT 2 


F. Security, medical, emergency & fire protection plane 


0303100003 Notl fleatlon of cancellation of 020232 meeting w/ottl in 
Bathasda.MD to dlscuts Itcaneee plane for emergency 
response facility. 

VAN VlIET. J. A. Operating Reactors Branch S 83/02/1 7 

VASSAlLO. 0 B Operating Reactors Branch 2. 2pp 13191 290 24X 

Flche: 30-000. 02/02/17,8203100003 



subnltked 620310 C» allo^ ad«q.uate ti<ra far t«Chnt(dl & 
r.jl r«vi«tj per proparatlon requ t roaen t» for refuel Inj ti 
natnt outeaa 

HOuC. P W Carolina Potcr h Light Co 83/03/01. VABOA. 8 A 
Oparatln; flaattors Branch I Ip 18164 0B7 84* 

Fieha 50-861. G 3/03/0 1. B3030'?033 7 


0303150040 Foruardt Eolorteoant* 35 (t 56 to HAELU Pol leg KF-49 
BARriAM.C D Carolina Pojer & Light Co 82/03/08 BAUT2KAN. J. 
Antitrutt 6 Econoiric analg»l« Branch rutllltg Flnancat 4pp 
18257 176 34X Flehe 50-861.82/03/02.8303130040 


B203180366 ftdieate* public veriloo of rp^rtstd airargencg plan 6 revised 
emergeneg plan procadursa 

FELTON. O M Olvltton of fiulet and Becordt- 03/03/05 Dot»;.''«nt 

t'anagement Branch. Ip 12334 100 34X F 1 c he: 30-361. B2/03/05. 

6303130266 


--8203130379 Foriuardt public version of Bevlslon 4 to enerpentg rrepocioe 
plan t. Revision 4 to e'rerjanc g plan L protadures Vol 13 
ilnr'EBlTAN.S R Carolina Pooier 6 Light Co 82/03/25 

O'REILLV. J. P Region 2. Office of Olroctor 2pp 12234:103 24X 

Flehe 30-261. 83/0.1/05. 8203120266 


— 9203120282 Public version of Revision 4 to enerteneg response plon 
CROCRER. G Carolina Pouer t, Light Co B2/02/20 33pp 
12234 103 24X F I Che 30-261 . 82/03/03. □203120266 


--G203180294 Public version of Revision 4 to enei-gancg plan U procedures 
Vol 1 3. c ons I sting of plant nparatlng manual i/oi 13. Bool 2 
CROCKER. 8 Carolina Pouer & Light Co 82/02/20 S4pp 
12254 140 24X Ficho: 50-261. H3/0.1/03. 8303120366 


8203190251 Foruards util rept '*Bafe SI'utdo..n Capabllitg Assessment h 
ProposeC Mods, - per ICCrRSO. App R.Bectlon III 0 6 Generic 
Ltr 01-12 

UTLEV.E E Carolina Pouer 6 Light Co 82/03/16 OENTO/f. M R 
Office of Nuclear Reactor Regulation. Director 3pp 12346 137 
24» Fiche 50-261. 82/03/16. B203190251 


8201150041 Foruards Endorsenent 7 to ANt Blndar Ee-21 

PARham.C. 0 Carolina Pouer «. Light Co 82/03/02. BALTZmAN, J 
Antitrust V Economic anatgsls Branch lUtllltg Finance). 2pp. 
12257 174 24X FIche 50-261.82/03/02,8203130041 


8203150049 For.uards Endorsament 6 to MAELU Binder XB-21 

BARHAM. c 8 Carolina Pouer fc Light Co 82/03/02 SALTZMAN. J. 
Antitrust i. Economic analgsle Branch (Utllltg Finance). 2pp 
12237 164 34X FUt.e 50-261,02/03/02,8203150049 


P. Operating license stage documents L correspondence 


0203010001 Addl response to POIA request for 30 categories of doci 
re h'UREO-0660. "NRC Action Plan. " Forwards docu.sents llstad 
in Apps A. D. C Si 0 Info parttallg withheld fref FOIA 
Eior.pt loll 5) 

FELTON. J ti Division of Rules and Records 81/08/04 flAODEN. 1 
Rage. 9t ho ler. FI erman. Mags & Handler. 9pp 12750 006. 24X 

Fiche 50-247. 81/08/04. 0203010001 


--8005130663 Foruards util response to autlllarg feeduater rellabi 
avaloatlon generic request for sys design review. Previous 
review Lork bg 8 Newbarrg on THI-I response should be 
considered 

PARR. U 0 Avxlllarg Sgstems Branch 00/03/02 SPEIS. T Rei 
Sgstems Branch Ip 12753 1 16 24X Fiche 30-000, 81/08/04. 

8203010001 


— 0203190234 "Safe Stutdown Capability Assessrent & Proposed Mods." 
10CFR50. App R.Bectlon III 0 

a Carolina Pewer Sr Light Co 02/03/31 80pp 12347 001, 24K 

Fiche 30-261.02/03/16.820319025) 


--800520IO4I Forwards status of operating PUR autlllarg feeduater 
avaluatlonc for We st ing house. C-E S, BScU N30S plants. 

MATTHEWS. P R Autlllarg Sgstems Branch 80/02/25 BENARnVA. 
Autlllarg Sgster.s Branch. 14pp 12768 329. 24X 

Fiche: 30-000,01/08/04, B20301000I 


0203310454 Releases public version of technical radiological S< 
operational radiological emergericg response plane. 

FELTON. J M Division of Rules and Records 02/03/29 Document 

Fanager-snt Branch Ip 12470 097 24X F i ch e . SO-261 . 02/03/29. 

B2033104 34 


--6203310461 Foruards public version of State of 8C technical 
radiological emorqancg response plrrn L State of 6C 
operational a-iergencg response plan Enel plans supersede 
plan provinusig submitted on 801230 

flMMCRMAN. S R Carolina Power & Light Co 82/03/17. 

O'RLILLT. J P Region 2. Office Of Director Ip 12470:100 24K 

Flcr.e 30-261, 02/03/29. 0203310454 


-G2033I0466 Public vorslon of State of SC technical rad 1 0 lc>g I c al 
eirargencg response plan 

* South Carolina. State of 82/02/28 l23pp 12470 101 24X 

Fiche 30-261.02/03/29, 8203310454 


--B2D3310471 Public version of State of SC operational radiological 
emergency response plan, 

• South Cerolina. State of 81/08/31 12Spp 12470:228 24X 

Fiche 30-261.82/03/29.0203310434 


H Oenaral correspondence 


8203220536 Responds to request for assistance per constituent concerns 
re const of emergency operations ctr at facility 
OIRCKS. W J Office of the Executive Director for Oporatlons 
02/02/04 NAPIEO.d L House of Rep tp 12374:189 24X 

Fiche 50-261.02/02/04.0203220336 


-B203220339 Forwards constituent ltr request Ing Info re emergency 
operations ctr for consideration by NRC 

NAPIER. J.L House of Rap. 82/01/03 RAHMERER.C C Office of 
Congressional Affairs 3pp. 12374- 192 24X Fiche 30-261. 

82/02/04, 8203220336 


--8008180279 Submits comments on util response re basle far ausil: 
feeduater flow requirements. Aus 1 1 larg feedwater egs must 
have capacity la supply 300 gallons per minute total 
SPEI6. T P Reactor Sgetens Branch 80/08/06 PARR. 0 0 
Autlllarg Sgstems Branch Ip. 03320' 206 24X 

Fiche 30-000. Bl/OB/04. B2030I0001. 


--8008280161 Forwards 8ER Input re Implementation of rec Ommenda 1 1 < 
autlllarg feedwater sgs Outstanding Items include: Tech Specs 
re vis I on. top t ementatlon of long-term egs mod.ravleu of 
safety grade design i. positive tornado missile protection. 
check. P S Assistant Director for Plant Sgstems. 80/08/12. 

NOVAK. 1 M Assistant Director for Operating Reactors. 22pp. 
03436 238 24X Fiche 30-000, 01/08/04, 8203010001 


8203040422 Notification of 820224 meeting u/UeS tlnghouse ounere g 
utils in Oethesda.hO re pressurlied thermal shock Issue 6 
plant-spec t f 1 c l30-dag responses. 

VISSINO. O Operating Reactors Branch 4. B2/02/I8. STOLZ.J 

Operating Reactors Branch 4. 9pp. 12137 187. 24X 

Fiche 30-000,82/02/10.8203040422 


8303080076 Advises that review of NuBEO-0737 1 tern 1 1 1 , D 3 3 re tra 
In-plant Iodine Instru.sentatlon under accident conditions 
completa.No technical deviations from stated positions 
requested 

VAROA. G A Operating Reactors Branch 1 82/03/19. JONES. J A. 

Carolina Power 6 Light Co 2pp 12159.293. 24X 

Fiche 30-261.82/02/19.8203080076 


8203090100 Documents util understanding of present status of turb 
missile analysis issue. NRC safety concerns re turbine disc 
cracking h turbine missiles set Isfactorllg addressed bg util 
810923 commitment 

EURY. L U. Carolina Pouer & Light Co 82/02/19 VAROA. S A 
Operating Reactors Branch 1 2pp 12163:148. 24X 

Fiche 30-261. 82/02/19. 8203090180 


1 Financial Information 


8303310303 Foruards Annual Financial Rept 1981 6 projected company cawh 
Flow statement for CYa2 

BARHAM. C. 0 Carolina Power 1. Light Co. 02/03/24. BALTZMAN. J. 
Antitrust Ic Economic analysis Branch (Utility Finance). 4pp. 

12434 300 24X Fiche 50-000,82/03/34.8203310303 


—82033103)0 Annual Financial Rept 1981 

SMITH. 3. H. Carolina Power L Light Co B2/03/0t 40pp 
12434:304 24X Fiche 30-000,82/03/24.8203310203 


8203030214 Approves util 820127 ltr request to revise tpn-yr 
hydrostatic test program to comply w/requ ir oments of 1977 
edl t ion. Summer 1976 addenda of Section Xt ASNE code. 

VAROA. 8. A Operating Reactors Branch t. 82/02/22. JONES, J A. 
Carolina Power & Light Co 2pp. 12146 206 24X 

Fiche 30-261, 82/02/22.8203030214 


6203040344 Responds to B112I1 & 820123 requests for addl Info re 
environ qualification of alactrlcal equipment. Reasons for 
rore cost effective review conducted at site listed. 

UTLEY. E.E Carolina Power & Light Co 02/03/01 Et&ENHUT. D 0 
Division of Licensing. 2pp. 12113:097. 24X Fiche : 30-261 ■ 82/0 

6203040344 


03030903j>2 util BII333 c oirmt t/rvnt to coi^plete r>od« re 

NURE0-0737f po tt-ac c Ident oanp I tnp- bg nett refuetln; oiitafle 
Modt ul 1 1 be completed & &g» operational bg 030901 
EVRV. L U Carolina Pouer i. Light Co 83/03/03 CISENMJT. 0 C 
Olvitlon of Licensing Ip 13133 134 34X Plche 30- 3bl . 03/03/0;'- 

0303990363 


6303110336 Foruard* Arend 63 to License OPR-33. gafetg evaluation S, 
notice of Issuance t- avallabllltg A-oend reclassifies three 
edstlng hgdrautic snubters as saf etg-related 
ROSS. U J Operating Reactors Oranch 1 03/03/03 JONES. J A 

Carolina Pouer L Light Co 3pp. 13399 34? 34X 

FI Che 90-361.83/03/03.0303110336 


-'0303110344 Amend 63 tu License nPR-33. rec I a ss 1 fg Ing three eilstlnc 
hgdraullc snubbers as safotg-re 1 a tod 

VAROA. 0 A Operating Reactors Branch 1 03/03/03 4pp 

13290 331 24* Fiche 30-361.02/03/02.0303110336 


--63031 10347 Safetg evaluation supporting Asiend 62 to License OPIi-LCI 
e nfPtce oP Nuclear Reactor Regulation. Director 82/03/02 3p(i 
12390 393 24* Flche 90-261.82/03/02.0203110336 


—-02O31 10349 Notice oP Issuance I. availability oP Amend 62 to License 
DPR-23 

VAROA. B A Operating Reactors Branch 1 82/03/02 2pp 

12230 397 24* Fiche 90-261.02/03/02.8203110336 


0203120072 Far-aards Amend 63 to Llcenso OPR-23. safety evaluation t. 
notice oP issuance (• avallabllltg Amend changes Tech Specs 
re operation L surveillance of sa Pe tg -re la t ed snubbers 
ROSS- U J Operating Reactors Branch 1 02/03/03 J3NE0. J A 

Carolina Power L Light Co 2pp 12294 221 24* 

Flche 30-261. 02/03/03. 0203120072 


--8203120074 Amend 63 to License OPR-23. c hang I ng Tech Spece re operation 
6 surveillance oP saPetg-related snubbers 
VAROA. 9. A Operating Reactors Branch 1 02/03/03. ?pp 

12294 223 24* FIcha 90-261.02/03/03.0203120072 


— 0203120079 SaPetg evaluation supporting Amend 63 to License unH-2J 
e OPPlce oP Nuclear Reactor Regulation. Director. B2/O3/03 4p|> 

12294 232 24* Flche 90-261.02/03/03.0203120072 


--0203120077 Notice oP Issuance K avallabllltg oP Amend 63 to License 
OPR-23 

VAROA. 8 A Operating Reactors Branch 1 02/03/03 2pp 

12294 236 24* Flche 90-261.82/03/03.0203120072 


8203110001 Osnerlc Ltr 02-04 to all Itcsnsaes of operatttvg plants, 
applicants Por OL t. holders of CP re use oP INPO dEE-IN 
program. 

eiBENHUT, D 0 Division oP. Licensing 82/03/09 HAUSPoflO- A 
Consolidated Edison Co oP New Vorl HANCOCK. J. A Florida Power 
Corp SHERWOOD. 0 General Electric Co 2pp 12291 031 24* 

Flche: 90-000. 02/03/09. 0203110001 


8203170497 Provides status re hydrogen control Pinal rule Petition 
filed U/U8 Court of Appeals for Fourth Circuit for review of 
Pinal rule Hydrogen reconblner t. tochnlcel bases undergoing 
revl ew. 8c hedu I a exemption may be requested 

UTLEV.E E Carolina Power I. Light Co 02/03/10 01HCK8.W J 
Office of the Executive Director for Operations. 2pp. 12316 204 
24* Flche; 90-000. 82/03/10.0203170497 


8203260294 Forward* request Por addl info re presauriied thericel shock 
Issue t< 190-dag response to NRC 810821 Itr 

VAROA. 8. A. Operating Reactors Branch 1. 02/03/16 JONEQ. J A. 

Carolina Pouer ti Light Co 6pp 12440 099 24X 

Flche; 90-261. 02/03/16. 0203260294 


8203230489 Requests concurrence w/interpretet Ion of wording contained 
In facilities Tech Specs re QA program Concurrence u/ 

Interpretation of ANSI N18 1-1971 required to continue 
evaluation of training/retraining programs. 

IIMMERHAN. a, R Carolina Power t Light Co 82/03/17 OENTON.ll fl 
Office of Nuclear Reactor Rogulation. Director. 2pp 12382 171 
24x Flche: 90-000.82/03/17.8203230409 


8203230639 NotlPlae that high head vent sgs will be functional t. 
necessary revisions to plant drawing s< supp 1 ementa 1 operator 
training t. revlel'ons to or creation of addl plant procedures 
will bo complete by 820701 

UTLEV.E. E. Caroline Power 8< Light Co 82/03/17. EtBENHUT. D 0 
Division of Licensing Ip 12309.193 24X Flche 90-261. 82/03/ 17- 

S203230639 


0203310012 Forwards Amend 66 to License DPR-23. saf sty evaluation t. 
notice of Issuance S- avallabllltg Amend permits dilution of 
liquid radwastes using Unit 1 circulating pumps 
ROSS. U J Operating Reactors Branch I 02/03/17 JONES- J A 
Carolina Power & Light Co. 2pp 12469 347 24* 

Flche 90-261.03/03/17.0203310012 


--B2O33I00I9 Amend 66 to License OPR-23. a 1 1 owl ng dilution of liquid 
radwaste using Unit 1 circulation pumps when Unit 2 pumps 
inoperable 

VAROA. 8 A Operating Reactors Oranct I 02/03/17 9pp 
12469 34? 24X Flche 90-261 . 02/03/ 1 7. 020331001 2 


-620331C0I8 Safety evaluation supporting Amend 66 to License I)PK-23 
• Office of Nuclear Reactor Regulation. Director 82/03/17 4pp 
12469 394 24X Flche 90-261 . 82/03/1 7. 8203310012 


--8203310020 Notice of Issuance L availability of Amend 66 to 
License CPfl-23 

VAROA. S A Uperatlng Reactors Branc*^ 1 82/03/17 2pp 

12469 390 24* Flche 90-261.82/03/17.0203310012 


82032901?? Forwards second interval component Inservlce insp b test 
program 

ICWC.P W Consumers Power Co 02/03/22 VAROA. B A Operating 
RsactoTS Branch 1 Ip 12429 012 24* Flch* 90-261 . B2/03/33. 

82032901?? 


— 8203290201 Oecond interval component Inservlce Insp & test program p 
810807 Deserthes eiasis performed on circumferential welds 6 
longitudinal welds. branch pipe connection welds greater than 
2 inches In diameter t. noiiles In vessels 

» Carolina Power & Light Co 02/03/22 200pp 12429 0l3 24X 

Flche 50-261.02/03/22.020329019? 


Q Inspection reports. IE Bulletins 6 correspondence 


9203020993 Forwards IE Insp Rept 30-261/02-01 on 820111-19 No 
none orsp 1 1 anc e noted. 

Cantrell. F S Division of Project fi. Resident Programs 02/02/04. 
JONES • J A Carolina Power 6 Light Co 2pp. 12084:110 24* 

Flche; 90-261. 02/02/04.0203020993 


— 0203030997 IE Insp Rept 30-261/82- 01 on 820 1 1 1 - 19 No none o-sp 1 1 nne e 
noted. Hajor areas 1 nspec t ed ' t r a Ining. por s onne 1 
qua I 1 Pleat 1 ons. post mg 6 control t. respiratory program 
FRANKLIN.L a . DARR.K P. Olvtolon of Engineering t. Technical 
Programs 02/02/01 6pp 12004 |20 24X Ftcbe: 90-261. 82/02/04, 

8203020993 


0203020499 Ac! receipt of 811129 Hr Informltrg NRC of steps taken to 
correct violation noted In IE Insp Rept 90-261/01-29. 

LEWIS. R C OIvlsloK of Resident t. Reactor Project Inspection 
82/02/19 JOnEQ. J A Carolina Power & Light Co Ip 12009 106 
24X Flche 90-261.82/02/19.8203020499 


--02030S0909 Responds to NRC 811026 Itr re violations noted in IE Insp 
Rept 90-261 /81-29 Corrective actions aialnt history file 
implemenLed L trend evaluation underway Overhead crane t 
gantry training to be completed by 811231 

8TARKEY.R 0 Carolina Power I. Light Co 81/11/29 D'REILLY.J P 
Region 2. Atlanta. Office of the Director iai/03/01> 2pp 
12009 107 24X Flche 90-261.02/02/19.8303020499 


0203100613 Forwards order Imposing civil monetary penaiclos of S40. OOC 
for violations noted In 810829-36 Insp Radiation control 
program should be re-examined to Identify underlying causes 
of failure during incident 

DEVOUNO.R-C. Director's Office. Office of Inspection and 
Enforcement 02/02/23 JOkCB. J A Carolina Pe-wer S, Light Co. np( 

12193 046 34X Flche: 90-261. 82/02/23. 0203100613 


— 0203100617 Order Imposing civil aionetarg penalties of *40.000 for 
violations noted In 020029-26 Insp 

OCYOUNO. R C. Director's Office, Office of Inspection end 
Enforcement 82/02/23 Carolina Pew-or & Light Co T3pp 
12193 049 24X Flche 90-361,02/02/23.0203100613 


8203020479 Requests 30-dag extension until 830901 to respond to 82013 
request for addl Info re IE Bulletin 00-04. "Analysis of PWR 
Main Steam Line Break U/Conttnued Feedwater Addition ” Delay 
due to need for analytical work 

2INMERMAN.B R Carolina Power 6 Light Co 83/02/39 VAROA, 3 A 
Operating Reactors Branch l |p. 12089:014. 24X 

Flche; 30-261. 82/02/29.8203020479 


86 


DOCKETED ITEMS 


0203090349 Forwari;4 IE Il>fo Notice OZ'Olf R* vt s 1 on !• "Aufllior^ 
Feedwater Punp Loclout Reeulttng From Net 1 1 ngJioiioe W-2 
Eidlcch Circuit Hq!| " No retponee reqiflred 

0'RElL|.r. J. P Region 2. Office of Director 93/02/26 UPflIO.n t 
Florida Po^er J. Lljht Co LEASOURO. R H Wlrglnls Electric h Power 
Co PACK. R. U Inetitute of Nuclear Power Dperattoni 4pp 
12130:193 24X F iche: SO-000, 02/02/26. 02030G0349 


8203000473 Acl receipt of 920203 1 tr Informing NRC of tteps tel ei' to 
correct vloletlont noted in IE ln*p Ropt 30-261/01-33 
CA'FinEt-L. F. B Region 2. Office of Director 92/03/02. JOREC.OA 
Caroline Power & Light Co Ip. 13137: 133 34I( 

FI Che: 30-361. 82/03/02.9203080473 


--62030B0479 Reepondt to NRC 020107 Itr re violetlone noted In IE ln*p 
Rept 30-261/81-33 Corrective ac 1 1 on t : c opponent Intp program 
will tc performed to ensure cleet ooundaric* ere consistent 
•j/pumg L valve test class boonderlss. 

STARKEV. R B Cerollne Power 6 Light Co 82/03/09. O'REILLV. JP 
Region 2. Office of Director 3pp 13137:136 24X 

Flchs 30-261.02/03/02.0203060473 


—6203080403 Forwards TE Insp Rept 90-261/91-33 on 911213-10 6 notice of 
violation. 

LEMtS. R C. Division of Resident It Reactor Project Inspection. 
B2/01/07 viONEG. J A. Carolina Power t. Light Co 3pp 12137:139. 
a4X Flcne 30-261.02/03/02,9203660473 


--9203090409 Notice of violation from tnep on 911213-18 

e Division of Resident (> Reactor Project Inspection. 02/01/07. 
Ip 12137 141. 2-IX Flche: 90-26l> 82/03/02.8203080473 


--9203080494 IE Insp Rept 30-261/81-33 on 811213-13 Noncomplianco noted 
Claes 2 piping clese bounderg not estettisfied In eccordance 
ui/Reg Oulde I 26 for weld Inservlce Insp program IPeregreph 
6 > 

BLAkE.J. J. . MEHDT.A. R. Engineering Inspection Drench 81/13/30. 
3pp. 12137 142. 24X F 1C be 30-261. 82/03/03.8303080473 


9203170441 Forwards IE Info Notice 92-03. "Environ Tests of Electrical 
Terminal Blocks. " 

O-nelLUV.J P. Region 2. Office of Director 82/03/04 UHRIO.H.E 
Florida Power b Light Co. CTANPLEY. M L. Mlsslstlppl Power t, Light 
Co CCLUIER. A R Offshore Power Systems (subs, of Nes t Ingbouse 
Electric Corp ) 4pp 12313:309. 24x F 1 c he: 30-000, 82/03/04 . 

0203170441 


0203230133 Forwards IE Insp Rept 30-261/82-06 on 820209-12 No 
nonconip 1 1 ence noted 

CANTRELL. F Division of Project 6 Resident Programs 92/03/04 
JONES. J A Carolina Power b Light Co 2pp 12414:332 24X 

Flche 90-261. 92/03/04, 0303230133 


— 8303230144 IE Insp Rept 30-261/82-06 on 820209-12 Mo none bmp 1 1 ant e 
nottd Najor areas I nspec tad : s el sml c analysis for as-bi>llt 
safety-related piping sys b pipe support haseplets designs 
using conertte etpension anchors 

ANO. N P ■ HEROT.A R Region 2. Office of Director. 82/02/S3 
3pp 12414:334 24X F 1 the: 30-26 1 . 82/03/04. 9203330133 


8203170319 Forwards IE Info Notice 83-04, "Potential Deflctency of 
Certdln AOAQTAT E-7000 Series T Ima-Dr I ays. " b IE Info 
Notice 62-03. "Increasing Frequency of Orvg-Releted 
Incidents ** 

O'REILUV. J P Region 2. Office of Director 82/03/10. UHRIO.R E 
Florida Power b Light Co. NICtlOLS.T. C Booth Caroline Electric b 
Oes Co. PARRIB.H. 0 Tennetsee Valley Authority. 4pp. 12321:206 
24X Flcho 30- COO, 82/03/10. 8203170319 


8203190293 Ack receipt of 820304 Itr informing hMC Of steps taken to 
correct violation noted In IE Insp Rept 30-261/92-09. 

CANTRELL, F. B. Region 2, Office of Director. 82/03/12. JONES. J. A. 
Caroline Power b Light Co. tp. 12347:140. 34x 

F 1 c he; 90 -261 , 82/03/ 1 2. 8203 1 90293 


—0203190296 Responds to NRC 820201 itr rs violations noted In 1C Insp 
Rept 90-261/82-03 Corrective actions withheld 
(ref 10CFR73 711. 

FURR. B J Carolina Power fc Light Co 82/03/04 LEMI6.R C. 

Region 2. Office of Director. Ip 12347:141. 24X 

F 1 c h a 30 '26 1 . 82/03/ 1 2. e 2 83 1 90 299 


8203230481 Forwards IC Info Notice 82-06. "Failure of Steam generator 
Prlnerv Side Nenwey Closure Studs '* No written response 
requested. 

O'REILLV. J. P. Region 2. Office df Director. 82/03/12 UHRIO.R E. 
Florida Power b Light Co COLL lER. A. R. Offshore Power Systems 
Isuks. of Uestinghouse Electric Corp. ). PACK.R N. Institute of 
Nuclear Power Operations. 9pp. 12409:186 24* 

Flcne: 90-000. 82/03/12. 9203230481. 


8203260230 Forwards IE Info Notice 02-07, "Inedequete Security 
Bcresnlng frogremt " 

O'REILLV. J F Region 2. Office of Director. 82/03/16 UHRIO.R E 
Florida Po..:et' b Light Co BTAHPLEY.N L nisstsslppl Power b Light 
Co. CQ-LIEfi. A R. Offshort Power Systems (subs, of Westlnghouse 
Electric Corp 1. 4pp 12424 107 24X FI c he 30-000. 82/03/ 16. 

8203260230 


0203290199 Forwards second interval component Inservlce Insp b tost 
program 

HOWEiP W. Consumers Power Co 02/03/22 VAROA.S. A Opsrattng 
Reactors Branch I tp 12429 012 24X Ft c he SO- 261 . 02/03/22. 

8203290199 


--9203290201 Second interval co":ponent Inservlce Insp b test prograei on 
810307 Describes eiems performed on c Ircumf aront lei welds b 
longitudinal welds. branch pips connection welds greater then 
2 inches In diameter b noiilet in vessels 

s Caroline Power b Light Co 82/03/22 200pp 12429 013 24X 

Flche 30-261.92/03/22,8203290199 


R Periodic operating reports & relotod c orre spondonc e 


0203190337 Forwards xionthly operating rapt for Fsb 1991. 

STARKEY. R 0 Carolina Power b Light Co 82/03/11 OEVQUNO. R C 
Director's Office. Office of Inspection end Enforcement. Ip 
12349:312 24X Flche 30-261.02/03/11.8203190337 


—0203190341 rlonthly operating rept for Feb 1982 

NORRIS. H R. Carolina Power b Light Co 82/03/02. 3pp 
12349:313 24X Flch e: 30-261. 82/03/ 1 1 . 8203190337 


8 Reportoble occurrences. LERs b related correspondence 


8203080194 Forw4rds LER 02-003/017-0 

STARKEY.R B Carolina Power b Light Co. 02/02/23 O'REILLY. J P 
Region 2, Office of Director. Ip 12134.123 24X 

Flche 30-261. 82/02/23. 8203000194 


--8203080213 LER 82-003/01 T-0 on 820209. proisurliotion of boron Injectlor 
tank header pressure indicator PI-934 observed etceeding 
pslg required by Tech Specs Caused by failure of operator b 
aofetj valve SI-B37A to relieve pressure 

URt<}HT. C L. Cerollne Power b Light Co 82/02/23 Region 2. 

Office of Director 2pp 12134 126 24X Flche: 30-261, 92/02/23. 

8203000194. 


8203090244 Forwards LER 82-001 /OGL-O 

STARKEY. R B Caroline Power b Light Co 82/02/24 O'REILLY. J P 

Region 2. Offlco of Oirec tor Ip 12138 1 24 24X 

Flche 30-261. 82/02/24, 0203080244 


—8203080233 LER 82-001 /03L'0 on 820129. TC-41 20. duo I comparator - loop 1< 
overpower Del te-T. found out of acceptebla tolerance in 
nonconstrva t Ive direction during Periodic Test 9. 1. Ceueod by 
defective Inatrunent supply. TC-4120 replaced, cel Ibr, testsd. 

COX.H. T Caroline Power b Light Co. 82/02/24 Region 2. Office 
of Director 2pp 12158:123 24K Flche 30-261 . 82/02/24. 

0203080244 


9203180283 Forwards LER e2-033/01X-l 

STARKEY, R.B Carolina Power b Light Co 82/03/02 O'REILLY. JP 
Region 2. Office of Director ip 12334 271 24X 

Flche 30-261. 82/03/02.8203180283 


--8203180287 LER ai-033/OlX-l on 911228. error In Tech Specs heatup b 
cooldown curves determined to be reporteb le. Caused by 
celculetionel mlstek* b not revised duo to administrative 
error. Corre c ted curves b calculations will be submitted. 

OtLtfAN.F N Caroline Power b Llyht Co 92/03/02 Region 2. 
Office of Director 2pp 12334 272 24X Flche: 30-261. 82/03/02. 

0203180283 


8303230360 Forwords LER B2-003/03U-0 

STARKEV.R. B Cnrollno Power b Light Co. 82/03/09. O'REILLY, J.P 
Region 2. Office of Director ip 12362:021 24x 

Flche: 30-261. 82/03/09.8203230360 


—8203230367 LER B2-002/O3L'0 on 820207, condensate miesurlng sys breaker 
KVH-1 tripped during periodic test! np. Caused by reverse 
rotation due to missing dlechargo damper louver. Reverse 
rotation stopped Damper repairs underway. 

COX.H. T. Carolina Power b Light Co. 82/03/09. Region 2, Office 
of DlPdcter 3pp. 12392:022. 24X F Uhs : 30-261 . 82/03/09. 

8203230360. 


DOCKETED ITEMS 


87 


docket 50-S63 MCNTtCEULO KUCLEAB CENEHATINO PLANT 


p 0«(urltv< modlcaJ. Bm«rg»ntj/ L Plre protfctlon plant 


8303100301 Act rtolpt oT 030010 Itr ra Initial t»st rrtuUt Tor 
prompt notification tyi Rrquattt notification of Cotcplatlon 
of corractiva actloni to thraa dafactlva radio racalvart 
kEPPLER.J 0. Raglon 3. Offlca of Dlractor 82/03/03 0ILDERT8, 0 t 
Northarn Btataa Pouar Co Ip I31R3 334. 34x 

Plcha. 90-000. 03/03/03. 0303100901 


Q203260239 Informt that dafactlva radio racalvart Idantlflad at ratult 
of Initial public notification tgi tatting. uara rapalrad or 
raplacad during latt ut of Fab 1*703. in ratponta to NRC 
830303 Itr. 

0ILBERT8. D. E. Northarn Statat Pouar Co. 03/03/19. KEPPLER. J 0 
Raglon 3. Offlca of Olractor Ip 13433 173 34X 

Flcha 90-000. 83/03/19.83033*0339 


II Oanaral corratpondanca 


83031 10001 Ganeric Ltr 83-04 to all llcantaat of oparatlng platitt. 
ap pile anti for OL (■ holdert of CP ra ute of INPO SEE- IN 
prograr 

EIBENHOT.D 0 Division of Lie anting 03/03/09 HAOSPURO.A 
Contol Idatad Edison Co of Nau Vorl 3pp 13391 031 SAT 
Ficha 90-000. 83/03/09.83031 10001 


83031*0339 Foruiardt ratponta to raquatt for add! Info re Oanaric Ltr 
01-07. "Control of Heavy Loads." Sections 3 3 2 3. par 

rvuRE0-0*l3 Section 9 1 6 

HAVER. L O Northarn States Power Co 03/03/13 Office of Mui 1 am 
Reactor Ragulatton, Olractor t3pg 13307 134 3411 

Flcha 30-363.83/03/13.03031*0329 


83033000*9 Forwards Ravltlon 3 to raquatt for 
environ qualification revtau Info should ha 
Franllln flasaarch Ctr within 30 dayi of ltr 
VAB8ALL0. 0. 8. Oparatlng Reactors Branch S 
Northarn States Power Co Ip 13463 3<?B, 
83/03/30. 83033000*9 


add I Infn ra aqulpment 

tent to 

date 

83/03/30 l-AVEII.L fJ 
341 Plena: 90-3*3. 


8303080134 Advltat that DO Vatsal lo raasstgnad at Chlsf of Oparatlng 
Raactors Branch 3 Corratpondanc a pravloutly directed to 
T Ippoltto should be directed to DB Vastallo. 

NOVAK. T. H Assistant Director for Operating Reactors 83/03/13 
MAVER.L.O Northern Btatas Power Co. 3pp 13160 3*1 34X 

Flcha 90-3*3. 83/03/13.8303000134 


— 0303030301 Revision 3 to request for addi Info ra ‘'Equipment Environ 
Oual 1 f Icat 1 on Review of Licensee Resolution of Outstanding 
Issues Froir NRC Equipment Environ Qua 1 1 f 1 cat I on SaFetq 
Evaluation Repts L IHI Action Plan Installed Equipment " 
e Franklin Institute/Franklin Raiearch Center MRC-03-79- 1 1 U. 
RFI-C9397-301 R03 83/03/39 NRC - No Detailed AfPtUatlon 

Olvan 19pp 13461399 34X Ficn e 90-3*3. 03/03/30. 8303300069. 


I Financial Information 


B303360133 Forwarda Annual Financial Rapt 1901 

0RU8VEN.A D Northarn Statas Power Co 83/03/33 Office of 
Nuclear Reactor Regulation. Director. tp. 13433:199 34X 

Ficha: 90-000. 03/03/33.03033*0133 


--0203260139 Annual Financial Rapt 1901 

a Northern Btataa Power Co. 03/02/36 39pp 13433' 300. 34X 

Flcha: 90-000. 03/03/33. 03032*0133 


0203300094 Forwards suppl to 1981 Annual Financial Rapt entitled 
"Financial 1. Btatlatical Info " 

BROSVEN. A. 0 Northern States Power Co 03/03/36. Office of 
Nuclear Reactor Regulation. Director Ip. 13446:338 34X 

Flcha: 90-000. 83/03/36,8303300094 


--8303300097 "Financial h Statistical Info." suppl to 1981 Annual 
Financial Rapt. 

e Northern States Power Co 03/03/31 21pp 13446:339 34X 

Flcha: 90-000. 03/03/36. 0303300094 


J Insurance 6 Indemnity Information 


8203090306 Forwards Endorsemsnt 44 to HAEUi Policy MF-6e h Endorscaant 
90 to MAELU Policy t1F-91 

JOHNSON. R 0 Northern States Power Co 03/03/39 DlNtT2. t 
Antitrust li Economic analysis Branch lUtltlty Finance). 3pp 
13133:140 24X Flcha 90-000. 83/03/39. 830309030* 


P Operating llcsnee stage documente !■ correspondence 


8303100019 Advises that no further NRR review re response to TMI Action 
Item HI D 3.3 re Improved In-plant Iodine instrumentation 
under accident cond 1 tlon. p tanned. No technical daviatlens 
from stated positions requested. 

VA88ALLO.O. B Operating Reactors Branch 2 83/03/34. HAVER. L O 

Northern States Power Co 3pp 13191 367 34X 

Flcha: 90-363. 83/02/34,8303100019 


8303100606 Raquasts addl Info ra tichntcel ad (< training qualifications 
for shift technical advisors to complete po st-lmp lamentation 
ravlaw. par NOREO-0660 6 NUBEO- 0737. Item I. A. 1. 1 Response 
raquasted within 30 days 

VA88ALL0. D B. Oparatlng Raactori Branch 3 83/02/34. HAVER, L 0 

Northarn Btatas Power Co 3pp 13193 043 34X 

Flcha; 90-363, 83/03/34, B303100606. 


8203190179 Forwards request for addl Info resulting from review of 
submittals on TKI Itan It. B i. "RC8 High Point Vants, " 

Ouattlons re technical merit of proposed operating 
guldeVlnes for RQS vent usage should be solved generUalty 
VA88ALL0. D. B. Operating Reactors Branch 3. 83/03/04. MAYER, 1.0 

Northern States Power Co. 3pp. 13309:369. 34X 

f lche?90-363, 83/0 J/04, 8303190179. 


0303300330 Bubolts addl Info re reactor protection sys power maoltorlaig 
sys design mod. In response to NRC 811134 request One 
ovarslte drawing end Aperture card Is available In POR 
HAVER. L 0 Northern States Power Co 83/03/33 OFfice of Nuclonr 
Reactor Regulation. Director 4pp 13446:303 34X 

Flcha 90-2*3.03/03/33.8303300338 


0 Inspection reports. IE Bullsttns 6 c orreep ondanc c 


0303110139 Advises that IE Info Notice 03-01 , Hevl s 1 on 1. "Auklllary 
Feedwater Pump Lockout Resulting Fro.m ties 1 1 nghouse tl-3 
Switch Circuit Hod." was sent to listed licensees 

* Region 3. Office of Director 83/03/36. Region 3. Office of 
Director Ip 13313 313 34X Flche 90-000.83/03/26.0303110139 


8203090329 Act receipt of 030139 ltr infor.nlng NRC of steps takan to 
correct violations noted In IE tnsp Rept 30-363/01-16. 

3PE89AR0. R L Division of Project 6 Resident Programs 83/03/01 

0IL8ERT8. 0 E Northern States Power Co Ip 13136 394 34X 

Flche 90-363, 02/03/01,8303090339 


--9303090393 Provides addl responsa to NRC 811333 ltr ra violations 
noted In IE Insp Rept 90-3*3/81-1* Corrective action, 
review of recommendations to Identify further actions re 
function of job supervisor will be completed by 030331 
OILBEHT.O E Northern States Power Co 03/01/39 0P£S9ARO,fi I 
Division of Resident t Project Inspection Ip 13136 399. 34)< 

Flche 90-363. 83/03/01 . 8203090339 


6203170608 Forwards request for addl Info re 810919 response to IE 
Bulletin BO-11. "Masonry Nall Design. “ info should be 
submitted within *0 days 

VA8SALL0. D B Operating Raactors Branch S 82/03/03 HAVER, l O 
Northern Gtates Power Co. 9pp. 13339. 190 34K 

Flche: 90-2*3. 03/03/03. 8303170608 


8303110079 Advises that IE Info Notice 03-03. "Environ Taste of 
Electrical Terminal Blocks.'' ues sent to listed licensees 
• Region 3. Office of Director 03/03/04. Region 3. Office of 
Director Ip 13313 344 34X Ft chc 90-000. 83/03/04. B303U0079 


8303190339 Forwards IE Info Notlcas 82-04. "Potential Oaftclency of 
Cartaln A0A8TAT E-7000 Series Time-Delay Relays" t. B2-09. 
"Incrteslng Frequency of Drug-Related Incidents. " 

s Rsylon 3. Qfflcs of Olractor 88/03/tO. Commonusalth EdtvOP 
Co Ip 12347:090 34X Flche 90-000. 83/03/10. B303190239 


6303190369 Advises that IE Info Notice 63-06, "Failure of Steam 
Obnerator Primary Side Manway Closure Studs," was sent to 
listed licensees. 

• Region 3, Office of Director 63/03/lS. Region 3, Office of 
Director Ip. 13349:208 24X Flche 90-000, 03/03/13, 0303190289 


8303330639 Forwards "Instrvtce tnsp Eiem Bummary nonttcallo Nuclear 
Generating Plant-Unit l.Halnt Outage 9, tnsp Period 3,311007- 
1319. Identtf 1 es components eiamined, e lam me thod s uscd.etan 
nunber b summarltes results. 

MAYER. L-0 Northern States Power Co. 83/03/19. Off Ice of Nuclear 
Reactor Regulation. Director Ip 13380:343. 24X 

Flche 90-263, 02/03/19, B303230639. 



Cr„rv.c. to,; E.,o S.'** ‘ m t I.'*' 

Plaot-uri, I.H«>nt Oct*;, 9. tn»p P,r>c, 3.BII00 *^*3 . 

C«il«A !1 l C . KBWPOS.P J . HAt.SEM. 0 0 Worth, rn State. PP-«er Co 

Qjr03/0S I47;c t5:80 «’* P*''"' SC-263. aa/037J5- 

0203230635 


0303170229 Foruardt IE Emorpency Appral.aJ n,pt» 3U'29ya3-02 t. 
90*26^83-02 on Q20Ue-27 t, 0200 Conflrnatlon of action 

Afpp?E«‘‘V"*R,9lon 3. Office Of Director 03/03/01 REEO- C 
f„r^on!;aUh eit*o” CO 3(.f 13319 091 24X FI Che 90-330. 03/03/0, 




0203230*69 Forward, IE info WotUe 02-07. •'Inaeeqoetf Security 
Screeriro Procra®, • Ho written re»pcn»e required 
. fteclor 3. Office of Director 02/03/16 Caaeonwea I th eo»5 
(U 12368 214 24« Fiche 50-000.02/03/16.6203230669 


Periodic operetlng reoorc, t reteled c orre,f onaenc e 


0203330303 Forward, "Peritr.nel 6^ole Body Eipo.ure Sept for CV01. per 
10CFR20 407 

naiEP. L 0 northern State, Pcjer Co 03/02/19 
nenege-tnt ana Prtpran Anely.i, Ip 
flehi 50-263.02/02/19.010303030 3 


12399 166 


Office of 
241! 


6203030307 "Peraonnel Hiole Body Etpo.wr, B»pt for Cvoi 
• rlcrthern State, Pc»er Co 02/02/19 Ip 12099 167 
fiche 30-263.93/02/19.0203030303 


6303160138 Fc»u*Ta» ncr.thly 3p«r«tinq rept for Feb 1961 

rlArER.C 0 northern State, Pc^er Co 82/03/12 Director', 
Office. CfflCe of Inipecllon and Enforcement Ip 12300 198 ?4X 

fith, 30-263-62/03/12.^203160136 


-0203170236 CoOf Irma t Ion of action Itr re apreemente roechod at 03012 
e.-erpency appral»al Preparednee, Improvement 1 tema, emer goncij 
ereo*T«an»,, evaluation rept 6 ll»t of open Ittin* ene I 
hEPPLEfl.J 0 Heploii 3. Office of Director 03/02/02 BEbD. C 
Commonwealth Edison Co 12pp 12319 094 24X 

Flc«a 30-294.02/03/01.0203170233 


-0203170233 IE Emergency AppraHal Bepte 90-294/02-02 (. 90-269/82-02 
820118-27 & 0200. Major area, ln»p admlnlelratlon of 
emergency preparedness program, emergency orO«n 1 1 « 1 1 on. 
training 6 emergency procedorOB 

PHILLIPS. M , PAPERIELLO. C Division of Emergency Preparodnoee 6 
Operational Support 82/02/29. 45pF 12319. 106 24K 

Fiche 90-294. 02/03/01 . 0303170229 


03O329O490 Forwarde 109 overslte final Dra*elnge E0~374 U £0-379 for 
Dresden 3 t. 4.ES-14B 6 £9-149 for Ouad Cities I «. 2 t. final 
revision, of cable discrepancy lists. In response to Generic 
Ltr 01-12 Aperture cards are available In POR 

RAL13CH, T J Commonwealth Edison Co 02/03/16 EIBCMHUT. 0. O 
Division of Llcensl ng . 2pp 1 2699. 279 24X Flcho. 30-000. 82 /03/ 1 6. 

8203290486 


--9213160140 Meht'-lg ogeratmi rept for Feb 1992 

KyRABO. A L BDrthern States Pouor Co 02/03/02 4pp 12300 199 
24f Fiche 50-263. 82/03/13. 0203160126 


6203170114 forwards revision co "Effluent t> Uastc Disposal Semiannual 
Bept.Jul-Oet 1981 ■■ 

tViy£R. L 0 Northern State, Power Co 63/03/12 Region 3. Office 

cf Director Ip 12314 320 24X Fiche 50-263. 02/03/ 19 . 0203 1 701 14 


--620317012? Revised "Effluent 6 ua,te Disposal Semiannual Rept.Jul- 
0,c 1901” 

s Northern states Power Co 02/03/12 I3pp 12314 321 24X 

Fiche 50-263. 02/03/12-6203170114 


0203930206 Conflr.ns 920316 li 17 telcons re requirements for Independon 
fire protection t loss prevention program. Insp t audits. 

Annual Insps may bo done by outside fire protection Plrm to 
meet Intent of Tech Bpet Section 6. 0 H 1 t. 3. 

ECXROEOER.C U. Commonwealth Edison Co. 03/03/17 DEV/AN. R. 

Operating Reactors pranch 2. 2pp 12301 '339 24X 

Fiche 90-000, 02/03/17.0203230306 


0203240231 Relee, es public version of revision Co environ assletanco 
directory for environ director emergency plan Imp 1 emonl I ng 
procedures 

FELTON, J M Division of Rules and Records 02/03/17 Oocumont 

Managsrrent Branch Ip 12406 001 34X F i cho; 90-000. OS/0'3/ 1 7. 

6203240231 


S Reportable cccurrerceS, LERs I. related correspondence 


0203230403 For wares lER 02-003/03L-0 

MAvER.L O Nortf.ern States Power Co 02/03/12 Region 3. Office 
of Director 2pp 12303 0l2 24x Fiche 90-263.83/03/12.8203330403 


-'0203230456 LED 03 -003/ 03'-. -0 on 820313. reactor water cleanup primary 
contalnnent inboard isolation valve MO-2397 beca.se 
inoperabla while in full open position Caused by nori-aJly 
snerglisd relay cell 164-1436 shorting Relay replaced 
rEY£3EM33090. M Nsrtbern Steles Pouer Co B3/03/13 Region 3, 
Office of Director Ip 12303 013 34i Fiche 90-263.03/03/12. 

0203230403 


'-6203240261 Forwarde public version Of Revision I to environ psalstai 
directory for environ directory emergency plan implementing 
procedures. Including Procedures E0-l.duttae t« 
responsibilities of environ director. 

CIIAhCV, V L. Conmonuea 1 th Edleon Co. 02/03/03 Olroctor's 

Office. Office of Inspection and En f orcanant. Ip. 12406.004. 2- 

Fiche 90-000.02/03/17.8203240231 


--0203240368 Public version of Revlsiori l to environ asaistanco dlruc 
for environ director emergency plan Imp 1 emant 1 ng procaduree. 
Including Procedure E0-1 re duties V reap onelbl 1 itl ae of 
environ dlrec tor. 

e Commonwealth Edleon Co 02/02/20 300pp 13406 009 24X 

Flthe 90-000,02/03/17.0803240231 


CCCdEl 50-269 OUAO'CiriES STATION. ONI I 2 


F Security, medical, emergency 4 fire protection piaci. 


8100310094 Releasee public version of revisions to facility emergency 
plan procedur et 

FELTON. J « Otvisicn of Rules and Records 01/08/24. Document 
Manage.rent Branch Ip 07006 001 24/ Ft c he 30-294. 81/06/24. 

8108.310094 


--810B310057 Forwards public version of revisions to emergency plan 
procedures- Inc luding sacttpns on emergency conditions i, 
classification of generating station emergency procedures 
condition, 

s Commorwealth Edison Co 81/04/27 ARC - No Detailed 
Affiliation Oiven Ip 07006 001 24X Fiche 50-254.81/00/24. 

6108310094 


•8108310D99 Puttie version of revisions to emergency plan procedures, 
including sections on emergency conditions classification 
of generating station emergency procedure conditions, 
s CpmAonwe al th Edison Co 81/04/27 19pp. 07606 001. 24X 

Fiche 90-294,61/09/24. 6108310094 


6203030449 Svtmits schedule for remedial action to correct deficiencies 
Identified during prompt public notification sys 020201 
test Correetton o» delitlenties to sys u,ll be co-epleted 
prior to 830601 

DElOEORGE.L 0 Commonwealth Edison Co 62/03/16 KEPPLEH, J C 
Region 3. Office of Dtrector 3jp l3C/4b 303 ssx 
Fiche 90-000.82/02/16.0203030445 


8203260190 Releases public veTslpn of licensee instruc bl one for 
dividing environ emergency Implementing proceduree Into two 
eeparate procedure bools for environ director it environ 
group 

FELTON. J h Division of Rules end Records. 62/03/17 OocumenC 

Management Drench Ip 12440 037 24X Fi Che: 90-000. 02/03/ 1 7, 

0203260190 


--02O326O197 Forwards public version of Instructions for dividing env 
e-nergency Implementing procedures Into two separate 
procedure boohs for environ director & environ group. 

CAH.*.EV.V U Commonwealth Edison Co. 82/03/01. DENTOM.M R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 12440:030. 
24X Fiche 30-000.02/03/17.0203260130 


82032900S2 Releasee public version of revised emergency plan 
Implementing proceduree 

FELTON. J.M Division of Rules end Records. 82/03/23. Document 
Management Branch Ip 12499 217 24X FI che; 30-294. 82/03/23. 

8203290082 


--0203290004 Forwards public version of revised emergency plan 
Implementing proc edures. 1 nc lud ing Procedures 0EP 360-0 re 
protective measures for onsite per sonnel. OEP 360-2 re plant 
evacuation (• OEP 360-3 re site evacuation Receipt form sncl 
• Commonwealth Edison Co 02/03/02 DENTON. H. R, NRC - No 
Dptatlad Affiliation Given 2pp 12439:210 24X 

Fiche 30-294,02/03/23. 0203290082 


DOCKETED ITEMS 


t 


6303390006 Public vprslon of rsvtixt onergencv I>t<n lirp lapent Ing 
frdcsduret. Including Pi*aci>(lur>» UbP 360-0 re protactlve 
ffledsuree for onelte pcreonnei . OfTP 360-3 re plant evacuation 
!• OEP 360-3 re »lto evacuation 

• Coa-tnonueal th Cdlson Co 03/03/03 13pp 12439 330 34X 

FlChe 30-334. B2/03/23. B203390002 


0303390090 Oeleaea* public vertlon of ravieed emcrgencv plan 
Implementing procodurae 

FELTON. J M. Olvltlon of Rulee and Recorde 63/03/23 Document 
Hanagement Orancb Ip 13439 246 24X Plena 30-334.03/03/33. 

6303290090 


--0303290093 Foruards public verelon of revised amorgeiic g plan 
Implementing procedures. me lud Ing OCP 110-0 re station 
director. OEP 120-0 re operation director & OEP 130-0 re 
technical d 1 rec tor. Race Ipt focn enc 1 

« Com.monueal th Edison Co. 03/03/ 1 6 . DENTON. H R NflC - No 
Detailed Affiliation Olven lOpp 13439 247 24X 

F J c h e 50-234. 03/03/23. B3033900V0 


--0303390096 Public version of revised smergeneg plan Inplementlng 
procedures Including OEP 110-0 re station d 1 rec (or. OEP 120-0 
ra operations dlrsctor S. OEP 130-0 re technical director 
« Commonuealth Edison Co. 62/02/16. 90pp. 12439 237 24X 

Flche 30-234. 82/03/23. 0203390090 


0 Adfudlcatorg correspondence 


0303010204 Foruierde 0 Collins 020317 Itr l.tr should be treated as 
motion to ulthdraie contested Contentions 1-4. Util t. NRC do 
not Object to ulthdraual 

FIIZOERALO.R leham. Lincoln I. Deale 02/03/33 Atomic Oafetg 
and Licensing Ooard Panel. Ip 12069' 233. 24X 

Flchs 30-294. 02/02/32.0203010204 


--8203010206 Partial repIg to first set of Interrogatories b request for 
production of documents Requests permission to lalthdrau 
Contested Contentions 1-4 Relcted correspondence 
C0LLIN8.D Cltliens for Bafe Energg COLLINS. 0 Ouad-Cttg 
Alliance for Safa Energg. 02/02/17. Commonuealth Edison Co 
6pp 12069 333 34X Flche: 30-234. 02/02/32.0203010204 


0203030064 Order scheduling 020310 tslcon re completeness of 
app 1 1 ca t ion. es t ImaCsd completion dates of NRC environ 
aeteeiment 4 eafetg b/lthtSrattUti oP Contention 1-4 

b hearing schedule 

KELLEY. J. L. Atomic 0afelg and Licensing Ooard Panel. 02/03/26 
2pp 12077 341. 34X Flche 30-394.03/02/26.0303020064 


8203080199 Foruards NUnEO-0373 per request W/o end 

COOOARD. R J Hearing Branch 2 03/03/01 C0LLIN8.D Cltliens for 
Safe Energg Ip 12133 129 24X FI che. 30-234, 62/03/01. 02D30C01 39 


0203100198 Foruarde four Cases cited bg A6LD In special prehearing 
conference or der > 1 nd I ca t 1 ng EIA Is adequate rather than E18 
in spant fuel pool proceedings. 

OODDAHO.R J Hearing Branch 3 03/03/03 C0LLIN8.D Cltliens for 

Safe Energg |p 12182; 094 34X Ft c he; 30-294. 82/03/09. 0203 1001 38 


8203100231 Motion to enter stipulated protective order to govern util 
production of proprletarg b confidential Info. 

Certlflcata of Sve and. 

FITZ0IDB0N6. R . Cemmonuiea I th Edison Co F 1 TZOtOBONB. R. isham. 

Lincoln b Beale. 02/03/03 Atomic Gafetg end Licensing Ooard 
Panel 2pp 12179 149 34X F Iche : 30-234, 03/03/09. 020310029 1 


— 8203100362 Stipulated protective order governing Intervenor handling 
of util proprietary b confidential info. 

FITZOIBBON0, R Commonuealth Edison Co MILLER. R Cltliens for 
Safe Energg ROMIC.R Quad-Cltg Alliance for Safe Energg. 
02/02/20 3pp 12179:191. 24X P 1 che. 30-234. 82/03/05. 0203 100391 


6303100391 Pertlal reply to util b lA-IL Oas b Electric Co first set of 
Interrogatories on Contention 7 re vent stocl reanalgslt 
rapt. 

COLLINS. D, Cltliens for Safe Energy. COLL INS. 0 OuOd-Clty Alliance 
for Safe Energy. 62/03/06 Ip 12184:344 24X 

Flcha; 30-294, 02/03/00,0203100391. 


0303120217 Foruards Cltliens for Safe Energy b Quad Cities Alliance foi- 
Safe Energg b Survival respensa to util Interrogatories, 
which should be treated as motion to withdraw Contention 7. 

Util b NRC do not object Related correspondence. 

F1TZ01BB0N8, R- tsham. Lincoln b Beale. 82/03/00 Atomic Safety 
and Licensing Board Panel Ip. 12249 130. 24X 

Flche: 30-294, 82/03/08, 0203120217 


'0303130218 Partial reply to first set of in terrogator les Requests 
Parte A. 0 b C of Contention 7 be wlthdraun 

COLLINS. 0 Cltliens for Safe Energy COLLINS.D Quad-City 
Alliance for 6a (e Energy 82/03/06 C or.ronuea 1 th Edison Co 

4pp 12349 131 24X Fic.he 30-234.02/03/00,8303120217 


8303160427 Sur.mariies util response to ASLO 020226 order Responses 
.jere provided during 620210 telcon 

FI TZ0IBSCN8. R Isho'n. Lincoln b Beale 02/03/11 Atomic Dnlety 

and Licensing Ooard Panel 3pp 12330 099 24X 

Fithe 90-254. 02/03/ I 1 . 0203180427 


6303220106 Forc.ords P Oovan effldevlt In support of Intervenor ruttcu. 
to withdraw Subpart A of Contention 7 

CODOaRO. R 3 Hearing Branch 2 82/03/16 KELLEY, j L. . MaRRKl.l' A . 

rOSTEfl.K F Ato-iic Safety and Lltenalnq Ooard Panel Ip 
12362 277 24X Flche 30-394.82/03/1^.0203220166 


--6203220194 Affidavit of P Sevan supporting withdrawal of CooCentli.ii /A 
No evidence shown to support assertions of Increased health 
b safety risks resulting from chimney falling into spent 
fuel pool 

OEUAN. R Operating Reactors Branch 2 02/03/16 2pp 12J6;*;l'/li 

34X Flche 90-234,03/03/16.0303220186 


0303290223 Order per 030310 telcon Hearing scheduled for 830911 In 
Davenport. lA Contentions 1-4 b / withdrawn Contentions 9.6- 
a b 9 sat for hearing 

KELLEY. J L. . MCRRIB.P a., foster. R F Atomic Safety and Llcanoiny 
Board Panel 02/03/24 4pp 12428 209 24X Flche 90-234. n2/«:i/L’4. 

0203390223 


0203310236 Foewardo util OA dept audits of Joseph Oat Corp Oocumuntn 
Irrelevant to any contentions et Issue 

riTZOlOBQNO. R tsham. Lincoln b Reals 02/03/25 COLLINS-O 
Affiliation Unknown 2pp 12496 173 24X F kc he 90-234. 03/03/29. 

D303310336 


0303310331 Advises irat refueling outage for Unit 3 deferred until 
Sept 1903. enab I Ing util to continue roracklng operation 
FITZOIOOON6. R teha-n. Lincoln b Beale 03/03/36 Atomic Unfuty 
and Licensing Board Panel Ip. 12493 |60. 24X 

Flche 50-354. 83/03/26. 0303310231 


H General correspondence 


0303090431 Notifies that OB Uasaollo has been assigned as chief. 
Operating Reactors Branch 2 

NOI/AK. r. ft. Assistant Director for Operotlng Reactors. 03/02/12 
DELOEOROE.L. Commonwealth Edison Co 3pp 12193 266 34X 

Flche: 30-C0O. 02/02/12. 0303090431 


J Insurance b indemnity Information 


8303390139 Forwards Endorsements 0 to NELIA Binders EO- 1 . EO-3. E U .1. 
EB-29, EO-30. ED-43 b EB-43 

OSTER.J Commonwealth Edison Co 63/03/34 BALTZMAN. J AsoUtnut 
Director for State b Licensee Relations 8pp 13430 203 24X 

Flcha 30-0C0. 03/03/34. 0303290139 


P. Operating license stage documents b correspondence 


8203030269 Forwards comments re radlolnglcal eFfluetrt Tech Specs b 
Offsite Oose Calculation Manual Comments Identify areas 
where submittals appear d e f )c 1 ent. add I justification may be 
needed or contractor unders tand ing of intent incoinplete 
VA88ALL0. D B Operating Reactors Branch 3 03/02/03 CELGEOriOl : . I 

Commonwealth Bditon Co 3pp 12119 008 24X FI the 90-000. 82/02/0 /, 

0303030369 


‘*’-3303030276 Forwards questions re rod lo i op tc o } effluent Tech Opocs b 
Offsite Dose Calculation Matiual submlttols that will be 
addressed In discussion w/utll 

SIMPSON.F B EObO. Inc 03/01/19 HILL18.C A Effluent 
rraatment Systems Branch 33pp 12119 011 24X 

Flche 30-000, 02/03/03. 0203030369 


0303030237 Forwards request for addl info re etpansion of spent fuul 
storage capacity. OHB clearance not required 

UASSALLO. D B Operating Reactors Branch 2. 03/02/08 OELOEtlllOE. I. 

Commonwealth Edison Co 3pp 13093 298 34X FI che 90-234. 02/(>2/Oi4. 

6203020237 


8203020389 Advises that NUTECH Licensing Topical Rypl AOV- l 3-002 N. 
Revision 0. "NUTECH Feedwater Noiile Bypass Leakage 
Monitoring 8ys.“ was provided w/0U2ll submittal Rept should 
be included on facility dockats 

RAUSCH. T J. CormonwesUh Edleon Co 03/02/33. EIBEbHUT.O 0 
Division of Licensing 2pp 13070 360 24X Flche 30-000. 03 /OL'/:ll. 

0303030389 


€203020466 corrtCt»on to 020129 rotpon** to HURE<J-0803 re 

Integrity of BHfi •tre'i tyt piping On# iuertor Of »cro(« pilot 
vPl'ret on wnit »t« r«t«tlt every ojorottn) tytU 

fiAOSCM. T J Ci)<r.«crue«l th Ed I ton Co 82/02/23 EISENKUT. D 6 
Divl.lon cf Llconjlr.g IP 12006 316 24« Flche 90-000.62/03/23. 

0203020466 


6203160042 Aivieet thot inp 1 enentetion of m\jBE 0-0737 I ten Itl 0 3 3. 
improved ln-pl4nt iodine inetrumentJt Ion under Occident 
condition It occeptobte 

CRV/ICKFIELO. 0 Opereting lleoctori Brencn 9 62/02/23 OELOEDROE. L 

ccnesnwealtn Edleon Co 3pp 12329 073 24X Flche SO-OOO, 

03/03/23 0203I6C042 


B203020332 Reepor.dt to Generic Ltr 82-1. 'Meu Applicationt Survey 
Util doe* not plan to luOrit eny eopllcetlon* or regueet* 
for ARC revl*<v prior to 841231 

SnARtZ.E 0 Comnena;## I th Edleon Cc 82/02/24 EISENHilT.O 0 
Olvlelon of Llcenemg Ip. 12077 066 24X Flche 90-000.83/03/34, 

8203030322 


-0203230642 "Ouad-C I t I ee Nuclear Power Station Unit 2,Cgtle 6 Ot.rtup 
I^Com^^nilllJh Gdieon Co. I0/TB2-B 02/03/19 lOpp 13300.296 




8303300191 inform# of deferred Implementation .chedul et f or cod to 
etran: diecharge 4 ye Conpletlon of work at Dratden Unit 3 
tv 920358 Work on r^molninQ thr»d onitt rfoforr^d 
tntll flr 9 t unit refueling outage starting 640901 

rEEO.C Commonwealth Edleon Co 02/03/16 TONrON, II R "J'*'” 
Nuclear Reactor Regulation. Olractor 2pp 12490 069 24* 


8203260032 Forward* "Operating Reactor Power Operated Relief Valve V 
ECC6 Rept*. •• requeet for addl info re THl Action Plen Item 
n K 3 17 rept on outage* of ECC8 He»pon*o raquired within 

VASSALLO.O.B operating Reactor. Branch 2 02/03/17 OEUOEOHOE.l. 

CoeLr--.«lth EdMon Co 3pp 12441 320 24X Fl c he 90-000, 03/03/ 1 7. 

8203260032 


8203190139 Ferward* requtit for addl Info re environ qualification of 
*»fety-r« lated .Itctctcal equljnant 

VASSALLO. 0 B Operating Reactor* Branch 2 82/02/24 DELGEOROE, L 

Commonwealth Edleon Co 3pp 12394 334 24X Flche 90-000. 82/02/24* 

8203190139 


--8203290489 "Operating Reactor Power Oparated Relief Valve 8, ECClI 
Repet," reque.t for addl Info 

OVEfiBECH.O J Franklin ln»tl tute/Frontl In Renaarth Cantar 

NRC '03-01-130 82/02/19 CHOW.E NflC - No Detailed Affiliation 

Given 4pp 12441 323 24X F Iche 90-000, 82/03/1 7. 0203260032 


0203080266 "Adequacy of Btatlcn EleetTicaV Distribution 8y» Voltage*, 
Quad Citle* Stat Ion, bnl t* 16 2.'’ informal rept. Ravi *lon 1 
UOV.A C EG60. Inc FINA-6429 8203060266 82/02/28 

PREVAITE.R L Division of Systaa* Integration Ipott 811003) l?PP 
12160 271 24X Flche 90-294.82/02/28.8203080266 


8203290191 Forward# Revision 20 to CE-l-A. "OA Program for Nuclear 
Generating Btetlon*.” per NflC 820312 roqoe.t 

6MART7.C D Commonwealth Edison Co 02/03/19 HAAOO. U P. Ounlliy 
Assurance Branch Ip 12438 243 24X FI c ha 90-000, 02/03/ 19, 

8203290191 


G203160091 Forwards Franklin Restarch Ctr rtquests for addl Info on 
environ qua 1 1 f Ic atlon of safety-related electrlcel 
equipment {TNI ectlon plan) Info requeeted within 30 days 
CBUTChFIEED, 0 Operating Reactor# Branch 9 82/03/01 OELOEQRCE.L 

Commonwealth Edison Co 9pp 12329 062. 24X Flche 90-000. 

82/03/01 . 8203160091 


8203160211 Forward* addl info 6 status of NUBEO-0737 Items per 811129 
fit B20122 requests. Responses to NRC request for addl info re 
Uqattnghouso flVLtS t summary rept end 

SWARTZ. E 0 Commonuealt.h Edison Co 82/03/01 EtSENhUT.O O 
Division of Licensing 90pp 12306 086 24X Flche 90-000.82/03/01. 

8203160211 


8203110293 Application tP amend App A.lecb Specs to Lltpnses CPR-IO, 
DPR -2 9, OPR -29 P DPR-30* add log second level undervoltaga 
protection relays to onsite power sy* Fee end 

RAUSCH. T J Commonwealth Edison Co 62/03/04 OENTOV.H.R Office 
of Nuclear Reactor Regulation. Director 3pp. 12216 099 24X 

Flche 90-000. 82/03/04.8203110292 


— 8203110301 Proposed changes to Tech Specs. adding second level 
undarvoltage protection relays to onsite power sys Revised 
Page* 41.43.49,49. 146-148 6 190 for Dresden 6 Paget 
3 2/4 2-12 through 16 6 3 9/4. 9-1. -3 6 -4 for Ouad CItlee 
• Commonutalth Edison Co 82/03/04 34pp. 12216 090 24X 

Flth*90-000.e2/03/04. 6203110292 


— 8203990166 Revision 20 to CE-l-A. "OA Program for Nuclear 9anar«ttiig 
Statlone " 

• Commonwealth Edison Co. CE-l-A R20 82/02/17. OOpp 

12438 244 94X Flche 90-000,82/03/19,8203290181 


8203300164 Informs that Quad Cities Station, will not Install ga.eou. 
effluent monitor* until B30701 dua to c onpu tel I ona t (• other 
difficulties w/6plng-4 monitor. Instrument reading 
conversion* not anticipated prior to 020701. 

6WARTZ.E D Commonwealth Edison Co. 02/03/23 EtaENKUT, D 0. 
Division of Licensing 2pp. 12449 1 92 24X Flche 90-000. 02/03/23, 

8203300164 


0 Inspection reports. IE Bulletins 6 correspondence 


8203030324 Forward* IE In»p Rapt* 30-237/02-02,30-349/02-01. 
90-234/82-02 6 90-263/82-02 on 820104-07 & notice of 
violation 

NORELIUS. C £. Olvltlon of Englnoerlng t. Technical Program* 
62/02/16 BEED.C Coramnnwealth Edison Co app 12099 170 347 

Flche 90-000. 82/02/16.8203030324 


■8203030330 Notice of violation from ln*p on 820104-07. 

NORELIUS, C E Olvltlon of Engineering 6 Technical Program* 
B2/02/I6 2pp 12079 |72 24X Flche: 30-000, 02/02/16. 8203030324. 


8203190023 Forward* request for addl Info r. reactor protection syS 
pew.r monitoring sys deslqn mod t modal Tech Spots on which 
to hat* proposed Tech Specs to he submitted In farm of 
request for license mod 

VA&SALLO. 0 E Operating Raactors Branch 2 62/03/00. DELOEURCE.L 

Commonwealth Edison Co 3pp 12354 349 24X Flche 90-000.82/03/04 

8203190023 


8203110001 Generic Ltr 02-04 to all llcenseas of oparatlng plants, 
applicant* for OL 6 holders of CP ra use of IffO 6EE-IN 
program 

EISENHUT. 0 O Division of Licensing. 82/03/09 HAU9PUR0, A 
Consolldatad Edison Co of New Yorl PILANT. J « N.breste Public 
Pewer District TALLNAN. H C Public Service Co of New Hemp shire 
2pp 12291:031 24x Flche 90-000, 82/03/09. 82031 lOOOl 


6203160219 Forwards Svppl 8 to Revision 1 of J Oat 
rept ra high density fuel rac k e* w/reeponse to 
NRC 620208 Ouestlons 12 9 I 6 12. 9 2 
RAUSCH,! J Commonwealth Edleon Co. 82/03/12 
of Nuclear Reactor Regulation, Director 3 pp 
Flche 90-394. 02/03/12.8203160219 


Corp licensing 

DENTON. H R Offtc 
12301:143 24K 


92032^376 Forwartft “Ou^d-Clt in Nut War Pouar Station Unit 2.R«lo<l<i 
CycU 6 Startup T«ftt ftttulta. *' par NRC raquaat* 

RAUSCH, T J Commonwealth Edison Co 89/03/13 VA89ALLQ D n 
Operating Raactors Branch 2 Ip 12380 299 aqx 
Fit ha 90-263,82/03/15.8203230996 


—9203030337 IE Inap Repts 90-237/82-01,90-249/02-01,30-294/02-01 & 
90-269/63-01 on 630104-07. None omp 1 1 anca no tad: fa I lure to 
perform gap measuramant* 6 failure to Include «af*ty relief 
valve thrust loads In IE Bulletin 79-14 evaluation. 

UIN, I T. Olvltlon of Englnaarlng t, Tachnlcal Programs. 03/03/09. 
Bpp 13099 174 34X Flcha: 90-000. 82/02/16.8203030324 


8203030469 Submits monthly statu* rapt ra avaluatlon* parformed In 
r»*pon«e to IE Bulletin 79-14, "Stlamic Analytl* For 
A*-Bullt 8af e ty-Ralated Piping," per 600816 requait 

RAUSCH, T J Commonwealth EdUon Co. 82/02/19 KEPPLER, J 0. Region 
3. Office of Director 3pp 12099:313 24X PI t he : 90-000. 02/02/19, 

0203030469 


8203020346 Forward* •ummary Of finding* from ultratonic in.p Of LPA, LPO 
6 LPC rotor* parformed during Fall 1981 outage. 

RAUBCH- T. J. Commonwealth Edison Co, 62/02/33. EIBCNMUT.D 0. 

Dlvtdon of Llcantlng 2pp. 12077.084. 24* Flth*- 50-269, 82/03/23. 

8303030246 


8203110139 Advltot that IE Info Notlca 82-01, Ravi * Ion t, ''Autlllary 
Feedwater Pump Lockout Resulting From Uattinghouia H-3 
Switch Circuit nod." wa* tent to luted llcantaet. 

* Region 3. office of Director. 82/02/36. Raglan 3. Office of 
Director. Ip 12213 3|3 24x F U he : 90-000, 82/02/26, 03031 10 139. 


o.iujwjuuw» i-oruardt IE intp Rept* 90-294/82- 




820109-0222 No noncomp 1 lane e noted. 

8PE9SAHD.R L Division of Project 6 Roildent Program* 
REEO.C Commonwealth Edlion Co 2pp 12379' 297 24K 

Flche 30-394.82/03/26.8203330001 




82/02/36 



DOCKETED ITEMS 


— 0203330002 IE Insp R»pt* 30-294/02~03 b 30-269/03-03 on 830109-0222 No 
none omp I lane* notao Major arvas Inspactrd TMt action plan 
follouup. oparatlonal tafaty voriflcatlon b LER. IE info 
notica b circular follouup 

CHRISeOTIMOS. N > DUPONT, 8 0 . UALHER.R C Raplon 3. Office of 
Dlroctor B2/03/22 ISpp 13379 299 24K FI c ha 30-394. 03/02/26. 

0203330001 


9203100203 Foruardt reeponca to IE Bullatin 80-11, "Maconr^ Mall 
Datlgn" par R Uallar raquait Raaponaa addraaaaa oparabllltv 
attaaadiant of maaonrv walla 

BUARTZ.E D Coirtnonuaa 1 th Edlion Co 93/03/01 KEPPLER, J 0 Ropion 

3. Office of Director 3pp 12178:1 17 34X FUh a 90-000,83/0:1/01. 

8203100283 


- -0203230379 Mon thill oparatlng ropte for 

TU08B. R C- Commonwealth FdloOli tu (11/09/11 
34 * Flche 30-294. 91/03/01. 9203230370 


lipp 12.111' 


0203230727 Forward* oonthly oparattrig repl* 'J*'’ 

KAL tVl AN4RI 3. N Coireionwoa I tli Eel t eon Co ^ Hl/Ofl/«l.> 
Managoecent and Prcjgran Analgal* tp- l2:illH 17.1 24* 

Ftche; 90-294, 01/00/03. 03033.30727 


tiff lt« 


--0303230731 Honthlij operatlOB r*pt» fur %hi 1 I'/lll. 

7 0006, R C Coirmoriwea Ith Eilleo" Cii (11 /OH/0.3 yipp 
34* Flcha 90-394. 01 /0n/03. 11303230/3/ 


9203170233 Foruardf IE Emargancg Appraisal Rapt* 30-254/02-02 b 
50-369/82-03 on 820110-27 b 0300 Conflrrwtlon of action 
B30302 Itr and 

KEPPLER. JO Raglon 3. Offlca of Olractor 83/03/01 REEO. C 
Commonuaal th Edlaon Co 3pp 13319:091. 24* Flcha 90-334.83/03/01. 

8303170339 


--8303170228 Confirmation of action Itr r* agraamants raachad at 0301.''/ 
amarganeg appraisal Praparadnatt Improvamant 1 tains, amarganc g 
praparadnass evaluation rept b list of open itans anc I 
KEPPLER, JO Raglon 3. Offlca of Director 03/02/02 REEO. C. 
Coimnonuaal th Edison Co. 13pp. 12319.094 24X 

Flcha 30-294, 03/03/01,8203170233 


0203330724 Forward* month Ig operating rept* for Aug IVtll 

KAL I V/ANAKIO. N Co.mronweal th Edlaon Co IJI/OV/OI tiff Ira 

r'anageAent and Progrom Ana I gals. Ip- ’ 12309’ 2/,l 34x 

Flche: 90-294. 01/09/01.0303330734 


- -0203230730 Muothlg operating rept* for Aeig I '/(I I 

TUDOB, R C Coramonwaal t h Edison Co. £11/09/01 llpp 12. HIT 
24* Ftche 90-394.(11/07/01.0203230724 


0203230930 Forward* monthlg opernllng rept* for (let 191(1 

KALtUIANAKia. N CoTiiTonwea I th Edison Cn. (M/ll/<>2 (Iff lie 

Managenent and Program Analgsla- Ip 12:1112 094 2AK 
FlchB 30-294. ai / I I /03. 0303230990 


— 8203170233 IE Energencg Appraisal Repts 90-294/83-02 b 90-269/Q3-02 on 
B30t 16-27 b 0800. Major arsat Insp admlnl s trat Ion of 
tmergoneg preparednsss program, snergenc g nrganl t at 1 on, 
training b emergoneg proceduros. 

PHILLIP8.M . MtCHOLGON. N . AXEL60N. U Division of Emargencg 
Praparsdnsss b Operational Support B2/03/39. 43pp 13319 l06 

34* Flche 90-394,83/03/01.6303170239 


0303110308 Bubniltt revised schedule for completion of IE Oullelln 
79-14, “Seismic Anelgsls For As-Oullt Baf et g-Relatod 
Piping." requirements b control rod drive Insert withdrawal 
piping support mods. 

RAUSCH, T J. Commonwealth Edison Co. 82/03/03 KEPPLER, J. 0 nrglcm 
3. Offlca of Olractor 2PP 12319 111 34X Flcha 50-000. 82/03/02. 

02031 10208 


8303110079 Advises that IE Info Notice B2-03. “Environ Tests of 
Electrical Terminal Oloclis." was sent to listed Ilcansaas. 
e Region 3. Office of Olractor. 03/03/04. Region 3. Office of 
Director. Ip 13213 344 34X Flche : 90-000. 83/03/04. 82031 10079. 


8303190339 Forwards IE Info Notices 83-04, “Potential Oaflclancg nf 
Certain AOABTAI E-7000 Berlai Tlma-Dalag Relags" b 83-09, 
"Increasing Fraquaneg of Drug-Related Incidents. " 

a Region 3, Office of Director. 83/03/10. Commonurolth Edison 
Co. URtOHT.O.N Illinois, State of. Dept. Nuc. Safetg (for.merlg 
Dept Public Health! Ip 13347 090 S4X F Icha : 90-000. 03/03/ lO. 
0203190333 


8303190383 Advises that IE Info Notice 83-06, "Failure of Staam 
Oanarator Prlmarg Side Manuag Closure Studs." waa sent to 
Hated Ilcansaas. 

a Raglon 3, Office of Director. 83/03/12. Region 3, Offlco of 
Director Ip 13349:208 34X Flche 90-000. 83/03/12. 8303190289. 


--E203230964 Mnnthig nporatlng repts f<ir He t I'flH, 

MEIWFORTER. E Comnoni-oal tb Edtsun Cn Hl/ll/l)J 22pp 
12383 099 24 X F Ic ha , 90-394. H I / 1 I /02, H20,T3.!09',1> 


Q2032306Q9 Foimards nonlhlg iipsrntlng repts fur Nov |7(!l 

KAUIVIANAKIB. N Com-nunuo si tl> Edison Cn 111/13/01 Hffics 

Management and Program Aiialgsie Ip 12:109 :I3II 24* 

Flche 30-294, Ul / 1 2/01 . 020:12306(19 


— 8203230692 Month Ig operating rupts for Wuv 19(11 

WEINFURTEIl, E Comnnnwaa 1 th Edison Cn 111/13/(11 JHpp 
12389.329 24X F Ic he : 90-294. HI / 13/01 . II2(*:I3;I06H9 


8203230361 Forward* monthlg uparatlng repts for Her 19(11 

KALIVI ANAKIB, H Commnnuaatlh Edlsnn Cn 112/01 /<I4 (Iff It a 

lianageirenl and Program Anolgslp Ip 12.1114 129 24* 

F I ch* 90-294. 03/01 /04. 020323036 I 


--8203230369 Monthlg operating lepts for liar I7HI 

WE INFUR TER. E Commonua a 1 t h Edison Cn (12/01/04. 3/.|>p 

12394:126 24X F I c ha : 90-394. (12/01 /04, (130:J3;;<MM 


8203190136 Forwards listing of ch anges. tests b eiperlment* r»m(> 
during Feb 1983 

KAL1V1ANAK15 Commonwealth Edison Cu (l3/<i:(/01 CAtiL. (-. tl ( 
of Nuclear Reactor Regulation, Director 4pp 1339/, 2n. j. 
Flcha 30-394. 03/03/01, 03031 9013f. 


8203160439 Forwards .monthlg operating rapt* fur Fal, |9(l3 

KALIVIANAKIO. (4. Commonwealth Edison Cu II2/0.T/0I (Mrai.t 

Office. Office of Inspection and Enf nr c eoieii t. Ip |2 |()9 M 9 
Flc((e 90-294. 02/03/01.020316043 9 


8303230307 Request* Page 2 of 830216 Itr be corrected to read IE Insp 
Repte 90-237/82-01.90-249/82-01,90-294/82-01 b 90-269/82-01 
NQRELtUa, C. E. Division of Englnasring b Technical Programs 
82/03/19. REEO.C. Coirmonwaal t h Edison Co Ip 1 238 r 238 24X 

Flche: 90-000. 82/03/19, 8303230207 


8803230669 Forwards IE Info Notice 83-07. "Inadequate 9acurltg 
Screening Programs." No written response required 

• Region 3, Office of Director. 82/03/16 Commonwealth Edison 
Co. Ip 12388:214 24* Flcha : 90-000. 62/03/16. 8203230669 


8203310432 Submlta monthlg status rapt In response to IE Bulletin 
79-14, re evaluation performed at facilities Rapt content 
addresaas sgs found to be operable Appropriate repairs 
to Bubsgstsm 1SW-90B hav* bsen parformad. 

RAUSCH, T J Commonwealth Edison Co 82/03/23 KEPPLER. J 0 Region 
3, Office of Director. 2pp 12494:268 24X FI c h a: 90-000, 82/03/33, 

6303310433 


--8203160491 Monthlg operating repts for Fob 19(12 

WE I NFUBTER. E Comironwea I tl, Edison Co ME I NFURTEIT, C 

lowa-tlHnols Oas b Elec trie 02/03/02 32pp 12 109 IJf, 
Flche 90-394, 03/03/01 , 0303160435 


S. Raportabia occurrences, LERe b related C or r o open done e 


62O3O903B4 PNO- I 1 1 -83-23 ■ on 0202 1 7, sutic untr ac tnr nondestructive 
Level til eiomlner signature falsified on ultrasonic insp 
cor 1 1 f 1 cat 1 on t . WOr 1 of four enplogaos re-oxamlnod 
WARD, K. 0 , Danielson. D H Region 3. Office of Dlrectiir 112/ 
Ip 12132 261 24* Flche 90-294 , 02/03/ 1 0. Oa03030:)(l4 


6303160196 Forwards LER 83-003/01T-0 

KALtVlANAKt9. N. Commcnuealth Edison Co. D2/03/0:) Ki P|'| | ll. 
Region 3. Office of Director. Ip 13299 107 24 * 

Flche; 90-269. 82/03/03, 82031601 3* 


R Periodic operating report* b rolsted c orre ipondonc t 


8203230370 Forwards monthlg operating rept* for Apr 1981 

KALIVIANAKI8, N. Commpnwealth Edison Co 81/09/01. Office of 
Management and program Anaigslt. Ip. 12364:393. 34X 

Flcb# 90-294, 01/09/01.8303230370 


-8203160171 LER 03-003/011 -0; on e30333.wbUa performing re*, 
hgdrostatlc pressure test. teal found In control tod drive 
Cause undetermined Fillet weld made around wlthdrowol Hn 
at point of entrg to flonga b CRD returned to ewe 
CLARK. D Communweal th Edison Co. 02/03/ O.'l Reoinn i 
Director 3pp. 13399.108 24* F I ch e 30-369. ||3/0:i/(j". iL 


a303230Sl'» For^9Pl« tER 03-003/03^*0 

M^LIWtAhAKlS. W Ccff-’oPuea I th Edison Co B3/03/11 KEPPlEB* J 
Rejton 3. Off ICO of PtPOt tor tp 13303 095 3«X 

ruse 50-ab5. 63/03/ U. ©303230519 


--8303330S3b L€fl a3-003/03L-t) on 030334 . a Iff » r jntta 1 pponure suicih 
OPIS a-l350'VB» felleO tc opefat* Caused 4r>st«uiaent 
drift Siji ten recalltr h tested latu f «c tor i H 

RE’/NOLDS. S CcinonuBaJ th EiUoi> Co 83/03/11. Res l or 3. Office 
of Director. 3pp 13303 08A 24X Fiche 90-3d»5. 82/03/ 1 !• 

0300330519 


OliCKET 3C-3 !iI> POIMT BEPC'I NUCLEAR PUAMt . CtJlt V 


F Secoritv. nedlcal* ecsergenC:j t firs proCecCtofi plaoa 


0203230309 FoPiardi IE E*er;enti| Prrparojneee Appraisal Repti 
3O-2«>f>/03-O3 ;> 50 301/93- 03 on 030104-15 5 SO If 
conf imat ten action Itr 

kEPPLER.*/ O Region 3. Office of Director 63/03/11 CWflBTriti.O 
Wisconsin Electric Posier Cc 4pp 12365 190 34X 

Ficho 50-346.03/03/11.9203330389 


--0303330097 Confirms 630114 agreeirrnte bst^jeen NRC & plant staff 
following NRC energrneg preparedness appraisal Onsite 
e*er;oncg organliatlon 8. energeneg plan t ra in i ng/r e t raining 
shall 5s coa-plete.! Og 030319 

HEPPlER. J C Region 3. Office Of Director 83/01/21 FaY. C W 
Wisconsin Electric Rcuer Co. 13PP 13393 194 34X 

Fiche 50-366.63/03/11.0303230369 


0203030373 Provides info re eirergencg proper edne s s . 1 n response to 
830131 confirmation of action itr.lnclodes Info re exergancj 
plan t ra 1 n Ing /re t rain mg. imp 1 e.*ent i ng srstructlons S. 
neteorol ng Ic a I 1 ns tro'en t at Ion 

FAV.C U Wisconsin Electric Pos-er Co 62/03/10 KCPPLER. J 0 
Region 3. Office of Director 3pp 12097 309 24X 

Fiche 50-366. 83/02/10. 6203030273 


0303090336 Act receipt of 830129 Itr modlfglnj ICCfR.App R fire 
protectlo.n cisrption regueet Evalcatlon of reguast uill be 
Fcir the onl ng. 

Clara. R a operating Reactors Oranch 3 02/02/lB FAy.C M 

Uisconsln Electric Poa/er Co 3pp 13192.063 34* 

Fiche 30-366. 82/02/10. 9203090326 


0203030161 Confirms eitanston of d-ae date i<nt i I 02032? For response to 
828311 emergeneg preparedness a p pra t sal . per 830216 talcon 
HIUD..J.A Division of Erergenc s Preparedness 6 Operational Support 
62/02/22 OURSICIN. B Wisconsin Electric Poaor Co Ip 12103 333 
24* Fiche 50-266.62/02/22. 0203030161 


0203170245 Forwarijs c ue.'c oma-arJ cards 6 status sheets to he used In 
020309 erergeneg preparedness eserclse 

FAY.C U Wisconsin Electric Wewer Co 03/03/01 REPPUER-J 0 
Region 3. Office of Director 63pp 13310 309 24* 

FI cue 50-366. 82/03/01. 8203170245 


B303I00108 Act receipt of 020311 Itr Informing WRC of initial tasting 
i subsequent retest of prompt public notification sgs Sgs 
fulls operational as of 830306 

HtWO. J A Division of Emergencg Preparedness 6 Operational Support 
63/03/04 auR&TEIN.S Wisconsin Electric Power Co Ip 12161 259 
24* Fiche 30-366.03/03/04.8303100100 


6303158330 Releases public version of revised p.sergencg plan 
Imp 1 enant Ing proceduies 

FELTD‘1. J.M Division of Rulas and Records 62/03/09. Oocumpnt 
Management Branch tp 1.7310 304 24X F i c he 20-266. 03/03/09, 

0203130320 


--0303130325 Forwards public version of revised amergoneg plan 
Ir.p 1 ement Ing procedures, me 1 uJsng Procedures EPIP 11.4 re 
personnel d ec ontamina 1 1 on & EPIP 12 4 re personnel esposure 
guide lines Receipt for— enc \ 

FAY.C W. wiscenstn Electric Power Co 62/03/22 OENTOSl.H (I 
Office of Nuclear Reactor Regulation. Director. CLARR.R A 
Operating Reactors Cranch 3. 4pp 12310 263. 24* 

fiche 50-266, e 2/03/09. 0203150330 


— 8203150328 Public version uf revised e.-ergeneg plan implementing 
procedures. Inc luting P v c,t eduT es EP IP li 4 re personnel 
dec onta-lnatmn 6 EPIP 13 4 re personnel eifosurs 
guidelines. Revised table of contents enc 1 . 

• Wisconsin Electric Peuer Co 02/01/29. 0Opp. 13310 209. 34* 

Fiche 50-266.03/03/09.6203150320 


8203160502 Releases public version of revised e-ergencq plan 
tdvpiemrnt Ing prccepvres 

FEUlON. J. M Division pf Rules and Records 62/03/13 Oocu.rent 
Management Branch Ip 12342 17 7 34* Fir be 50-266.82/03/12. 

8203160502 


--8203180505 Forwards public version of revtesd esergeneg plan 
imp lanentlng pracedures. including Procedures EPIP I 3 re 
prbtacttve action eva lua tlon. EPIP 6 2 re plant evacuation 
& £P[P U 1 re onsite first aid Receipt form enc I 
FAY.C W uisccniln Electric Power Co 82/03/01 DENTON. II B 
Office of Nuclear Reactor Regulation. Director CLAfiR. fl A 
Operating Reactors Branch 3 2pp 13342 178 24* 

Fiche 50-246.03/03/12.8303180503 


--8203180310 Public version of revised emergeneg plan tirplement Ing 
procedural. Including Procedures EPIP 1.3 re protective 
action e va I ua 1 1 on. CP I P 6 3 re plant evacuation 6 EPIP II 1 
re onsite first aid assistance 

* Wisconsin Electric Power Co 03/03/36 53pp 12343 100 34* 

Fichs 50- 266. 02/03/ 13. Q303100302 


U20323023 3 Ac 1 receipt of 820300 Itr re withholding of portions of 
pttacrcisnts to b»RC 820211 Itr Infn withheld 
Iref lOCFRS 7901 

PEPPLER.J 0 Region 3. Office of Director 82/03/12 BI/R3TE1N.Q 
Wisconsin Electric Power Co Ip 12379 003 24* 

f tcl.s 53-266. 62/03/12 0203230233 


— 0203230339 Requests that portions of NRC D20211 Itr transmitting 
erergeni^y p r spar sdnsss iir.p lenten tat ton approtsat rspt hs 
ol thb e I d 

FAV.C U Wisconsin Electric Power Co 03/03/06 KEPPLEH. J O 
Region 3, Office of Director 2pp 13379 CB4 34X 
Fiche 50-266.83/03/12.8203230233 


O Adjudicators correspondence 


6203310174 Potion to certtfg ASI.C deterirlnat 1 on In 020302 order Page 9, 
re sua sponte question- to Co.-mlsston A1 ternat Ivelg requests 
aSLB forward order lu Ofc of General Counsel 6 Commission 
for Com-lsslon determination Certificate of 8vc enc 1 
CCW.HANI. 0. 7 . kEURICK. J R . DAVI8.F X West Inghoiise Electric Curp. 
83/03/23 Atomic Bafetg and l.tcpnslnj Board Panel. 9pp 
12070 316 24* Fiche 50-266. 03/03/23- B3030 10174 


6303020449 Motion for reconsideration of Part IV of A8L8 020319 
memorandun 2. order Prior policy that contentions need to be 
completely enu.nerated until filing of motion concerning 
Ittigable Issues should be reinstated W/Cer t 1 f 1 ca t e of Bve 
ANDERSON. P Wisconsin's Environmental Decade 82/03/24. Atonic 
Safety and Licensing Board Panel 3pp 1 2005 260 24X 

Fiche 30-366. 03/02/24. B3 030 2044 9 


8203020803 Memoranduc 6 order denglrsg Uestinghouse 830233 iratlon to 
certify sua sppnte question Confidentiality Issues do not 
lall utthln scope of sua sponto limitation of I0CFR2. 760a. 

Order Is Interlocutory 6 not subj to appeal. 

DLOCH. P. 0 Atomic Safely and Licensing Board Panel 82/03/36 
westlnghouse Electric Corp 4pp 13077 326 24* 

Fiche 50-266.02/02/36.8203020083 


8203100308 Objection to 4dml ssslb 11 1 ty of RA Wiesmann 6 TO Colburn 
testing on confidentiality Issue Intervenor copy of 
wlesmanp testl/sonq does not include alleged Investnent cost 
re sleeving U/Cer 1 1 f i cat e of 3vc Related correspondence. 

ANDER8CN. P Wisconsin's Environmental Decade 02/02/27. Atomic 
Gafetg and Licensing Board Panel 4pp. 12179 073 24* 

FIc he 50-366. 83/02/27. 0303100308 


8203040363 Response to Wl Environ Decade first interrogatories 6 
request for production of documents on full-scsie sleeving 
program Affidavit <> Certificate of Sve enc 1 

CHOflCMILL.a W Wisconsin Electric Pouier Co CHURCHILL. O U Shaw. 
Pltt-ian. Potts 6 Trowbridge 03/03/01. Wisconsin's Environmental 
Oecads. Jlpp 12118 339 24K Elchs 50-266.83/03/01.6203040263 


8203040335 romorandue 6 order advising that partlae need not continue 
to file progress rspts on discovery Parties required to 
adhere to established discovery schedule 

CLOCH. P 8 Atomic Safety and Licensing Board Panel 82/03/01. Ip 
12115 069 24X Fiche 50-366. 83/03/01.8203040325 


8203040370 Opposes Ml Environ Decade request that reporter transcribing 
telcon prepare separate page sirr-nar 1 1 Ing schedules 
eslabl I shec. Schedules would be subj to reporter 
int erpre tat ion. 8vc list encl 

CM‘JRCHILL.0 U Shau. Pittman- Potts & Trowbridge CHURCHILL, D. W. 
Wisconsin Electric Power Co 62/03/01 OlOCH.P. S. . KLINE. J.R. 
PAXTON. >1 C Atomic Safety and Licensing Board Panel. 3pp. 

12114 356 24* Fithe 30-366. 02/03/01,0203040370 


6303160175 Forwards attachments to P Anderson 820333 affidavit nbt 
under trade secret order of P3C Of WI 

ANOERSDN. P Wisconsin's Envlro nrenta 1 Decade. 82/03/04 
OlOCH.P B . KLINE.JR., Paxton. H C. Atomic Safety and Licensing 
Board Panel l5pp 12303 O|0 24X Fiche: 30-366. 92/03/04. 

8308160173 


0303190349 Motion for consideration of portion of ASLO 830336 
mamorandum 6 ord*r In uhfch A6L0 refused to Poruard 
detarmlnatl on ra <ua sponte to question to Qfc of Oeneral 
Counsel (< Coniinleslon Certificate of 6vc enc 1 

COVmAN. Q 1 . HCnRICK. >) R . DAVIB.F X Uestlnghouse Electric Cnrp 
03/03/09 Atomic Oafetq and Licensing Board Panol 13pp 

13349 330 24X Flche 50-366.03/03/09.0303190345 


B303160173 Ansuer opposing 111 Environ Decade 030334 notion to 
reconsider ASlB 030319 nemorandiin 6 order. Part 10 Mo 
objection to alternative trotlon that order be clarified. 

Certificate of Swc end. 

CHURCHILL. B U. Ulsconsin Electric Pouer Co CHURCHILL. B U Ohau. 
Pittman. Potts t. Troubridge. 03/03/10 Atomic Safety and 

Licensing Board Panel 6pp 13303 033 34X Flche 90-366. B3/O3/I0. 

0303160173 


920331049B Requests ang AELAO decision rendered In docket Commission 
B303I6 order alludes to A5LAB decision 

ANOERIION. P Ulsconsin's tnvlronireota 1 Decade 83/03/34 M 30 W 1 ;. T 

Atomic Sofetg and Licensing Appeal Panel Ip 13493 337 34X 

Fvthe 30-366.83/03/24.3303310490 


8303310630 Foruards EL Murphg B30334 affidavit clarifying 030333 
af f Idavl t 

OACHfiANM.R 0 Hearing Branch I 03/03/34 DLOCM. P B . KUINE.3 8 . 
PAXIUM. H C Atonic Safety and Licensing Board Panel Ip 
13491 070 34X Flche 50-366 83/03/24. 02033 10630 


8303390219 Meirorandun 6 order re questions on lfesttn;house conf tue«ttol 
Info 

01. C1CH. P D Atomic Safety and Licensing Board Pane] 83/03/39 Ip 
12439 310 34X Fictie 50-266. 02/03/39. 0203290319 


030317039B Response to PH Environ Decade 030237 objection to admission 
of testimony on confidentiality Issue Decade objection to 
deletion of Info re amount of money espanded to develop 
sleeving progrem unteerranted Certificate of Bvc encl. 

COUAN.B. Z > KENRlCK-.l R . 0AI/I3.F X Plest 1 nghouse Electric Corp 
82/03/11. Atomic Safety and Licensing Board Panel. 9pp 
13317 108 24X Flche 90-366. 03/03/11.0303170390 


8303170409 Forwards Pages 1 2 to II Ohopor 790331 testimony. 

Inadvertently omitted from Encl 3 to TO Colburn 030339 
testimony, per 830304 commitment 

DACMMAHN. R O. Office of the Ececutive Legal Director 83/OJ/ll 
BLOCH. P. B. • KLINE* 3 R. • PAXTON. H C Atomic Safety and Llcensltig 
Board Panel 3pp 13317:114 24X Plche 30-266.03/03/11.0303170409 


0303170004 Response supporting Pll Environ Decade 030234 motion for 
reconsideration of ARLO 030319 order ASLD reqiitremont 
that Decade comply w/crlterla for late filed contentions 
Is procedural change Certificate of Bvc encl 

OACMMANN. R. 0 Hearing Branch I 02/03/19 Atomic Safety and 

Licensing Board Panel 9pp 13319.242 24X Flche 90-366.02/03/19. 

8203170084 


8203100294 Responds to 830302 Itr If UI Environ Oocado possesses addl 
bases or grounds for Issues to be raised which have not been 
Ident 1 f 1 ed. then Decade has not responded fully Co NRC 
interrogatories or compiled w/AGUO directions 

BACHMANN. R. 0. Hearing Branch I. 03/03/19. ANDEROON. P Hlscotisln's 
EnvlTonnental Decade. 3pp. 13334 349. 34X Flche. 90-366. S2/03/ |3. 

0303180294 


II General correspondence 


0303170631 Opposes licensee 020137 6 0309 requosl to eicend interval 
between steam generator insps t. to rely on full-cycle 
Insps GInna Incident Impels necessity to require Imnedtate 
shutdown 6 insp 

AH0ER6QM. P Mtsconsln's F.ovtrotMr.ontal Decade U2/03/13 

OENTON. H R Office of Nuclear Reactor Regulation. Director 2pp- 

13319 313 34X flche 50-366. 03/03/ 13. 03031 706JI 


J. Insurance 6 indamnity Infornatlon 


82033402/6 Forwards Endorsement 9 to Ntl.lA Binder ED-IO. FndorseicenC 9 
to NELlA Dlniler £0-19 t. Endorsement 67 In NFUlA Policy 
NF- I 70 

UUNOAS.U J utsconstn Electric Power Co 02/03/19 Antitrust 6 

Economic analysis Branch (Utility Finance) 4pp 12399 159 34X 

Flche 90-366.03/03/19.0300340376 


P Operating license stage documents 6 c (irrespcindenc e 


0303010001 Addl response to FOIA request fur 30 categories of documi-nti 
re NUREO-0660. "NRC Action Plan." Forwards documents listed 
In Apps A.OiC & D Info partially withheld (rpf FOIA 
Ciemptlon 5) 

FELTON. U M Olvlston of Rules and Records 01/00/04 MADDEN. 1 J 
Kay e • 0c ho ler . Flerman.Hays 6 Handler */pp 13730 006 34X 

Flche 90-940, 01/08/04.8303010001 


0303330303 Order extending time until 830330 for Commlsslnn to act to 
review ALAB-666 

CHILK. B J Office of the Secretary of the Commission 03/03/16 
Commissioners ip. 12399 049 24X Flche 50-266. 02/03/16. 

0203220303 


— 0009201041 Forwards status of operating PUMi auilliary feedwaloi sys 
evaluations for Usstlnghuuso. C-f. 1. B6VI tlQGS plants 
MATTHEU3.P. R Auxiliary Systems Branch 00/03/39 OEN'AROVA.V 
Auxiliary Systems Branch 14pp 13760 339 24X 

Flche 90-000.81/00/04.8203010001 


0303230194 Memorandum 6 order denying HI Environ Decade B20324 motion 
to reconsider 820319 decision except to extent memorandum 
clarifies ASLB language. Prlvi lege granted to Decade 
rescinded since rationale disappeared. 

BL0CH.P.8. Atomic Safety and Licensing Board Panel 02/03/19 
Uitconsln's Environmental Decade. 9pp 12301 145 24X 

Flche: 90-266, 03/03/19. B303230194 


--0010290264 Dl scusses potential problem w/outoi»alic initiation of 
containment spray If safety injection slynal is reset 
Problem is result of seme ECCS 6 engineered safety feature 
Initiation logic designs that do not au tuma t ica I I y restart 
ERNST. M U Division of Safety Technology 00/09/30 LAINAIJ. 0 C 
Assistant Director for Safety Assessment. 3pp 13760 173 34X 

Flche 90-000.01/00/04.0203010001 


0203290601 Advises that licensee will respond to AOLB second 
question In 820304 telcon in brief to be filed on 
020408 Sve list end 

CKunCItlLL. B. U Shsie. Pittman. Potts 6 Trowbridge a Vtlsconsin 
Electric Power Co 03/03/22 BLOCH. P 0 , KLINE. J R . PAXTON. II C 
Atomic Safety and Licensing Board Panel. 3pp. 13409:166 34X 

Fie ha: 90-366. 03/03/33. 0303350601 


0303390391 Answer supporting West Inghouse 020309 motion for 
reconsideration of ASLO 030236 memorandum 6 order. 

Decision on withholding proprietary info substantive & 
sua sponte rule app I icab Ic. U/Cer ti f 1 cate of Bvc 

CHURCHILL. B. U. Wisconsin Electric Power Co CHURCHILL. B U Ohau. 
Pittman. Potts 6 Trowbridge. 62/03/24. Atomic Safety and 
Licensing Board Panel. *7pp‘ 13433:017 34x Flche: 50-266. 82/03/24. 

8303390391 


B3033t0491 Advises that NRC will not respond to Uestlngbouse 029309 
motton for reconsideration of AOLB 620226 memorandum &■ 
order. 

BACHMANN. R 0 Hearing Branch 1. 03/03/34 BlOCH.P B , KLINE. JR . 

PAXTON. H C. Atomic Safety and Licensing Board Panel. Ip 
12492:391. 34X Flche: 90-366. 02/03/34. 02033 10491 


0203310493 Requests time for Commission to act to review aOLAB decision 
be ctlended until 10 days after receipt of document. 

Commission 820316 order alludes to ASLAB decision 

ANDEfiSON.P. Wisconsin's Environmental Decade. 63/03/34 CHILK. BJ 
Office of the Oecretary of the Commission. ip. 12492 350 34X 

Flche: 90-266, 82/03/24, B2033 10493 


— 0203010220 Forwards Ml Ernst 000930 memo re potential problem of 
negating automatic Initiation of containment spray If 
safety injection signal is reset Info necessary to evaluate 
reliability of ECC8 t CGF Initiation logic 

SCHROEOER. F . Division of Rafety Technology 00/09/30 BEttNERU.Ii 

Division of Rystems & Rrllabtltty Research Ip 13760 1/4 L'4X 

Flche 50-000.81/00/04.8303010001 


8203110307 Forwards audit supporting Hatleton Labs America. Inc ofc 
provider of radiological sample analysts svc. 

FAV. C W Wisconsin Electric Poiver Co 01/13/09. HEPPLER. J O . 
0E8IMAN.N.M J. Region 3, Office of Director 37pp 12316 046 L*4X 
Flche 90-266.81/13/09.8203110307 


0203030061 Outlines concerns arising from review of Tech Specs rc 
containment cooling sys operability Tech Spec change request 
responsive to concerns should be sopmittod within 60 days 
CLARK. R A. Operating Reactors Dranch 3 82/03/10 DURBrCIN. H 

Wisconsin Electric Power Co llpp 13109. 167 34X 

Flche 90-266.83/03/10, 0303030061 


0203030067 Requests notification if NRC under s tanging that util did nn 
request deviation from NUSEG-0737 Item It F I 3 requirement 
to Install two cdhtdlnment radiation monitors- Is Incorrect 
CLARK, H A. nperatlng Reactors Branch 3 03/03/11 FAV.C W 

Wisconsin Electric Power Co 3pp 12100.360 24X 

Flche 90-366, 83/03/11.0303030067 


94 


DOCKETED ITEMS 


05030301 16 1 04 4» 1 1 ^*94 a ^ *" 

co-*iJnlc Jtlon » ti«v* on J»r*®nn*l r •<iui<‘ement* nenJed to 
at«ure la^e & ^*ll^bl* oporatlon in reOFonie to BIOISI I tr 4 
t.\)BEO-0634< ml o jhlft staffing crttoria 

FAV'C u m»£cn4in Eloctnld Po-er Co B5/03/lfl HEPPlEB-J O 
Region 3. Offjc# of Dlroctor 33pF 15106 lOI 2AH 
fHht 30-566. 02/02/ IB. S203030I 16 


9303090350 Foruardt rcqoott Pof «4dl Info tb tafotg evaluation 
<on£*rnlnj ovlron qva 1 1 f I cat! on of »a fatg-r »lat od etodtncal 
equipment Retponte requotted within 30 daqs 

CtAftA.fl A Llcentlng Branch 3 B3/02/JB PM.t W MVttontVn 

Electric Po.ar Co Opp « 3192 078 24* Flcha 30-266,93/03718, 

9303090530 


0303100044 Advl »•» fat TMI Action Itom |1 O 3 3 re improved In-plant 
iodine I nttrumentat ion ondpr accident cond I t lon», c oneldercd 
resolved 

CLaPKvR a Operatt^g Me«ctorB branch 3. &2/0S/}B FAY.C W 

Ultcontln Electric Power Co 2pp 12191 2AX 

FIcho 30-266. 83/03/10. 9303100044 


8303030710 Forward addl documents deter Ibod in 810139 Itr, in responee 
to 820107 Itr reqoeitlng addl info re environ qua 1 1 f 1 ca t ion 
of jafetp-rel ated electrical equipment W/o one I 
FAY.C M Mieconrin Electric Power Co 83/02/32 OENFON.H R 
Office of Notlear Reactor Regulation, director. CLARK, fl A 
Operating Reactort Branch 3 If 13096.274 34* 

Flche 30-366. 63/02/33. 8303020710 


--0JO334O32O Author ties utltlratlon of Affidavit* AU-00'33 l< AU-00-33 t< 
juttlfy withholding of flovltlon I to "Point Beach Steam 
Oenerator Sleeving Rep t " 

UtESEKANM. R A Hestlnqhoute Electric Corp. 83/03/04. DENTON. fl.R 
Office of Nuclear Reactor Regulation. Director Ip 12394; 146. 
24* Flche 30-366.03/03/11.8303340314 


0303330101 Forward* roqoeet for addl info In retpon** to NURE<)-0737 
Item It 0 I re RCS ventd Roigont* require within 43 dag* 

Clark. R a Operating Reactor* Branch 3 B3/03/H FAY. C ti 

Ultconiln El*ctrle Power Co. 6pp. 12421:309 24* 

Flche 30-266. 03/03/11.8303230101 


0303320234 Submit* tgnoptl* of Item* dt*cu«*e<l during 020302 telcon re 
automatic Initiation feature* of auilllarg feedwatar eg* 
fay. C W. Uleconein Electric Power Co 02/03/16. DENTON. H.R. 

Office of Nuclear Reactor Regutetton. Otrac tor. CLARK. R A 
Operating Reactore Drench 3. 3pp. 13339:034 34* 

Flche 30-366. 03/03/16. 8203320334 


9303240190 Inform* that Ue* t inghout* rept, "Point Death Steam Oenerator 
Sleeving R«g t . WCAP-9960. Revlelon I (Profrle targl . HCAP-9960. 

RevKIon I." we* incorrectlg marl ed. Ent ire rept ehould be 
conetdered proprleterg Corrected vereion to be eant 030332 
0AV18.F * We*tlnghO»*» Electric Corg. 82/03/19. OEMTOM.H. R. 

Office of Nuclear Reactor Regulation, Director CLARK. R. A 
Operating Reactor* Oranch 3 Ip 13393:389 24* 

FUh» 30-366.92/03/19.8203240160 


92Q3020321 Forward* tentative echedule for eubmlttal of 6-month *• 
9-«i?nlh rept* on outitandlng rt«fon*e it*™* concerning 
Nl;BEC-06l2 re control of heavg loade.per NRC BSOSOl requett 
FAY.C M WI»con*tn Electric Power Co. 02/03/33 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactor* Dranch 3 3pp 13000 079. 34* 

Flche 30 - 366 . 83 / 03 / 33 . 8203020331 . 


D Inepeition t eport*. IE Bulletin* t> correipendence 


0303238389 Forward* IE Emergencg Proper edne** Appreiial Rapt* 
30-266/83-02 & 30-301/03-02 on 030104-13 h 30 I. 
confirmation action Itr 

•AEPPLER.J 0 Region 3. Office of Olrector 03/03/tt BURSTEIN.Q 
Ultcnneln Electric Power Co 4pp 133B3: 190. 34* 

Plche 30-266.83/03/11.0303330389 


8S03I70031 Pprward* »afttg evaluation lupporting «ubmittels for 
KUfieO-0737 Iten* II F 1 I S. 1 1 F I 3 Requeit* for delayed 
implementation of NL('1EO-0737 item* re accident eionltorlng 
provMlon* for determl net t on of effluent* being reviewed 
CLARK.fl A Opereting Reactor* Branch 3, B3/03/33 FAY.C H. 

Wieconein Electric Po*..er Co. 3pp. 13327'373 34* 

Flche 50-366. 82/02/23.8303170031 


8303040363 Inform* that requested analyse* of effect* of tr6n»iei«t 
voltage* present during twitching t. motor starting 
operation* will be completed bg 630301 

FAy. C U Nl*cpn*ln Electric Power Co 03/03/36. DENTON. H R. 
Offic* of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Ip 13113:304 34X 

Flche 30-366.83/03/26.0803040369 


— 0303330397 Conflrma 8201 1 4 agreement* between NRC 6 plant staff 
following NRC amergeneg praparedn*** appraisal . Ortsll* 
etnargeneg organliatlon t. energeneg plan tralnlng/retralnlng 
shall be completed bg 820218 

HEPPLER.J O Regions, Offltb of Olretlar 02/01/21. FAY.C M 
Uleconein Electric Power Co 13pp. 13389 194 . 34X 

Ficha 90-366.83/03/11.8303330389 


--0203230400 IE Emergencg Praparedn*** Appraisal Repte 90-366/85-03 b 
30-301/83-03 on 820104-13 t< 30.H*jor area inepected special 
appraisal of o.mergencg preparednett program. 

PAOLIARO. J A ■ JANU9KA, A 0 . EELBERO.M E. Region 3. Office of 
Director 83/03/11 37pp. 13383:306 34X Flche; 30-366. 03/03/1 1. 

8303330309 


0203120004 PO-ER PLANT StTIMO AND 0E8I0H iNIAKt And oiacfAROE ErrfcuM 
AT POINT BEACH WJCLEAB PLANT ON LAKE MtCHtOAN BIOTA AND 

FISHERIES 

HICKCY. C R. Division of Engineering. hLl.9£0'08l6 92/02/30. 6.lpp 

Avalletle at NT18 *4 30 12333 ISO 34X F 1 c he. 30-366. 83/03/20. 

8203130004. 

9203160210 Forwards revised Pag* I of Attachment 1 lo 830310 Itr so 
min staffing reqol r aments, per NI/REO-0634 

FAY.C U utsconstn Electric Power Co 83/03/08 KEPPLER. J O 
Region 3. Office of Director. 3pp I '2298 294 247 

Flch*: 90 -366, 82/03/03. 82031 60210 


0303110001 Oaneric Ltr 92-04 to all licensee* of operating plant*, 
applicants for OL «. holders of CP re os* of INFO OEE-IN 
program 

EISENHUT.D O Olvielon of Licensing 83/03/09. HAI/BPURO.A 
Consolidated Edison Co of New York. 2pp 12391 031 34X 

Ficho 30-000.03/03/09.6203110001 


B303I70333 Forward* addl info re Irll action Items for Identlf It atl on t. 
environ qualification of oqulpmont Installed. 

FAY.C W Ulscpnsln Electric Power Co. 03/03/11. DEWTON.H R 
Office of Nuclear Reactor Regulation, Director 6pp 12346.300. 

24X ruha: 90-366. 83/03/11,8303190233 


8203030161 confirms titenslon of due date until 820339 for response to 
930211 emergencg preparednee* appraisal. par B30S16 talcon. 

HIND. .X. A Division of Enorgaticg Praparedn*** b Operational Support. 
83/02/33 BUR8TEIN.0 Ulscon«ln Electric Power Co Ip. 13103:333 
34X Flcha 90-366. 03/03/33.8203030161 


8203010883 DItcu**** completion of flr«t 10-gr Inservlc* imp interval 
on 81 1230. For ward* summarti of eiams b Tech Spec 19 4. 3. D. 

Tech Spec Chang* Request 43 must be approved to sffectlvelg 
develop b implement second lO-gr plan. 

FAY.C. U Uleconein Electric Power Co 63/03/33 DENTON.H R. 

Office of Nuclear Reactor Regulation. Director S9pp. 13069:176. 
34X Flche; 90-366, 82/03/33. 8303010289 


— 0303010306 Tech Spec 19. 4 3 re intervlca inep of prlmarg sgs 
component* 

• Wisconsin Electric Power Co. 01/11/10 39pp. 13069:303. S4X 

Flche 90-366. 83/03/23. 0303010303 


-8303010377 Application for amend to License DPR-34, consisting of Tec 
Spec Change Request 43. changing Tech Spec* 19.4.2 re 
Intarvlc* 1 nsp of safetg cla(* component*. 19. 4. 9 re pump b 
valve test*, 19 4. 7, 19 4. 8 b 19 6 9. 

• Wisconsin Electric Power Co. 77/03/17. Office of Nuclear 
Reactor Regulation. Dlractor 3pp 13069 319. 34X 

F 1 c h a : 30- 36 6, 83/03/33. 63030 1 0383 


0303240314 Forwards proprleterg version of Revision 1 to ‘'Point Reach 
Steam Otnerat or Sleeving Rept." coneisting of results of 
addl testing to verlfg resistance of sleeving eatl Bve list 
end Rept withheld iraf I0CFR2. 79D) 

FAY.C W Wisconsin Electric Power Co. 93/03/11. DENTON.H R 
Office of Nuclear Reactor Aegulatton. Director CLARK. R A 
Operating Reactors Branch 3. 3pp 13394; {43. 24X 

F 1 c h * 90- 366 . 82/03/ 1 1 , 03032403 1 4. 


— 0203010304 Proposed Tech Bpac Change Request 43. changing Tech Bpee* 
19 4. 3, 13 4 3, 19 4 7, 19. 4 B b 19. 6 9 re Inserwice insp of 
safdtg class component*. 

* Ulscontin Electric Power Co. 77/03/17. 8pp 13069:333. 84X 

F 1 c h * ; 90-366 . e 3/03/33, B3030 10383 


83031 10139 Advl ses that IE Info Notica 82-01. Aevlt Ion I. “Auxlllarg 
Faeduiater Pump Lockout Resulting From Westl nghous* W-3 
Switch Circuit Nod." wa* sent to listed licence**. 

• Region 3, Office of Director. 83/03/36 Region 3, Office of 
Olrector. Ip 13318:313. 24X Fichet 90-000, 83/03/36, 83031 10139. 


UUUIVCICU IlCIVId 


S30313039B Foruards revldu document record to atiuro thet tn#o uhich 
NRC It tupplying to contractor* re Inteivlc* ln*p relief 
rtquettt It current 

CLARK<R. A. Operating Reactort Oranch 3- 02/02/36. FAY. C U 

Miteontln Elettrtc Power Co. 7pp 12339 177 2tX 
FicDe 90-266. B2/02/26. 0203I2039B 


B30319OS0B Foruard* request for add) info re retponse to IE Ouilpttn 
00-0t< "Analqelt of PUR Main Qteam Line Break U/Continoed 
Feedwater Addition. “ Retponte needed within 43 days. 

CLARK. R A Operating Roactort Branch 3 03/03/26. BunSTEIN.S 

Uitcoptln Electric Power Co 7pp. 12372 041 34X 

Ftche; 30-266. 82/03/26. 0203190300 


82030S0372 Ack receipt of 02020Q Itr Informing NRC of ttatv* of 
Invet 1 1 gat i on in Identifuing 1. itolatlrig leakage of 
trltldted water In groundwater dltcutted in IE Intp Reptt 
30-266/81-24 1. 30-301/81-25 

HINO. J. A Olvltlon of Emergency Praparednett (> Operational Support. 
82/03/01. B0R8TEIN.B. Ultcontln Elactrlc Power Co. Ip 12132 136 
24X Flche: 90-966. B2/03/01 . B203090372 


— B203090377 Retpondt to NRC B30106 Itr transmitting IE Intp Repls 
90-266/01-24 4. 90-301 /8i-29. requttt 1 ng that info in util 
B00416 Itr be updated re invettlgat Ion for sourcet of 
tritleted water in groundwater. 

FAV.C.U. Ultcontln Electric Power Co B2/02/08 HEPPI.ER. J. 0 
Region 3. Office of Otrector 3Ipp 12132:19/ 24X 

Flche 90-266. 82/03/01. 8203090373 


8303100177 Forward* "Annual Rotultt h Data Rept 1981." per Tech Spec 
19.6.9. 1. G ra etaam generator intarvlca intp. pertonnal 
occupational aipoturaa 1. detcrlptloni of facility change*, 
tett* ti etper latent*. 

fay. CM, Ultcontln Electric Power Co 82/03/01 KEPPlER» J O 
Region 3. orrice of Director Ipp 12179 000. 34X 

Flche: 90-266. 63/03/01.8203100177 


--8203I00I83 "Annuel Reiults t. Deta Rept 1981." 

a Ultcontln Electric Power Co. 82/03/01. 99pp 12179.0UV. ?4x 

Flche: 90-366. 82/03/01. B203100177. 


8303320906 Bummarg Of 820127 moating In Otthatda.MD w/uttl re steaffl 
ganerator addg currant Intp Interval. 

COLBURN. T. 0. Operating Raactors Branch 3. 02/03/09 CLARK. R. A 

Operating Reactori Branch 3. llpp 12374.209. 24X 

Flche: 90-266. 83/03/03. B303230S06 


8203110079 Advise* that IE Info Notice 82-03. "Environ Tett* of 
Electrical Terailnal Blocks." was ssnt to listed licensees 
e Region 3. Office of Director. 82/03/04 Region 3, Office of 
Director. Ip 13313:344 34X Flche : 90-000. 83/03/04. 83031 10079. 


8203190339 Forwerds IE Info Notices 82-04. "Potential Deficiency of 
Certain AOASTAT E-7000 Serlas Tlpe-Delay Relays" 6 82-09, 
"Increasing Frequency of Drug-Related Incidents." 

• Region 3. Office of Director. 82/03/10. Commonwealth Edison 
Co. Ip. 13347.090. a4X F icha : 90-000. 82/03/ 10. 82031 90339 


BS03I9O289 Advises that IE Info Notice 83-06. "Fetlure of Steam 
Ocnerator Prlaierv Side lienuay Closure 8tvde." was sent to 
listed licensees. 

a Region 3. Office of Director 83/03/13 Region 3. Office of 
Director. ip. 13349:208. 24X Flche: 90-000. 82/03/12. 8203190283. 


830332Q4B3 Forwards requttt for eddl info re teclllty ASME Code XI t. 
Tech Spec Interylce intp requireaient* to facilitate review 
of flret lO-yr inservica Intp. Info thoutd be submitted 
within 30 days of receipt of Itr. 

CLARK.R.A. Operating Reactors Branch 3 82/03/12 FAY.C U 

Uleconein Electric Power Co. 4pp. 12392-116. a4X 
Flche: 90-366, 82/03/13, 8203230483. 


8203360368 Forward* IE Intp Reptt 90-366/83-04 «, 90-301/83-04 on 
830310. No noncooip 1 lenc* noted. 

HIND. J. A. Olvltlon of Project ti Resident Progreme. 82/03/13. 
BURSTEIN.B Ultcontln Electric Power Co. 3pp. 13434:123. 24X 

Flche: 90-266. 83/03/13.8303360368 


—8303360281 IE Intp Repti 90-366/83-04 t> 50-301/83-04 on 830130 No 
noncompllence noted. Major area* tnepected : prompt public 
notlf icatlon/idarntng tyt. 

QULDEMOND. H. , HAOUE, R. , PATTERSON, J Division of Project 6 
ReMdent Program*. 83/03/11. 9pp 13434:124 84X 

Ftche: 90-366. 82/03/12. 8303360368 


BS03330669 Forward* IE Info Notice 62-07. "Inadequate Security 
Screening ProgreA*. " No written retponte required, 
e Region 3. Office of Director. 83/03/16. Commonueel th Editnti 
Co. Ip. 13388:314. 34X Flche : 90-000. 82/03/16. 8303330669. 


B20336033S Ack receipt of 1320113 Itr Infornltiy NRC of steps taken to 
correct violations noted In IE Insp Hspts 90-266/01-19 A 
30-301/01-21 

3PE66AR0. R L Division of Project b Resident Programs 02/03/19 
OwnSlElU.S Mtsconsin Electric Power Co Ip 13424 077 24X 

Flche 30-366. 03/03/19, B2O3260298 


- 8203260363 He tpond* to NRC 811213 Itr re violations noted In IF In 
Repts 90-266/81-19 «. 30-301/81-31 Corrective actions 
operating personnel Instructed to use caution when 
conducting repairs in vicinity of control board 

FAV.C H Utsconotn Electrlr Power Co 02/01/13 HEI’PLCR. U O. 
Region 3. Chicago. Office of the Director 101/03/011. 7pp 
12424 070 24X Flche: 30-266. 03/03/ 19, fi203360S9£l 


n Periodic operating reports *. related e orro spend enc e 


0203230420 Foroiardi monthly operating reptt for Mar 1901 

FAV.C.H Uisconsln Electric Power Co 81/04/13 Office of 

Management and Program Analysis. Ip 123B3 337 24X 

Flche 30-366, 81/04/13. 9203230420. 


— 8203230433 Monthly operating ropts for Mar IVfll 

FAV.C U Uisconstn Electric Power Co 01/04/08 8pp 12383 3 
24X Flche 90-266. OI /04/ 1 3. 0203230420 


8203190393 Forwards monthly operating reptt for Apr IVOl 

FAV.C U Ulsconsln Electric Power Co. 01/09/12 Office of 

Management and Program Analysis Ip 12390 342 24X 

Flche 90-266. 01/09/12.0203190393 


--8203190398 Monthly operating repto for Apr 1901 

FAV.C U Ulsconoln Electric Power Co 81/09/07 8pp 12330:3. 
24X Ftche: 60 - 266 . Ol /09/ 1 2 . 8203190393 


0203090309 Forwards "Semiannual Monitoring Rept. Jul-Oec 1981.'' Rrpt 
contains info re plant releasos.neu fus 1 r e C e 1 p ts. onvl ran 
radiological monitoring 6 leak testing of snwrcos 
FAV.C U Ulsconsin Electric Power Co 02/03/01 DF.NIUN.II R 
Office of Nuclear Reactor Flsgulatlon. Director ]p 12133 3<)‘J 
Flche 90-266. 02/03/01 . 0203030311 V 


--B203030391 "Bern I annua I Monitoring nepk,3ul-Dec 1901 ' 

e Ulsconsin Electric Power Co 81/12/31 13,-ip 18133 306 

Flche 90-26 6. Q2/03/0I. 8203030309 


8203100177 Forwards "Annual Results t. Data Hept 1901,' per Tech lipui 
19 6 9 1 Q re steam generator Inservlce 1 ns p. personna 1 
occupational eiposuret 6 deec r I p t Ions of facllltj changst. 
tett* b aipcrlmentt. 

FAV.C H Ulsconsin Electric Power Co 02/03/01 KEPf'LER. 2 (>. 
Region 3. Hfftce of Olret tor Ipp 12179: OtlO a4X 
Flche 90-266. 82/03/01 . 02031001 77 


—8203100182 "Annual Results b Data Rept 1901 " 

« Wisconsin Electric Pumer Co e2/0'J/0t . 69pp 13179. 0B9. 
Flche 90-266. 02/03/01. 8203100 1 77 


0203160363 Forwards monthly operating repls fur Feb 1982 

FAV.C M Ulsconsin Electric Power Co 03/03/11 MRC - Mu 

Oetatled Affiliation Given Ip. 12306077 24X 

Flche: 90-266, 82/03/11. 8303160363 


— 0203160366 Honttily operetlng r«pts for Fsb l'>Q2. 

FAV.C U. Ulsconsin Electric Power Co. B8/03/OQ. Opp 13306 <) 
24X Flch* 90-266.02/03/11.0203160363. 


9203300179 Bubmlts correcttone to manihly operating reptt for Nov-lie 
1981 b dan-Feb 1902 

FAV.C. U. Ulsconsin Electric Power Co 02/03/24. NRC - N» 
Detailed Affiliation Olven Ip 12490:203. 24X 

Ftche: 90-266. 82/03/24.0203300179. 


B. Reportable occurrence*. LERe b related correspondence 


8203110161 Forward* LEfi B2-003/01 T-O 

FAY, C. M. Wlscontln Electric Power Co. 02/03/02. KEPPLER. J 0. 
Region 3. Office of Director. Ip. 12212.242 24X 

Flche: 90-266, 82/03/02. 8203 1 10 1 6 1. 


"0203110167 LEK 02— 003/01 T—O: on 820217 . duT Ing surveillance testlfig* 
emergency diesel generator 30 failed to operate Caused by 
Sticking shutdown solenoid plunger an Mooduard type UOB 
governor Solenoid c leaned . chec k ed b generator tested 
FAV.C U Ulsconsin Electric Power Co 02/03/02 RiqtOn II. 

Office of Director 3pp 12212 243 24X Flche 50-266.02/03/0: 

82031 10161. 


erj3l1C>v'/J forv*r:% LtW /03U -0 

FAY C W WUCO*'**'' GltClYK Power 
Seotsr 3. Office ■:» P»re;tor Ij 
Fi<re SC-PSS P?r03/O*'G203llCC0G 


Ca G2/03/04 i*EPPLER. .< 
12214 Ol2 24X 


G 


-e aanPPA Itr t> /\ttsth<»eot A r«tpon«® to 


Bojlon 4. Office 'sA* " 

of Coloeaio lOpf 18302- 127. 24* 

0*7 /A*!/ 1 n. n20323091 6. 


enc I 
CO'.Llr.S 
Public Service Co 


-62031 lO'.CS LEP G2-0S4/03L-O on 82020i. Jcf mg meery.ce teftmj. 
aifle'eMHI pre»»vr» lo^trunent 4007 for ejilUars OQ 

au«» faap »c<,n< looutio Pro»«iW <4w»e4 Ps folluf* to 




e;c3iiccj;2 


0i-j3itc244 Fcruarao LF.G 82-005/01 '-0 
FAY. C w p#i»ccrtin Electric Po.-er 
Pesitn 3 Cfficr of Oireitcr Ip 
Ficre 5 j-ieo 62/03/00. 830Hft0544 


CO 02/03/00 WEPPLEB-J 
12300 208 24* 


U 


-62031*0545 LEP e2-035/0lT 01 on 020222. Fot ioi Ce»t 
*,te<>.El>e4 w/1444 t%4n l-,r cocUn< perloi found 
CO Oivlder w 4 l> in •pert fuel pcol Coueea by Tec* 
<*»l$ i^'terp re tat icn 

FAV C w Mt«ccn»»n £\ntT\t Pow«r Co Qtf/OJ/Oe 
Office of Director 3pp 12300 209 24» Ftc/ie 

62031*0544 


4aTp)(v ^ two Pu&l 
placed nett 
Spec 

50-366e 63/03/08. 


T Haarinj fa'^iCrlCtS on non-ant t trust fritters 


8203090108 Trjn,tri?t pf 020304 preheerlng conference m Wa4* In jton. PC 
Pp I C6«'l. 17/ . 

♦ Atc^lc Safety CtcenSing Board Panel 62/03/04 9,ePP 
291 24J Ficti« ?0-2i-6 02/C3/04. 6203090100 


P Ojerotinj l.cenee .1*9' document* t 


0203090130 H.4u.4t. peyment of 011230 Invoice r. 01102A I. 30 

appUcetlon* for temporary Toch 0pec» .,f q „ 

MaiER.W 0 Llcen.e Fee MoO.gemPnt Bf^ncb 

Public Service Co of Colorado Ip 18173 030 a®* 

Flc^e 50-267. 02/02/84. 0203090130 


0503160127 Advl*.* t6»t 4e»t9n mod, to liquid ivo.t. dl.th.rg® plP»nO 

.Jill bo co.npleted by 020300 , - . n-jyn2/2A 

WAREHBOuRO.D Public Service Co of Colorodo 02/Oa 86 

COLLINS. J T Region 4. Offlco of OlrycLor Ip 18300 197 ..4X 


0203160487 Forward* Interim Rept 21. "Initial Approach to Power loot* 
C6-Ser tes >. *' ^or parlod «ndlf>fl 011122. ^ 

HABEMB0U90. 0 Public Service Co of Colorado^ 88/03/01 

COLLINS. J I Haylon 3. Office of Olrector 8pp 18303:184 84* 


8333a704C<) VsTuito* «A Nleteminn •■-pp ler.ental preflled Cettlmony 
Pelsced ccrre tponaenc e 

CavIS.F * Wettinyboote Electric Corp 02/03/23 GlOCh.P S 
Atceic Safety and Hc»r-»»n9 Board Piin*l Ip 1243b 164 24» 

Ficlie 53-266.82/23/23.0203290409 


--B803160433 "Initial Approach To Power T«*t* IO-0»r la* ) . " Intorlm llept 
21. for period ending 811122 

• Public Service Co of Colorado 02/03/01 36pp. 12.11)3 186 

24* Fiche 30-267. 02/03/01.0803160427 


--S20329C424 Supplementary tettimony of BA Ml etemann in reaponee to AST B 
queiticnc rai»ec In 820304 telcon No ff.S! »td« apply to 
eleeviny procctc-to define required safety tests 
Certificate of SvC enc 1 Belated correspondence 
wCESEfwiN.B A Wisconsin Electric Power Co MIEBENann.B a 
W estlnyrccte Electric Co/p 02/03/23 /pp 12436 165 24X 

Fuse 50-266. 02/03/23. 0203290409 


DOCAEl 50-267 FCRT 81 VOAIH IfjCLtAB CENEnAtlllO 3TAT10M 


F Secvrity. medical, emergency 6 fire protection plan* 


6203100016 Scbmits Info re proposed study of public response to 
eoerpency e.ercise Proposed study is evaluated to terns of 
need. purpose 6 results CRNL was advised t.Tat proposed stud^ 
not needed 

ClaBK. B A Operating Reactors Brancs 3 02/02/22 MAB£nB3\JB0. D M 

Public Service CO of Cotoraoo 3pp I2I9I 269 24* 

Pith* 50-267.02/02/22.8203100016 


9203090765 Forwarde Amend 23 to License OPn-34. lafety evAluatlon t. 
notice of Issuance S availability Amend modlfla* llcen** to 
parent possession of addl quantities of byproduct matl*. 

KOZHVCZ.O Operating Reactor* Oranch 3 03/03/08. LfE.O H. I'ubllc 

Service Co of Colorado 3pp 18173.335. 24* P Icho ■ 30-367. 

82/03/02.0203090763 


0203090770 Amend 23 to LUen*o OPn-34. mod I fy I ng I lean*® to pormlt 

po«set*lon of addl quantltle* of byproducl matl 

CLARK. BA Operating Reactor* Oranch 3. 03/03/03 8Vpp 

13173 339 34* FI che 30-867, 83/03/03. 0303090765 


--9203090782 Safety evaluation supporting Amend 83 to Llcened Dl’n-J4 
a Office of Nuclear Reactor Regulation. Olrsctor 08/03/08. 

13pp 12176 006 84* Flth« 30-367.03/03/03.0303090763 


— 0803090707 Notice of Issuance ti availability of Amend 23 to l.lt»n»» 
OPfi-34. 

CLARK. R A Operating Reactor* Oranch 3. 03/03/03. 3pp 

13176 030 84* Fiche 30-367.83/03/03.8303090763 


6503120258 nettase* public version 6t licensee respbnss to nRC second 
round questions re radiological emergency response plan 
PEL ION. d n Division of Roles and Records 02/03/00 Docu"'cnt 

ranagement Granch 1? 12555 051 24* Ft cbe 50-267. 02/03/00. 

0203120258 


--0203120260 Forwards public version of response to ARC second round 
questions re radiological emergency response plan Response 
based or. evaluation of each specific area 6 820104 6 15 
discussions w/NRC emergency appraisal audit team 
UARenscuBO. 0 u Public Service Co of Colorado 02/02/26 
Clark. R a operating Reactors Branch 3 tspp 12235 052 24X 

Fiche 50-267.83/03/08.0203120230 


0203220306 Act receipt of 820132 emergency plan update Quarterly 
revttior.s will be submitted until 820801 

COlLInS.j r Region 4. Office of Director 83/03/13 lEE.O H 
Public Service CO of Colorado Ip I2J59 093 24* 

Fiche 33-267. 82/03/15.6203220306 


6203330747 forwards coairents re 020203 safeguards contingency plan 6 
020212 training 6 qualification plan Reply requested within 
30 days of receipt of Hr w/o and 

CLARK, R A Operating Reactors Branch 3 82/03/16 UAREHSOURO, It. W 

Public Service Co of Colorado 3pp 12397 253 2sx 
flCht 50-267.82/03/16.0203230747 


8203100333 Advi set that tnitallatlon of primary coolant auslllaru *9* 
loop Split mods began in early Nov 1981 S has boon 
completed Startup i. callbv of *y* will contlnu* during plant 
startup. 

BHEV.H L Public Service Co of Colorado 03/03/03 KU7MVC7.W 
Office of Nuclear Reactor Regulation, Director. Ip. 13163:103. 34* 

Fiche 50-267. 82/03/02. 8303100333 


0203160337 Discusses agreement between NRC & util for mod* to 
proposed callbr 1, functional testing program for Qge 81 
HAD6EN. 0 L Division of Resident. Reactor Project ti Englneerllig 
Program* 03/03/03 UAREMGOURO, 0 Public Service Co of Colorado 
2pp 12307 3 le 34X Fiche 30-267.82/03/03.0203160337 


8303230439 Su-smarg of B20816 meeting u/utll in BetheadA.HD re 
fluctuation teeting up to lOOX rated power, review of data 
obtained prior to installation of region constraint devices 
6 actions necessary to lift 70X power restriction. 

KUZMVeZ,© Operating Reactors Branch 3. 83/03/03. Operating 

Reactors Oranch 3 400pp 18391 363 34X Fiche; 30-367, 02/0^/03, 

0203230439 


B203110D01 Generic Ltr 88-04 to all licensees Of Operating plants, 
applicant* for OL 6 holders of CP re u*e of INpO BEE-IN 
program 

ei6F.NHUT.D0 OfvUton of Ltcenilng. 63/03/09. HAUSPURO. A. 
Con*oHdated Edlton Co. of New Vort. 2pp. 13331:031. 34K 

Fiche 30-000. 83/03/09, 8303110001 


82O33&0I96 Foru^rdt ‘'Inlttdl Approach to Pouer T* 9 tt (O-Seri ss ) . " 
tnt.rjm R»pt 22 for 011123-620222 

UAREt10aun0> D Publtc Borytce Co of Colorado 62/03/12 
COLLINS- J T Rogion 4. Office of 01 roc tor 2pp 12423 084 24« 

FI the 30-267. 02/03/12. 0203260196 


--0203260203 "Initial Approach to Power Teste 10-9Brie«l." Interim Hept 
22 for 61 1 1 23-020222. per Tech Specs Section 7 3 la 
* Public Service Co of Colorado 02/03/12 4pp 13423 086 

24X FI Che 30-267. 02/03/12.0203260196 


B303230467 Forwards fees for teirporarg change reguestlng relief from 
Limiting Conditions for Operation 4 2 7fc> L change to 
administrative section of Tech Specs resulting from lMt-2 

lessons learned 

UARENSOUROr 0 Publtc Service Co of Colorado 02/03/16 

HILLER. N □ License Fee Management Oranch 2pp 12411 100 24X 

FI Che 30-267. 02/03/16. 020323046 7 


6303230200 Forwards Amend 26 to License Orn-34. safety evaluation <■ 
notice of Issuance t. availability Amend limits possihle 
release of primary coolant activity through primary closure 

seals 

KU7MYCZ.O. Operating Reactors Oranch 3 82/03/18 LEE- O R Public 

Service Co. of Colorado 3pp 12426 173 94* Flche 30-267. 

02/03/18. 8203230208 


0203230210 Amend 26 to License OPR— 34 limiting possible release of 
primary coolant activity through primary closure seals 
CLARK. R A. Operating Reactors Branch 3 02/03/10 17pp 

1^426 170 24X Flche 30-267.82/03/10.0203230200 


--0203230216 Oefety evaluation supporting Amend 26 to License D(’H-34. 
s Office of Nuclear Reactor Regulation. Director. 02/03/18 
10pp. 12426 193. 24* Flche 30-267.02/03/10.6203230200 


— 8203230220 Notice of Issuance & availability of Amend 26 to (. I cense 
OPn-34 

CLARK. R A Operating Reactors Branch 3 02/03/lQ 2pp 

12426 203 24X Flche 30-26"/. 02/03/ 1 6. 6203230200 


0203300093 Advises that all com.sents re ORNL repts util be directed 
to branch, per NRC 820222 Itr. 

UAREMBOURO. D tf. Public Service Co of Colorado. 82/03/23 
CLARK.R.A. Operating Reactors Branch 3. Ip. 12446 260. 24* 

Flcho: 30-267. 82/03/23. S2033000? 3 


8203300136 Forwards responses to TUI Action Plan Items I A 3 1. II I) 2. 
II B, 3. II B 4. U e I 2. II E 4 2 «• II F 1. por Generic Ltr 
02-03 

WAREMBOORO. D. 14 Public Service Co. of Colorado 09/03/26 
CIBENHUT.D.O Division of Licensing 3pp 12449 179 24X 

Flche: 30-267, 02/03/26. 0903300136 


0. Inspection reports. IE Bulletins & correspondence 


8203010139 Updates util efforts to meet c omul tmonts to upgrade 
Instrument power sys at facility per IE Bulletin 79-27. 

""Loss of Non-Class IE Ins trumentatt on & Control Power Sys 
Bus During Operation '" 

BREY. H L Public Service Co of Colorado 82/02/01 COLLINO. .1 T 
Region 4. Office of Director 3pp 12070 136 24X 

Flche 30-267, 62/02/01.0203010139 


8203160439 Forwards IE Insp Rapt 30-267/02-04 on 020202-03 No 
noncomp 1 lance noted. 

COLLINS. J.T. Region 4. Office of Director 02/02/12 LEE. OR 
Public Service Co. of Colorado 2pp 12306 030. 24X 

Flche; 30-267. 02/02/12,0203160439 


—8203160446 IE Insp Rept 30-267/82-04 on S20202-03 No noncomp 1 1 ance 
noted. Major aroas 1 nspec ted . meet 1 ng s u/resldent inspector. 

1 icensee. pr Ivate c itl lens. school officials 8. telcon w/state 
official 

HACKNEY.C.A . COLLING. J T Region 4, Office of Director 
82/02/12. 4pp 12306:031 24X F I c he 30-267. 82/02/12. 6203 160439 


8203160236 Forwards IE Insp Rept 30-267/02-02 on 820101-31 
No noncompitance noted. 

MAOSEN. 0 L Region 4. Office of Dlractor 02/02/16. UEE. 0 R 
Public Service Co. of Colorado. 2pp. 12299 034 24X 

Flche: 30-267, 62/02/16. 6203160238 


— 8203160241 IE Insp Rept 30-267/82-02 on 820101-31. No noncomp I lane e 
noted Major areas Inspected: survel 1 lance. malnt. long-term 
shutdown, p I ant operat 1 ohs. c Irculars. reserve shutdown sys 6 
core safety limit. 

DICKERSON, H U. . PLUHLEE. 0 L . NESTERMAN, T F Region 4, Office of 
Director. 02/02/03 10pp. 12299 036 94x Flche 30-267, 02/02/16, 

8203160236 


6203030443 Forwards Revision 1 to It" Info Notice 02-01. "Auilllary 
Feedviatei Ptmp Loclout Resulting From Uestinghouse U-2 
Switch Circuit Hod." u/currocted Figure 3 l> Table 1 
COLLINB. J T Region 4. Office of Director U2/02/26 Public 
Service Co of Colorado 2pp 12134 138 21X Flcha SO-OOO. 

02/02/26. 02030S0443 


0203160326 Forwards IE Info Notice 03-03, ""Environ Tests of Electrics 
Terminal Blocks"" for review 

CCLLIN8. J r Region 4. Office of Director 02/03/04 Public 
Service Co of Colorado 2pp 12307 OS4 24* Flcho 30-000. 
02/03/04. 0203160336 


0203330339 Submits addpiidur to 820211 ltr transmitting IE Safeguards 
Insp Rept 30-267/01-30 Info withhold Iref lOCFfl/D 2l> 

COLLINS. J T Region 3. Office of Director S2/03/00 LEE. 0 It 
Public Service Co of Colorado Ip 13412 08b 24X 

Flche 30-267. 02/03/00. 0203230239 


0203160367 Forwards IE Info Notice 82-04. ""Potential Deficiency nf 
Certain aOASTAT E-7000 Series Time-Delay Relays."" t, IE Info 
Notice 02 03. 'Increasing Frequency of Orug-Relatod 
Incidents ' 

COLLINS. J T Rogion 4. Office of Director 03/03/10 Put lie 

Service Co of Colorado 2pp 12300 097 24x Flcha 30-000. 

02/03/10. 0903160367 


0203960174 Oubmils final response to IE Oullettn 80-06. "ESF Renet 
Controls ' Enel summery of evaluation tests verifies tl.at 
each valve of stoam/water dump sys remains in actuated 
made following reset of actuation signal 

lee. OR Publtc Service Co of Colorado 82/03/11 COLL 1N3 . ,1. T. 
Region 4. Office of Director lipp 12423 340 24* 

Flcha 30-267.03/03/11.0203260174 


8203190333 Forwards IE Info Notice 82-06. 'Failure of Dtear Oonoratoi 
primary Qlde Manway Closure Studs 

COLLING. J T Region 4. Ufflco of Director 02/03/13 Public 

Service Co of Colorado 2pp. 12349 '204 24x Flche 30-000. 

02/03/12. 0303 190333 


0203220330 At k receipt of 020211 ltr Informing NRC of stops tak an to 
correct violation noted In IE Insp Rept 30-267/01-35 
MADSEN. O L Reactor I’rojocts Oranch 02/03/16 LEE.O 11 Public 
Oervico Co of Colorado. 2pp 12339 209 34* Flcho 30-267. 

02/03/ 1 6. 0203220330 


--0203230339 Responds to NRC 030113 Hr re violations noted In IL U.i 
Rept 30-267/01-23 Corrective ac tl ons . prog ram initiated to 
control time limits on serve 1 1 lane a s. A1 1 Involved personnel 
made avars of previous scheduling problems 

LEE.O R Public Service Co of Colorado 82/02/11 CGLLINO. J. 
Region 4. Office of Director 9pp 12359.291 24* 

Flche 30-36 7.02/03/16.0903220338 


0203220343 Ac k receipt of 030120 t. 0222 Itrs Informing NRC of stc-ps 
taken to correct violation noted In IE Insp Hept 
30-267/01-26 

HA08EN.0 L Reactor Projects Branch 82/03/16 LEE.O R Public 
Service Co of Colorado 3pp 12363 133 34X Flche 30-267. 

02/03/16. 0203220343 


--0203220343 Responds to NRC 011222 ltr re violations noted In 11, In 
Rept 30-267/01-26 Corrective actions prior to iralnt of 
diesel generator sets alternate generator will be tested 
Affidavit enc 1 

LEE.O. R Public Service Co of Colorado 82/01/20 COLLINS..! 
Region 4. Office of Director 6pp 12363 133 24X 

Flche 30-267.02/03/16.8203330343 


— 8203220346 Responds tu NRC 011323 Itr re violations rioted In IL In 
Rept 30-267/61-36 Corrective ectlons revised std clearance 
format to Insure clearance will not violate requirements 
Prior to returning sys to sve addl review required 
LEE.O R Public Service Co of Colorado 02/02/22 C0LLIN3. .1 
Region 4. Office of Director 37P 13363. 161. 24* 

Flche 30-267.83/03/16.0203220343 


0203230270 Forwards IE Info Notice 02-07. "Inadequate Securltg 
Screening Programs "' 

COLLINS. J T Region 4. Office of Director. 02/03/16 Public 
Service Co of Colorado 2pp 13370' 334. 24X F Ic he ■ 30-000. 

02/03/16. 8203230270 


R Periodic operating reports it related correspondence 


B303170107 Forwards annual operating rept for 1981 

UAREMBOURO. 0 Public Service Co of Colorado. 02/02/26 
COLLINS, J T Region 4, Office of Director 2pp 12314 000 24 

Flcha: 30-267. 02/02/26. S203170187 


— 82031 70iea Pus lie Sve Co of CO. Fort 8t Vrain Kr./cleor 0»n«r«t log 
S to t ten. A'loua I Operating fiapt 11.1*76]." 

a Public Sarvieo Co of Colorado B2/02/2* 73pg 12314 010 
S4K Fi<ti 30-267.82/02/26.6303170187. 


S303170430 Foruard* "ApOual Rapt of Chanjat. Fostt St Eiparlmcott Not 
H«<iulrlr >9 Prior Ccmirlti lot> Approval Pursuant to 
10CFR30 39«al. l<?8l ' 

UARenBCLRG. D Public 8»rvlc« Co of Colorado 83/03/01 
COLLINS. J T fieploK 4. Office of Cltottor app 13316 3*17 34* 

Flcfo 30-367.82/03/01.6303170430 


--9203170433 '‘Annual Rept of Chan gof . Te «t« 6 EepOTlment* NoCRaquirilig 
Prior C o-'^l 1 1 1 on Approval Pursuant to lOCFRSO. 3P(a). 1*781 " 
a Public Sarvlco Co. of Colorado 82/03/01. I4pp 12316 39*7 
24* Flea* 30-367.83/03/01.8303170430 


83031003.31 For^aro* ^•ontMv cparating rapt for Jan 1903 
WARCraOJ.RO. O Public Service Co of Colorado 62/03/04 
OAM^ILI-.M P Offtco of Nuclear fleactor Regulation. Director 3pp. 
13183 276 241C Flcte 30-267. 82 /03/04. 82031 00331 


-•8303100478 Konthlg operating rept for Jan 19'83 

r'CfiRlCe.l- n Public Service Co of Colorado 62/02/06 Ipp 
13183 370 247 FI che 30-367. 83/03/04, 83031 0033 1 


9203100336 Foruard* rpnthig operating rapt for Feb 1963 
kiARCHOOuRO. 0 Public Service Co of Colorado. 82/03/09. 
Director's Office. Office of Inspection and £nf ore t.-rnC . 3pp. 
12181 037 347 Ficto 30-267,62/03/09.8203100335 


--8303I00337 Monthly cperating rapt for Feb 1963 

HCepiDE.L.n Public Service Co of Colorado 83/03.'09. Ip 
13181 038 34X Ftcbe 90-267.83/03/03.8303100336 


0303340219 Forwards nontMg dperatlng rept for Feb J982 
IfAREFBOintO. 0. Public Service Co. of Colorado. B3/03/IB 
OAMMILL.M. P Operating Reactors Assossakant Drench 2pp 13399 0-89 
24X Fiche 30-267.82/03/18.630334031*7 


S Reportable occurrences, uERs b related correspondence 


8303010339 Forwards LER 03-C03/03U-0 Detailed event analgsts end 
WABEMBOUBO. 0 Public Service Co of Colorado 82/03/19 
COLLlhS. J. 7 Region 4. Office of Director 4pp 12070 130 2411 

riche 50-267.83/03/19.8203010021 


— 0203010027 lER 82-003/036 -0 on 830132. one drain ralfunctlon pressure 
Jtfferentiel sL.ltcfi on IC helluei circulator found lass 
consarvative than Tech Specs. Caused hj dlrtv contacts 
Cdhtacts cleaned b exstt" recallbr 

fOLLErt.C Public Service Co. of Colorado 83/03/19, Region 4. 
Office of Director Ip 12070 134 24X Ficbe 90-367.82/02/19, 

620301C029 


8203010160 Forwards LER 82-002/03L-0 Detailed event analvslt end. 
WAREKOOUnO, D Public Service Co of Colorado 83/02/19. 

COULINS. J I. Region 4. Office of Director. 9pp. 12070 193. 24X 

Fiche 90-267, 82/02/19. 8203010160 


--8S03010164 UER 02-002/031. -0 on 920121 . during surveillance testing- 
ui/reactor Shut down, firee loss of bearing water pressure 
differential sultcbes found u/setpoints less conservative 
than required Caused bq instrument drift Switches rtcallbr 
fuller. C. Public Service Co. of Colorado. 82/03/19 Region 4. 
Office of Oipcebor Ip 12070 200. 247 Fiche 90-367.03/03/19. 

0203010160, 


9303160236 PNO- tlf-02-OOB on 020304. two plant uorlers received minor 
Contanlnatioo while uorhlng on Instrument line In reactor 
btdg.nne worker succcssfullg decontaminated Second worker 
sent th h<»S 9 for further decontemlnet Ion 

* Region 4. Office of Director 82/03/09 Ip. 13299 066 24X 

Fiche 30-267.83/03/05.8303160236 


9303170160 For-jards LER S2-007/0IT-0 Detailed event enaigsli end 

RARF.tlDOURO. D. • MOCRC.P F.. FVLI.ER.C Public Service Co. of Colorado. 
83/03/08 Cai.LI.NB. J 7 Region 4, Office of Director 7pp 
12313.337 24X Fiche: 90-267, 82/03/08. 8203170160. 


--8203170189 LER 62-007/01 7-0; on 820222. contr ol rod pairs for regions '/ 6 
SB did not Insert automatical Ig following manual scraoi. 

Posstblg caused bg binding or sticking of control rod drive 

mcchantsm Control rods eierclsed to eliminate stlcllng 

FULLER. C Public Service Co. of Colorado. 83/03/08 Aiglon 4. 

Office of Director. 2pp 12313 344 24> Fiche; 30-267,62/03/08, 

0203170183 


03O326OIB6 Forwards LER 82-0a3/O3L-O Detailed event analgtls end. 

WAREfiOOURQ. 0 Public Service Co of Colorado 02/03/17 COLLINS. J 
Region 4. Office of Director 6PP 12423.067 247 

Fleae 30-367. 82/03/17. 8203260186 


--B 2 O 336 O 107 LER 82-005/03L-O on 920213. loop 2 steam generator 
penetration rupture disk I leek alerm pressure switch 
found itolated Caused bg dosed pressure switch Isoletlon 
valve Valve opened 

fuller. C Public Service Co. of Coloreda 02/03/17. Region 4. 
Office of Director Ip 12423’ 073. 24F Fiche . 90-267. S2/03/1 7, 

0203260186 


DOCHEt 90-969 OCONEE IVJCLEAn 0TA71OM, UNIT \ 


F Securltg. nodical, eirergancq t> fire protection plane 


8303020763 Releases public version of revised crisis ngt plan. revised 
crisis rgt implementing procedures 6 NcOutre nucleer station 
emergeneg p ten. 

FELTON. J n Division of Rules and Records 62/02/23 Document 
Hanagement Branch Ip 12093 124 24X FI che: 90-000. 82/02/23- 

B20303O763 


--B903030768 Forward* public version of Revision 3 to crisis mgt plan, 
revised crttls ngt Implementing procedures I. HcOulro nuclear 
station omergeoeg plan.Prlvecg matl In form of telephone 
numbers deleted. 

RARVIF.R.M O Duke Power Co 82/03/12 OENTON-K R. Office Of 
Nucleer Reactor Regulation. Director. Ip 12093. 127 24X 

Flche 90-000. 82/02/23- 8203020763 


--B203030770 Forwards public version of Revision 3 to crisis mgt plan. 
List of pages to bo replaced provided. 

glover. R M Duke POLsr Co 83/01/29 NRC - No Ootatled 
Affiliation Olven Ip 12093 128 24X FUho: 00-000. 82/02/S3. 

0203020763 


--6303020773 Public vorslon of Revision 3 to crisis mgt plan. 

TUCHEH.II 0 Duke Power Co 62/01/22 I93pp 12093: 129 SAX 
Fiche. 90-000. 82/03/23. 8203020763 


--B203020777 Public version of Rsvlskon 2 to crisis Hgt Plan Imp lemeiittn 
Plan 9.3 4, "Schedul Ing /P tann ing Support Oroup. “ 

• Duke Power Co. 82/02/09 16pp 12093250 24X 

FlCho 90-000.82/02/23.0203020763 


--6203030779 Public version of revision 9 to Crisis mgt orgenljation for 
nuclear ttatlons. design 6 const support group plan. 

ELLtOr.J L Duke Power Co. 01/11/10 3ipp 12093:266 24X 

Fitho 90-000, 03/02/23. 0203020763 


--6203020779 Forwards public version of Revision 2 to omergeneg plan. 
OLOVER.N Duke Power Co 02/02/06 NRC - No Detailed 
Affiliation Olven Ip 12093 300 24X Fiche 90-000. 62/02/23. 

0203020763 


--0203020779 Public version of Revision 2 to emerganeg plan. 

MCINTOSH.M. 0 Duka Power Co 02/02/28 I4pp 12093:301. 24X 

Fiche 90-000, 82/08/23.0203030763 


6203040222 Releases public version of revised smergeneg plan 
imp t e.-snt ing procedures. 

FELTON. JM Division of Rules and Records 82/02/23 Document 
.-lanagemant Branch Ip. 12122 292 24X f I che: 90-369, 82/02/23. 

8203040222 


— 8203040233 Forwards public vorslon of revised emergeneg Plan 
Implementing procedures. Including Procedure CP/O/B/4003/01 
re environ surveillance following reteaee of gaseoue 
redtoac tivl tg. Prl vecg Info deleted per Ocnerlc Ltr 01-27. 

PARKER. MO Outs PousT Co 83/Q2/tO DENTON, H R OfflCS of 
Nuclear Reactor Regulation. Director. STOLZ.J.F Operating 
Reactors Branch 4 Ip 12192 299. 24X Ft che: 90-269. 62/02/23. 

8203040223 


■•-630304023B Forwards public version Of revised emergeneg plan 
Implementing p roc tdur ce . tnc lud Ing Procedure CP/O/B/4003/01 
re environ surveillance following release from geeeous 
radioactivity Receipt form enc 1. 

MCINTOSH. J T. Duke Power Co. 83/02/07 Region 3. Cfflca of 
Director Ip 12122:296 34X FI c he: 90-369, 02/03/33. 0203040222 


--8203040348 Public version of revised emergency glen implementing 
procedures, including Proccdurt Cp/O/D/ 4003/01 re environ 
surveillance following large unplanned release of gaseous 
redtoactlvi tg. Revised table of contents sncl. 

* Duke Power Co 82/02/07. eopp. 13192.297 24X 

Fiche 30-269.02/02/23.8203040222 


DOCKETED ITEMS 


fl3031Q0077 R»l*stc« pu61tc vsrslon of ert«lt nous c tr plon 

FELTON. J li Dlvltlon of Ru)e» ond Rocords 02/03/13 Oocuirent 
Monogonitnt Oronch Ip 133S9 309 34X Fl c h« 30-369. 83/03/1 3. 

8303160077 


—8303160006 Foruord* public vortlon of crlots neu« ctr plan 

PARKER. U 0 Duks Powpr Co 83/03/01 0 REILLY. J P n«olon2. 
Offlco of Director Ip 13339 393 34X Flche 90-269. 82/03/13, 
8303180077 


— 6303IB0094 Public version of crlsi* neu> ctr plan 

• Duke Pouer Co 03/03/38 75pp 13339 393 34X 

riche 30-369, 03/03/13. 0303180077 


0. Adjudicatory corraepondence 


6301300383 Advleot that 811113 traneml ttal re propoted hot lap level 
Inttrumentatl on «gt does not meat criteria of Item 1 1 F 3 of 
NURCO-0737 Proposal doss not provide naans of detactlng 
voiding In reactor vassal upper head above top of noitle 
aiQLt. J F Operating Reactors Branch 4 83/01/06 HUKILL.M 0 

Metropolitan Edison Co 7pp 1 1962 023 34X Flche 30-000.83/01/06. 

8301300382 


--6301890463 Bummarltas BtiU reactor ou.nsr plant for compliance u/NUREO - 
0737* Item I 1. F. 2 re Instrumentation for detection of 
Inadoquate core cooling I, provides option# for ordering 
incorporation of Uoetinghouse or C-E level monitoring sgs 
DIRCKS, u. J. Office of the Executive Director for Operations 
BECY-ei-SS2A 81/13/39 7pp 11963 063 34X 

Flche 90-000. 83/01/06. 8201300383 


X Oeneral corr cspondenca 


8303100030 Responds to 820133 request for comments on DT Plotnlck 
830110 itr re util intention to reduce loiu level reduaatet 
To date, NRC has not received util request for approval to 
Incinerate lou level reduieete 

OIRCKS.U. J Office of the Executive Director for Uperatione 
B3/0S/33 DERRICK. B House of Rep 3pp 13191 339 34X 

Flche: 90-369. 82/03/32. 8303100038 


--B30310004I Forusrdt Itr from constituent OT Plotnlck re utH plane to 
build facility that ulll reduca lou level raduaste 
Commacits requested 

DERRICK. e House of Rep 83/01/33. KAMMERER.C C Office of 
Congraeslonel Affairs 3pp 13191331 24X Flche 90-369. 

83/03/33, 8303100030 


P Operating license stage documants I. correspondence 


8303010001 Addl response to FOIA request for 30 categories of docunents 
re NUREO-0660. "NRC Action Plan." Foruards documente llstad 
In AppS A, B, C 6 0 tnfo partially ulthhald (raf FOIA 
Exaisptlon 9). 

FELTON, J n. Division of Rules and Records. 81/00/04 MADDEN. T J 

KaysiScholer. Flarman. Mays 4i Handler 9pp 13790. 006 34K 

Flche: 90-369. 81/08/04.8303010001 


—7910340034 Forwards NRC 790623 Itr. 790913 Ouka Power Co Itr «. model 
doc umente 1 1 on for 790707 rapt. "Evaluation of Transient 
Behavior 6 Small Reactor coolant 8vk Breaks In 177 Fual 
Assembly Plant." Requests rsvleu of 790707 rapt. 

HELTEMES. C J Tl1t-3 Bulletins t, Orders Task Force. 79/09/34 
ROBZTOCZY. 7 TI1I-3 Bulletins 6 Orders Task Force Ip 13769:194 
S4X Flche: 90-369.81/08/04.6303010001 


--7911300378 Discusses affect pf feedwater sys mod ra original steam line 
brsak analy sis. Requtsts comments. 

CAPRA. R A Light Hater Reactors Branch 3 79/10/31 ISRAEL. 8 

Raactor Bys tarns Branch Ip. 13769:088. SAX Flche 90-000. 

81/08/04. 8303010001 


— 0003310339 Foruards list idantlfylns Four items for which rasponsps to 
requests for addl tnfo wore received t. status of three 
addl Items. Also forwards BS.U "Potential Raactor Sys Voiding 
During Anticipated Transients " 

CAPRA. R A. Standai’ditatlon Branch. 80/03/13. ROSZTOCZY. Z R. 
Division of Project Management 4pp. 13760:343 34X 

Flcha; 30-269, 61/08/04. 8303010001. 


—8003381041 Forward! status of operating PUR auxiliary feaduatar sye 
av«}uattone for Hast Inghouta. C-E t. 8t.U N880 plants. 

MATTHEWS, P. fl. Auxiliary Syetams Branch. 00/03/33. BENAROYA, V 
Auilllery Systems Branch. 14pp. 12760:339- 24X 

Flche: 30-000. gl/OB/04. 8203010001. 


--0203010113 Forwards util SOlCOa Itr e. auxiliary fooduator sy* drnullfi 
Info dlscixsead u>/ltc«neo9 at (300903 mooting U/ o ancle 
KENOALL.H NRC - Mo Detailed Affiliation 01 van N.'lC-03-7'?- 1 IH 
00/10/10 FERTnER.K. Franklin Ine 1 1 tota/Fraiil 1 m He search Cell I at 
Ip 12753 196 34* F 1 c ha : 90-OC0. 01 /0(l/04, 020301000 1 


0303010143 Fopwarde auxiliary fooduatar eye raliabllltu study *. 
response to NUREO-0667 W/o oncl 

KENOALL.R NRC - Mo Dotailod Affiliation Olvon N'lC-03-79-1 I II 
BO/09/19 FEBTNEH.K Franklin I ns 1 1 tu to /Fran k 1 In Research (:o»ti7f 
Ip 12793 303 24X Flche 30-000.01/08/04.0303010001 


--0203010303 Hequaste that effect ii# feedwater sys mod in operating l‘t( 
plants on original steam Hn® break analyses be specifically 
addressed In revlou of proposed mods at facility 

ElSENrIOT. 0 Division of Opardtinj Reactors. 79/10/39. O 

Tf1I-3 Bulletins & Orders Task Force. Ip 13/69 009 34X 

Flche 90-000. B1 /00/O4. 03030 lOOOl . 


--8303010334 Requests review of util Itre documenting steps taken til 
Ipture operator training t. drilling. Incorporating lessons 
learned from inl-3 & continued high state of preparedness 
Buggests 791001 reeling tn discuss response adequacy. 

ROSB. D F Tt1I-2 Oulletins 4. Ordors Task Force 79/09/20 
COLLINB.P F. Operator Uicenelng Branch Ip 1376'? 133. 34K 

Flche 90-000. 01/00/04. 0303010001 


--8303010391 rrovidet status of C Mlclielson concerns re D(.M small broa 
LOCA Draft memos • 1 nterna I distribution list t, handwritten 
note end 

CAPRA, R TmI- 2 Bulletins «. Ordors Task Force 79/11/13 
8MER0.N. D. THI-3 Bulletins & Orders Task Force 6pp 1276*? 321 
24X Flche 90-000. 01/00/04.8203010001 


--B303010373 Forwards draft request for addl info re small break Ll/OA 
ravlaw l./or mod as appruprlata 

CAPRA. K A NRC - No Oatallad Affiliation Olven 79/09/26 
BHERON. B NRC - No Oetallad Affiliation Olvon 6pp 13770: 1 0:i 
34* FUha . 90-000. Ol /00/04 . Q3O30 1000 1 


--6203040090 Forwards OS.U hondwrlttsn draft response to NRC 790*?211 
request for addl Info on power operated relief valva 
actuation 1. reactor trip frequency 

CAPRA, R A Tm-2 Dullellne & Orders Task Force 79/10/30 
ISRAEL. 8 . ROaZTOCZy. 7 Tt1l-3 Oulletins t. Orders Task Force 
23PP 12769 091 34X Flcho 90-000,01/00/04,8303010001 


□203020339 Dlscussse BLU overfeed transient analysis using IRT dc-. k 
simulating facilities Figures 1-9 ra computed transient 
retul ts enc I- 

(ISO.O. d Bruokhaven Matlnnal UAboratory 00/01/ 10 Drnakhnvoti 

National Laboratory. 6pp 12764:394. 24X Flche 30-000,81/08/04. 

8303030001 


B201390081 Application to amend Licensee CiPH-30. OPR-47 t. r>l'n-5», 
changing Tech Spec Oectlon 3 1 2 re h®4 tup . c oo 1 down & 

Ineervlce test limitations for RCO. U/Claee I & It foes 
PARKER. U 0 Duke Power Co 82/01/12 DKNTOM. M R Office of 
Nuclear Reactor Ragulatton. Director STULZ..? K Uperatlng Hunrtur 
Branch 4 2pp 11673 302 34X F I c he 30 -269, U2/0 1 /1 2. □201290011 1 . 


--8201230095 "Analysis of Capsule OCIII-B fro/n Duke Power Co llconeo 
Nuclsar Bta 1 1 on. Uext t 3. Reactor Vaseel Matls Survelllaocs 
Program. •' 

LOUE.A L . EUtNO.J. U . PAVINICM.U A Dabcock t< Ullcox Co 

BaU- 1697 81/10/31 93pp, U673 317 24X Flcha 30-269.0.7/01/1: 

8201390081 


8303040910 Foruiardt request for addl Info ra TMl Action I tarn lit U ;i. . 
control room bab 1 1 abl 1 I ty . Inf o should Include toxic 
gas/chtmical analyses (onsite 6 of f s 1 ta ) . ve nt i lat 1 on ays 
operation Inoratal It incldontl 6 shared sye. 

STOlZ.V F. Operating Roactors Oranch 4 62/03/11 FARKER, U (I. 

Ouka Power Co. 3pp 13138:310. 24X F Ic he . 30-269, 02/02/ 1 1 , 

8303040910 


8203090198 Forwards draft technical evaluation rapt. "Control of lletiv 
Loads. " for revlaui 6 commente on cone lus 1 on s. Conf orotic a call 
requested within 30 days of receipt of 1 tr. Comment s 
requested within 60 days of recalpt of Itr. 

STOlZ.J. F. Operating Reactors Orancli 4. 02/02/16 PARKEIt, U ti. 

Duke Power Co. 3pp 12146:001. 24* Flche 90-269. 03/02/ IQ, 

8303090198 


-- 8203030303 Draft technical evaluation rep t. "‘Cotitr'Ol of Hoavy Innils 
VITO, 0 J. , BAROENT. I. H. Franklin I ns 1 1 tu te/Frank I In Reeaorch 
Center. NRC-03-79-1 18. TER-C5237- 104 82/02/05. NRC - Mu 

Oetelled Affiliation Olven. 34Dp. 12146 004 24x 

Flche: 90-369. 82/03/10. 0303090190 


Mfcrn* I*)*! 1 

pro9*’J^*-P**' Gi0lt5 

PAP>'ER w U D.t* Vcjsr Cc 
Nucl*«'' ‘>*actcf Hejvljtisr. 
Brj'tli « Ij ISO^a 2G0 


in»o '* tUPt tfO'ntal aivucr training 
uftt-ulll t» jravidti; it, 02033* 

QSioans OEsiO'i. H ft o«<ito of 
Dirrctor SrouJ-JF Ofieralirg ftractoit 
34X Flch* 50-3*9. 83/03/ 19. 830303031 7 


8203350183 »iJl irft rt ar.rlroo 

ralatti «l«ctri<*l aguio^frit f ran I in 
c< goaiticn «ncl 

3TCI.I.3 F Optrattr.g ft«*rtor« 9r4^,<^ 
Ot.l» Po-jar Cc ts? 131 *3 310 3*< 

0303050180 


guat If icat t an of rafatg- 
Rrteartn Ctr lint 

4 03/03/19 PAftAeft.M n 

Fichf 50-369.92/03/19, 


?20310C'0?2 Clariflti jnjrr* tarairg that util till neat f«l(ftE0-0/3/ Item 
III 033 pctilicn to improve in-jiant icdir* 

I nn tr «,men t at i cr under act idrnt corditiont 

511011. jr Licennirg flrarcl. 4 93/02/19 PAfl/EB. U 0 CatePo^rr 

Cn lap 12191 i3i 24* flch* 50-369.93/03/19.9203100093 


82033103*0 Reguettt MPC concurrence o/itil approach re 830301 agrec“ei>t 
.u/viett inghcui* cn performance 6 f ipent reactor fuel 
: ante 1 1 Jat Icn i.ci <j/four 15»15 UtM fuel a»>ei:.ili*» 

PAftrER.I/ 0 D-Jlt Poutr Co 83/03/33 DENlON.H R Office of 

i/ai lear Reactor Regulation. Director ST 0 l 1 - 3 F Operating Rractoic 

Braoth 4 4pp 12C69 339 341 fiche 50-369. 83/03/33. 8303010360 


8303330549 Foruardf info juetlfglns »o*er values of Integrated dcj«D 
utei in guallfleatlon of electrical equipment contolned 
ineide reactor bldg, per .NRC 930209 request Includes b*«ot «. 
assumptionc used m aoalgtis *■ sanple calc olali oti. 
paRi'ER.U 0 Ouke Poiue** Co a?/03/l6 0£N10N-H rt O^flca of 

•luclear Reactor Regulation. Olractor. BrD;.2. J F Operotlnfl Heoetore 
Braich 4 djp 13333 IM 34 * Flc be 30-269, 03/03/ 16. 03032.10849. 


8203300015 Forward* Ar-endt 1 08. 100 t 105 to LtC 0 (l«e» DfR-30. DPR .-17 fc 
OPR'55, retpec 1 1 velg. saf etg evaluation * notice of lasuanco 
6 availabtlltv Acende revise Tech Spec* to reinslato heatup 

UAQ-IER.P C Operating Reactors Oranth 4 82/03/1* PAHKCRi W. 0 

Duke Power Co 2pp 13460 309 34* Flcbe 50-269.82/03/16, 


--8203300017 Amend* 100,108 6 105 to ClcensB* 0PR-3B, 8PR--47 «. OPR-38. 
respectlvelg. revising Tech Specs to reinstate heatup t> 
coOtdomn curves 

STOLZ.J P Operetlng Reactors Branch 4 02/03/16 I6pp 

12460 311 24X Flch* 50-369, 83/03/ 1 6. 830330001 8 


— 8303300019 Safetg evaluation supporting Amends lOa. lOH t. 108 tn 
licen*e» DPfl-3a. DPR-47 «. OPR- 55. reepec 1 1 v e Ig 

* Office of Nuclear Reactor Regulation. Director- 02/03/16 2v'p 
13460 333 34* Fiche 30-269, 03/03/ 16. 0203.100018 


8303040373 Foruard* A.neni* 107. 107 S. 104 to Licenses 0PR-38.rPR 4/ 6 
DPR-53. resoec tively. safety evaluation & notice pf issuance 
t. avsilsMlitg Ar.»r« revises Tec'' Specs requlrenents re 
neaCvp i cooldt.r t tnservlc* testing limitations for RC9 
UASI'ERP C Operating Reac cers Srarcr 4 83/03/33 PARiiER. U 0 

Dji* Power to 3op 12137 381 2«» Fiche 50-369. S2/02/22. 

6303040373 


--82O304O377 Anerdt IC7. l07 6 104 to Licenses 0FR'2e. OPR-47 6 OPR-3D. 
r eigec t • ve I r evi s ing Tech Specs re heatup, coeldoun 6 
ir.service testing limitations for RCS 

SlOwf.J F Operating Reactors Branch 4 93/03/33 IBpp 

13137 203 241 flct.e 50 369. B2<02/3a. 8203040373 


--62 0304 03u' 3 Safety evaluation Supporting Anends |07. )07 6 104 to 
Licenses DPR - 39. CPR-4 7 L CPR-85. r espec 1 1 ve 1* 

« Office of rijclear Reactor Regulation. Director 83/03/33 2pp. 
12(37 3C3 34* Fiche 50-369. 83/03/23. 8203040373 


- -8303C40395 hettet oF issuarce & availabtlltv of A.sends 107.10/ 6 l04 to 
Licenses 0.'’R-39. CPR-4 7 6 DPR- 35. r«*p»c 1 1 vely 
STOLl.JF Operating fteaetprs Slants 4 62/02/22 2pp 

13137 304 34« Ficr* 50-369. 03/03/32.8303040373 


--8303300033 Notice of issuance 6 avatlebilltg of Amende 100.108 *« 108 to 
Licensee CPn-30. DPR-47 L DPH-85. respec 1 1 v*l g 
SFCLZ.3 F Operating Reactore Branch 4 02/03/16 3pp 

13460 334 34* Fiche 50-369. 03/03/16,8303300018 


8203260018 Orants 030319 request tbet document NPOA-TM-308. “I'CIIITT - 
Critical Pressure Cal cu I a 1 1 on-L inear Elastic Fracture 
Mechanics Analysis. " be s/ithheld (ref 10CFR3 790). 

NOl/Atl. r M. Assistant Director for Operating Raactore 03/03/23 
TAVlOR. 9 H Babcock * Nilcoi Co 3pp 12436 361 24X 

Fiche 50 - 369, 02 / 03/ 33. 02032600 1 5 


0 Inspection reports. IE Oulletine 8. correspondence 


8303010001 Addl response to FOIA request for 30 cetegorles of dficuments 
re N'JREQ-0660. "NRC Action Plan " Foru/arde documents listed 
In Apps A.O.C i. 0 Info partially withheld (reP FOIA 
EiSTvjtlon 51 

FElTCN.J M Division of Rules and Record* 01/08/04 HADDEN, T J 

Kaye. Ocholer. Fterman. Hays 6 Handlar. 9pp. 13790:006. 34X 

Fiche 30-369. 0l/08.'04, 8303010001 


P2O31302S4 Application for proposed a-end to License OPR-38. const st lug 
of proposed change to Tech Specs re reinstatement of heatup 
L coaldcvn li.sitatians 

PARKER. W D Col* Power Co 83/03/08 STOl/.J F Operating 
Reactors Branch 4 Sgg 13247 187 34* Fiche 50-269.02/03/00. 

9303 I 2 025 4 


--8007161003 Details utils responses to IE Sulletin 79-05C, ''Nucloai* 
Incident at FMI-Buppl” Forwards Ouke Power Co 7901124 Itr. 

Toledo Edison 791101 Itr L FL Power Carp 791101 Itr 

describing action taken In response to bulletin 

CAPRA. R A TMI-3 Bulletins t, Orders Task Force 79/11/07 

ISRAEL. 6 Tm-2 Bulletin* L Order* Task Force Spp 12/69 069 

34X Fiche 30-000. 81/08/04.8203010001 


--B203120257 Proposed Tech Specs change re re Initatemant of heatup t, 
ccoldcan Itmtlattons 

« Duke Power Co 83/03/06 3pp 13347 159 34x 

Fiche 50-269.82/03/08.0303120354 


8303110001 Ctr.eric Ltr 93-04 to all licensees Of operating plants, 
applicants for OL L holders of CP r* use of UiPO EEE-IM 
program 

CISENMUT.OC Dlvistan of Licensing 93/03/09 HausPURO. A 
CsnsOl idstsd Edison Co of New Vork HATTIhCE.JJ Sacramento 
Municipal Utility District IHOfAS. J C San Diego Oas J. Electric 
Co 2pp 12351 031 24* Flch* 8C-000. 03/03/09. B3031 10001 


0203230241 Ajvises that response to ARC 830118 request toe a««l info re 
fAfRE«'0737 Item 11 B I dlscostlng RCS vents.!* in process of 
review 6 will be sutnlttee by B30336 

PARkEH.h O Cake Power Co 82/03/09 CEUIOH.H R Office of 
Nuclear Beector Regulation. Director SIOLZ.JF Operating Reactors 
Branch 4 |p 13379 077 34 * Fiche 50-369. 82/03/09, 030323024 1 


0203230533 Forwards request for addl info re low t*.hp overpressure 
protection Response required within 30 days 

Btotf. J F Operating Reactors Branch 4 83/03/11 paRKFR u o 

e30333««‘'° FUb. 50-3^.62/05 ”: ° 


8303060412 Ack receipt of 011233 Hr Informing NRC of stops taken to 
correct violations noted In IE Insp Repts 50-369/81-23. 

80-270/01-23 4 50-387/81-28 

O'REIULV. JP Region 2. Atlanta. Office of the Director (01/03/01). 
82/01/36 PAftwER.W.O Duke Power Co 3pp 13187 182 24* 

Fiche 50-369.83/01/26.0303000413 


'8203080410 Responds to NRC 011135 Hr re violations noted in IE Ifisp 
Repts 50-369/01-35,50-270/01-35 4 50-287/01-28, Correctlva 
ac t tons ' sel Id 1 f teat Ion of evaporator concentrates s//urea 
formaldehyde discontinued. 

PARHER.W Q Ouke Power Co Cl/12/23. O 'REILEV. J. P. Region 2, 
Atlanta. Office of the Director (81/03/01). 4pp 12187 183. 24X 

Fiche 80-369,02/01/36. 8303000412 


-0303000431 Forwards IE Uaste Packaging Insp Repts 18000039/108 4 
IE insp Repts 80-269/01-33,30-370/01-23 4 30-887/01-28 on 
810926 4 notice of violation 

O'REILUV.J p Region 3, Atlanta. Office of the Director 
181/03/011 81/11/35 PARKER, M 0 Duke Power Co 2pp 

12157 139. 34X Fiche. 30-369, 83/01/36,8303080*12. 


-0303080435 Notice of violation from Intp on 010920. 

e Region 3 . Atlanta. Offlca of the Director <01/03/011 81/11/25 

Ip. 13157 1*1 3qx Fiche. 50-269. 02 / 01 / 26 . 0303000413 


9.03170205 forward* raspont* to 82030S request for justification fot 
continued Cperetlon in light of problem* w/HPt nottla 
thsraat sissy *T*. Safe oparetton justified through 
ttoplfllon of respective fuel cycles for Unit* 343 
PWM«. H O Cvl* Power Co 93/03/13 OENION.MB affltsof 

Branch e 7 pp 13313 maw -ja! ^ Operating Reactors 

Fltha 50 - 369 . 92 / 03 / 13.6303170208 


-8303080434 IE Uaste Packaging Insp Rept 13000039/81 -100 on 810920 
NoncompHonce noted licensee dlspoeed of byproduct matl 
containing free standing liquid content In eicast of 
limit by transfer to unauthorlied recipient 

S- flodletton Protection 

Section 81/11/02 Duke Power Co. 4pp. 12157 162 24X 

Fiche 50-269,82/01/26.8303080412 


DOCKETED ITEMS 


1 


B203030419 Ack rsc^ipt tit 030209 
correct vtolatlono noted In tC 
30-270/0 J -33 «. 90-287/01-33 
LQKO* F yj Olvttlon of Project 
PAPKCR. U Dote Pouer Co Ip 
83/03/10. 0203030419 


Itr tfi^ormtng hnc of ttope taken to 
Insp Peptt 90-369/01-33. 

t> Resident prograot 83/03/10. 
13070 100 34X FI Che 90-369. 


0303160394 For.aardt requott for relief troT intervlce Intj requ I r pnentt 
of Section kl of ASMC Ooilei 6 Preiture Veeeel Code re 
piping on eia l n ttea->. 'naio feoduater 6 Jiislliarij feed;eater 
egs Supple 010601 & 0713 requested 

PARKER. U 0 Duke Pouer Co 03/03/11 DENTON. M R Office of 
Nuclear Reactor Regulation. Director STflu7..1F Operating Kuactrirs 
Oraneh 4 3pp 13301 133 34X Fit he 30-269. 03/03/ 1 1 . 030-3 16 0;.*94 


--B303030433 Responds to NRC 0301 10 Itr re violations noted In 11- liisp 
Repts 90-369/81-33.90-270/01-33 «. 90-307/01-33 Corrective 
actions frequency of radiation survegs Increased t slgnoff 
steps Included In procedures re sump pump operation 
PARKER, WO Duke Power Co 03/02/09 O’REILLV.JP Hegini. P. 
Office of Director 3pp 12070 101 24X Flche 90-269.0P/0.-7/1H. 

0203030419 


0303350401 Forwards IE Info Notice 03 06. "Failure of Steam Generator 
Prlrarg Side Manuag Closure Studs " No written response 
requested 

O HEILLV.J P Region 3. Office of Director 03/03/13 C 

Florida Poser 6 Light Co PARhER.U 0 Duke Power Co LCASOURO. R. il 
Virginia Electric 6 Pouer Co 9pp 12409 106 34 X 

Fiche 9O-CO0. 83/03/13. 0303230401 


--0303020428 Forwards IE Insp Repts 50-269/81-33.90-270/01-33 «. 
90-387/81-33 on 011130-1310 fc notice of violation 
KF.LLOOO. P. J Reactor Proiect Drench 3 03/01/IB PARKER. W (J 

Duke Pouer Co 3pp 12070 184 24X Fiche 90-269.03/03/10. 

0303030419 


0303330041 Forwards lequest for addl info re IE Bulletin 00-1 I . ira munrg 
-walls, to complete review Info needed ulthln 60 dags. 

BTCL/.J F Dporattng Reactors Branch 4 03/03/19 PARKER. U (i 

Dote Power Co 3pp 13374 363 34X Fiche 90-369. 03/03/19. 

8303320041 


-0303020432 Notice of violation from insp on 011130-1310 

• Reactor Project tlranch 2 02/01/10 Ip 12070 106 24X 

Fiche 90-269.02/03/10.0303020419 


—0203020439 IE Insp Hopts 90-369/01-33-90-370/01-33 t. 90-387/0 1 • 33 on 
811120-1310 None onp 1 lane e noted failure to follou procedure 
in batch release of liquid effluent fc to perfom adequate 
radiological surveg 

ORDERS, il. HVERS, 0 . CRVANT.J C Division of Resident & Reactor 
Project Inspection 02/01/07 9pp 12070 107 24X 

Fiche 30-269. 02/02/10.0203020419 


0203030263 Foruarde supp I smentat Info to Revision 7 of response tu IE 
Bulletin 79-OIB, "F.nvlron Qualification of Class IE 
Equipment " Justifies continued operation until replacement 
of Identified equipment Can be accomplished 

PARKER. U 0 Duke Pouer Co 03/02/39. DENTON. H R Office of 
Nocloar Reactor Regulatlpn. Oirectoi QTQUI'J F Operating Ileutturs 
Branch 4 ISpp 12097 294 24X Fiche 90-269. 02/02/29. 0203030263 


0203260290 Foruards IE Info Notice 03-07. "Inadequate Securltg 
Screening Programs ' 

□ •REILLY. JP Region 2. Office of Director 02/03/16 UHRtO.lf L 
Florida Power 8. Light Co OAIiKI. O Southern Co Services- Inc 
BA TUN. n Energg. Dept of 4pp 13424 107 24X 

Fiche 90-000. 02/03/16.0303260290 


R Periodic operating reports 6 related correspondence 


0203290199 Forwards monthlg operating repts for Aug 1981 

PARKER. U O Uuke Power Co 01/09/19 Office of Hanage-sen t niwl 

Program Analgsls Ip 13429 109 34X Fiche 30-269.01/09/19. 

0303290199 


— 0303290197 Monthlg operating ropts for Aug 1901 

REAVtS. J A Duke Power Co 01/09/19 I7gp 12429 190 24X 

Fiche 50-269.01/09/19.0303290199 


02D30Q0349 Forwards IE Info tlotlcb 02-01 . Revl s I on I, "Auxllkerg 
Feedwater Pump Lockout Resulting From Wes t 1 nghouse W-2 
Switch Circuit Mod " No response required 

O'REILLY, jP Region 3. Office of Director 02/02/36 UHRIO.R L 
Florida Power (• Light Co 4pp 13190:183 24X 

Fiche 90-000, 02/02/36. 0303000349 


0203390306 Foruerds IE Insp Ropts 90-269/02-0 9.90-370/03-09 t> 
90-207/83-09 on 820310-12. No none omp 1 1 anc e noted. 

LONO.F. J Division of Project 6 Resident Programs 02/03/03 
PARKER. M 0 Duke Power Co 3pp 12413 270 24X 

Fiche 90-369. 83/03/03,0303390306 


•0203390319 IE Insp Repts 90-369/02-09.90-270/03-09 (. 90-287/02. 0t> on 
830310-12 No noncomp I lane e noted Major areas Inspected hPI 
piping & recoverg of insp tool from Unit 3 vessel 
BLAKE. J. J . hEROT.A R Division of Engineering b Technical 
Programs 02/02/29 4pp 12413 273 24X FI the : 90-369. 82/03/03. 

8203390306 


8303170441 Forwards IE Info Notice 02-03. "Environ Tests of Elactrlcal 
Terminal Blocks. " 

O'REILLY. J P Region 3. Office of Director 02/03/04 UHRIO. H E 
Florida Power t< Light Co DATUM. 0 Southern Co Services. Inc 
4pg 13319:309 24X F Iche 90-000. 02/03/04 . 0203170441 


0203290070 Foruards IE Insp Repts 30-269/82-03,90-270/02-03 h 
90-207/02-03 on 030119-22 No noncomp I 1 anc e noted 
LONG. F J Region S, Rfflce of Director 82/03/04. PARKER. U (I. 
Duke Power Co 2pp 12414 311 34X Fiche : 90-369. 82/03/04, 

0303230078 


--0203290083 IE Insp Repts 90-369/02-03,90-270/02-03 >. 90-307/02-03 on 
020119-32 No noncompl lance noted. Major areas Inspected 
Inservlcs tnsp procedure rsvl sw. program 6 record rtvls'W. sior k 
observation i, seal replacement 2AtRC pump 

ECONOMOB. N . HEROT, A R Region 3. Office Of Director 83/0'J/02 
8pp 12414 313 24* Fiche 90-369. 02/03/04, 0203230070 


0203170919 Foruiarde IE Info Notice 02-04. "Potential Oeflclencg of 
Certain A0A8TAT f-7000 Gerles T ime-De lags. " 6 IE Info 
Notice 32-03. “Increasing Frequeneg of Orug-Bvlated 
Incidents. " 

O'REILLY, J P Region 3. Office of Director 83/03/10 uHRIO.fi E 
Florida Power 1, Light Co VEROERV. E. H. EOS Nuclear. Inc 4pp. 
12321-206 24X Fiche 90-000. 82/03/10,9203170919 


8203290192 Foruierds soothlg operotlnq repts for flept l9Ul 

PARKER. W 0 Duke Pouer Co 01/10/19 Office of Management and 

Program Analgsls Ip 12429 329 34X F i c he 90-269- 01 / 10 / 1 9. 

0203290192 


--02O339O193 Monthlg operating repts for Sept 1901 

REAVI5.J A Duke Pouar Co SI/lO/19 16pp 12429 330 24* 

Fithe 90-369.01/10/19. Bantl290192 


0303290177 Forwards monthlg operating repts for Oc I 1901 

PARKER. M O Duke Puaor Co 81/11/13 llfflce of Mooagement mid 

Program Analgsls Ip 001 34X Fiche 90-269.81/11/13. 

8203290177 


'-0203290179 Monthlg operating ropts for Oct 1901 

REAV18. JA Duke Pouer Co 01/11/13 16pp 12430 002 24* 

Fiche: 90-269. 01/11/13. 0203290177 


0203190309 Forwards monthlg operating lepts for Feb 1902 

PARKER. MO Duke Power Co 02/03/19 Director's Offue- Ufflco 

of Inspection and Enforcement Ip 12349.330 34* 

FIcho 90-269. 02/03/19.0203190309 


--8203190313 Monthlg operating repts for Fab 1902 

REAVia. J A Duke Pouer Co 02/03/19 I 7pp 12349 331 24* 

Fiche 90-269. 02/03/19. 8203190309 


0 Reportable occurrences. LERs t. related correspondence 


6203000983 Forwards lER 01-029/03L-0 Detailed event analgsls entl 
PARKER. MO Duke power Co 02/02/11 O'REIULY.JP Region 2, 
Office of Director 2pp 12194 228 24* Fltho 90-369,02/02/11. 

8203000389 


— 8203000980 LER B1-029/03U-0 on 811229 discharge valvC ILP6M-24 could 
not be reopened after being cgcled 4 shut to stop leakage, 
rendering reactor bldg cooling Unit C Inoperable Caused 
bg operator torque limit switches vibrating loose 
KUTTER.JF. Duke Power Co 02/02/11 Region 2. Office of 

Director Ip 12134 230 24* F 1 1 he 30-269, B3/02/I I. B2030Q03U9 


□203080492 RO 269/02-03 lA steam generator Indicated tube leak of □ II 
galtone per minute Investigation 4 rept will be completed, 
reviewed 4 submitted bg 820309. 

PARKER, M O Duke Power Co 82/02/23 0 'REILLY. J P Region 2. 

Office of Director Ip 12197.197 S4X F Iche : 50-2*9, 02/02/2:1. 
8303000492 



6503170453 Forward* LEB 83-004/01T-0 Detailed «vont analtj«t« er.* I 
PABKES. W O Oukd Po^er Ca B2/03703 O'REtU.V.0 P Raglon i>. 
Office ot Director 3pp 13316 SOI 54* Fiche SO-369. 82/03 / 03. 
8203170453 


--02O3I7O45S LEft 82-O04/01T-O on 850517. eiam of radiograph on ueld 85 on 
ito.'ietrlc dra^lns It Indicated circumferential void Cautsd 
by improper ftt'Up uield U Intp during Inittat conit Dattlon 
of ueld replaced 6 ooclet welded to ccupllng 

ttUllEB.J F. Oolio Power Co 85/03/03 Region 2. Office of 
Director Ip I53t6 203 24X F|c he 30-269, 02/03/03. B2031 704 33 


0203170482 Forward* tER 82-001/03L-0 Detailed event anelyele end 
PARKER. tf O OuVe Power Co 02/03/05 0*RE ILCV, J. P. Region ?. 
Office of Director. 3ft> 12313 283. 24* Ftche 30-269.83/03/05. 

8203170482 


--02O317O4B8 LEfi 92-001 /03U-0 on 020203, motor driven e.-ergency feedwater 
puiEp IB declared Inoperable due to bearing vibrotlon 
eicerdlng acceptable I tml t». Caueed by ml *a 1 Ignmonl between 
pump 1. motor Pueip 6 rotor realigned i teeted tat 1 * f ac tor 1 1 y 
KDT7ER.3 F Duke Pojor Co B2/03/C5 Region 3. Office of 
Director Ip 12313 287 24* Ftche 30-269. 82/03/05. 83031 70405 


6203230507 Forward* I.ER B3-003/01T-0 Detailed event analyd* end 
PARHER.U D Dube Power Co. 62/03/09. O'REILLY. 3 P Region P. 
Office of Director 5pp 12302: 122 24X Flche 30-569. 02/03 /07. 

□50323050 7 


—9203230515 LER 82-003/017-0 on a 20209 >«team generator tub* leak of 
approi OIL gpm uo* indicated by conopneate itea* air 
ejector offga* radiation monitor Cau«ed by creek on tube 
74-2 Tube «tablliied L plugged. 

KUTIER, J. F Oubif Pouer Co. 03.'03/09 Region 2. Office of 
Director Ip 12362 124 24* F I e •>* 30-269. 83/03/09. B2032 30307 


V Operator Eiaoilnat tone 


8203310001 Add I retponse la FOIA regueet for 30 catagorlee of documontt 
re NURE0-O6&0. "KRC Action Plan " Forward* document* fitted 
In App* A.8.C 6 8 infn partially withhold lr*f FDIA 
E tempt ion 3) 

FElTC.V. J n Olvleion or Rules and Records 91/08/04 hAOOCN. T J 

Kay*. Schol er. Ftorran. flays t. Handler. 9pp. 12750 006 24* 

Ftcle 30-569.61/00/04.6203010001 


--8202010033 Forwards etao. result* for operator* & tenlor operator* of 
fee little* 

COLUhS.P f Operator Licensing Dr«nch 80/07/22 0AV18. L 1 

Analyst* 6 Technology. Inc 6pp 12739; 146 54* 

Flche 30-000.61/08/04.0203010001 


— B2000SD332 Etpresset thank* for util bperatlng 1. training ilaff 
intersit t> lupport during racent training lurvey team 
vl*lt 

DAVIS. T Anslyel* t> Technology. Inc 60/07/01 PARKER.U O. Dube 
Power Co ip 12770 302 24* Flche 30-000.61/08/04.6203010001 


--6 2 03030094 Erpre**b* tnanb* for util operating 6 training staff 
Interest 6 tupport during recent training survey tsen 
visit 

DAVIS. T Analysis L Technology. Inc 30/06/13 ASERCROflB IE. H. 
Tennessee Valley Authority Ip 12770 321. 24* 

Flche 30-000. 91/06/04. 050.1010001. 


--6203030388 Foruerds code list for operators L senior operators in Order 
to fecltltate forwarding of elam ratults to Analyst* 6 
Technology. Inc 

POPE. J. M Ovte Power Co, 00/07/10 CO.LIhlS.f F Operator 
Licensing Branch 3pp 12760:112 24* Flche . 50-000. 31 / 08 / 04 . 

8203010001 


DOCHET 30-270 OCONEE NUCLEAR STATION, OMIT 5 


F SfCvrlty. medical, emergency L fire protection plans 


0503020763 Rtlaasss public version of revised crlsl* mgt plen. revised 
crisis mgt 1 dip 1 sment ing procedures 6 HcOulre nucleer station 
emsrgency plan. 

FELTON.g.tt Division of Rulos and Record*. 92702/23 Document 
ffanegement Branch. Ip. 12093 154 24* FI c he 30-000. 02/02/23. 

6203020763 


6203020770 Forwards public version of Revlelon 3 to crltt* mgt plan 
List of page* to be replaced provided 

CLOVER. P n Oul* Power Co 62/01/29 NRC - No Detailed 
Affiliation Olven Ip 12093:126 24* Flche 90-000, 02/02/33. 

8203050763 


8203020773 PubI ic version of Revision 3 to crltt* mgt plan 

TUCKER. M 0 Ouls Power Co 02/01/52 t39pp 12093 129 34* 

Ftchs 30-000.62/02/23. 6203050763 


"8203020777 Public version of Revision 2 to crisis Mgt Plan tniplementln 
Plan 3 3 4. “Schedul ing /Plann Ing Support Croup. “ 

• Dvle Power Co 62/02/03. I6pp 12093 230 54* 

Ftche 50-000.82/02/23.0203020763 


•0203020773 Pub 1 1C version of revision 3 to crisis mgt organliatlon for 
nvcleer s(a tlon*. desl gn L const support group plan. 

ELl tOT.JL Duke Power Co 81/11/10. 3lpp 15093:266 24X 

Flche 50-000.02/02/23.0203020763 


6203040222 Release* public version of revlssO BimtTgcncy plan 
imp le.-enttng procedure* 

FELTO.N. J H Division of Rules end Records 82/02/23 Document 

Management Oranch Ip 12152:292 24J( Flche 30-269.02/02/23. 

8203040222 


--8203040233 Forwerds public version of revised emergency plen 
inplementing proc edur es • Inc 1 ud 1 ng Procedure CP/O/B/4003/01 
re environ survetitancs following rtlcesc Of ge«eou* 
red 1 oac t Ivt ty. Privacy info deleted per Oeneric Ltr SI-27. 
PARKER.U O Duke Pouor Co 82/02/10 DENTON. H H Office of 
Nuclear Reactor Ragulallon. Olractor. 9TOL2.J F. Oparatlng 
Reactors Branch 4 tp 12122:299 24* Flche 30-269. 02/02/23. 

8203040225 


--8203040238 Forwerds public version of revised emergency plan 
Imp 1 emsnt Ing proc s dura B ■ 1 nc 1 udtng Procedure CP/0/8/4003/01 
re environ survelllence following reteaee from gaseous 
radioactivity Receipt form oncl. 

MCINT06H.J T Duke Power Co 02/02/07 Region 2. Office of 
Director Ip 12122 296 24* Flche 30-269. 62/02/53. 8203040222. 


--62O3D4O240 Public version of revleed emergency plan Imp 1 eman t Ing " 
proc cdures. Inc I ud Ing Procedure CP/0/6/4003/01 re environ 
surveillance following large unplanned release of gaseous 
radloectivl ty Revised table of content* encl. 

• Duka Power Co 02/02/07 QOpp 12122 297. 24* 

Flche 90-269.82/02/33. 0203040222 


8203180077 Release* public version of crisis newt ctr plan. 

FEU I ON. J H Division of Rules and Records 02/03/12. Document 

Hanagement Branch. Ip 15329:289 24* Ft che. 30-269, 82/03/1 2. 

0203100077 


— 6203160086 Forwards public version of crisis new* ctr plan. 

PARKER.U 0 Duke Power Co 02/03/01 O'REILLY.J P. Region 2, 
Office of Director tp 12329 292 84* Flche' 90-369. 82/03/12. 
6203100077 


--6203180074 Public version of crisis news ctr plan- 

* Duke Power Co 82703720 73pp 12329:293 24* 

Flche 90-269,82/03/12. 8203180077 


0 Adjudicatory correspondence 


8201300302 Advises that 811113 transmittal re proposed hot leg level 
tnetrumentat 1 on sys does not meet criteria of Item II. F. 2 Of 
NlJRCO-0737. Proposal doss not provide rveans of detecting 
voiding In reactor vessel upper head above top of noiile. 

STOLZ.xf F Operating Reactor* Oranch 4. 62/01/06. HUKILL. H. D. 

Matropol Itan Edison Co 7pp 11962:023 24* Flche: 90-000. 82/01/06. 

8201300392 


--6201290462 Bum-nsrltt* BLM reactor owner plan* for compliance u/NUREO- 
0737. Item ll.f.a re Instrumentation for detection of 
tnadeuuate cor* cooling L grovtdas options for ordering 
incorporation of Uastlnghouse or C-E level monitoring sy*. 

0IRCK8.U J Office of the Esecutive Director for Operations. 
6eCV-8l-9B2A 81/12/29 7pp 11962 062 24X 

Flche; 90-000. 82/01/06. 0201300382. 


H Oeneral correspondence 


-3203020766 Forwards public version of Revision 3 to crisis mgt pi 
rfvUed crisis mgt Imp t smentlng procedures 6 HiOuire nucUer 
station tmergency plan. Privacy mat! in form of talephone 
nuftbiM't dttot^d. 

PARKER.U O Ouk* Power Co 82/02/12 OENTOtl. H R. Off It* Of 
Nuclear Reactor Regulation. Director. |p 12093- 127 24* 

F I c b * : 90-00 0. 02/ 02/23. 6203020 76 3 


6203100036 Responds to 820122 regusst for comments on DT Plotnick 
820110 ltr re otll Intention to reduce low level raduastes. 

To date. NRC has not received util request for appravel to 
Incinerate tow level raduasts. 

DIHCKB, V}. 0 Offtc# of the Eiecutlv* OIrec tor for Operations. 
82/02/22. derrick, B House of Rep 3pp. 12191:329. 24* 

Fune: 30-269. 02/02/22. 8203100036 


ruruaiDB "la.-n c a n* « 1 e ri yi riotnicK r» util Plant to 

build foctlltv that ul 1 I raduta lou level radwaite. 

Comment* nequeeted. 

OEflRICH'B. House of f>ep B3/0t/33 KAHHEKER. C. C Office of 
Con^Tee* tonal Affaire 3p^. 121*fl 331 SAt Fit he 30-369. 

02/07/3S. 0203100030 


P Operatinfi llcent* stage documenta 6 correspondence 


0203010001 AddI reeponte to POtA request for 30 categories of documents 
re NllREO-0660, "MRC Action Plan " Foruards document a listed 
In Apt>a A.B.C 6 O Info portlallg vslthheld iref FOIA 
Eismptlon 9). 

FELTON. J M Oivlalon of Rules and Records Sl/OB/04 MADDEN. T J 

Kag*. 8 C holer. FI srman, Haga t. Handler 9pp 13790:006 24X 

Flche: 90-370. 01/00/04. 8203010001 


—"•7910340034 Forsiardf NRC 790622 Itr. 790913 Duke Power Co itr 8 . model 
documentation for 790707 rept. '‘Evaluation of Transient 
Behavior V Small RCS Breaks in 177 Fuel Assemblg Plant " 

Requamtt revlaie of 790707 rept 

HELTEMES. C J THI-2 Dulletlns & Orders Task Force 79/09/24 
ROBTTOCZV. 7 TMt-2 Dulletlns << Orders Teak Force Ip 12/69 194 
34X Flch* 90-270. GI/0B7O4. 0203010001 


--7911200370 Discusses effect of feedvieter age mod re original steam line 
break anelgiis. Requests comments. 

CAPRA. R A Light Uater Heoctors Branch 3 79/10/31 ISRAEL. R 

Reactor Sgsteme Orancb Ip 12769 000. 24X Fl che . 90-000. 

01/08/04, 0203010001 


--0OO33IO239 Forciards list identifying four Items for which responses to 
requests for addl Info usre received t. status of three 
add! items Also forwards BtiU "Potential Reactor 8 gs Voiding 
During Anticipated Transients ” 

CAPRA. B. A Btanderdlietlon Drench BO/02/13 RnSITOCTV, 2 R 
Division of Project Manegamsnt 4pp 13760 343 34X 

Fichs: 90-270. 01/00/04, 8303010001 


— -60092B1041 Forwards status of operating PUR euclltarg feedwater sgs 
evaluations for Uestinghouse. C-E (< 0(.U NOSO plants 
MATTtlEUO, P R Auilllarg Sgstams Dranch 80/02/29 BENARUYA. V 
Auilllarv Bystama Dranch 14pp. 12760:339. 24x 

Ftche 90-000. 01/00/04. 0303010001 


— 0203010113 Forwards util 801000 Itr 8 . auilllarg fesdueter sgs dreuings. 
Info discussed u/llcenses at 000903 meatlng U/o tncls 
KENDALL. R NRC - No Data 11 ad Afftltatlon Given NRC-03-79-1 10 
00/10/10 FERTNEH. R Franklin Ina 1 1 tu ta /Frank 1 In Resaerch Center 
Ip 12793:196 34X F Iche 90-000. 01 /Oa/04. 0303010001 


->-8203010143 Forwards auxiliary feaduiater sys rallablllty study 8 * 
response to NUREO-0667. U/o enc 1 

rENOALL, R NRC - No Detailed Affiliation Given NRC-03-79-U0 
80/09/19. FERTNER. K Franklin tna 1 1 tuts /Frank I In (Itaaarch Cs.itor 
Ip 12793:202 34X F I c he: 90-000. 01 /00/04. 0203010001 


--8303010202 Requetta that effect of feaduiater syt mod In operating Puii 
plants on original steam line Itreek analytes be specifically 
addressed In review of proposed mods at facility. 

EISENHUT. 0 owl si on of Operating Reactor* 79/10/29. ROOtl. 0 
TMt-3 Bulletin* 8 . Orders Task Force. ip 13769: 089 24X 

F 1 « h s , 90- OOO. Bl /0B/04 . 030301000 1 


— -8203010234 Requests review of uttl Itre documenting step* taken to 
insure operator training 8 . dr 1 1 ling. Incorporating lessons 
learned from THt-3 8 . continued high state of preparedness. 
Suggests 791001 meeting to discusi response adequacy. 

ROSS. O F TMI-a Bulletins 8 . Orders Task Force 79/09/38 
COLLINS. PF Operator Licensing Branch. ip 12769 133 24X 

Ftche 90-000. Bl /0Q/04. 8303010001 


— 6303010391 Provides status of C Mtchelson concsrns re St-U smell hreok 
lOCA. Draft memo*. Internal dietrlbutlon llet 8 . handwritten 
not* end. 

CAPRA.R Tt1I-3 Bulletins 8 . Orders Task Force. 79/11/13 
BHERON.B TIII-3 Buttetlns 8 . Orders Task Force 6 pp 13769 32l 
34X Flchar 90-000. 81/08/04.8303010001 


— 8203010373 Forwards draft request for addl Info re small brtek LOCA foi 
review 8 ./or mod as appropriate. 

CAPRA.R A. NRC - No Detailed Affiliation Olven 79/09/36 
SHERON. a NRC - No Detailed Affiliation Olven. 6 pp 12770:103 
24X Flche: 90-080.01/08/04.8203010001 


--8203040090 Farw 4 rd* B 6 U handwritten draft response to NRC 79092B 
requeet for eddl Info on power operated relief velva 
actuation 1 . rapetor trip frequency. 

CAPRA. R. A Tfll-s Bulletin* A Order* Tatk Force. 79/10/30. 

ISRAEL, a TMl-a Bulletin* 8 , Qrdtra T*«k Force asgp. 12769:091. 
24 X Flche: 90-000. 81/08/04. 0303010001. 


uvyrrvvu ....a.yv.v 

Simulating facilities Figure* 1-9 re computed trpnalant 
results sne 1 

HSU. C J Orookhaven National Laboratory 00/01/10 Crook haven 

Nationel Laboratory 6 p 9 12764 394 34 * Flche 90-000.01/00704. 

0203020001 


B30I390001 Application to amend Licenses OPR- 30. OPR -47 & OPR-SS. 
changing Tech Bpec Section 3 1 2 re heatup, cool down A 
Instrvtce test llnttatlon* for RCS U/Claas till fee* 

PARKER. U O Duke Power Co 83/01/12 OENTON. H R. Office of 
Nuclear Reactor Regulation. Director STClT. F. Operating Renctoi e 
Branch 4 3pp 11673 303 24* Fish* 90-269.03/01/12.0301290001. 


0303040910 Forward* request for add! Info re TMI Actlori Item III. W 3 4. 
control room habitability Info should Include toclc 
gaa/chemteal analyses conslte A of f a 1 ts )■ vent 1 1 a tlon sys 
operation {normal A Incident) A shared sys 

BTOLT* V- F Operating Reactors Branch 4 82/02/11 PARKER. U 11. 

Duke Power Ce 3pp 13130 210 2«X Flche 30-269,82/02/11. 

B203040910 


8203090190 Forwards draft technical evaluation rept. “Control of llaavy 
Loads." for review A comments on conclusions Conference call 
requested within 30 days of receipt of Itr. Comments 
requested within 60 days of receipt of itr 

BTOLl. U F Operating Reactors Branch 4. 82/02/ 10 PARKER. U C*- 

Duke Power Co 3pp 12146 001 24X Flche 90-269. 02/02/ IQ. 

8203090 I 9B 


--B203D90203 Draft technical evaluation rept. ’Control of Heavy l.o-ods. " 
VITO. D J . 8 ARGENT. I M Franklin t ns 1 1 1 u t e /Frank I 1 n Rasearrh 

Center NRC-03-79' 1 18 TeR-C9397- 104 82/03/09 NRC - No 

Oatalled Affiliation Given 34pp 13146 004 34X 

Flche 30-269.83/03/18.0203090198 


8303030317 Informs that addl Info re shift technical advisor training 
programs, per ARC G20I19 request-will be provided by 020334 
PARKER. W 0 Duke Power Co 03/03/19 OEnTON. M R Office nf 
Nucleer Reactor Regulation. Director 8TOL7.J F Operating lleacturs 
Branch 4 tp 12098 280 24X Flche 30-269,02/02/19.320303031/ 


U30309O1B0 Requests addl Info re environ qua I I f I cat i on of safety- 
related electrical equipment Franklin Research Ctr list 
of questions enc I 

8T0L7. J F Operating Reactors Dranch 4 82/02/19 PARKER. U. (1 

Duke Power Co 6 pp 12142 390 24X Flche 90-269.02/02/19. 

0203090 I BO 


8303100092 Clarifies under s tend t ng that util will tract NUnEO-O/3/ Itom 
III 033 position to Improve in-plant iodine 
Instrumental 1 on under accident conditions 

8 T 0 L 1 . V. F. Licensing Branch 4 92/02/19. PARKER. U G Duke Pouor 

Co Ipp 12191 191 24X Flche 90-269.02/02/19, 8203100092 


8303010260 Request* NRC Concurrence w/utti approach re 020201 agioonioiit 
w/Uestlnghouse on performance of epent reactor fuel 
contol Idatlon eves .u/four I9vl9 OAU fuel aeacmblkes 
PARKER. U 0 Duke Power Co 82/03/23 DENTON. H R. Office of 
Nuclear Reactor Regulation, Director BTDLZ. J F. Operating Reactori. 
Dranch 4 4pp 12069 239 24X Flc he 90-269. 83/02/23. 030301 0X760 


0203040373 Forwards Amends 107.107 A 104 to License* OPR-aO. DPR -4 / A 
OPR-39. retpec tivciy. safety evaluation A notice of Issuance 
A aval lab 1 1 1 ty. Amend revises Tach Specs requirements re 
heatup A cooldown A inservice tes'tlng limitations for RCS. 

WAGNER. PC Operating Reactors Branch 4 03/02/32 PARKER. H O 

Duke Power Co 3pp 12137 3QI 34X Flche 50-269,03/02/23. 
8303040373 


--0203040377 Amends 107.107 A 104 to Llcsnses DPR -3a. OPR- 47 A UDlt-SO. 
r espec tl ve 1 y. revl sing Tech Specs re heatup, cooldown A 
Inservice testing limitations for RC 6 . 

STOLT. J F Operating Reactors Branch 4 □3/02/83 18pp 

12137 283 24X Flche 90-269. 82/02/22. 8303040373. 


— B203040362 Safety evaluation supporting Aaiends lOVi 107 A 104 tn 
Llcenss* OPfi-38. OPR-47 A DPR- 99, respect 1 v e ly. 

* Office of Nuclear Rsactor Regulation, Director B3/03/33 3pp 
12137:302 24X Flche 90-269. 82/02/22. 8303040373 


--8203040389 Notice of Issuance A evallabllkty of AmenclB 107>10Y A 104 
Licenses 0PR-3e, DPR-47 A 0PR-S9. reSpec t ive I y . 

STOLZ.J F nperatlng Reactor* Branch 4. 02/O3/S2 3pp 

12137 304 24X Flche 90-269, 82/02/22. B203040373. 


8303110001 Generic Ltr B2-04 to all licensees of operating plants, 
applicant* for OL A holders of CP re uss of INFO 8 CC-IN 
program 

EISENHUT. D O Division of Licensing 02/03/09 HAUSPUKO. A 
Consolidated Edison Co. of New York. OlETCH-R. Southorn Callfariila 
Edison Co PARRIB.H 0 Tennessee Valley Authority 3pp 
12291 031 24X Flche- 90-000, 82/03/09.0203110001 


ss " 

vjPtC-0737 lt«rt It 8 I dttc minu ses 

oE.ir« « « 

,»-2.,:8?,ovo9.Dao^303.i 
?n^2aO«i .n*c ra .o« t.^P ov,r,r...ur. 

6203-’: 5J2.* 

c -" 1173^05 rcr^trit r»»con,f »o 6:030a <tT ,«%U f ication for 

.It.,, ,r.. s.f. cp.r.r.o^ a 

.C.P..U70 «« ON.H « " Off.C. of 

PAPfCR W 0 Colt Pnuet Co ea'uj «* ^ D-»r«Hno Btartor® 

’’tlala'ael' “^rr^o. so-a^B.ea/oa/^a. e303i 70203 

6233230345 Por^trOi info ju.t.f.tnj Icotr value, of Int.arated dote 
u.t* 4 u»UHc*llor cf elettrifal ,4ulp«.tn« 'OOtained 
,n,i,t rtattor oldj ptr K«C 620205 retoe.t nt|„d,. ».,,, 8. 
a.,..eiH 5 ''. u.ea in anal.*i, fc ,a.pl. caUolalion 
pIppEft.KO Cu.e Pc-,.r Co 62/03/16 OENTON.HR Office of 

eTa‘o'4"*'4pr “M^Frchf M-sl^l'ea/Oa^lP. 0203230345 


pro330C0l5 rcruard. Anpod, )C&. 109 8. 105 t« Liter.,,, OPn-39. DPR-47 J. 
CPP-33. re, pet Mv.lv eafe'd evaludUon i ootJte ct i„u8i.ce 
!. availaMIitj A,,"., r*,i,e T.cr Spec, to rein, cat* >>.,406 

waONER^P^C '^eperattp. Reactor, Dranch 4 62/03/16 PARKER- W 0 

Out* PCa,- Cc 2?0 124eO 305 2Ax Flc^. 30-265.62/03/16. 

6203303313 


-620333-3017 6r..r>a» 103-106 t l03 C Lienee, 0PR-3e. OPfi-47 i. DPR'33. 
retp.ttivel, r,vl,in3 Iec6 Spec, to r.in,t«te heatup 8 
Coo\dc«ff4 cv.T’«e% 

0T0l 2. J r Opera^iog Pc«(toc% Branch 4 02/03/16 I6pp 

1346*3 3M 24U Ftch« 30-269.02/03/16.0303300019 


--6233300015 Safet, evaluation iupporting A.-^ieod, ICO. 109 & 105 lu 
Ulcer, e» DPR-36. DPR-47 u DPft-55- re,o ec 1 1 ve I, 

e Qffite of Nuclear Reactor Hejulatlon. Director B2/03'16 
12460 322 24* Fiche 50-365.02/03/16.9203300015 


3pp 


-8303C0042S orthrOlr^c toi^^BWOO/Ol I 01/11/35 

e Rtjlon 2 . ''** 3 '**^* .L 3 *. 9 ,oa/OV/a&.aa 030004 J 2 . 


. n, 920203 Itr Informing NRC ot .tap* t«k oti to 
0203020419 ACk receipt of 920203 30-269/01-32. 

correct violation, noted in IE IfttP 

30-270/91-33 *■ u Resident Program* 02/02/10 

LONO.F 3 ” 12070 leo 25x Flcr.e: 30-269. 

Parker. W Oute Power Co Ip l20/u it~ 

02 / 02/ 1 9 . 6203020 » 1 9 

» o /. Aon , 1 ft Itr re ulolatlone noted In 11"* Intp 
--9203020423 "* 270/81-32 6 30'207/9l -32 Corrective 

;u .......... ■•iT/o,’'^izvd' r.. ». 




rc »A.„ Reel, 30 - 265/0 1 * 32 . 30 - 270 / 0 1 '32 6 
■®”o-2ot/8l-32“pn 011120-1210 t notUe of PARKER. W (J 

^s!yur*iu“r,.:;»'-.or«no. 

8203020415 


-6203020439 IE In,P Kept, 30-265/91-32.90-270/91-32 t. 30-207/01-32 «« 
9???20 -i 210 NoncompUance noted failure to fnllou. 
in hatch releeee of llduld effluent 6 to perfora. edenuate 

oSoER 5 "^.‘!'»D^ BRVANl.J C Vm 7 *’'*' 4 r " 

Project tnepectlon * 


0203030263 Forward, .ufplemental info to »»vl,|on 7 of r.eponee to IE 
Bulletin 79 -OlB. 'Environ Ou»l t f Ithtton of Cledo It 
Eaulp-oent " Ju,tlfloe continued operation until replacement 

pI<»llErM'o”%u?rPouar ''oENION, K fi Office of 

ZLr Reactor R.?vl.tlon, 


0303080345 FOTward, IE Info Notice 
Feedwater Pump Lockout Resulting 
Siultcv Cliiult Mod ■■ No reeponse 
O'REILLV.J P Region 2 . Office 
Florida Pover 6 Light Co 4 pp 
Flche 30 - 000 . 82 / 02 / 26.0203000349 


02 - 01 . Revl , Ion I. "Auetl 
Prom Ueetlnghoue* U -2 
regu 1 red 

of Director 03 / 02/56 
12130 103 24 X 


larv 

llllRIO, 


R. L 


-'62033v00?2 Notice of issuance t availaklllt, of Amena, l03. l09 l» 105 to 
Utcenie, 0PR-3e. OPR -47 t OPft-95. respec 1 1 velg 
SlOt/.Jf Operating Reactor, Branch 4 92/03/16 2PP 

12460 324 24« Fiche 30-269. 93/03/ 16. 620330001 3 


B 203250306 Forward, IE tn»p Repte 30 - 265 / 02 - 03 . 30 - 270 / 92-03 6 
30 - 397 / 62-03 on 820210-12 No none o.->p 1 lane e noted 
LCN3* F* J Division of f*roject 8* ReoKJ^nt Program* 03/03^02. 

Parker. U O Ouke Power CO 2 pp 12413 370 24 X 

Flche 50 - 265 . 02 / 03 / 02.8203230306 


0 lo»?ecli:n reports. IE Bulletin, t. c or r»,j undone e 


8203010001 Addl re, pons, to FOIA regvest for 30 categories of document, 
re MuneC-0660. ■•NRC Action Plsn " Forward, document, listed 
in App, ABC 6 0 Info partlallg withheld (ref fOlA 
Eiemptton Ji 

JON. J M Division of Rule, and Record, 91/09/04 NAOOEN, I J 
»a,«.Schol«r. Fterman. Hag, 6 Handler 9pp 12730 006 24» 

Fiche 30-270, 61/09/04.6203010001 


--9C0716I003 Detail, util, re, pen, e, tc IE Bulletin 75-03C. "Nuclear 
Incident at Trtl-SuppI" Forward, Outa Power Co 79CB24 Itr. 

Toledo Edison 791101 Itr h Fl PCwer Corp 74 II 01 Itr 

descrihtnj action taken In retpen,. Co bulletin 

CAPRA. B A 11 , 1-2 Bulletin, 6 Order, Task Forte 79 / 11/07 

ISRAEL. 6 TI1t-2 Bulletin, b Order, Task Force 2pp 12769 069 

34* flche 30-000.81/00/04.6203010001 


6203000412 Act receipt ol Bil 223 ktr informing NRC ot itep, taken to 
correct violation, noted in IE Insp Rapt, 30 - 269 / 91 - 25 - 
30 - 270 / 81-25 b 50 - 287 / 91-25 

O-RCILLV-jP Region 2 . Atlanta. Office of th* Director f 0 l/O 3 /OI* 
82 / 01/26 PARKER. U a Out* Power Co 3 pt 12157 152 24 * 

rich. 30 - 269 . 02 / 01 / 26.0203090412 


'0203090416 Raspond, to NBC 811123 Itr re violation, rioted In IE liisg 
Repl, 50 - 269 / 81 - 25 . 30 - 270 / 91-25 6 30 - 297 / 81-25 Corrective 
action, , 0 ) idif icatton of evaporator concentrate, u/ur.a 
f ormaldehgde discontinued 

PA/IkER.U 0 Cute Power Co 91 / 12/23 O'REILLY. JP Region ?. 
Atlanta. Office of the Director 181 / 03/011 4 pp 12137.135 24 x 

Ftcee 30 - 269 . 82 / 01 / 26.8203000412 


--B 203 C 80421 Forward, IE Waste Packaging Insp Kept, 15000039/1011 b 
IE Insp Rest, 50 - 269 / 91 - 23 . 50 - 270 / 81-23 b 3 O-QB 7 / 01-25 on 
810928 b notice of violation 

O'REILLV.J p Region 2 . Atlanta. Office of the Director 
tBl/ 03 /Ol) 91 /I 1/25 PARKER. W 0 Duke Pcwer Co 2 pp 
12137 159 24 * Flche 50 - 269 . 82 / 01 / 26.8203080412 


--8203250313 IE Insp Repts 30 - 269 / 02 - 03 . 30 - 270 / 02-03 fc 30 - 207 / 02-05 oii 
820210-12 No none omp 1 lane 0 noted Major area, t nsp t c ted : MPI 
plpln) b recover, of Insp tool from Unit 2 v«e,tl. 

OLAKE.J .) . HHRDT. A n Division of Englnaerlng 6 Technical 
program, 82 / 02/25 App 12413 272 24 X Flche 50 - 269 . 02 / 03 / 03 . 

8203230306 


8203170441 Forward, IE Info Notice B 2 - 03 . "Environ leet, of Elettrlcal 
Terminal Block* ■' 

O'REILLV.J P. Region 2 . Office of Director. 02 / 03 / 04 . UU 01 O.K L. 
Florida Po-jer & Light Co VERDERV.E H tD 9 Nuclear. Inc App 
12315 309 24 X Flche 50 - 000 , 92 / 03 / 04. 02031 70441 


8203230076 Forward, IE insp Rept, 30 - 369 / 02 - 03 . 30 - 270 / 02-03 *• 
50 - 297 / 82-03 on 920119 - 22 . Mo none omp l lance noted. 

LON'O. F J Region 2 . Office of Director 02 / 03/04 PARKER, M. f) 

Duke Power Co 2 pp 12414 311 34 K F Iche ■ 30 - 269 . 02 / 03 / 04 , 

0203250079 

—9303250003 IE Insp Rept* 30 - 269 / 62 - 01 . 50 - 270 / 92-03 b 30 - 207 / 62-03 oil 
920119-22 No noncompllaoce noted Major area, inepected 
tntOTvtce Insp procedure revt eel. program b record review, work 
observ'atlon 6 seal replacement 2 A 1 RC pump. 

eCCNQrtOS.N , I'ERDT.A R Region 2 , Office of Director 92 / 03/02 
Bpp 12414 313 24 X Flche 30 - 269 . 82 / 03 / 04,9203230070 


B 2031 70319 Forward, IE Info Notice 92 - 04 , "Potential Oeflclencg of 
Certain AOASTAT E -7000 Series Tlme-Oelags. " Li IE Info 
Notice e 2 " 03 , "Increasing Fregueneg of Drug -Related 
Inc Ident , ” 

OHEILLV. J P Region 2 . Office of Director 82 / 03/10 UHRtO.ft E. 
Florida Power I, l.lght Co VCROERV, E H. CDS Nuclear, Inc 4 pp 
12321 206 24 X Flche 50 - 000 . 92 / 03 / 10 . 82031 70319 . 


03/03/05 


rHnrvcn. M u uute rokfer aj/vj/ii ulniun. ii R OfClcs of 

Nucltar Rooctor Rogglatlon. Olroctor. BTOLZ.J. F (Jporating Reactors 
BTant^ 4 3pp taaOl 133 SAX Fiths 50-3 f.9. 03/03/ U . Qa03l<>oa9 A 


0303350401 Fotuards 11^ Info llotlco 83-06* "Failure of Steaei Oenorator 
Primary Side Manuay Closure Studs “ No uritton response 
raqueitad. 

CREILLV. J. P Region 3. Office of Director 03/03/13 UVIRIU.R E 

Florida Power 6 Light Co PARKER. U O Duke Power Co LEAGOURO. R 11 

Virginia Electric & Power Co. 5pp 13409 186 24x 

Flche 30-000. 03/03/13- 02033504B I 


0303330041 Forwards request for add I info re le Bulletin Qo-l I . nnsotirq 
walls, to complete review Info needed within 60 dags 
810LZ.J F Operating Reactors Branch 4 83/03/13 PARKER. W l> 

Duke Power Co 3pp 13374 263 34X Flche 30-269.02/03/13. 

6203330041 


8203360230 Forwards IE Info Notice 02-07. "Inadequate Security 
Screening Programs " 

O'REIULV, JP Region 3. Office of Director 03/03/16 UMHIO.R E 
Florida Power & Light Co. l^RDERV. C H. EOS Nuctoar. Inc 4pp 
13434; 107 34X Flche 50-000.03/03/16.0203260330 


R Periodic operating roports S. related correspondence 


6303290193 Forwards motithXy operating repts for Aug 1901. 

PARKER- W 0 Ouko Power Co 01/09/13 Offlco of Management and 
Program Analysis ip 12429 109 94X Flche 30-269.01/09/13. 

0203390193 


--0203290197 Monthly operating ropts for Aug 1901 

REAVtO, J. A. Duke rosier Co 01/09/13 1 7pp 13429 190 l'4X 

Flche 30-269,01/09/13.0203290193 


Q203290193 Forwards monthly operating repts for Bept 1901 

PaRKFR. N. 0. Duke Power Co. 61/10/13 Office of Manogemont and 
Prograoi Analysis Ip 12429; 339 34X Flche 30-369,01/10/13. 

0303390193 


--0203290193 Monthly operating repts for Bept 1901. 

REAV/IS. j. A Duke Power Co 01/10/13 I6pp 12429 330 24X 

Flche 30-269.81/10/13,0203390192 


0303290177 Forwards monthly operating repts for Oct 1901 

PARKER, N. O Duke Power Co 61/11/13. Office of Management and 
Progrem Analysis Ip 12430 001 24X FI c he 30-369, 01 / 11 / 1 3, 

B203290177 


— 0203290179 Monthly operating repts for Oct 1901 

REAVIS. J A Duke Power Co 81/11/13 16pp 13430 003 34X 

Flche; 30-369, 01/11/13. 0203390177. 


8303190309 Forwards monthly operating repts for Feb 1902 

Parker, N. 0. Duke Power Co 02/03/13 Director's Office, Office 
of Inspection and Enforcem.ent Ip 12349 . 330. 34X 

Flcha; 30-269. 03/03/13. 0303190309 


— 8203I903I3 Monthly operating repts for Feb 1902. 

REAVtS.J A. Duke Power Co 92/03/13 ! 7pp 13349 231 24X 

Flche: 30-369, 03/03/13, 8303190309 


8 Reportable occurrences, LERs 6 related correspondence 


0203060331 Forwards LER 03-003/01 T-0. Oe ta 1 1 ed event analysis encl 
PARKER, W O Duke Power Co 02/03/16 O'REtULV.J P Region J*. 
Office of Director Dpp 13160:139. 24X Flche 30-270. 03/03/16, 

8303080331 


—0303000339 lER 02-003/01 T-O on 020303, video insp of fuel assemblies 
revealed broken holddown springs on batch 7 fual assemblies 
OIH3,01JV & OIKX. Caused by f a t Igue- 1 nduc f d cracking at 
surfate flaw. Springs will be replecsd before reload. 

KUTZER.J F Duke Power Co 83/03/16 Region 3, Office of 

Director Ip , 12160:143 34X Flche 30-370.03/02/16.8203000551 


0303170340 PNO-lt-B8-034A on 820302, thermal sleeve on one of two makeup 
llnai found slightly out of place Caused by absence of four 
restraining button welds. Thermel sleeve will be replaced 1. 
button wolds rePabrlcated 

BRVANT, J c. . ECONOKaS.N Region 3, Office of Director 03/03/03 
2pp. 13331;t44 34X FI c he 30-370. 02/03/03, 83031 70340 


tco.NU.-.UB. N . KEHUT.A H Hogion P. UfficB Of Director 
ip 13333 150 34 X Flche 30-370.03/03/05,8303170641. 


V Operator E lantnat tons 


0303010001 Addl response to FOIA request for 30 categories of docuooiiti. 
Ts NOREG-ObtO, "NRC Action Plan " forwards documents listed 
in Apps A.Q.C t. 0 Info partially withheld Cref FOtA 
Liemptlon 3) 

FElTON, J M Division of Rules and Records 01/00/04. MAOCFfl. T. J 

Kaye, 3r hoi er. F i erman. May s C, Handler 9pp 12750 006. 34X 

Flche 30-370. 01/00/04.020.3010001 


--B303O10033 Forwards eism results for operators !. senior operators of 
facilities 

COLLINS. P F Operator Licensing Oranch 00/07/22. DAVIS. L T 
Analysis t. Technology. Inc 6pp 12/39: 146 34X 

Fiche 30 COO. 81/00/04. 8303010001 


•-03O3O2O332 Eipresses thanks for util operating L training staff 
Interest t support during recent training survey team 
vlsi t 

DAVIS. T Analysis 6 Technology. Inc 80/07/01 PARKER. U U Mule 
Power Co. |p 127/0 303 34X Flche 30-000. 81 /00/04. 8203010001 . 


-0303030094 Eipresses thanks for util operating 1. training staff 
Interest 8. support during recent tratning survey tear, 
visit 

DAVIS. T Analysis U Technology. Inc 00/06/13 ABERCROMO 11 . II 
Tennessee Valley Authority ip 12770 331 34x 

Flche 30-000.01/00/04.0203010001 


--6203030308 Fora-ards code list for operators t< senior operators In (irdu 
to f ac 1 1 1 ta te forwarding of eiam results to Analysis 1, 

T ec hno logy. Inc 

POPE.J N Duke Power Co 80/07/10 CLl.LING. P F Operator 
Licensing Oranch 3pp 13760 Il2 24X Flche 30-000.01/00/04, 
0203010001 


DOCKET 30-371 VERMONI YANKEE NUCLEAR I’OMER STATION 


F Security, medical, emergency & fire protection plans 


0303040432 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J. M Division of Rules and Records 82/03/33 Document 

Menagenent Oranch ip |3I37 140 34X Flche 30-371,02/03/35. 

0303040432 


--9303040438 Forwards public version of revised emergency plan 
implementing proc edures. t nc lud Ing Procedures 33C0 re 
unusual event, 3301 re alert, 3303 re site area e.mergency b 
3303 re genera! emergency Receipt form encl 

HARKT.O Yankee Atomic Electric Co 03/02/18 Office of 

Nuclear Reactor Regulation. Director Ip 13137 141 34X 

Flche 30-27 1.02/02/25,0303040433 


--6303040463 Public version of revised emergency Plan Implementing 
procedures, including PTocedures 3300 re unusual event, 

3301 re elert,3302 re site area emergency t, 3303 re general 
emergenc y 

» Yankee Atomic Electric Co 03/03/11 I7pp 13137 142 34X 

Flche 30-371,03/03/33.0203040432 


0303120212 Releases public version of changes to emergency plan 
implementing procedures 

FELTON, JM Division of Rules and Records 82/03/03 Document 

Manegement Drancb ip 12333 140 34X Fiche 30-271 . 02/03/03, 

8303130313 


— 0303120214 Forwards public version of Change 9 to emergency plen 
implementing pros edures. c one 1 st ing of Revision 3 to 
Procedures AP 3133 re emergency plan classification & 

Revision 6 to AP 3712 re emtergency plan training 

MARKT.O I Vermont Yankee Nuclear P<ic.er Corg 63/03/33 Office 
of Nuclear Reactor Regulation. Director. ip. 12233 141 24X 

Flche 30-271. 62/03/03, 0203130312 


--B203120216 Public version of Change 9 to emergency plan 1 mp 1 emen 1 1 Og 
proc edures* cons 1 St 1 ng of Revision 3 to Procedure A6 3135 rs 
emergency plan classification t. Revision 6 to AP 3712 rs 
emergency plan training 

» Verm.ont Yankee Nuclear Power Corp. 82/02/12 lipp 12252 143 
24X Fiche 30-271,03/03/03,0203120312 


SSOUteOSH An rtctttt cf SSOSOi itr r« ijv(r2<^#fng i cantlteilng MtC 
(Uttfanc* an r tqtirairtr.tt for «atrt*nci| *u»fort 
Clartf<|ln; juidano to it ittutd 

EI6e.SHur.D 0 0)vl«ton of LKtnslng 82/03/10 HEIOCR.L H 
Vtrmont Vanitt Nucltar Pcutr Carp 3pp 12343 300 94X 

fitat 50-221. 02/03/10.8203160514 


8203350032 Raltattt public vtrtion af rtvlaad taorgancy plan 
Impianant irt; proctiurtb 

FElIOM-J n Olvlbtcr of Rulat and Rtcord* 82/03/17 Oocuaent 
Kanagamtnt Branch |p 12421 110 24> Flcba 50-271.82/03/17. 

8203250337 


’620323C03R Foriuardt pcbllc utraion of rtvltlort to tatargancg plan 
imp laaitnttng prcc adurt. Inc lud ing Procadurtt OP-3301 ra 
urutual tvtfit. CP-3302 rt alart *. OP-3303 ra tit» araa 
arargtncg 

nABKl.D Varaiant Yanlac Nuclaar Pcuar Corp 02/03/05 Offlta 
af Nuclaar Raactor Ragulaticn. Olrpctor Spp 12421 ill 24X 
Plena 50-271-82/03/17.8203250037 


■6203250042 Public vprtlon of ravialonp to amarpancy plan lap 1 eaiant Jnp 
procalurat. tnc lud Ing Proctduraa □P-3301 ra vnutual avant. 

□P-3302 ra alart 1. OP-3303 ra alia araa taargancy 

murphy, u p . JACK&DN. £ W Varaont Yaniaa Nuclaar Pouar Corp 

02/02/26. 97pp 12491 116 24K Plcht 50-271.89/03/17.6203250037 


8203300174 Forwarda aacurity paraonr.al training 6 Qualification plan 
Plan withheld iraf ICCFR73 2u 

SMITH, R t Varaont Yanlae Nuclaar Powar Corp 82/03/19 
VASSAL t O. 0 Oparati/ip Rractora Sranr/i 2 4pp 12446 255 24x 

Flcba 50-271.82/03/19.8203300174 


B2031203S? Forward* raquaat for addl Info rt IMt Action Ito/ti || 8 | 
"nCS High Point Vanta " Ratponta with In 60 daipa roquadtad. 
VA6SAUL0. 0 D. OparaClng Raactor* Branch 2 02/02/34 SMITH. II I. 

Varnont Vania* Nuclaar Powar Corp 3pp 13252 003 34X 

Ficha 30-271.02/02/24,8203120309 


8203240313 Fpruard* tafetg avaluatlon ra TMt Action I tarn lit D li. 4> 
Control rooiK hail tap 1 1 1 tq Raquatt* aubmlttal of approprlata 
Tacli 8pac« upon completion of inttallatlon nf toitc ga* 
datactlon ty* 

VAS6ALL0. D B. Oparatlnp Raactor* Branch 2 03/03/34. OMlTH. K. 1. 

Varmsnt Vankaa Nuclear Pouiar Corp 4pp 13413' 377. 34X 

Ficha 50-271.02/02/24.0203840313 


0203030376 Forward* Cgcit lx ttartup tatt rapt par Tach Opac 
6 7 A I 

UACKSON.E U Varmont Vanlee Nuclear Power Corp 03/03/33 
HAVNE8.R.C Region 1. Office of Director Ip 13090 206 JMX 
Fichf 50-271. 02/02/25. 0203030376 


--02O3O3O379 "Cycle IX Startup Teat Rapt " 

* Vernont Yanlea Nuclaar Power Corp 02/02/33 14pp 13090 . 
34X Flche 30-271.02/03/23. 0203030376 


0203030363 Forwerda lumYiary of 020212 maating w/NHC r» util anbmttt. 
on anulron qualification of tafatv-rolatad alactrical 
equipmant Continued operetlon jutllfied In Interim until 
final retolutlon of Itama accomp I lahad 

SMITH.R L Vermont Yankaa Nuclaar Power Corp 02/02/36. 

EI8E6KUT.0 0 Dlvldlcin of Llcenting. 5pp 13133 1)96 24X 

Fifhe 30~S7i. BS/a2/2i>. 0303030363 


H Oeraral c orr etpondenc a 


8203C800I6 Aouitat that OS Vaxtallo i-eaptlgnad a* Chiaf of Cparating 
Raactor* Branch 2 Corretpondtnc e prevloutly directed to 
TA Ippotltg *hould ha directad to Vaxtllo 

ffOVAP. 7 fl AtiiiCant Olractor for Oparatlnp Raactor* 82/02/12 
Smith. R L Vermont Yankee Nuclear Power Core 2pc 12159 319 24x 

Fitne 50-371. 82/02/12.8203080018 


1 Financial information 


82C3300220 Forwerd* certified finencial itatement* for 1981*1980 6 

Carey. H u Varaont Yankee Nuclaar Powar Corp 82/03/23 LEAR 0 

’’op SCB 24 X fich. 50 - 271 . 88 / 03 / 23 . 


P Cparating licanta «taga document* t corratponitenc* 


0203160464 Dl*cut*** hydrogen monitoring ragulremant* during 
imp lamentation of new containment Inerting raqutramanta par 
lOCFfiSO. 44 Hydrogsn/oygan analyiar* will be dallvared In 
Jul 1902 ln*tallatlon aipactad within 3 montha of raealpt. 
HAR80LAI9. L. D. Vermont Yankee Nuclaar Power Corp. 03/03/09 
VASSAL LQ. 0 B Operating Reactor* Branch 2. 2pp 13303 338 34) 

Ficha 50-271.02/03/08, 8203160464 


8203110001 OanarU Utr 82-04 to a 1 1 lie 
applicant* for OL I. holder* of CP re 

Program. 

ElBENhUT.O 0 Olvlelon of Ltctndng 
Contolldated Edlton Co. of New York 
Flche: 30-OC0. 82/03/09, 02031 1000 1 


Kiaaaa of oparatlng plent*. 
u*a of INTO OEC-IM 

03/03/09 IIAunnURO. A 
2pp 13231:0.31 B 4 X 


u.uviuiiu CO (uppi vu-day raaponey to 
tafaty avaluatlon ra environ qualification of aloctrlcal 
operation Review continuing 

A8BALL0.D B Operating Reactora Drench 3 03/03/09 SMITH, H 

Vernont Yaniaa Nuclear Power Corp 3pp 13415 164 P4x 

Ficha 50-371, 82/03/09. 8303340389 


8203030294 Forward* requeat for add) 
protection u/o anc 1 
VA53ALL0. 0 B Oparatlng Reactor* 
Varmont Yenkaa Nuclaar Power Corp 
Picha 50-271,82/01/15.0203030294 


Info ra degraded grid voltage 

Branch 2 02/01/15 SMlTH.fl L 

3fp 12111 359 34X 


‘’•'•O''''** Lorkthop on 810316 I. 17 
in potion, MA Attandanca of llcantad ahift partonnal 
raquattad Item* to be dltcuttad lifted 

EISENMUT.O 0 Dlvltlon of Llcenting 82/02/13 SHITh r ■ 

Yank.. Nuclaar Powar Corp 3pp lli/J 164 Iqx *• Larmont 

Flche 30-371.82/02/12.8203090065 




Vtnroni 


~B 203220563 CoAAtQtt Ia rttoont# t© SirtRiQ ikm 

24X Fitfc. 50-271. 82/02/22. BTOMTOSM ®" J5373. 01? 


—8203220569 Forward* Initial review of util •t.aa . * . . 





raquttt ' o"OOl. In ra.ponae to NRc 820114 

SMITH.R. L. Vermont Vankta Nbc I trr o- » 

ElBENHUT.p 0 Olvuion of i ^ ^ 82/02/23 

Flche 30-371, 82/02/23. e2030MUr ® 24X 


ftarix 0 3 3 .^2 NRC review of util .ubmltt.J, r. Nl/REO-O; 

‘'“’•■O''**' «n-Plant Iodine I n.trumentat Ion 

4ror*t:;:r::*^:^:r‘“-" - - 

VaSSALLO. D B Operating Raactor* Branch 3 03/03/16 BMITH. R 

Vermont Yankee Nuclear Power Corp Spp 12415 an " 

Flche: 50-271. 03/03/16,8303340337 J•^41^ I13 24X 


Errn R.nr. •• neaccor Power Operated Relief Valvi 

U K 3 ?7. r.2!’n2 r Item 

60 Say. na.pone. r.qu.at.d within 

vtrmonrYLk.e 2l!cuIi7owI*'2°'‘‘ “T'" "" 03/03/16 OMlTH.R 

Flth. 50-r7l‘,*w/O32:r83O3l;o35a 




. 107 . 24 X Flche: 50 - 271 . 82 / 03 / 16 . 8303240333 


01 ven 


R^^nfiction of 

in Tm 4Ctloit pl4in •<lwiprttnt itivolv 

VASSALLOaO B Op.r^Uno 

Vermont V.nka, NucuIH Pow^^:;* *,242^3?^” 

Flche: 50 - 271 . 02 / 03 / 17 , 0203230103 ^ J» 42 t 213 


02/03/17 BMITH. B. 
24X 




DOCKETED ITEMS 


1( 


0203310349 Forward* rept on utmulation of thro* precond 1 t lontn} pa96«& 
In C<|ct« 3. par MAC 820316 roquatt for addl Info re StMU^ATC 
coda - tenon tranelent predictive c apeb 1 H t y. tnf o complatee 
review of etaady etate core phytic* 6 lattice analyel* 

GMITM.fi L Vermont Vanlee Nuclear Power Corp 82/03/26. 

VA68ALLO.D B Operatiny Reactors Branch 2 29PP 12499 049 24X 

FIche 90-271. 82/03/36.8203310349 


0 Intpectlon reports. IE Bulletins 6 correspondence 


B303I70617 Advise* of NRC intent to update approvals of Inservlcr liisp 
relief request* NRC review ui I 1 encompass util 760913. 

770439 6 1229.790130.0429 6 30.0629 6 1033.000914 & 1010 6 
810701.1104 & 1338 matl re pressure bearing coniponenls 
VASBALl-O. 0 a Operating Raactor* Branch 2 S2/03/22 CnnH.R 1. 

Vermont Yankee Nuclear Power Carp. 3pp 13337 360 24X 

Flche 90-271, 82/02/22.0303170617 


8303090440 Forwards IE Info Notice 83-01 . Revi s 1 on 1. "Autlllary 
Feedwater Tump Cochout Resulting rrom Most 1 nghouse Vi-3 
Switch Circuit Mod." Revised Table 1 1* also anc I to 
clarify circuit diagrams. No written response required. 

KAVNCS.R C Region 1. Office of Director 83/03/26 O'TOOLL.J 0 
Consolidated Edison Co. of Mew York. OWTOM. d d Oenerel Public 
Utilities - CPU Service Corp LEMP0E8. T C. Niagara Mohawk Power 
Corp 9pp 13134 >77 24X F 1 c he 90-000- 02/02/26. 6303090440 


0203100310 Forwards *'VT Yankee Nuclear Power Corp 1981 Insorvlce Insp 
Summary Rep t. 01 101 7-81 1201 . " In accordance w/Artlcle 
IliA-6000 of Oeetton XI to AOME Boiler 6 Pressure Vessel 
Code 

JACKBON. £ W Vermont Yankee Nuclear Power Corp 03/03/09 Office 

Of Nuclear Reactor Regulation. Director ip 12179 043 24X 

Flche. 90-271, 83/03/09. 0303100310 


— 8303100313 "VT Yankee Nuclear Power Corp 1901 Inservlce Insp Summary 
Rept. 81 1017-81 1301 " 

e Vermont Yankee Nuclear Power Corp. 02/03/09 20pp. 13179' 044 

34X Flche 90-271.03/03/09.8203100310 


8203340393 Forwards request for addi info re inservlce tnsp program 
Response required within 30 days. 

VASSAL lO. D 0 Operating Reactor* Branch 2 03/03/12 BMIIH.N I. 

Varmont Yankae Nuclear Power Corp bpp. 12419:007 34X 

Fiche 90-271. 82/03/12,0303240393 


8203310333 Foruards IE Info Notice 82-06. "Failure of Steen Oenerator 
Primary Bide Manway Cloture Studs." No written response 
required. 

HAYNEB. ft. C Region 1- Of flea of Director 03/03/12 CI'TOOLf;- d 0 
Coneolldated Edison Co. of New York. RIOUE.O K Niagara Mohawk 
Power Corp. CURTIS. N.vi pennsylvenla Power 6 Light Co 9pp 
12492 084 24X Flchs 90-000.83/03/12.8303310333 


8203170373 Forwards IE Info Notice 02-03. "Environ Tests of Electrical 
Terminal Slocks. " Mo written response required. 

HAYNES. RC Region 1. Office of Director 03/03/19 O'TOOLE. JO 
Consolidated Edison Co of New York. RHODE, O.K. Niagara Mohawk 
Power Corp. CURTIS. N.U. Pennsylvania Power 6 Light Co Bpp 
13312 339 24X Flc he; 90-000. 82/03/ 1 9. 82031 70273 


□303170486 Forwards IE Info Notices 83-04. "Potential Deficiency op 
Certain AOABTAT E-7000 Series Tlms-Oslay Relays" (■ 03-09, 
"tnersaeing Frequency of Orvg-Relatsd Incidents." 

HAYNEB, BC Region 1. Office of Director 83/03/19 O'TOOLE, JD 
Concoltdated Edison Co. of New York. RHODE. O.K. Niagara Hohawk 
Power Corp. CUATIS.N U Penneylvanla Power 6 Light Co. 9pp 
12320 021 24X F Iche : 90-000. 82/03/1 9. 82031 70486 


□303310361 Forwards IE Info Notice 83-07. "Inadequate Security 
Screening Programs. “ No written response required. 

HAVNES.R. C. Region I, Office of Director. 82/03/16 O'TOOLE, JO 
Coneolldated Edtiiin Co. of New York. CARROLL. J. T. Jersey Central 
Power ti Light Co. POLLACK.H. B. Long Island Lighting Co 9pp 
12499:073 24X F iche; 90-000. 82/03/16. B303D 10361. 


R. Periodic operating reports it reletcd c orr etpondenc t 


B203240204 Forwards monthly operating rept for Feb 1981. 

CONWAY, U F. Vermont Yankee Nuclear Power Corp. 81/03/09 Uffici- 
of llanagement and Program Analysis. Ip. 13396 193 34X 

Flche; 90-271. 81/03/09. 8203240204. 


— 8203240308 Monthly opsretlng rspt for Fsb 1981. 

BERNARD, D. Vermont Yentee Nuclear Power Corp. 81/03/09. 6pp. 
13396:194. 34X Flche; 90-271. 01 /03/09, 8203240304 


--0203340109 Monthly operating rept for May 1981 

PURCER.F J Vermont Yankee Nuclear Power Corp 01/06/00 9pp 
13397 lOI 24X Flche 90-271.81/06/10.6203240189. 


8203240370 Forwards nantMy operating rept for Jul 1981 

JACK30N. E W Vermont Vankcr Nuclear Pocer Corp Sl/08/10 Offlir 

of Managervent and Program Aria 1 yet* Ip 12394 191 34X 

Flche 90-27 1.81 /OB/ 1 0. 02032403 70 


-0203240373 Monthly operating rept for Jul 1981 

OUROER. F J Vermont Yankee Nuclear Power Corp 111/08/10 6pp 
12394 197 24X Flche 90-27 1 . 81 /OB/ lO. 0203240370 


U2032404IO Forwards nonthly operating rapt for Aug 1981 

JACKSON. E U Vermont Yankee Nuclear Power Corp Bt/09/lo (lifkcr 

of Management and Program Analysis Ip 12399 099 24X 

Flche 90 -371. 01/09/10. 62032404 10 


— 83032S0413 Monthly operating rept for Au; 1981 

SUROER. r J Vermont Yankee Nuclear Power Corp 81/09/10 6pp 
12399 060 34X Flche 90-37 1 . 01 /09/ 10. R203240410 


0303240330 Forward* monthly operating rept for Oct 1901 

JACIk80.N. E VI Vermont Yankee Nuclear Power Corp BI/ll/09 niflrr 

of Hanagemeol and Program Analysis Ip 13394 199 24X 

Flcho 30-371. 81/11/09.8203340330 


--8203340340 Monthly operating rept for Oct 1981 

burger. F J Vermont Yankee Nuclear Powor Corp 81/11/09 IJpp 
13394 300 24X Flche 90-37 1 , 81 /I I /09. 6203240330 


0203340363 Ferwards monthly operating rept for Jan 1902 

JACkBON. £ VI Vermont Yankee Nuclear Power Corp 82/02/09 flfflir 

of Management and Program Analysis Ip 12399 0/7 24X 

Flche 90-27 1 . 02/02/09, 0303340363 


- -8303340368 Monthly op ora tiny rapt for Jan 1902 

BUROER.F.J Vermont Yankee Nuclear Fewer Corp 07/02/09 /pp 
13393 078 24X Flche 90-371.82/02/09.0203340363 


8203030349 Forwards personnel esposure rept for 19BI 

BMIfll. R.L Vermont Yankee Nuclear Power Corp 03/02/32 
HAYNEa-R C. Region 1. Oiftce of Director 4pp, 13077;D37 '.’AX 

Flche 90-371. 02/02/33. 830302034 9 


0303110120 Forward* "Annual OpeTotlng Rspt 1981 " Rspt descTlbes 
facility changes, tests & eiperimants conducted w/o prior 
NRC approval 

JACkBON, E U. Vermont Yankee Nuclear Power Corp B2/03/03 
HAYMEB.n C Region 1. Office of Olrsctor. Ip 13213 326 24* 

Flche 90-271. 02/03/02.83031 10120 


--8303110133 "Annual Qjeratlng Hept 1901 " 

e Vermont Yankee Nuclear Power Corp. 83/03/03 8pp 13313 :H'7 
34 X Flche 90-371. 82/03/02. 830 31 10130 


0303230346 Forwards 'Effluent & Haste Oisposal Semiannual Rept 
Radiological Impact on Man for Third 6 Fourth Ouarters. 

1981 " 

SMITH. R L Vermont Yankee Nuclear Power Corp 63/03/19 

HAVNES.R C Region 1. Office of Director Ip 12379 019 24X 

Fiche; 90-371. 82/03/19. 630333024 6 


— 0303230292 Effluent ti Vlaste Disposal Semiannual Rept Radiological 
Impact on Man for Third 6 Fourth Ouarters. 1901 

s Vermont Yankee Nuclear Power Corp 63/03/19 93pp 12379' 016. 
24X Fiche 90-371.03/03/19.8203230346 


8 Reportable occurrence*, lERs & related correspondence 


8303090311 Forwards lER BS-OOD/OIP-O 

MURPHY. U.P Vermont Yankee Nuclear Power Corp 63/03/23. 

HAYNE8. R C Region 1. Office of Director Ip 12133 026 24X 

Fiche 90-371. 32/03/32.020309031 1 


— 83O30SO319 LER B3-003/01P-0 on 830230, after addition of water to iiLf: 
tank, sblutl 01 ) sample found boron tone antr atlon below 
required amounta Cause unknown Administrative limit for 
concentration will be increased 6 addl sampling conducted 
MURPHY. H- P- Vermont Yankee hfuclsar Power Corp B2/02/22 
Region 1. Office of Olroctbr. 2pp 12133 027 34X 

Flche 90-271.83/03/33.8203090311 


Q303Q90169 Forwards LER 82-001 /O3L-0 

6303340169 Forward* monthly oparatlng rept for May 1981 MURPHV. H P. Vermont Yankee Nuclear Power Corp 63/07/89 

JACK80N.E.W. Vermont Yankee Nuclear Power Corp. 81/06/10 Office HAVNES.R C Region 1. Office of Director. Spp 12169.121 24X 

of nanegament end Program Analytle. Ip. 12397.100 34X Ft che: 90-271, 83/02/29. 83030901 69. 

Fiche: 90-371, 61/06/10, 6203240189. 
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uuutM:i cu II civio 


0^03160314 Ack receipt of 020303 Itr re overlapping b conflicting NftC 
gulfance on r •qulremontf for otAorgeneg support sgt 
Clarlfiflng gLMPanc* to Oe Issued 

ClEfTNMUT.D 0. Division of Licensing 82/03/10. HEtCER.L M. 
Veriront Yankee Nuclear Pouer Corp Spp 12343:300 24X 

PlcHe: S3>27t> 82/03/10. 8203100314 


0203230037 Releases public version of reviseP eaiergencs plan 
Ipip I enbent Ing procedures. 

FELTON. J H Division of Rules end Record* 82/03/17 Document 
Managentent Oranch. Ip. 12421. 110. 24X F 1 c bet 30*271. 02/03/ 1 7. 

0203230037 


8203120364 Foruards request for addl Info re TMI Action Item It.O I. 
"RCS High Point Vent* '* Response ulthln 60 degs requested 
VABSALLO- 0. 8. Operating Raactor* Oranch 2 82/02/24. SMITH. R L 

Vermont Tankee Nuclear Pouer Corp 3pp 12232:003 24X 

Fiche 30-271. 62/02/24, 0203120384 


6203240313 Forward* safetv avaloatlon re TMI Action Itam til D 3.4, 
control room hatltahl 1 1 tg Raquasts submittal of opproprlate 
Tach Spacs upon completion of Installation of tortc gat 
detection tgt 

VASSALLO-O 0. Operating Reactors Drench 2 62/02/24 SMITH. R L 

Vermont Vanhea Nuclear Pouer Corp. 4pp. 12413:297. 24X 

Ftcha 30-271. 62/02/24. 0203240313 


0203230039 For..:erds public version of revision* to emergency plan 
Implementing proc edure. int lud tng Procedures OP-3301 re 
unusual event. OP-3302 re alert i OP-3303 re site area 
emerg eneq. 

MARKT. 0 Varment Vanhea Nuclear Power Corp 62/03/03 Office 
of Nuclear Reactor Hegulation. Director. Spp 12431 111 24X 

Fiche 30-371.82/03/17.8203230037 


6203030376 Foruards Cgcle IX startup test rept per Tech Spec 
6 7 A I 

JACKSON. E W Werront Vanhee Nuclear Power Corp. 82/02/33. 
HAynEB. R C Region I. Office of Director Ip 12098 306 24X 

Fit ho 30-271. 62/02/23. 8303030376 


--620328C042 Public version of rovlsicnt to emorgeneg plan implementing 
procedure*, including Procoduras C-SlOI re unusual event. 
aP-3302 re alert b □*’-3303 re site area emergency 
ttJflPMV. W P , JACKSCN.E U Vermont Vankoe Nuclear Pouer Corp 
62/02/26 97pp. 13431 116. 34X F 1 c he: 30-371. 63/03/ 1 7. 8303230037 


8203300174 Foruards security personnel training b qualification plan 
Plan ulthheld teal 10CFBT3 311 

SMITH. R L Vermont Yankee Nuclear Po^er Corp. 63/03/19 
VA88ALLO. 0 Operating Reactors Branch 3. 4pp 12446.333 24X 

Flthe 50-271. 63/03/ 19. 62033001 74 


--6203030379 "Cycle tx Startup lest Rept " 

* Vermont Yankee Nuclear Power Corp 83/02/23. l4pp 1209B'267 
24X Fiche; 30-271.62/02/23.6203030376 


8203030363 Foruierds summery of 830312 meeting u/NRC re uttt submittals 
on environ qual if 1 cat l on of safety-related electrical 
equipment Continued operation justified In Interim until 
final resolution of Iteme eccompllshtd 

SMITH.R L Vermont vanhea Nuclear Power Corp 63/02/26. 

CISENKur.O 0 Division of Licensing Spp 12133 066. 24X 

Flcae 30-371. 62/02/26.8303030363 


H Qenerai correspondence 


82030C001Q Advise* that Vassallo reassigned a* Chief of Operating 
Reactors Branch 2 Corresp oodanc e previously directed to 
TA Ippollto should be directed to Vassallo. 

NOVAK. T M Asfistent Director for Operatlhg Reactors 62/03/12 

smith. R L Verr-ont Yankee Nuclear Power Corp 2pp 13139 319. 24X 

riche 30-271-82/02/12.6203080018 


I Flsianclal information 


6203300320 Forward* certified financial statement* for 1981.1960 b 
1979 

CAREY. H U Ver-ont Yanlee Nuclear Pojer Corp 02/03/33 LEAR.O 
Division of Licensing 19pp 13446 200 24X Fiche 30-271.82/03/23. 

9303300230. 


P. Operating llcensa stage docunents b correspondence 


6203160464 Discusses hydrogen monitoring requirements during 
imp lerentetion of new containment inerting requirements par 
10CFR30 44. Hgdrogen/oiygen analyter* will be delivered In 
Jul 1902 Inetalletlon eipectad ulthln 3 months cif receipt. 
MAR80LAI6.L 0. Vetmoixt Yankee Nucleer Power Corp 03/03/08 
VAS8ALL0.0 8 Operating Reactors Drench 3 2pp 13303: 333 34X 

Flthe 30-371.02/03/00.8203160464 


8303110001 Oenerlc Ltr 03-04 to alt llceneees of operating plants, 
applicants for 8L b holders of CP re uee Of INPO 8EE-IN 
program. 

EI8ENKUT.0 O Division of Licensing 82/03/09 HAUBPURO. A 
Consolldatsd Edison Co. of Nsu York 3pp. 13231-031 24X 

Fiche 30-000. 62/03/09.6203110001 


8203240289 Advises that info providad to supp I 90-dav response to 
safety evaluation re environ quallf Icetion of electrical 
equipment supports Interim operation. Revleu continuing. 
vassallo- 0 B Operating Reactor* Branch 2 82/03/09 SMITH. R L 

Vsrr-ont Yankee Nuclear Power Corp 2pp 12413.164. 34X 

FVche 30-271 . 03/03/09. 0203340389 


8203050394 Forwards request for addl Info re degraded grid voltage 
protec tton. N/ o encl. 

VASSALLO. 0 6 Operating Reactors Oranch 2 B2/01/13 gHITH.n.L 

Vermont Yankee Nuclear Power Corp 3pp. 121 IT 339. 34X 

Fiche 30-371.83/01/13.8203030394 


8203090063 Advise* of operator shift personnel workshop hn 810316 b 17 
In Dot ton. HA. Attendance of licensed ehlft personnel 
requested Itsms to be discuseed listed 

CI8ENMU1.D 0 Division of Licensing. 82/03/13 SMITH.R. L Vermont 
Yankee Nuclear Power Corp. Spp 12172 164. 34x 

Fiche 30-371. 03/03/13. 8203090063 


8203330339 Forwards request for addl info to corp lata review Pf 
YAEC-1249 & YAEC-1263 re FR066TEY code (methods for 
analysis of odd* fuel rod steady-state thermal effectsf 
WAeeALLO.O. D Licensing Drench 2 83/02/23 SMITH.R L Vermont 

Yankee Nuclear Pouer Corp. Ilpp 12373 001 24X 

Fiche 30-271. 63/02/22. 8203220S39 


— 8203320363 Conmeote In responte to BI0B18 Hr re RISO Tests 022 b Ocri 
KNUOeCN.P. Rise National Laheratory. 81/10/07 VOOLEUEOE.J C 
Office of Nuclear Reactor Regulation. Director. 3pp. 13373.012 
34X Fiche. SO -27 1 , 82/03 / 32. 8303220339. 


--Q203220S69 Forwards initial review of util steady-etate fust 
perf orinsnc e code (FR088TCY} . Recemmendi FRQ68TEY be subj to 
further evaluation. 

SEVER. C E. Batten* Memorial tostltuta. Raclflt Northwsst 
Laboratory- 01/12/29. VOOLEUEDE. .1. C. Core Performance Dranch 
Spp 12373:017. 24* F u he; 30-27 1, 82/02/22, 8203230339 


0203030336 Advises that util util submit plant-unique analysis for 
Mark i containment by 820801.14 responee to NRC 630114 
request. 

SMITH. R. L- Vermont Yankee Nuclear Power Corp 82/02/23 
etSENHDT.O 0. Dtvtslqn of Licensing Ip, 12097- 043 24X 

Ft Che 30-271. 62/02/23. 8203030286 


8203240327 Notifies that NRC revleu of util submittals re NUREO-0737. 
Item HI D 3 3, ‘'Improved In-Plent Iodine Instrumentation 
Under Accident Conditions." reveal* no tschntcal deviation* 
from stated posttiun 

VASSALLO. 0 6 Operating Reactors Branch 2. 82/03/16 aHlTH.H L 

Vermont Yankee Nuclear Pouer Corp. 2pp. 12413:113. 34X 

Fiche : 30-271, 82/03/16. 0303340337 


8203240333 Forwards "Operating Reactor Power Operated Rsllef Valve b 
ECCS Rept*. " request for addl Info re TMI Action Plan Item 
n K 3 17, rept on outages of ECC8. Response requeeted within 
60 dayc 

vassallo. 0 B Operating Reactors Branch 2 82/03/16 SMITH.R L 

Vermont Yenkee Nuclear Pouer Corp. 3pp. 12415:107. 24X 

Flthe; 30-271. 82/03/16. 0203240333 


— 0203240337 '’Operetlng Reactor Power Operated Relief Valvee b ECCS 
Repts. " requeet for addl info. 

OVEROECK.O J Franklin Inst 1 tute/Frenk 1 1 n Research Center 
NRC-03-BI-130. 02/02/11 CHOU. E NRC - No Detallod Affiliation 

Otven 4pp 12413 109 34X Fiche 30-271.83/03/16. 6303340333 


8203330103 Request* addl Info re environ qualification of 
safe ty-re late d electrical equipment for equipment involved 
in TMf ac lldn plan mode. Response required within 30 days. 

VASSALLO, D B. Operating Reactors Branch 3. 82/03/17 SMITH.R. L 

Vermont Yankee Nucleer Power Corp. 3pp. 13431:313. 24X 

Fiche: 30-271, 62/03/17, 8203230103 


8303300210 Olecussas ALARA 1 nvest tgetlon re raplecament of feedwater 
Cheek valves in primary containment Vttl will retain 
ece.nptton to Type C leak rate test program for inboard check 
valves b place outboard valves on leak test per App J. 

JACKSON.C U. Vermont Yankee Nuclear Pouer Corp. 02/03/26. Office 
of Nuclear Reactor Regulation. Director. 3pp. 12430:331. 24X 

F Ichor 30-271. 62/03/36. 0203300210. 



DOCKETED ITEMS 


0303310349 foruj^rdk rept on itraiilotion of three pr econdl t lonl»9 peseeb 
In Cycle 3>p«r MRC 830316 reqvett for addl Info re SIMULATE 
code - tenon transient predictive capabtllty Info completes 
revleu of steady state core physics (• lattice analysts 
Smith. H.L Vermont Vanlee Nuclear Power Corp 83/03/36 
VASSAL L □. 0 B Operating Reactors Branch 3 33pp 13433 043 34X 

F 1 c he : 30-37 1 . 82/03/36. 03033 1034 3 


0 Inspection raports. IE Bulletins 6 correspondence 


8303170617 Advises Of NRC Intent to update approvals of Inservlce tiisp 
relief requests. NRC review ullt encompass util 760313. 

770437 t. 1337,790130.0433 «, 30.0633 «. 1023.800314 «. 1010 k 
810701. 1104 ti 1238 matl re pressure bearing c omponent o. 

VASSAL L n. 0 B Operating Reactors Branch 3. 83/02/33 SMITH, R 1. 

Vermont Vankea Nuclaar Power Corp. 3pp. 12337:360 34X 

Flche 30-271, 02/02/23.0203170617 


0303030440 Forwards IE Info Notice 82-01 . RevI s 1 on I. ''Auiiltary 
Feedwetcr Pump Lockout Rasultiny From lies 1 1 nyhouse U-3 
Switch Circuit Mod. '' Revised Table 1 is also enc I to 
clarify circuit diagrams. No written response required 
IIAVNE8. R C. Region !■ Office of Director. 02/02/36. O'TOOLE. ,i 0. 
Consolidated Edison Co. of New Vork BARTON, J j Oeneral Public 
Utilities - OPU Service Corp. LEMPOEG. T. E Niegare Mohawk Power 
Corp 3pp 12134 177 24X F I c he- 30-000. 03/03/36. 8303Q3044Q 


8303100310 Forwards "VT Yankee Nuclear Power Corp 1701 tnsarvtco Insp 
Summary Rep t. 01 1017-81 1301 . " in accordance w/Arttcle 
IWA-6000 of Section XI to AOME Boiler Pressure Veesel 
Code 

JACKSON. E. H. Vermont Vanlee Nuclear Power Corp 03/03/03 Ufflir 

(If Nuclear Reactor Regulation, Director Ip 13177.043 24X 

Flche: 30-271. 82/03/03, 8303100310 


--0203100313 "VT Vanlee Nuclear Power Corp 17QI Inservtce Insp Summary 
Rapt. B11017-01I30I " 

• Varmont Yankee Nuclear Power Corp. 83/03/03. 30pp 12179 044 
34X Flche 30-271.03/03/03.8203100310 


0303340393 Forwards request far addl Info re tnsbrvlts imp program. 
Response required within 30 days. 

VA6SALL0. 0 0 Operating Reactors Branch 3. 83/03/12 BMITII.R. L 

Vermont Yankee Nuclear Power Corp. 6pp. 12419:087. 24X 

Flche: 30-271. 82/03/13. 0203340333 


B303310333 Forwards IE Info Notice 83-06, "Failure of Steam Generator 
Primary Olda Manway Closure Otuds. " No written response 
required. 

HAYNES. R.C. Region 1. Office of Director. 83/03/13. D'TOOLE.J 0 
Consolidated Edison Co. of New Vork. RIXlDE.O K Niagara Mohawk 
Power Corp. CURTIS. N.VI Pennsylvania Power 1* Light Co. 3pp 
13433:084 34X Ft c he : 30-000. 82/03/ 13. 83033 10333 


8303170273 Forwards IE Info Notice 82-03. "Environ Tests of Electrical 
Terminal Blocks." No written response required. 

MAYNEB.R C Region 1. Office of Director 83/03/13 O'TOOlE.J D 
consolidated Edison Co. of New York. RHUOE.O. K Niagara Mohawk 
Power Corp. CURTIS.H N. Pennsylvania Power t. Light Co 8pp 
12313.239 24X Flche; 30-000, 82/03/19, 82031 70273. 


0203170486 Forwards IE Info Notices 62-04. "Potential Deficiency of 
Certain A0A8TAT E-7000 8arlat Tine-Delay Relays" t< 83-03. 
"Incraaslng Frequency of Orug-Rolatad Incidents." 

HAVNG8. R C Region !• Office of Director 03/03/19 O'TOOLE, JD 
Consolidated Edleon Co. of Now York. RHODE. OK Niagara Mohawk 
Power Corp. CURTIS.N U. Pennsylvente Power S. Light Co. Spp. 
12320:021. 34X Ft c he : 90-000, 82/03/ 1 3. 83031 70486 


0303310361 Forwards IE Info Notlc* 82-07. "Inadequate Security 
Screening Programs." No written retponea required. 

HAYNEB. R. C Region 1. Office of Director. B2/03/16 O'TOOLE.J 0 
Consolidated Edleon Co of New York. C/VIROLL. J. T. Jersey Central 
Powar 1. Light Co. POLLACK, M. 8. Long Island Lighting Co 3pp. 
12433:073 34X Ft cha: 30-000. 83/03/16, 83033 10361 


R. Parlodlc operating raports t. related correspondence 


'8303340187 Monthly operating rept for May 1981 

BURGER. F Vermont Yankee Nuclear Power Corp 01/06/08 Vp 
13397 lOI 34X Flchs 30-371.81/05/10.8203340189 


0303340370 Forwards monthly operating rept for Jul 1981 

JACK8CN. E W Vermont Yankee Nuclear Power Corp 01/08/10 fl 

of Management and Progran Analysis Ip 12394 191 34X 

Flche 90-371.81/00/10.0303240370 


— 8303340373 Monthly operating rapt for Jut 1981 

BURGER. F J Vermont Yankee Nuclear Power Corp 81/OB/IO 6ji| 
13394 132 34X Fiche 90-37 1 . 81 /OB/ 10. 0203340370 


G203240410 Foriaards monthly operating rept for Aug 198t 

JACKSON, E W Vermont Yankee Nuclear Power Corp 81/09/10 [I 

of Management and Program. Analysis Ip 13399 099 34X 

Flche 50-371. 81/09/10,8303340410 


-.0203340413 Monthly operottng rePt for Aug 198t 

BURGER. F J Vermont Yankee Nuclear Pewer Corp 01/09/10 6pi 
13399 060 34X FUhe 30-371.81/09/10.8203340410 


0303340330 Forwards monthly operating rept For Oct 1931 

JACKGON.E.U VsT.'npnt Yankee tioclear Power Corp 0l/tv/O9 t> 

of Management and Program Analysis Ip 13394 199 34X 

Flche 90-371. 81/11/09.0303340338 


--Q303340340 Monthly operating rept for Oct 1981 

OUHOER.F J Vermont Yankee Nuclear Fewer Corp, 01/11/09 Upi 
13394 300 34 X Flche 90-37 1 , 01 /I I /09. B.'JO 3340338 


0303340363 Forwards monthly operating rept for Jan 1983 

JACKBON.E U Vermont Yankee Nuclear Power Corp 83/03/05 III 

of Management and Program Analysis Ip 13395 077 34X 

Flche 90-371.83/03/09.8303340363 


--8303340360 Monthly operating rept for jan 1903 

OUROER.F J Vermont Yankee Nuclear Power Corp 03/03/05 7pi 
13395 070 24X Flche 50-271.02/03/05.0303240363 


8303030349 Forwards personnel esposure rept for 1981 

GMIIM.R.L Vermont Yankee Nuclear Power Carp 03/03/33 
llAYhES. R C Region 1. Office of Director. 4pp 13077 037 :’4I 

FIcha 90-271,03/02/22.8303030349 


Q303110I30 Forwards "Annual Operating Rept l901 " Rept describes 
facility changes. tests 6 eiperiments conducted w/o prior 
NRC approval 

JACKSON. E U Vermont Yankee Nuclear Power Corp. 82/03/03 
HAYNEB.R.C. Region 1. Office of Director Ip. 13313 326 24X 

Flche 50-371.02/03/03.0303110130 


--820311013.7 "Annual Operating Rept 1961 " 

• Vermont Yankee Nuclear Power Corp 82/03/03 6pp 13313 . 
34X Flche 30-371.03/03/03.8303110130 


0303330246 Forwards "Effluent t Waste Disposal Semiannual Rept 
Radiological Impact on Man for Third t. Fourth Quarters. 

1981 " 

SMITH. R L Vermont Yankee Nuclear Power Carp 83/03/19 

HAYNEB. RC Region 1. Office of Director Ip 13379 019 34X 

flche 90-371.83/03/19.6303330346 


--6203330393 Effluent k Waste DIeposel Semiannuel Kept Radiologlca. 
Impact on Man for Third h Fourth Quarters . 1901 

• Vermont Yankee Nuclear Power Corp. 02/03/13 92pp 13379 
34X Flche 90-371.83/03/19.8303330346 


8 Reportable occurrences. LERs k related correspondence 


8203050311 Forwards LER 03-OO3/O1P-O 

murphy. W P Vermont Yankee Nuclear Power Corp 03/03/33 

HAYNES. RC Region I, Office of Director Ip 13133 026 24X 

Flche 50-371.03/03/33,0303090311 


0303240304 Forwards monthly oparatlng rept for Fab 1901. 

CONWAY, H. F. Vermont Yankee Nuclear Power Corp 81/03/09. Office 
of Menagemant and Program AnalytlS- ip. 13396:193. 34X 

Ftcha: 90-271, 81/03/09. 8203240204 


--8203340309 Monthly operating rept for Feb 1981. 

BERNARD, D. Vermont Yankee Nuclaar Power Corp. 81/03/09. 6pp 
12396:194 . 24X F Iche: 50-271. 81 /03/09. 8303240204 


--0203090319 LER &2-003/01P-0 on 830330.aftar addition of water to 
tank . solut 1 on sample found boron concentration below 
required amounts Cause unknown Administrative limit for 
C bneentrat 1 on will be incroated k addl sampling conductad 
MURPHY. W P Vermont Yankee Nuclear Power Corp 03/03/33 
Region I, Office of Director 2pp. 12133.027 34X 

Flche 90-27 1 , 83/03/32. 830309031 1 


8303940189 Forwards monthly opera ting rapt for May 1901. 

JACKSON. E. U. Varmont Yankee Nuclear Power Corp. 81/06/ IQ. Office 
of Managomant and Program Analysis. Ip. 13397:100. 34X 

Flcha: 90-271. 81/06/10, 82033401 89. 


9303090169 Forwards LER 92-Q01/03L-0 

murphy, HP. Vermont Yankee Nuclear Power Corp 63/02/29 
HAYNES. RC. Region 1. Office of Director. 3pp 12165 131. ;.'4 

Flche 90-371, 82/03/25. B303090169 


62030*90177 L6H B3-OOI/03L-0 on S30l3d> lOrl Channel 0 <;eclar>cf 
inoperaDla Cauaad nv failed voltage fire AttP 
toe nac-2219ar,01 1 Halt tira-e i-anaaUi, initiated Corpcnenl 
will te r«pai'‘e(l prior to entortnp 3fl|i range. 

KU**9P9II^* W P Vorr.cn t Vanhea Nuclear P-Cuer Ccrp 62702/25 
Region t< Qeftco cf Director Ip 32165 322. 24)( 

Plche 50-27 1. 03/02/25. 0203090 3 *9 


--6203030039 Foriejordt public vereton of flevle3«n 1 to emergencg plan i, 
Revlelon 1 to eeiergaitcg plan procaduret Vole I {< 3. par 
IQCFRSD. 54 t> App E- IV fc V Revlilon r*<{ueet form and 
7UPKD- J. n Public Service Electric t> Oae Co of Npu Jareeg. 
82/03/17. VAROA. S A Operating Reactors Branch 1 Ip. 

13140 002 3411 FI Che. 30 -373. 03/03/01 •0203030036 


02033 705S0 Forwards l.ER 83 002/ 031. -0 

MURPnV. W P Ver-ont Vankce Nuclear PCwer Coro 03/03/03 

haVNES. R C Region 1. Office of Olraetor Ip 13330 313 34X 

Fiere 50-271. 02/03/03.6203170 550 


--6303030044 Public version of Revision I to amergency plan 

BURICELLI. n. A Public Service Electric A Oas Co of Naui Jerseg. 
82/01/30 323PP 13140 003 34X Ficha 50-373. B3/03/0I. 

8303030036 


--6303370357 UER B3-002/03L-0. or. Q20206.ac ground A blojn fuss aiatni. 
a: t I va t ed . r erC rr t n j trouble alarm OPS-B Inoparaftle Caused 
bg blcun fuse N tranalant suppressicn circuit due to shorted 
out tapatttoT off boarj 3A 17 

MjRPMV.W P Ver'-ont Varkeo Nuclear Po»er Ccrp 82/03/03 
Region 1. Office of Director. I? 13330 013 34/ 

nc.be 30-371. 62/00/00. 020.3170330 


6303230393 Forwards lER 03-OO3/OIT-O 

KfRPilV. W. P Vorront Vaniae Nuclear Pouar Corf. 83/03/06 

HAVNES. R. C Region i. Office of Director Ip 13370:168 34X 

Ficne 50-371. 03/O3/C6. 0303230593 


--830.3030049 Public varalon of Revision I to tmergencg plan procedurea 
Volt 1 t. 2. including changes to Section 1 re onsite 
procedures. Sac tlon II re offsite prpcaduros & Section tV re 
radiation p rotact 1 on/c henlstrg procedures. 

a Public Barvlca Electric A Oas Co of Neui Jarseg Bl/IO/37 
650pp 13 1 4 1 098 34X F Icht 30-372. 82/03/01, 6303050036 


6303090779 Notification of 830300 nesting u/util in Oathesda. HO to 
discuss fire protection program 

K0S9. N J Operating Reactors Qranch 1. 83/03/03 VAROA. 8 A 

Operating Reactors Branch 1. 3pp 13176:333 34X 

Flche 30-373. 83/03/02.0303090779 


— 8303230601 LER 83-003/017-0 on 030308. sa np I e of standby liquid control 
boron c one a ntr at Icn balnn Trch Spec li-its investigation is 
progress A )ni ntstra ted limit A samp | irg fregueoeg 
Ir.c r eased 

riuRPAV. Iv P Ver-iort /aniee Nuclear Pcaer Corp 03/03/06 
Region I. Office of Director 3pp 13390 169 34X 

Ficte 30-371. 92/03/06. 8303330593 


820333039.7 Forsarca tER ea-007/01P'0 

MJHPfIV. w p Vermont raniae Nurlfar Peuer Corp 63/03/09 

HAVNES. R C Regleo 1. Office of Director Ip 13365 163. 24K 

Flche SC -371. 03/03/09 8503230393 


6203390333 Releasee public version of licensee objectives for NRC/FEMA 
observed etarcise for radiological emergeneg response plan. 

FELTON, J tl Division of (twlss and Records. 03/O3/t3 Ootrimcnt 
Hanepea-ent Drnnch Ip 13334 340 34X FI the: 50-373. 62/03/13. 

6303170033 


— 6203190037 Forwards public version of objsctlves for 830319 NRC/FEMA 
observed exercise for States of NJ A 0£ A fecllltg 
radiological eevargoneg response plans 

U0ERIT7.R A Public Service Electric A Oas Co of Neu Jersog. 
□2/03/04. VAROA. 8 Operating Reectors Branch 1. Opp 13354:347 
24X Flche 30-378.02/03/13.8303190032 


--35D32.10398 LER 82-007/OIP-0 en 020339, error revealed in calculations c.p 
aediur ppntaborate concentration In 6C.C tanb. Caused by 
specific gc avitb of snlutlon not beic<g factored Into 
uiaight percent calculation in accordance u/Teth Specs 
HvRPhv.uP. werment Yankee Nuclear Pcjor Corp 63/03/09 
Region I. Office of Director Ip. 13585 163 24x 

F I c hf 30-37 1 . 02/03/09. 320323039.7. 


03.'>3330119 Forwards LER 83-004/03L-Q 

MURPHY- H P Vermont vaniee Nuclear Power Carp 83/03/16 
CRIER, £ H Region 1. Office of Director Ip 12433 C06 34X 

Flche 50-371 . 63/03/16. 6503330119 


--8303250125 lEK 63-004/030-0 on 820316 .< 1st overed that cocittnuous 
ervlron air sarple not obtainable at Station ATI 4 per 
Tech Spec Caused by solder lug of std 135V-8A po.er toggle 
Suitch parting at 90 degree tend Faulty switch replaced 
lUBPAV.W P Vermont Vanbee Nuclear Power Corp. 83/03/16 
Region I. Office of Director Ip 13415 00'/. 34X 

FUhe 50-371. 02/03/16.8303350119 


1 Financial ir> for ration 


Q2O33403A4 Foruards Annual Financial Rept 1981 

UOERtrZ.R A Public Service Electric A Oas Co. of Neu Oersey. 
83/03/18. MOnO.R Office of State Programs. Director. Ip 
13394 088 34X FUhe 30-373.82/03/18.8203240344 


--0303340847 Annual Financial Rept 1901 

e Public Service Electric A Oas Co of Neu Jersey. 03/03/10. 
40pp 1339 4 089 24X Ficbe 30-373.82/03/18. 0303340244 


J Insurance A IndeAnlty Information 


0303040367 Foruardt Endorsements 51 A 92 to NELiA Policy NF-S30. 
Endorsement 4 1 to HAEI.U Policy HF-90. Endorsements 8 A 9 to 
AMI Binder EE -60 A Endorsements 6 A 7 to ANt Binder EB-73 
OOLOEN. 31 Marsh A McLerinen. Inc . . H A M Nuc lear Consul tants. I nc Dlv 
03/02/35 BALTZMANrJ Antitrust A Economic analysis Branch 
lUtllltg Finance) 9pp 13115:390 34X F 1 chs : 90-000. 83/03/25, 

8303040267 


COCKE r 30-372 SAtEM NJClEAR OENERATINO OTAI ION. UNIT 1 
F Security, medical, emergency A fire protection plans 


8107200150 Foruards Interim rept. “Fire Protection Progr am. Oaf* 
Shutdown A Interaction Analyses." in response to sbts audit 
c one erns. Oene r ic Ltr 03-12 A App R Final version Of rept 
ul 1 1 be subml ttod ty 8309|7. 

MITTL.R L. Public Service Electric A Oes Co of Neu Jprsay 
ei/07/17 MIRAOLIA. F J. Licensing Branch 3 Ip 09070:044 24X 

FKbe 93-272.91/07/17.8107300130 


--8107350154 Ftre Protection Program, Safe Shutdewn A Interaction 
Analyses." interim rept. 

niTTU.R.L Public Service Electric A Oas Co of Mew Jersey 
81/07/17 ISlpp 0O070 049 34X Flche 30-372.81/07/17. 

8107200150 


0503039171 Acr receipt of Bill 13 ltr transmitting security plan 
ebanges Changes acceptable per I0CFR30. 94 ( p 1 . 

VARCA. 8 A Operating Reactors Branch 1 33/03/19. 17DE8IT7,R A. 
Public Service Electric A Oas Co. of Neu Jersey. 3pp 12109: .346 
34X Flche 50-373.83/03/19,8203030171 


8303050036 Releases public version of revision to emergency plan A 
revision to emergency plan procedures 

fELTONiJ II Division Of Rules and Records 03/03/01 Document 

Hanagement Branch Ip 13140 001. 34X F i che: 90-373. 83/03/0 1. 

S203O5aO3«> 


6303350190 Forwards Endorsements 6 A 6 to HAELU Binders XB-60 A XB-73. 
respect Ively. 

GOLDEN. M P Harsh A McLennan, tnc . . HAH Nuclear Consultants. Inc. 
Dlv 02/03/09. SALllMAN. J Antitrust A Economic analysis Branch 
futility Flnaoeol. 3pp 12413:337 34X F Icbe: 90-000. 82/03/09. 

0303330190 


6303290339 Foruards Endorsement 93 te NELIA Policy NF-SOO. Endor sement 
10 to NELIA Binder EB-60 A Endorsement 8 to NELIA 
Binder EO-72 

OOLCEN. H. P. htarsh A McLennan. Inc. . HAH Nuclear Consu 1 tants • Inc. 
Dlv. 82/03/19 SALTZHAN. J Antitrust A Economic analysis Branch 
(Utility Finance). 4pp 1343B 197 34X F I che: 90-000. 82/03/ 39. 

8303390539 


P Operating license stage documents A correspondence 


B2030I0001 Addl response to FOIA request for 30 categorlss of documents 
re NURE0-066O> "NRC Action Plan." Forwards documents listed 
in Apgs A. 0. C A 0. Info partially withheld (ref FQIA 
Eiemptlon 5> 

FELTON. J H Division of Rules and Records 81/00/04 HADDEN. T.J 

Kaye. 9chol ei", FI erman. Hay s A Handler. 9pp. 12790:006 24X 

Flche 50 -2 73, 8 1 /OD/04. B2030 1 000 1 . 


— 8003381041 Forwards status of operating PUR aurlltary feaduater sys 
evaluations for UesttAghouss. C-E A BAU N8S9 plants. 
hatThEUS.P R Autlliarg Systams Branch 80/03/39 8ENAR8YA. V. 
Auclliary Sy steers Branch. 14pp. 127£8'.339 . 34X 

FUhe 90-000. Bl/OB/04. 8303010001. 


G30301000I 


— 0C08I3O632 Farb>ai*d Auillldr^ Syf Oronch CEH input pn I'np 1 eirsntPt Ion oF 
rpconiinpndat lon« for auiillarg feeiluater sgs 
CHECK. P. 8 Atslatant Director for Plant SgtCema 00/07/30 
TEOESCG. R L Aeslstont Dirac tor for Licensing K'UVAk. T M 
Aittetant Director for Operating Reactors I9pp 13733 04(1 :Mx 
F iche 30-000. Ot/Oa/04. 8203010001 


-8009330913 Foruiards supp I eirenta 1 Sefetg evaluation Input re 
Imp I amenta t ion of recormondat lone for auilliarg feeduater 
• gt Rovleu Inco/nplete ro tafstg grade deelgn for auilliarg 
feeduater flou Indication 

CHECK. P 9 Aeeletant Director for Plant Sgeteoie 80/09/11 
TEDESCO. n L Aeeletant Director for Licensing NOVAK. T M 
Aesletant Director for Operating Reactors 7pp 03390 OOA D4X 
Fiche 30-000. 81/00/04. 0303010001 


--0011390337 Foruardv requeet For add! info re facllitg aucillorg 
temergencg) feeduater automatic initiation t. flou 
indication Licensee should submit Info bg RtOtId f<ir 
Franklin Research Ctr continuing rovleu. 

OATTERF lELO. Fi Instrumentation 8. Control Sgstems Branch 

00/11/10. VAHOA. Q Operating Reactors Branch 1 3pp 137:i2 I// 
34X Fiche 30-000.81/00/04.8303010001 


--0203010047 Foruiards Rf1 Satterfield SOIllO requeet for info re auttlinrg 
feeduater sgm at facllitg per NnC-03-79- 1 IB tl/o enc 1 
KENDALL. R nRC - Nn Detailed Affiliation Given NRC-D3-79- I ID 
80/11/18 FERTNER.K Franklin Institute/Franklln Research Center 
Ip 13753:173 34* Fiche 30-000.81/00/04,0203010001 


--0203010090 Foruardt draulngs for aurlltarg feedwater sgs package 
foruarded on 001006 U/o enc Is. 

KENDALL. n nRC - No Detailed Affiliation Given NRC-03-79- 1 11) 
00/10/09 FERTNER. K Franklin Institute/Franklln Research Center 
Ip 137S2 193 34* F i c he 30-000. 81 /OD/04. 0303010001 


— 0303010117 Furuords auilliarg feeduater sgs package for facllitc; Review 
should determine IF design compiles u/lonQ-term safetg grade 
crltaria re automatic Initiation 4. flou indication U/o enc I 
KEMOALU.R. MflC - Mo Detailed Affiliation Olvon HHC-03-79 • I IH 
BO/10/06 FERTNER.K Franklin Institute/Franklln Research Center 
Ip 13733 197 34X Fiche 30-000.81/08/04.0303010001 


8503030174 Fpruards revised Tech Spec Table 4.3-3 (Page 3/4 3-31u) re 
C8F actuation sgs 1 ns trumsn ta 1 1 on. oml t ted in util BlIOOQ 
Hr transmitting Amend 39 to License OPR-70 

MEYER. Q C Operating Reactors Oranth I 83/03/02 IIUERIH.R A 
Public Service Electric <• Oas Co. of New Verseg. 3pp 13109.040. 
34X Fiche: 30-373.82/03/02,0303030174 


8303020634 Foruards util 830303 resporiee to 810807 request for add 1 
Info re PUR moderator dilution Issue 

NELBON. C C Operating Reactors Branch 3 NHC-0'J-8l- 1 30 03/O;;/OO 

OELQAI (Qi T Z. FrankltO 1 ns tltu te/Frank t In Ressarch Csntsr ip 
12092 396 24X F 1 c he : 30-373, 02/02/08. 8203020624 


8203080174 Provides addl Info re length of outage time nacestarg to 
Install main steam line noble gas radiation monl tors. SI nc e 
3-month checkout 6 callbr period nee essarg, e> tans ion of 
completion date until 830831 requested. 

LIDEN.E A. Public Service Electric 6 Oas Co of New Jerseg. 

83/03/n VAROA. B A Operating Reactors Oranch 1 3pp 13193-11'/ 

34x Fiche 30-373. 83/02/ 1 1 . 82030001 74 


8303040190 Request* support for operator shift personnel 030317 t. 10 
workshops In Boston. HA Uorksbops provide opportunltg for 
operating experience info exchange. Oaston workshop will 
include Region l plants Response requested bg 830336 
EI8ENHUT. D 0 Division of Licensing 03/02/13 SCHNEIDER. F U 

Public Service Electric 6 Oas Co of Neu Jerseg 3pp. 12137:235 

24X Fiche 90-373. 02/02/12,8203040190. 


8203090734 Advises that no technical deviations from stated position 
concerning TMI Action Item 1 1 1 . 0 3. 3. improved in-plant 
iodine Instrumentation under accident condition uere 
requested litll will meet position. No further review planned. 

VAROA. S A Operating Reactore Branch 1 02/02/19 UDERtTZ. R A 

Public Service Electric 6 Oas Co. of Neu Jerseg. 2pp 12192 093 
24X Fiche 30-273.82/02/19.8203090734 


82O31O01B4 Notifies of status of NUREO-0737. I tern |I p. I 3 re high-rang 
radiation mon l tore. RevI eu indicates no technical 
deviation* from stated NRC posttlons requested 

VAROA, 9 A Optretlng Reactors Branch 1. 02/02/19 UDERITZ. R A 

Public Bervlcc Electric 6 Oas Co. of Neu Jerseg. 2pp 12217 000 
24X Fiche; 30-272,03/02/19,8203100104 


--8203O3O4I0 •Sli-Hunth Deoponso for (lontrol of iieovg LoOiis. “ H ov 
PANO. Q. H . CHlOAMaARANlHA UALEGANDRtl. D C Uuodrox Cnrp 

QUAD-1-81-933 01/12/17. a6pp. 12096 116 24X 

Fiche 30 -372. P2/03/P3. 02030.30412 


8303120346 Foruardf request for nddl info i-P TMI Action Item IT I* 
"RCB Ml gh Point Vents ‘ Ouestion* re proppsad opuraling 
guidelines for DCS vent usage shui.ld be resnivod gonerlcallg 
through owners groups 

VAROA. S A. CJperating Reactors Br.snch 1 02/02/33 UllRIO.R 1= 

Florida Ptiuer 6 Light Co 6pp 1235;): 217 r4X 
Fiche 30-273. 02/02/33. 8203120.346 


8203050369 Forwards "Salem Unit k 17 x 1/ Fun I Assenblg Guide Tbl, 
lube Liear t’lam Reft *' Rapt fulfills i-pqu i re mont s nf North 
Anna F’daer Station Unit 2 License Condition 2 C (13) (A) 
LFASBURO. R H Virginia Electric 4. I'OweT Co 02/03/01 DEMTIlN. 
Office of Nuc lear Reactor FToqulatlun, (iXract or C1.A9K. fl A 
Operating Reactors Oranch :) Ip 12137 (J39 2.1* 

FlchB 3O-OC0. 83/03/01 . 03030;i0;)69 


--0203030371 'Salem Unit I 17x17 F'i.el Aesomblg Guide ristmblc Im 
Exa-n Repl * 

BwAAIUTKA, J , KIMIG-II.H . SLHIIIDT.O 11 Mu s 1 1 ngt iiiise Eloctrlc 
82/01/31 19pp 13137 (W.0 34X Fiche 30 OOD. f)3/0;)/0l . 

0303030369 


0303120)39 Foruards addl info ir seismic qua 1 i f 1 ca 1 ) on of auxllii.i 
feeduater sgs per Nile 020107 Ilr 81 etch nf Values lAr/i t, 

IAF72 enc I 

LIDcH-F a I’ublic Service Electric 4. One Cn of tlew Jei svg 
e3/O'.)/0l VAROA. S A Office n f Nuc lea i Reactor Regulation. 
Director, 3p p 13346:196. 34 X Fiche 30- 373. FI3/OJ/0 1 . H20'I120I ! 


0303160043 Advise* that appruval H. granted fur A'lME Section X I . C. 
Case 14-307 as applicable tu ultrasonic exam nf reactor 
vessel studs 

VAROA- 9 A Opera ting Reactors Or enc h I 03/0 1/03 unl-.D I T f . K ( 
Public Service Electric t. Oas Co of Nos. Jureog 2pp 13333 (»' 
24* Fiche 30 • 3'/2. 02/03/03. tU0JI&004 3 


U203I10001 Oci>«rtc l.tr 02-04 to all llceneeua of oporaCing plantc, 
applicants for EL t boliiers uF Cl' re use uF INFO BEE-IN 
program 

F.ieeMKJt . O G Olvlsion of Llconslnq 02/03/09 MMMI'URO. A 
Consolidated Edlsun Co of Neu York 3pp 12231:031 24X 

Fiche: 30-000- 03/03/09. 83031 ICOO I 


0303260273 Submits addl info re completion dotes for several fMI 
related items 6 just t F 1 ca i i nn for roistlnuuJ nperallon 
LIDEN.E A Public Service Electric 6 Uas (t n nf Neu .Fersuij 
02/03/09 VAROA . 8 A Uperattng Roectors llranch I ap p 1342 

24X f-lche 30-372,113/03/09.0203260273 


0303220376 Forwards a pp 1 i c n 1 1 nn Par a-send to License DPR- 70. pr apu 
revision of TocJv Opor.s re steam goireraior t ladding Insp. Foe 
enc 1 

LIDEN.E A Public Service Electric 4. Oas Lo of Nou Jersaq 
02/03/13 VAROA" O Operating Reactors Oranch i ip 12366 
34X Fiche 30-273. 02/03/ l3. 0303320376 


- -83033203 79 Application ta a-nond License D''fg -/ q. p ^ opq , j rovlol 

lech OpQcs re steam generator cladding insp. 

UNDERirz.R A. Public Bervice Electric 4. Gao Co af Neu .Jersu 
03/03/10 3pp 12366 024 24 X F I che: 30-272. 03/03/ 1 3, H203L'L‘ 


Q Inspectien reports. IE Bulletins 4. correspondence 


8303100448 Forwards order imposing civil ironotarg panaltkee for 
apparent failure to provide effective oversighl of 
contractor socurltg arganitatlan 

OEYOLNO. R C Oirocter's Office. Office of Inspection and 

Enforcement 82/02/2.3 UOERiTZ.R A Public Oervlce Electric 

Co of Neu Jerseg. 3pp. 12217 014 24X F Ic ho. 5l)-273. 03/02/ I’J 

830310044 8 


--03O31OO4S3 Order imposing civil monelarg penaltlas for apparent 
Failure to provide effective mgt oversight of contractor 
securilg or gen i t at 1 on. 

DEVOiiNO.R C Director's Office. Office of Inspection and 
Enforcement 02/03/23 Public Service Electric 4« Oas Cn 

Jerseg 4pp. 13217.017. 24* Fiche 30-372.02/03/23,03031004 


9D-3ll/f)|-»3 CO eiC604-3. CB-OV.23'?6 «■ f»02 none • ant r 

KARTIM. T T. OIvKlon of Engme “>9 *- r»ehns<al Proaraos 02/03/23 
LOEPITZ..!* a Pctlic Service Eloctnc t Oas Co of Hew Jorscy 
2pp. 12247 173 24 X Fjche 30 - 2 72. 82/02/23- 0203120149. 


-B2O3I20133 1C Befoteerde Incp Rept* 3O-272/0I"!* ^ 30-311/01-0 on 
aiObOS'Ct. 00-09. 25-3t t 0702 Ns nonce *; 1 1 pece noted Major 
ar»a» insFreteO allejaciono re perforiMnc* of Kapoparv 
ovard forte durin) otrll* Detail* wlt'ineld <ref 10JFR73 2l> 

BAlLEf.R J . C»-fitSrCPHen. K . peVLtN.JW Olvljlon of Enjlneerlng fc 
Tettnlcal Proaraai* 01/10/07 If 12247 173. 24* 

FicKe 30-272. 02/02/23. B203I 30 1 49 


P503030440 Feruarde IE Info /lotlce 82-01. Revl » l on 1. AucHlarj 
Feedjator Fuap Locloet Re*ultlr;9 From Meet I ng’ioueo 1/-2 
Sutter Lircuit i*oa " RevieeJ TaM« I ti aUo end to 
clarifj cirtvit dlatram* Wo written reepent* required. 

('AVr/rS. R C Rejion 1. Offita of Director 03/02/Pfc D'lOOLE. J. I> 
ComoHdeted CdHon Co of WfJ Vorl OABHIT/.J H Maine 
Atomic Po«.er Co I.UKILU. M O Oer.erel PuOMc Utlldtiea - CPU Oorvite 
Cor? 3cp 12134 177 2411 F I che 30-000.02/02/26.6203030440 


0203030373 For.aard« "NPOEG Ot (Charge Monitoring Rept for Jan 1‘ 
Etclusion eiplanations one I 

mIOURA.H J Potllc Oervlco Electric t> Cat Co of New Jeraeq. 
02/02/19 OAKER.R A.. LUNDIN. C. Environmental Protection Ai 
2pp 12131; 031 247 FI Che 30-272.02/02/19.0203030273 


— 0203030279 ••HPDE8 01 (charge Hon 1 taring Rept for Jan 1902 " 
MIDURA.H J Public Bervice Electric & Oa« Co of New Jer» 
82/01/31 17PP 12131033. 24* F I che 30-273. 02/02/ 19. 82i 

0203090363 Foruardt 'Semiannual Radioactive Effluent Release R 
Jul-Oec 1901 •* 

LIOFN. E A Public Service Electric I. Oac Co of Nau Jereeg. 
02/03/01 HAVNE3 Region I, Office of Director Ip 12168 
24X FI the 30-272.02/03/01.0203090363 


'-0203070370 "Semiannual Radioactive Effluent Release Rept.Jul 
• Puhltt Service Electric «• «a( Co of Neu Jeraeg. RERH- 
82/03/01. 47pp 12168 343 24* Flche 30-272.02/03/01.02 


3203160487 Feruard* IE Inep Reptt 30-272/02-01 t* 30-31 1/D2-01 on 
020101-0206 6 notice of viola I ion 

STABOSTEChI-Ii OJvielon of Project !■ flewdent Programt. 02/03/01 
OOEftlIZ.fi A. Public Service Electric <i Oae Co of Neu Jereeg 2pp 
12309 073 24* Flche > 3 - 272 . 82/03/01 . 02031 60407 


— 8203160494 Notice of violation fro*, trap on 020101-0208 

BTAB03IECI' I . ft Oiviaien of Pre.ject 6 Reaident Programs 02/03/01 
2pp 12309 077 24* Flche. 50-272, 02/03/01. 8203160407 


--8203140303 IE Insp fiepta 50-272/B2-01 t. 30-311/82-01 on 020101-0200 
None orp 1 lane e noted failure to follou radiation protection fc 
1 -ip I erentat I on proc edor ee. fal I ure to properlg approve 6 
laaue procedure 

hOftRHDLM. L J . IftUU.M M . OnCCt.“IA9. E. O Olvlalon of Project fc 
Raaldent Pregrana 82/02/24 16pp 12309:079 24X 

Flche 30-272.82/03/01.6203160407 


0203260176 Fort-arca aiill Info re steam generator tube Insps It *• 13 
Into provided In auppurt of 820209 Llcenee Change Rcquact 
LCfl 82-02 

LIF/EN.E. A PuSllt Bervice Electric t Oaa Co of New Jerseg 

82/03/03 VAROA.E A Operating Poactori Oranth I. 9pp 124B4 199 

24* Flcte 50-272.82/03/03.6203260176 


0203160163 Forwards roothlg operating rept for Feb 1902 

nlDURA.H J. Public Service Electric %t Oaa Co. of New Jerseg 
02/03/10 Oirector'a Office. Office of inepeetton and Enf 

Ip 12301 236 34* Flche 30-272.82/03/10,8203160103 


— 0203160186 Monthlg operating rept for Fob 1963 

MILt-ER.L K Public Service Electric 6 Oas Co of Neu Jers 
82/03/10 llpp 13301 237. 24* Flche 30-273.02/03/10.02 


S. Reportable occurrences. LERa 6 related correspondence 


0203040091 Responds to 020209 request for Info re 020201 spill 
c ontamt nata d water. Prop oacd tempurarg design change to 
connection batueen l/nlta 16 2 spent fuel pool cooling agt 
■aas approved but not Inspected prior to use.PNO enc 1 
OIRCKS.U J Office of the E«ecutlve Director for Operations 
02/02/19 ROOt'flTS. T. Conmlsa 1 enars. 2pp. 12139. 023 24* 

Flche; 30-273. 82/02/19. 0203040091 


--8203040093 Raquesta into re 820201 spill of contaminated wal 
RQRERTS. T Co'sml sal Oner a 82/02/09. OtRCKB.U J. Office 
Eiecutlve Director for Operations 2pp 12139:036. 24* 

Flche 30-272. 82/02/19, 820X40091 


8203310333 Foruards IE Infc Notice n3-06. "Failure of Staam Generator 
fri..!aey Bide Manwag Closure 9tuda ** No iifrittPA response 
required 

HAYNES. R.C Region 1. Office of Director 02/03/12 O'TOOLt.J D 
ConaoHdatef Edison Co of Neu York CfdtROLL.j T Jerseg Central 
fouer I. Ltjht Co. POLLOCK. H 0 Long Island Lighting Co 3pP 
12432 Ca4 24* Flche 30-C00, 82/03/12. B2033 1 0333. 


8203220376 Foruaroa application for amend to Llcenee OPR-70. propos Ing 
revision of Tech Specs re steam generator cladding Insp Fee 
enc I 

LlDEN.E.A Public Bervice Electric & Oas CO of New Jerseg. 

02/0.3/13 VAROA-S Operating Reactors Branch 1 Ip. 12366 023 
24* Flche 30-272.02/03/13.8203220376 


--0203220379 Application to aTend License DPR-VO. p rapes 1 ng revision of 
Tech Specs re steam generator cladding Insp. 

UnDERIIZ.R a Public Service Electric b Oat Co of Neu Jerseg. 
02/03/0 Spp 12366 024 24X Flche >0-272. 82/03/ 1 3. 8203220376 


8303170273 Forwards IE Info Notice 82-03, Environ feeta of Electrical 
Terrlnal Bloc la '* No virttten response required. 

HAVNES.H C Region 1. Office of Director 82/03/13 Cl'IOOLE.J D 
Consolidated Edison Co. of New Yor*. Cf^ROLI-.T T Jerseg Central 
Power b Light Co POLLOCK. M 8. Long Island Lighting Co. Bpp 
12312239 24* Flche 30-000.82/03/13.6203170273 


8203170406 FPTUards IE Info Notices 02-04. "Potential Oeftclencg Of 
Certain AOASTaT E-70C0 Seriss tl*.s-Oelag Relegs"* b 63-03. 
"Increasing Frequsneg of Drug-Related Inctdenta " 

HAYNES, fl C Region (. Office of Director 82/03/13 O 'TOOLE. J U 
Consolidated Edison Co. of Neu York CARROLL. J I. Jerseg Central 
Power b Light Co POLLOCK. M 8 Long Island Lighting Co. 3pp. 
12320 021. 24* F 1 che ; 30- 000. 82/03/ 13. B2031 70486 


0203310361 Forwards IE Info Notice 82-07. "Inadequate Securltg 
Screening Programs " No written response required 

HAYnEB.R C Region 1. Office of Director 82/03/16 O'TOOLE. J D 
Consotldatod Edison Co. of New York. UOOLEVER, E J. Duquesn* Light 
Co 5pp 124 33 073 24* Flche 30-000.62/03/16.8203310361 


6203090203 Forwards LER B2-00B/O3L-0 Detailed event analgsls i 
MIDURA.H. J. Public Service Electric b Oas Co of New Jersev 
82/02/24 HAYNES.R. C Region I. Office of Director. 3pp. 
IS164 093 84* Flche 30-272. 82/02/24.8203090305 


--0303090220 LER 03-OOS/O3L-O on 820126. sarp 1 e results from b( 
tanks Indicated boric acid concantration below Tech Opecs. 
Refueling uatcr etorage tank low Core alterations b 
positive reactlvltg changes suspended Level ad juetod. 
DICKEY. F Public Service Electric b Oas Co. of Neu Jersei 
02/02/24 Region 1. Office of Director Ip 13164:09. 

Flche 30-27 2. 02/02/24. 820X90205 


0203090678 Forwards LER 82-007/01 T-0 Do tailed event analgsls 
MIDURA.H. J Public Service Electric b Oas Co. of Neu Jerse 
82/02/24. HAVNE8, R.C. Region >. Office of Director. Ip. 
12167 203 24* Fl c he- 30-272. 82/02/24 . 8X309067B 


--0203090699 LER 82-0O7/01T-0 on 820211. water supplg valves 1 
b associated piping not selsimtcallg analgiad b protected. 
Cause unde t armlned. Protec 1 1 va steel structure will be 
provided Off seismic well. 

DICKEY. F Public Service Electric b Oas Co. of Neu Jtrse 
82/02/24 Region 1 . Office of Director tp 13167 20 

Flche 50-272. 82/02/24. 020X90678 


0203160369 Forwards LER e2-0)0/03L-0 Detailed event enalgsle 
MIDORA.H J Public Bervice Eleftrlc b Cat Co of Naw Jeree 
82/03/03. HAYNES.R. C Raglan 1. Office of Director 3pp 
12306:306 24* Flche 50-272. 02/03/03, 8X31 60369 


—0203160379 LER 82-010/031.-0 on 620201 . terporarg host connec 
Unit 1 spent fuel pool to Unit 2 spent fuel pool heat 
eichanger developed leak resulting In spill of 23.000 
gallons. Hots reconnected using double hose clempt. 

DICKEY. F Public Service Electric b Cat Co of Neu Jerse 
82/05/03 Region 1. Office of Director ip 12306:30 

Flchs 30-2 73. 62/03/03.6303160369 


8203170368 Forwards LER 82-010/03*- 1. c orrectl ng previous 
LER G2-010/03L 

MIDURA.H J Public Service Electric b Oas Co. of Neu Jsrsi 
82/03/05 HAYNES. HC Region 1. Office of Director Ip. 
12319 222 34* Fu he 30-272. 82/03/03, 6X31 70368. 


0361 Forwards LEO (■3''OI0/03>- 1 Ostatled ev«nt analysts otic 1 
flA. It J Public Service Electric & Oe s Co at New Jersey 
3/03 IIAVNES. R C Rejion 1. Office of Otrector 390 
9 223 24l( FIc he 90-272. OS/03/09. 6203170366 


0366 LER 63-OIO/03X-I on OS0201 . t enporary hots connection frort 
1 spent fuel pool tn Unit 2 eichanger found leatln; on 
llary bldg 04-ft elevation Caused by iirproper clanp 
al tatlon. Hose disconnected 

EV. F Public Service Electric t, Oa« Co of New Jersey 
3/03 Region 1. Office of Director Ip 12319 226 24x 

e; 90“272, 82/03/09, 82031 70366 


8203020694 Feruarda •Progress flept of Keienlc Ovc-Holotod Contraite 
Prior to June 1970. • l'ru;ect f’r ogresa Wept 0 for work 

par 10,1 820213-26 

CLOUD. R. L RoOort I. Cloud Assoc I a tec. Int . 02/02/26 OENION. If l( 

Office of Noe lear Reactor Rogulatleri. Oiroc tor Ip 12444 »'•'<. ♦MX 
FI the 90-279. ©2/03/ 1 9. 020329001 7 


--□203020660 ••Priigreas Rapt of On I stile avc-Helated Contracts Print tu 
June 1970. ■' I’TOjoct 109- 4, Pr og ros a Ropt 0 for work period 
020213-26 

* Robert L Clui/U Assoc latos. Inc D2/02/26 49pp. 12444 llUV 

24* Ficlie 90-273. 02/03/ 13.020339001/ 


00 Forwards supplemental LER 62-007/OlX-l for Licenses llPR-"7tJ 
79 

.H J Public Service Electric t Oas Co of New Jersey 
00 HAYNES. RC Region |. Office of Director Ip 
117 34X Flcha 90-272.03/03/00.6203160400 


0403 Forwards LER 82-007/01X-1 for Licenses DPfl-70 6 OPH-73 
lied event analysis anc 1 

RA, H J Public Service Electric 6 Oa 5 Co of New Jersey 
2/24 HAYNE6. R C Region 1. Office of Director. 4pp 
9 llfl 24* Ftche 90-272. 62/03/08.6203160400 


0407 LER 02-007/01 X- 1 on 020311. check valves IAF71 t IAF72 I. 

elated piping found not seismlcally protected Protective 

I structure to be provided off seismic wall. 

rporatlng seismic guides for addl protection 

EV. F Public Service Electric 6 Oas Co of New Jersey 

3/24 Region 1 . Office pf Director 3pp 12309 122 24X 

e 90-272. 62/03/06. 6203160400 


0411 LER B2-O07/0lX'l on 030211. chock valves IAF7I t iaF 72 t 
elated piping found not seismlcally protected Protective 
I structure to be provided off seismic wall, 
rporatlng seismic guides for addl protection. 

EY.F Public Service Electric 6 Oas Co of New Jersey 

2/34 Region 1. Office of Director 2pp 12309 123 24* 

e: 90-272. 82/03/00. 6203160400 


07 Forwards LER 82-01 1/03L-0. Oeta 1 1 ed event analysis encl 
• H J Public Oervlco Electric t. Oas Co Of New Jersey. 

09 HAYNES. RC Region 1. Office of Director 3pp 
214 24X FlChe 90-272. 02/03/09. 0203390207 


0213 LER 02-01I/03L-0 on B20219. fire alarm for 04 ft atevntlox. 
glng purtp area annunc lated on 1RP9 fire tone panel but 
d audible alarm did not sound. Caused by sticking control 
ult relay from 24-h timer In signal cabinet 
EY.F Public Service Electric k Oas Co. of Hew Jersey. 

3/09 Region 1. Office of Director Ip 12429 217 24x 

e ; 90-272, 02/03/09. 0303290207 


0-274 U 9 OEOLOOICAL SURVEY RF.SEAftCH REACTOR 


F Security, nedital. ecerCiBiicy k fire protoitkup plans 


020J090642 roruards A.rend 1 to Llconso DPR-76 & notice Of lasuaiiii- k 
availability At-and changes (mp I even t a cion datos for cartalx 
MURE0-0737 Iters k security plax. per util Dlli‘29 ror,u»st 
MIRaCLIA. P. J l.lceosliig Oranch 3 02.'02/09 FURIJUSH. M M Pin 1 f i c 

Oae «. Electric Co, npp 12192 122 24X F 1 c ha . 90-2 7 9. 02/02/«:>. 

0203090642 


"-02O3O9O691 Amend I tn License DPIl-76. c h ong I xg l.mp I amen tat 1 ox datoo fxt 
certain NviRE0-0737 Itoris (■ security plan, per util 011229 
regues t 

MIRAGlIA.F j Llcoxsing Branch 3 112/02/09 3pp 12192 irid 

24X Flche 90-279. 62/02/09. 8203090642 


0303110147 Releases public version of revised er.ergency p la*i 
Implsoont ing praceduras 

KELION. J. M Division of Mules and Records. 112/03/09 Oecumuxt 

t^anagement Or axe h Ip 13243 097 34X F 1 c ho 90 2 19. »2/O3/01i. 

□2031 10147 


--0203110192 Forcjards pitbltc varslox of rovised eciergsncy plan 
implementing pr oc ed u r ea . 1 me I ud I ng Procedures EP OP-19 re 
loss of fsodjiater flow 6 £P 0<'-20 re eicotalve IlCli leakage 
Privacy k proprietary 1 nf c) deleted per clunorlc I tr nl-27 
CRANE. P A Pacific Oas k Electric Co 112/03/02 ENCELKEN. H II 

Region 9. llfftco of Director 6 pp 12243 098 24X 

Flche 30-279. 02/03/09. 0203110147 


--0203I 10196 Public version of revised emergency plan Imp I emant liiQ 
procedures, including Procedures EP OP-19 re loss cjf 
feedwater flow-FP 0l’-20 re orccssive RCP leakaye f. CP l)P-3a 
re rod ejection Revised table of contents end 

e Pacific Oat k Electric Cc. 02 / 02 / 11 . lOOpp 12243 064 .'M* 

Flc he 90-279, 02/03/03. 02031 10 1 47 


0203160323 Respond v to Oemerii l.tr 01-04 ro oieoTgency procedures 1. 
training for station blackout events, llomt A. It. I-. k O 
Weetinghousa owners group prouraie will be Implementad prior 
to conmerclal opera 1 1 on. App rp s 00 hours espemied 

SCHUYLER, 3 a pacific Oas k Electric Co 02/03/09 flCCMHHT.O « 
Division of Licensing 2pp 12307 213 24x Flche 30-'279. 02/0:i/ll</. 

□203160323 


Ity. medical, emergency k firs protection plans 


29 Forwards Revision 3 of physical security plan Revision 
Id (ref 10CFR2 7901 

0. D. H. Interior. Oept of, Oeologlcal Survey. 62/03/02 
, J. fl. Standard 1 lat 1 on k Special Projects Branch. Ip 
132 24X Flche 90-274.02/03/02.0203190329 


0-279 DIAOLO canyon NUCLEAR POUER PLANT, UNIT I 


catipn/constructlbn stage documents k correspondence 


8203190283 Forwards safaQuards kxfo re changes Ir^pleoentod to soruritu 
plan Info withheld traf I0CFR7n.21) 

crane. P A Pacific Oas k Electric Co 112/03/11 DENTON, l< R. 

Office of Nuclear Reactor Itogulatlon. Oiroc tor Ip 12390 04/. 24* 

Flche: 90-279. 02/03/1 I. 0203190203 


G 203190349 Forwards Attach.sents A k D lo safeguards contingency plr.x 
Attachments withheld iref I0CFR73 21). 

CRANE. P A Pacific OdS k Electric Co 02/03/12 llENTfIN. II (IffJii 
of Nuclear Reactor Regulallnn. Director Ip 12347 131 24K 

Flche 90-273. 02/03/12. 02OOIVO349, 


01 Addl response to FOIA reguest for 30 categories of documents 
EO-0660. "NRC Action Plan" Forwards documents listed 
s A, B. C k 0. Info partially withheld (ref FOIA 
Ion 9). 

, J. M Division of Rules and Records. 61/06/04 MADDEN, T J 

choler. FlermaA. Hays {< Handler. 9pp 12790:006 24* 

90-399. 81/06/04, 8203010001. 


0169 provides comm.tntt on facility responses to NRC 600310 Info 

est re bests for auilllery feedwater sys flow 

irements Sys must be supplied to at least two steam 

rators In Rrdar to provide adequate heat transfer area 

8 . T. P. Reactor Systems Branch. 60/10/27. PARR, 0 Audi lory 

emt Branch 2pp 12792 271 24X Fl che: 90-000. 81/06/04. 

OlOOOl 


01 Oanerlc'Ltr B2-04 to all licensees of operating plants, 
ante for QL k holders of CP re use of INFO SEE-IN 
m. 

IfT.D 0 Division of Licensing. 62/03/09. HAUSPURO, A 
Idatad Edison Co of Msw York. 2pp 12231 031 24* 

90-000, 82/03/09, 82031 10001 


0203240199 Released public version of amend to HL. c ons 1 a t I ng of cliai,y,.r. 
to emergency plans. 

FELTON.J M Olvtslan of Rules and Rscurds 82/03/18 Oncturent 

Management Branch Ip 12400 090 24* Fl c h e 90-279, 1)2/03/ 1 0. 

8203240199 


6203240211 Forwards public version of Amend 87 tn application foi- ||| . 
constating of Change 1 tn Ravlslon 3 of emergency plan k Mag 
1981 draft of San Lois Obispo County emergency response 
plan Proprietary Info deleted per Oenerlc Ltr Bt-27 
CRANE. P A Pacific Oas k Electric Co 02/02/23 DENION.H H. 
Office oP Nuclear Reactor Regulation. Director. 2pp 1240M 099 
24 X Flche: 90 - 273 . 62 / 03 / 10,8203240199 


— -6203240217 Public version of Revision 3 to omergcncy plan 

• Pacific Oas k Electric Co. 01/01/26. 900pp 12400 lOI J'4* 

Flche 90-279.62/03/18.0203240199 


--6203240223 Public version of Draft Revision 0 to Sen Lula 
nuclear power plant emergency response plan 
a Ban Luis Obispo. CA 01/10/31. OOOpp 12403 119 
Flche 30-273, 82/03/10.0203240199 


Ob 1 hpn 
24X 


02033103^0 R»lea»?» fuolit 

irp : *«ont ms pre<e3J''e» 

RElTCW- J f* Olvltta*' «< 
.**•>4; 6f4'n^ If 

S;033lO.7tC 


.e'tion 'jt ereerjencv plan 

flul«: 4<’5 R^COf"*' 83/03/2^ Dec oin 
JJ475 oOt 2R» Fithe 50-27S. SS/OG/S*?- 


fl 3 a 3330 U 7 A<lv. 44 S that decUnPd to flrant <“”■ 

iuAD-6d4 B30318 tcd.vl-ual a. lonor vl.u. 

fHlL/s“/'’‘D*fice of thP Scci-Ptdrv of the Cc«rJ» 6 loi. DS/03/IO 
LAipHt-R.l C Mr^patrltk. Lockhart. HI U . Christopher «. Phillips 




any/iiy I n. 63033301 1 1 


P3033133i-3 Fof.ards ft lie version of revised 

,-plr-^.tv. o pfoteliies. Ihtlodl"? Procedures EP OP O re 

. Cectnc 037037.9 E.-cOEL.Erc. 

Pee ion 5. Dfllte o« Ciisttoi IP *’02 34« 

Pitre 50-37^.83703739. 8203310360 


.«30D3.O3h9 Public version cf rev. set e<ser,esc, jUr l^ple^.htlnj 
nrocelures fP OP-3 re reactor trip uvsafelv »"7»cl|® • 

PP CP-1 re LOCA 8, EP OP-3 re loss cf seconCarv coolant 
r Pacific Oa. 6 Electric Co 83703702 330pp 13472004 34X 

F t: re 50-275. a2703729. 8303310363 


0 Adjudicators C or r esjor d«nt e 


•5203030335 Advises trat 


l40-ft level 

ased'in’njir .5 enamsss rsi, not have been conservative re 
cipmd ateve l40-ft le.el Appropriateness of spectral input 

U'O-F. J F . 


heino verified 

CRA'.C.P A Pacific Sas 6 Electric Cc 82703724 
eRtCAf.C 0 ■ RLI'-E.J Avcnic Safetg andLitensinj Board Panel 
J-Q09 CCd 341 Pic^e 50-375 03/03/24. 0203030325 


820303.3442 Forwards Governor S-cuin technical ccr-rents on 
Cjniont af util 0113C4 proposed rever i f icat Ion prejram. 
s-pple<senttr.j 020116 interim cor-ents Ccrnission should 
order iryseliate halt to current self-audit 
6R0-*r. kl H Kiripatrici. Lockhart. Mill. Christopher i. 
03/02725 PAiiAOlrO N j . OILILSAV.v . BRaOPORO. P A 
5 pp 12060 061 34» Flche 50-275. 82/02/35. 0203020442 


scope t. 


Phillips 
Comm I s s I oners 


03O2O3C361 Prcposed findinji of Fact fc conclusion of la^ Certificate 

LCCkE-R F Pacific Cat t fclettrU Co Qa/02/25 e3jp 13103 Ql7 
24)1 Flche 50-375. 03703725. 6303030261 


62O3C2CCO0 Fcrviards V Olllnslii addl views ’t CLI-B2-1 

STLCitv. S ~ Oocietin; 5 Services Oranch 82/03/36 Office cf the 
Eiecutive Lepal Director 7pp 13077 319 34* 

Ficre 50-275.62/03/26.0203020009 


82030405B4 Ovestlons ''eledjr.e Engineering Sve aOllltj to perform 
r ever I f itatior. program tn light of eoc I TelcCgne 811034 Hr 
revealing previous uarl done for PCCE cn pipin; support sgs 
REYNOLDS- J B Center for Lew in the Public Interest * Joint 
Intervcrofs-Diablo Cangoo 03/O2736 DeilT0.9.H R Office of Nuclcoi 
Reactor Regulation. Director 4pc 13130 346 24% 

Fiche 50-375.03/03/26.8203040584 


8303110130 Pemc raiiCum 6 order scAeCulmg filing of proposed findings 1. 
conclusions in new formal f. st-gle Findings dor Oj Joint 
Ihtervenors F CA Governor Brc^n on 030319. Sg NRC on B20329 F 
bg eppllcent on 820412 

WOLF. J F Atomic 0afetg and Licensing Board Panel 92/03/08 
Jclnt Intervenors-DlaO lo Cangon 2pp 12312 303 24)( 

Pith* 50-275. B2/03/C8. 8203110130 


03OD17C48O Responds to 030302 Itr re independent audit Specific fartors 
to he considered In determining independence F tecfnical 
que 1 1 1 icat ions of prgani lationt F individuals set forth In 
response to R epresentat iv es Dlndfll Ottinger 
DIRCkS.u j QPfice of the Eiecutive Director for Operations 
03/03/08 aLOOSIA.O House of Rep 2fP 12315 292 24* 

Flche 50-000.82703/08.8203170480 


- -8203230 121 Advises that 
review of ALA8-644 on 


CoTiUsslpn declkoed to grant petitions 
030310 Individual C Dirml ss loner vlems 


for 


enc 1 

CHlLK. 3 J 

neyN3L0S j 

Interest 


Office of the 9ec 
R . PHILLIPS. J H 
26pp 12300 004 


retarg of the Com-ml a» I on 02/03/111- 
Center for l.au in tbd Public 
24 * Flche 50-275.02/03/18,0303230111 


0633230360 rotlon for deferral of AE-0 decision on Isouos In full power 
"^he^r^nfpendin, evaluation of ne.lg discovered utU design 
errors tc olod F relief valves F pressurlier heaters 

llZnX’ State of OflOM.'l. H H Kirkpatrick- Lockhart. 




8203230300 Proposed findings of fact F 
cf Svt enc I 

GEOROIOJ. B 5 California. SVato of 
F Phillips 02/03/19 67pp 13331 
0203230200 


conclusions of law Certificate 

OEORQtOU.nB Ml U. Christopher 
170 2«* Flche 30-275.03/03/1*7. 


0203250549 Proposed findings of fact F conclusions 
Certificate of Sve encl 

ReVMCLOS. J R Joint Intervonors'Olab lo Congon 
Center for Law In the Public Interest 03/03/19 
34* Flche 50-275- 02/03/19. 8203250545 


of I ow 

REVNOLOO . J n 

(37pp i;^40V »)3 


H OerK^r^l correspondence 


0203040051 Discusses i mp I omentat I on of IE prugra-.s to vatso level 
confidence that nuclear plants can be licensed F operoted 
w/o undue risk In response to 811210 concerns re plant 

licensing U/oejspaper articles 

lECEGCO-R L Assistant Director for Liconolns 83/02/09 
CCCKERHAM.M Affiliation Unknown Bpp !3l30 098 34X 

Flche 90-000.03/02/09.0203040051 


0303100504 Responds to 010912 Itr to President Reagan re dolegs in 
licensing of plants KRC suspended low power OL on U11119 F 
requested that addl tnfo te submitted to assure that piping 
F coroponecit restraints were properlg designed 

BERKG'id. H tl Managoisent Analgsls Branch 03/02/16 DRAPER. D D 
Affiliation Unkno-jn 3pp 12211 329 34X Flche 50-379. 02/03/ 1 6- 

6203100584 


92O31Q'1506 Responds to 011106 Itr to President Reagan re delags in 
licensing of plants MIC suspended Inw power GL on 011119 F 
reqLfe%t«d that at^dl info bO %vl><itltted to dOfture th«t plpltiQ 
& canponsnt r©ttraint» oera properly dp«tgn©<l 

M tIanOQ&ffteot Branch B2^02/l<> RANDOLPH • 

Affiliation Unknown 3pp 13317 143 34X flche 90-273. 03/03/ 1&. 

0203100586 


8203110197 Requests findings F views on encl constituent 0 Campbell 
6lll3t Itr re naad for truly tndepondant audit of Diablo 
Canyon S. mve Q C t ya 1 1 on of Improper Installation of reactor 
vassal at San Onofre 2 

CRA'/STON.A Benate 03/03/02 Office of Congressional Affair*. 

2pp. 13212 240 34X Flche 30-000.02/03/03.0303110157. 


0303190240 Supports faclllig operation 

FUNK. LI - MUuHOLAND. C. F. Chamber of Commerce. Rlpon. CA. 02/03/13. 
PALLADINO-N J tommi ss I oners Ip 12349.275 24X 

Flche 90-273. 02/03/15.8203190390 


--8203170491 Eoruards IS Sinclair 011203 rotten for Independent audit of 
Midland F requests info on Diablo Cangon audit process 
AlBOSTa. D House of Rrp 83/02/0? PALLA0IN3. N J 
Commissioners Ip 12313 294 24* flche 30-000.03/03/08. 

8203170480 


3203190097 Attachments A F B to motion td suppl petition to enforce F 
rodlig license conditions or al ternat Ivelg. to lodge 
doturents 

* Spiegel F McDiarmic 83/03/10 Commissioners 120pp 
12345 178 24X Fiche 90-273. 82/03/ 10. 02031 9CC97 


8203300078 Responds to LM Barber 03011 3 Itr to R Reagan opposing 
licensing of plant. Ne licenses issusd following TMt 
acc ident. unti I NRC was assured that lessons learned could be 
sultabig incorporated Into plant designs 

BERKOU. H N Management Analgsls Branch 83/03/17 BARQER. L M. LMU 
Hand Rehab Products- Inc BRUNO. V F . LANOERT. N Affiliation 
Unknown 27pp 13460 316 24X Flche 30-379. 83/03/17. B30330007H 


-'8203300109 Forwards Itr addressed to H Reagan which wa» Incorrectly 
sent to D2E 

BETANCOURT. B Energg. Dept of 01/12/33 COMBS. T 
Correspondence F Records Branch 9Ipp 13460.343 34X 

Flche 50-27 9. 03/03/ 1 7. 0203300078 


8203230111 Advises that Commission declined to grant petitions for 
review of ALAB-644 on 020318 Individual Co.-ini ssioner views 
encl Ll/c encl 

CHtuK. 5 J Office of the Secretary of the Cor.sissian 82/03/10 
CEOROtCu. e California. State df Ip 24* Fiche 50* 37 5. 02/03/10- 
0203230111 


■■SI1I0302B8 Requests that license be rescinded 

ABRECHT.M 0 Affiliation Unknown 01/10/26 NRC - No Detailed 

AfflHation Olvsn Ip &567B 293 24X Flche 50-a7a, 02/03/ 17. 

8203300070 


j tnaurance U Indemnity Information 


8203100463 Forward* Endorsement 0 to MAELU f’ollcy MF-103 

CRMlE.P- Pat tftt Oas *■ Electric Co 82/03/0S SAI.TZHAN. J Off Ice 
of Btate Proyram*. Director 3pp 13104.339 L»4X 
FUhe: S0-37S. 03/03/03. 6303100463 


H Antitrust correspondence 


8203190233 Mot 1 on to suppl petition to enforce t. modify license 
condition or alternatively to lodge documents tJCll varied 
interpretation* of obligations t> avldence of ongoing 
violation of tlcsnss cond It Ion. Certl f tcato of Svt end 
rtCDIARMIO.ft C . AORAONA. J M Northern California f’ouer Agency. 
California. State of-. MCDIARNID. H. C Oplogol ti McDtarmld 
83/03/10. Commissioners 19pp- 13346 118 34X 

Flche 30-373. B3/03/IO. 0303190333 


P. Operating license stage documents t. correspondence 


8202040361 Responds to FOIA request for Info re precautions totsn tu 
"earthqualie proof*' f ac I \ I ties. Foruor iSs listed documents 
FELTON.J M Division of Rules and Records 01/10/36 
BCHHEIOERT. J. F. Environmental Law Center of the Pacific Ip 
11839 036 24X Flche; 30-373. B1 /10/36. 6303040361 


--8110380300 Summary of 611014-16 meetings u/utll (< ONL in 
San Francisco. CA re seismic analysis for equipment 6 
components In unit containment anntilus Attendee list 6 
vlewgraphs end. 

MIRAOLIA.F. J Licensing Branch 3 RNtOHT.J P. Assistant Dtrectfir 
for Components 6 Structures Engineering. Dl/10/19 Licensing 

Branch 3 49pp 11639 330 34X Flche 30-373,81/10/36. 0303040361 


6203090643 Forwards Amend I to License DPR-76 & notice of Issuance I. 
availability Amend changes Implementation dates for certain 
NUREO-0737 Items 8. security plan. per utlt 611339 request. 

MIRAOLIA.F J Licensing Branch 3 83/03/03 FURDUGM. M II Poclfl* 

Oas 1. Electric Co Bpp 13192 133 34X F U he: 30-373. 02/03/03. 

8203090643 


0303030163 Responds to Itrs to Prestdotit Reagan supporting license 
re tnstatement Addl Info being rovloued to assure properly 
designed piping 8. component restraints prior to 
coins tatsment 

BERKOU. H N Manegensnt Analysts Branch 83/03/ 16 CnoKENRA. H 

DRAPER. D 0 • RANOULPII. P A Afflllatlun Ifiihnoan 7pp 13109 340 
34X Flche 30-373 03/03/16. 8303030163 


0303040037 Forwards annotated draft Commission paper requesting 
approval of AO determlnat l on re seismic design errors 
mCHEI.BON.C Otrector's Office 02/03/16 DCNrO.‘J.HW Offlie of 
Nuclear Reactor Regulation. Director llpp |3I 19 396 34X 

Flche 30-273. 03/03/ 16. 0303040037 


--B303040033 Forwards draft CD.-MSl*8ion paper t proposed FR noticu of 
potential AO re seismic design errors at facility which 
resulted In B11119 suspension of Unit 1 fuel load 6 low 
power OL Re vlea. cofflients t. concurrences requested by U30313 
M1CIIEL30N. C Director's Office 83/02/06 DENION.H R Office .i' 
Nuclear Reactor Regulation. Otrector 0A9tB,,i C Office nf 
Nucleer Material Safety t. Sff eguar d s . Dl r ec t or MINOOUC.R 0 

Office of Nuclear Regulatory Researcli. Director 3pp 131 17 300 
24X flche 30-373. 03/03/16. 0203040037 


--0303040037 Draft Cor-mtssion paper roquesling approval of AO 
determination re seismic design errors at forlllty Proposed 
FR notice oncl 

OIRCKO.N U Office of the Ccecutive Director for Uperatlnns 
03/03/03 8pp 12119 :I07 24X Flche 50-373. 02/03/ 16. 02113040037 


0303090271 Forwards Info Ite.i re polentl.il deficiency in setsiric 
anolysls of equipment 6 components in coritamrent In 
analysts of Unit 1. (Board Nut I f 1 c at i on 03-14) 

F.18EKHUT.D O Division of Licensing 03/03/19 PALLAOINO. N 3 , 
OILINSHV. V , OHADFr.RO.P A Commissioners 2 fp 12173 001 ;’4X 
Flche 30-373, 03/03/ 19. 030309027 1 


--0203090302 aommary of 030303 meeting w/uttl.llL Cloud Assuclates. Inc I 
RF Reedy. Inc In Qethesda.MD to discuss seismic verification 
proyras (Phase 11 

SClIteRLINO. II L' Licensing Branch 3 03/03/19 Licensing Rmnc t 

3 llpp 13173 003 24X Flche 50 -37S. 02/02/ 19. (12030902/1 


--6203090631 Amend 1 to License OPR-76. c hang 1 ng implementation dotes fur 
certain NUREO-0737 items <• security plan, per util 011339 
request 

MIRAOLIA.F J Licensing Branch 3 03/03/09 3pp 13193 ino 

S4X Flche: 90-373.03/03/09.8303090643 


--03O3O9O661 Notice of Issuance 4. avatlabtitty of Amend I to License 
DPfl-76 

MIRAOLIA.F J Licensing Branch 3 03/03/09 3pp 13193 l:);i 

34X Flche 90-379.03/03/09.0303090643 


0303090291 Transcript of 030223 meeting Iri Uethesda.MI} to discuss 
seismic design review Pp 1-268 V/loagraphs I. handouts one 1 
s NRC - Nb Detailed Affiliation CWen 82/02/23 209pp 

12179 021 34X Flche 30-2/9.03/02/33.0203090291 


8203110318 Board Notification 83-16 info from ML (Tloud Associates 6 
Teledyne (-.nglneerlng Oves re design verification program 
EtOENIliJT.D 0 Division of Licensing 03/03/33 PAl.LAIltNO. N J . 
OILINSAV. V . URAOFORO.P C orrml ss 1 one r s 3pp 12339 104 34X 

Flche 30-379. 02/03/33. D3031 10910 


8303090063 Board Notification 03- 1 1 , forwards K9 Herring 030303 trip 
rept re potential deficiency In solemlc analysis of 
equipment It components in containment annulus 

ElBENHUr, 0. 0 Division of Licensing 03/03/00 PALLADINO. N .1. , 
(}tLlN5KY. V. . BRADFORD. P. A. Commissioners 3pp. 13173.390 34X 
Flche: 90-379. 83/03/00.8203090063. 


--8203090060 Advises that enc 1 Info re K8 Herring trip to review URO/ 
Blume calculation bools for Hosgri analyses should be tent 
to appropriate Board* b parties per procedures of Ofc Ltr 
19. Revision 1 . 

EISENHUr. O 0 Division of Licensing 03/03/08 TEOEBCO. fl 
Assistant Director for Licensing Ip 13173393 34X 

Flche: 90-379. 83702/08, 8203090062. 


8303090073 Recommends that end proposed Board notification of trip 
rept re review of UR8/61uih* Hosgri analyse* of auclllary 
bldg. Inteto structure, c ontalnment polar crane b containment 
annulus be transmitted to Commissioners 

TEDE8C0.R. U Assistant Director for Licensing. 83/03/00. 
E18ENHUT. D 0 Division of Licensing Ip 13173 393 34X 

Flche- 90-373, 63/03708. 0303090063. 


"8303090070 Trip rept re 930139-36 review of UflS/Blume Hosgri analytes 
of ouilllary bldg. Intate struc ture. c onto 1 nmen t polar crane 
b containment annulus. Info in F8AR (Hosgri roptl.on which 
KHC BERt b supple or* based. Is not accurate. 

HERRINO.K, B. Systematic Evaluation Program Drench. 03/03/03 
MIRAOLIA.F. Licensing Branch 3. lOpp 13173 334 34 X 

Flche; 30-373, 03/03/08. 8303090063 


--8203090089 DltcusiO* problems re HL Cloud b PObE seismic reve rl f Itat 1 on 
program. Propose* meetings to discus* suhj Info re auxiliary 
bldg wslght racond 1 lat 1 on end. 

MORRILL. P.J. Region 9, Office of Director. HERRINO. K. 8. 

Systematic Evaluation Program Branch. FAIR.J R. Reactor 
Engineering Branch 03/01/19. ENOELKEN. R H Region 3, Office of 
Director 9pp 13173.001 34X Flche- 30-873. 03/02/00, 03030V0063. 


0303030323 Advises that util determined thot spectra for I 40- ft level 
used In piping analyses may not have been conservative re 
piping above 140-ft level Appropr lateness of spectral input 
bslng verified. 

CRANE. P A Pacific Oas b Electric to 03/03/24 LULF.J F , 
DRIOAT.O 0 • KLINE. J Atomic Bafoty and Licensing Board Panel Ip 
13099 004 34x Flche 90-379.02/03/34.0303030329 


0303030470 Updates status ef work on brealwater damage which occurred 
on 810130 b 1113 Program includes physical model study, 
investigation of historical eitreme wave conditions 6 
historic damage. dss Ign mods b reconst of breakwater 
CRANE. P A Pacific Oas b Electric Co 83/03/39 MlRAOLtA. F .) 
Licensing Branch 3 4pp 130B9 379 34X Flche 90-379. 03/03/2S. 

0303030470 


O20317016Q Forwards "Bslsmlc Oaf e ty~Re I a ted Design Bves Performed fur 
PObE." prior to Juno 1970 

REEOV.fl F H F Reedy. Inc 83/02/01 CLOUD. R U Robert L Cloud 
Associates. Inc Ip 13314 131 34X Flche 90-3/9.03/03/01. 

□303170I6B 


--B303170171 "Belsmlc Safety-Related Design 0vcs Perfornod for I'Obl . " 
prior to June 1976 

• Cygna Energy Bervicet 83/03/01 43pp. 13314 132. 34X 

Flche 90-37 9. 83/03/01 . 83031 701 68 


8303170337 Forwards OA review of ANCO Engineers OA program re seismic 
safety-related design sves perforned for POLE prior to 
June, 1970 

REEDY, R F R F Reedy, Inc 83/03/01 CLOUD. R L Robert L CIniid 
Aasociatas, Inc 41pp 13319 010 34X Fl cho 90-379. 02/03/01 . 

8203 1 70337 


8303190387 Forwards "QA Review Rept Phase I. Seismic 6a fety-Rel a ti^d 
Design 8vcs< " performed by UVUE La(is prior to June 1978 
REEDY, R F R F Reedy. Inc 02/03/01 CLOUD, R L Robert L Cloud 
Associate*. Inc. Ip 13349 l33 34X F( ch e 90-379. 03/03/01, 

8303190387 


114 


DOCKETED ITEMS 


-62031^0209 "Oft n*vl«u ft«pt.Ph4»» I.SelsmK Saf b tM“«f 
petfsritica t<j VVLC LaSl pricr to June 197B 
♦ B F fleedy. lOC B3/03/OJ 6lpp 12349 l83 24X 

Fiche 50-373. 62/03/01. 0203190207 


8203110199 Foruardf Teledyne Enjineerlny 
oeiljn re v«rlfitatlor protratnt reiponte 
Hoettiona If I edyne. tnc . cwn» «0£> »^are» 
preferred i toe k 

CBANE.P a Pacific Oa« S. Electric Co 
Llcenelnj 8ranc^ 3 3j0 12213 304 

62031 10199 


Svci 830210 Ur re plant 
to NBC 020203 
of PCiE 1 12 

62/03/02 MlBACl-lA-F J 
24* FIche 50-275. 02/03/02. 


0203160340 Advlee* 
tub.nitted before 


that no applications or requests for review 
B41231 re Oenerlc Ltr 82-1 new application 


ulll 


be 


survey 

CBANE.P A Pacific Oa* b Electric Co 
Assistant Director for Licensing Ip 
FIche 50-000.62/03/11.6203160340 


82/03/11 TEOEQCCI'R L. 
12307 210 34X 


8203150056 Proposes that Teledgne Engineering 8vcs be 
independent auditor to perform design vsrlflcatlon 
per 020304 Coi-ultslon action b ME Cooper B20308 ltr 
FUfl8USK. M H Pacific Od§ tt Electric Co 02/03/12 
Office of Nuclear Reacter Regulation. Director. Ip 


retained as 
program. 

DENTON. H R 
12297; 109 


24 X 


G203310296 Forwards Telelvns Engineering Sves resjdnset to NBC 020203 
qij^^tions re design reverlflcatlon program Argonaut 
Insurance Co furnished uiorler conponsatlon b ItaDtllty 
insurants tor ttsstsrn Leg Prsfculld Project 

CBANE.P A Pacific Oas t Electric Co 02/03/02 mRACLiA.F J 
Licensing Branch 3 3pp 1243 4 344 24» Fiche 50-275.02/03/02. 

8203310296 


8203300321 Bequests add I info re area 
necessary to initiate determination 
to Keeper of Natl Register. 
MIRAOLlA.f J Licensing Branch 3 
Oas b Electric Co 4pp. 12462 071 
6303300331 


designated as dLQ-2 Info 
of eligibility raquesC 

(12 703/ 1 a FURBUCM. M 14 Peel fit 

24X Fiche 30-273.82/03/12. 


8203160320 Forwards ”3A Review b Audit flept.P‘'ase I-" re seismic 
safety-related design sues performed for PCbE prior to 
June 1978 

BEEOr.R F R F Rsely. Inc 82/03/05 CLDUO.B L Bopert L Cloud 
Associates, tnc 1? 12307 25B 24X Fiche 30-275.82/03/03. 

0203160330 


8203180326 Forwards data b seven owerslte drawings for structural 
analyses of Unit 1. In response to BNL reque • t. Mode l ing 
parameters for Unit 2 containment Interior structure also 
sncl Aperturs cards are available In POB. 

CBANE.P A Pacific Oas b Electric Co 82/03/13 MIRAOLlA. F . J. 
Licensing Branch 3 7pp 12333 248 24X F 1 che : 30-273. 02/03/1 5. 

B203180326 


--0203160324 "OA Review b Audit Bept. Phase I " 

# B.F Reedy. |nc 82/03/05 42pp 12307 239 24X 

Fiche 50-275.82/03/05,8203160320 


0203190243 Requests list of proposed contractors u/little previous 
involvement w/POlE b u/e i per lenc ed staff In plant design b 
QA CO perform seismic design verification program Lists 
submitted to be discussed at 820310 meeting In BeChesda.MD 
CENTON. H R Office of Nuclear Reactor Regulation. Director 
02/03/05 FUHBuSh.M Pacific Oas b Electric Co BfiOMN. E 0 

California. State cF PEINCJLDS.J Center for Law in the Public 
Interest Ip 12372 037 34X Fiche 50-275, 62/03/05. 0203190243 


0203290017 Forwards Board Notification 82-26 of various submittals by 
RL Cloud Associates ra seismic verification program Phase I. 

TEDE6C0. R L Assistant Director for Licensing. 82/03/19. 
EISENHUI.DO Assistant Director for Licensing. ip. 12444:221. 
24X Fiche 50-275. 02/03/15. 8203290017. 


— 8203290020 Board Notlllcatlon 02-26: not I f 1 es of submittals by BF fleedy 
re seismic reverlflcatlon program 

EtSENHUT.O 0 Division of Ulesnsing 82/03/13 PALLADINO.N J. . 
OtHNBKV, V. . ORAOFDRO.P Commissioners. 4pp. 12444:223 24X 

Fiche 50-279.82/03/15,8203390017 


8203160309 Foruards “QA Review b Audit Rept. Phase t.” re seismic 
safety -relate d design sves performeC for PObE prior to Jens 
1978 

flCEOV. R F R F Reedy, tnc 82/03/CG CLOUD.fi L Robert L Cloud 
Assocletes. Inc l? 12307 357 24X Fiche 50-275.02/03/08. 

8203160309 


--8203I603I3 "OA Review b Audit Rep t. Phase 1 " 

reedy. R F R F Reedy. Inc 82/03/08 89pp 12307 358 24X 

Fiche 50-275.82/03/03.0303160309 


9203170175 Proposes that TeleCyn* Engineering Sves IS logical selection 
at program manager for OCNPP design verification program 
Program sigt plan proposal enci 

COOPER. H E Teledyne Engineering Services 82/03/00 OENTON.H R 

Office of Nuclear Reactor Regulation. Director MANEATIS.O A 
Pacific Oas b Electric Co 39pp 12314 169 24* 

Fiche 50-373.82/03/08.620317017 5 


— 8203030931 Forwards clarification on correlation betueen contractor 
performed wort b icidepsndscit samples re seismic 
reverlflcatlon program b criteria for add 1 verification re 
deficiencies in OA review b independent calculations. 

CLCUO. R L Robert L Cloud Associates. Inc 82/02/27. 

OENTON. H R Office of Nuclear Reactor Regulation. Director. Ilpp 

12444 271 24X F I che 30-273. 82/03/1 3. 0203390017 


--8203030975 Forwards “Design Verification Pr o grew. 8el sail c 8vc Related 
Contracts Prior to June 19'/fl, " Revision 1 . Phase 1. 

CLOUD. R A Robert L Cloud Associates. Inc. 92/03/01. 

DENTON.hr Office of Nuclear Raac tor Ragulatfon. Dlractor. 3pp 
12444 282 24X Fiche 30-279. 82/03/ 15. 820329001 7 


--8203030576 “Design Uer i f Icatl on Program. Be 1 smlc 8vc Related Contracts 
Prior Co June 1978. *' Revision 1. Phase 1. 

CLOUD.R L Robert L Cloud Associates, Inc 82/03/27. b2pp 
12444 284 24X Fiche 30-279. 02/03/ 15. 8203390017 


8203230049 Staff csqutrersnts mswo rs 620304 discussion b vots on KRC 
rtcommendatlens on program plan b Independent audit NRC 
should proceed w/selectlon of contractor if parties egree on 
one or on short list Absent ag reoment* 8ECV- 02-89 governs 
ClIILK, 9 J Office of the Secretary of the Conmltslcn 83/03/08 
D1RCK9.U J Office of the Evecutive Director for Operations 2pp. 
1339? 333 24X Fiche 50-975.82/03/08.8303330049 


B303160223 Forwards status rept re selsmt ca 1 1 y- Indue ed sys interaction 
program. in response to 830332 telcon Major Items include 
qualification of p latf arms. handrai I s b gratings 
In containment bldg 

CRfdfE. P A Pacific Oas b Electric Co 02/03/09 HlRAOulA, F J 
Licensing Branch 3 4pp 12296 950 34X Fiche 50-275.83/03/09. 

8203160335 


8203340036 Board Notification 02-33 providing K Herring b J Fair trip 
rspt re seismic design verification program 

EISENHUT, 0 0 Division of Licensing 63/03/10 PALLADINO.N , 

OlLlNEKY. V > BRADFORD. P A Commissioners 3pp 1239Q 330 247 

Ftcht 50-375.03/03/10.8303340036 


8203290269 Forwards tenth progress rept rs sntsmlc varlfltatton 
program, "Progress Rept of Seismic 8vc-Ralatsd Contracts 
Prior to June 1978. Dleblo Canyon Nuclear Power Plant. '* 

CLOUD. R L Robert L Cloud Associates. Inc 83/03/23 OCNTON 
Office of Nuclear Reactor Rayulatlon. Director. 2pp 12438:001. 
34x Fiche: 50-275.83/03/33.8303290269 


--8203290277 "Progress Rept of Seismic Svc-Related Contract# Prior to 
June 1978. Diablo Canyon Nuclear Power Plant." 

DENISON.E Robert L Cloud Aseociatee. Inc. 02/03/33. 37pp. 

12428 003 24X FUhe: 50-273, 03/03/23. 8203290269. 


6203310303 Forward# addl Inf a. sup p lementing 820302 Teledyne Engineering 
Sves response to NRC 020203 questions re EP-I'007. dee 1 gn 
verification program 

crane. PA Pacific Oas b Electric Co. 83/03/33 MIRAOLlA. F . J. 

Licensing Branch 3. 3pp 12455:118 24X Fiche: 50-373, 83/03/23, 

8203310303 


0 Inspection reports. IE Bulletins b correep ondsneo 


.8203240039 Trip rept of 820222-23 ln»p of RL Cloud ofes. 020224 visit to 
util ofes b 620925-26 wall-down of deslgn. 

HERRINO.n 8 Systematic Evaluation Progran Branch FAIR. J F 
Division of Englnesrlng b Quality Assurance 02/03/03 
HIRAOLIA.F Licensing Branch 3 9pp 12398 333 24* 

flths 50-275,82/03/10.8203340036 


8303160375 FOtA request for documents re OAQ audit of factlltios from 
770530-0610 Eacsrpt from Region 5 770823 ltr to PObE re 
770711-0003 Insp end 

SCHNELKER.M- Committee to Bridge the Oap. 81/10/36. Office of 
Administration Ip. 12341:316. 24X Fiche : 50-275, Bl /10/36, 

0303180375 
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tJ2O32S03J5 Reap one* to 930305 »tr rettu# atJtis info re Mce eooporte 
tn»o plate do tlgn. Status root containing outline of 
facilities planned action t» statua of rewleu of IE Bulletin 

CRANE. P A Pacific Oas b Elertric Co 93/03/12. EN3ELI*EN. H ■ 9 
Region 5. Office of Director 3pp 13339:341 34* 

FIchc 30-375. 93/03/13. 9203320312 


b20323Ci90 Adwltes that 030211 notice of violation ahoulO Pe «i thOraul. 
or sovarity level reduced Mo .»a 1 1 false statement o/intent 
to rfd ^ ^ ^ 

Fu^Gl^Srt.M Pacific Oa* t Electric Co 93/03/13 DCYCUNOfR 
Diretura Office. Office of In t J ec 1 1 on and Enforcement lOpp 
13300 30C, 24X Flche 50-373. B2/03/1 5. 0303230690 


3203330768 Advises that IE Info Notice B2-07- 'InaJeqiiate Security 
3c r sen I no Pro g rams . ” uas i s sued to listed licensees on 

* Reclon 5. Office ef Director. 93/03/16 Region 5. Office of 

Dlroctor Ip 12363 297 24)« F I c he 50-000. 63/03/16. 9303320360 


R Periodic operating reports 8> rslalod correspondence 


B303030S03 Fursards "Semir-on t h 1 g status Hept.Olablo Cannon Seismic 
Rvvleiii Program," for 3302 1 1 -24. per Commission Order 
CUI-Ol-30 

C ft AN'S. P A Pacific Cas 6 electric Co B3/03/36 OCtlTCM.H ft 

Office of Nuclear Riaclor Pegolatlcn. Director ENGELKEN. R. H 
Raglon 5. Office of Director Spp. 13069 109 34X 

Flche 50-375. 93/03/26. 0203020500 


--6203030510 • Sami.-'ontH ^ atntu* Rept. Diablo Caiojon Belsrvic Hovleu 
Progren. •' for 830211-34 Progress chart 6 verification logs 
enc 1 

MOCH. J 8 Paclflt Oas b Electric Co 63/02/26 2lpp 120U9 111. 
34* Flche 50-375.83/02/26.6303030506 


B2O3170318 Foruards ’Sentr'enthls Rapt 9. Diablo Cangon Verification 
Prografls- 630235-0310 

C“ANG.P A Pacific OdS 6 Electric bo 82/03/12 CEIJrO.N. H R 
Office of Nuclear Reactor Regulation. Director ENGELKEN. D H 
Region 5. Office of Director 3pp 13313 119. 24* 

FlCho 50-375.62/03/12.0303170310 


--6303170330 "aecilronth I j Ript 9. Diablo Cangon Verification Program. 
030223-0310 '■ 

JiaCH. J 0 I’aclfic Oas S. Electric Co 82/03/13 47pp 13313 131 
34» Flche 50-375 03/03/12. £320 31703 1 8 


S Reportable occurrences. LERs & related correspondence 


B5030S0570 PNO-V-e2-007 util notified Region 5 of plans to mate 
written notification to ASbB re apparent lacf of proper 
seismic gual I fleet ion of pressurlior relief valves b 
associated piping. 

HORRILU-P J. ■ CREHS. J L Region 5. Office of Director 63/02/24 
Ip 13060 133 84* Flefts 50-373.83/02/24.0303030570 


8303100447 Forwards LER 83-O0I/O3L-O 

SHIFFER.J 0. Pacific Oas b Electric Co. 82/03/01 ENOELKEN.R 11. 
Region 5. Office Of Director 2pp 13165 090 24* 

Flche 30-270.03/03/01.8203100447 


-8203100458 LER B2'00l /03L-0: on Q301 39. dur t ng audit prior to fuel iPad. 
€ omsunl ca t i on phone mounted on front section of hot shutdo;un 
panel was discovered eicluded froo seismic analysis Caused 
by coordination failure Panel util be reanalgieo 
CRIFFt.N,8 U Pacific Oas & Electric Co 83/03/01 Region 5. 

Office of Otrsetor Ip 13105 093. 24K Flche 50-375.02/03/01. 

8203100447 


0303340033 Forwards LER 93-003/031.-0 

SNIFFER. J.O Pacific Oas t. Electric Co 62/03/15 ENOELKEN.R II 
Region 5. Office of Director Ip 13397' 130 341C 

Flche 50-275.63/03/15.0303240023 


--8203340030 LER B3-003/03L-0 on 830212. prior to fuel load. Oper ators 
received vital Instrument ac panel under voltage alarm in 
control room Caused bg tripped feeder breaker to PY-15 
Event under investigation 

KAEFER.N 6 Pacific Oas b Elsctric Co 03/03/15 Region 5. 

Office of Director 2pp 13397 129 34X Flche 50-375. 03/03/15. 

8303240033 


8203340313 Foruards updated LER ei-OO2/0lX-6 

RANE.P. A Pacific Oas b Electric Co 83/03/16 ENOELKEN.R. Region 
5. Office of Director Ip 13396 320 34 K Flche 50-275.02/03/16. 

6303340313 


- -0303240331 Updated LEB Sl-002/0l*-b on 010937. error discovered In 
diagram used to locate vertical eelsirtc floor response 
spectra for eguipnent fc sge seismic design Caused by 
erroneous use of Unit 2 diagram for Unit 1 

OACIARELLI. B M Pacific Oas b Electric Co 03/03/16 Hogloii }>, 

Office of Director Ip 13396 331 34* Flche 50-375.03/03/16. 

0303340313 


0203310265 Foruards LER 03-034/O3L-0 

SNIFFER. J D Pacific Oas b Electric Cd 02/03/34 ENOELKEN. H. II. 
Region 3. Office uf Director Ip 13453 190 34* 

flche 50-275. 93d03;a4. 9203310265 


--6203310268 LER 03-004/031.-0 on 830323 b 26. oily uater separatnr 
effluent line flow rate ireas ure sen t device lFH-2511 
inoperable Caused ty feulty electronic component on first 
occasion b by breaVdown of oscillator on second 

KAEFER.W 0 Pacific Oas b Electric Co 02/03/24 Raglon 5. 

Office of Director. 3pp 12455 191 34* Fiche 50-375. 82/ OIl/LM, 

6303310263 


6303310340 Forwarts UER 82-002/03L-Q 

eCHlFFEH. J 0 Pacific Oas b Electric Co 02/03/24 ENOELKEN.R H 
Region 3. Office of Director. Ip 12455.040 34X 

Flcha 50-373. 02/03/34.0303310348 


--03O331O331 LER 02-002/03L-0 on 020223. air sample pumps for plant vent 
radiation monitors CRM 14A b 9) found tripped Caused by 
clogging of rad monitor filter paper w/debrle from const 
activities 

KaEFER. td B Pacific Oas b Electric Co 62/03/34 Region 5. 

Office of Director 3?p 12455 041 34* Flche 30-275.03/03/34. 

0203310340 


T Hearing transcripts on non-an t 1 t rus t matters 


9203090371 Foruards Info Item re potential deficiency In seismic 
analysis of egulp.sent b components In containment In 
analysis of Unit l.COoard Notification 83-14) 

EI6ENMUT. 0. 0 Division of Licensing 82/02/19 PALLAOINO.N J . 
01LIN3KY. V. . ORAOFORO.P.A Comrnl se 1 oners 2pp 12175 001 34* 
Flche 50-375. 82/03/19.0203090371 


8203090391 Transcript of 630333 meeting In Oethesda.NO to dlecusn 
seismic design review Pp 1-360 Vleugraphs b handouts pne I 
e NRC - No Detailed Affiliation Oiven 82/03/33. 2B5pp. 
13175:021 24* Flcke. 30-273. 02/02/23. 0203090291 


Q203I50303 Unofficial transcript of 020304 public meeting in 
Uash ington. DC re briefing b possible vote on staff 
reco.''mendsttons In facility progra*' plan b Independanco of 
audit. 

e Commissioners B2/03/04 93pp 12309 318. 24* 

Flche: 50-273, 83/03/04.0303130302 


— 8303150307 Reconunends that contractor w/Ilttle prior financial 
Involvement u/PObC b large eiperlenced staff In nuclear 
plant design b OA be given seismic design revert flcatlon 
prograri 

01RCK8. M. J Office of the Eiecutlve Director for Operations. 
6ECY-83-O09 82/03/01 SOpp 13310 054 34X 

Flche 50-37 5.03/03/04.0203130303 


9303190469 Forwards Commission determination releasing transcript nf 
820205 discussion of Phase I of Olablo Canyon Rept 
CMILK. 8 v). Office of the Secretary of the Commission 83/03/15. 
PoBIlc Document Oranch 3pp 12372 057 34* F Ic he 50-379. 03/03/ 1 5 

6203190469 


— 0303190473 Transcript of QS0303 closed mee t Ing-E < emp 1 1 on 3 In 
Mashlrgton. DC re Phase I of Diablo Canyon Rept.Pp 1-35. 
s Commissioners 83/02/03 97pp 13372039 34* 

Flcbe 30-37 9,03/03/15.0203190469 


6303240003 Forwards Commission determination releasing transcript of 
630209 discussion of Phase It of Diablo Canyon Rept. 

CHILK.S vJ. Office of the Secretary of the Commission 63/03/19 
Office of the Secretary of the Cuemitslon 3pp. 12398' 323 34* 

Flche 50-373. 82/03/13,0203340003 


— 8203240004 Transcript of B30209 closed meeting - Eseir.ptlon 9 In 
Uashlngton. DC re Phase It of Olablo Canyon Rept Pp 1-43. 
e Commissioners B2/02/09. 49pp 12398 324 24* 

Flche 30-37 5. 83/03/19. 8303340003 


0303240319 Foruards Co.'^mt ss 1 on determination releasing transcript of 
020137 discussion of Diablo Canyon Rept 

CHILK.S U Dfflce of the Secretary of the Co-mmlsslon. 63/03/15 
Public Document Branch 3pp. 12390 193 34* Fl che 90-379. Q2/03/I 

0203240215 


DOCKETED ITEMS 


--e203?40223 Tran»crlpt of 820127 closed hearing Eieriptton 3. In 
uethlngtori. DC to dlscu»« Diablo Canyon Rspt Pp 1-60 
• Co.'.mt««lonpr8 82/01/27. 6<»pp 1239B 134 24 X 

FIthe 30-273. 02/03/ IS. 8203340213 

8203230058 Foruards Commission de termtnat Ion releasing transcript of 
020121 discussion of Region 3 ropt 

CHILH. S J Office of the Secretorv of tno Con-.ulsslon 02/03/13 
Public Ooconent Branch 2pp. 12430 001 24X Flche 30-273. 03/03/ Ift, 

0203330030 

--03O323OO62 Transcript of 020127 closed (meeting - Fuerrptlon 3 In 
Washl i\g ton. OC re discussion of Region 3 rapt Pp 1-173 
« Co(s(ml ss I one r s 82/01/27 176pp 12420 0H3 24X 

Ftche 30-373.02/03/13.0203230030 


8203290366 Foruiards portions of hearing transcripts In uhlch FEllA 
ultnesses testified. In response to 030316 I tr U/o end 
CHfltSTENBURY. E. Hearings Division 03/03/23 PERRV. B U. Kedernl 
Emergency rianageirent Agency ip 12433 013 24X 

Flche 30-000* 02/03/23. 0203290366 


U CongresslonaV/Esstutlve Correspondent s 


0303110146 Advises that undersigned uill represent area Including plant 
due to T eappo r 1 1 oniren t of U8 Congressional d 1 str 1 c t s. State 
of CA needs electrical poicer so plant should be brought 
on-line e sped 1 1 1 ous I y u/o creating unsafe conditions. 

THOMAS. U M House of Rep 82/03/17 ICNDRIE. J. M CoitmsISs 1 oners. 

Ip 13312 170 34X Flche 30-2 73. 82/03/17. 02031 10146 


B303090067 Foruards criteria for selection of Independent auditor to 
conduct design revert r l ca t ion progTa(n Info requested from 
contractor outlined In Attachment 1 to Cormrmlsslon 011119 
order 

PALLADINO. N Co-s'slss loners 83/03/33. SIMPSON. A K. Osneto. 
Envlron(ment t< Public Works 3pp 13173 104 34X 

Flche; 30-379. 03/02/33. 0203090067 


0303110143 Advises that NRC 030201 response to 011113 uns at 1 sf a c tory 
Commission should reforrculate criteria lu evaluata 
independence of audit ordered on 011119 Failure to use 
precise language confuses all concerned 

OINOELU. J D • OTTlNSERiR. L House of Rep Energy b Ca(cinercc 
83/03/33 PALLADINO. N J Coishtssloners 3pp 13313 393 24X 

Flche 30-373. 82/03/33. 82031 10143 


6303170416 Foruards lurltten in lieu of oral questions which would have 
been asked at Subcommittee on Energy Conservation t. Power 
hearing, tndep endence b Integrity of Con.ml ss 1 on should not be 
comproml sad 

MOOREHEAO. C J House of Rep. . Energy b Commerce 113/03/00 

PALLAOtNO.N J Coirtrlssioners 3pp 13316 333 34X 

Flche: 30-273. 02/03/00.8203170416 


0303170480 Responds to 030203 Itr re Independent audit Specific fartars 
to be considered In deter<slnlng Independence b technical 
qualifications of organl i at Ions b Individuals set forth in 
responta to Representatives Olngell b Ottlnger 
0IRCK8. N J. Office of the Executive Director for Operations. 

03/03/08 ALBOSTA. D House of Rep 3pp 12313 293 34X 

Flche: 30-000. 82/03/00. 0203170480 


--8203170491 Forwards M Sinclair 811203 notion for independent audit of 
Midland b requasts info on Diablo Canyon audit proceas 
ALBOSTA, 0 House of Rep 02/02/02 PALLADINO, N J 
Comml St loners Ip 12313 394 24X Flche 30-000. 02/03/08, 

0203170400 


--8203170490 Motion for Independent audit of plant const. 

BIMCLAIR.M Affiliation Unknown. 01/12/03. Conusl ss loner s 

4pp 12313 293 24X F Iche. 30-000, 82/03/00, 02031 70480 


8203170430 Ack receipt of 830223 Itr re unusd tl sfac tory 830201 response 
re Independent audit. Comnl slon attempting to deal w/unique b 
difficult situation Paramount responsibility under law Is to 
protect public health b safaty 

PALLADINO, N. J Co(«(mlst loners 83/03/09 OTTINOER.R House of 
Reg,. Energy b Coflumarte. Ip 12316:338 24X FIthe 30-273. H2/03/0<>. 

8203170420 


—0303170429 Ack recslpt of 820223 Itr re unsatisfactory 820201 response 
re independent audit. Commission attempting to deal w/unlque 
b difficult s 1 tuatton. Parainount responsibility under law Is 
to protect public heelth b safety. 

PALLADINO. N- J. Corrml ss loners. 02/03/09 DINOELL.L. D. House of 
Rap. > Energy b Cor<Barc«. Ig. 12316 339 24K 

Flche. 50-273. 8B/03/09, 8203170420. 


docket SO-377 PEACH BO 1 10*1 ATOMIC POWER QTaTION. U.NIT 3 


F Security, (sedtcal. orargency b fire protaction plans 


0203040100 Ack receipt of 810137 Itr re request for eieeption from 
t(mp le(sentdt I on of prompt notification sys beyond 830301 
Request for deley cannot he g ran t ed. h owever . Coirmt ss 1 on lulll 
consider ml 1 1 gat tng t irc uss t.iric es 

EI8ENHUT.OO Division of Licensing 03/02/07 OAUEM. E 0 
Philadelphia Electric Co 5pp 12124 342 24X 

Flcho 30-277. 02/02/09. 0.703040100 


0203180330 Releases public version of rovlsed er.ergency plan 
limp leimeni Ing proceduros 

FELTCN. J M Division of Rules and Records 02/03/12 Ooc inrrnt 

Manageirent Branch Ip 13342 039 24* Flche 30-2/7.03/03/13. 

0303100533 


— B2031G0540 Forwards public version of revised pimerguncy plan 
1 ir.p 1 eneni I n g procedures. Including Procedures EP-201 re 
technical support ctr activation b EP-33 re radiation 
protection tear, activation 

OALLAOkER. J u Philadelphia Electric Co 03/03/01 DENTON. H l< 
Office of Nuclear Reactor Regcilatcon. Oirector 4pp 12342 040 
24X Flche 30 277. 03/03/12.0203100530 


--8303I005.12 Public version of rovlsed emergency plan i lep 1 emen t I ng 
procedures. Including Procedures EP-201 re technical support 
ctr activation 6 EP-305 re radiation protection team 
activation 

• Philadelphia Electric Co 02/03/23 ICOpp 13343044 24X 

Flche SO-3/7. 03/03/13. 0303100338 


0 Adjudicatory correspondence 


H203290378 Forwards ALAD-66G for 1 rife, par tl c u lari y Footnote 3 on page 
3 

bHOL'MAKEH.C .) AtormU Oafoty and t icensing Appeal Panel 83/0.1/24 
KEPFQRD. C Environmental Coalition on Nuclear Power SILBERO. .1 I 
Bbaw* P 1 1 timan . Potts b Trowbridge CONNER. T 0 Conner b WetterJ.iihn 
Ip 13432 295 34X F i c he 30-000. 03/03/34 . 0203290370 


P Operating license stage docuironts b correspondence 


0303010001 Add I response to FOIA request for 30 categories of dotuimentf 
re NURE0~0660, "NRC Action Plan " Forwards documonls listed 
In Apps A. 0. C b 0 Info partially withheld (ref FUIA 
Exemption 31 

FELTON. J M Division of Rules and Records 81/00/04 MADDEN. T ,i 

Hay A. Be ho I er . F lerirao. Hoy s b Handler 9pp 13750.006 34X 

Flche 30-171. 01/00/04.0303010001 


--0203010366 Responds to 791031 request for review of util response tu 
0 Elsenhol 790913 Itr re conflicts w/IMI Task Force 
Inconsistencies neted for Orouns Ferry. Peach Bottoir b 
LaCrosse 

TH3.*1A0,C 0 TMl-3 Bulletins b Or-Jers lask Force 79/11/16 
KANE.U F TMt-3 Bulletins b Orders Task Force 3pp 13769 313 
34X Flche 30-000.01/00/04.0303010001 


0203040093 Forwards Amends 83 b 83 to Licenses DPR-44 b DPR-36. 
rospec lively. safety evaluation b notice of issuance b 
availability Amend changes low reactor water level 
designation b startup rept description 

OTOLZ.J F Operating Reactors Branch 4 (12/02/09 BAt/ER- E 0 

Philadelphia Electric Co 3pp 13119 331 34x 

Flche 30-277, 82/02/09. 8203040093 


—8303040099 Amends 03 b 02 to LI Censes DPfl-44 b DPR-36. respec 1 1 ve I y. 
changing low reactor water level designation, 
responsibilities of plant operation review coimmittee b 
startup rept description 

8T0LZ. U F Operating Reactors Branch 4 03/02/07 13pp 

12119 034 34X Flche 30-377. 02/03/09. 8203040093 


--0203040110 Safety evaluation supporting Amends 03 b 02 to Llconsos 
OPR— 44 b OPR-56. respec t ively 

• Office of Nuclear Reactor Regulation. Director 02/02/07 L’pp 
12119 346 24* Flchs 50-277,02/02/09.0203040093 


--02O3O4O116 Notice of issuance b availability of Aimend 83 b 02 to 
Licenses OPn-44 b DPR-36, resp ec live 1 y 

STOLZ.J F. Operating Reactors Branch 4 83/02/09. Ip 

12119 340 24X Flche 30-377.02/02/09,8203040093 


eJOJOAOlOs R»qv»»t» »jpjor« fcr oper^^or tt> » ♦ t p«r«onn*l 830317 I. IB 
wprM'-opp »r> Bo»X.O’'-^> »ra<v4« C*POft«ott« far 

optrptia) eipprtpncf in#o Ba^tor uOtlphop wit) 

lactul* RpjlC’i I plaritl RpSPOn$» r»qu»»««i bv 830236 
EtSEWi'Jl.t) 0 OlwHlO 0< L«c»o»*''J 83/03/1? BAVEfi.E 8 

Elttb'lc Ca 39 p 13137 33B 34« 

f^e^^ 30-377. 83/03/ 13. 6303040106 


0203300185 Concurs (j/9Wfl ojnors sroop 030303 Itr ro «chpdule of NUntC- 
0737. It«"< 11 H 3 10. of Agto<-atlc Dopr e«»ur 1 lOt loo 

Sj«ten tADS) Logic ” Soppl to oTlglnal studij propoiid in 
630309 Itr uill te tobmittod bg 830830 

DA' IROFf. 9 L Philadolphia Eioctrlc Co 83/03/36 ElS£N*Hor. 0. 0 

OlvlPlon of LltfnsloQ 3pp 12050 045 34X Plche 90-000.83/03/36, 

8303300195 


8203030116 Ol»t j»»n rpviow of NUHEC-0737. IMt Action Plan tteni 
lAI 3i.IC 5S,IC6 H»»» propprlg tinpl O.nfntci 
5fCL2. J F Optratinp Reactors Brancr 4 63/03/16 BAbER. £ 8 

Philadelphia Electric Co 4?p I3lil 324 24« 

PlChe 90-377. 82/03/16, 62O303Oii8 


<>203040336 Fcruards Anpr.cs 03 & 04 to License! CPR-44 6 oFft-96. 
raspectiveli t notice of istuance 6 availabllltg A/send* 
change tec'' Specs to >nPdifg dtflrltlon of refuel node 
STOLf. J F Licensing Branc'' 4 63/03/10 flAO£R, E 0 Philadelphia 

Electric Co 2?p 13137 339 34X Flche 90-377.03/03/10.9303040336 


--8233040340 Anends 64 L 03 tc Licenses CPB-44 6 D3R-96. rpspec 1 1 velg. 
changing tech Specs to ncdtfg definition of refuel mode 
6TOL7. JF Licensing Branch 4 63/03/18 Bpp 13137363 24X 

flcSe 90-37 7.83/02/10 . 0303040 336 


'8303040343 Notice cf issuance 6 avatlebilitg of A-erds 84 & 63 te 
Licenses OPR-44 S. CPR- 56. respec 1 1 ve 1 g 

SIOLI.J F Licensing Branch 4 82/03/18 3pp 13137 370 347 

Fiche 50-3 7 7.03/03/18-0203040 336 


8303350193 Ccc tudes that Class IE electrical po-ier Sgs adeguatelg 
protected against effects of degraded grid voltage Add lech 
Specs irpiement ing crarges to se tpo I n t s. tol eranc rs l> 
sufvtillarce leguirements required for completion of revieu 
5 TOl 2. ./ F Operating Reactcrs Branch 4 63/D3/I8 BAUER-E 0 

PhtUdetphia Electric Co 7pp 13144 333 34X 

Fide 90-377, 02/03/10. 0203050192 


6303100616 Advises that Info lupp 1 epen t ing 010903 90-dag response to 
010609 Itr re electrical equipment qua] 1 f 1 c a t Ion program 
sufflclentlg supports mtprisi safe operation justification 
Revtca IS continuing 

ST0L7. J F Operating Reactors Branch 4 83/03/36 BAUER.C 0 

Philadelphia Electric Co Ip 13317 1 98 34x Flche 50-37/. 

83/03/26. B2031C0616 


0 Inspection reports. IE Bulletins B correspondence 


0203040933 Forwards notice of violation for failure to meet 830201 
deadline re pro.mpt notification egs installation k tasting. 

CEyOI/nO.R C Director's Office. Office of Inspoitlon oi>d 
Enforce'hent 82/03/13 DOVER. V S Philadelphia Electric Co. 3pp 
12138 066 34X Flche 90-277,83/03/13.8303040933 


--6303040341 Notice of violatlan for failure to meet 830301 deadline re 
prompt notlflcstton sgs installation t. tasting 
OEVOON3.H C Director's Office, Office of Inspection and 
tnforcsnsnt 83/03/13 tp 13133 069 24X Flche 90-277, 

83/02/12. 8303040933 


0203050269 Forwards IE tnsp Repts 90-377/B2-01 1. 90-370/02-01 on 
830101-0202 t> notice of violation 

STAROSTECKI. H Division of Resident t- Project Inspection 02/02/10 
OALTROFF.8 l Philadelphia Electric Co 2pp 13133:091. 24X 

Flche 90-277.02/02/10.330305036 9 


— 3303090377 Notice of vioiatlon from Insp on 320101-0202. 

STAROBTECKt . R Division of Resident t. Regional Reactor Inspection 
62/03/18 3pp 13132 093 34X F Ic ho 90-377.(13/02/18. 8303090369 


—0303090317 tE Insp Repts 90-277/83-01 !• 90-278/02-01 on 830101-0202 
None omp i lane e noted failure to ensure secure pactaging of 
radioactive matl.lo post notice of violation per 10CFRt9 t. 
to sign In on radiation worli permit 

C0U9ILL.C J . OLOUOH.A R . MCCABE. E C Reactor Projects Section 
3B 83/02/12 I6pp 12132 099 24X F I ihe 90-277. 83/02/ 1 H. 

6203090369 


8203030399 Forw&rds IE Sets guar <is insp Repts 90-277 /0L-2& t. 

90-278/81-29 on 811019-16 b 19-23. No none omp 1 lane e noted 

martin. T T Division of Engineering b Technical Programs 02/0g/19. 

OALTROFF. B L Philadelphia Electric Co 3pp 12099 089 24X 

flche 90-277. 02/02/19. 9303030399 


8303000466 Forwards respensr to fCto 3 I of safetg evaiuecion ro 
completeness of sefetg-re lated equipment Info should be 
included as pert of 90-deg response 

DAtLAOviEft. J W Philadelphia Electric Co 03/03/01 BTOL/.J f 
Operating Reactors Branch 4 33pp 13197 300 34X 

Flche 30-377,02/03/01.6303000460 


8303990565 Responds to Cenrric Ltr 03-01. new applications surveg OUl 
has no applications which would fit Into sli categories 
Identified in 030113 Itr 

BRA0L.EY.e J Phiiadslphia Else trie Co B2/03/02 TEDESCO.R L 
Aislstant Director for Llcersing Ip 13167 329 24X 

Flche 90-000. 03/03/02. 83030'?05B9 


0303169363 Provides info re 330210 raduaste shipment from factlltg to 
Barnwell.se burial factlltg reported to have had excessive 
redletiOA levels Technician oversight missed hot spot in 
Sleeper ceb Technicians cautioned to he more attentive 
COONEV, M j PhiUdelphie Electric Co 83/03/02 HAVhCS.R C 
Region 1, offica of Director 3pp 13307 311 24X 

Flche 90-377.02/03/03.8303160363 


8303060607 Forwards response to NRC 030110 itr r* NUREO-0737, 1 1 em 
II B I. "RCS High Paint Vents “ 

OAlLAChER.j IJ Philadelphia Electric Co 33/03/03 BTOLZ.JF 
Operating Reactors Branch 4 app I2I60 173 24X 

Flche 90-277.03/03/03,0203080607 


8303110001 Ctneric Ltr 82-04 to all tiesnsees of operating plants, 
applicants for OL b holders of CP re use of INFO SEE-IN 
program 

CtSENHUr.O 0 Division of Licensing 03/03/09. HAUSPURO. A 
Coneolldated Edison Co of New Vort 2pg. 13251.031. 24* 

Fiche 90-<X>0. 03/03/09.8303110001 


8303290164 Notifies of plans to revise overtime polieg for shift 
oparetlng personnel b health phgsics b chemistrg technicians 
to compig w/NRC B303IB revised guidance. 

OALTROFF. 8 L Pf> 1 ladelph le Cl ec trie Co 83/03/24 CISENHUT.oe 
Division of Licensing 3pp 12429 350 34X Fiche 90-277.83/03/34 


— 8203030403 i£ Safeguards tnsp Repts 30-277/01-26 b 30-273/81-29 on 
011019-16 b 19-23 No none omp 1 1 once noted Major areas 
inspected securilg program aud it. records b repts b sacurlig 
sgs power suppig Oetalis withheld (ref I0CFR73. 31). 

SMITH. OC . OUNLAP.J M , OeVLIN. J U Olvtslon of Engineering b 
Technlcel Programs 82/03/04 Ip 12099 091 24X 

Fiche 30-277,83/02/19,0203030399 


8303050297 Act receipt of 830210 ltr informing NRC of steps taken to 
correct vloletlons noted in IE Insp Repte 90-277/B1-24 b 
90-270/31-26 

BTAROSTECKI . R Division of Project b Resident Programs. 82/02/35. 
OALTROFF. 8 L Philadelphia Electric Co. ip 12131 012 24X 

flche 90-277, 82/02/29.6203090297 


— 8203090304 Responds to NRC 920103 ltr re violations noted in IE Insp 
Rspts 90-277781-24 b 90-279/81 -26. Correc 1 1 ve ac t Ions : samp to 
floiif verification will be per formed, ftevls ion to reactor 
startup checlltst will ba made bg 820219 

OaLTRCFF.B l. Philadelphia Electric Co 82/02/10. KCIMIO.R. R 
Otvtslofv of Project b Resident Programs. 0pp 12131 013. 24X 

Fiche 90-377.32/02/29.0203030297 


0203090440 Forwards IE Info Notice 82-01 . Revl slon i, "ftuslllarg 
Feedwater Pump Lockout Rasolting fro.e Uestlnghouse W-2 
Switch Circuit Mod •• Revised Table I Is also sne I to 
clartfg circuit diagrams No .written response required. 

MAVNES. R C. Region 1. Office of Director 62/02/26 Q'TQQLE. J D. 

Consolidated Edison Co of New Vork. 9pp 12134 177 24X 

Fiche: 90-000. 82/02/26. 8203090440 






correct violations noted in IE Insp Repts 90-277/Q1-27 b 
50-278/01-30 

BTAROSTECKI. R Division of Project b Resident Programa. 
fiALTHOFF.8 L. Philadelphia Electric Co. ip I2364’30B 
Flche 90-277. 83/03/01 . 320323041 0 


taken to 

□2/03/01 
24 X 




Rtpt« 50-377/81-27 U 90-27Q/ai-'30. Correc 1 1 v* action! pl^nt 
mgt/operator meeting Instituted to maintain operator 
aiuarent!! re Tacii Spec rt<(ulremtnt!. 

OALLAOHER. J. Philadelphia Electric Co 02/03/02 STAROBTECKl. B 
Region I, Office of Director 3pp 12384 309 24x 

Flche 50-277, 82/03/01.8203230418 



DOCKETED ITEMS 


0503120320 fl» •pond « to NHC B302I2 1 tr re violottons noted In tE tn^p 
T»pt* CoTi-ectlve actione public notification eya Initial 
teetlne compidtod b2032<> 

hover- i S Phlladelpbla ElBCtrlc Co B2/03/05 DEVCUNO, R C 
OIrectof* Office. Office of Inepectlon and Enforceciont 4pp 
13349 122 24* Flcbe 90-37?. 03/03/05.0303130328 


6303320400 Foraarde re^ue»t for addl mPo re Inoorvlce lo»p proytam 
i.Aii*f reoueete Reaponee lalthln 30 days rodueetad 
BTOi-Z'J E Oporatlnp Reactor* Btonch 4 B2/03/05 OAUGR.E 0 

Pftlladelphia Electric Co 4pp 13391 137 34X 

Flche 30-377,83/03/05.0203330400 


8303340370 Forward* raqucet for addl Info In re4pon»o to l£ GulletUi 
BO-11 re natonry wall do* I yn. Ro*pon»d required by 030501 
STOlZ'd-f Operating Reactor* Branch 4 03/03/10 BAUER. E V 

Philadelphia Electric Co 4pp 12415 15/ 34X 

Flche 50-277.03/03/10.0303340390 


8303080438 Forward* "Semiannual Effluent 
1701 •• 

ALDEN. W M Philadelphia Electric Co 
1. Office of Director Ip 13150 037 
B303080430 


Heleaeee Ropt 12. Jul-Doc 

02/03/36 HiSVNEli.RC Ht«lt 
34 X FiCha 50-377. e3/0:V:V.. 


-'0303000431 "Serr.lannual Effluent Reloeie* Rept 13. Jul-Det 1701 
ULlRlCH.U T Phi ladelph la Electric Co 03/03/36 7pp 
12158 040 34X Flche 90-277. 83/03/36- 0303003430 


0203190001 Forward* ronthly operating rept for Feb 1783 

COOMEV. M j f-hi ladelptta Elocti ic Co 03/03/07 HAVNEO. H C 
Region 1. Office of Director Ip 12397 i03 24X 

Flche 90-377. 03/03/09. 0303190001 


--0303190C03 Monthly operatlny rept for Fat 1703 

ALbEN. U n Philadelphia Electric Co 82/03/07 8pp 13257 m'.l 
3dX Flche 50-3/7.03/03/07.0303150001 


8303310333 Forward* lE Info Motlce 82-06. ••Failure of Btcaoi Oenerater 
Primary Side Manway Clo»oro Stude." No written re«pon«e 
reautred 

HAynEB. R C. Region 1. Office of Director 03/0.3/13 O'TOOUC.J. D 
Con*ol 1 dated Edison Co of New York HAICK.2 E Rochester Oa* 6 
Electric Corp SMITH. R L Voriront Yankee Nuclear Power Corp bpp 
12453 084 34X Flche 50-000. 83/03/ 13, 03033 1 0333 


&203310350 Forward* IE ln*p Rept* 50-277/02-03 t. 50-370/62-03. 
on 830203-0307 t notice of violation 

3TARD9TECKI . R Division of Project & Resident Programs. 83/03/13 
OALIROFF.S.L Philadelphia Electric Co 3pp 13453 000 34X 

rich* 50-377. 83/03/13. 0303310350 


— 8303310353 Notice of violation from ln*p on 030303-0307 

STAROSTECKI . R Division of Project & Resident Progroms 02/03/13. 
3pp 13455 003. 34X Flche 30-277.03/03/13.0303310330 


—8303310336 IE Insp Rept* 30-277/03-03 «. 50-370/02-02 on 030303 0307 
None omp 1 lane a noted. on 030316. fire watch not posted for 
Inoperahle fire barrier penetration 3iJ 010 In coble 
Spreading room. per Reg Guide 1 33 

BLOOOH.A H . COWOILL. C J . MCCABE. E C Division of Project !• 
Resident Programs Q3/03/12 21pp 12455.084. 24X 

Flche; 50-377. 83/03/13. 0303310390 


S. Reportable octuvrance*. CER* b related corrotgondenr e 


0303050303 LE« 03-001 /03.-- 0 on 830133. dur tng star tup. I ora 1 leal rate 
test of drywell airlock revealed etces* leakage Caused by 
damaged Carlock door geshets Caskets replaced 6 leak rate 
tested 

COONEY. M J Philadelphia Electric Co 03/03/33 HAV6EB. R C 
Region I, Office of Director Ip 12134 37/ 34X 

Flch® 50-377.83/03/23.0303050303 


0303330167 LEM 03-003/0'Jl.-0 on 8301 37. d ur ing power opera 1 1 on. d I ore I 
generator Cardoi tank level dropped below Tech Spec limit 
Caused by stuck level Indicator float -iirchanlsm (Cardcit P/H 
1241071. due to Ice. Float replaced 4 sys blown juwn 
COONEY, M J Philadelphia Electric Co 83/02/36 HAYNEB. R C 
Region 1. Office of Director Ip 13377 3 46 '34X 

Flche 30-3/7. 03/02/36.8303330167 


8203230177 LEfi 03-002/03L-0 on Q2Q304. dur Ing local leak test on oiyyoi 
analyier. solenoid valve 97-3700 felled to seat properly 
Caused by bul Idup of dirt on seating surface Dymu-type 
solenoid valve Atkomatlc 19-644 dtsasserbled t. cleaned 
COONEY. M J Philadelphia Electric Co 03/03/02 HAVNEO. R.C 
Region I. Office of Director Ip 13377 34/ .?4X 

Flche 30-377. 83/03/03.030333017 7 


0203170273 Forward* IE Info Notice 62-03. “Environ Test* of Else tr leal 
Terminal Olocks. " No written response required 

KAVNE0.R C Region I. Office of Director 03/03/13 O'TOOLL.J 0 
Consolidated Edison Co of New York MAIER.vJ L Rochester Oas t. 
Electric Corg SMITH. R L Uermont Yankee Nuclear Power Corp. 8pp 
13313 339 24X FI che 30-000. 03/03/ 1 5, 8303 1 70373 


0303170486 Forwards IE Info Notices 03-04. Potential Deficiency of 
Certain A0A6TAT £-7000 Serlas Tlma-Oolay Relays" b 03-09. 

"increasing Frequency of Drug-Related Incidents '* 

HAYNES. R C Region 1. Office of Director 03/03/19 OMOOlE. J D 
Consolidated Edison Co of New York MAIEH. J E Rochester Oas <• 
Electric Corp. OMITH.R.U Vermont Yankee Nuclear Power Corp 5pp 
13320 031 34X Flche 30-000. 03/03/13. 83031 70406 


6203310361 Forwards IE Info Notice 83-07. "Inadequate Security 
Screening Programs. " No written response required 

HAYNES. R C Region I. QffUe of Director 83/03/16 O'TIJOLE.J b 
Consolidated Edison Co of New York UOERITZ.R A Public Service 
Elsctrlc 6 Oas Co of Now derssy MMER. J. £. Rochester Oos b 
Electric Corp. 3pp 13453 073 24X Flche : 50-000. 02/03/16, 

8303310361 


R Periodic operating reports b related correspondence 


0303230161 LEB 03-004/031-0 on 030306. d ur tny surveillance lestinu af 
primary containment Isolation sys. standby gas traatmant 
filter A Inlet dairper failed to automat lea 1 I y open Caused 
by defective damper control switch Switch replaced 
COONEY. M J. Philadelphia Electric Co 63/03/06 HA'/NEa.n C 
Region I. Office of Director Ip 13377 349 24X 

Flche 50 377. 02/03/06. 0D03330I61 


R303170147 Forwards sanitlied version of overeiposure rept 

• Administration Branch 83/03/07 Oivlslori Of Rules and 

Record* Ip 12366 046 34X Fiche 50 -377. 02/03/09. 02031701 47 


--02O317OI31 Sanitlied version of investigation re h|qh reported eipo 
on employee badge for Aug 1901 Privacy Info delated per 
FOIA 

COONEY. M J PMladelphle Electric Co 01/11/13 IIAVNEB.R <■ 
Region 1. Phi ladelphla. Office of the Director (Ql/03/Olt I’flpp 
12366 047 24X Flche 50-377. 03/03/07. 0203170147 


DOCKET 50-270 PEACH DOTfOM ATOMIC POWER STATION. IJ.NIT 3 


F Cbcurlty. medical, eirergency b fire protection plans 


8203230377 Forwards monthly operating repts for Feb 1701. 

COONEY. MJ Philadelphia Electric Co 01/03/10 Office of 

Management and Program Analysis Ip 12303 317 24X 

Flche: 30-277. 01/03/10. 8203330377. 


--83032303BO Monthly operating repts for Feb 1981 

ALDEN.H M Philadelphia Electric Co 81/03/10 7pp 12383 310 
34X Flche 90-377. 81/03/ 10. 0203230377 


62030G0203 Forwards "Annual Occupational Exposure Tabulation Number 
6. 1981. •• 

ALOEN. M M Pblladslphla Elettrlt Co 62/02/36 HAYNE6.RC Region 
1. Office of Olrdctor Ip 13150 253 24X Ficha; 90-277, 82/03/36. 

8203000203 


—8203080206 "Annual Occupational Exposure Tabulation Number 6. 1701 “ 
t/LLRtCH.M T. Philadelphia Electric Co. 03/02/26 6pp 
12150.294 24X Flche: 90-277. 82/02/26, 8303080303. 


03030401BB Ack receipt of 010127 1 tr re request for exemption from 
Implementation of prompt noil f t t otlon syS beyond 630201 
Request for delay cannot be granted! however . Cbffl.ni ss ion will 
consider mitigating circumstances 

EtSENHUT. 0. 0 Division of Licensing 83/03/07 BAUER. E.O 
Philadelphia Electric Co 3pp 13134 342 34X 

Flche 50-277. 02/03/07. 9303040100 


0203100530 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 82/03/13 Document 

Management Oranch. tp 13343 037 24X Flche 50-377.02/03/12. 

8303100530 


--8203100340 Forwards public version of revised omorgoiicy plan 
implementing procedure*. Int lud ing Proceduies tP-30t re 
technical support c tr activation h F.P-25 re radiation 
protection team activation 

OAULACHER, J. M Philadelphia Electric Co 03/03/01 DENTON, M K 
Office of Nuclear Reactor Regulation, Olrector 4pp 12342.04(1 
34/ Fiche. 90-277,62/03/12.9203160536 


120 


DOCKETED ITEMS 


- 9 S 03 iaOS« Poslit of plf' !<-) te^eM tns 

pro«edor«». incluclr .5 Praeedoren eP-331 re technicel support 
cir «ctiv 4 ttot> 4 CP-SC9 re raeiatior protettico tea-: 


t Pi i laJel ph la Electric Co Q7f03/S3 lOOpp 
Ficre rO-277- 02/C3' I2' a2D3lR053S 


13302 040 30* 


6303090192 Concludes that Class IE electrUal poorer f 

protected a,. Inst effects of degraded grid voltoge Adtfl Tech 
Specs t-oplee-entlng charges to setpoints- tol erances & 
s^velllance requlre-rents required ^ ‘“-"P ' 

SrO!.2.J F Operatloq Reactors 
PHIaSelp-la Electric Co 7pp 13144 323 


!• ev 1 ou 
OAUCn. E 


■; /.j lud l :atorg c orrespr.T J»nc e 


93 >3393316 foruards aUAS -fe68 for inft.partlc 


larly Footrute 3 on pote 


3 

S-<3erAefcO,C j 

rEPfC^O-C £»■■ 
Ssa-j- Pitfan. 

Ip 13433 399 


Atonit Safel, ar.d Licensin; Appeal Panel 63/03r24 
leonoiental Coalition qn Mjilear Pcuer SIcBEBO. J t 
Potts !. Trq.tndge CCfr€R. T 3 Conner «. Uetterhahn 
j4« Fic'e 33-000-03/03/30.8303290376 


F Ciperati't license stage dccu-sents t. c oreesponde.nc e 


0303030909 Forsiards Rept of Plant Startup Following 
Outage. 010307 • 

ALDEn.W M Philadelphia Electric Co 02/02/23 

Offlte of Director ip 12C03 006 34X Flche 


Fourth Refueling 

HAYNEB.H C Region 
30'27e. 02/02/2.3. 


-0203020576 "Rept of Plant Qtartup Follou^lng Fourth Hofuellnj Outage. 

ULLRICH.M T Philadelphia Electric Co Bl/03/07 tpp 
12083 C07 24 X Flche 90 - 270 - 02 / 02 / 23 - 0203020969 


□3'>30l000i AddI response to P31A request for 
re fft-RES ChiO. "hRC Actior Plan ' Forwards 
in Apps A.S.C t 0 info partialis withhelS 
Eteojeton 9) 

FElTCR. J P Oieisio" of Ooles and Records 

ease. Scr.oler. Fie'irar. Hajs f. Handler 9?p 
Fllhe 50-276. 01 fOQ/04. 6203010001 


30 categories of documents 
docu-ents 1 1 seed 
iref FOIA 

0I/OS/C4 MaOOEK. 1 J 
12790 CC6 24* 


6303100616 Advises that info sup 
010609 Itr re electrical equip' 
sufficiently supports interio 
Revleu IS continuing 
SfCLZ-Of Operating Reactors 
Philadelphia Electric Co. Ip 
03 / 03 / 26 . 6203100616 


ple-nentlng 010903 90-dav response 
(sent quallf Icatlon program 
safe operation justification 

Qeanch 4 02/02/36 tlAUER- f 0 

12217 i30 34* Flche 30-277. 


to 


--6303010266 Respcr.qs th 791031 request for revtej of util response to 
0 EiseMi-jl 790913 Itr re conflicts u/TMl fasl Force 
In ansistenc les noted for Brouns Ferry. Peach Botto- 5 
LaC r qsse , 

THOHaS. C 0 tnl-3 Bulletins & Orders Tas I Forte 79/11/16 
kAKE-u F rni 2 Oolletirs b Orders Tasl Force 2pp 1276V 313 
241 Flche 90-CC0. Bl /&0/OO.62O3OVOCOI 


9333D4CC93 Forwards A'er.as 83 t 02 to Licenses DPR-44 h EPR-56- 
respec lively, safety evaluation & rettee of lesuance t, 
evailattllty A.-erd changes low reactor <.ater level 
designation fc startuo rept description 

5 TQ-_J, j F Operating Reac ters Branch 4 02/02/09 BAUER. E 9 

FMlileljhia Electric Cc 3jp 12119 331 34* 

riche 9C- 377. 02/03/09, 6303040093 


-- 0 IOjCOCC 99 A-pnes 8 J ?■ 02 to Ulcenses CPR-44 h DPR-56. reepec 1 1 vr ly- 
changifi) loui reactor uater level designation, 
responsibilities h< pVart operation revipu toB.iivttts» t 
startup reot description 

SF0L2. J F Operating Reactors Branch 4 03/02/09 I3pp 

I21I9 334 24* Ficne 90-377. 62;02/09.B30304C093 


3203000460 Forwards response to Item J 1 of safety evaluation 
cor-pletenoss of saf ety-re lated equlF<-eiit Info should bo 
included as part of 90-day reoponeo 

GALLaCHEB, J U Philadelphia Electric Co 82/03/01. QTOI-Z- 
Operating Reactors Oranch 4 33pp 12137 200 34X 


r e 

J r 


6203090385 Responds to Oanerlc Utr 02-01. noa applications survey Util 
has no appl li st 1 ons oSici. i-ould fit into sit calagortqs 
Identified in 620113 llr 

ORAOLEY. E J Philadelphia Electric Co 03/03/03 TEOESCO-R 6 
Assistant Director for Licensing Ip 12167 325 24X 

F i c he 5O-0CO. 02/03/03. 8203090363 


0203160362 Provides Info re 020210 radwasta shipeent from facility to 
BarniLell.EC burial facility reported to have had eecesslvd 
radiation levels Technician oversight missed hpt spot In 
sleeper cab Technicians cautioned to be more attentive 
COQMEV.M J Philadelphia Electric Co 03/03/02 HAYNES. R C 
Region |. Office of Director 2pp 12307-211 24X 

Flche 30-277.62/03/02.0203160362 


--8203040110 Safety evaluaticr supporting A-r.ends 83 t. 62 to Licenses 
CPR-44 & OPfl-56. retpet 1 1 velij 

e Office of live leer Reactor Repulaticn. Director 02/03/09 2pp 
12119 346 24« Flche 50-377,02/02/09.6203000093 


82030(10607 Forwards response to NRC 830IIB Itr ra NUnEO-0737. 1 1 oci 
u 0 1. -RCS High Point Vents " 

CAL L AGUE R. J H. Philadelphia Electric Co 02/03/03 BTOlZ-J. f 
Operating Reactors Oranch 4 3pp 12160 170. 24* 

Flthe 50-277.62/03/03.0203000607 


--8203340116 Notice cf issuance t availability of Amend 03 b 02 to 
Licenses DPFf-04 t DPR- 96. respec 1 1 ve ly 

STO-I, J F Opsratlr.g Reactors Branch 4 02/02/09 Ip 

121 19 348 24* flC-e 50-277. 82/03/09, 8203040093 


0203040186 Requests support for operator shift personnel 820317 b lb 
wqrlshcps In Bostcn.PA Uorishops provide opportunity for 
qptratirg aiparience Info atchaege Boeton wcrishop util 
include Region i plants Raspensa requested by 830226 
ClSE'.Hjr, D 0 Division of Licensing 82/02/12 BAUER. E 0 
Philadelphia Electric Cc 3pp |2I37 236 24* 

Flche 50-277, 02/03/12. B233000106 


0203110031 Generic Ltr 02-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use of INPO SEE-IN 

program 

EISENHUT.OO Division of Licensing 03/03/09 HAUJIFURO. A 
Consolidated Edison Co of Ifeiu Yort. 3pp. 13351.031 34X 

Flche 50-030.02/03/09.0303110001 


0203290164 Notifies of plans to revise Overtime policy for shift 
operating personnel & health physics b chemistry technicians 
to comply ui/NRC 020218 revised guidance 

CALTROFF.BL Philadelphia Electric Co 02/03/24. E19ENHUT.D 0 
Division of Licensing 3pp 12429 350 34 * Flc he 30-277, 02/03/24. 

8303290164 


0203030118 Discusses revieu of NLREG-0737. T»I Action Plan Items 
tAl3l-IC5blC6 Items prcporly i.-plemented 
SrOLZ. J F Operatir.g Reacters Branch 4 82/02/16 BAUER. E G 

Philadelphia Electric Co 4pp l?lll 324 24* 

fichs 90-277.03/03/16.6203030116 


9203340336 Forwards A-erds 03 t. 04 Vc. Licenses DPR-44 b DPR-56. 
respectively b notice of issuance b availability Amends 
change Tech Specs to modify definition cf refuel mode 
ETOLZ.j F Licensing Branch 4 02/02/18 BAUER. E C Philadelphia 

Electric Co 3pp 13137 299 24* FlcFe 30-277.02/02/16.8203040336 


6203300199 Concurs si/BWR 4-JOaTs group B20205 ltr re schedule of NUREO- 
0737. Item tl K 3 18. ’Mod of Automatic Dep r essur I la 1 1 on 
System CADSl Logic “ Supp 1 to original study proposed In 
820205 ltr ulll be sobihitled by 020930 

OALTROFF.S L Phi ladelph la Electric Co 82/03/26 EI 8 ENIIUT.O O 
Division of Licensing 2pp 12450 043 24X Flche 30 - 000 . 02/03/26. 

8203300193 


0 Inspection reports. IE Bulletins b correspondence 


-- 02 O 3 C 4 O 34 O Amends 84 b B3 to Licenses DPR-44 b CPR-96. rtspec t ively. 
changing Tech Specs to modify definition of refuel mode 
STOLZ.J F Licensing Branch 4 82/02/16 Bpp 13137 262 24X 

Flche 50-27 7.83/02/16.8203040336 


6203040533 Forwards notice of violation for failure to meet 820201 
deadline re prompt notification sys inetallatlon b teetlng 
CEvQUNQ. R C Otrector's Office. Qfftc* of Insjectlon and 
Enforcement 62/02/12 BOYER. V 5 Philadelphia Electric Co 3pp 
12138 066 24X Flche 30-277,82/03/12.0203040533 


--6203340242 .‘Pqcice of Issuance b availability of Amends 84 b 83 to 
Licenses OPIC-44 b CPR-56. respec live ly 

3T0LZ.J F Licensing Branch 4 82/02/10 2 pp 12|37 270 24* 

Flthe 50-277. 02/02/18. 0203040336 


--8203040541 Notice of violation for failure to meet 820201 deadline re 
prompt notIFIcatlon sys Installation & testing. 

OEYOU.\'0.ft C Director's Office. OFfice of Inspection and 
Enforc anant 03/02/12 Ip 13136 069. 24* F iche : 50-277. 

82/02/12. 0303040533 



g2^3090279 lo^p ttopt 50“I276/0I*'07 on Q10233~39 It 031/>*1U It 

notice of violation 

martin. T T. Region 1. Office of Director dS/oU/lft. OAtfBOFF.S L 
Ph 1 lode I pn to Eloclrlc Co 2pp 12134 194 30X 

Flclie SO-278. 82/03/ H>- S203050375 


--82O3O3O20O Notice of violation from Inap on ni0323'35 S. 0316-10 
martin. T T Region 1. Office of Director B3/03/16. Ip 
12134 196 34X plche 50-37B. 82/02/ 16. 0303030373 


'-02030502B9 IE Imp Rept 30-270/01-07 on 010323-23 f< 0316-10 
None omp II once noted failure to u;ear personnel dosimetry 
devices 

PLUMUEE. K E • KNAPP. P J Region I. Office of Director 02/02/03 
I3jp 12134 197 24X Ftcne 30-270.02/02/16.0203030273 


8203030269 Forjiards IE tosp Repts 30-277/03-01 6 30-370/02-01 on 
620101-0202 I. notice of violation 

SfAROSTECKl. R. Division of Resident !• Project Inspection 02/03/111 
OAlTRDFF. 9 L Philadelphia Electric Co 3pp 12132 031 24X 

Flche 30-277. 02 / 02 / 10 . 0203030369 


6303030277 Notice of violation from Insp on U20101-0203 

STAROSTECKI . R Division of Resident 1. Regional Reactor Inspection 
E2/O2/I0 2pp 121.12 033 24X F 1 che 30-277. 02/02/ 10. 0303030269 


D20312022B Responds to NRC 030SI2 Itr re violations noted In IE In&p 
repts Corrective actions public notification sgs Initial 
testing corspleted 020226 

OOYER.V 9 PhlladelpMa Electric Co B2/03/03 OEYOUNO. R C 
Dtr St tor's Office. Office ol Inspection and CneoTCorxsnt 4jp 
12249 122 24X Fiche 30-277. 02 /03/03. 02031 20330 


0203220400 Forwards request for addl info le inservICe Insp progr.sm 
relief requests Response ulthln 30 dags requested 
CtOLl.JF nperating noactors Oronth 4 02/03/03 OAOER.E O 

Philadelphia Electric Co 4pp 12391 139 34X 

Flche 30-277.02/03/03.8303230400 


8203240290 fnr.ddrds request for addl Info In response to IE Dulletln 
BO-ll re rasonrg wall design Response raquliod bg 020301 
OrOLZ.J F Operating Reactors Branch A 82/03/10 OAOER.E O 
Philadelphia Electric Co 4pp 124 1 3 137 24X 

Flch® 30-277. 02/03/10. 0203240290 


□203310333 Forwards ]E Info Notice 112-06. "Failure of Gtoam Oener.itur 
Prlmarg Bide Manway Closure Btuds * No written response 
1 equ 1 red 

HAYNES. R C Region I. Office of Director 02/03/12 O'TOOLL.Jll 
Consolidated Edison Co of New Verb MAIEH.j E Rochester Oas t. 
Electric Corp Emith.O L Vermont Vanfcee Nuclear Pooler Corp 3pp 
124 32 004 24X Flche 30-000.02/03/12.0203310333 


—0203050317 IE Insp Repts SO-277/02-01 fc 30-270/02-01 on 020101-0202 
Noncompliance noted failure to ensure secure paebaging of 
radioactive mail, to post notice of violation per 10CFR19 t. 
to sign in on radiation worb permit 

COMOltL.C J . BLOUOH. A R . MCCARE. E C Reactor Projects Beet ion 
26 02/02/12 I6pp 12132033 24X FI che 30-277. 02/02/1 0. 

0303030269 


0303030399 Forwards IE Safeguards Insp Repts 30-277/01-26 t, 
30-278/01-29 on 011013-16 6 19-23 No noncompliance noted 
MARTIN. T T. Division of Engineering t< Technical Programs 02/02/19 
OAETROFF. 9 L Philadelphia Electric Co 3pp 12093 009 :.-4X 

Fit he; 30-277. 02/02/19.0203030399 


--03O3O3O4O3 IE Safeguards Insp Repts 30-277/01-26 8. 30-278/01-29 on 
011013-16 h 19-23 No none oirp 1 1 anc e noted Major areas 
Inspected securttg program aud 1 1. r ec ords 6 repts t. security 
sgs power supply Details withheld Cref I0CFR73 211 
OmTH.O C , DUNLAP. J H . OCVLIN. J U Division of Enstnoerlng A 
Technical Programs. 02/02/04. Ip 12093 091 24X 

Flche 30-277.02/02/19.0203030399 


6203160036 Requssts determination af mac employes exposure for I110U13 
E 17. per IE Investigation Rept 30-270/01-26 on 011013-13 
Info should be provided within 30 dags of Itr receipt. 
hAvnEO.R C Region 1. Office of Director 02/02/24 DAUTROFI-.B L 
Philadelphia Electric Co 2 pp 12300 173 24x 

Flche 30-270.02/02/24.0203160036 


8203030297 Ac b receipt of 820210 Itr Informing NRC of steps taboo to 
correct violations noted In IE Insp Repts 30-2/7/91-24 t, 
30-278/01-26 

STAROSTECKI I R Division of Project t. Resident Programs 03/02/23 
OALTROFF. 0 L Philadelphia Electric Co Ip 12131 012 24X 

FiCh* 30-277. 02/02/23. 8203030297 


-'8203030304 Responds to NRC 820103 Itr re violations noted in IL Insp 
Rspts 30-277/01-24 «< 30-270/0 1 -26 Corroc t Ive actions sample 
flow verification will be performed Revision to reactor 
startup checbllst will be made by 020213. 

OALTROFF. 8 L Philadelphia Electric Co 92/02/10 KEIMIO.R fl 
Division of Project t. Resident Programs. 0pp. 12131.013 l*4X 
Flche 30-277,82/02/23. 8203030297 


0203310330 Forwards IE Insp Repts 30-277/02-03 t. 30-270/02-03. 
on 020203-0309 t. notice of violation. 

STAROSTECKI . R Division of Project J. Resident Programs 03/03/12 
DALTROFF.SL Ph I lade 1 ?h 1 a E I ec t r i c Co 2pp 12433:000 34X 

Flche 30-277. 02/03/12. 0203310330 


--8203310333 Notice of violation Pro.-, insp »n 020203-0309 

STAROSTECKI . R Division of Project t> Resident Programs 02/03/12 
3pp 12433 003 24X F 1 che 50-277. 02/03/12. 0203310330 


--03O33IO356 IF. Insp Repts 50-277/02-03 t. 30-270/02-02 on 020203-030'/ 
None omp 1 lane e noted on 820216. fire watch not posted for 
Inoporatlv fire barrier penetration 2<3 010 in cable 
spreading room, par Reg Guide 1 33. 

QLOUOll.AH . cnuOILL.C J . MCCABE. E C Division of Project t. 
Resident Programs 02/03/13 2lpp 12433 0R4 24X 

Flche 30-277, 82/03/12. 8203310330 


0203170273 Forwards IE Info Notice 03-03, 'Environ Tests of EIcctiiiol 
Terminal Blocbs * No written response required 

MAVNE8. R C Region I, Office of Director 02/03/13 n'TOJUL. .1 II 
Consolidated Edison Co of New Yorb MAIER.J E Rochester Gas & 
Electric Corp DMIIH.R L Vermont Vanbee Nuclear Poaor Carp. Opp 
12312 239 24X Flche 50-000.02/03/13.0203170273 


8203170406 Forwards It Info Notices 82-04. "Potential Ooflctency of 
Certain AOASTAT E-7000 Series Tlmo-Oelay Relays' 2. 02-03. 
“Increasing Frequency of Urug-Rolated Incidents " 

HAYNES. R C Region 1. Office of Olroctor 62/03/13 O-TUOLU..! D 
Consolidated Edison Co of Now Yorb MAIER.J E Rochester Gao L 
Electric Carp SMITH. R L Vermont Vanbee Nuclear Pooler Curp. 3pp 
12320 021 24X flche 30-000.02/03/13.0203170486 


8303310361 Forwards IE Info tiottce 02-07. "tnadequatd SecuTlty 
Screening Programs " No written response required 

HAYNES. RC Region I. Office of Director 82/03/16 OMOOIO.J U 
Consolidated Edison Co of New Yorb UDER1T2.R A. Public Service 
Electric t. Oa s Co of New Jersey MAIER.J £ Rochester Gas L 
Electric Corp 3pp 13433 073 24X Flche 30-000.02/03/16. 

0203310361 


R Periodic operating reports t, related correspondence 


0203050440 Forwards 16 Info Notice 82-01 . Revl s Ion I, "Auxiliary 
Feedwater Pump Lockout Resulting From Nest 1 nghouso M -2 
Switch Circuit Mod." Revlsod Table I It also and to 
clarify circuit diagrams. No written response required. 

HAYNES. RC Region 1. Office of Director 02/02/26 O'TOOLE, JO 

Consolidated Edison Co. of Nsw York 3 pp 12134 177 Q4X 

Flche 30-000. 02/02/26, 8203030440 


9203230410 Ack receipt af 020302 Itr Informing NRC Of steps taben to 
correct violations noted In IE Insp Rspts 30-277/81-27 i 
30-278/81-30 

” Division of Project !< Resident Programs 82/03/01 
DALTROFF.S L Philadelphia Electric Co Ip 12384 300 24X 

Flche: 30-277, 82/03/01. 8203230418. 


8203230377 Forwards monthly operating repts for Feb 19DI 

COONEY, M J Philadelphia Electric Co 81/03/10 Office oP 
Management and Program Analysis Ip 12383 317 34X 

Flch4 30-277. 01/03/10,8203330377 


— 0203230300 Monthly operating repts for Feb 1981 

ALDEN.W M Philadelphia Electric Co 01/03/10 9pp I23U3 310 
24X Flche 30-277.81/00/10.8203230377 


BS03080203 Forwards "Annual Occ upat tens 1 Exposure Tabulation Number 
6. 1981 •• 

ALDEM, U M Philadelphia Electric Co 82/02/36 HAVNEO.R C Regie 
1. Office of Director Ip 12138 233 24X Flche 30-2/7.82/02/26. 

8303080203 


—8203230422 Responds to NRC 830202 Itr re violation* notsd to It Insp 
opts 30-277/8^1-27 & 30-270/01-30 Cor rec t Ive ac 1 1 on*: p lant 
mgt/operator meeting instituted to maintain operator 
awarenass re Tech Spec requirements 

OALLAOHEfl.J Philadelphia Electric Co 02/03/02 STAROSTECKI. R 
Region l. Office of Director. 3pp. 12384.309 24X 

Flche; 30-277. 02/03/01 .8203230416- 


—0203080206 "Annual Occupational Eiposure Tabulation Number 6. 1901. " 
ULLRICH. M T. Philadelphia Electric Co 83/03/26 6pp 
12158 234 24X Flche 30-277,82/02/36.8203000303 





--6203030431 "Sfmijrowdl Effltlftt Belea«»» Bept 13. Jul-Duc IB81 
OLLRtCri.W T Fh) ld4» Ip^l4 Electric Co 03/03/36 9pp 
13150 040 24J( Fiche 50-377. 03/03/36. 0303000433 


8303130031 Foruird* rp-ithln operjtir] rept for Feb 1983 

COO’tEv. M J BA I lode Iph 14 Electric Co 03/03/09 HAWES.R C 
Bejion 1. Office of Olrector Ip 133 57 1 03 3** 

FIchB 50-377 83/03/09.0203150001 


3 Reportable eccurrenert. LERi & related correspondence 


-0303240154 Foruards public version of Revision 3 to Corporate Lfflergei 
Response Plan.per lOCFRSO App E.Paregraph 3 End revision 
updates 011CO9 sobnittal 

LEASOURO. R M Virginia Electric fc Power Co 03/03/00 CLARK. H A 
Office of Nuclear Reoctor Rogolatlon. Director DENTON. H R 


Operating Reactors Oranch 3 


IP 


13397 373 34X 






--8203340I61 Public version of Revlilon 3 to corporate omergoneg 
response plan 

a Virginia Electric 5 Poner Co 02/03/03 ISOpp 13397.374 
34X Fiche 50-COO. 03/03/IB. 0303340144 


8303190147 Forwards sanitiied version cf overeiposurt rept 

* Adeitniftrat ton Brancb 83/03/09 Division of Rules and 

Records Ip 13366046 34/ Fitne 50-377.03/03/09.8303190147 


--8303190151 Senttlted vertlor of investigation re nigh reported etposure 
on er.p|ogee badge for Aug 1961 Privacy info delated per 
FOIA 

CCOf/EY.n j phtladel phia Electric Co Bl/It/l3 hAyNES.R C 
Region 1. PhtladelpMa. Office of the Director 181/03/011 L'Bpp 
12366 047 24» Fif o 50-377.02/03/09.8303190147 


J Insurance S. tndea'nlty inf oro-at Ion 


8303350610 Forwards Endorsement 49 to MAELt) Policy MF-37 

roRREfiT.O 0 Marsh t. McLennan. Inc. . M t M Nuclear Consul tant s. Inc . 
D|v 83/03/18 0ENT7. I Antitrust <■ Econonlc analgslt Qranch 
(Utility Flnancel apP 13409 108 24* Fiche 90-200. 03/03/ IB. 

0303330610 


P Operating license stage Pocunents t. c orresponOenc a 


OCCUET 50-360 BuRRY POWER STATION. UNIT 1 
F Security, nedical. emergency i fire prelection plans 


8303040133 Forwards three Cversite drawings referred to In util 830313 
ttr. snowing routing of all peuer I. control circuits wsich 
control alterhato safe shutdewn egutpiront Aperture Cards are 
aval ladle in POP 

lEaSSURO. R H Virginia Electric «■ Po_er Co 83/03/34 OENTON. H H 
Office of Nuclear Reactor Regulation. Director VARCA. 5 A 
Operating Reactors Branch 1 Ip 12113 001 34ii 
Fic.-e 50-380.03/03/34.0333040135 


B30331000I Add! response to FOIA reguest for 30 categories of document 
re MIREO-0660. "NRC Action Plan." Forwards docuirante listed 
In Apps A. B. C t. 0 Info partially withheld (ref FOIA 
El pup Cl on 5) 

FEuTCN. J M Division of Rules and Records OI/OQ/04 MADDEN. I.J 
Aayo. 5c hoi or. F lorman. Hay s t. Handler 9pp 13750:006. 24X 

FICho 30-380.01/00/04.8303010001 


— 0005301041 Forwards status of operating PWR autlllary feedwater »gs 
evaluations for West Inghguse. C-E l« Otilf N8B0 plants 
MATTHEWS.P » Auilllary Systems Branch QO/03/33 BENAROVA. V 
Autlllary Systems Oranch 14pp 12768:339. 34X 

Fiche 50-000. Bl/00/04. 0303010001 


6303330487 Discusses NRC program re nuclear power plant security during 
yafety erergencies Site visits by NRC ccntractor/ 
subc ontrac tor s Important component of program Cooperet I on 
in arranging eite visit & Interviews reguested 

VARCA. S A Operating Reactors Brancb I 03/03/04 LEASOL'RC.H II 
Virginia Electric (. Power Co 3pp 13374 106 34X 

Fiche 50-380.03/03/04.030333048 7 


--8010170303 Forwards Input to &ER fo Implementation of recommendation 
for auilltarg feedwater syt Lists four Items needed to 
complete SER 

CHECH. P S Assistant Director for Plant Syelems. 00/10/01. 

NOVAK, t m Assistant Director for Operating Reactore 3pp- 

13753 375 34X Fiche 30-000.01/00/04,0303010001 


9303350077 Releases public version of changes to emergency plan 

FELTON. J M Division of Rules and Records 83/03/17 Oocu.-ent 
Management Branch Ip 12430 30S 34X Fu.be 50-300.03/03/17. 

6303330077 


--6303350060 Forwards public version of Change 5 to emergency plan. 
Including revisions to SEP-6 re emergency measures. SEP-7 re 
emergency facilities t. egulpment 4. 5EP-6 re maintaining 
emergency preparedness Receipt form end 

UtmCN. JL Virginia Electric >. Poi,er Co 83/03/00 MEIOIIOaRS.B 
Operating Reactors Branch I. 3pp 13430.309 34i 

Fiche 50-380, B3/03/I7. 82033 5 0 077 


--6203250004 Public version of Change 5 to emergency p Ian. Inc ludl ng 
revisions la BEP-6 re emergency measures. SEP-7 re 
emergency facilities t. eguipnent & SEP-8 re maintaining 
emergency preparedness 

e Virginia Electric & Power Co 83/03/35 lOOpp 13430 311 
34X Fiche 50-380.82/03/17.83 03330077 


8303350104 Releases public version of changes to emergency plan 

FELTCN. JM Division of Rules and Records 82/03/17. Document 
Management Branch Ip I343i 217 34X fiche 50-300.82/03/17. 

8303350104 


--8010170303 Input to SER re implementation of rec ommenda t Ions for 
auilllary feedwater sys 

• Assistant Director for Plant Systems 80/10/01. 17pp. 

13732 377 34X Fit ho 30-000. 01 /00/04. 0303010001 


--8303010106 Forwards addl Info 1. drawings re auxiliary faadwater aye 
facilities per nRC- 03-79- 1 10. U/o ends 

KENDALL. H NRC - No Detailed Affiliation Given NRC-03-79-U« 
80/10/09 FERTh'ER.H Franklin Ins 1 1 tu t« /Frank 1 1 n Research Cental 
Ip 13753 193 34X Fiche 30-000. 01/00/04. 8303010001 


8303030198 Provides status of NyflEO'0737. Item II K 3 3 r* reportlPB 
safety & relief of valve f a 1 1 ur cs. Amends 73 4. 73 
changed Tech Specs to require reporting failures of RC8 
power operated relief valves 4. safety valves. Item Closed. 

VAROA. S A Operating Reactors Drench 1 03/03/11. LEASOURO. R H 

Virginia Electric 4. Power Co 3pp. 13147: 133. 34X 

Fiche 90-360.93/03/11.8303030190 


6303040056 Lists fees due re applications for license amends 

OtOOS.R M License Fee Management Branch. 03/02/19. LEASBURO. R H 
Virginia Electric 4. Power Co. 3pp. 13137 343 34x 

FUhe 30-000. 02/03/19,6303040036 


--630335010B Forwards public version of Change 4 to emergency plan, 
consisting of revisions to 6EP-3 re summary of emergency 
plan 6 SCP-4 re emergency conditions. 

UlLSON. JL Virginia Electric I. Power Co 83/03/04 hEIOHOORS.O 
Operating Reactors Branch 1 3pp 13431 3ia 34< 

Ficbe 50-300.03/03/17,0303350104 


—8303350111 Public version of Change 4 to emergency plan, const sting of 
revisions to 6EP-3 re summary of emergency plan 4 SEP-4 re 
emirgency conditions 

UtlSUN. J Virginia Eire trie 4. Power Co 83/03/10 36do 
13431 230 24* Fiche 50-300.93/03/17.8303350104 


0303090050 Advises that review of rdsponses to NUREO'0737, I tern 
III 0 3 3. Improved In-plant Iodine 1 ni t rumentat 1 on. d 1 d not 
Identify any requests from deviations from stated positions. 

VAROA, B A Operating Reactors Branch 5. 82/03/19 LEASBURO. HU 

Virginia Electric 4. Power Co. 2pp 13173: 180 34X 

Fiche 50-380, 03/03/19.0303090030 


8203130077 Forwards request for addl tnfe re TMl Action Plan Item 
It B I. •■flCS High Point Vents. “ Response requested within 
60 days 

VAROA. S A Operating Reactore Branch i. 83/03/23. LEASOURO, R. H. 
Virginia Electric 4. Power Co. 3pp. 12333 393 24X 

Fiche 50-380. 82/03/22. 8303130097 


8203040410 Raspond* to Oaoerlc Ltr OS-OI ro llcanae oppllcattone & 
rcqutits for NRC ravleu> through 1984 tSFOl appllcptlon to bo 
tvbmttttd by Jan tVOJ l< North Anna unit 3 CO/nplatlon 
tchtdulod for 1989 

LEASBURO.R H Virginia Electric t POtoar Co 02/02/34 TEOEGCO. H L 
Attlstant Director for Llcenelng 2pp 12114 306 30K 

rich* 50*000.02/02/24.8203040418 


8203050239 Application to amend LI ten* el OPR- 33 t> DPR-37. rovl » 1 ng 
Tech Spec fable 4 l-l. Item 31 to change channel callbr for 
letimlc ini tr umen ta 1 1 on from letnlannual to refueling 
f reguenc y ■ H/C 1 a 1 1 I 8. 1 1 llcenie feei 

LEAS8UR0.R H Virginia Electric «. Poicer Co 02/03/24 OENTL'N. M R 
Office of Nuclear Reactor Regulation. Director. VAROA. S A 
Operating Reactori Branch 1. 3pp I213A. 199 24X 

PIche 50-380. 03/03/34.8303030239 


0 Inipectlon rgporti. IE Uullrtlni & correspondence 


0303080467 Act receipt of 030113 ltr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 30-200/01-29 6 
30-201/81-29 

KELL09G.P J Division of Resident S. Reactor Project Inspection 
82/01/21 LEaSBURO. R l< Virginia Electric & Power Co Ip. 

12137 003. 24X Flche 50-200.02/01/31.0203000467 


--0203090476 Responds to NRC 811210 ltr re violations noted In II. li.sp 
Repts 30-2BO/01-39 6 30*201/01-29 Corrective actions 
procedural chenges & adisint s ti ati ve controls Implemented 
to ensure reporting of correct radtolodlno data 
LEASOOflO.R H Virginia Electric i Power Co 02/01/13 
O'REtLLV.J P Region 3. Atlanta. Office of the Director 
(81/03/01) 3pp 12137 084 24< Fiche 30-280.82/01/21. 

8203080467 


■0303030233 Proposed revision to Tech 8pec Table 4 
chennol caltbr for seismic Instrumentation from 
to rafuatlng frequency. 

* Virginia Elactrlc f* Power Co 83/02/34 Ip 
Flche 30-380. 03/02/34. 8303030339 


t-l.ltem 31. changing 
oemlannual 

13136 302 24 X 


8203110179 Responds to 830127 ltr re 1 irp I e.men ta 1 1 on of certain 
requirements of IOCFfl73. 21 . Reques t for delay In marking of 
documents older than I yr appr ova d. pr ovlded measures are 
taken to indicate presence of protected Info 

CLARK. R A Operating Reactors Branch 3 82/03/34 LEA5BURC. R. II 

Virginia Electric t. Power Co 3pp 13330 327 34X 

Flche 30-C00. 82/02/24, 93031 101 79 


0303000486 Responds to NRC 811110 ltr re violations noted In It; Insp 
Repts 30-280/81-29 6 50*281 /B I -39. C orroc 1 1 ve actions 
procedural changes t. administrative controls Imp I emontsd tn 
ensure reporting of correct radloiodlno data 
LEASOVflO. R H Virginia Electric «. Power Co 02/01/00 
0‘REILLV. J P Region 2. Atlanta. Office of the Director 
(81/03/01) 3pp (2137 006 24X Flche 30-280. 82/01 /21. 

8203000467 


-0203000497 Forwards IE Insp Repts 30-20(1/01-39 6 30-301/01-39 on 
811102-03 6 notice of violation 

LEUIS.R C Division of Resident t Reactor Project Inspection 
81/13/10 LEASauno.R II Virginia Electric & I’ower Co 2pp 
13137 009 34X Flche 30-300. 02/01 /3l . 0203080467 


8203080360 Advises that program to qualify 0-lnch steam jet air ejoctui 
valvs \n containment vacuum tys to criteria In BRP 6 3 4 1. 

Branch Technical Position ceO-6-4 should be concluded by 
820901 Controls prohibit valve operation above 300 F 

LEASBUflO. R. H Virginia Elactrlc 6 Pouar Co. 03/03/01 OENTON.II H 
Offica of Nuclear Reactor Regulation. Director. 2pp. 13149 146 
24X Flche 30-380.03/03/01.0203080360 


8203230013 Forwards monthly repts of assigned Hultlplant Actions 
B-39. 0-4 6 F-41 for period ending 620303 

TRAMMELL. C M Oparallng Reactors Branch 3 02/03/00 EtSENMUI.ll 0 

Division of Licensing 4pp 12421 074 24X FI che: 30-000, 03/03/08, 

8203230013 


1 1 000 1 Generic Ltr 83-04 to ell licensees of operating plants, 
applicants for OL 6 holders of CP re use of INPO 8EE-IN 
program. 

EIBENHUT.OO Division of Licensing 82/03/09 HAUSPURO, A 
Consolidated Edison Co. of New York 3pp 13331.031. 24 X 

Flche 30-000. 82/03/09, 83031 lOOOl 


8203170001 Forwards payment for license amend t. In raaponsa to 020219 
ltr 

LEA8BtlR0.fi H. Virginia Electric 6 Power Co 02/03/09 OIOOU. R M 
License Fee Kenagement Branch. tp 13313 231 34X 

Flche. 30-000 . 02 /03/09, 8203 1 7000 1 


0203230012 Requests eddl info re environ qua 1 I fl c et 1 on of 
•afety-relatsd equipment Info should be provided within 30 
days of ltr to Franklin Rasiarch Ctr 

VAROA.S. A. Operating Reactors Branch 1 03/03/13 LEA9BUR0.R M. 

Virginia Electric S. Power Co. 3pp 12421 071 34X 

Flche 30-200, 82/03/13. 8203230012 


8203330149 Application for amend to Licenses DPR-32 <. OPn-37 to 
reflect recent reorganl t a 1 1 on. c hange t In titles t. transfer 
Of responsibilities In nuclear operations depts. 

^ARftuRo.R H Virginia Elactrlc >> Power Co 83/03/16 DENTON. H R 
Office of Nuclear Reactor Ragulatlon, Director VAROA. 8 A 
Operating Reactors Branch 1. 3pp. 12381 131 34x 

Flcha; 30-380. 83/03/16. 8303330149 


8203330153 Proposed Tech 9p>cs reflecting recant raorgenl latl on. 
Chenges In titles 6 transfer of respont lb 1 1 1 1 1 as In nuclear 
operations dspts. 

• Virginia Electric <■ Pouar Co. 82/03/16 lipp 12381-134 
Flche: 80-380. 03/03/16. 8303330149 


■T**?*^? Mine-month response to NRC S0123S ltr re NUREO-061; 

control of Heavy Loads at Nuclear Power Plants." Also 
rwardt BechtaT "Nine-Month Response to NRC Ltr Dtd 801323 

VlMOlnle Electric fc Power Co. 03/03/22 

rich.- in' Snn '•***'’*‘"® 31pp 13434 308 34X 

Flche. 30-000. 83/03/23.8303260142 


*-8203000303 llotlcs of violation fro-s insp on 011102-05 

• Division of Resident i. Reactor Project Inspection. 81/13/10 
Ip 12137 091 34X Flche 30-200,02/01/31.0203000467 


0303000311 IE Insp Repts 50-380/81-39 fc 30-301/01-29 nn 011103 05 
None omp 1 tan c B noted failure to rept total radloiodtne 
(1-131.1-133.1-133) released 

EVANS. C P . MONrOUMEHY. 0 M . STCHR. J P Olvislon of Emorqei.cy 
Preparedness 6 Operational Support 01/13/09 9pp 13137 093 
24X Flche 30-300. 83/01/31.0303000467 


0203030321 Forwards request for addl Info re Inservice Insp program 
submitted 001213 Response within 30 days requested 
VAROA. S A Operating Reactors Drench I 02/02/10 lEAOOL'RO.II II 
Virginia Electric t. Power Co 4pp 12147 003 34X 

Flche 30-280. 02/03/ 10. 830302033 1 


8203030319 Acl receipt of 030310 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-200/81-33 t> 
30-381/01-33 

LONG. F J Division of Project 8. Resident Prograis 02/03/33 
LEASBUflO. R H Virginia Electric 6 Power Co Ip 13070 315 34X 

Flche: 30-200, 03/03/23. 020302031 9 


--03O3O2O327 Responds to N9C 020104 ltr re violations noted In 11- Insp 
Repts 30-200/91— 33 6 30-301/01-32 Requests sitenslon of 
reply date from 020304 until 020212 

LEASBURO. R. H. Virginia Electric 6 Power Co 02/02/08 

O'REILLY. J. P. Region 2. Office of Director Ip 12070 316 24K 

Flche 30-280. 02/02/23. 8203020319 


--B203020331 Responds to NRC 820104 ltr ro violations noted In IE Insp 
Repts 30-200/81-32 6 30-201/81-32 Corrective ec 1 1 ons : weak 1 y 
6 dally performance tests established to verify 6 document 
that doors have been Inspected 

LEASBURO. R H Virginia Electric 6 Power Co 02/02/10. 

O'REILLY. J.P Region 2. Office of Director. 7pp 12070 317 34 

Flche 30-280. 02/02/23. 8203020319 


— 0203020337 Forwards IE Insp Repts 30-280/81-32 t. 30-201/01-32 on 
011207-11 6 notices of violation & deviation 

LEWIS. R.C Division of Resident It Reactor Project Inspection 
82/01/04. LEASBURO. R II Virginia Electric 6 Power Co 2pp. 
12078324 24X Flche 30*280,02/02/23.0203020319 


--02O3O2O343 Notice of violation fro.-n tnsp on 811207-11 

• Division of Resident 6 Reactor Project Inspection. 02/01/04 
2pp 12078 326 24X Flche : 30-280. 82/02/23, 8203020319 


--8203020347 llotlcs of deviation from insp on 011207-11 

• Division of Resident 6 Reactor Project Inspection 82/01/04 
Ip 12070:328 34X F Iche: 30-280. 02/02/23. 8203020319 


--6203020355 IE tr.»P P»pt» tO ?eO/Ol-32 4 53-2dl/0l*3S on 811207 * 1 ) 
fcrccro I idnc e notr4 7«iljr* to cC'(>lot« dll fire protoctlon 
ro4« re^jlreo 0 <« SEft Do^lotlon notad fire dd'Oert (or Intake 
itr^ctore oil tloraja roon could not avtorat ica 1 1 ^ clooe 
miller. >1 M , CC’>LC!I. T F. En; meet In; InLfeCtlon Branch 81/12/31 
21 ff 12076 329 24» FIChe 30-300.82/02/23.8203020319 


fc 2 3 3 3323*9 For ward* IE Irfo Notice 32-01. Rev i $ i on 1 . “Auilllaro 
Feadvater R<,-b Loctout ReLultlr; Fron Ue<tin;houie U-3 
S.itCh Clrtult r*oC ' N: retponee required 

O'RtlLLY 2 P R*;lor 2. Office of Director 83/02/36 l-hRIG.R E 
Florida Pr..er 6 Li;*.c Co 4;p l?t:0 IBJ 34li 

ficae J2-C33. G2/02--26. 02C32e0349 


--8203190363 Month! operatln; ropte for Oan 1982 

J0NE9.V h . BaLNOERS. D T virjiola Electric 6 Pouer Co 03/03/05 
49pf 13390 330 29* Flche 90-300. 82/03/ 13. 0303190398 


03D30I0309 Foruarde nonrad I o log 1C a I environ nonltdrlng rept.1901 
lEaSBURO. R H Virginia Electric (■ Power Co 83/03/22 

O'REtLLV.J P Region 3. Office of Director Ip 12070 399 34X 

Ft c fie 90-380. aS/03/33. D20J010209 


--0203010313 Nonradlolojlcol environ monitoring rept. 1901 

• vir;inia Electric i- Power Co 03/02/33 49pp 13070 356 24x 

Ficbe 90-380 03/03/23. 8203010309 


0203170441 Forcarja IE Info rictice 83-03. Fnviroo Teats of Electrical 
Termina I Bloc I a " 

O REJLLV. /P Rtficn ?. Cfficr of Director 82/03/04 l'hRIG.R f. 
Flcrlia Power t. Light Co 4pp 12319 30V 34X 

Fiche 90-000-63/03/04.8203170441 


8203170519 Foruarda IE tnfa Notice 92-04. Pctenttal Oefictencg of 
Certain AOASTAT t-7CC0 Series I ii-e-Ce lags. ' & lE Info 
Notice 63-09. 'Increasing Fraquencg of Drug-Related 
Ir.cidonta - 

C BEILLV.JP Regions. Cfftce of Oirettor 92/03/10 vXflIO.BE 
Florida Po.er 6 Light Co 4pp 13321 206 34X 

Fiche 90-000. 03/03/10 8203170519 


8203220016 Requests assurance that info supplied to ccntractors for 
rewieu is current t reflects latest requirements for 
facilities Requests for relief re inservice map should te 
sutmitted vithtn 30 dagS 

VAROA. S A Operating Reactors Branch | 82/03/10 LEaSOURC.R H 

Virginia Fie; trie t. Power Co 3pj 12374 339 24» 

Flche 90-260. 02/03/10.0303320016 


8303250481 Forwards IE Info rjotlce 63-06. "Failure of Stean Oeneracor 
Pri<-arg Qide Manwag Closure Stude " No uritten response 
requested 

O'RElLlV. j P Region 2. Office of Director 83/03/12 L^HBIO. R F 
Florida Power S, Llgot Co HANCOCK. J A Florida Pouar Corp 
miller. J H Georgia Power Co Spp 12409 196 24» 

Flche 90-000- 82/03/12. 0203290481 


0203260250 Forwards IE Info Notice 02-07. "Inadequate Securitg 
Screening Programs " 

O'REtLLV.J p Region 2. Office of Director 83/03/16 UHRIO.R E 
Florida Power (, Light Co 4pp 13424 107 34* 

flche 90-000.83/03/16.8203360350 


8303300145 Forwards response to B303I8 request for addl infq re 
tnservice insf progra- Drawing of branch noirU connection 
enci 

LfAS9W?5. .9 H Virginia Electric & Power Co 82/03/23 OENILIN.h 11 
Office of Nuclear Reactor Regulation. Director VAROA. S A 
Operating Reactors Branch i 4pp 13449 173 24x 

Fiche 50-280- 93/03/35. 8303300149 


R Periodic operating reports 6 related correspondence 


6303190339 Forwards monthlg operating repts for Sept 1991 

LEABBORO.R H Virginia Electric 6 Power Co 0J/1O/J4 hallLH. N M 
Office or Management and Program Analysis Ip 12390 I 6 s 2 Ax 
Fiche 90-200.81/10/14.0203190339 


0 Reportable octurrences. LERa t< related c or raapondanc e 


9303170370 PNO- I t-OI-050 on 010709. u/p I ant at 47X power. 3~lnch flange 
an newlg Installed A aurillarg feedwater flow raatrlctlng 
venturi developed leak Caused bg spilling of feeduator on 
contatnr.ent floor Plant placed In cold ahutdoun 

DANCE.H C . KELLOOO. P J Region 3. Atlanta. Office of the Director 
181/03/011 01/07/10 3pp 12319 301 24X Fl c he 30-380- 01 /07/ 10. 

0203170370 


9303080499 Forwards LER 03-tO7/O.3L-O 

UlLSON. J L Virginia Electric 6 Power Co. 03/03/18 O'RtILLV. J P 
Region 2. Office of Director Ip 13197 101 34x 

Flche 30-380- 82/03/10. 0203000490 


--62O3O6O5O0 LER 02-OO7/O3L-O on 0201 19. Pr-27C revealed amp reading fpr 
heat tracing panel 9.clrcult '200 below acceptance criteria 
Caused bg ercesstvo heat Defective heat tracing replaced (• 
tested 

WtLSCN.J L Virginia Electric «. Power Co 03/03/10 Region 3. 

Offtcr of Director 2pp 13137 102 24X Ftch* 90-300. Q3/03/IU. 

8303080490 


8203000448 Forwards LER 02-OI8/03L-0 

WILSON. J L Virginia Electric fc Power Co 02/02/19 O 'REIL t V. P 
Region 2. Office of Director Ip 12157 169 24X 

Flche 90-200. 82/02/19.0303000448 


--8203000493 LER 02-O10/O3L-O on 030121. PT-a/ revealed amp readlnp.q for 
heat tracing panels 0 & 9.clrcult 13A. below acceptable 
criteria Caused bg ertesslve heat Defective heat tracing 
replaced & tested 

UILSCN. JL Virginia Eletlrlc 6 Pousr Co 02/03/19 Region 3, 

Office of Director. 3pp 12197:170. 34X flche 30-200.03/02/1*7. 

8203080440 


0303080438 Forwards LEHs 03-OO3/O3L-O. 03-003/03L-0, 03-OOB/O3L-O. 
e2-009/03L-0 I. 02-010/03U-0. 

UltOON. J L Virginia Electric 6 Pnuer Co 02/03/19 O'REIULYj J. I* 
Region 2. Office of Director. 3pp 13137 172 24X 

Fiche 90-300. 02/02/19.0203000490 


'8303000463 LER 02-OO2/O3L-O on 820130. both containment pumps declared 
Inoperable by failing to develop flow Caused by watar 
accumulation in com-on discharge piping Piping drained t« 
pumps returned to sve 

UILSQn.J U Virginia Electric & Power Co 02/02/19 Region 2, 

Office of Director 2pp 12137 173. 24X flche 30-200.03/02/19, 

8303080490 


0203190344 MonthIg operating rept for Sept 1981 

M1I.S3N'. J Virginia Electric 6 Power Co 81/10/14 46oP 
12350 126 34* Fuse 90-200.01/10/14.8203190339 


8203190367 Forwards monthig operating rqpts for Nov 1901 

LEASBDRO.R h Virginia Electric 6 Power Co 81 / 12/13 HALLER. N M 
Office of Management and Program Analgtis Ip 12350 357 > 4 v 

Ficha 50-280.81/12/13.8203190367 


-8203190372 Monthly operating repts For tiev 1981 

MILBON.J . JONES. V 11 Virginia Electric <■ Power Cp 01/12/08 
43pp 12350 376 24* Flche 90-280.81/13/15.8203190367* 


B303190390 Forwards monthly operating repts for Oec 1981 

□fn rofV E'^trlc Jpdw^ CO 02/olm HALLER. N 

Office of Management and Program Analysis Ip 13390 174 24 * 

Flche 90-260. 83 / 01 / 14.8203190390 


-8303190393 Monthly operating repts for Dec 1981 

!Snsn“®'® ^ ''irginia Electric fc Power Co 83 / 01/14 
13390 179 24* fiche 50-380,83/01/14,8303190350 


99pp 


6203000464 LER 03-003/03L-0: on 030133. lots of boric acid flow to 
blender obi arved. Coated by inadequate insulation on fr-ui 3 
6 ad latent p 1 p 1 ng D I oc k ages removed or fraad t. addl 
iniuldtioit 4 dd 9 <t to pr^v^nt roctirronc# 

UlLSONiJ L Virginia Electric & Pqiirer Co 03/03/19. Region 3i 
Office of Director. 2 pp 12197.179 24* Flche 90 - 2 B 0 . 02 / 02 / 19, 

8303000496 


■•-6203060471 LER 03-OOB/O3L-O' on B20121 . i ns tr uiron t malfunction resulted 
In loss of all pressurlied heaters Caused by Short in one 
prassurlied level to->parator Short Tapotred 6 preasi/ricer 
control sys returned to normal condition 

UILSON.J L Virginia Electric t Power Co. 03/03/19. Region 2. 
Office of Director 2 pp 12197 177. 24X flche 50-200. 09/02/ 19, 

0203080498 


toten Urf-'l/UV/VJ JU’* 


01-00 1 /03U-0, found that original vaccum pumps were replaced 
w/pumps that failed to meet required seismic qualifications 
P“®bs completed Assistance request 1 aeued 
WILSON. J U Virginia Electric «. Power Co 02/02/19 Region 2. 
8203000438^*'^“^*°'^ 34X Flche: 30-200. 83/02/ 19, 


l.tA' 3 su‘<a. R H Virginia Electric t Po..,sr Co 89 / 02/10 u&i . n 
"«A4gement and Program Analysis Ip 12330 930 

Flche 30-280.82/03/12.0203190350 13390 329 3, 


M 
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8?03.-3j7M l.ep 02 0?3/O3l.-0 e-c02ia.P^-39B 2 ! rev.al.d 

«r.j;b«r» I-BC-HSS-13J. I'W'T'O-HSS-IS i l-9HP-h5S'39G <-tr« 
ino9«rAbl« di-e to low c»l reoefvoir 1»<«I Cao»td bg »»al 
loakdje Snvbber* roplae ad (t'ar r«(«|rel 

ulL^Cri J «. wiraima Elottric i Pow«f Co Bl/03/13 fiagjofi 2. 

a'; .2:95 2P3 24* F.cb. 90-380.82/03/12. 

82O323073B 


j Inourante U lnd«r>nl»V information 


Endoroonont 4'/ to MAEtU PolUg MF-97 


”^F 0 RnE 9 lVr'‘'’Ma^»h f" • « *■ « Nucl.or Con.ultOnt. 

Olv 82/03/18 DENT 2. I 

tUtllvtg flnantfl. 3P0 

0203290610 


Antitrust & Econontc analgsl* Drancl 
12409 100 a4K Flcho 30-200, 02/03/11 


CCCPEI 50-231 SUfiRY FUMER STATICN. LNiT 2 
F Sotorttg. mraicil. »*er!J»nti t fire protection plans 


0203040129 Foruarde free avertlie dfjuir.ge referred to In utU 620212 
1 tr. ♦hcietrg r3ut»r.{ of all po<.»T t control ctrootts uttch 
coritrol alternate »afe e^utcos-n equipment Aperture carat are 

t-EASBOflS. R M virjtnia Electric 1. Po«er Co 03/02/24 pENTON.ll R 
Office of Nuclear Reactor Redulattcn. Director VAROA. 6 A 
Operatinq Reattcrt Oranct 1 IP 12113 001 34* 

Flche 50-280.03/02/24.6203043129 


8233220487 Oltcuttet NRC pro^ra-- re nuclear pouer plant tecurltj durlnp 
tafetg emerjenciet Site wititt bg f<9C contractcr/ 
tutcantractor » important ccmponent of propram Cooperation 
in ^rr^coloQ tJtft vlttl ^ 

VAROA. S A (Jperatinp Reattcrt Branch I 02/03/04 LEaSBORO.R ii 
Virginia Electric b Pouer Co 3?P l2374 186 24x 

Flthe 90-200.62/03/04.0203220487 


0303250077 Releatet puilic vertlon of charges to erergency plan 

FELTON. J ft Division of Rules and Records 02/03/17 Oocunent 

Management ararcb 1? 12420 308 24* Ftcbe 90-200.02/03/17. 

0203250077 


--63O325CC0O Forwards public vereion of Change 9 to emergency plan, 
incluoing revisions 10 6EP-6 re emergtncv measurst. SEP-7 re 
emergercg facilities & *e;ulpment t. SEP-8 re maintaining 
emercencg preparedness Receipt form sni V 

IflLSON.J L Virginia Electric t Pouer Co 92/03/00 nEIOIIOORB. D 
Operating Reactcrs Branch I 2pp 12420 309 24* 

Fife 90-280.82/03/17.0203290077 


P Operating ll tense stage documents 6 “ 


retfonsB to FOIA reqoast for 30 catoparies of do 
"NRC Action Plan ' Forwards documents listed 


6203910001 Add I 

ra 0660 s ...-v- - - 

In App. A.O.C 6 0 Info partlallg ultBUold (r.f FOIA 
Et€mptloF> 

FELTCN. J M of 

page. Scholer. f loriran. Ilags 6 Handler 9pp 
Fiche 90-200. 81/08/04.8203010001 


ai /oa/04 
12730 006 


HAOOEM 
24 X 


-QC052QI<141 Forwards status of operating HUH auslllarg 
evaluations for Uestlnghausa. C-C b RbW N9B0 plants 
MATTMEUS.P R Auilllorg Bgste/ns Branch. 60/02/23 
Auilllary Sgstams Branch 14pp 12760.329 24* 


f aedwat e 

BEMAROV 


--B010170302 Forwards Input to SER re Implementation of recommen 
for auilllorg foedwator sgs Lists four Items needed to 
coirplpts SEA 

CHECK. P 3 Assistant Director for Plant Bgetems bO/lO/Ol. 
NOVAK, T M Assistant Director for Operating lloactoTS 2pp 
12792 279 24* Flche 30- 000. 01/00/04, 0203010001 


'-B0I0170303 Input to CER re Implementation of rat ommendat Ions F 
auilllary tssdwater syq 

• Assistant Oiroctor for Plant Sgstsms. OO/lO/Ol I7pp 
12732 277 24X FI Che 30-000. 01 700/04. 0203010001 . 


--8203010076 Cl arlf les Initial asslgniraol re auilllarg fsfdwatai 
reviews per NRC-03-79- I |6 

KENDALL. R NRC - No Detailed Affiliation Olwen. NHC-On-79- 
BO/11/14 F ERINER. K Franklin Ins 1 1 tot e/Franli 1 1 n Research 
Ip 12732 109 24X Flche 90-000, 01/00/04. 0203010001 


--82O32S0084 Public version of Change 3 to emergency p I an. inc ludlng 
revisions to SEP-6 re emergency measures. &CP-7 re 
emergercg facilities 6 equipment S. 5EP-8 re maintaining 
emergency preparedness 

e Virginia Electric b Power Co 62/02/29 lOOpp 12430 311 
24i Fiche 90-200.82/03/17.8203990077 


'-620301010B Forwards addi info b drawings ra auslllarg feedw8t< 
facilities per NnC-03-79' 1 16 M/o ends 

KENOALL.R NRC - No Detailed Affiliation (liven. nRC- 03-79- 
80/10/09 FERTNER.K Franklin Ins 1 1 tute /Frank I in fleeearch 
Ip 12732 INS 34* F I Che, 30-000. 01/00/04. 0203010001 


8203399104 Releases public vertlon of changes to emergency plan. 
FELTON. J M Division of Rules and Records 82/03/17 Document 
Hanagsissnl Brentb Ip 1242 1 217 247 Flthe 90-280.02/03/17. 

0203290104 


-'6203290108 Forwards public version of Change 4 to OTorgency flan, 
ccnsisting of revisiont to 8EP'-3 re summary of emcrgonty 
plan b SEP-4 re emergencg condltlone 

MIlSON. J L Virginia Electric b Pouer Co 82/03/04 NEtOHOORB. 0 
Operating Reactors Branch 1 2pp 12421 2l8 24X 

Fiche 30-2B0. 82/03/17.8203290104 


--6203290MI Public version of Change 4 to emergency plan, consisting of 
revisions to SEP-3 re summary of emergency plan b dEP-4 re 
emergency conditions 

UtLSON. 3 Virginia Electric b Pouer Co 62/02/18 36pp 
12421 220 24X Fiche 50-280.62/03/17.8203230104 


8203240144 Releases public version of revision to corporate emergency 
response plan 

FELTON. J M Division of Rules and Records. 82/03/16 Document 
Kanagsaent Branch Ip 13397 372 24X PI che 90-000. 82/03/ 16. 

8303240144 


--8203240194 Forwards public version of Revision 3 to Corporate Emergency 
Response P tar.. per lOCFRao App E. Paragraph 9 Elitl revlsloh 
updates 811009 submittal 

LEASBURO. R H Virginia Electric b Power Co 63/03/06. CLARK. H A 
Office of Nuclear Reactor Regulation. Director Ip. 13397. 37:i 
34X Flche 90-000.63/03/18.8303340144 


-'6303340161 Public version of Revision 2 to corporate emergency 
response plan 

e Virginia Elec trie b Power Co. 62/03/03 130pp 13390 001 

34X Flche. 30-000. 82/03/1 B. 8203340144 


6303030198 Provides status of NUnEO-0737. Item tl. K. 3. 3 ro rapor 
safstg b relief of valve failures. Amends 72 b 73 
changed Tech Specs to requirs reporting failures of RCB 
power operated relief valves b safety valves. Item closed 
VAR0A.8 A Operating Reactors Oranch 1 63/02/11 LEA80UHO 

Virginia Electric b Power Co 3pp 12147' 199. 24* 

Flche 90-280.03/02/11.8203030190 


6303040096 Lists fees due re applications for license amends. 
0I0Q9.R n. License Fee Management Branch 62/02/19. LEA6DU 
Virginia Electric b Power Co. 3pp 12137.242. 24* 

Flche: 90-000. 63/02/19,8203040096 


0203090030 Advises that review of responses to NURE0-0737. I tsih 
III.O 3. 3. Improved in-plant iodine i ns trumentet 1 on. d 1 d not 
identify any requests from deviations from stated positions. 
VAR0A.8 A Operating Reactors Branch 9, 63/02/19. LEA8BUR0 

Virginia Electric b Power Co 2pp 12172 180. 24* 

Flche 30-280. 83/02/19. 8203090030 


6203130097 Forwards request for addI Info re TMt Action Plan It 
It S I. "RC8 High Point Vents “ Response requested ulthln 
60 days. 

VAROA.S A Operating Reactors Branch I 83/02/22 LEA8BURC 
Virginia Electric b Power Co 3pp 12292:339. 24X 

Flche; 90-380. 62/02/33.8203130097, 


6203030334 Notification of 620301 meeting u/utll In Oethesda.HI 
discuss shipment of spent fuel from Burry Power Station to 
North Anna Station 

NEtOHOORB, D Operating Reactors Branch 1. 83/02/33 VAROA. 

Operating Reactors Branch 1. 3pp. 13112:349. 24* 

Flcha 90-000, 62/03/23, 0203030334. 


6203040419 Responds to Generic Ltr 83-01 re license apgllcatloi 
requests for NRC review through 1984. leFSl application to be 
submitted by Jan 1983 b North Anna Unit 3 completion 
scheduled for 1989. 

LEASBURO, R. H. Virginia Electric b Power Co. 02/02/24. lEOl 
Assistant Oirsetor for Licensing 3pp. 12114.286. 24* 

Flche. 50-000, 82/03/24. 8203040418 


34X Flcho 30'2(?0. 0^/01/ai- 


3JJ0179 B«ipor>«H to 030127 Itr r« imp 1 (men ta 1 1 on o» certain 
(tulr(iii«nt« of J0CFR73. 21 R«iuest for Oolay In martlng Of 
e<u«»nt( older than 1 yr approved, provtdad meoeurBi are 
• ken to indicate pre»enco of protected Info 

LARK.B A Operating Reactor* Branch 3. 82/02/34. lEasbuRO.II iI 

Irglnia Electric t< Power Co 3pp- 12230 327. 24X 

tch* 50 - 000 , 82/02/24. 02031 10179. 


30ao3AO Advl *e« that program to quallfg 8- inch »toaii jet air ejector 
ilve In containment vacuum eg* to criteria In CRP 6 3 4 t> 
ranch Technical Poiltlon C8B-6-4 should bo concluded bg 
20901. Contra 1« prohibit valve operation above 200 F. 

EA8BUR0, fl H Virginia Electric <• Poiuer Co 09/03/01 DENTON. II f( 
fflce of Nuclear Raactor Regulation* OIrec tor. 2pp 12149. 146 
4X FI Che 30-200. 03/03/01 . 02030B03&0 


3130242 Forward* VEP-FRO-47. "Surrg Unit 2. Cycle 6 Otarlup Physic# 
sst Rept ” 

EA3BUR0.R H Virginia Electric t. Pouer Co. 83/03/08 OENTDN.II R 
nice of Nuclear Reactor Regulation. Director Ip 12348 337 24X 

tcbe 30-2BI. 82/03/00. 8203120243 


303130247 "Surry Unit 2.Cycle 6 Startup Physic* Test Rept ■' 
HENDRIXSON. e S ■ ONtlU. C T . L071T0. £ J Virginia Elactrlc S. Power 
Co VEP-FRO-47 82/02/28 7lpp 12240 238 24X 

Flc be : 30-281. 82/03/08. 8203130243 


12137 083 


--8303080476 Responds to NRC 011310 Itr re violation* noted In IE tnsp 
Rept* 50-300/81-29 %, 30-301/81-29 Corrective action* 
procedure! change* t. admlnlftrat I va controls Implsnented 
to ensure reporting of correct redtoledlne data 
LEASBURO.R H. Virginia Electric «. Power Co 02/01/13 
O'REILLV. J P Region 2. Atlanta. Office of the Director 
<01/03/011 3pp 12137 084 34X Fiche 30-280.03/01/21. 

8303080467 


--0203000406 Respond* to NRC Bill 10 Itr re violations noted In 11 Insp 
Rept* 30-380/81-29 <. 30-201/01-39 Corrective actions 
procedural changes t. administrative control* implemented to 
ensure reporting of correct radloiodlne data 
LEASBUHO.R 11 Virginia Electric <. Power Co 02/01/00 
O'REtLUV. J P Region 2. Atlanta. Office of the Director 
lBl/03/011 3?p 13137 C06 24X Fiche 30-380.02/01/31, 

8203080467 


--83030004V7 Forwards IE fnsp Repts 30-280/81-29 6 30-281/01-29 uti 
811102-03 h notice of violation 

LEUIB.R C Division of Resident 6 Reactor Project Inspection 
81/13/10 LEAODunO.R H Virginia Electric 1. Power Co 2PP 
12137 009 24X Fiche 30-280. 02/01 /31 ■ 0303080467 


3250013 Forwards monthly repts of assigned flultlplant Action* 

-39,0-4 t. F-41 for period ending 820303 

RANKEEL.C M Operating Reactors Branch 3 03/03/00 ElBENMur.n 0 

Olvltlon of LUanilng 4pp 12421 074 2AX Fiche 30-000. 02/03/OU. 
303230013 


3110001 Otnerlc Ltr 83-04 to all licensees of operating plants, 
ppltcant* for OL l< holders of CP re use of INPO BEE-IN 
rogram. 

18ENHUT, 0 0 Division of Licensing 02/03/09 HAUSPUflO. A 
onsolldeted Edison Co of Now York 2pp. 12201;03I. 34X 

Iche: 30-000. 82/03/091 B2031 lOOOl 


3170001 Forwards payment for license amends* In response to 020219 
tr 

EAaeUHO.R H Virginia Electric (. Power Co. BP/03/09 DIOOB.II M 
tcense Fee nanageaient Branch. Ip. 12313:391. 24X 

Icht; 30-000, 82/03/09. 82031 70001. 


3250012 Requests add! Info r* environ qual i f Ic a 1 1 on of 
afety-related equipment. Info ehovld be provided within 30 
ays of ltr to Franklin Rasearch Ctr 

’A«OA,B.A Operating Reactors Branch I 02/03/13. LEAOflURO.H tl 
Trginla Electric li Power Co. 3pp 12421:071. 24X 

I c h e : 30-280, B2 /03/ 1 3 . 82032500 1 2 


'3230149 Application for amend to License* DPR-32 (< OPR-37 to 
tfitct recent raorgont latl on, c hanget in titles i< transfer 
f rtsponslb 1 1 1 tt e* in nuclear operations dept*. 

EA8BUR0, R H Virginia Electric I. Power Co. 82/03/16 DENTUN.MH. 
'ffUt of Nuclear Reactor Ragulation. Director. VAROA, 8 A 
Iptratlng Reactor* Branch 1. 3pp. 12301 I 3 l. 24X 
iche: 30-280, 02/03/16, 0203230149 


1203230133 Proposed Tech Bpece reflecting recent reorgani latt On. 
changat in title* %■ transfer of retpont lb 1 1 1 1 let In nuclear 
operatlont dept*. 

• Virginia Electric <• Power Co 82/03/16 Ilpp 12381:134 g4X 
Fiche: 30-280. 82/03/16.8203230149 


>3240362 Forward* "Reector Containment Bldg Integrated Leak Rate Test 
gpe* A. B t. C . " 

■MSBoRO.B^H. Virginia Electric (< Power Co. 82/03/19 DENTON, U R 
Prfice of Nuc leor Reactor Regulation. Director. Ip 12394:012 34X 

IChe: 30-281, 82/03/19, 8203240362 


>203240369 "Reactor Containment Bldg Integrated Leak Rate Test Types 
, 6 C. One oversiie figure encl Aperture card It 

available in PDR. 

• Virginia Elactrtc (■ Power Co. 81/12/31 69pp 
Fiche; 30-281, 02/03/19, 8203240362. 


--02O3O8O3O3 Notice of violation from Intp on 811102-03 

• Division of Resident t. Reactor Project Inspection 81/12/10 
Ip 12137 091 a4X Ft Che 30-280. 89/01/21. R203000467 


—0203000311 IE Insp Rept* 30-200/01-29 & 00-2BI/BI-29 on 0UI0;.>-(I3 
Noncompliance noted failure to rept total radloiodlne 
<1-131.1-133.1-1331 released 

EVANS. C P. . MONTOOKERY. D. M . 9T0IIR. J P Division of Emergency 
Preparedness 8, Operational Bupport 01/12/09 9pp 12137 092. 
24X Fiche 30-280.82/01/21.0903080467 


8203020321 Forwards requast for add! Info re Inservlce Insp program 
submitted 801213. Response within 30 days requested 

VAROA. S A Operating Reactors Branch 1 82/02/10 LEASOURO.il M 

Virginia Elsctrlc & Power Co 4pp 12147 083 24X 

Fiche 30-280, 82/02/18.0203020391 


8903090319 Ac k receipt of 690910 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-900/81-32 U 
30-201/81-32 

LONO. F J Division of Project t. Resident Programs 89/02/23 
LEASBURO.R H. Virginia Electric & Power Co Ip 12078 313 94X 

riche: 30-280. 82/02/23.8203020319 


--B903020397 Responds to NRC 020104 ltr re violations noted In IF tnsp 
Rapt* 30-260/81-32 t, 3O-2BI/01-32 Requests ettenslon of 
reply date from 820904 until 920212 

LEASBURO.R. H Virginia Electric t. Power Co 02/02/00 

O'REILLY. J P. Region 2. Office of Director Ip 12078 316. 1'4X 

Fiche: 30-280. 82/02/23. 8203020319 


--8903020331 Responds to NRC B20104 Itr re violations notad In IL Insp 
Rapts 30-280/81-39 <• 30-281 /ai -32. Correc I Ivs ac 1 1 one . week I y 
t* daily performance tests established to verify B* document 
that doors have been inspected 

LEASBURO.R H Virginia Electric t> Power Co 02/02/10 

O'REILLY. J P. Region 2. Office of Director 7pp. 12078 317. a4X 

Fiche: 30-280.82/02/23.6203020319 


--8203020337 Forwards IE Insp Repts 30-280/81-32 «. 30-281/01-32 on 
811207-11 t, notices of violation t. deviation 

LEUI8.R C Division of Resident t. Reactor Project Inspection. 
82/01/04 LEASBURO.R II Virginia Electric 6 Power Co 9pp 
12078:324 24X F 1 c he : 30-200. 89/09/23. 0203090319 


- -8203020343 Notice of violation from Insp on 811207-11 

* Division of Resident t. Reactor Project Inspection. 82/01/04 
2pp 12078 326 24X F I che : 30-280. 82/02/23. 8203020319 


12394:013. 24X 


--620102034/ Notice cf Oeviatiap froo tn»p on Bll207-tt 

• Divttlon of Detidont (• HeaCtor Project tnipection 93/01/04 
I? ISO/O 326 34* Fl el* e 50-280. 02/02/33. 8203020319. 


-. 0203020335 IE Iri»p fteptt 50-280/01-32 «> 50-201/81-32 on 011207- 1 I 
onjllant e PCteS fotli.Te to ccnplete oil fire protccttan 
-3(t4 required b.j SEP. De viot I on noted: fire dempere for intoke 
(true Cure oil etprag* roonuould not outofflo 1 1 c a H V dote 
HILLE9.W H . COMLCN. T E Engineering inepectlon flronth 01/12/31 
2 )pi) 12078 329 24» Fithe 50-280.02/02/23.0303020319 


8203050243 Rwitet util 810824 retpents to tafetij eveluatlon rept for 
environ qua 1 l f icat l on of taf e tg-re I ated electrical equipment 
per IE Bulletin 79-010 ReiraininQ cable t»r<f inat ions ulll te 
Todtfled curing 8. Fall 1982 n-alnt cutaget 

LEnSBUftO. R H Virginia Electric 4. Pouer Co. 82/02/24 DENTON. H. II 
Office of Njc tear Reactor Regulation. Director VflROA. S A 
Operating Reactort Orartiv 1. 2pp 12t3t» 331 34x 

Ftche 50-381.82/02/24.0203050245. 


6203080349 Foruardi IE Info Notice 82-0 1 . Rev t i i on 1. "Auetllarg 
FeePuater Funp Eoefcout Resulting From Uett 1 nghouse i4-2 
Suitcb Circiftt Ho.d ' No response required 

O nelLLV.J P Region 2- Office of Director 02/02/26 VHRtO.R E 
Florida Po<..er & Light Co 4pp 12138 183 24> 

Ficne 30-000. 82/02/36- 9203080349 


6203170441 Forv.ardt IE Info Notice 82-Q3. ''Environ Testa of Electrical 
Terrinal Blocks 

O'REILLV. 2 P Region 2. Office of Director 82/03/04. LftTlO- H t 
Florida Peuer I. Light Co 4pp I23IS 309. 24/ 

Fitne 30-000. 83/03/04.8203170441 


0203160333 Frovtcss addt tnfo In util B30224 response to IE Bulletin 
79-OlQ' 'Environ C las s i Ft cat I on of 5a f e tg~R e I a ted 
Electrical Equipnart. " eafetg evaluation re cable apllces 
t terminations 

LEASeuRO.R M Virginia Electric 6 Pouer Co 82/03/09 DENTON MR 
Office of N.*clear Reactor Regulation. Oirec tor vaROA* 6 A 
Operating Reactors Oranch 1. 2PP 12307 334 24X 

fit he 30-281 . U2/03/C9. 6203160333 


62031703(9 Forvards IE Info Notice 62-04. "Potential Deficiency of 
Certain A0A6TAT E-7000 Series T (rr»-De lags. '' 4. IE Info 
Notice 82-03. ' Increasing Frequency of Drug -Related 

InclOenCs " 

O'REILLV.J P Region 2. Office of Director 82/03/10. UHHIO.R E 
Florida Power 4. Light Co liC DQNALO. R . P Alabama Power Co 
JONES. J A. Carolina Power t. Light Co. 4pp 1232 r 206. 24X 

Fuhe 3O-0CO. 09/03/10.8203170519 


6303220016 Requests assurance that Info supplied to contractors for 
review is current t. reflects latest requircirente for 
fac 1 1 1 ties. Re quests for relief re Inservicc Insp should be 
submitted utthin 30 days 

VAROA.S A Operating Reactors Dranch 1 83/03/10 LEA8BUR0.R M 

Virginia Electric 6 Power Co 3pp 12374.328 84X 

Fiche 30-280,82/03/10-8203220016 


8203250481 Forwards (E Info Notice 82-06. "Failure of Steam Oenerator 
Prirary Side Manway Closure Studs " No written response 
requested. 

Q'RElLUV.d P Region 2- Office of Director 03/O3<’l2 UHRIO.R E 
Florida Power & Light Co HANCOCK. 3 A Florida Power Corp 
HILLER. 3, H Oeorgla Po-,9r Co Spp 13409 106 34X 

Ficne 50-000.82/03/12.6303230481 


8203260230 Forwards IE Info Notice 03-07. ‘'Inadequate Security 
Screening Programs " 

O'REILLV.J P Region 2. Office of Director. 02/03/16 OHRtO.R.L 
Florida Power 4 < Light Co 4pp 12424 107 24/ 

Fiche 3C-000. 03/03/16.8203260230 


0203305145 EoTwariSs response to B2O210 request for oddl Info re 
tnservlce insp prograh Drawing of branch noitle connection 
weld enc 1 

LEASBURO. R H Vlrgit'ia Electric 4* Power Co. 02/03/23 DENTON.lt 11. 
Office of Nuclear Reactor Regulation. Director VAHOA. S. A 
Operating Reactors Branch I 4pp 12449 173 34X 

fiche 30-380. 83/03/33. 8203300143 


R Periodic operating report* 4> related correspondence 


6203190339 Forwards eonthly operating reptt for Sept 1981 

LEASaUHO.n M Virginia Electric b Power Co. 81/10/14 HALLER. M M 
Office of Nenagement and Program Analysis ip 12530 123 24X 

Fiche 30-380. 61/10/14.8203190339. 


— 6203190344 Monthly operating rePt for Sept 1901 

(ft LOON. 3 Virginia Electric 4 Power Co B|/10/l4 

12330.126 24X Fiche 50 -2S0. B1 /lO/ 14. 8203190339, 


8203190367 Forwards monthly operoting repts for Mov 19SI 

L6AS8UR0, H H Virginia Electric fc Power Co 81/12/13 IIALUCFI, N H 
Office of Management and Program Analytls Ip. 12330 277 24X 

Fiche 50-280. 01/12/13. 020319036 7 


--8203190372 Monthly operating ropto for Now 1901. 

UtESDN. J . JCNE9. V H Virginia Electric 6 Pouer Co. 01/12/00 
43PP 12350 278. 24X Fi the 30-200. 01/12/13. 0203190367 


8203190330 Forwards monthly operating reptf for Ddc 1901. 

lEASBURO. R H Virginia Electric 4. Power Co. 62/01/14 ilALLER.N H 
Office of Management and Program Analysis- Ip. 12330. 174 !/4X 

Fiche 30-200. 02/01/14, 0203190330 


--8203190333 Monthly operating repts for Dec 1901. 

SAL'NOERS. a T Virginia Electric 6 Power Co 82/01/14 Sfpp- 
12330 \75 24X Fiche 50-200.09/01/14,8203190330 


8203190338 Forwards monthly operating repts for Jan 1982. 

LEASBURO. R H Virginia Electric 4. Power Co. 82/02/12. HALLER. H M 
Office of Hanagement and Program Analyst* Ip 12330 229 24X 

Ficne 30-280. 82/02/12.8203190338 


--8203190363 Monthly operating repts for Wan 1902 

JONES. V H . SAUNDERS. B T Virginia Electric 6 Power Co 02/02/03 
43pp 12330 230 24X Fiche 30-200.82/02/12.8203190330 


0203010209 Forwards nonrad I olog Ic al environ monitoring rept. 1901. 
lEASBURO, R H Virginia Electric 4< Power Co 02/02/22 

O'RElLLW. JP Region 2. Office of Director Ip 12070 233 24X 

Fiche 30-200. 02/02/22. 0203010209 


--B20301O212 NonradlologI ca I environ monitoring r«pt. 1981. 

• Virginia Electric 6 Power Co 02/02/22 49pp 12070 2 96. 24X 

Fiche 90-280. 82/02/22. 0203010209 


S Repertable occurrences. LERs t< related corraspondence 


8203000222 Forwards LERa B2-007/03L-0 4. 02-O0a/03L-0. 

MILSON. J L Virginia Electric 4. Power Co 82/02/17. 0'HEILLV..I I’ 
Region 2, Office of Director ip 12130:221 24X 

FUye 30-281. 82/03/17. 0203080222 


—8203000232 LER e2-007/03L -0 on 8201 IB. perl od 1 c test 10 revealed 
unidentified leak rate greater than 1 gallon per minute. 

Caused by Inlet flange leak on relief valve.Flange gasket 
rep lac ed 

UILSQM. J. L Virginia Electric 4. Power Co. 02/02/17 Region 2. 
Office of Director 3pp 12138:232 24X FI che : 30-301 . 02/ 02/ 1 7. 

0303080333. 


--8203080341 LER e2-O08/03L'0 on 830118. fault occurred on feeder ceble 
to R reserve station sue transformer. Isolation of fault 
de~energlted emergency bus Caused by flashover to ground 6 
to adjacent phase due to spraying of insulators 

UluSON. J L Virginia Electric 4. Power Co. 83/02/17. ftegloti 2, 
Office of Director 4pp 12150 323 24 X Fiche : 30-301 . 02/ 02/ 1 7. 

8203060222 


0203100302 Forwards LER a3-013/03L-0 

HILSON. J L Virginia Electric 4. Power Co 02/02/34. O'REILLV.J 1> 
Region 2. Office of Director tp 12333:242 24X 

riche: 30-281. 83/02/24. 8303180302 


— 0203180300 LER 82-013/03L-0' on 820134, rad lo Iodine sample taken 6-h 6 
30 minutes following thermal pouar Incrtasa. eiceeded Teth 
Spec time limit Caused by delayed oncoming shift chemist* 
due to traffic problems 

UILSON. J L Virginia Electric 4. Pouer Co 03/02/34. Region 2. 
Office of Director 3pp 12333:343. 34X Fiche 30-301, 03/02/24. 

0203100302 


0203000336 Forwards UERs 03-O14/O3L-O. B2-009/03L-0, 82-010/03L-0. 
82-012/03L-0 I. 62-01 3/03L-0 

UILSON. J L Virginia Electric 4. Power Co. 83/03/36 O'REILLY. J.P 
Region 2. Oft it* of Oirec tor. Ip. 12149.194. 24X 

Ftch* 50-200. 83/02/26, 8203000336 


--8203000361 LER 82-OO9/03L-O. on 630128. Inadequate sve water flow, 
resulted In higher 2-CH-P-lC lubricating oil temp. Pump 
declared inoperable. Caused by foreign object in sve water 
temp control v4lvc body. Object removed. 

UILSON. J L. Virginia Electric I. Power Co. 03/02/26 Region 9, 
Office of Director 2pp 13149:137 34x Fiche. 90-200. 02/ Q2/26i 

0303000336 


46pp 


'’‘O'* 3. of 01r*ctor Ip 

30-280. 82/03/03. B2031 703 13 


12321 349 24X 


*®3|70S24 LER 83-005/03L-0 on 020207. trip valvo TV-SS-204D uok 
^*^< 0V9r«d open & uould not cloee w/o oporetoi' Intervention 
by 1 ta t Ignfrent actuation dl«k Actiration ditk 

“•LSdn.J-C- Vlrglnto Electric «. Power Co 02/03/03 Reflloti ?. 

Office of Director 2pp 12331:230 34 X FlcKe 30-280. 83/ 03 /0:». 

0203170313 


IW0738 Foruordt LERs 82-006/031.-0.02-014/031.-0 t. 02-023/03i.-0 
LSQn, j L Virginia Electric t Power Co 02/03/12 O'REIULV.Jf 
•4lin a. Office of Director Ip 12383 207 24X 

the; 50-200. 02/03/12-8203230730 


!03230744 LER 82-006/03L-0 on 02021 1 . u/un i t at 100*4 power, PT 27 
revealed that amp reading* for heat tracing Panel 11, circuit 
6A uiat belew acceptance criteria Caused bg eiceeelve heat 
Defective heat tracing replaced t. tested 

HtLOO.V. J L Virginia Electric 1. Power Co 02/03/12 Regli.ii 2. 

Office qf Director 3pp 12383 280 24 X F I c he 30-200. 02/03/ 12. 

8203230738 


03230 749 LER 02-OI4/O3L-O: on 02021 1 . w/unl t at 100'/. power, nu c leal 
power range inetruirent 4I (N 411 failed Caused bg shorted 
(wetted) high voltage connector Bhorttd connector replaced, 
junction bo> drged out (. N-4I returned to eve 

UlLSON.J L Virginia Electric t- Power Co 02/03/12 Region 2. 
Office of Director 2pp 12383 291 24X Flche 30-200.02/03/12. 

8203230730 


ET 30-282 PRAIRIE ISLAND NUCLEAR STATION. UNIT I 


ecurltg. iradlcal. emergeneg (> fire protection plans 


030746 Releaeee public vereton of revised emergeneg plan 
ajemantlng procedure. 

l_fON« 2 <1. Olvlslen of Rules and Records 02/02/23 Document 

n,ge®ent Branch Ip 12107:196 24X F I c he : 30-202. 82/02/23. 

03020 ^^* 


q^^ 2O740 Forwards public verelon of Revision 1 to Emorgeneg Plan 
i.n I aioenblng Procedure F3-2. "Classifications of 
^::j^g.ncl*.." 

0 NorlhoTh Otate* Power Co 82/02/16 Region 3. 
^.pjee of Director Ip 12107,199 a4X Flche 30-202. 82/02/23- 
^'03020746 


._ft20749 Public verelon of Revision 1 to Emergeneg Plan inp I rnont I ng 
a pc*'*'''*** P3-2. "C las* 1 Pleat I on of Emergencies " Revised 
f 1 # of content* end 

northern States Power Co 82/02/10 42pp 12107 2C0 24X 

hf 30-282, 82/02/23, 8203020746 

^a73 Act receipt of 820212 Itr re deficiencies In 011200 
^0 ^fiCg ex e rc 1 se. Correc 1 1 vf actions will be examined 
•f®. subeequant axerelse or Inep 

A Division of Emergeneg Preparedness 1S< Operational Support 
^0' ,03 OILBERTS.O e Northern States Power Co, Ip laiU'J 230 
30-202. 82/03/03. 0203100473 

< f * 

.^01 Ac X receipt of 020210 Itr re Initial test results for 
notification egs Requasts notification of completion 
’'''^,,.rac tlve actions to threa defective radio receivers. 

O Region 3. Office of Director 02/03/03 01LDERT3.DI 
’Pl^^rn atatee Power Co Ip 12103 234 24X 

)r*'^j0-000. 02/03/03. 8203100301 
;hf 


--8203310442 Public version of Revision I to emergeneg plan 

SexULLKE. 0 A Northern States Power Co 82/03/10 19/pp 

12471 145 24X Flche 30-202.02/03/29.0203310416 


I Financial Information 


030336DIS2 For-wards Annual Financial Rapt V901 

OflUSVEN. A D Northern States Power Co 82/03/23 Office of 

Nuclear Reactor Regulation. Director ip 12422 199 24X 

Flche 30-C00. 82/03/23. 8203260122 


--0203260123 Annoal Fln.incial Rep t 1901 

< Northern States Power Co 82/02/26 39pp 12422 200 LMx 
Flche 30-000. 02/03/23. 0203260122 


0203300034 Forwards suppi to 1901 Annual Financial Rept entitled 
"Financial & Statistical Info " 

BHU8VEN.A 0 Northern States Power Co 02/03/26 Office of 
Nuclear Reactor Regulation. Director Ip. 12446 220 24X 

Flche 30-000. 02/03/26. 8203300034 


•-U203300037 "Financial <■ Statistical Info." suppi to 19HI Annual 
Financial Rept 

s Northern States Power Co 02/03/31 21pp 12446 229 24X 

Ficho 30-000.82/03/26. 0203300034 


J Insurance & Indemnltg Information 


8203030306 Forward* EndorseriBnl 44 to MAEU» Polltg rlF-6Q t. Endovt-er^eiit 
30 to MAEI.U Pol leg MF-31 

JUIINSUN. R 0 Northern States Power Co 82/02/23 OINITT. I 
Antitrust & Economic snalgsis Branch (Utllltg Finance) 3pp 
12132 140 34X Flche 50-000. 02/02/23. 9203030306 


P Operating license stage docniconts & correspondence 


0203010001 Add] response to FOIA request for 30 categories of dniuT.p|iti. 
re NtlRCO-0660. "NRC Action Plan. " Forwards docu.-ients listed 
In APps A. B. C 6 D. Info partlallg withheld (ref FOIA 
Exemption 31 

FELTON. J n Division of Rules and Records 81/06/04 HADDEN. 1 ,1 

Hage. 8c ho I er. F 1 erman. Mags 6 Handler 9pp 12730 006 24X 

Flche 30-202. 81/00/04.8203010001 


—0003201041 Forwards status of operating PNR auilllarg feedwater sgs 
evaluations for Ues t Ing house. C-E 6 BLN N988 plants. 

MATTHEU'3, P R Auilllarg Ogstems Branch 00/02/23. OENAROVA. V 
Auxlllarg Sgstems Branch I4pp 12760 329 24X 

Flche 30-000. 01/00/04. 8203010001 


0203030246 Forwards corrected Tech Specs Page 3 4-2, re steam eiclusler. 
sgs 6 rad loch eml stry 

OlIANNl.D C. Operating Reactors Branch 3 82/01/2S MAYER. L U 

Northern States Power Co 2pp. 12109 337 24X 

Flche 30-283. 82/01/26.8203030246 


--6203030247 Corrected Tech Spec Page 3 4-2 re steam exclusion sgs fc 
radiochemts tfg 

* Division of Licensing 03/01/28 Ip 12109.339. 24X 

FlCho 30-202. 02/01/28.0203030246 


0203040057 Notifies that Tech Spec s, operating procedures i. plant 
equipment re postulated fuel handling accident will provide 
acceptable level of protection to public against potential 
consequences of postulated accident 

CLAR^. R A Operating Beectnrs Branch 3 82/02/03 MAYER. L O 

Northern States Power Co. 2pp. 12130. 167 24X 

FlchP 30-282. 82/02/02,0203040057 


-eJCJO'JOOftl 5af»{g rvaKjtion r* #i.»l nar.j 1 1 at t *'‘*’‘’* 

cs-.liir-t'.t 0c».* for onP or t-o #oU»J a»»P»l>nP» Oop 

to (ottuUttd jccidare opp su#* i< i i<*a»l«p t!>ai' 

lOCrniOD 9 uid«Ur»s „ ^ f>o,r3/n^ aoo 

. QMltP o» f.^clPar Rppttor ftP,olatlon. Ot'ot*®: e?/C2/0J J?P 

13133 169 J«« ficPp 50*202. 82/03/03- S3O30a00J7 


-0203020397 Rpiponde to MIC 030113 Ur re violations notod In IE Intp 
Rppts 50-202/01-34 8, 30-306/01-36 Correct lv« actions 
increasin? claisrcor review cooplotlng assigned reviews In 
ci*>elu manner & verifying review reading 

pl£N*'ART,A Northern Otates Power Co 82/03/12 N0REI.IU8*C F 
Olvlilon of Engineering b Technical Prograns 3pp 13009 33/ 

•)a. eirhp 50-582. 02/02/24,0203020932 


PCC317O045 ^f^9o ft#e<fei tD couplet? r#vle« dP 

-t mi lltrt II 8 If ‘^flCS Point V»nt« fotholCdl 

5f prcpcstC operating gvioelloes for BCS vent usage should 
te resolved g.nerltallj tnrCvgh '>*"*'♦ , „ 

CUARA.R A Operating Readers Franch 3 02/02/24 rAYER- U P 

rortnern Stales Pc..er Co 9pp 12329 i26 SO* 
riche 50-202 02/02/24.920317004 3 


02331 10520 forwards Anercs 54 t 40 to Licenses DPR-43 & DPR-60. 
respective!,. EtA 8. negative Oeclaralmn 1, nette* of Issuance 
t ava 1 laht 1 1 1 j Astro deletes App 8 fech Specs fros CL *■ 
inserts certain reporting regu I remedts into App A _ _ 

OIIAVsI.O C Cperaling Reactors Branth 3 82/02/26 MAVEft. L 0 

ricrtheen States Power Co 4pp 12231 217 24X 

fiche 30-202. S2/02'2b.8a031V052e 


'-0203110532 Abends 54 i 40 to Licenses DPR-42 8. OPR-60. r espec t > vel y. 
deletinj App £ Tech Epees 8, inserting certain reporting 
Tsuulrs-'ents into App A 

ClARp.B A Operating Reactors Branch 3 02/02/26 /pp 

12251 222 24X Ftche 50-202. B2/02/26. 8203) 1032B 


•-0203UC539 tlA % negative declaration re issaante of Abends 34 8. 48 to 
Licenses CPR-42 t DPfl-60. reep ec 1 1 ve ly 

e Office of Nuclear Reactor Regulattcn. Director R2/02/26 9pp 
J225J 229 241 Fiche 50-282. 02/02/26. 82031 10320 


'-62031I0537 Notice cf issuance 8, ava 1 1 abi 1 1 1 y of A-ends 54 8. 48 to 
Licenses CPR-42 & OPfl-60. respec 1 1 ve 1 y 

CLARA. R A oparattrg Reactors Branch 3 02/02/26 2pp 

12231 234 241 Fiche 30-202. 82/02/26, 02031 10520 


8203160466 Forwards IG Ins? Repts 90-2B2/B2-01 h 30-306/02-01 on 

020101-31 8< notice of violation 

BPESSARO. R U Division of Project *■ Resident Prugrans 02/02/24. 

OIlBERIS. 0 E Northern Etates Power Co 2pp 13309.093 24* 

Fiche 50-282. 82/02/24. 0203160466 


--8203160471 Notice of violation from inep on 020101-31. 

0PES0ARD. R L Division of Project b Resident Progra.sis. 02/03/05 
IF 12309 097 24X Fiche 30-282.82/02/24.0203160466 


--B20316047B IE Insp Repts 30-283/82-0! b 30-306/02-01 on 020101-31 
Nonco-ipliance noted final Investigative rept for UER 
P-RO-01-33 not prepared 8< completed as of 60-day Insp 
following event 

FElERAaENO. C 0 . 0UnOE8S. Q L . NELSON. R U Reactor Projects 
Section 2C 82/02/24 lOpp 12309 090 24X 

fiche 30-382.82/02/24.0203160466 


8203160340 Forwards IE Insp Repts 30-202/03-03 b 30-306/82-03. on 
020119-23 No none ompl lane e noted 

lyORELlUS.C £ Division of Engineering b Technical Programs 
02/02/25 OtUOEHTS.O E Northern States Power Co 2pp 12306 139 
a4X Fiche 30-282.02/02/23.0203160340 

— B203160332 IE Insp Repts 30-282/02-03 b 90-306/02-03. on 020119-22 No 
none omp 1 1 an c B noted Major areas Inspec ted . two previcius itamfi 
of nonconpl lance, previous unresolved tteoi b other open insp 
I terns 

HUETER.l. J . OREOER-l. R Division of Engineering b Technical 
Programs 02/02/22 8pp 12306:141 24X F 1 c he : 30-203. 02 /02/23. 

8203160340 


8203190061 Advises mat N9C understanding Is that no technical 
deviations from NRC positions re Thl Ite.e III D 3 3 re 
ih-plant Icdlno instrumentation, requested If understand 1 ng 
me or r ec 1. for ma ) notification should be made within 30 days 
Clark. ft a OptraClng Reactors Branth 3 B2/D3/02 NAYER.L 0 

Ncrthern Stotts Pewar Co 2pp 12239 340 24X 

Fiche 50-382. 02/03/02.8203130061 


6203180392 Advises that response to TMl Action Item 11 It 3 3. Tcporting 
relief valve b safttj valve failures b chal Itnges. Is 
accrptabls lech Specs will te required. 

CLARK. R A Operating Reactors Branch 3 82/03/02 HAYER.L.O. 

Northern States Power Co 2pp. 12343 146 24X 

Fiche 50-262. 82/03/02. «2O310O392 


P203I90I20 Advises that util 791114.801107 b B11203 commitments to 
interim posit Ion. keeping purge b vent tys isolation valves 
closed whsn rsactor is above cold shutdown, occegtahle Bpec 
of purge frequency b Tech Speci change requested 
CLARK. R. A Operating Reactors Stanch 3 03/03/08 MAYER. L 0. 

Northern States Power Ce lOpp. 13394 319 24X 

Ftche 90-202, 02/03/08, 0203190128 


licensees of operating plants, 
■e use of INPO SEE- IN 

ig 02/03/09 HAUSPUftO. A. 

I 3pp 12291 031 24X 


ifo re NUREO-0737 Items 1 A 2 I b 
> b reector operetor 
e Response 

03/17 MAYER. L.O. 

34 X 


en Reload Licensing 
Isted sections 
NAD-8I03P. also 
Sub j 

23 Office of Nuclear 
24X 


dene e 


0203110139 Advises that IE Info Notice 02-01 . Rovl e 1 on 1. •■Aorlllary 
Feedwater Pump Lockout Resulting From Uestlnghouse M-2 
Switch Circuit .lod. " was sent to listed licensees. 

s Region 3, Office of Olrectcr 83/03/26 Region 3. Office -ef 

Director Ip 12212 313 34X F Icho 90-000. 82/02/26. 82031 10 139 


0203110079 Advises that IE Info Notice 82-03. "Environ Tests of 
Electrical Terminal Olocls. " wad sent to listed llceodOes. 

* Region 3. Office of Director 02/03/04. Region 3. Office of 
Director tp 12213 344 34X Fiche 90-000. 82/03/04, 02031 10077 


B203U0249 Forwards corrected notice of violation b corrected Page 6 to 
te Insp Rept 90-302/82-01 b 90-306/82-01 

0PES3ARD. R 1. Division of Project b Resident Programs. 02/03/09. 

OlLBERTS. D E Northern States Power Co Ip 12219 134. 34X 

f iche 90-282. 82/03/05. 82031 10249 


--8203110351 Corrected Page 6 to IE Insp Repts 90-203/83-01 b 
50-306/83-0! 

« Division of Project b Resident Programs. 02/03/09. Ip. 
12215 139 24X F I the 50-202. 63/03/05. 8203110249 


— 8203110353 Corrected notice of violation from Insp on 830101-31 

SPESSARD. ft L Division of Project b Resident Programs. 02/03/09 
Ip 12215 136 24X Fiche 50-202. 82/03/05. 8203110249 


8203190382 Ach receipt of 820236 Itr Informing NRC of stepe taken to 
correct violations noted in t£ Insp Repts 50-382/81-23 b 
50-306/01-27 

NOREL.108. C £ Division of Project b Resident Programs 82/03/09. 

OlLBERTS. 0 E Northern States Power Co Ip. 12347:102 24X 

Fiche: 50-282. 82/03/ 09. 9203190302 


—8203190390 Responds to NRC 030127 Hr re violatlone noted In IE Insp 
Repts 50-282/01-25 b 50-306/01-27 Corrective actions 
withheld Cref IOcrR7321) 

OlLBERTS. De Northern States Power Co 82/02/26 NORELIUH.C.E 
Otvlslon of Engineering b Technical Inspection. Ip. 12347:183 
24X F Iche 50-282. 02/03/09,0203190382 


0203190235 Forwards IE Info Notices 82-04. "Potential Deficiency ®f 
Certain AOACTAT E-7009 Series Time-Delay Relays" b 82-09, 
"Increasing Frequency of Drug-Related Incidents." 

e Region 3. Office of Director. B2/03/10 Commonusal th Edison 
Co Ip. 13347 090 24x Fiche 90-000. 82/03/10, B3Q3190239 


NRC of steps teken to 
282/81-24 b 

nlcel Prpgremt. 

or Co Ip 12005-256. 


6203190285 Advises that IE Info Notice 82-06. "Failure of Steam 
Oenerator Primary Bide Manway Closure Studs. " was sent to 
listed licensees. 

s Region 3, Office of Director 02/03/12 Region 3, Office of 
Director. Ip 12349. 20S. 24 X Fiche 30-000, 02/03/12,8203190205 



OUOSTAO. D North am staiai rouar co Jpp. ifUK 

94% rich* 30-282. 81/12/09,8112140076 


3030303 For UPS rd» "Cffluant ti Ustte Disposal Sonplsnitwal Rapt. 

>l-0»c 1981 " 

WER. L 0 Nortbarn States Pouer Co 82/02/26 (ley too 3. Of Pice 

t Director Ip 12132 231 24X Flche 30-202. 82/02/26. 8303050383 


>03030402 "Effluent V Vtastc Disposal Semiannual Kept. Jul-Oac 19(11 '■ 
• Northern States Pouper Co 82/02/26 9pp 12132 232 24X 

Fiche 30-292.82/02/36,8303030383 


1160498 Forwards pronthlg operattny repts for Feft 1903. 

%Y£R.L 0 Northern States Pouer Co 02/03/13 Director's 

*ftce. Office of Inspection anp] Enf arce.een t Ip 12309 140 24X 

Ich* 30-283.02/03/12.8203160490 


}03160301 Monthly operating repts for Feb 1902 
DUOSf AO. 11 Northern States Popaer Co 82/03/04. Bpp 12309 149 

24X Flche 30-283. 82/03/12,0303160490 


teportable occurrences. LERs 6 related correspondence 


1030331 Forpoards LER O3~OOI/03L-O 

WEfl.L □ Northern States Pouer Co 02/03/24 Region 3. Urrict- 

’ Director Ip 12098 304 34X Flche 30-282.82/02/34.0303030331 


103030333 LER 82-001/03L-0 on 020123. one overposier delta T supnpnlng 
unit found out of spec. Caused by Foiboro Model 66(lC-OL 
fupn-ilng unit instrument drift Device reca 1 ihr. Eva I ua 1 1 on 
underway 

HUNSTAO.A A Northern Slates Pouer Co 02/02/24 Region 3, 

Office of Director Ip 12090 303 24X Flche 30-203.02/02/24. 

8203030331 


1230302 Forwards LER B2-003/03L-0 

sYERi L 0 Northern States Power Co 02/03/12. Region 3. Office 
• Director Ip. 12382 120 24X Flche 30-202,82/03/12.8203230002 


103330306 LER e3-003/03L-0 on 020309. dur 1 ng annual visual Insp.onp 
steam aicluston control damper found tnop erab I e. Caused by 
failure of drive gear in Pacific Air Products Oapnper Model 
R-33-P8. Dear replaced 

HONSTAO.A A Northern States Power Co 03/03/12 Region 3. 
Office of Director Ip 12302 131 34X F Ic ho 30-202. 02/03/12, 

8303230303 


.ET 30-204 IDAHO STATE UNIV RESEARCH REACTOR 


nsgectlon rsperte..lE Sulletins t* currespnndenc e 


130178 Act receipt of 811113 I tr inforpnlng NRC of eteps taken to 
prrect violations noted in IE Insp ftept 30-284/01-01 
: OWN, 0 0 Techntcel Inspection Branch 81/12/14 WILSON. A F 
liho State Unlv Ip 11563 234 24X Flche 30-284.81/12/14, 

.'01130178 


vET 30-285 FORT CALHOUN STATION. UNIT I 

ptcurlty, medical, spnergancy t. fire protection plans 


•030042 Releases public version of revised State of !A emergency 

LTON, j, H Division of Rules and Records 02/02/23. Document 
■nagement Brenth Ip 1210B 001 24X FI the; 30-283. 83/02/23, 

103030043 


.03030048 Forwards public version of revised State of lA epnergency 
9 lAn. 

JONES. MC Omaha Public Pouer Otstrlct 02/02/13 COLLINQ, j T 
Region 4. Office of Director Ip 12108:004 24X 

Flche: 30-203. 82/02/33.8203030042 


11203310333 Releases public version of radiological energency respnnee 
plan 

PEL ION, J M OlvislDh of Rules and Records 02/03/29 Oocuot-nt 
Management Branch Ip 12469 001 34/ Flche 30-283.02/03/29. 

0203310333 


-'0203310339 Forwards public version of State of NE radiological 
etergenty response pVai. for nuclear pts,»r plant Incidents 
JONES, W C Ciraha Public Power District 03/03/12 COLLlNO. .1 1 
Region 4. Office of Director Ip 12469 002 24X 

Flche 30-383.83/03/29.0203310333 


'0203310343 Public version of State of NL rodlologltal emergency 
response plan for nuclear power plant incidents 
• Nebraska. Ctate of 03/03/01 333pp 13469 004 34X 

Flche 30-383. B2/03/39. 0203310.333 


p Operating license stage documents 6 correspondence 


0203010001 Addl response to FDIA reguest for 30 categories of document 
re NUREO-0660. "NRC Action Plan ” Forwards documents listed 
In Apps A.B.C t. 0 Info partially withheld <ref FUIA 
Ecemp 1 1 on 3 > 

FELTON. J M Division of Rules and Records 81/08/04 MADDEN. 1 J 

Kay e. 8c ho 1 or . F ] erran. I'ay s fi. Handlor 9pp. 13730 006 34X 

Fiche 30-333.81/08/04.0203010001 


-'B002300296 Forwards util accident analysis re main steam tine hreuk 
Inside containment. Reguosts comment on sofoty concerns re 
Increased containment pressure t potentiol return to reoctor 
power following break inside containment 

DENAROVA.U Autlllar.j Bystoms llranch 00/01/23 NDV/AK. T 
Reactor Systems Drench UUILER.U Contolnmenl Systems Branch 
2pp 12733 133 24X Flche 30-000. 01 708/04. 0203010001 


— 0003201041 Forwards status of operating PWH auiillary feedwater sys 
evaluations for Uestlnghouse. C-E 6 D6W NUS3 plants 
MATTHEUO. P. R Auiillary Bystems Branch 00/03/23 OENARUVA. V 
Auiillary Systems Branch 14pp 12768 329 34X 

Fiche 30-000.81/00/04. R20301000I 


0201130470 Forwards CEN-109, ‘Eveluatlon of Pressurited Thermal bhoc fc 
Effects Ous to Small Break LOCAs W/Loss of Feedwater for 
C-E N88S. " (. Apps A-J. in response to 1MI Action Plan 
Requirement 11 K 2 13 

BASKIN. R P C-E Operating Plants Owners Oroiip 01/12/31 
EISENHUT.O 0 Division of Licensing 4pp 113/0 024 24X 

Flche 30-233. 81/12/31.0201130478 


Q2030I0297 Forwards request for addl Info re Improved In-plent iodine 
Instrumentation In support of NRC review Of Enel 10 to uttl 
80I23I Itr re NUREO-0737. I tom III D 3. 3 Response requested 
within 30 days. 

CLARK. R A Operating Reactors Branch 3. 83/02/04 JONES. W C. 

Omaha Public Power District 4pp 13076 381 24X 

Flche: 30-283. 82/03/04. 0303010397 


8203020233 Forwards Amend 64 to License DPR-40. safety evaluation 6 
notice of Issuance t. ava 1 lab 1 1 1 ty . Amend revises Tech Specs 
for HC8 press ure-temp limits for operation through 6. I 
effective full-power yrs 

TOURIONV.E 0. Operating Reactors Branch 3 83/02/03. JONES, W.C 

Omaha Public Power District 4pp 12092: 174 34X 

Flche 30-383, B2/02/03. 8303030233 


"9203020230 Amend 64 to License DPR-40, revl s Ing Tech Specs for RC8 
pressure-temp limits for operation through 6 1 effective 
full-power yry 

CLARK. R A Operating Reactors Branch 3 83/02/03 I3pp 

13093 178 a4X Fiche 30-203. 82/03/03.8203030233 


-'0303020272 Safety evaluation supporting Amend 64 to License OPR-40. 
TQURtQNYiE Q . RANDALL, P N Office of Nuclear Reactor Regulation 
Director 02/02/03 3pp 12092 193 34X Flche 30-285. 82/02/05 

8203020233 


!, dwiildbllttj Of f>"en3 


-e203050?77 Kotico 

A 3 c*rdt.A, R.dctors Branch 3 62/02709 

'iCW %l 2 oJ f!c«’ 90-265. 62/02/05. 6203020253 


64 to L tc onto 
2;p 


£50334030-? forjdfjt J '* U |aJ^°F,Xa t e^s* » - 

!>" «"-r; •■■" 

Fift 30-263- 02/02/10 820304030'» 


--B203040314 Sifet, jvaluaticr 
f eftOfdter ay* 

TOfRIt?'/. E 0 . hEHHl*«3.A S 
02/02/10 4pp !2130 231 


pupperttnj lela-^lc qua 1 1 f itatlon of 
Operating B*'8f>ch 3 

24V Fiche 50-385.82/03/10.8203040309 


6503040047 Fcruarca r.queat for adO I »"fo re adequacy 
ilertric < i »tr ibot ic" »o* voltafle 

CtAR/,H A Operat.oq Reactor, Dr aofh 3 32^02'*’ 

0*aba Pvtut Pojer Oiitrict 4p? 12126 356 24X 

rich* 30-205.02/02/ 1 1- B30304C047 


of station 
JONES- w C. 


02O3D4O522 Fcruards Revision 1 to request for addl info re equ»P-re«X 
environ qval 1 f i ca 1 1 on revieu Requests response within 30 

aARh'fi a" Operating Reat tars 0 ranch 3 02/02/16 J0-.E8.W C 

O-naha P-blif Peer Oistnct 4pp 12137 119 24X 

Fiche 30-205-02/02/18-6203040522 


-6202000340 Revision I tc request for addl info re "Equipment Environ 
Ojallf icatlcn Review of Licensee Resolution of Outstanding 
t%sue« Frp-^ «RC Enviro" Oudlif t cattort 6 af«tg 

tvaluauon Repts t, THl Action Plan Installed 

. Franllln Instltotc/Prar.llln Research Center NRC-03-79 IB 
RFI-C5237-304 flOl 62/02/03 BBC - no Detailed Afftllatlun 
Olv.n 7JP 12137 124 34X Fiche 90-289.62/02/16.0203040522 


0203110148 Suppis 010726 Itr 6 responds to 811002 6 1103 Itrs re 
containneot purging *■ venting Bevle«; status of four Items of 
810728 Ur 6 eight related areas of NUREG-0737 Item 
[] e A 2 re <ontatn-eni isolation Integrltq. listed 
Clara, n a operating Reoctors Branch 3 B2/02/24 JOSES.U C 

Omaha Public Power Oistnct 4p? 12250 334 34X 

Fiche 50-205.02/02/24.0203110148 


- -92031 10150 Sa felg evaluattoh accepting licensee 611009 response re 
lor-g-ters operablUtg of 43-ifich diameter purge valves 
» Egulpsent Qua 1 1 f > t *t 1 on Branch 82/02/24 Ip 12230 336 24x 

Fichs 59-285.82/02/94.8203110148 


8203100401 Advises that tMI Action Hem It E I 1 is complete s;/D20I93 
Ur re aoilllarg feeiuater sgs flow design basis 
CLARK. R A Operating Reactors Branch 3 82/03/01 JONES- </ C 

OraSa Putllc Power District 2pp 12343 l 54 24» 

Fiche 50-285.82/03/01.8203160401 


8203193172 Forwards request for add! info m response to TMI Action 
lien 11 0 I re RCS high point vents 

CLARK. R A Operating Reactors Branch 3 B2/03/04 J3NES.t> C 

Draha Public Po-er District 5?? 12353 394 24* 

Fiche 50-205.63/03/04.6203190172 


8233230225 Forwards "lethnltal Evaluation Rept for Containment Purging 
V Venting During Normal Operation of Fort Calhoun Station • 
Purge/vent sgs design acceptable subi to impleeentatlon of 
listed recc-mendaticns 

LAUOEnBACH. 0 H ECbO. Inc 02/03/04 9H0M.0HK Containment 
Sgslems Branch Ip 12301 166 24* Fiche 50-209.02/03/04. 

8203230223 


8303170120 Notifies that instaHatlon t callbr o# containment hgdrngen 
moiltirs.p^ NjnEO-0737 Item It F 1 t-i/.U be delaged until 

!S?!v'r «/»';; cva.... . 

Operating Reactors Oranch 3 Ip 12314.336 
FI the 50-209. 02 / 03 / 10 . 82031 70128 

0203170179 Forwards addl Ihfo re Improved In l**^'*^ *®***”® 
instrumentation for accident tondmnns -» ;«Bulred by 
NUfiEC-0370, Item 2 1.8 C 4 NUREO-0737. t ten 1 1 1 D 3 3 per 

O-erattng Reactors Branch 3 2pp 12314 114 wn* 

Fiche 30-283. 02/03/13- 6203170179 


0203310163 3 uirmaru of 820303 neetlng w/C-E owners group In Oethesda.MO 
?e iretLr^^^hermal shod Issue Agenda, list of attendees 

tlSSINO^r “oplrating Reactor, Branch 4 02/03/12 O'”;:**!"® 
filldod Vane* 4 5PI. 12466 077 24X F I che 30-000. 02/03/ 12. 
0203310163 


--8203310178 Notification of 820219 meeting w/C-E owner, group In 
Dethesda.no to discuss C-E generic rept 4 plant specific 
130-day responses re pressorUed thermal shoe* Issue 
VIS31NO.O Operating Reactors Branch ® ' 

Operating Reactors Pranch 4 107pp 13466 083 24* 

Flcho 30-000.82/03/12.6303310163 

9203230707 Inform, that.e.cept for one document. Info requested In Port 
A of Franklin Research Ctr request for add! info ro environ 
qualification of saf e t y-re 1 a t ed electrical equipment uae 
forwarded In 620208 Itr o a 

JONES. W C Omaha Public Power District 02/03/18 CLARK- R A. 

Operating Reactor, Oranch 3 Ip. 123B0 213 24* 

Fiche 90-283.02/03/10.8203230707 

8203260004 Forwerds request for addl Info re preesurlied thermal shock 
4 130-fay response to MRC 810031 Itr _ -a .. v. 

CLARK. R A Operating Reactor, Branch 3 82/03/18 JO.NGO- W C 

Omaha Public Power District 4pp 12426 333 34* 

Fiche 90-283. 02/03/18- 020326C004 


G203240194 Forwards response to 020211 request for addl Infe re 
adequacy of facility electrical distribution tye voltaga, 
vGNES. U C Omaha Public Power District 02/03/19 CLARK- R A. 
Operating Reactor, Oranch 3 83pp 12397 011 24* 


8203290247 Forward, proposed Tech Spec, re 011113 OL amend application 
correcting revision marking, on Page, 2-60. 2-68o 4 2-70. 
adding Pages 2-63 4 2-70a 4 revising Page, 2-62.2-620. 

2-64 4 2-64a to Incorporate numerical change,. 

JONES. W C. Omaha Public Power District. 82/03/22 CLARK-B. A 
Operating Reactors Branch 3 2pp 12428:296. 24* 

Fiche 30-203.92/03/22.8203290247 


--B203290233 Pt oposed Toch Gpec change, ro 811113 OL amend eppllcatlon 
Incorporating numerical change. Page, 2-62. 2-62a. 2-64 4 
2-64a. c orrec 1 1 ng revision Indications on Page, 2-60.2-600 4 
2-70 4 adding Pages 2-63 4 2-70a 

» Omaha Public Power District 02/03/22 2lpp 12429 300. 34X 

Flcho 50-283.02/03/32.8203290247 


O Inspection reports. IE Bulletins 4 correspondence 


8203020679 Ac k receipt of 811221 Itr informing NflC of step, taken tp 
correct violation, noted In IE Insp Rept 30-283/81 -28. 

BROWN. C 0 Technical Inspection Branch 02/01/29. JONES- W. C 
Omaha Public Power District. Ip 12079 013 24* 

Fiche 30-203- 82/01/29.820302067 9 


--8203230231 "Tethnical Evaluation Rept for Contalnrent Purging 4 Venting 
during Normal operation of Fort Calhoun Station " 

LAUDBNBACH- 0 H E040. Inc 02/02/20 hRC - No Detailed 
Affiliation Olven 3pp 12301 167 24* Fiche 30-289.82/03/04. 

8203230225 


8203110001 Generic Llr 82-04 to all licences of operating giants, 
applicant, for OL 4 holders of CP re use of INPO 6 EE-IN 

program 

EISENHOT.D 0 Division of Licensing 02/03/09. HAUSPUflO.A 
Consolidated Edison Co of Now Van 2pp 12291 031 24* 

Fiche 30-000.02/03/09.0203110001 


0203290023 Forward, request for addl info In response to NUflEO-0737 
Action Item It E I 2 re feedwater sys initiation 4 flow 
( saf aty-grade I Amend application of 811116 on hold pending 
receipt of new setpoint request 

CLAW.R A Operating Reattor, Branth 3 B3/03/09 JONES. U. C 

Omaha Public Power District Spp 12421 099 24* 

Fiche 30-203.02/03/09.0203230023 


--8203020664 Responds to NRC 811129 Itr re violations noted In IE Inep 
Rept 30-283/61-20 Correc t I ve actions established manager- 
radiological health 4 emergency planning pool t ion. Comp I eto 
definition of upgraded ALARA program will be dona by 820601- 
JCNES.W C Qmha Public Power Olstrlct 81/12/21 COLLINS, J T 
Region 4. Dallas. Office of the Director (Bt/03/01> 2pp 
12079 014 24* Fiche 30-289,02/01/29,0203020673 


8203050445 Forwards Revision 1 to IE Info Notice 02-01. ••Au«lllAFg 
Feedwater Pump Lockout Resulting From Uestlnghouse U-2 
Switch Circuit Mod." w/corrected Figure 3 4 Table 1. 

CCLLIN 8 . J T Region 4. Office of Director. 82/02/26 Public 

Service Co of Colorado 2pp 12134 138 24* F 1 Ch# : 30-000. 

82/02/26- 8203030443 


6203160326 Forwards IE Info Notice 82-03, "Environ Tests of Electrical 

COLLINS. 0 T Region 4. Office of Director 82/03/04 Public 
Service Co of Colorado 2pp 12307 034 24* FI ch* ; 90-000. 

82/03/04. 8203160326 


E-7000 Sertet Ttmo-Oelag Relays." 8. IE InCO 
w i C «■ 02—05, "Increasing Frequencu of Drug-Related 

Clements. ■* 

,J. T. Region 4. Office of Director. B3/03/10 Put 1 l< 
fvlce Cc*. op Colorado 3pp 13308 0<?7 34X FIche 90-OOD. 

to. ea 03 160367 


t *30333 F’a T'<,<«rds IE Info Notice 83-06. 'Failure of Stoa'O Generator 
Imor*^ Side Manway Closure Studs " 

*J. T. Region 4. Office of Director 03/03/13 Public 
•■Vic* Co. op Colorado 3pp 13349 304 34x Flcbe 50-000. 

/'03yr IS?, 0203 190333 


2302'70 F'orttfardB IE Info Notice 03-07. "Inadequate Qecurltg 
feeriJog Prograos ” 

T. Region 4. Office of Director 03/03/16 Public 

r-vlcw Co, of Colorado 3pp 13370 334 34X Flcbe 50-000. 

/'03./' 1 &, 0203230370 


nn-uou ptaceo in aiain. eg evui.w iui.ciiing 

Aiecbanlsn due to ^Irt t. grease iatch cleaned 

MUELLER. R a.sabe Public Power District Dl/OD/37 Region 4. 
Office of Director 4pp 13319 053 a4x Flcbe 50-303. 03/03/01.. 
8303170334 


0303190390 Forward® LER e3-003/03L-0 

JONES. U C Oraba Public Rosier District B3/03/11 COLLINS..* t 
Region 4. Office of Director Ip 13349 377 34X 

Flcbe 90-305. 03/03/1 1. B3031 90390 


--0303190301 LER 0r-OO5/O3L-O on 030210. at 9B7. power, control elnreiit 34 
Inserted Into core Eneryency Procedure EP-I3.CE0M 
sa I f unc 1 1 on s, licp I enon t ed 6 power stablllied at 097. Caused 
by erroneous operating instruction Instruction changed 
OATES. no Oeiaba Public Power District 63/03/33 Region 4. 
Office of Director 4pp 13349 S’O 34X Fic he 90-309.03/03/11. 
8303170390 


•’S'locflc operating reports 8. related correspondence 


C3‘?02£>£> F'ortuardi sonlannoal effluent releases 8. environ operatloiio 
pt Poi* — Dec 1981 8. annual operational aipiisures for 

r» — Db'C 1 I . 

Mere, M C. Omahe Public Power District U3/03/36 Director's 

Flcv* OF^lc« of Inspection end Enforcenient Ip 131 60 167 . 3*1 X 

Che: SO— 2E3S, 03/03/36.0303090266 


030*702'72 Cf 'fluent releeses semiannual ropt.Jul-Osc 1981 t- annual 
D p e T- o t S ors d 1 erposures rapt.Jul-Dec 1901 

M. C. Omaha Public Power District 03/03/36 tSOpp 
121&0: l&O. 34X Flcbe 90-389.03/03/36.8303090366 


B307 10 Foywarde monthly operating rept for Feb 1903 
Sl£0. W. C- Omaha Public Power District Q2/03/12 OEVQUMO. R C 
OFflce. Office of Inspection and Enforcement Ip 
30*?: S?aS. a4X Flcbe 50-389. 03/03/12.0303330710 


0303090306 Responds to N9C 011110 1 tr requestlny addl Info re proposed 
storage of U heiafluoride Util plans to store U heiafluorlde 
In one of two storage areas Doth areas currently undergoing 
evaluation for soli load bearing capacity 

J0.NE8. W C Qiraba Public Power District 03/03/36 CLAW'. H A 
Operating Reactors Oranch 3 30pp 13633 365 24X 

FIche 90-385.03/03/36.0303050306 


OOCHCT 90-306 INDIAN POINl aiATION. UNIT 3 


F Security, medical- or.organcy 6 fire protection plans 


0303100539 Forwards notice of violation for failure to comply w/U3030l 
deadline for establishing prompt public nottfUatton per 
tOCFRSO 94 6 App E Civil penalties will be proposed for 
llcenssBS completing installation after 030301 
DEvnUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/02/13 OAYNE, j P Rower Authority of the Stole of 

New Yort 3pp 13317 123 34X FIche 50-306.83/03/12.0303100939 


032307S 1 Monthly operating rept for Feb 1983 

R. kj. Omaha Public Power District. 03/03/30 llpp 
1 23Q^: 24X F I cbo 50-309, 03/03/ 1 3, 02033307 10 


occurrences. LERs ti related correspondence 


230031 RO: on 030303. radiological effluent Tech Spec limit violated 
^ ^ ffslrrtebelS when radioactive gas released through 

n’t! lAbion is tact Cause not stated Offsite survey showed all 
mo I o mo d t A normal background levels 

Omaha Public Power District 03/03/04. COLLINS. .1 T 
a sort OP flee of Director 3pp 13390 100 24X 

ch«: SO— 2SO* 33/03/04.8303230031 


'-0303100945 Notice of violation for failure to comply w/030201 deadline 
for establishing prorpt public notification eye 
DEyQUNO.R C. Director's Office. Office of Inspection and 
Enforcement 03/03/19 Ip 12217 135 34X FIche 50-206. 

83/03/12. B20310D939 


8303090220 Notifies that each licensee roust conduct separate full-scale 
erercise Involving state 8 local agencies as required by 
Section IV F of App E to t0CFR50. LI c ansee not participating 
In 820302 eierctso should conduct one later In 1903 
NOVAIV. T H Assistant Director for Operating Reactors 03/03/23. 

OERHV. 0 1. Power Authority of the State of New York 3pp. 

13143 396. 34X FIche 90-306. 02/03/33. 0203090230 


_ — Q2^*? Foyteiards LER 01-004/03L-0 

MFR W C. Omaha Public Power District. 02/03/03, COLLINS..* T 
rt i OPP Ice of Director ip 13319 080 24X 

chy 33/03/03.8203170239 


UE R 02-OO4/O3U-O; on 030203. sma 1 1 quantity of radioactive 
^p^^cgctjlate released to auxiliary bldg during routine 
* Caused by failure of stack gas monitor RM-063 to 

?air“is* a* ^ appropriate setpoint doe to faulty alarm module 

Omaha Public Power District 83/02/05 Region 4. 

^4c* niractor. 4pp 12319 081 24X Flcho 9O-385.03/O3/O:i. 

203 1 7032 .^ - 


p-ceytuards LER 02-OO3/O3L-O 

C Omaha Public Power District 02/03/03 COLLINS. J T 

■ OPP of Direr tor Ip 12319 303, 24X 

O' » 82/03/03.0303170379 


0303110467 Dentes 820139 request for extension of top I emofi tat I ora of 
prompt notification syi. Info will be provldod re appropriate 
enforcement action. 

EISENMUr. 0 0. Division of Licensing 03/02/29 0 INCLAIR- L. H. 

Power Authority of the State of Now York. 0pp. 13339.073. 34x 

FIche 90-206. 02/02/39. 0203110467 


8303080313 Informs that Initial installation 6 testing of alert 8. 
notification sys In all counties surrounding facility has 
been completed 

BAVNE. J P Power Authority of the Stale of New York O'TOQLP-. J D 
Consolidated Edison Co of New York 03/03/36 HAYNES. R C Region 
I, Office of Director 3pp 13194 129 34X FIche 90-003. 83/03/36. 

02030S03I3 


0303100444 Forwards comments on Revision 6 to 011020 security plan 
Detailed description of particular controls to be employed 
at Intake structures should be provided Response requested 
within 49 day s 

VAROA. 8 A Operating Reactors Oranch 1. 03/02/36 SINCLAIR, L.W 

Power Authority of the Otate of New York 9pp 12317 009 247 

Flcbe. 90-386. 83/03/36.0303100444 


134 


DOCKETED ITEMS 


0iOJlK424 tAit '•ott r»eent r«i/ntci- 

(ir:<(du't« 40c<.e«nt ••rt to N>tS CoJ(*» 

to I Erorjtrcv Pttpor»Jn»»* Soctlon 

rt«l<(nt Iftptttor 

E‘:0»/9--l c Bojor Authority a! tA» State of 
HAVNES.b C ftejtor 1. 0*«»ce o* Oictttet 
FltAt 33-206. 83/03/C9. 82031 70434 


tc emergeAtv fl*" 
of datomfot tent 
6 coe cop 9 to 

Nej Yoet 83/03/09 
to 13316 334 84X 


9303030391 Meirordnium re ASLG 030336 discovery ruling re petltlone 
observation of emergency planning drill AOUB ruling should 
not be certified to Commission Alternatively. If ruling 
c er 1 1 f led. ar 9 ument eboold be heard W/Cert I f Itate of Ovc 
BLOli. J onion of Concerned Bclentlsts BLOK. J . HfluT.J Pub 1 1 
Interest Research Oroup. New York 03/03/01 Comm ssi oner s 

I9pp 13103 lOB 2<»X FI Che 90-347.03/03/01.0303030391 


6303390143 fteg-etti eiteasian until 820701 for Implementing or 
retuestin eieeption frcm App 8 & Sectlcn III 0 fir* 
proteclior regulrenents AlCI ti»e needeC to review Section 
III C stulj Analysis far lafs stutlown cepebtltty end 
PAVkE.J P Power Auibarliy of me State of tfeu 7orl_ 

VARGA. E A Opiretlrg Reactors Branch I 7pp 13430 347 3 

fithe 90-386.83/03/19.8203290143 


8303030396 Application for carl i f 1 ca 1 1 on, re f erral to Com-nl ss 1 on t> 
stay of A6L8 ruling on UCB/NY PIRO motion for discovery b to 
permit entry onto land A3L0 lacks jurisdiction Certificate 
of Bvc b distribution list encl 

8RAN0ENPUR0. B Consolidated Edison Co of New York 83/03/01. 
Atomic Safety and Licensing Board Panel. I3pp 13161 001 34X 

Fithe 90-347, 03/03/01 . 8303030306 


C Ad judicatory c errr spc-nCenc s 


8303010001 Aldl ratpanse to FO(A rayuast for 30 categories of documents 
re MPREG-0660. -M.9C Action Plan '' Forwards documents listed 
in Apps A.0.C b D Irfo partially wlthhatd Iraf FOIA 
Eteoptien 9) 

FfLlCY. J " Division of Rulat and Records Bl/CB/04 flADOEN, 1 J 
eaye 8c rclar. FI arean. Mays i Handler 9pp 13790 006 34X 

Ficha 93-366. 01 /Ca/04. 8303010001 


--791 1 120999 Reccsaandi systsmatlc tntsractlon Investigation by 
intardl tc Ip 1 mar.j team Investigation to include Interactions 
wICMn inttrconnerted elsctrical or mechanical compleits. 
CARSON.n w ACAS - Advisory Ccmmltcee on Reactor Safeguards 
79/10/13 C0S9ICK.L V Office of the Esocutlve Director for 
Operations 3jp 13776 397 34X Fithe 90-000, Bl/OB/04. 

83030IC90I 


6303049444 A-swar opposing R Massinger 620309 petition to emend B11106 
petition to Intervene Petition untimely under A6LB orders b 
falls to estebllsh chain of authority for Interested state 
intarvantlon rtyulrements Certificate of Svc end 
BAaaDEnBjAG. B Ccnsolldated Edison Co of New York 63/03/33 
Atonic Safety and Licensing Board Panel Gpp. 13114 109 34X 

Fiths 90-347.83/03/33.8303040444 


8303040400 Reply opposing UC9/NY RtRO 830309 motion for discovery b 
entry onto lano Oltcovory not evatlable egelnst State of NY. 

Dition premature since petitions to Intervene not ruled on b 
significant logistical problecrs etist U/Cer 1 1 f lea to of Svc 
FACHER.vc A Hew York. State of G3/03/33 Atomic Safety and 
Licensing Board Panel 9pp 13114 134 34X FIchp 90-347, B2/03/33. 

0393040400 


8303030370 Answer opposing UCS/NV PIRO 630209 motion for discovery & 
entry enlc lend Motion beyond ASLB jurlsdlc tion, premature b 
teats discovery egelnst nonpertlss No basis silste for 
Qotlcn Certificate of Svc cnc 1 

BAANDEheURO. B Consolidated Edison Co of New York LEVIN. J J 

Power Authority of the State of New York LEVIN.J J Morgen 

Associates 83/03/34 Union of Concerned Scientists. 39pp 
13103 391 34X FIche 90-347. 83/03/34,8303030378 


0303040387 Forwards licensee answers to UCS/NV PIRO discovery notion 
par reguest u/o encl. 

PlFuS, 0 H Shea b Oould PIKUS.O K Pcuer A*Jthorlty of the State 
of New York PIHUS.O H Consolidated Edison Co of New York- 
83/02/34 CARTER, L U Atomic Safety end Licensing Board Panel Ip 
13114 380 34X Plche 90-347.93/03/34.8303040367 


8303010196 Respsnse to NY CUy Council 830309 petition «<jt leave to 
aeend position to intervene to add addl signatories NRC does 
r.ot Object to addl signatories but petition deficient re 
interventions as Interested state Car tl flee te of 3vc encl 
MCOlXlREN.H J Hearing Branch 1 63/03/29 Atomic Safety and 

Licensing Boerd Panel 7po 13069.001 24x FIche 90-347. 83/03/39, 

8203010196 


8303010170 Motion for approval of encl unetecuted stipulations re 
UCS/NY PIRO motions for discovery b to permit entry onto 
land Certificate of Svc encl 

lltXJRE.J E Hearing Branch 2 83/02/29 Atomic Safety and 

Licensing Boerd Panel 10pp. 13070 303 34X Fithe 90-347,83/03/39 

6303010170. 


8303090336 NY Btate Assembly Special Committee on Nuclear Power Sofet 
response to NRC b licensee replies to petttloneri answers to 
opposition so petitions to intervene ASLfl should consider 
accident conseguinces b emergency planning first 
RWFE.A S New York, State of. 63/03/36 Atomic Safety and 
bSmM 12136 337 34X FI the 90-347.03/03/E 


—6303090019 Certificate of Svc re licensee application for cortlf 
b referral to Commission b for stay of Board ruling on UCB- 
NYPIRO motion for discovery b to permit entry upon land In 
control of licensees b Interested states 

CJAJA.R F Consolidated Edison Co of New York C7AJA,ft F 
A-jthorlty of the Btate of New York. 83/03/01 6pp 13161 01 
34X fUhe 90-247.83/03/01.0303030306 


6303040317 Memorandum b order granting UCB/NY PIRO B20309 motion I 
petitioners to observe 630303 emergency planning eserclse 
from control lonm Stipulations will be approved when signed 
copies filed. 

PARIS, Q II , 9H0N. F.J . CARTER, L J. Atomic Safety end Ltcenelng 
Panel 63/03/01 Power Authority of the State of Now York 

12119 099 34X FIche 90-347, 03/03/01,0203040317 


8303030301 Emergency application for relief from AOLO oral dtscovi 
ruling permitting Intervenor observation of amergency 
reeponse eserclse Certificate of Svc encl. 

BRANOENSURO. B. Consolidated Edison Co. of New York LEVIN. J.J. 
Power Authority of the State of New York. LEVIN.J. J Morgan 
Associates. 83/03/03 Commissioners 13pp 13098 316 34! 

FIche 90-347. 03/03/03,6303030301 


--B303030306 Ap p I Icat Ion (or car 1 1 f lea t Ion. m f erral tn Commission 
stay of ASLB ruling on UC8/NY PIRO motion fnr discovery b to 
permit entry onto land ASLB lacks jurisdiction 
BRANDENBURG, B Consolidated Edison Co of Naw York MOROAN. i 

Power Authority of the Btate of New York. MOROAN, C. Morgan 
Associates. 63/03/01. Atomic Safety and Llcanslng Board P. 
t3pp 13090 394 34X FIche: 30-247. DS/OG/OS, 8303030301 


8303040003 Response opposing ABLE certification of ruling that 
petitioners be elloued In control room during emeroency 
planning eier c 1 se Comml s> 1 on should not accept referral of 
question. Certificate of Bvc encl 

MOORE. J E. Hearing Drench 3. 03/03/03 Comml se 1 oners. 14p 

13117 339 24X FIche: 90-347. 82/03/03. 0303040003 


8303040394 Memorandum b order denying licensee 830301 application 
stay of ABLB 930301 order allowing petitioners to observe 
emergency planning ekerctsc from control room Certification 
denied but request for referral granted. 

PARIS.O. H . BHON. F J . CARTER. L J Atomic Safety and Licensing 
Panel 83/03/03 Power Authority of the Btate of New York 
13119 089 34X F Ic he: 90-247. 82/03/03. 0303040394 


6303040311 Order staying effect of A8LD discovery ruling allowing 
petitioners presence In control room during 630303 emergency 
planning ticrc lie. Stay does not affect ASLB approved 
stipulation. Rationstc to folloiu. 

CHILF..6 J. Oftlte Of the Secretary of tVie Commleslon B3/03/C 
Atomic Seftty and Llctnslng Board Panel. Spp 13119 093 24) 

FIche 90-247. 63/03/03,8203040311. 


6303160080 Staff requirements memo re Commission approval of ordi 
staying effect of A8LS discovery order granting UC8/NY PIRO 
request for entry onto land to obeerve 830303 emergency 
planning eierclsc. 

CHILK.8 j. Office of the Secretary of the Commteslon. 03/03/1 
eiCRWlIT.L. Office of the Otnttal Couniel Ip. 13311.169. i 
Fithe 90-347, 83/03/03.6303160060 


6203090367 Requeets to make statement at next scheduled meeting. 

• Affiliation Unknown. 83/03/04. CARTER, L. J Atomic Safety 
Llcanslng Board Panel. Ip. 13133:069 34X FIche 90-247.83/0 
8303090367 


B3030BOI26 Memorandum advising of LJ Carter address changes. 
CARTER, L J Atomic Safoty and Llcanslng Board Panel. 83/03/0 
13193- 190 24X FIche; 90-347. 83/03/04, 8203080136. 


•0SO31OO37J Stipulation re UCa/NV PIfiO /notion for di«covori| t. to permit 
entrg onto land to oOderve 830303 craergancy planning 

THOaaEN.E 0 Rockland County* NV. POTTERPIELD. A Public li»teret.t 
fietoarch Oroup. Neo Vork POTTERFIEUD. A Potterflald. A 
03/03/36 3pp 13186 334 34X FI c he 30-347. 02/03/09. 0303 100363 


8303160173 Annuer tupportlng WC 030310 motion to o trike tlCO/tnV ('IRQ 
••»lt guntlono" objection* or . a 1 torna 1 1 ve ly • not Ion for tine 
to reply OCS/NV PIRO lack* etanding to file objections due 
to failure to comply w/ASLB procedure* U/Ce i 1 1 f I cate of 8vt 
BHANOENSunO. n Consolidated Edison Co. of N*u York P-ORCAN. C 
Power Authority of the State of New York. POROAN. C Morgan 
Atsoclate* 83/03/09 Atomic Safety and Uicentiny Board Panel 
9pp 13303 031 24X flthe 90-247.03/03/09*0203160173 

8203120340 Memorandum 6 order approving «tlpulatlon« t< requesting Info 
List* procedures to be follouad by NRC 6 licensoes in 
preserving documents. 

CAR1ER* L J . PARIS. D H Atomic Safety and Licensing Board Panel 
83/03/10 4pp 13340 329 24X Ftc h B 30-247, 83/03/10. B303I20;*40 


8303320)37 NV City Council reply to N'RC 6 licensee response to pi-tltlon 
to amend petition to Intervene Arsended petition satisfies 
requirement* for admission of intarestod stale as parly. 

MEEStNOER.fi Neu Vork.NV 03/03/13 Atomic Safety and Licensing 

Board Panel 4pp 13363 100 34k K 1 c he : 90-347. 83/03/ 13. 0303230137 


9303390316 Motion for eipedited order on standing 6 commencing 
discovery 

POTTERFIElO. A , molt. J Public Interest Research Oroup, Now York 
BLUM. J Union of Concerned Bel enlists. 03/03/33 Atomic Safety 

and Licensing Board Panel 3pp 13413 363 34X 

FIche 90-347. 63/03/33, 0303390316 


8203330303 Motion to slvlt* licensee B3Q3Q3 ansvier to MRC motion to 
strike UCS/NY PIRO 830139 objection to NRC 6 llceneee 
statements of position on sii Commlttlon questions 
POTTERFIELO. A I HOLT. J Public Interest Research Oroup. Neu York 
BLUM. J. union of Concerned Scientists. 02/03/23. Atonic Otifoty 
and Licensing Board Panel. 3pp. 13411.331. 34X 

FIche: 90-347. 02/03/33,0303290309 


8303330183 Memorandum 6 order scheduling 030413-14 second special 
prehearing confarence In Uhlta Plains. NY. 

PARIS. 0 H . BHON. F. J. Atonic 8afaty and Licensing Board Panel. 
82/03/33 3pp 13419 036 34 X Fi c h a 90-2 47. 03/03/33. 83032901 U3 


6303310316 Memorandum 6 order denying licensee 011129 motion for stay 
of Commission B10108 6 0910 orders or for dismissal of 
proceeding or etternetlvety. for c ert 1 f leal 1 on to Commission. 

A8L6 does not have jurisdiction to Issue stay. 

PARIS. O H . SHON. F ./ . CARTER, u J Atomic Safety and Licensing Board 
PantI 82/03/3? Consolidated Edison Co of Neu York 6pp 
12499 198 34X FI c ho : 90-347, 82/03/29. 8203.310216 


I* Oeneral correspondence 


8303110301 Request* facility be shut doun until workable evacuation 
plan ha* bean davlsed 

HINES, Kfl Affiliation Unknown 03/03/04. NRC - No Detailed 
Affiliation Given Ip 12313 190 34X F I c he . 90-247. 93/02/04. 

8203110201 


0203110197 Requests facllitla* be shut down. 

HARO, A B Af ft nation Unknown 02/02/09 CARTER. L J Atomic 

Safety and Licensing Board Panel 2pp. 12212 106 24X 

Flcha: 90-347. B3/03/09. 82031 10197 


8303090366 Request* OLs b* ravoksd. 

PE77ANO.A Affiliation Unknown. 03/02/16 CARTER, L J Atomic 
Safaty and Licensing Board Panel Ip, 12133:004 24X 

FIche; 90-347, 82/02/16, 0303090368. 


uesaiivu ..r r 1 I i a V » u.p .r.-v., c,/K 

FIche 90-003. 83/03/19.0303230043 


0 Advisory Committee on Reactor Safeguards reports 8. correspon dene r 


0303110284 SuTiiariiee ACRS 020304-06 meet log re licensee propos.ll ti. 
perform sys Interactions study Util should conduct proposed 
walkdoun phase of study during upcoming plant shutdOL.n for 
refuel Ing 

SHEWMON. P ACB3 - Advisory Committee on Reactor Safeguards 
83/03/09 PAlLaOINO. N J Coirml 5s I oners 3pp 1.7216 (133 
F I c h e 90 - 386 . 02/03/ 09 . 8203 1 1030 4 


P Operating license stage docuirent* 6 c orrespondenc o 


B20301000I Addl response to FOIA request for 30 categories of dneumontt 
re NURE<;-0660. "NHC Action Plan " Koruards documents listed 
In Apps A. U. C t* O Info partially withheld (ref FOIA 
Eiemptlon 3) 

FELTON- J r1 Division of Rules and RocCirds 01/00/04 MADDCM- T •> 

Hay e. Oc ho 1 or. FI erman. Hays !. Handler 9pp 12/30 006 24K 

FIche 90-396. 01 /00/04. 03030 lOOO 1 


--0009190629 Forwards inlo requests for otils for por 1 1 c I p all on in 
Interim reliability evaluation program as followup to 
Crystal River effort SARs 6 LERs are needed by 800319 6 
re.malntng Info by U0060t 

MATTSON. R J. tllvislnii of Safety lechnoloyy 00/03/03 
EtSENIIUT. 0 0 Division of Ltcenslng 4p p 13761 031 34X 

Etc be 30-206.81/00/04. 0303010001 


--8OO320IO41 Forward# status of operating PUR auilllary feeduator *y* 
evaluations for Mes 1 1 nghouse. C-£ 6 08.W NSSS plants 
MATTHE1..8.P R Au« Illary Bys terns Branch 00/03/23 06 NAROVA. V 
Auslllary Systems Branch 14pp 13760 339. 24X 

FIche 30-000.81/08/04.8303010001 


--0007030137 Discusses schedule for Imp lomontat Ion of Task 1 F of INI 
action plan Similar nej OA requirements will be implemented 
for facility revlewa 

HAAOO.U P Quality Assurance Branch 00/04/04 OEUTOM. M R 
Office of Nuclear Reactor Regulation. Director Ip 13/66 OIU 
34 X FIche 30-000. 81/08/04. 8203010001 


— 8011200260 Discusses need to establish firm schedule re util plane to 
conduct sys interaction study Target date of Apr 1981 is not 
real tstlc. Program Is vital step before initiating proposed 
LWR plant pilot program 

9T0UZ.J F Systems Interaction Branch 80/11/03 VAROA.B. A. 
Operating Reactors Branch 1 Ip i2770 031 24X 

FIche 50-000.91/00/04.8303010001 


--SOI 1310646 Provides main points re status 6 prognosis of forthcoming 
sys Interaction review discussed during 001106 telcon u/U 
WulYerdlno of PABYY. 

BTOUZ.J F Systems Interaction Oranch. 00/11/10 R098. D 

Division of Systems Integration (pre 811005) RUDENSTEIN.L 
Assistant Olrsttor for Cor* 6 Containment Systems NOWAK. T 
Assistant Olrector for Operating Reactors 2pp 12770 041. l.’dX 
Fiche 90-000,81/08/04.0303010001 


--Q0133400BO Forwards draft std order for 00£ work “Indian Point 3 - Ilyf. 
Intakactlon Evaluation." to San Francisco Operations Ofc for 
approval Statement of work end 

ROSfl. D. F Division of Systems Integration (pre 011009) FIN 
A-0409-I 90/11/07 LAOflONE.J 0 Energy. Oept oP. Opp 

13778 043 34X F i che . 50-000. 01 /00/04. 0303010001 


0202040393 Advises tliat audit of QOOQll \tr indicate* fatlllty design 
t* operation does not meet requirements of I0CFR2O 6 30 I* 

800211 confirmatory order NRC will continue to conduct 
detailed reviews 

WAROA. 3 A Operating Reactors Branch I 82/01/19 UERRV.O. 1 
Power Authority of the State of New Vork 3pp 11037 013 7!4X 

Fiche 50-206. 03/01/19, 8203040393 


8303930713 Pa'iudrdi •valuation of control room nab I tail I 1 itv‘ 

bated »r. fvvtew oP 310333 h 0730 Itr^.jer NUteQ -0737 Iten 
tl 0 3 H plant TOit should be cocplotoc dorinj 

Cutlr 4/3 rtfu«ltn; outafle.far 9 II 331 c owail tmant. 

V/tnCA. 3 ft Qpardting Reactors Oranch I B 3 / 01/37 OERRV - 0 I 
Power Aufioritg of the State af New Vort S?» 13013 ' 152 24 * 

Fit re 50-2811 82 / 01 / 3 / 6303390713 


8203033044 Ptscusses facilitg sgs interaction projra-i t t.'fiC plans for 
st|S Interaction reviews at all plantsiper JJ Rag G 23 IOD 
ireno 

OIRCKS-W. J Office of the Eiecutive Dtreclar for Operations 
B 3 / 02 /IP SHevi. 13 rJ. P ACRS - Advlsarg Co-Tittee on Reactor 
Safeguares 3 pp 13109 091 34 * Pitfie 50 - 380 . 03 / 03/13 8303030044 


'-8503030031 Farjards sur'nar, *• status r«pt for 810734 meeting w/otll N 
Cbascc o"' propcsei facilitg sgs Interaction projra's List of 
a ttrroeei. deta I I ed r:eeting eg enca. a i es.9 raphs b related info 
• nt I 

CC'ISAH. J H Rrliattlttg #• Rlsl rtssess/ent Branch 81 / 10/30 
IhAOA'Ct.A Rellahtlltg b Risk Assessment Cranch 35 pp. 

13109 074 34 * Klche 50 - 380 . 83 / 09 / 12. 8303030044 


8203040374 Regussts support for operator shift personnel 830317 (■ lO 
uurbsi'O'/s in 3 ostfin KA Mcrbsr.ops provide oppcrtuntta for 
operating eiperionce info eichange Oosten leorlsnap will 
Include Region 1 plants Response reguested bg B 30336 

etOEMijr.OO Dlvisio ' of LUensms B 3 / 03/13 BEPnV. C T Pcaier 
Authcritg cf the State of Wea Vork Ops 13138 046 34 X 

Fiche 50 - 306 . 03 / 03 / 13.8303040374 


8303030033 Forwrards Anend 43 to License OPR-AS b notice of Issuanc* b 
avallabiittg Aiani; revises Tech Specs to allow 
recirgan 1 i a 1 1 fi n of safetj -eview co^'nlttee 

1 /AROA. ft A Operatlnp Reactors Branch I 63 / 03/17 OERR/. 0 . I 
Pouer Avthorltg cf the State of New /ori Dpp 13335 |79 S'!* 

Flche 50 - 306 . 83 / 03 / 1 /. 03 O:iO 3 OO 33 


— 8303030033 A-i®nc 42 to License URR- 64 . r ev 1 s I nt Tech Specs to allow 
r e organ 1 1 a t 1 pn of safetg review committee 

VARGA. S. A Operating Reactors Branch 1 03 / 03/17 8 pp 

19335 1 B 2 34 * Fiche 50 - 386 . 03 / 03 / 17.0203030033 


--8303030036 Notice ef issuance b availability of A-end 43 to License 
IIPP -64 

VARGA. S A operating Ruactors Brancli 1 . 83 / 03/17 3 pp 

12335 190 34 * fic.Se 50 - 306 . 03 / 03 / I 7, 9303030032 


8203050395 Advises that review of util subnittal re edeguacii of station 
electrical distribution sgs voltage analgsls found to bo 
acceptatle w/c ond I t i ons Ver t f t c a t ion test of sgs voltages, 
transient voltage analgsls of motors & Tech Specs required. 

VARGA. S A Operating Reactors Branch I 89 / 03/19 ElriCLAIR.t w 
Power Authoritg of the State of Mew Vovs lOpp. t' 2 l 43 330 . 34 * 

Fltse 30 - 936 . 83 / 03 / 19.8303050333 


8303180069 Requests formal not i f i ca 1 1 on within 30 dags that no 
technical deviations have been requested from NtlfiEG -0737 
Item 111 0 3 3 re irprovec in-plant Iodine tnstrumentat i on 
under accident conditions 

VARGA . 5 A Uperating Reactors Branch 1 03 / 03 / 19 . SINCLAIR. L U 

Power Author I t <4 of the State of Now Vori 3 jg 13330 t 06 24 * 

riche 90 38 A. 83 / 02 / 19 . 8303180065 


8303 IC 0433 Forwards request for addl Info re environ qualification of 
saf ets-related electrical equipment Info should be Subr-.Itted 
in 30 dags. 

vAROA .9 a Ogeratinq Reactors Branch 1 83 / 03/35 SINCLAIR. I W 

Power Author I tg of Che State of New Vork 3 pp 13194 163 34 x 

Fiche 50 - 286 . 03 / 09 / 25.8203100433 


6903190350 FoTwards request for addl info re Tnl Action lte.-\ It 0 1 . 
•'RCS High Point Vents •' Ouestlons re proposed operating 
guidelines for RCS vent usage should be resolved generlcatlg 
through Owners groups 

VARCA.S A Operating Reactors Or«nch 1 03 / 02/25 SINCLAIR. L U 

Power Ailthorltg of the State of New York 4 pp 12359 337 24 * 

Fiche 50 - 386 . 83 / 02 / 25 . 8303120350 


8903180193 Board Notification 83-20 forwards coarrents from consul laiits 
re prellmlnarg review findings associated ui/evOluaClon of 
probabilistic safetg studg 

MQVAW.l IS Assistant Otrectur for Operating Reactors 82 / 03/03 
Atomic safetg and Licensing Board Panel 4 pp 13343 OIO 34 X 
Fiche: 90 - 347 . 03 / 03 / 03 . 8303180193 


-- 8303 I 80195 Forwards review corments b nemo re 7 |on prnbab 1 1 1 s 1 1 r 
safety Studg 

QARI.R a Brookhaven National Laboratorg 82 / 01/15 TMADANI. 
Reliabllttg b Risk Assessnent Oranch. 34 pp 13343 014 34 X 

Fiche 90 - 247 . 03 / 03 / 03.0303180193 


.- 090.3100198 Forwards nemos •'BNL Peer Review of Hlon probah 1 1 1 0 t Ic 
St'jdg • b •On Two-Stage Bagesian Procedure for Daternimng 
Plant-Specific Frequencies for Initiating Events " 

OARI.B. A Brookhaven National Laboratorg 02 / 03/23 THAOANI. 
Reliabllltg b Risk Assessment Oranch 4 Bpp 13343 048 34 X 

Fiche 50-24 7 . 03 / 03 / 03 . 0303180193 


8203190107 Informs that NOREO- 0737 . Item tl H 3 3 re reporting relic 
valve b safetg valve failures b cha 1 1 enge s. cons i der od 
resolved based on util 011330 b 830106 responses 

VARGA, S A. Operating Reactors Branch 1 03 / 03/04 OINCLAtR.L 1 

Power Authorltg of the State of New York. 3 pp 13309 - 3 C 6 34 X 

Fiche 50 - 266 . 03 / 03 / 04.0903150189 


8303990161 Advises that no further review of TMI Action Plan lion 
11 I* 3 3 . "Reporting Relief Valve Failures b Challenges." 
is planned based on util commitment made in 801330 
b 890106 Itrs 

'V/.RGA.S a Operatlhg Realtors Branch \ 03 / 03/04 SIMCLAIR.!. 1 

Power Authorltg of the State of Ne.w York 9 pp 13443 346 34 * 

Fiche 50 - 386 . 89 / 03 / 04.8203390161 


83031 IC 003 Forwards probabilistic safetg studg. Vole 1-13 

O'TOOLE. J 0 Power Authorltg of the State of New York. n'TOOLE 
Consolidated Edison Co of rtew York 09 / 03/05 OENION.HR O 
of Nuclear Reactor Regulation, btrector 9 pp J 2199 001 34 X 

Fiche 30 - 347 . 83 / 03 / 09.8303110003 


— 03031 loco 4 Probabllsllc safetg studg. Vole 1-13 Four everslie dra< 
enc I Aperture cards are available In POR 

s Power Authorltg of the Qtato of Mow York » Consolldatod 
Edison Co of No-w York 83 / 03/09 3 . 700 pp 12195.006 34 X 
Fiche 50-34 7 . 83 / 03 / 03.8303110003 


8303110001 Oenerlc Ltr 03-04 to all licensees of operating plants, 
applicants for OL fc holders of CP re use of INPO SEE-IN 
program 

ElBENrluT.D 0 Division of Licensing 82 / 03 / 09 . HAUSPORO. A 
Ccnsolldated Edison Co of New York 3 pp 13391 031 24 X 

Fiche: 90 - 000 . 83 / 03 / 09.8303110001 


0303290359 Forwards Revision 7 to "Plant Heatup From Cold Shutdown 
CondlLlocv. ' b Revision 3 to "Auiltlarg FsedwaLcr Sgs 
Operation." per NORtO -0737 Iten II. E 1 . 3 b confirms 830310 
discussion re scheduled nalnt of flow transcil tiers. 

GRCNS. U C Power Authorltg of the State of New York 03 / 03 / 15 . 
vAROA. 8 A Operating Reactors Branch I 3 pp 12365 127 24 X 
Flthe 50 - 386 . 83 / 03 / 15.8303330359 


-- 02 O 392 O 361 Revision 7 to "Plant Heatup From Cold Shutdown Condi t 
• Power Author tti of the State of New York. 80 / 04/23 14 pp 
13369 128 34 X Fiche 90 - 386 . 83 / 03 / 1 9. 8203330359 


--6303330365 Revision 3 to "Aurlllarg Feedwater 8 gs Operation " 

• Power Authorltg of the State of New York. Q 0 /Q 4 /QI. 8 pp 
19365 143 34 X F 1 che 30 - 386 . 83 / 03 / IS . 0303930359 


8303 390004 Forwards request for addl Info re Guidelines 1,3.4 b 5 
NORHO-0612. c 0 ntroT of heavg toads Schedule for responses 
should be submitted In 30 dags 

VARGA.SA Gporatlng Reactors Branch t 83 / 03/19 SINCLAIR. L 
Power Authorltg of the State of New York 4 pp 13431:096 34 * 

FUho 90 - 386 . 82 / 03 / 13.8303350004 


6303303120 Responds to nBC 830319 ltr re request for schedule for 
reporting results of verification test of sgs voltages b 
transient voltage analgsls of motors Tests scheduled during 
b after refueling outage Results espected In 90 dags. 

8 AYNE. J. P Po'wer Authorltg of (he State of New York 62 / 03 / 34 . 
VAROA. 9 A Operating Reactors Oranch 1 3 pp 13448 360 . 24 * 
Fiche 50 - 386 . 03 / 03 / 34.8303300130 


0303310347 Swbr.its response to NRC 010929 ltr re TUI Action Item 
1 1 2 D I A. "Safetg b Relief Valves Test " Testing of valves 
done bg EPRl b repts documenting results have been sent 
BAYNE. J P Power Authorltg of Che State of New York 03 / 03/25 

VAROA, 8 A Operating Reactors Branch 1 3 pp 13459 133 34 * 

Fkclio 90 - 386 . 83 / 03 / 95.8303310347 


--G 203050239 "Adequacg of fttation Electrical 01 str I but Inn Sgs Voltaguo •' 
veOER.D A EObO. Inc FIN A -6439 E 00 -EA' 549 I 81 / 07/31 30 p p 

13143 337 34 X Fiche 30 - 386 . 82 / 0 . 7 / 1 9 . 03 03050339 


0. In«.p«ctton reports- tE Oulletins & correspondence 


830310093°^ Forward » notice of violation for failure to conplij (.■/(I?!)!.'!)! 
deadline for eetablishlng proopt public notification per 
10CFIt90 94 t> App C Civil penalties will be proposed for 
licensees completing Installation after G30301 
OEVOL’WO. W C. Director's Office- Office of Inspection and 
Entorce-nent 83/03/13 OAINE. J P Power /luthorttg of the Slate of 

Neu York 3pp 12217 122 24« Flche 90-306.02/02/12.020.110093'? 


--82O31O0343 .Notice of violation for failure to cosiplg u/830301 deadln.i- 
for estaSltsMng pron-pt public notification sgs 
OEYOONO- R C Director's Office- Office of Inspection and 
Enforcer-ent. 82/03/12 Ip 12317 |25 24x flche 50-306. 

82/02/12. 8203 1 00534 


8203390404 Foru.ards t£ Insp Rep i 50-2B6/HI-14 on 01 1022-3 J No 
none ontp 1 I anc S noted 

NARUN. T T Qtvtslcn of Englnsertng t Tochntcal Prograr.s 32/02/16 
BRONS. J C Power Authority of tbe (Itate of Now Yon 2pp 
12137 044 24X Flche 50-206, 02/02/16. 0203090404 


'-0203090403 IE Insp Rept 50-206/01-14 on 811022-23 No none omp I idiici- 
noted. Hajor areas inspected radiation protection during 
outage to clean 6 repair steam generators 

PLUm-EE.H E . C0LLIN3.D O . KNAPP. P J Region 1. Office of 

Director 02/02/09 Bpp 12137 051. 24X Ficne 50-206.02/02/16. 
0203090404 


02O3I3O'144 Forwards IE tnsg Kept 30-306/01-13 on 011026-30 t. notice of 
violatinn. Notice I. rept withheld (ref lCK;Fn73 3 | ) 

MARTlhl. f T Division of Engineering ;< fechnlcal Progra.-se 03/0.'?/2ri 

UR0N8. J C Power Authority of the State of New York. 2pp 

12347 177. 24X Flche 50-206. 02/02/33. 02031 20144 


0203090209 Advises that response to 020121 le^iuest for adol Info le 
PUR main stear tine break w/contlnued feedwater add 1 tt on. per 
IE Oulletin U0-04.wtll be s.ibnltted 020531 

UAYNE. J P Power Authority of tre State of New Vorl □2/03/0:*. 
NRRLOni Operating Reactors flranch 1 2pp 12165 133 24K 

Ficho 9O-S06. 02/03/02- 020,3090309 


U3O332O490 Reguests adol info re ineervice insf progra-i Desporiei- 
reguirvd within 30 days of date of Itr 

OAROA. B A Uperatlng Reactors Branch I 02/03/04 Slf.CLAlH.I. U 
Power Authority of the Stale of New Yoi I 4pp 123/4 I R2 24* 

F lche 30-206. 02/03/04. 0203320490 


020331033.3 Forwards IE Info Notice 02-06. "Failure of Stoam Generator 
Pr Inary Side Manway Closure Studs " No written response 
required 

HAYNES. R C Region 1. Office of Director 82/03/ 12 O'TOOLl.. .1 li 
Consolidated Edison to of New York KAv. J A Yankee Atcnit 

Electric Co UUO-Et’ER-E j Ouquesne Ltgrt Co 9pp 12-152 0(14 

24* Flche 50- 000. 02 /0;i/ 12. 0203310333 


0203170273 Forwards IE Info Notice 02-03. "Environ Tests 
Ternlnal Ulocks * No written response re«iulrad 
MAVNEa. R C Region i, Office of Director 02/03/15 
Consolidated Edison Co of New York KAV. J A Yankee 
Electric Ct WCO'^CVtfl.E J Ouquesnr Light Co Opp 
24X Flche 50-000.82/03/15.0203170273 


of Cleilrlin) 

O ' lOJl L. cl l> 
Atoml c 
12.312 2;IV 


0203170406 Forwards IE Info Notices 02-04, 'Potential Deficiency 6f 
Certain A3A3TAT £-7030 Series Tlme-Oelav Relays' $, 02-09. 
'Increasing Frequency of Orv.g-Re latea Incidents '* 

HAVHE3.H C Region 1. Office of Director 02/03/13 O'TOOLC. -i 0 
Consolldaled Edison Co of New York KAv, .1 A Yankee Ate'S! c 

Electric Co NOJLEVER. F .1 Oxquesne l.tght Co 9pp 12320 021 

24X Flche ,‘!0- 000. 02/03/ I 5. 02031 70406 


0203160313 Forwards IE Insp Rept 30-206/02-01 on 820116-0219 6 nolUr 
of violation 

STAR08TECK1 . R Division of Project t- Resident Prograaio 02/0:'/24 
DRONS. cf C Power Authority of the Btato of New York 2pp 
12309:131 24X Flche 30-286-02/03/24,0203160313 


--8203160931 Nolle* of violation from Insp on 020116-0219 

SFAROSTECKI . R Division of Project tt Resident Programs 03/02/24 
Ip 12309 133 24X Flche 30-206. 02/03/24. 8203160913 


— 0203160339 IE Insp Rept 30-206/02-01 on 020116-0213 Nunc ooip 1 1 one e 
noted failure to perforin safety evaluation for ebangos for 
tys valve lineups 

UtMMV, T , BUOELOWSKl.T . DAUNACK. W Division of Project t. Resident 
Programs 02/02/19 14pp 13309 134 24X Ficho 50-206. 03/02/24. 

0203160913 


B2031006t2 Cists submittals which will be supplied to contractors for 
revlsu of Inservlce insp relief requests Proposed Insp 
Interval Is Dec 1979 to Apr 1983 

VARGA. 9 A. Operating Reactors Branch I 03/02/23 SINCLAIR. L U 
Powar Authority of the State of New York 3pp 12217 163 L’4X 
Flche 90-206, 02/02/23.8203100612 


0201310361 Forwards IE Info Notice 02-07. "Inadequate Be<i*rity 
Screening Programs " no writtpn response required 

DAYnES.R E Region 1. Office of Director 02/03/16 O'TOILt;. J D 
Consolidated Edison Co of New York SMITH. R L Vermont Vanki'C 
Nuclear Power Corp KAY. j A Yankee Atomic Electric Co 3pp 
12459 073 24x Flche 30-000. 02/03/ 1 6. 03033 10361 


R Periodic operating reports S. related c orre sponderic e 


G203310463 Forwards .monthly operating rept for Any 1901 

□RONS. V C Power Authority of the State of New York 01/09/14. 
Office of Management and Program Analysis Ip 13451 07U L'4X 
Flche 50-206, 01/09/14. 0203310463 


--S203310467 Monthly operating rept for Aug 1901 

CORNELL. C Power Authority of the State of New York 81/09/04 
6pg 12493 079 24« F ic he 50-286. 01 /09/ 14. 0203310463 


0203310496 Forwards monthly operating rept for Sept 1901 

RflON'S. J C Power Authority of the State of New York 01/10/ 15 
Office of Management and Program Analysis Ip 12452 213 24K 

Flche 50-286.01/10/15.0203310456 


0203030193 Forwards "Dtoam Generator Insp Plan for Cycle 3/4 Refueling 
Outage. " per 020222 discussion. 

BAVNEk V P Power Authority of the State of New York 82/02/26 
VAROA. S A Operating Reactor* Branch 1 2pp. I2I06 300 24X 
Flche; 90-286. 02/02/26. 8203030133 


— 8203030196 "Bttam Generator Imp Plan for Cycle 3/4 Refueling Uutayr 
♦ Power Authority' of the State of Mew York 02/02/26 Vpp 
12106 310 24X Flche 90-206.02/02/26,0203030153 


B203090440 Forwards IE Info Notice 02-0 1 . Revi e Ion 1 . "Audliary 
Feedwater Pump Lockout Resulting Fro.m Meettnghnuse U-2 
S 'a Itch Circuit Mod. " Revised Table I Is also encl to 
clarify circuit diagrams No written response required 
HAYNES. R C Region 1, Office of Director 02/02/26 O'TOOlL, J D 
Consolidated Edison Co of New York 9pg. 12134. l77 24 X 

Flche 50-030. 02/02/26.8203090440 


0203090344 Acl receipt of 820208 Itr informing NRC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rapt 90-206/01-09 

HA'YNES.R C Region 1. Office of Director 82/02/26 BRONS. J C. 
Pojer Authority pf the State of New York ]p 12162 999 24X 

Flche 90-aS6. 02/02/26,8203090344 


— P2O3090352 Responds to NRC 811119 Hr re violations noted in IF 
Eirargency Preparedness Appraisal Rept 30-286/81-09 
Corrective actions improvement actions for Items 12 967 t 
9 at described In App A of 01 1222 itr are co.-nplete 
aRr<N8.3-C. Power Authority of the State of New 'York 02/02/0(1 
HAVNE8. R C Region 1. Office of Director Ip 12162.260 24X 

Flche; 30-266, 82/02/26, 8203090344 


--0203310460 Monthly operating rept lor Dept 1981 

CONNELL. C Power Authority of the State of New York OI/IU/OT* 
6pp 12492 214 24X F u he 50-206. 01 /lO/ 1 5. 0203310496 


0203190379 Forwards monthly operating rept for Jan 1902 

DRONS. J C Power Authority of t.'ie State of New York 02/02/03 
Office of Management and Progra.m Analysis tp 12351 039 7T4X 
Ficho 90-206. 02/02/08.0203190379 


--8203190305 Monthly operating rept for Jan 1902 

AUTERINO. L Power Authority of the gtate of New York e2/0:'/0l 
6pp 12351 040 24* Fjehe 50-206.02/02/00.0203190379 


0203030392 Forward* summary rept af personnel radiation eiposure by 
work 6 job function per Tech Qpeck for Jan-Oec 1981 
□RONS. J C Power Authority of the Gtate of New York 02/O2/r.'3 
HAYNES. R C. Region 1. Office of Director 2pp 12098 272 24X 

Flche 90-286.89/09/2:1,0203030152 


0201290223 Forward* Table 2 a. "Liguld E f f luonts-Summa 1 1 on of A1 1 
Releases. ‘ for inclusion in semiannual effluent & waste 
disposal rept for Jul'0ec.i90l 

UROnS.J. C Power Author kty of ths State of New York 02/03/12 
HAYNES. R C Region 1. Ufftce of Director Ip 12414 964 24X 

Flchc 50-286. 02/03/12. 0203250223 


'8203290230 Table 2A. "LlQuId Ef f I uents-DummaC ion of All Re lea ncs. «lul 
Oec.1981'' for Inclusion in semiannual effluent t> waste 
disposal rept 

* Power Authority of tbe State of New York B2/03/12 Ip- 
12414 265 24* Flche 50-206.02/03/12.0203230223 



0.‘W220*I3 ro'vjr<!» »val u<) t > .in Of control rooffl rob 1 tat » 1 1 *1 

tat*< «n r«vi«w of 810323 b 0720 ttr» psr NU=<£C-0737 |c»t» 

II 0 3 * fiijslfal plant "cat thoulrf ba cooplatea a»irtfig 
Ci|Cl» 0/5 rjfualinj o-jtafa.Cer 611231 cC"Oltm»ot 
vA.OQA. tl A Oparatin) oaaclort Branco I U2/0I/27 

Actrcr)t<j cf tA« Btato of Vorl 5pp 12013 153 
Fict* 50-286. 62/01 '37. 6203330713 


GERRv.O 1 

3AX 


e2Dj330r4« Sl»Co»i»t fact li tv tV* interaction projra- t N.iC plant for 
t,t l-ittractlcn reviput at all plant*. f»r JJ Bay 02JIO8 

DIBCrS w j Office Cf tee Eipcotivc Director for Operationt 
63/03/12 SHf *;?«(;•/. P ACRS - Advitory Co<M>lttae on Reactor 
Safaj^arp. 3pp 13109 091 347 F.cn* 50 - 236 . 03 / 03 / 13.0303030044 


--8^03030051 fcraart* *\.'"try 5 itatat rept for 010724 meeting le/utll 1« 
Eaaico ci propocep facility fys Interaction prqjran List Of 
att *rOe«t. 5 etai I ec eeetin; ajar.da- » l«*jrapnt 6 related irfc 
ere I 

CO’.PA'J JH Reliability & Ritt A*»ettieot Branch 81/10/30 
iHACar/l.A Reliaoilit'v t,Ri»* Actetenent Branch 35pp 
13109 094 24« Fur. 50-2B6. 02/C3/13.630303CC44 


62C304C3/4 R«.^<itv*.t tjppcr't for operator thift personnel 030317 & 10 
i.orittvo;i ir 0 otton.«A wjrit.iopt provide opportiinitv for 
eperatinp etperience info etcharye Gotten iportynop tai 1 1 
incKce Repion i plaritt Retcente reyoetced 820336 
eiSE.*»/J7 0 5 nwiilpi of Llcentln; 03/03/13 OERRv. 0 T power 
A/thonty o< tot State cf Mru Vort 3pp 13120 046 24X 

Fiche 0?/O3.'l3. 0303040374 


aeOSOSOOjS Fetwardt Arer.j 43 to ulcente opR-64 6 notice of ittuance t> 
a.allatiltcp Aiene revitet Tech Specs to allow 
rtprya'ii lat 1 or of tafety review co-rniitee 

VARvA 6 A Operatinp Peacters Branch I 02/03/17 DERRY. C 1 
PCj.er Acf-ority cf the Slate of new rorl 3pp 13333 179 347 

Fiche 30-306. 03/03/17.62030:10033 


'-0203033333 Anerd 42 to I icerte CPR-64. revi 1 1 nj Tech Specs to allooi 
reoryaoi lat ion of tafet.^ review ccn-iittee 
VAR 3 A. S A Operatiny Reactors Braoch 1 03/03/17 Bpp 

13335 1B3 347 Ficne 30 .396. 03/03/ 1 7.03O3O3CO33 


— 0203035536 Notice el Istcance & aval 1 ab 1 1 1 1 y of Anend 43 to License 
CPB-6 4 

VAROA S A Cperattny Reactors Erar.th 1 62/02/17 2 pp 

13335 190 247 Fiche 50-306. 03/03/ 1 7. 6303330033 


-'02031Q0195 roruprds rovlee; co/*<nerits 8 * xeoo re 21 ofi pi-obab 1 1 1 9 tic 

safetsStudy 

OaRI.R a Broolnaven National Laboratory B2/01/15 IIIAOAttt.A 
Rellaoillty i> Risk Assessnent Oranrh 34pp 12343 014 34X 

Fiche 50 - 247 . 02 / 03 / 03 . 6303160193 


-- 03031 BO 1 90 forwards eie.'os ■ DNL Peer Hevlau of flon Probabilistic Bafct, 
Stud/’ *. On Tuo-staye BaMe**®" Procedure for Oe term In 1119 
Plant-Specific Frequencies for Inttlatlnq Evante. " 

DaRI.R a Oroolhaven (fattonal Laboratory 03/03/23 THADANl.A 
Reliability 1. Riel Assessment Branch 4Spp. 1 2343 048 3 4X 

Fiche 50-34 7. 83/03/03. 0203100193 


9203150109 Irforns that .M0He(5-O737. I tern II K 3 3 re reporting relief 
valve & tafety valve failures t. chal I enget . t on» 1 d er ed 
resolved based on otil 011330 «. 030106 respontas 

VARCA. 9 A Operating Reactors Dranch l 02/03/04 SINCLAIR. 1 . If 
Power Authority of the State of Mew Vorl 3pp 12309 300 24X 

Fiche 50 - 366 . 83/03/04. 0303150109 


6302290161 ACvlses that no further review of Tm Action Plan Item 
11 h. 3 3- Reporting Belief Valve Failures i Cha I I erigas. " 

Is planned based on util c onvni tment made In 601330 
L 020106 Ura 

VAROA. S A Operating Reactors Branch I 03/03/04 BINCLAIR.L H 
Power Authority of the State of New York 3pp. 13443 346 2’4X 

Fiche 30-306 83/03/04.0303390161 


03031 I0C03 Forwards probabilistic safety study.Vols 1-13 

0 7C2LE. J 0 Power Authority of the State of Heo York O'TOtllE.J U 
Consolidated Edison Co of New Yon 83/03/05 PENfON.H R Office 
of Hacloar Reactor Regulation. Director 3pf 13193 001 34K 

Fiche 50-347. 03/03/05. 03031 10003 


--8302I10D04 Probabllstic safety study.Vols 1-13 Four ovarslle drawings 
enc 1 Aperture cards are available in PBR 

• Power Authority of the State of New York • Consolidated 
Edison Co of Mew York. 03/03/05 3.700pp. 13195 006 34K 
Fiche 50-347.83/03/05.0303110003 


8203110001 Generic Ltr 03-04 to all lltensees of operating plants. 
applicants for IlL (■ holders of CP re use of INPO OEE-IN 
program 

CISE6Hv/r.D0 Division of Licensing 63/03/0? IIAD8PUR0. A 
Consolidated Edison Co of New York 3pp 12351 031 34X 

Fiche 50-000. 83/03/04.8203110001 


9303050335 Advises that review of util Swbmittal re adequacy of station 
electrical d t s tr Ihw t Ion Sys voltage analysis found to be 
acceptable w/corditicns Verification test of s^s voltages, 
transient voltage aralysis of motors 1. lech Specs required 
vaRCA.O a Operating Reactors Oranti I 83/03/19 SINCLAIR. L M 
Power A-Jthsnty of the Stile of New Yon lOjp 13142 329 347. 

Fithd 50-206. 03/03/19. 8303050335 


R203330359 Forwards Revision 7 to "Plant Meatop From Cold Shutdown 
Condition. ' L Revision 3 to “Aurlllary Feedwater Bys 
Operation." per NORb'0-0737 Item lit I 2 fc confirms 030310 
discussion re scheduled maint of flow transol ttors 
GRONS. J C Power Authority of the State of New York 63/03/15 

vARGA. 6 A Operating Reactors Oranch I 2pp 13363 1S7. 34X 

Ftthe 50-386.82/03/15.8303320359 


--0307050233 "Adequacy of Station Electrical Distritutlon Sys Voltages *' 
MEOER. DA EOhO. Inc FINA-64P9 EOO-EA-5491 01/07/31 20pp 

13143 337 24X Fiche 50-286. 03/02/ 19. 6303050235 


--02O332O361 Revision 7 to "Plant Heatup From Cold Shutdown Condition 
« Power Authority of the Stale of New York 60/04/33 I4p|> 

13365 128 34X Fiche 30-366. 62/03/ 1 3. 6303330359 


9203190065 Requests foreal notiflcatiyn witf-in 30 days that no 
technical deviations have teen requested from NUREO-0/37 
Iteoi III D 3 3 re Improved Jr-plant Iodine instrumentetioo 
under accident conditions 

VA4CA. S A Operating Reactors Oranen 1 83/03/|9 SINCLAIR.! if 

Fewer Authority of the State of New Von 3pp 13339 to6 34X 
Fiche 30-386.63/02/19.9203100063 


62031QC433 Forwards request for aPdl info re environ qual i f it at lun of 
safety-related electrical equipment Info should be submitted 
In 30 days 

VARDA. S A Uperatin) Reactors Branch 1 83/03/25 SINCLAIR. L U 

Powsr Authority Of the Otate Of New Vert 3pp I3l94 163 24X 

f'lch* 30-386.63/03/35.8333100433 


B233I3035O Forwards request for addl info re Itsl Action Item H 0 I. 
"RCS High Point Vents ** Ouesttons re proposed operating 
guidelines for RC9 vent usage should be resolved generlcally 
through owners groups 

VARGA. S A Operating Reactors Branch I 62/03/35 SINCLAIR. L U 
Power Authority of the State of New Von 4pp 13355 337 34 K 

Fiche 50-386.82/03/25.0303130350 


8&03160I93 Board Notlflcatlcn 03-30 forwards conwnents from consultants 
re preliminary review findings assoqtated w/evaluation of 
probabilistic safety study 

MO VAN. I tl Assistant Director for Operating Reactors 83/03/03 
Atomic Safety and Ltcensirg Board Panel 4pp 12343 010 24 X 

Ftche 50-347.03/03/03.8203100193 


--8303330365 Revision 3 to "Auxiliary Feedwater Sys Operation." 

• Power Aulhorlt-y of the State of New York BO/04/01 Bpp 
13365 143 34X Fiche 50-386.02/03/15.0203330359 


8203350004 Forwards request for addl Info re Quldeltnes 1.3.4 It 5 nf 
NL'RE0-0613. c ontrol of heavy loads Schedule for responses 
should be submitted in 30 days. 

VARGA. 5 A Operating Reactors Dranch 1 83/03/19 SINCLAIR. L.M 

Power Authority of the State of New York 4pp 13431 056 34X 

Fiche 50-286.03/03/15.0303350004 


6303300130 Responds to NRC 630319 ltr re request for schedule for 
reporting results of vortficatlon test of sys voltao*> fc 
transient voltage analysis of motors Vests scheduled during 
(■ after refueling outage Results etpected In 90 days 
BaVNE. J. P Power Authority of the State of New York 03/03/34 

VARGA. S A Operating Reactors Dranch 1. 3pp 13448 360 34X 

Fiche 90-296.63/03/34,6303300130 


6303310347 6ub5tts response to NRC 610939 ltr re THl Action Item 
1 1 3 0 I A. "Safety S. Relief Valves Test." Testing of valves 
done by CPRt (■ repts documenting results hove been sent 
BaVNF. J P Power Authority of the State of New York 03/03/35 

VARGA. S A Operating Reactors Branch 1 3pp 13495 133 34X 

Fiche 90-206. 03/03/35.0303310347 




0. tn«P«ctlon reports. tE SuMetins S> c oi retp onPence 


83031 00S39 Foruardt notice of violdtion /or Fotiure to conply u/HPOL'Oi 
ddddline For sitAbliehlng proTpt public nutlFIcatton per 
10CFR30 tt App E Civil penalties ul 1 1 be proposed For 
licenseet conpleting Installation after 830301 
0EV00N3.H C Director's nfftce. Office of Inspection and 

£nf ore e'sertt 03/02/13 OAYNEi J P Power Authority of the Stute uf 

New Vort 3pp 12317 122 24 X Ft Che 30-20&, 02/02/ 12. 0303 1 001139 


- -0203100349 Notice of violotlon for failure to totply w/ 02020 1 deanlinr 
for establishing prompt public notification lijs 
OEVOuNO.R C Director's Office. Office of Inspection end 

Enforcement 02/02/12 Ip 12217 129 24x PUhe 90-286. 

82/02/12. 020310033'? 


0203030404 forwards IE |nsp Rept 30'2B6/01-I4 on 011022-23 No 
none oeip 1 lane e noted 

martin. T T Division of Engineering t Technical Programs 02/0;-*/l.’, 
GR0N9. J C Pouier Authoritu of the Btate of New Vori 3pp 
12 137; 049 24X Fiche 30-206. 02/03/ It. «'203030404 


--0203030409 IE Insp ftept 90-286/01-14 on U11022-:!3 No none omp 1 I enr r 
noted. Major areas Inspected radiation protection during 
outage to clean t. repair steam peneracors 

PUI/MLEE.k E . COLLINS. 0 J . KNAPP. P J Hegioi) 1 . Office of 

Olrottor 02/02/03 Bpp 12137 031 24X Flcha 30-206.02/03/16 

8203030404 


0303130144 FoTuards IE Insp Dept 30-206/01-13 on 011026-30 6 
violetlon Notice t> rept ■withheld (ref I0CFR73 21) 

MARTIN. T.T Division of Engineering T. lechnlcal Programs 
8R063. 3. C Poster Authority of the State of Neu York 2 pp 
12247 177 24X Flche 50-286.02/02/23.0203120144 


notice of 
02/02/23 


0203(>9020'? Advises that response to 020121 request for add I info <e 
PUR main steam line Steak u/contlnued feeduatot addition, (dt 
IE Oulletin OO'Od.utll be subTttted 020331 

UAVN'E. J P Po;/er Aut.boritg of the State of New York 02/03/02 
N9RLQRI Operating Reactors Dranch I 2pp 12165 133 24X 

Flche 90-206. 83/03/02 030 309030'? 


0203320490 Requests add I info re insocvice 
required ullhln 30 daijs of date of Itr 
VARGA. 3 A Operating r<eactors Orancf I 
Power Authority of the State of New York 
F IchC 30-206. 02/03/04.0203330490 


insp ffograx Responsi* 

82/03/04 EINClATR.I M 
4pp 12374 102 ;.'4X 


020.3310333 forwards IE info Nntice 82-06. "Failure of Steac Oencrator 
Prl.mary Side Manway Closure Studs ' No written response 
r equl red 

liAyhES. H C Region 1. Office of Director gS/03/l2 □■ICOLL..I D 
Consolidated Edison Co of New Vurl KAv. .j A Yankee Atcc'tc 
Electric Co WOOLEVER- E u Ouquesne Light Co 3pp 12492 0B4 
24X Flche 20-C00. 02/03/12. 8203310333 


0203170273 Forisards IF info Notice 02-03. ■Environ lests 
Terirlfial Ulocis * No written response required 
HAYNES. R C Region l. Office of Director 82/03/19 
Consolidated Edison Co of New York KAY. 2 A Vansee 
Electric Co uOOLFvnR. E v). Duquesne Light Co Opp 
24 X Fit he 90- OOG- 02/03/ 19. 02031 70273 


of Electrical 

O'TCULL.O D 
At 0^.1 c 
12312 L' J'/ 


0203170486 Forwards IE Info Notices 02-04. “Potential Deficiency of 
Certain AOASTAT £-7000 Series Time-Delay Relays' 6 02-05. 

' Increasing Frequency of Drug -Rel a t ed Inclilents ' 

IIAYNFB.O C Region 1, OfFice of Director 02/0J/I9 n-ICnt,l..i I* 
Consolidated Edison Co of New York KAY. 2 A Yankee AtoAic 

Electric Co uOtLEVER F ./ Ouquosno Light Co bpp J2320 021 

.74X Flche 33- OCO. 02/03/13. 02031 70406 


Q20'J16Q313 Forwards IE Insp Rept 30-206/02-01 on 030116-0313 h nnllii 
of violation 

S TAROSTECKt . R . Division of Project T* Resident Programs 02/02/24 
BR0 n 9. J. C Power Authority of the Stats of New York 2pp 
ISSO*?, 131 24X riche 50-286.82/02/24.0203160313 


--02O3I6O33I Notlcb of violation from Insp on 820116-0213 

SrAROSTECKI . R. Division of Project <■ Resident Prograirs 112/0.3/24 
Ip 12309 133 34X Flche 30-206. 02/02/24. 020316031 3 


-0203160533 IE Insp Rept 30-206/02-01 on 020116 -0219 None omp 1 1 ai.c o 
notad failure to perform safety evaluation for changes for 
•yS valve lineups 

KENNY. T . REDELOWGKl.T . DAD.NACK. W Division of Project t, fiesi.lent 
Prograiqs 02/02/19 14pp 12309 134 24X Flche 30-206.02/02/24, 

8203160313 


0203100612 Lists submittals which will be supplied to contractors for 
review of Inservlce insp relief requests Proposed insp 
interval is Dec 1979 to Apr 1903 

VAROA. 8. A. Operating Reactors Branch I. 02/02/23 BINCLAIR.I U 
Power Authority Of tlie Btate of Neu York. 3pp 12217 162 .'ax 
Flche 30-286. 02/02/23. 8203100612 


0203310361 Forwards VE Info Notice 02-07. * Inadequate EecuTity 
Screening Prugrams * No written respofiee required 

IIAvnES. R C Region 1. Office of Director 02/03/16 O'lCOLL.J |) 
Consolidated Edison Co of New Vorl UMtIM.H i. Vermont Yankee 
Nuclear Power Corp KAY. J A Yankee Atomic Electric Co 3pp 
12433 073 24X Flche 50-000.82/03/16.8203310361 


R Periodic operating reports & related correspondence 


0w&3'Jl04h3 Foruards monthly opoTatlng rept foi Any 1901 

HRON0. J C Power Authority iif the State of Nej York 01/07/14 
Office of Kanager-ent and Program Analysis Ip 12433 0/0 •'.'dx 

riche 30-206.01/09/14,0203310463 


--820331046/ Monthly operating rept for AuQ 1981 

CO'INELL.C Power Authority of the Statu of Neu VnrV Qt/09/tlA 
6pp 12433 079 24 « F 1 c h e 30-306. 01 /09/ I 4. 020.131046.3 


8203310436 Forwards monthly tiperating ropt for bept 19D1 

URONl. J C Power Authority of the State of New York 01 / 10 / i:> 
Office of Manage'sent and Progran- Analysis Ip 12432 213 24X 

Flche 30-206. 01 / 10/ 1 3. 82033 10436 


6203030193 Forward* "Steam Oenerator Insp Plan for Cycle 3/4 Refueling 
Outage.'* per 030222 discussion 

OAVNE. J P. Power Authority of the Btate of New York 02/02/26 
VAROA. 3. A. Operating Reaclors Oranch I 2pp 12106 300 24X 
Flche 30-286.82/02/26,0303030133 


— 8203030136 "Steam Generator Insp Plan for Cycle 3/4 Rafucllog Dotoge- 
• Power Authority' of the State of Neu York 03/02/26 Npf 
12106 310 24 X Flche 30-286. 02/02/26, 0203030 1 53 


--0203310460 Monthly opoiallnj rept for Sop t lYRl 

CtJNNEl L. C Power Authority of the State of Mew York Wl/lO/D;’ 

6pp 12452 314 34X f l r h e 30-286. 01 / 10/ t 5. 0303310496 


11303190,379 Foruards monthly operating rept for Jan 1702 

ORON0. J C Power Authority of the Stale of New York U2/03/liD 
Office of Manage'sent and Program Analysis Ip 12J3I 037 .''dx 

Flche 90-306. Oa/Oa/CQ. Q203190'J79 


3203050440 Forward* IE Info Notice 82-01 . llevi s ion 1. "Autlliary 
Feedwater Pump Lockout Resulting From Uestinghnuse 0-2 
Switch Circuit Mod." Revised Table I Is also one 1 to 
clarify circuit diagrams No written response required 
MAYNEQ.R. C Region 1. Office of Director 82/02/26 O'TOCLL. J D 

Consolidated Edison Co of New York 9pp 12134 177 24X 

Flche 30-000. 82/02/26. 0203030440 


0203090344 Ac» receipt of 630206 Itr informing NflC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rept 90-266/81-09. 

MAYNE8, R, C Region 1 , Office of Director 83/02/26 BH0N3. J C 
Power Authority pf the State of New York Ip 12162 259 a4X 
Flche: 30-206- 02/02/26. 820309Q34 4 


--S203090392 Responds to h'HC 011119 Ur re violation* noted 
emergency Preparedness Appraisal Rept 50-286/01-03 
Corrective act 1 ons . Improvement action* for Items 12 3 
9 a* described m App A of 81 1222 Itr are complete 
8R0NS. J. C Power Authority of the Btate of New York 
HAYNES. R. C. Region I. Office of Director ip 12162 
Flche 90-206, 03/02/26. 8203090344 


In tl 

6 7 6 

82/02/00 
260 24 X 


'-8203190305 Monthly operating ropt for Jati 1982 

AUTEH1N3. L Power Authority of the State of Now Voi k n?/0;'/ul 
6pp 12331 040 24X Fiche 30-206.82/02/00.0203170377 


0203030332 Forwards summary rept of personnel radiation eipusuru by 
work 6 job function per Teel. Opecs for Jan-Det 17(11 
BHONB. J C Power Authority of the State of New York 112/02/ .'3 
HAvnEO. R C Region 1, OfTlce of Oltector 2pp I'^C'IO .')2 x 

Fichc 30-206. 82/02/23. 0203030333 


8203350223 Forwards Table 2A. "Liquid E f f lueii t s- 'jumma 1 1 nn uf ai 
R eleases." for Inclusion In samiannoal effluent 6 wAste 
disposal rept for .Jul -Dec . 1 9n I 

UnON3. J C Power Authority uf the Btate uf f|«j Vuvk m. /<> i< 
IIAVNES-R.C Region 1. Office of Director Ip i;’4l-> .'/.d 
Flche 30-286. 02/03/12. 0203250223 


•0303250230 Table 2A. "Liquid E f f loeo Is-Rurm.i 1 1 . 
Dec. 1901" for inclosluli In semi annua I efflnui 
disposal rept 

• Power Authority of the fjt 
12414 263 24 X Fiche 30-2a/ 




63 . 


33 


0 


rc^ulciog »roi» I 5 Jpii> l*aV in Otean CeriaTatar 'J3 \}ni\ 

(dltn cff Imp i all roai tns»rte( W::!ile pain* rDltesed Into 
at^. 3 *? '•ore. Pf ea« release isfuaJ 

OA-^DACA.w: . KISTEH.!* . E. Reslofi 1. Gfftte o# Dtraetot 

33 / 03/35 U I34J4 36/ 34* Flc^o 50-306. e3/03/23- 8303310407 


T Hearing crartcrtpt^ :6 >ip-i-anc i trua t 'aet*r« 


6303150195 Tra->»crl(H. ol 630303 a f f irma 1 1 c-' «e9»l»n m Indian Paint 
oiapr jn Wa»* jn jtnn. OC Pt 1-6 

PAL LAO two. N Co'.iri *410(1* r» 03/03/03 6jP JOS'?/ 349 34)1 

PIcte 50-206.02/03/03.6303150195 


a Cperato- Eiantnatinn* 


0?O3O»COO1 ftSOl re»cO'i*« to PCllA retivjoit lor 33 eoteyoTtg* of iotuoiontl 
re h-JReO-0660. "l.HC Action Plan " Forwards Oucunent* listed 
in A?p» A. 3. C t 0 Info partially *»l thfte Id t ref FOIA 
Eie-ftion 51 

FEUrON.J H Division of Sole* ana fleto'Jo tJl/CO/04 HASOEN. I J- 
ha<*. 5t6ol*r. Fieraian. Pav* !. Handler 9pp 13/30 036 £4* 

Plena 93-306.91/06/04.0303010201 


--030301 0043 Fcf wards eirni resells for individual* licensed at 
fac I 1 itles 

CCLt-lMS P F Qpe-atcr (.teens mt 9 rapc 6 00 / 06 / 3 J. OAVtG. L 1 
Analysis 6 ffc'nolDsy. Inc /pF 12/59 13 V 34 * 

Flche 50 - 000 . 81 / 08 / 04.6303010001 


-- 03 O 3 O 3 O 37 O Forwards list of facility licensed personnel Requests tlini 
6 *QC license eiars of eac'i licensed operator be fiirmerded to 
Analysis 6 fecbnolodO. Inc survey toani 

♦ Power AoLr.orlt>» of tt a Ctota al Kaj york tJO/ 06/06 
CO.UIflS.P F Operator Licensing OrancO 9 pp 13769 098 £ 4 * 

Fule 30 - 000 . OI/CO/ 04 . 0363010001 


'-8303030391 Sutnils tress rgl codes foi IRC use ee wort OelliQ done by 
AnaidSls & Tecnnplaiv. Inc. per 6 C 0 /I 6 telcon 

4 Am.iA.L .J conaolidoted Edison Co of Neu Vorl 00 / 07/16 
CC^t-lftS.P F. 0 >aratoT Licsnslng Oranen \F I 27 t 6 IIB 24 P 
Fic.se 90 - 000 . 61 /CQ/ 04. 0303010001 


COCHET 50-307 ncDNEl NOCltAR STATION. UNIT 3 


-- 03 O 3 O 2 O 773 Public version of revision S to crisis ngt orga 
nuclear t ta ttons. de s ( gn t> const support group plan 
ei.I.ror. J L Oule Pouer Co 81 / 11/10 3 lpp 13093 966 
Ficoe 30 - COO. 03 / 03 / 93. 0903020763 


B303040939 Heleases public version of revised erergeocg plan 

isip I er-ent 1 ng procedures 

FliLTON.U M Division of Aule* and Records 83 / 03/23 
Manage-eent Uranth Ip 12132 992 24 KFith« 50 - 269 . 82/0 
0303040323 


--D 203040333 Forward* public version of revised emergeneg pi 
lfl.p I etrenl in g procedures, including Procedure CP/ 0 / 8 / 4003 / 
re environ surveillance folloieing release of gaseous 
radioactivity I’rivacy info deleted per Oenerlc Ltr 01 - 2 / 
PA 9 HER.U O OuVe f’ouer Co 02 / 02/10 OEMTOM.M K Off 
ffuclear Reactor Regulation. Director 3 TGLZ. .J F Opera 
Reactors Oraneb 4 ip 13122 295 34 * Flche 30 - 269.02 

6203040332 


— 0203040339 Forwards public version of revised emergeneg pi 
Imp Ipnent Ing procedures. Hit tudlng Procedure CP/O/G/ 4003 / 
re environ surveillance follouilng release from gaseous 
rad la ac 1 1 V I tg Receipt form end 

MCINTOSH. J I Oule Power Cp 02 / 03/07 Region 3 . Of 

Director Ip 12123 296 34 * Flcbe 50 - 26 V. 02 / 02 / 33. 62 


-- 890304024 B Public version of revised energeneg plan Inple* 
proceduroe. including Procedure Cf’/ 0 /B/ 4003 /Ol re envlror 
suT vol 1 1 anc e follovlng large unplaniisd release of gaseot 
rad 1 oac t Iv 1 tg Revised table of contents encl 
* Duke Power Co 02 / 03/07 0 Opp 12132 297 24 * 

FtcAo 50 - 269 . 83 / 02 / 23 . 0303040232 


0303 IQDD 77 Releases public version of crisis news ctr plan 
FELTON. J 11 Division of Rules and Records 03 / 03 / 12 . 
Managenient Drancb. Ip 13329 309 34 * Flth* 30 - 369 . 02 / ( 

8303100077 


-- 020318 C 0 R 6 Forwards public version of crisis news ctr plai 
Parker. W O Duke Power Co 02 / 03/01 D REILLV.JP 1 
Office Of Director tp 13329 293 34 * Ficho 50 - 369. 1 

0303100077 


-- 82031 S 0 D 94 Public version of crisis neus ctr plan 

• Ouko Power Co 82 / 02/39 75 pp 12329 293 24 * 

Flche 30 - 369 . 03 / 03 / 13.8303180077 


O Adjudkeatorg correspondence 


B 201300363 Advises that 011113 transnlttal re proposed hot 
instrumentation sgt does not meet crtterla of Item ll F .2 
fltJREO -0737 Proposal Joss not provide means of detecting 
voiding in reactor vessel upper head above top of norrle. 
STOLZ. J F. Operating Reactors Sraneb 4 82 / 01/06 HUM 

Metropolitan Edison Co. 7 pp 11963 033 24 * Flche 30-0 

6301300382 


--&303530115 £ipress*» appreciation for dtll r.perating t. training stuff 
Interest 6 support juriTig recent falning survey tear" visit 
DAVIS. 7 . An.alvsls 6 rerhnploCd- Inc 00 /( 19 / 20 . OAVNE. J P r'Cvirr 

Autbarttg c( fie Stats of New Vori ip 12 / 70.326 24 * 

Ficbe 30-000 fll/Oa/ 04 . 0303010001 


--0203030169 Infprus of P 03631-33 site visit by Analysis t> Technulnpg.ini 
te collect Infc )r supppr I of ".flC r eassessment of 
regudrcFf nt s re s e 1 ec t lc.n. t r a In ing 6 Jlcrnping of nuclear 
power plant perso-nel Ccop<ratlon requested. 

COLLINS. P f Cferalor Litanstng 3 r encl . 110 / 03/12 BAX HE. 3 P 

Fever Authority of tf * State of New Vork 2 p,i 12770 349 24 X 

Ficbe 50 - 000 . 01 / 00 / 04 . B 30 :i 010 POI 


F. Security, nedlcal. vmergeneg & fire protection plane 


0203020763 Releases public version of revised crisis mgt plan. revised 
crisis i-gt Imp ls<pac\t Inq procedures 6 McOulre nuclear atatton 
e.sitrgencg plan 

FELTON. J IT Division ct Rules and Jlotords 82 /D 2/23 Oocunerit 

Management Drancn. Ip 13093 124 . 24 X Fichr 90 - 000 . 89 / 03 / 33 . 

0203030763 


--0303030760 Forwards public version of Revision 3 to critls ®g t plnn. 
revised crisis mgt Lmp I e-«en 1 1 ng procedures 6 McOulre nuclear 
station emergency p lari. Privac g mall In form of talepbona 
numbers deleted. 

PARKER. U 0 Duke Power Co 8 S/ 02 /I 2 DENTON- H R Office of 
Nuclear Reactor Regulation. Director Ip 12093 12 /. 24 * 

Flche 50 - 000 , 82 / 02 / 33 . 033 -J 02 O 763 


— 0203030770 Forwards cuPlIc version of Revision 3 to crisis mgt plan. 
List of pages to be replaced provided 

OLOVFR.)* M Ovko Power Co 02 / 01/39 NRC - Mo Detailed 

Affiliation Oiven Ip 12093 120 3 «X Fiche 90 - 000 . 83 / 02 / 23 . 

8303020/63 


— 8203030773 Public version of Revision 3 to crisis mgt plan 

lOCKER. H 0 Duke Power Co 82 / 01/22 123 pp 13093 129 . 247 

Flche 50 - 000 . 02 / 03 / 33 . 0203030763 


-- 02 O 185 O 462 Bummsrttes QbW reactor o-.-nsv plans for compile 
073 V, 1 tem II F 2 re Instrumentation for detection of 
inadequate core cooling 1 , provides options for ordering 
incorporation of tiest Itsghouse or C-E level monitoring s 
DIRCKS-M. J Office of tbe Executive Director for Opera 
8 ECy- 8 l-e 03 A Bl/ia /39 7 pp 1 1963 063 24 * 

Flche: 50 - 000 . 03 / 01 / 06 . 0301300382 


H Oeneral correspondence 


0303100030 Responds to 830122 request for comments On DT PI 
820110 liT re util intention to reduce low level raduaetc 
To date.NRC has not received util request for approval tc 
incinerate low level radwaste 

BIRCKS.M j. Office of the Executive Olrector for Qperatl 
02 / 02/22 DERRICK. B House of Rep 3 pp 13191:329 i 
Flche 50 - 269 , 02 / 03 / 23 . 8303100030 


— 8203100041 forwards ltr from constituent OT Plotnlck re , 
build facility that will reduce low level raduaste 
Comirents requested 

DERRICK, a House of Rep 03 / 01/22 KAHMERER, C C. Q( 
Congressional Affairs 3 pp 12191 331 24 X Flche 90 - 

82 / 02 / 22 . 8203100030 


P Op*i*«ttnj Itcenie stage documents i> correspondence 


9203DI0001 Add) response to rO|A reqwest tor 30 categories ot doiiiments 
re MOftEO-0660, "URC Action Plan " Forwards documents listed 
In Apps AiB.C (■ D InSo partlallg ulthOeld tref FOIA 
Esenptlon 9). 

FEUTON. J H Division oP Rules and Records Ol/Oa/04 MAOOEN. I J 
KagOi BcOaler- FI ernen- Kegs t> Handler Rpp 12790 006 24 1 

Flche 90-270. Bl/00/04. 8303010001 


—7910340034 Forwards NRC '70632 Itr, 790913 Duke Power Co 1 tr 6 model 
(focueisnta 1 1 on For 790707 rept. “Evaluation of Transient 
Behavior t> Bmatt flCO Breaks in 177 Fuel Assemblg Plant. " 

Requests tOvIsm of 790707 rept 

MEUTEHES.C J TrtI-3 Bulletins «. Orders Task Force 79/09/:;4 
R 097 TOC TV, 7 TI1I-2 Bulletins 6 Orders Task Force Ip. 12769 194 

a** Flche 90-270. BI/08704. 0303010001 


--7911200376 Discusses effect of fesduater sgs mod re original steam line 
break analgsis Requests comments 

CAPUA. n A Ulght Mater fleactors Orantl. 3 79/10/31 ICflAEL. 8 

Reactor Sgstems Branch Ip 13769088 34* Flche 90-000. 

B I 708/04, 6303010001 


--8003310239 Forwards list Identlfgtng four Items for which responses to 
requests for addl Info were received 8. status of three 
addi Items. Also forwards libu "Potential Reactor 8gs Voiding 
During Anticipated Tronslents. " 

CAPRA. R A. Standardliallon Branch. 00/02/19. RpSTTaCZV. 2 l( 
Division of Project Management 4pp 13760 343 34X 

Flche 90-370,81/00/04,0203010001 


--8009361041 Forwards status of operating PHR auxlllarg feedwater sgs 
evaluations for Mes tlnghouse, C-E 6 Q6H N8ti9 plants 
I1ATTHEM9. P. R. Aurlllaig Sgstams Branch 80/03/29. OEMAHOVA, V 
Auitllarg Sgstems Branch I4pp 12768 339 24X 

Flche 90-000. 81/00/04, 8303010001 


--8203010T12 Forwards utlT OOlOOB Itr t« auslltarg feedwater Sgs drawings 
Info discussed w/llcensee at Q00903 meeting, u/o ends 
HErfOALt..R NRC - No Detelled Affiliation Given NRC-03-79- 1 10 
00/10/10 FEKTNER, P Franklin Ins 1 1 tu te/Frank 1 1 n Research Center. 
Ip 12793.196 34X Flche 90-000. 81/08/04.8203010001 


--83030I0143 Forwards auxlllarg feedwater sgs rellablllig studg 6 
responee to NUREO-0667 Ig/o enc 1 

KENDALL. R NRC - No Detailed Affiliation Olven. NRC -03-79-1 10 
90/09/19 FERTNER.K Franklin Ins 1 1 tute /Frank I In Research Center. 
Ip. 12793 303 34X Flche 90-000.61/00/04.8303010001 


--6203010202 Requests that effect of feedwater egs mod In operating PlIR 
plants on original steam llna break analgses be specificallg 
addressed In review of proposed mods at facllitg 
EtSENHUT, 0 Division of Operating Reactors 79/10/39 ROOD. 0 
THI“2 Buttsttns t< Ordsrs Task Force. Ip. 12769:039 24X 

Flcha; 90-000. 01/00/04, 0303010001. 


— 6303010334 Requests review of util Itrs documenting steps taken to 
Insure operator training 6 dr 1 1 1 tog. Incar porat Ing lessons 
learned from TeiI-2 6 continued high state of preparedness. 
Suggests 791001 meeting to discuss rssponse adequacg. 

HOB®. O F TMl-2 Bulletins 6 Orders Task Force 79/09/28 
COLLINS.P F. Operator Licensing Branch Ip 13769 133 24X 

Ftche: 90-000. Bt /08/04, 8203010001 


--8203010331 Provides status of C tUchelson concerns r* DLU small break 
LOCA. Draft mamos. Internal distribution list b handwritten 
note encl 

CAPRA. R. TMI-2 Sullsttns «. Ordere Task Force. 79/11/13 
BHERON. 8 THI-3 Bulletins b Orders Task Force 6pp |2769 321. 
24X Flche 90-000.81/06/04.8203010001 


— 6203010373 Forwarde draft requaet for addl Info re email break LOCA fei 
review b/or mad as approprtata- 

CAPBA.fi. A NRC - No Detailed Affiliation Olven 79/09/36 
BHERON. B NRC - No Detailed Affiliation Olven 6pp 13770:103 
34X Flche: 90-000. 61/08/04.8303010001 


— 8203040080 Forwards BbW handwritten draft responta to NRC 790928 
raquost for addl Info on power operated relief valve 
actuation b reactor trip frequencg 

CAPRA. R. A TMT-2 Bulletins b Ordere Task Force 79/10/30 
IBRAEL.8. THt-3 Bullotlne b Orders Task Forca 23pp. 13769:091 

34X^Flcba:90-000.8I/OS/04, 83030 1000 1 


0203030329 Olscusfat BbU overfaed transient analgsis using IHT deck 
Simulating facilities. Figures l-9 re computed transient 
results encl. 

HStl. C. 4 Brookhsvsn National Laboratorg 60/01/10. Brookhaven 
National Laboratory. 6pp 13764:394 34 X Flche 30-000. 81/08/04. 

8203030001. 


8301S9008I Application to amend Licenses DPR-3a. DPH-47 b UFR-99. 
changing Tech Spec Bection 3 I 2 re h eatup. c ooldown b 
Inservtce lest limitations for RCS U/Ctass t t tl fees 
PARKER. N 0 Duke Power Co. 83/01/12 DENTON. HR Office Of 
Nuclear Reactor Regulation, Director 8Tn-T>>< F Operating beoctnrs 
Drench 4 3p p 11673 308 P4« Fichu 90-269.63/01/12.0301290(101 


-0201390099 "Analgsis of Capsule Ofltl-D fras Duke Power Co Oconee 
Nuclear Sta t Ion. Uni t 3. Reactor vessel Matls Burvei I lance 
Program •• 

LOME. A U . EUINO. J U . PAVINtCH.H A Babcock b Ullcot Co 
0AW-I697 01/10/31 93pp 11673 317 24X Flche 50-369. 03/01 / K-. 

820 13 9006 1 


0303040910 Forwards request for addl Info re TMl Action Item III D 3 q. 
control room habltatilitg Info should include lox Ic 
gas/c heir.1 ca 1 analgses lotislte b of f s 1 1 e >. vent i lat l on sgs 
operation (normal b incidenti b shared sgs 

STOUT. J F Operating Reactors Branch 4 03/03/11. PARKER. N tl. 

Duke Power Co 3pp 13130 210 24X Flche 90-369,83/02/11. 

8303040910 


0303090190 Forwards draft technical evaluation rept. "Control of Ifeavij 
Leads." for review b cormunts on c:.ncluslons Conference call 
requested within 30 dags of receipt of Itr Co-.-.ents 
requested .elthtn 60 dags of receipt of Itr 

DTOLT.J F Operating Reactors Branch 4 82/02/10. PARKER. W (i 

Ouko Power Co 3pp 13146 001 24X Flche 90-269.02/03/16. 

6203090198 


-'8203090303 Draft technical evaluation rept. "Control of Meavg Loads *' 
VtTQ. 0 J . OAHOENT. I H FrunHin I ns 1 1 1 u te/Fratik 1 1 n Research 
Center MnC-03-79-UB TEfl-C9297- 104 03/03/09 hRC - No 

Detailed Affiliation Olven 34pp 13146 004. 24X 

Flche 90-369.83/03/16.0203090190 


8303030317 Informs that addl Info re shift technical advisor trstnlng 
programs, per NRC 820119 request, will be provided by 030324 
PARkCR. H O Duke Power Co 02/03/19 DENTON, HR Office of 
Nuclear Reactor Regulation. Director BTOl.T.JK Operating Reactuib 
Branch 4 Ip 130'/0 300 24X Flche 90-269. 03/02/ 1 9. 030303031 7 


8303090100 Requests addl Info re environ qua 1 1 f teat I on of safetg- 
related electrical squipment FranVlvn iiessarch Ctr list 
af questions encl 

STOLT.J F Operating Reactors Branch 4 02/02/19 PARKER. U 0 

Duke Power Co 6pp 13142 390 34x Flche 30-269.02/03/19. 

0303090 1«0 


8303100093 Clarifies understanding that util will meet NUREO-0/3/ Item 
III 033 position tp Improve in-plant iodine 
Instrumentation under accident conditions 

STOlT.U F Licensing Branch 4 03/03/19 PARKER. U. O Duke Pi>w>i'r 

Co Ipp 13191 191 34 X Flche 90-269. 03/ 02/19. 0303100093 


0303010360 Requests NRC concurrence w/utll approach re 030301 agreeiconl 
w/Hes 1 1 nghous e on performance of spent reactor fuel 
c onee 1 1 da 1 1 on sves w/four 19x19 Dbu fuel aesembllee 
PARKER. H 0 Duke Power Co 03/03/23 DENTON. H fl Office of 
Nuclear Reactor Regulation. Director 810LT.4F Operating (Irac tore 
Branch 4 4pp 13069 239. 24X Flche 90-369. 02/03/32. 820301 0P6O 


0203040373 Forwards Amends 107,107 b 104 to Licenses DPR-30. OPR -47 b 
DPR~99, respec 1 1 velg. safety evaluation b notice of issuance 
b availability Amend revises Tech Specs requirements re 
heatup b cooldown b Inservlca testing limitations for RCS 
MAOHCB.P.C Operating (leoctors Branch 4 82/03/22 FARMER. Vl O 

Duke Power Co 2pp 12137 201 24X Flche 90-269, 62/02/22. 

6203040373 


—0203040377 Amends 107.107 b 104 to Licenses OPR-Oe. OPR-47 b 0I’J(-3!S. 
respec t Ive 1 g. r evl s Ing Tech Specs re heatup. cooldown b 
Inservlce testing limitations for RC8 

STOLT.W. F Operating Reactors Dranch 4 82/D2/33 lOpp 

12137 303 24X Flche 90-269. 63/03/32. 8303040373 


— 8303040383 Safety evaluation supporting Amends 107.107 b 104 tP 
Licenses DPR-38. DPR-47 f. DPR-95. respec tlve Ig. 

a Office of Nuclear Reactor Regulation. Director 83/02/32. L'pp. 
13137: 303 34* Flche 90-369, 03/02/22. 83 030403 73 


--8203040385 Notice of tssuence b avallabllltg of Ameirds 107.107 b 104 t 
Licensee DPR-30, DPR-47 b DPR-99. respec 1 1 ve I g. 

8T0LT. J. F operating Reactors Branch 4 63/02/33 2pp 

13137 304 24X Flche 90-269.02/03/33.0303040373 


6203110001 Osneric Ltr 82-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use of INPO SEE-IN 
program 

EISENHOI. 0 0 Division of Licensing 02/03/09 HAUSPDflC*. A 
Consolidated Edison Co op New Vort. DIETCH. R Southern California 
Edison Co ParRIS.H 0 Tennessee Valley Authority- 2pp 
12231 031 24 X Flche; 90-000. 82/03/09. 02031 lOOOl 



3233 S 3 C 24 I s tea tAdc rp«p<irae to M<}C RSOllS request for itilijl inPo f*- 
Nl/flf3-0?37 It»- i;.B I <l(a<ua«ins flCS vent«.i» In procno sP 
fevl9« ti billl te auO<n1tt0CJ 0^ 8S032tv 

®AFII*EJ». W O O^te PoL.fr Cc 03/O3/C9 rChTO.N.H fi. OPPitf oP 

Ujc l«ar Heat I 61 HP 9 o»atio». OirettoT StW.J.jF 0>«Palkn{ Heactort. 

Sr area 4 Ip 18379 077 J4 7 Fit he S.'V-Sfc^. fl?/03/09. a203?3034l 


(3203220932 Forjarda reqneac f;r addl info 'o Jew temp oveepreio ure 
pretec 1 1 r.'i Heafvoae witain 30 

570L2.0 F Opararing Pedttcra Oranen 4 U3/03/II FPBKFB.H (I 

Puke Powe- Cc. 4pp !33 74 221 24« FxSe 90-2*9. 02/03/ 1 1- 

0203230 J22 


fa203l7OSO5 for„arCa i-etpuise to 020302 rei;;jes t fof juat J f Italian fo» 
continjeC cfeeatio*" ;n llpnt oF pecele** -/HFI outiie 
taermal elei/» area L'afe operatlu''' juottriei! tneou;* 
rorpletici cf respective Fuel ci|clee for Units 3 i 3 
PftBPER 14 n Ojte Co 02/03/12 OENJOW. 0 « Of Flee oP 

t.'Lclea' fieac c 0 - Bedulacion. Otrector STClZ. J F Cperatlnj Iceactars 
Brancf 4 7p f 15313 306 24» Ficne 50-369. 02/03/1 2. 92031 7 0;’05 


8233230949 Forwar/s info jesClFi,ln) lo^jer lalLius oF intograted doLo 
-.reed ir qual 1 f i c a 1 1 tn of electrical e.iLripre*it contolfied 
Irvsice reaettr tlcj-por .NRC 930209 refl.ieit. Induces eases t 
a»»L”tticn4 used In araljsis 6 sa-pJe cajc u I atlor. 

PAtnER.ti 0 D.le Peaer Co 02/03/16 OENlOil.H «. Office of 
f/uclear R»att.-.r Hejulatltr. Director SI0L2.JF Operating noaitors 
3Ta->cr. 4 Ipp 13332 ltd 34K Ftctis 30-269. 82/03/ 16. 020323OOA9 


6503303015 r’trwarjs a-ens 100. 1C0 6 105 to licenses l:Ffl -30. OPR -9 7 ti 
rPR ' 55. respoc C 1 veil.- sa f e ( 'i evaluacion 6 notice oF Issuance 
% availasilttg itnends revise Teen Specs tc reinstate heatup 
K coo.ccun curves 

WAC-9fW.P C Operating Beac tprs Crane I- 4 62/03/16 PAHKER- IJ 0. 

.3ule Pcve.- Cl 5pa 12460 30/ 24/ f ute 30-269. 03/0J/16. 

820330C0 1 5 


--e2033Cc0l / Asends 1/0.103 5 105 to Licenses OPH-Se. CPn-47 h DPI«-6:i. 
t espst t vve V a. r ev ising I'sc*' Optes tc rslnstats heetup 6 
< eel In. n c v - ves 

Sr0L2. o F Operating Rea-: tors UiancV 4 62/03/16 L6pp 

124*0 311 241 FUte 50-269.62/03/16.8303300(115 


-8303303019 SaFrla evalLelion supporting .t-onds lOfl. 100 8. 105 In 
Licenses D‘’P-3e. CFR-47 t 0PR-S3. r espei 1 1 ve 1 g 

* Office oF riLClaar Reactor Regulation. Director B2/03/I6 2fp 
124*0.323 34X Ficse 50 -269, 02/03/ l 6. 620320001 5 


--02533OCO52 lio 1 1 c e cf issuance 1. aua i I a* 1 1 1 1 g of Amends 100.106 !• 105 tii 
Liteises OP « -'38. PPR - 4 / (« OPR -55. r espec 1 1 vs 1 g 
0rOLf, J F Operating Reactors Drancn 4 02/03/16 2pp 

15460 334 247 Flche 30-269. 02/03 / 16 - 6303300015. 


0 Inspection reperts. IE Oulletins t correspondence 


0503010001 Afdl response to FOIA request for 30 categories eF documents 
-» NUIiEC-0660. "MRC Action Plan ' Forwards doco-ents listed 
in Apps A O.C I. 0 Info partlallq witcneld iraf FOIA 
Ece-iption 51 

Felton. O 5 Olvismn of Rules and Records 61/08/04 flAODER. 1 2. 
Kagtt. Stt slec . Fier-an. Xags t- Har.dVst. Opp IS350 006 SAX 
Ficne 5C-2e7. 01/Cn/C4. 6203010001 


-'8007161003 Details utils responses to IE Bulletin 79-03C* “Nuclear 
Incident at TMI-Supp|- Foraiarde Data Poierr Co 790824 Itr. 

Toledo Edison 791101 Itr L FL Pruipr Coi p 791101 Ur 

describing action taSen in response to bulletin 

CA®RA.R A I.-S1-2 Bulletins & tJrcers Tasl Force 79/11/07 

ISRAEL. S T.‘1|-2 Bulletins 8- Orders last Force Sff 12769:069 

247 FIche 30-000.01/06/04.6203010001 


0503580415 Act receipt pi 641533 Itr inPorrolng W(tC of steps taVsi. to 
correct violations noted In lE tnsp Repts 50-269/81-25. 

SO-27O/0t-23 t. 30-807/81-25 

O'REILLV. JP Region 2< Atlanta. Office of the Director (81/03/01) 
□2/01/26 PASAtH.W 0 Oute Power Co 3pp 12137:152 24X 

Flcta 50-269.02/01/26.8203000412 


--8203080410 Responds to ARC 011123 Itr re violations noted In U* tnsp 
Repts 30-269/81-25.50-270/81-236 50-287/01-25 Correc live 
actions solidification of avaporator concentrates u/urea 
f orpidtdehqd e dt sc nntlnued 

PARKEB.w 0 Oule Power Co 0t/I2/23 O'REILlV. J P Regiori 2. 
Atlanta. Office sf the Director <81/03/011 Agp 12137- 155 24lt 
Fit he 30-36 9. 82/01/26. 8203000412 


--8303080421 Foruards IE Uaste ractaging tnsp Repts 1 3000039/ lOD t< 
tE Insp Repts 30-269/81-23.50-270/81-231 30-287/81-23 on 
810928 1 notice of vtolattcin. 

O-REILLY.J P flegior 2, Atlanta. Office of the Director 
<81/03/011 81/11/S5 Parker. WO Oute PojOT Co 2pp 

12157 13S. 24* ft cbe 50-269. 62/01/26. D2030B04 12 


--6203C00423 Notice of violation from tnsp on 810920 

• Region 2. Atlanta. Office of the Director (01/03/01) 01/11/i 

Vp 12137 ibl 24* Fltho 30-269. 82/01/26. B2030004 12 


8203020419 Ac I receipt of 820203 Itr Informing NRC of steps taken to 
correct viola Itpns noted In |G tnsp Repts S0-26<)/Bl-32. 
50-270/81-32 6 30-307/81-32. 

LONO.F J Division of Project 6 Resident Programs 02/02/10. 
PARiIER. U Duke Power Co Ip 12078 180 24* Flchs 30-369. 

03/02/10. 8203020419 


6203020420 Responds to f/BC 820118 Itr re violations noted Ip IE In 
Repts 30-269/81-32.30-270/01-32 t, 30-207/01-32 Correctlva 
actions frequencg of radiation survegs Increased t. slgnpff 
steps included In procedures re sunp pump operation 
PARAEP.W O Duke Power Co 02/02/05 O'HElLuV.J P Heglon 2. 
llfflce of Director 3pp 13070 101 P4* El c he 30-269. 02/ 02/16 

0203020419 


'O2O3O2O420 Forwards IE Insp Repts 30-269/01-32.30-270/01-32 & 
30-207/01-32 oO 011120-1310 6 notice of violation 
KELLO30.P J Reactor Project Branch 2 02/01/18 PARKER. M O 

Dule Power Co. 2pp 12070 104 24* Fic he ; 30"269. 62/02/ 10 • 

02030204 1 9 


- 0203020439 IE tn«p Rejts 30-269/81-32.30-270/01-32 (. 30-387/01-32 
011120-1210 tioncorp I lane e noted: fal lure to folloui procedure 
In batch release of liquid effluent h to perform adequate 
rad ( o log t ca 1 survoM 

ORDERS. U . NfERS. D . DRVANT.J C Division of Resident 6 Reactor 
Project Insfectlen. 82/01/07 9pp 12078 187. 24* 

riche 30-269. 82/02/10. 8203020419 


0203030263 Forwards supplemental Info to Revlsl on 7 of rotponee tu 1 
Bulletin 79-010. "Environ Oual I f I cat 1 on of Class IE 
Equipment " justifies continued operation until replacement 
of Identified equlp-ment can be accomplished 

PARKEfl. U. 0 Duke Power Co 02/02/23 DENTaN. H B. Office of 
Hoc lear Reaitbr Hegutatlon. Olrector BTOU2.JF Operating Head 
Branch 4 I2pp 13097 294 24* FI c he: 30-269. 02/02/53. 020303026^ 


0203060349 Forwards IE Info Notice 82-01 . R*vl ston 1. "Aurltlarkj 
Feedwater Pump Loclout Resulting From Uestinghouse U-2 
n'.>ltch Circuit Nod " No response required. 

O'REILLV. j P. Region 2. Office of Director 02/03/26 OMRIO.B f 
Florida Power $. Light Co 4pp 12138 103 24* 

FJehe 30-000. 02/02/26. 8303080349, 


0203230306 Forwards lE tnsp Repts 30-269/82-03.30-270/82-03 6 
30-307/90-03 on 020210-12. Mp noncompl lance noted 
LONO. F vl. Division of Project & Resident Programs 82/03/03 

PARKER. W.O Outs Powor Co Spp 12413 270 24* 

Flche 30-269. 82/03/02. 8303250306 


'0203230315 lE Insp Repts 30-269/62-03. 30-270/82-03 & 30-207/BS 03 
820210-12 fJo noncomp 1 1 anc e noted. Najor areas Inspected' HPI 
piping t, recoverg of Insp tool From Unit 2 veesal. 

Blake • U. J . HEROT.a R Division of Englnoorlng 8« Technical 
Progra-is 82/02/33 4pp 12413 272 34* Flc he 30-369. 02/O3/< 

8203250306 


8203170441 Foruards IE Info Notice 02-03. "Environ Tests of ElactrJi 
Tsrmlna I Bine (s . " 

Q'REII.LY. J P Region 2. Office of Olrector. 82/03/04. OHRIG. H I 
Florida Power t. Light Co VERDERY.E H E08 Nucloar, tnc, 4pp 
12315 309 24* Flche 30-000,82/03/04.8203170441 


6203230078 Forwards IE Insp Repts 30-269/82-03.30-270/82-03 6 
30-207/02-03 on 8201 19-22. No none ompt lane e noted. 

LONO.F j. Region 2. Office of Olractor. 82/03/04. PARKER. U.O 
Duke Power Co 2pp 12414:311 24X Flche. 30-269. 82/03/04. 

0203230078 


— 8203230083 IE tnsp Repts 30-269/82-03.30-270/02-03 h 30-297/03-03 
820119-22 No none omp I lance noted. Major areas inspected: 
tnservt'cs Insp procedure rev 1 eu. program 4 record rovtsu.work 
observation & seal replacement 2A1RC pump. 

ECONONOS.N « HERDT.A. R. Region 2. Office of Director. 02/03/0' 

Spp 13414-313 24* Flche 30-369, 82/03/04,0203230078 


0203170319 Forwards IE Info Notice 82-04. "Potential Deflciencg Of 
Certain AOASTAT E-7000 Series T ima-Delags, " 4 IE Info 
.Notice 02-05- "tncreaslng Froqueneg of Drug -Related 
I Act dents " 

□ 'REILLY, JP Region 2, OfFice of Director 82/03/10 UHRtO.R., 
Florida Power «, Light Co 4pp. 12321.206. 24X 

Flche 30-000. 83/03/10,8203170319 


•JX >3I#.C?'?-1 Furi-arat re<;u6»t for rflisf # r loifivice insp roqu > i r-iiri. t • 
S^ctico Kl ot ASMr ncilvr ^ Pre^&'jrp V904tfl Code re 
piping on -14 In « tent*- -rd >'■ (»e4<.-dt»r t> out il idly fredii,dtsr 
SjppJ« H;C60I f' 0/IJ roqui'&tvd 

P’AKHr.H.U U U«k« PUK.V’ Co 1 1 PC r. r OK. II H Office (i ( 

•.ucieac Peactoi Beyu l.il i ■>!• . niiectoc *»lO. ?.J r OperatKi? lii'ocloi! 
3<anch 4 ’.Ipp (2101 133 JO* Pic he 50-369. 03/03/ 1 1 . 0203160; 94 


P.'0j<f504m Foi->or(l» ir In fj .*lplice B2-06. Poilufe of Sloa’i Ceiioi«ti:r 
ei'inatii Side M.>nL.dy Cloeure Qtude " Mo uritten reepuiiae 
r equeh t d J 

O P Region ?. Office of Direcci'' 03/03/12 OjtfiH.'.R I 

Floride Poje' *. Light C<' .IC COMAL 0- R f’ Aldhome Ppo-bc Co 
•I lCuOl-li- T r Oouth Caroline Electric K fioa Co 3pp 12409 I HA 

i'4< f it he 50 000.0^/03/12.0203250401 


020322004 1 Porjordt re guest for add I info re IF •Inllelin 60 - 1 1 ■ nneonri| 
tJIls. to cc-iplete rovie* Info neoied wllhifi 60 dogs 
CICl.Z ) r (Ipereling Rrei. lore Ornneh 4 02/03/13 I’ARKCR. U ti 

Oule f'lruer Co 3p? 12374 3n'J 24X Fiche 30 -269. 02/03/ 1 5. 

023322004 I 


f9c-'i326O250 For..ieTd4 It (nfc notice 02- 07- "InodeguAto Occur itg 
screening I’lcgro-it * 

CPEU.lV. JR Regioi. 2. Office of iUreclor 02/03/16 i;i-RI(-. '< F 

llcrirfs Pijer A lighl Co VEHDfft/. L H EDS l.'.icleor. Inc 4|.|. 
12424 107 24* Fiche 50 - Ct.C. 02 /03/ 1 A 0203260250 


J Feiicdit hpe'eting repoitt ^ lelnted correspondence 


'-.23 329019*3 Eorcerds r.or.trlg operAting lepls for Ang 1901 

PARKER- w I) Dolie r-i>u.rr Co 01/09/15 Office of 7lfinegeT.en t unil 

P-ograci Acdlinc l|i 12429 1G9 24X riche 50-369.01/09/13. 

11203390: ‘/O 


- 620329319/ M.inthlg tii'ereting repts for Aug I9UI 

HEAVIS. J A OuVo fi.*ni Co Ul/03/13 WpM 12429 190 i’/ix 
f icPe eo 269.61/09/13.0203390193 


>2032»OJ'V2 Fiiroarde irorthig opeiating lopls for bept 1901 

PA'IKEO* M O Oofe Poeef Co 01/10/15 flfficu of fldnageoecit t*nil 

Prejrar- Aiielgsic Ip 12439 .129 24x fiche 30-269.01/10/15. 

ei03290l92 


c3o329'.>l'f3 Month Ig oprrolli -3 lepts for Cepl 1911V 

fiFAVIa J A Oofo Pn...er Co 01/10' 13 I6pp 12429 333 24 X 

f icne 50 269.61/10/15. 6203290192 


02"3290l7/ Foroards irorthlg opereting repts for Oct 1901 

EaPUFR. u O Ooiie POw.er Co 61/11/13 Office of Menageconl nud 

I’rdsian AnoIgtiB tp 13430 001 24X Fiche 30-369.01/11/13. 

0303290177 


--0203290179 nonthlg operating reptt for Oc t 1901 

REAI/IS. 3 A Oule Prjer Co 01/11/ 13 I6pp 13430 003 :’4X 

Fiche 30-369. 81/11/13. 02032901 77 


9203190309 Forwards r.onti.Ig operetlrig reptt for Feb 1963 

CAHKEP.wQ Dole Pou.Br Co e?/03/|3 Olrector's Office- Office 
of Inspection and En for c er.gr. t Ip 12349 230 34X 

Plcl-e 30-269. 03/03/13. II303I90309 


•L2031903tJ Hontnig operatin.] repti for Feb 1903 

RFAVIS. 3 A Duke Pouer Co 03/03,15 I 7pp 12349 JJI :'4X 
Ftche 52 -269. 62/03/15. 6303190309 


b Peporteble occurrences. LEr3B A related correspondence 


Q233160351 RQ advising of delag until 630*311 to provide toapvete rept 
of RCJ-3B 1 /03-03 re stear generator tube leak 

PARAER.L; 0 Ooke Pouor Co 03/03/35 O'REILLY. J P Region 2. 
Office of Director Ip 13330 003 24x f-Ithe 50-387.03/03/2:,. 
0203100351 


B303iS0j 03 rorc'ards I.ER 03-ODI/03L-0 Detailed event enalgsis ent I 
PARKER.;/ 0 Ooke Pocier Co 83/02/36 O'REILLY. J P Region 2, 
Office of Qirectot 3ap 12333 339 24x Fiche 30-207.82/02/26. 

0303100333 


-B203 100306 LER 83-001 /03L-0 on 020130. c hanne I 0 borated laoter stoi agi 
tank level indication declared Inoperable due to erratic 
indication Caused bg dirt t, oil In level indicator booster 
relag A high therirostat settings on sgs heat trace 
Kl/1 2F.lt. 2 F Duke Pocier Co 03/03/36 Hog ion 3. Office of 
Director. Ip 13333 34 1 24 x Fiche 30- S07. 02/02/26. 8203H103<i:» 


o,-i;J I .'ori'S Pf.'U- 1 1 -82-0340 on 02OJO4. th ersal stress cracks mere foufid 
on interral diasieter of HP I line osed for nornial rakeup of 
reactor coolant Hepelrs stheduled 

Slake > J . ECOMOpOB. N Region 2. Office of Director 03/03/04 
IP 1231/ 113 34x f'icl.e SO 307. 03/03/04. 02031 70393 


V Operator E i ani nat tons 


u2030IC(/OI Addl response to FCIIA reguest for 30 categories of Ccic ulhenti 
re KLiRF0-0A6O. 'MHC Action Plan ' f'pruardS docoieents listed 
in Apps A.B.C t. O I life T-artlallg Lltni-eld iref FOIA 
Eienption 9) 

FlXTCM J f Division of Boles and Rocords 81/00/04 MADDEN. I J 

/age. St hr 1 er. r i ernan. t'ags t Handler 9pp 13730 006 24X 

Fiche so -Se?, 01/08 .'04. U2.'130I0001 


--6203010053 Forwards eiair resolts for operators A senior operators of 
fac I 1 1 1 tes 

CO-LI.MS.P F Operator ctcensii-g Oranch 80/07/33 DAvlS. L T 
Analysis t. lech'.pltgg. Inc 6pp I375'l 146 34X 

Fiche 30-000.81/00/04.6303010001 


8203030333 Eipresses thanks for util operating A training staff 
Interest 6 Sopport during recent training surveg team 
visit 

OAUlt,. r Ar.algsis A Technolugg. Inc 80/07/01 PARKER. U 6 lJuki 
Power Co Ip 127/0 302 24X Fiche 50-000.01/08/04.8203010001 


-e.?0'J0'J0.3B0 Forjoids code list for operators t, senior operators m on 
to facilitate forwarding of eiar results to Aralgsis t, 

I ec hi-o I ogg. 1 nc 

P0“C.J N Duke Power Co ao/07/iO COLl.IN'S.P F Operator 
Llceneliig Oranch 3pp 13768 11.2 24X Fiche 50-000.01/00/04. 

03030 I COO I 


(I'JLeET *10-289 THREE MILE ISLAND LUCLEAR SIATIOM. OMIT I 


necurit.;. sedical. erergt-reg A fire protection plans 


ll3r>31202/7 Rele.ises public version of revised esiergencg plan 
InplerpnCing praiedorc 

I LlTUN. J 11 Division ol Rules and Records fl'3/03/05 bPiuvienl 

Managenent Dranch Ip 13255 067 34x Fiche 50-309,83/03/05. 

□30.31303/7 


-0203120205 ruri,.ards public version uf Revision 3 to enorgenc., plan 
top I ersent i g Froceduro 1004 6- “Addl Assistance 1, 

.Slot 1 f 1 c a 1 1 on ' Receipt f i on enc 1 

NASH. R Metropolitan Edison Co 03/03/23 DENTOM.II H Office oi 
Nuclear Reactor Regulation. Director ip 13/35 060 34x 

r iche 50-'/09.03/0'J'05.«3031'30'377 


-02O312O3‘/2 Public version of Revision 3 to Enorgeneg Plan Imp tement li 
Procedute 1004 6. 'Addl Assistance & Motif Icatisn ' 

(■ELSQM M A netrofolilan Edison Co 03/03/10 2Ipp 13355 069 
24X FicSe 30-309.03/03/05.0303130377 


830,3100306 Foru-ards IE Eirergercg Prepardness Appraisal Rept 
‘J0-209/U1 -30 or 010713 14 Significant eeergencg 
preparedness findings T, ehergencg preparedness improvenent 
I tpAS enc 1 

.iavN'EE-R C r.egiui l. Office of Director 82/03/03 Hv'KILL.H D 
General Public Utilities - CPU Service Corp 3pp 13334 OIB 34K 
Fiche 30-389. 82/03/03. 0303 1 00306 


-■8203100310 IE Ei-ergencg Preparedness Appraisal Rept 50-389/01-20 on 
810712-14 Major areas inspected administration of emergenev 
preparedness pr ograr.. e*i»eT gene y nrganl lal i on. ir ainlng 6 
facilities ^ eguipnent 

wOJNAS.E j . DCNALOSCH. D E . CME6INOT.3 l( EP Licensing Dranch 
02/03/25 45 pp 13334 033 34X Fiche 50-209.02/03/03.0303100206 


8203230602 Forwaids Revision 13 to modified airended physical securiti; 
plan Revislor withhold fief lOCFRD 7901 

HUXILL.H D General Public Utilities - OPU Service Corp 02703/09 
STOlZ.J F Oprrating Reactors Oranch 4 2pp 13308 331 24* 

Fiche 50-209.03/03/09.0203330603 


0203230640 Submits physical protection program info Body of Itr 
withheld iref lOCFRP '790) 

HUKlLL.H D General Public Utilities - GPU Service Corp 02/03/09 
6T0L7.3 F Operating Reactors Branch 4 SNYDER, D Trtl Program 

Office 2pp 13300 333 34* Fiche 30-289.82/03/09.0203330648 


0203170516 Sus-harltes 030129 resting w/NRC. FEtlA. PA Energency M}t Agenc 
EMS. Inc re proposed actions for completion of listed 
energency preparedness restart items, per AQLB partial 
initial decision Attendance 1 1 s t- hr oe hures J, pamphlet encl 
f'UKlLL.H 0 Gereral Pot lie Utilities - GPU Service Corp 02/03/11 
GRIMES. 0 K Division Of Emergency Preparedness llpp 13319 314 
24X Fiche 30-399-62/03/11.8203170916 


6<{03I8094S pjblic v»r«i»n of (Ian ir*( I Sf^ent i n<| 

pro(*JJr« <h<>rigf rffi)bF«t 

FELTOV. 0lvlii3t< c( Bjlet ooj flrcci-Ot tiS/OJ/'lS Occ 

►"apas eaient Granib Ip lS34r? Ii>'? 34 » Ficna 3O'e09. 83/03/ I 

3303180343 


— 9303160346 Fjr^aPS* pbbli< woralOP of FpocoOupo Cf-a'ioe Keiuest 
l-M0~83-C040 aolatmt Ravision 3 to Pmcodi/re 1004 l| re 
affpita ra<;iatloP nooitorin; O^totaP pracadora lai Popr 
incorporated into Rroredora 1004 10 Receipt for"> enci 
MASrf. 0 retrnpolltan Ed iron Co 83/03/04 OEMfOM. H R Orflcr i. f 

Nuclear Reactor R 09 .>1 at ion. Director .Ipp 1334.3 170 ?4> 

Ficne 30-384. 83/03/ 13. 8303100343 


9300340550 Releaiet pulltC vortion of revision to energency plan 
l*plemontlng procedure 

FELTON. J f- Oivlnion of Rules ane ftecorcs 83/03/16 Coc J-oei.t 

Management OrancP Ip ;S 404 373 34J Fic'ie 50-389.83/03/10. 

6303340530 


— B303240536 Forwards public version of Revision 3 to Emergency I'laii 
f ^p I eaiept i n g Procedure 1004 1 3. Environ fippttoring ‘ 

Receipt fori eoc I 

NASH, 0 Oeneral Public utilities - GPJ Service Corp Q3/03/II 
DENTON.H R OFflce of Nuclear Reactor Regulation- Director 1 p 
13404 374 34 m Flc.se 30-389,83/03/18.8303340330 


0303340430 Moc-.or 19 sv^penl lr;rfing on licensee Li<epttQn • 
NRC/lliensee lOiiit proposal Ic ie raffe shortly Certificate 
I ( Sv r e r. ■. I 

/Am.ER.H F Me tropol t tan Ecison Co iAMLtR. H L Shau. P 
Potts t l' 9 sib-«dge <|3/0'J/Cl atairit Safety a«d Lttens 
Panel 3pp 13114 261 341 Fichv 50-3n>. 83/03/01 . 830304 


8303100511 Motion '^r rocQn s idet at t on of Aaaodt 830120 P'jtlu 
ad *.( s SI 1 1 1 1 1 , of suppl tc proposed flndinds of fact C> 
Conclusiors of lav 6 motion for admissibility of findings 
AaMOOT n D Aaisodts. The 83/03/01 Atonic Safety and 

Ooarl Panel 3pp 131B3 342 24 k Fiche 50-289.82/03/01. 


■ -03J.3I CC31 3 Suppl to U30II0 proposed findings of fact !• con 
leu on issues raised in reopened Tni-t rest-irt procerdin 
Certificate of 3vc onci 

AAM.'3t.Mn Aa.- 9 iJts. T.'ie 83/03/04 07pp 13182 .343 
Fic5e 30-289. 63/0 3/01. 830310051 I 


8203040 330 Mosorancun t order scheduling 6.70318 public preli 
hearin; in lie t nesia . MU re tecfnical bases for Martin Kept 
ccf-cluslors Issue to oe detet -lines is uhether evidentiary 
record shojid te reopened 

SMI TH. J w Atpilc Safot., arc Licensing Pnard Panel 83/0 
13115 OVO 24X Fiche 30'209. 03/03 .'03. R303040300 


— e2032403&0 Pu 1 1 I c version of Revision 2 to Feergency Plan Imp I ppient 1 ■ g 
Procedure 1C04 13, "Environ Monitoring 

fJELSON. 15 A Oeneral Public Utilities - OFU Service Corp 
82/03/03 14pc 12404.275 24* Ficfe 30-289. 62/03/ 10. 830' 324053(1 


0 Adjudlcfitory correspondence 


Q2030|0001 Adel responde to FOIa reguest for 30 cetegories of docuTenfs 
re TfL3£9-06b0 . ‘‘tsRC Action Plan * Forsiards documents listed 
in A(ps A. 0, C it 0 Info partially vitnfeld (ref foia 
E reaiptlbn 31 

FELFON. 3 M Division of Rules and Records 61/08/04 flACOEN, T U 
icaye-SchoVer. Fier-an.Hay* V Handler 9pp 12750. ODf. 24X 
fiche. 50-287. 01/06/04. 8203010001 


--e008300f>54 Disc vises OS.W plant turera response to NUflEO-0578 Pnsition 
tbet oc addl I ns Crt-ir.entat 1 on Is required for detection of 
tore cosllnj vs unacc sptat I e Evaluation detailing basis for 
conclusions cncl 

RtlSEf.SIElM. L S Assistant Otreetbr For Coro l< Contain-ent {lystims 
60/08/17 NCVAA. I M Assistant Director for Operating Realtors 
8 pp 12765 235 34 k ftcr* 50-000.01/08/04.8203010001 


020130030? Advises that 811113 tranemictal re proposed hot leg level 
tnstruaisn tat t on sys does not ~.set criteria of Item 11 F 2 of 
lfUREO-0737 Proposal floes not provide means pf detecting 
voiding tn reactor vessel upper head above tpp of noiile 
ST0L7. J. F Operating Reactors Oranch 4 02/01/06 HUKILL.H O 

Hstropolitan Edison Co 7pp J1982 023 a4K Fiche 50-000.82/01/08. 
820130030? 


6203040304 MerpranduA I. order allc-iing any party to respond 
to licerisee 8202?? reply to NRC responses to ASLU dlroctiv 
to rapt fletai Is of enforcement plan 

EfltrH. I H Atonic Uafety and Licerising Ooard Pariet 82/C 
Office of tre Eiecutive Legal Oirectci If 121 15 089 
F i c ya 30-289. 02/03/0?. 6203040304 


8?030502f>4 Eipresses Ofc of Cic.itive Legal Director apprecia 
S Chrsr.oi outstanding uor i 1. untiring efforts re emergency 
planning review 5 case preparation 

CMR ISl£N3Un/. E Mparinqs Division 83/0,1/02 flSENHUT.l 
Division of Llcmsin; Ip 12132 044 24i Fiche 30'OCO. 

8203030364 


82030B0131 Mersrandum correcting A5L0 020303 memorandum 4 nr 
820318 preliminary hear mg. not 1 ng time of hearing 
SMITH. T If Atomic Safety and Licensing Uoarfl Panel 62/C 
12t53 146 24> Fiche 50-209.02/03/03.0203080131 


(1303060134 Memorandum advising that target date for special 
In reopened proceeding on operator testing Is 020331 
SflllH. 1 u Ato->lc Safety prj Licensing Onard Panel 8 ?/( 
(2160 160 24X Fic.Se 30-209. 03/03/04, B2O3O0OI34 


02.53000137 Crder granting licensee 820301 motion to suspend 
re fuel hanfliing eiception to ABl 8 811214 partial initial 
decision flriefs due 820409 Any reguests for changes to ASl 
decision should be addressed to ASLAO 

Shoemaker. C J Atomic Gafety and Licensing Appeal Panel 
Metropolitan Edison Co 3pp 12133 143 34X 

FIcFe 30-209. 02/03/04. 0203000137 


--8110190770 Recom-ends Co-vst ss 1 an delay imp I eissivt at inn schedule for 
applicant L licensee Installation of vessel level 
meesuremenC sys until first 1903 retuettng outage, psr 
NUflEO-0737 tteih II F 2 

OlRCIiS.H B Office of the Erecutive Olrsctot for Operatioris 
SECV-B1-3B2 81/10/07 I3pp 11963.038. 34* 

Fiche 30-000. 63/01 /Q*« 8201300 302. 


■8107290004 Advises that OtJRs will be regulred to Incorporate in— cure 
•uples Into tCC ronttormy sys prior to slunc 1963 
•les will provitfe diverse Indication of viater level 
1 tor core coo 1 Ing 

Office of Nuclear Reactor Regulation. Director 
HARIL. J. C ACRS - Advlsocj CQeimtttee on Reactor 

Ip 11962:037 24* Flc.he 30-000. 02/01 /06, 820130030;.* 


V reactor ovner plans for compliance •-/MiHtd 
St rc-entat t on for detection of 
I t> provides optloris for ordering 
ipnouSe or C-E level nonltoring sys. 
the Eiecutive Director for (Jgeratlons 
7pp I lOA-S m,- 


J . 


!-*r. 


0203190373 Rrief in support of deceptions to A3L0 811214 pa 
initial dec Is ton. erprgenc y planning issues 

AAM3DT.N0 Aamoots. The B2/03/09 Atomic Safety an 
Appeal Panel 5pp 12349 023 34X Fiche 30-209.82/03/0' 
6203190373 


--6203190393 Brief supporting erceptlons tp A6L0 911214 par 
decision re e.mergency plans for farmers Certificate of 
Sve enc I 

AA'snOT.M r-t Aamodts. The 82/03/09 Atomic Safety 

Licensing Appeal Panel 3lpp 12348 030 24* 

Fiche 50-289. 02/ 03/09, 0203190373 


8203120006 Response to licensee reply tP MIC 620201 enforce 
License conditions on control room design review 1. fuel 
handling reworded as listed u/llcensee agreement Certtftc 
of Sve end 

CUTCHIN. UM Hearing Oranch 3 82/03/10 Atomic Sefe 

Licensing Soard Panel Dpp 12246 342 24* Fithe 50-20 

8203120006 


8503120011 Forwards V Stello 820302 memo to N OUlnsWy resp 
Oillnssy separate remans to 820302 Itr to MK tidal 1 re 
guestion of whether info was ulthkeld during TMl'2 atcldt 
GCuDOERO. J R Operations 1, Administrative Division 82/ 
£Ol.e&. C 3 . Duck. 3 M . KOHL.C M Atomic Safety and Liter 
Panel Ip 12240 210 24* Ft che 30-209. 02/03/ 10. a203I£ 


9203120263 Order inviting parties to file cemment on uhetht 
partial Initial decision pn cheating incidents should be 
made Imir.sdiat ely eftettlve if decision favorable to rsste 
.NO ei parte or prohibited communications tool place. 
CiULH.S vl Office of the Secretary of the Commission. E 
2pp 12247 127 24* Fiche 30-289. 82/03/ 10. 8303120283 


DOCKETED ITEMS 


143 


»C079 Notlfloft t^^t Con'Aonu/ed I th oP PA doeb nol intend to 
in B2031B prrllntnarij hearing on cPPects oP 
^in rept on rsotart proceeding No position telion on 
■ iPtcence of rept re nations to reopen record u/soc list 
;n, R U P ennsg Ivanta. State of 02/03/10 etiiril. I U . 

’L£- L M . JORDAN. U M Atonic Oafetg and utcenslng Ooard Panel 
123C0 241 24X Pic he 30-209.02/03/10.0203160079 


0203230147 Response supporting UCS requests for extension nf time to 
cOTplete trieflng exceptions & to ualve page llxlt 
CerllPicate of Bvc ercl 

URADFORO-l. Three Pile Island Alert 02/03/19 Atonic SaPutv ar.d 

Licensing Appeal Panel 3pp 12414 031 24X Fiche 30-209.02/03/1’/. 

020323014/ 


'0272 Forurards licensed brief in support of exceptions to ABLCI 
>14 partial Initial decision on plant design t. 
edur vs. separat 1 on t errergencg planning issues 
;(flcate of 9vc enc 1 

'E0. T A Shasr. Plttcan. Potts t. Trosibrldge BAXTER. T A 
opolltan Edison Co 83/03/10 EDlEB. O 3 . OUCK. J H , 

HV.n L Atomic Bafetg and Ltcenslog Appeal Pane) 4pp 
2 102 24X Fiche 30-209.02/03/10.0203170272 


1170273 BTief in support of eiteptlons to ASL.0 Btl2l4 partiol 
iltta] decision on plant design t. proc ed ures. separat 1 on 1> 
iprgencg planning issues Portions of RE Rogan. OJ Olangi 3 
Tsaggarls SI0309 testlmong enc 1 

• XTen.T.A Metropolitan eotson Co UAXTEH. T A Qhau. Ptttean. 
itts Trowbridge B2/03/10 Atomic Safetg and Llcenelng 
peal Panel 132pp 12312 l06 24X Fiche 30-209. 02/03/10. 

031 70272 


0333 Brief in support of exception to ASlQ U11314 partial tnitin) 
Sion on plant design 6 emergeneg planning Certificate 
;wt one I 

;f 1. R. M. P ennsg 1 vanla. State of 02/03/10 Atomic Bafetg and 

ins log Board Panel 28pp 12312 033 24X Fiche 30-289.02/03/1(1. 

I J 70283 


10303 Notifies of changes in util ngt personnel JO Harbin ujlll 
epiaced at vice president (■ d 1 rec tor. nuc 1 ear assurance 
Long as acting dlrec tor. 8vc list enc 1 
;E.e L Shaw. Pittman. Potts t< Troubrldga BLAKE.C L 
opolltan Edison Co. 82/03/11 EOLE8.0 J . BUCK. J II . kOML.C N 
lie Safetg and Licensing Appeal Panel 4pp 13330.030 24X 

a 30-289. 82/03/11.8203180303 


0216 Motion for c lar I f 1 cat t on. or a 1 ternat Ivelg. f or 
nslderatton of A6LB rulings on fuel handling bldg EBP 
»T sgs Sgs operation should onlg be required during 
oiant of fuel after restart. 

ER. R e Metropolitan Edison Co BAHLER. R. E 8h«u. Pittman, 
s & Trowbridge. 02/03/12. Atonic Safolg tind Licensing Hoard 
I 7pp 12314 080 34X F Iths 30-289. 82/03/12. 0303170310 


170220 Affidavit of RN Keaton supporting motion for c lar i f 1 c a 1 1 oti 
oposed movement of Unit I fuel iiil thin Unit 1 fuel handling 
dg In absence of ERF fitter sgs poses no threat to public 
rtlficate of 9vc enc 1 

ATEN, PM Oeneral Public Utilities - OPU gervlce Corp 
/03/10 7pp 12314 007 24K FI Che 30-289. 02/03/ 12. 8203 170216 


0189 Brief on exceptions to 011214 partial Initial declsloii 
S. E R Union of Concerned Scientists. UEIB8.E R llarnon t. 
s. B2/03/12. Atonic Safetg and Licensing Appeal Panel. 64pp. 
33 310 24X Fiche 30-209. 82/03/ 1 2. 8203 1 00189 


8703230161 Answer to UCE r-ullons for acceptance of late filed brimf 6 
extonslod of tine to complete briei Aanodts do not oppose 
notions line netessarg for steon gunevoter tote repairs 
noots timeless concerns Certificate of Sve encl. 

AAMODT. N O Aanodts. The 02/03/19 Atonic Bafet, and Licrnslrig 

Board Panel 4pp 12414 160 24x Fiche 30-209. 02/03/ 1 9. 020323016 1 


H203230t)09 Response to L'CO notion for extension of time for fllli.g 
brief on exceptions 6 for waiver of page lintt Commonwealth 
of PA does not object l.engthg 6 complex record supports 
waiver of page limit Certificate of Rve encl 

AOLEfl.fl W Pennsg I van 1 a. Rtate of 02/03/19 Atonic Oafetg .md 

Licensing Appeal Panel 2pp 12413 264 34X Fiche 30-289.02/03/1'/. 

G2032 30309 


'--0203230312 Response to licensee U20317 rsotipn for clarification ri 
fuel harrd 1 1 ng of bldg ESF filter sgs Co-rmanwea I th of PA Oops 
not object i icenseo nas valid need to Inspect reactor 
vessel Certificate exf Sve encl 

AOIER.R U Pennsg Ivcinl a. State of (12/03/19 2pp 12413 266 
24 X Fiche 30-289. 03/03/ 1 9. 0203230309 


0203230363 Answer opposing Aorodts 020301 motion for rec ons Ider at i or* nf 
ASLD 820211 order I. motion for adml ss lb 1 1 1 1 g for addi 
findings Motion for r et ons i Cer at i on untineiij L no good c Ousa 
shown Certificate of Ev'c encl 

COLBOERO. J R Operations i. Adisl n i s t r a I Iva Division 82/07/22 
Atomic Cafetg and Licensing Board Panel lOpp . I23B4 110 24X 

Fiche 30-209. 82/03/32. 0203230363 


0203240210 Responses opposing uCd motions re briefing of except Inns to 
ASLO 011214 partial Initial decision Brief filed an 020313 
should be accepted when tables provided Request for 
extension untimelg Certificate of Sve encl 

CUTCIIIN. J M Hearing Branch 3 UAONt'R.M F Hearing Branch 4 
82/03/22 Atomic Bafetg and Licensing Appeal Panel lipp 

12396 206 24X Fiche 30-209. 02/03/22.0203240210 


0203230160 Answer to UCS notions for extensions of time to file briefs 
t. for waiver of page llcrit UCS request to accept late brief 
not opposed UC6 should be ordered to file tables of cootents 
t. authorities promptly Certificate of Sve encl 

BAXTER, f A Metropolitan Edison Co BAXTER. T. A Shaw. Pittnnn. 
Potts b Trowbridge 03/03/22 Atonic Oafetg and Licensing Apprel 

Panel 13pp 12414 141 P4X Fiche 30-209. 02/03/22. 02032301 60 


9203230466 Memorondun b ofOer granting portion of licensee 020311' 
motion for clarification Operation of ESF filtration sgs 
during fuel movement prior to restart nut required 
Remainder of motion deferred 

smith. 1 VI Atomvlc Safetg end Licensing Board Panel 92/03/23. 
Hetropol 1 ten Edison Co 4pp 12411 134 24X Fiche 30-289. OL>/0 :i/2:j. 

0203230466 


1180200 Motion for extension of time until 020403 to complete 
lef on exceptions to ASLO 011214 partial Initial 
cltl on. Certificate of Sve encl 

IS8. E R. Union of Concerned Scientists 82/03/12. Atooilc 
Fetg and Licensing Appeal Panel. 4pp 12334:012 24X 

the 30-209,82/03/12.8203180109 


8203290213 Order accepting UCS late filed 020313 brief In support of 
exceptions to 811214 paitlal Initial decisions Request to 
file Supplemental brief bg 020403 granted Page limit 
etpanded to 123 pages 

shoemaker. C J Atomic Bafetg and Licensing Appeal Panel 82/03/24 
3pp 12429 243 24X Fiche 50-289.82/03/24.8203290213 


i0367 Certifies 820314 sve of Cables of content, list of 
or 1 1 1 a*. c orrec 1 1 ons b summaries 1 nadver tenllg omitted 
I 820309 briefs 

OT.M M Aemodts. The 02/03/14 l2pp 18384 343 24X 

• 80-289. 82/03/14.8303230367 


0200 Motion for extension of time until B20403 to file exfeptloni. 
.SUQ 811214 partial Initial dsclslOfi b for ualvsr of 
limit Certificate of Bvc encl 

3. E. R Union of Concerned Scientists UEI68. E. R. Harmon b 
s 62/03/16 Atonic Safetg end Licensing Appeal Panel 6pp 
4 072 24X Fiche 30-209, 82/03/16. 8203100200 


0203290220 Memorandum b order advising that A8LB will consider c c>mm.eiit<> 
b rspig commsnts on Judge OL Milhollln rept on reopened 
proceeding to be issued In Apr Comments to be filed 13 dags 
after rept Issued b rep I g comments 3 dags later 

smith. I M Ata.mic Safetg and Licensing Board Panel 62/03/24. rpp 
12429 231. 24X Fiche 30-289. 02/03/24. 0203290220 


0203290313 Requests essnd to 620316 motion for extension of time to 
file briefs to allow 3 addl wts to file briefs. 

WEISS.E R. Union of Concerned Scientists 02/03/24 E DOLES. G J . 

OUCK. J H . COTCHY.R L Atom.lc Safetg and Licensing Appeal Paiu l 
2pp 12433 237. 24X Fiche 30-289.82/03/94.8203290313 


0342 Order allouiing parties to respond to UCS request to file 
Inal brief in support of exceptions out of time. for 
fision of time to brief remaining Issues b for expansion 
age limit, bg 820322 

MAKER, C.J. Atomic Bafetg and Licencing Appeal Panel. 92/03/16 
12346:141 24X Flc he 30-289. 82/03/16. 8203190342 


0483 Response opposing Aamodts motion for recanslderall on of 
dt 830120 motion for adml ss 1 b 1 1 1 tg of findings b motion 
adini es lb 1 1 1 tg of addl findings Certificate of Sve encl. 

E>£. L Metropolitan Edison Co 82/03/19. Atomic Safetg and 


8203290211 Order denglng UCS 820324 motion for extension of time until 
820414 to file brief UCS should have acted promptlg after 
ASLB established schedule to alert ASLAB to new development 
If UCS genulneig believed addl litigation problems created 
shoemaker. C J At am I c Safety and Licensing Appeal Panel 83/03/23 

Union of Concerned Scientists. 3pp. 12429 211 34* 

Fiche 30-209. 82/03/23. 82 0329021 I 


r.and:in{ 9I<; (•S‘' filler PT»*-»stare asppct« list trsated 

Post -!• e »tii^ t ^tputlt rot opposed Ui/Ce r t If ic e te of Sve 

C'JiCMVi. o V. iiedTingi Draodi J 03fOO/?3 fitoeiic Safetif anl 

Liieiisieg Uca'd Tanel Sfp 13^38 20'? 24* Flt’ie 9C-SB9. 02 /O'J/SS. 

S2CJ3'f<d29C 


G3030SOI04 Kor<.drjS Cndorseisent 43 to MACLlf Pal lev HP-?3 

OERErv.nF. General Public UtiUtlee - CPU Service Corp. 02/ 
SALTiHAli- J Antitrust t< Economic analypls Branch lUttlltg Fli- 
3pp 13135 059 24 n Ficr.e 30'289. 02/03/23. 0203050104 


C2 ■>2390357 Ke~o rial lies B."r0335 tele on clarificattun of aSlaO 020324 
ae 'oranpu-^ b prifer S 1 09 )«• c sneo I I date d responsive trief is 
>3 repl, to all briefs filed bv ell Parties In support of 
e > ( ep t lor » 

ViAC*/F 4.W E ed-iinisiraiive Oeanc P 63/03/26 tDi-tS. G J . 
COrCHr.B L . POCK. .1 di At«»ic Safotd and Ltcensins appeal fac.i ! 
Ip 12433 051 24* Flthe 50-309. 82/03 1 26. 6703 a‘/C35 7 


C«.C03I0553 C;”-«nts sulseijert to 020.318 preli<-inarj hcericp re Mattii, 
Rep t Record shpvlt be reopened Certificate of 6vc enc 1 
wfiSS.6 R Union of Concerred Scieottste Kplss.E B Barnion t 
Ueiss Q2/0'J/'3* 2CPp 12452 C4i 24* riche 30'2a9. 93/03/ 26. 
620 jj 10553 


fc2C;oi05l3 f'eno rarde* 1. Orcer Cl I -02 6 etplainlnv reasuning for 
derision tfa* p s pc ho 1 a) 1 c e 1 nealch not cogniiable -/naec 
Atcmr crerps Act.pe- US Coi.-'t of Appeals. CC Circuit 020107 
ls39“ent Ir Pescle Apairsl Sjclear Cnerw vs hiRC 
CHll.K. S j Cscietirp 6 Services Oroncr B2/03/30 25pp 
12453 03: 247 fide 50 289. 82 /03/00. 82033 1 0513 


.1 Oeneral ccrr espencente 


8203190220 OenanJs dectsioi- on restart 

UfJCHGEI. 0 N South A'lcvvi I le rounship, PA 02/02/13 
Cc.snl ssloners Ip 13349 276 ?4c Ftcte 50-209.02/02/13. 

02C3l903'3n 


oi03;iC300 Kecoests fir.pii.ss t. vies-S ur ei.t I constituent CAAe-m.ii 
C20I2? 1 tr re evacuatior protlens at reil 

specie*! A Senate 62/02/23 Off Its of Conpr s sstonal Affairs 

2a p 12212 199 3«i Ficte 30 2B9. 63 /02/23 . 620.5 1 1 02C0 


Oi 3 rillC 4|4 Rs.iL.esrs findings t> views on enc 1 constllutert D Irjin 
620216 Irr re irtl ..aste dsrplng. 

WA^KCn.B G flo/se ef Kep 02/02/2.3 N.RC - No detailed 

fffvllatljA Oisen 3pp 13212.143 341 VltVe 50-209.02/03/23. 

6253110414 


0203090324 Forjatis Endorserent 63 to MAEUU Policy NF-44 6 Endor 
44 to HAEI.U Poll CM f'F-73 

OEBei/.H F General Public Utilities - OPU Service Corp 02/ 
5ALT/HAM. I Office of f/uclear Reactor Regulation. Director. 
12162 269 24* Flche 50-000.02/03/04.0203090324 


P Operating license stage Cocsi-ents & correspondence 


6203010001 Add! response to FQIA rs:iuest for 30 categories of do 
re fijPEG-0660. - 6RC Action Plan *' ForwarJs documents listed 
in Apps A.a.C 6 0 Info partlallg s.lt'Uield (ref fUIA 
Eiei-ptlon 91 

FEurON. J n Division of Rules and Records 01/00/04 IdAOOEN 

Kage. Ochbler. Fterman. Hags & Handler 9pp 12790.006 24X 

Ficne 50-000.81/08/04.0203010001 


-9003110/55 Q'jtltnes res* r ©quire sients of OA program per TMl act 
licensee generallg conforms In revised program submitted In 
support of restart rec.uest Drench believes that operational 
plants should be upgraded to new OA requirements 
HAASS.M P Oueltts Assurance Oranc h BO/02/26 SKOWlOLl.tl 
Assistant Director for Oualltg Assurance t, Operations 2pp 
12766 020 24* Flche 50-289.81/00/04.8203010001. 


‘- 8 OO 32 IO 239 Focaardv list Identlfglng four Itois for uitiich reap 
requests for add 1 Info were received 6 status Of three 
add I Items Also forwards 06W "Potential Reactor Qgs Voiding 
OLjrlng Anticipated Transients " 

CAPRA, ft A Gtandardtiatton Branch 00 / 02/13 ROaZTOCiV.Z. 
Division of Project Hanagcmenl 4pp 12768 343 24X 

Flche 50-209. 01/00/04. 8203010001 


--£005261041 forwards status of Pperatlng PHB auilltarg feeduate 
evaluations for Mest Ingbouse. C-E t. B6W N9SS plants 
HATTHEwS.P R Auilltarg S-jstsns Qranth 00/02/25 BEMARQY 
Auiillarg Systems Branch 14pp 12768. 329 24x 

Flche 50-000.81/08/04,0203010001 


6203:90384 Forwards co>istltoeot B Irwin 020216 Itr re water lu-plnj 
f in J logs 4 vi ©us 

haimER.R = Senate 02/02/23 URC - fVo Detailed Affiliation 

Olveo 3p2 12349 115 34K ficre 50-289. 02/02/23, 02031 90384 


--B0D7O30137 Discusses schedule for Implementation of Task I F o 
action plan similar new OA requirements will be Implemontod 
for facilltg reviews 

HAASS. U P Oudlitg Assurance Branch 00/04/04 DEN I DM. N R 

Office of Nuclear Reactor Regulation. Olrector Ip 12766 
24* Flche 30-000.01/00/04.0203010001 


0203220209 Clarifies statement made at B20223 press conference li. 

*41 oe Je town. PA ra effect of Cu-be eland Count g refer endue, on 
restar t 

PAitAOIfiO.N J Ccmmissioners 02/03/10 KCHLEfi.S Harrisbuig 
Patriot Harrisburg. PA Ip 12362 296 24x Ficke 30-209.02/03/18 

8203220209 


8007161000 Forwards Met Ed 791026 Itr endorsing OAIf-1964 ”1C8 

Aodly&ls *' 

CAPRA. R. A TMI -2 Bulletins $■ Orders Task Force 79/11/07 
THATC«>EH.0 F TI41-2 Bulletins t Ord er4 Task Force Ip. 
12769 067 24X F I c he 30-289. Bi /08/04. B20301000I 


0303235534 Declines invitation to meat w/Ctamoers of CO'-rerce TUI -t 
restart decision Is pending before Coi'm. 1 s s 1 o n 6 cannot be 
d M c 

PALI.A01N3. 'f J Co-Ti SSI oners 02/03/10 HAtILS. O. I. Chamber of 
Cemmercs. Laguna Beach. CA |p i23(32 110. 24 * 

Flche 50-209. 02/03/10. 8203230534 


-“8203010351 Provides status ef C Mlchelson concerns re QtU sma I 
LOCA. Draft memos. Internal distribution list (• handwritten 
note end 

CAPRA. R TMI-2 Bulletins t Orders Task Force 79/lt/l3 
SnEBO.'l. 0 rMI-2 Bulletins t> Orders Task Force. &pp 12769 
aAX Flche 5 0-000,01/03/04.8203010001 


--0203230337 Requests meeting on 820327 or 30 re 1 M( 

HAULS. 0 L Chaihber ot Commerce. Laguna Deach. CA 02/03/05 
PALI AOIf.'O. ei J Cemmi s s 1 oner s iP 12302 119 24X 

Flche 50-209.03/03/10.0203930534 


0203250507 Advises that note transmitting Itr to V Stsito wilt ie 
served cn all parties ir. TMI-l proceeding 

OIUINSKV.V Commissioners 02/03/19 LEE.J Af f 1 Ua 1 1 on Un knciui, 
Ip 12409 209 24X Flche 50-269.09/03/19.6203230587 


-0203250596 Forwards cobg of ttr to V eiello for tlans-nittal to 
Comml Sitoner Bradford Drawing enc 1 

I.EE. J. Aff illation Unknown 82/03/13 CILtt.'SKV. V 
Com.eissloners 2 pp. 12409 210 241 Fic he 50-289, 02/03/19. 


•-B203250t03 Oistvsses 820303 memo responding to Commissioner Qillnsky 
re util employees knowingly withholding info on dau of TMI 
ac c i dent 

LEE.J Afflliatipn Unlnouin. 82/03/13 STELI 0. V 
Operations I. Oeneric Re quirem enfs tp 12409 212 
Flche 5t>-28<?. 02/03/19.020.3250587 


— 8203040050 Forwards BLH handwritten draft response to Nnc 7909 
request for addi Info on poi/er operated relief valve 
actuation & reactor trip frequency 

CAPRA. R A TMI -2 Bulletins (■ Orilers Task Force. 79/10/30 
ISRAEL. S lMt-2 Bulletins t. Orders Task Force 23pp 1276 
24X Flche 50-000. 81/00/04. 8203010001 


0109010266 Forwards Vols t. lA 6 vl containing Info 
component-specific open Items in BCR. Master list 
Instrumentation for hot t cold shutdown Included 
lA 

HUKILU. H 0 hetrppotitan Edison Co 81/00/28. 
Operating Reactors Branch 4 eSOpp 09593 233 
Flche 50-269. 81 /08/28. 8109010266 


in response t 
of display 
tn Vols I *■ 

8T0LZ.J F 
34 X 


S203010463 Faruardt svaluetlcm of licensee staffing plans for Tt* 
restart. Plans acceptable 

STOLi, J. F Operating Reactors Branch 4 82/03/05. HUMLL. H 
General Public Utilities - CPU Service Corp. 9pp 12074 350 
flche 30-289, 82/02/03,8203010463 


Reg Iona 1 
24 K 


82030110220 No t J ? I e » Of operator shift personnol uurhshop on 020316-J/ 
In Boston. KA to discuss final r op t. NURE0-03B3 Arc or>*iendat I on 
I AtSi.of TM1 -2 Lessons Learned Task fort* Participation 
r »<tu«S ted. 

EISENHUT.n G Division of Llcenslnp B2/02/li.* HUAII.l.H 0 
Csnarol Public Utilities - CPU Service Corp 7pp I91?4 340 ;.’4x 

Flf ha : 30-209. 02/02/12. 0203040220 


8203110030 Advise* that response to NUBEO-073/ ttom M K 3 |7 
acceptable C uinulatlve ECCB outage raquiredients not necessan; 

In Tech Specs 8afet<j evaluation enc I 

SlOLJ.Jf Operating neactors Branch 4 03/02/24 HLKlUt-.H I' 

Oeneral Public Utilities - CPU Service Corp 4pp 12233 09* 24X 

Plche 30-289.83/03/24.0203110030 


--□203110033 Bafotg evaluation supporting response to NLREO-O73y ltc-<n 
II K 3 17 No need for cumulative ECCQ outage requ ir e.nents tn 
Tech Specs 

a Operating Beactors Oranch 4 02/02/24 ip 12233 lOI 24/ 

Fiche 90-389. 82/03/24. 82031 10030 


8203020703 Foruards "Bad I o 1 og Ic a 1 Field Operations Personnel 

Dual ( ft cation /Training Program. " 

IIUKILL.HO Oeneral Public Uttlltlas - OPII Service Corp 02/02/2t> 

3TOL2. J F Operating Beactors Oranch 4 Ip 1208* 247 24X 

Ftche 90-389. 02/02/33. 8203020703 


— 0203030706 "Bad 1 ol uQ I cal Field Operations Personnel 0»a 1 i f i c a 1 1 on 
Training Program " 

■ Oeneral Public Utilities - OPU Service Corp 81/12/31 M|p 
1208* 240 24X Flcho 30-209.03/02/33.8303020703 


0203090240 Foruiards application for amend. Toch Spec Change Beguei t 111 
to utcanss OPR-30. ravl s Ing Tech Spec 3 13 ro air treatment 
sg * 

inmiLL.il D Oeneral Public Utilities - OPU Uorvlco Corp U2/0.7/;';> 

STOLltU F Operating Beactors Oranch 4 Ip 12133 00/ 24X 

Ftche: 90-289. 83/03/29.0203030240 


--0203O90234 Application lor amend. Tech Spec Change Request 111 tn 
License OPIl-30. revising Tech Spec 3 19 re air treatment sgs 
HUKtLL.H 0 Oeneral PuOltc UlUttles ~ OPU Service Corp 
62/02/29 4pp 12133 OOQ 34K Ftche 30-369.02/02/29,62030^0240 


--6203090239 Replacement pages to Tech 9per 0 19 re air traatrent sgt 
• General Public Utilities - OPU Service Corp 02/02/29 4|.p 

12133:012 34X FUhe 90-209. 82/02/23. 0203090240 


6203110191 Advises that results of evaluation of airborne radlatlnn 
exposure (■ postulated toslc gas releases to control room 
persnnnel still be provided hg 620630 Evaluation will address 
NURE0-O737. Item lit 0 3 4. "Control Room Mab 1 tab 1 1 1 tg " 

HUHILL.H D Oeneral Public Utilities - OPU Service Corp 02/0:1/04 
STOlZ. J F Operating Reactors Oranch 4 2pp 12212 309. 24X 

Flche 90-389. 82/03/04. 03031 10191 


©203190471 Notification of contract ei oc ul 1 on. Mod I to •Psgcho 1 i*g i c ol 
stress Oenerallg b Psychological Stress in Vicinity of 
TUI." Contractor Mitre Corp. 

tllLEB.E. Technical Assistance Contracts Branch 82/03/03 
VaLLMER.R 8 . SlNISOALLt.A Division of Engineering Ip 
12372:823 24X Flcho 90-809. 02/03/03.0203190471 


— 8803190479 Mod l.nadifylng effective date to 820114 b amending 
Article V. to "PsgCholog 1 cel Stress Generally b 
Psifcbologlc al Stress In Vicinity of TMI. " 

* Mitre Corp. 6MITH.P.A. Technical Assistance Contracts Branch 
NftC-03-B2-l 13 82/03/09 2pp 12372:23* 34X 

Flche: 30-269. 83/03/03,8203190471 


820339.0093 Notification of contract eaecutton “Psychological 3tivsi. 
Generally b Psychological ©tress In Vicinity of TMt," 
awarded to Mitre Corp. 

MILES. E. Technical Assistance Contracts Branch FIN fl-QQ4Q 
83/03709. VOLLMER.B . SINIBGAUUl.A Division of Engineering Ip 
12420:037 24X Flche: 30-289. 82/03/09. 8303290093 


--B203290096 Contract: "Psychological Stress Generally b Psycho 1 og ic a I 
Stress In Vicinity of TMI." awarded to Mitre Corp. 

COOKBON. B nitre Corp. BMI 7 H.P. A Technical Assistance Contracts 
Branch FIn B-0048 83/03/09 83pp 12430 OSS 24X 

Fit*® 90-289. 82/03/09, B203290093 


6803110001 Generic Ltr 83-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use of INPS SEE-IN 
program. 

EtSENKUr, D 0 Division of Licensing B2/03/09 HAUQPURO. A 
Consolidated Edison Co of Neu Vorh. 3pp 12231:031 24X 

Flche: 30-000, 82/03/09.8303110001. 


U2V33330/4 .%dvi*«s that ’esulutton of steam generator problem Is 
Item far plant readiness to restart Effect of irttl plan* re 
other h ear li.p -r slated re^ulreeonli L effect of oeclllnn un 
psychological stress or. testart schedule unclear 
CENTCN. H R UffIce Of Nuclear Reactor Begulatlan, Director 
02/03/10 CtiNMNCHAM. 0 U Office of the Erecutlve legal Oircitu 
2pp 12392 340 24X ricre 30-209. 82/03/ lo. 9203230074 


03033403l>l Board Notification BM-02-21 f ors-ar d ing II 1 hot-; son 82t<l 1 1 
mcma revtes.ing issues from 010827 partial initial decision f. 
reopened hearing on cheating re license conditions Imposed 
by ABUP 

yOVA". T M Assistant Ti rector for 0,'ieratlug Reactors 02/03/13 
Atomic Safetu and Licensing Board Panel Ip 12413 152 24X 

nche 80- 7.59. 82/03/15.8303240301 


--03032403l>/ Discusses issues raised by hearings on facility chs.iti 
Incidert Requests that ABlB b special master tie notified of 
review results Certificate of flvt enc I 

TMCMPSO.*.'. U L Olvislun of lloTaii Factors Safety 82/01/11 
NCVAh, T M Assistant Dl'ector for Operating Reactors 2pp 
12415 133 24X riche 50 209. 82/03/ I 3. 8303240301 


8203230146 Forwards request for addl Info t u cnnplete review of IMl 
Action Items 1 1 0 I re OCcj bijh point vents 

STOi-Z. j F Operating Reactors Oranch 4 02/113/1* IIU.<(LL.H l> 

General Public utilitte* - CPU Service Cerp 9np 1239/ 16*1 : 

Fit he 90-209. 02/03,'! 6. 820 3230146 


0203230666 Responds to 61 1023 ltr requesting p 1 an t - spec I f 1 c info re 
pressuriiud thermal shocl Util plans tu use espe r imenta I 
lesulls to develop bene h-iarVed miring model for use by QbN 
ounors group program 

HUH ILL. H II Oenoral Public utilities - OPU Service Corp 02/l):i/ 
F.lSEN-uT.O 0 Dtvlsinn of Ltcenslii'l Ip 123110 195 24X 

Flche 3i)-509. 82/03/ I 7. 020.323066* 


0203260211) Forjards revised f0n-2R3 to closeout Hi;HFC-0/.37 TMI .li 1 1 
Item 1 1 C 4 2. "Reactor Dldg Purge " Required .30 degree 
opening limits for purge valves 1 ns t a 1 led. a 1 1 hough valves 
cjould close from 90 degreo position during DHA-LUCA 
liUKILL.fl I) General Public utilities - GPU Rervice Corp U2/03/ 

BTOwZ.J F Operating Reactors Branch 4 2pp 12422 150 24X 

Flcho 90-S09. 02/03/22. Q2<>32t')2t6 


--8203260220 "Stress Analysis fur Demons t rat I un of Uperasility of I* 
Vent Valveo During DBA " 

8HIAU.A C . JABANI.K N . RoCtilNO.A P General Public Utilities 

OPU Service Corp 283 R02 02/03/CO 20pp 12432 132 24X 

Flcho 30-209,02/03/23. 02033*0210 


3503300139 Fuiwaids response to si» Items addressed on Pago 290 of 
partial initial decision for environ goal 1 f 1 c a 1 1 on items 
IlUAILL.K D General Public UHllties - OfU Service Corp 83/03/ 
QTGLZ. J F Operating Reactor* Oiaoch 4 3pp 12490 299 34X 

Fiche 90-289. 82/03/24.0303300139 


0 Inspection reports. IF Bulletins b correspondence 


0203030423 Forwards lU Safeguard* Insp flept 50-289/81-31 on 011116- 
No none ompl lane 0 noted 

martin, r T Division of Engineering b Technical Programs 83/05 

IcUltlLL.Il 0. Oeneral Public Utl lines - GPU Service Corp 2pp 

12094 001 24X Flche 90 299. 02/02/ 1 6. 8203030423 


— 830303042* IE Safeguards tnsp Rept 90-289/81-31 on 811116-30 Nu 
noncomp 1 lane e noted Major areas inspected review of 
security plan b imp I eeient ing procedures Details withheld 
Iraf 10CFR7'J 211 

SAtLEV.R J , MCKECUN. L • OEVL IN. J U Division of Engineertiig I 
Technical Progra.me 82702/02 Ip 12094 003 24X 

Flthe 90-369,02/03/16.9203030423 


0203039440 Forwards IE Info Notice 02 Ol . Revt slon 1, “Auilliary 
Feedwater Pump Lockout ResvltlHQ From Uestinghouse tg* 3 
Switch Circuit Mod " Revised Table I Is also end to 
clarify circuit diagrams No written response required 
HAYNES. flC Region 1. Office of Director 02/02/36 nTUOLI.-U 

Consolidated Edison Co of New York 5pp 24X Flche 50-000. 

02/02/26. 8203090440 


8303330506 Forwards If Technical Meeting Rept 5O-209/M01-246 on 
Btl2l9 to discus* IE Bulletin 79-03 

MARTIN. T T Division of Engineering b Technical Programs 02/0 

HUKtLL.H 0 Oeneral Public Utilities - OPU Service Corp 3pp 

12391 003 34X Flcho 90-309.02/03/04.0203230586 


-'Q203230W7 le TrcAnlcdl Rept S0-;09/f01 • 3‘»6 c** QII3I9 No 

li ort t o‘*’P 3 I -4 •»€ © r. ©t©0 Major ©raof Jiat'.iiaJ IlCrn^e© 
p«r tE Oolsotin ;9-03. A«4J »p»o »re>»nl»l ro srouteo oav» 

9 iat*t (> 3actcr« ©lalreS SSL* 

CHAJOi^AfiV. S « • TilPf.t £ 0iv3»ion of Co] Inarr I ii} t> racltnltaj 
Proora-o »5f03/3^ 13pP 133*31 OCS 3‘it Fltha 5C-209. tta/OS/OI. 
e;03339?S6 


R Periodic operating report* (> related correspondence 


0303040042 Poruerd* "TMl Aquatic 6tudgj " montlily rept for Oec IVdl 
TEJTr r n Oeneral Public Otllltlee ~ OPKt aervtce Corp B2/OtVO 
mcl'EV’.C. NBC - Mo Detailed Affiliation Given. Ip 121S8 300 
FlcAe 30-2B9, 05/03/01. 8303040043 


830310030* Foridrdt IE E-*rjencj PreparJr.e** Apprateol fisjt 
S0-3S9/8I 30 or 010713'I4 Siqnlflca't emerjenci, 
pr eparednte* finding* t «i*er 3 er.cg pratarednei* Iftjmveraent 
1 1 en* enc I 

I'AVNta.n C Regler I- Office of inrrctc 03/00/03 fiOKlLL.M l> 
Oer.tral Put lit «tl title* - GPU Service Core 3pp 13334 010 34 X 

p it*e 30-209. 05/00/03. e303ia0306 


-8303100210 IE Enerqertv Prepar edne** Apjraleal Pope 50-289/01 -30 on 
DI07I0-14 Major aroat trapected adn> in 1 * (ration of e— ergeneq 
pretacedne** progra-«. energanc argar I la 1 1 on. t r a I n Ing A 
facllltle* Sr tculpror.c 

itOjrJAS.C J . CO'.al DSC n. 0 E . CI<£6TM;JT.S H EP Liceniing Brenil* 
62/02/33 43tp 12034 023 34» F I Che 90-209. 03/03/03. 0303 10030/, 


6203330244 *c* receipt of 030334 Itr Infpr/iing fiRC of itepa tatoii to 
correct violation* noted In IE ln*p Rept 30-309/91 -33. 

5TAR0S1ECHI.6 Dlvl'icn of Project S BetldeiC Projro-* 93/1)3/00 
ir(/H|lL.H O General Puttie Utilltle* - GPI/ Service Corp 3pp 
12379 070 34x Ficte 30-309. 03/03/00. 03032 30344 


- •6203330373 Respandt to V9C 030)39 Itr re violations noted in )l Inep 
Rept 50-209/01-32 Corrective actions fire protection 
encineerinc has increased welding I. turning activity 
Surveillance A fia/re prouf clotne Fade available 
tlWtlUV.ll O. General futile Utilities - OPO fiervlce Corp 
02/02/34 WAr'clES-fl C. Region 4. Office of 01 rector 3pp. 

13379 073 34< FIche 90-399. 83/03/00. 030333024 4 


--02O3O4O25O "fMI Aquatic Studg, " month I g rept for Dec 1901 
NAMOACCt.O A Icbthgologlcat ASSOC latet. tnc 01/13/31 
Hotropolltan Cdtsoti Co SApp 13120.309 24* 

Flche 30-309. 03/Oa/Ol. 0303040042 


0303090537 Informi that semiannual effluent release rept submittal ' 
be delayed until B203I3 

M/KILL. ft 0 Qensral Publtc lit! titles - GPU Service Corp 03/03/' 
HAVNE3- FI. C Region I. Office of Director. Ip 12160:163. 24* 

Flcho 30-209. 03/03/01. 82030*90397 


0203390235 Forward* "Semiannual Radioactive Effluent 6 Releaee Rept 
Jul-0ec.l9ei 

HOAri-L.M D General Public Utilities - OPO Service Corp 02/03/ 
IIAYNEB.R C. Region t. Office of Director Ip. 13414 199 24X 

Ficha 90-2B9. 03/03/12.0303390239 


--8303290241 "Semiannual Radioactive Effluent b Relaase Regt.Jul-Oe 
1931. 

* General Public Still tlee - OPU Service Corp 02/03/13 27p 

13414 196 34X F I c He 90-389. 83/03/ 12. 0203230339 


B303330394 Foruards montnlq operating rept for F«b 1902 

IIUKILL. M 0 Oaneral Public Utllltlee - GPU Eervlce Corp 82/03/ 
PCOONALO.tf C Office of Management and Program Analysis. IP 
12369 360 24X Flche 90-289, 02/03/16. 8203220394 


G203170519 ForaardS IE Info Aotice 02-04. "Potential Oaficlencg of 
Certain AGAECAT £-7000 Series T ima-0t I ays. *' t. IF. Info 
ffottce 82-09. "Inc rea * i ng Frequency of Drug-Related 
Incidents " 

0'BEU.LY, jP Region 2. Qfftes of Oirettor 03/03/10. UVIAIO.II t.. 
Florida Fewer 6 LlgSt Co. 4pp 12321 206 24X 

FIcre 9!>'0C0. 63/03/10. 03031 70319 


8203290204 Ac k receipt of 011224 Hr Informing ARC of steps taken tn 
correct violations noted In IE Insp Kept 90-209/01-32 
fiARTIN. f f. Olvtsion of Engine er Ing b Technical Programs 82/03/13 

H'XlLt tl 0 General Put Ilf Utilities - OPU Cervlte Corp 2pp 

I24l3 321 247 Ficre 9C-2a9.aa/03/12.02Q3290304 


.8203390211 Responds to N«C 011112 Itr ro violations noted tn IF li.sp 
Rept 90-289/01-32 Corrective ac tions drawings reviewed for 
revision* b trod s. sivi tcl gear placard* to be revised as 
acpropriate P control roo'r dratumg inventory conductel 
HUKILl.H D Metropol itan Edison Co 01/12/34 KEIMIO.R R 
Region 1. Philadelphia. Office of the Director 181/03/01) 1 9pp 

12413 333 a4x FUho 90-289.82/03/12.820 3390204 


0203310333 Forwards IE Info Notice 02-06. "Failure of Qteom Oenerotor 
Primary Side Manu/ag Closure Studs “ No written response 
required 

MAVNES.R C Region 1. Office of Director 82/03/12 O'fOOwE.J.O 
Consolidated Edison Co bf New York LEM.noEa. T C. Niagara riol.auk 
Power Cot a CGUNSfL. Vi. 0 Northeast Nuclear Energy Co. (sub* of 
•Vertneast l/tllltlet) Sop 12492 084. 34X Flche 90-000.03/03/10. 

8 20331 0333 


— 02O32SO339 Monthly operating rept for Feb 1902 

SMVfM.C W General Public Utilities - OPU Service Corp. 02/03 
lOpp 13366 OOl 24% Flche 50-209.83/03/16.8303220394 


&3033bO192 Foswards "TMt Aquatic Study." mbnthly progress rept fur 
1982 Rept re ecology of York Haven Pond near TMl. initiated 
740401 to Include analysis op ambient water quality, fish 
pbpulatlbn dynsmits 6 Imp ingsment. 

TEITT. T.R General Public Utilities - OPU Service Corp B2/03/. 
MICKEY. C NPC - No Detailed Affiliation Given Ip 12423:019. 
Fvcii* 50-309. 82/03/32. 0203260193 


--B203260193 '*EH1 Aquatic Study.'* monthly rept for Feb 1962 

NARPACCl.O A Ichthyological Assoc iates. Inc 82/03/22 l6pp 
12423 020 24X Flche 30-209.82/03/22.0203260192 


S Reportable occurrences. LERs 4. related correspondence 


8303030318 Notifies that followup info promised In LER 01-013/01 !-< 
dtd 811209 re steam generator leakage will be Submitted 
once damage, r epa Ir 8, corrective action are known. 

IIUKILL.II 0 Oeneral Public Utilities - OPU Service Corp 62/02 
HAYNES. RC Region 1. Office of Director. Ig 12099 320 24X 
Flche 90-389. 82/03/ 16. 620303051 B 


0203050301 Forwards NPOES Noncomp 1 lance Notice 62-01. 

HUKIl.L.11. D Oeneral Public Otilltles - GPU Service Corp. 63/03. 
(HARRACCO.F Pennsylvania. State of Ip. 13131 360 34X 

Flche 90-289. 03/02/33,8303050201 


0203170373 Forwards IE Info Notice 82-03. "Environ Teste pf Electrical 
Terr.lnaV Olotks " Mb lerliten response required 

HAVNEa. R C. Region 1. Office of Director 03/03/19 O'TOOLt.JO. 
Consolidated Edison Co of New York. l^POES. T. E Niagara Mobaull 
Pcwar Cbfp COUNSIL.M G MOTtheast »4otT»ar Energy Co isubs of 
Northeast Utl 1 1 ties ) 0pp 12312 239 34X Flche 90-000.02/03/19. 

0203170273 


8203170406 Forwards IE Info Notices 82-04. "Potential Deficiency of 
Certain aOASTAt £-7000 Sertb* Time-Delay Rslsys" 1. 02-05, 

"Increasing Frequency of Drug-Related Incidents." 

PAYNES. RC Rsglon 1, Office of Director 82/03/19. O'TOOLE. 3. D. 
Consolldetei Eoison Co of Mew York l.EHPOE^. T.E Niagara tioiiawt 
Powar Corp COUNBII-. If 0 Northeast Nuclear Energy Co. (subs of 
Northeast Utl 1 itles). 9pp. I332D 031 24 X Flche; SO-OOD. 02/03/ 19, 

0203170486 


3203310361 Forwards IC Info Notice 83-07. "Inadequate Security 
6crten|ng Programs ■' No written response required 

I'AYNEB, R C. Region I, Office of Director 82/03/16. G'TOCuC. J. D 
Consolidated Edison Co of New York BARTON. U J. General Public 
Utilities - OPU Service Corf. UENPOES, T E Niagara Mohaul Power 
Corp 5pp 12455:073 24X Flche 50-ODO. 02/03/16, 8303310361 


—8203090396 NPDES Noncomp 1 1 anc e Notification 82-01: on 830311.011 ' 
grease sample from D6K 104 exceeded NPDES permit condltione. 
Caused by sludge from Industrial waste treatment sy* 
transferred into filter sys vie bottom drain valves. 

ORhCE.T A. Osnsral Public Utilities - OPU Ssrvict Corp 02/0 
Ip 12131 361 34X Flche: SO-289, 82/02/23.8303030281. 


T. Rearing transcripts on non-ant 1 trust matters 


S303010001 AddI response to FQtA request for 30 categories pf docu. 
re NL'R£0-(>660, "NRC Action Plan *' Forwards documents listed 
to Appe A.S.C G 0. tofo partially withheld (ref FQtA 
Fremptlon 3). 

FCLTON. J fi Division of Rules and Records 81/08/04 MADDEN. T 
Keys. Schal er I F 1 arman. Hay * t. Handler 9pp 12790:006. 24X 

Flche: 90-209, 01/08/04, 8203010001. 


-'0012080011 Forwards testimony In response to UCB Contention F.Sh 
Contention 6iki) 1, ANGRY CbnCantlon 5lb) re Inetrumentat ion 
to measure inadequate core cooling. H/o end. 

PHILLIPS. L. Core Performance Brench. 00/11/23. CHECH, P. 
Assistant Director fur Plant Systems. Ip. 13765.122. 24% 

Flche: 30-28 9.81/00/04. 83030 1 OOO 1 


DOCKETED ITEMS 


--62030202*'? r8«tir>ong of l.t* Phillip* re reactor uater level 

I n«trem«nta t Ion. etfdres e ing TMt~l Reatort Coiitentlona UCS-7. 
3hol Ig 6(b ) 8. ANOnV 9(b ) 

PHILLIPS. U e Core Perforiranco Branch 00/11/39 9pp 
13769 123 34X Flcho 90-000. 01 /On/04. 0303010001 


0303330086 Tranvcrtpt of 620310 hearing in Setheado.hO re raCititg 
reatart.Pp 37.000-37.300 

• Atonic Safetg and Licensing Board Panel 03/03/IB 303pp 

12361 396 34X Plche 90-361.83/03/16.6303330006 


6303370366 Poruardt portions of hearing transcripts in uhlch PEHn 
ultsitsie* tsstifled.ln response to 030316 1 tr W/o rnc 1 
CHRISTeAOORV. e Hearings Division 63/03/39 PCnHV. 3 W Ffder.il 
Eieergencg Hsnagss.snL Agsncg ip 13433 0V3 34x 

Flche 90-000.02/03/39.0303370366 


U Congr ess Iona 1 /Eaecut I VC Correspondence 


0303110342 Responds to 030126 Itr re UC6 allegations of NRC conduct 
re water level 1 ns trumen t a 1 1 on H Dlrcks one 1 630310 Itr 
to HK ifdall ansiuere questions raised 

KAHHERER.C Office of Congressional Affaire 02/03/39 MAI.KER.H ;i 
Mouse ot Bep Ip 12312 001 34x Flihe 90-30'J, 02/03/39. 

82031 10343 


6303110394 Responds to 630306 Itr re UC8 allegation of NRC conduct 
re sietcr level instrumentation U Otreks enc 1 830310 
Itr to HR Udatl ansuprs questions raised. 

FAHHERER.C Office of Congressional Affairs 63/03/33 RPCCIfR. A 
Benate. Ip 13313 013 24X Flcho 90-207. 63/03/39.630311039 4 


0SO329O372 Supports accelerated DOE disposal of entire damaged reactor 
core tt a stab 1 1 eh/nent of funding to guarantee rapid cleanup 
U /0 detailed eiplanatlon 

PALLAOINO.N J Commissioners 03/03/22 61MP80N. A K Oanato. 

Environment & Public Uorks. 2pp 12413 340 34X 

Fit he 90-389. 63/03/33.8203230272 


-.-8203390376 Supports accelereted DOE disposal ef entire dairaged ro.*cti.r 
core t< establishment of funding to guerentes rapid cleanup 
Oatalled eiplanatlon anc 1 

PALLAOINQ. N. J. Con.'sl ss I onar 1 02/03/33 rtCCLURF-. J A. Benate. 

Enargg 6 Natural Resources. 9pp. 13413 242 24X 

FlChe 90-207,63/03/23.8203290372 


V Operator Esaminatlons 


7711210047 Discusses Intention to administer complete eiam to all 
licensed TMI -1 operators. Requee ts Info 8. eiplanatlon of 
Intentions ra re-oiam of either all operating reactor 
operatoro or just those at D8.if reactors H/response sheet 
AMEARNE, JF Commissioners 77/09/20 OENrOM.MR Office of 
Nuclear Reactor Regulation. Director 7pp 12767 011 24X 

Flche; 90-000. 81/08/04,8203010001 


DOCKET 90-273 PILORIM NUCLEAR POMER BTATiai. UNIT J 


F. Secirrltg. medical, energeneg 8. fire protection plans 


0303020362 Forwards Info re eacurltg plan. Enel withheld 
(raf IOCFB2 790) 

HOflIBt.A V Boston Edison Co 02/01/17 UASOAU-Q. 0 . U Operating 
Raactors Branch 2, tp 11012 096 24X FI char 90-293. 02/01/17. 

0302030363 


63O30S091B Forwards util 630316 Itr re status of Installation of 
prompt notification sgs 

SMITH. 0. N Division of Cmargancq Preparedness 8< Operational Support. 

63203/34. GRIMES. B. K Division of Emargencg Praparadnat*. Ip 
13007:090. 34X Flcha: 90-293. 82/03/S4. 6303030916 


6303170093 Advisee that Commleslon denied request for oiomptlon from 
020301 date for Imp t ementetion of prompt notification tgi. 

Info provided will be considered In determining appropriate 
enforcement action. 

EI8ENHUT. D 0 Olvteton of Licensing 63/03/39 MORIBI.A O Ooetoii 
Edison Co. 8pp 12337 367 34X Flc he 90-273. 83/03/39, 82031 70093 


0303160077 Advises that leeks described In 620117 Itr unecceptable to 
secure unclassified safeguards Info within classified area 
Sergeant t. Or eenleek Leek 8077A Is onlg actepteble lock for 
statad purpose. 

VABSALLO. 0 B. Operating Reactors Branch 3. 82/03/03 MORIBI.A. v 

Boston Edison Co. 3pp 13311 177 34X FI che; 90-293, 03/03/08. 

0303160077 


6203170611 Requests test of outdoor warning sgs recentlg Installed by 
util 

griffin. UK Plymouth. MA 03/03/10 HAVNE9. H C Region l. Offl, 
of Director Ip 13320 314 24X Ficho 90-373.63/03/10.0303 170611 


8503170379 Requests addl ettension of deddlicie until 030630 for 
co.mpletion of requirements of App II. lOCFRJO Eitension will 
allow time to acconpllsh tnerough review & approval of 
reirathlng tasks 

DEACON. W M Dos ton Edison Co 02/03/11 VAS3ALLO. 0 0 Ope rot lug 

Reactors Branch 2 3pp l3:i97 004 24X Fit he 30*393,03/03/11. 

83031702/9 


0303230019 Ac k receipt of 610610 Itr transmitting Revision 1 to 
safeguards contingency plan Changes made In revision 
consistent u./ p rovls ions of 10CFR90 94lpi 

VASSAL L O. 0 □ Operating Reactors Branch 2 03/03/11 1*00181. A W 

Ooston Edison Co 3pp 12.3/4 231 24X riche 50-293.02/03/11. 

8203330019 


0303220116 Ac k receipt of 010709 6 17 Jtn transmitting changes to 
security training quAl i f t c allon plan Changes made consistent 
w/provl slons of lOfFIISO 94(p) 

VASSAL L O. 0 0 Operating Reactors Branch 2 82/03/11 MORtSI.A V 

OosLou Edtsen Ci> 3pp 12374 314 SAX Fitl.e 90-293. 02/03/ 1 1 . 
02032201 16 


0203390333 At k receipt of rvsponse to 620203 Itr Requests NRC 
evaluation of revised emergency plans 6 any addl public 
documents re communications between util & NRC concerning 
emergency plans 

(illUTblELL. J Massachusetts. State of 62/03/19 CHIMEB, 0 A 
Division of Emergency Preparedness Ip 12413 1 36 24K 

Flche 90-393. 02/03/19. 0203350333 


0 Adjudicatory correspondence 


0303010119 Forwards Commonweotth of MA 630303 request for 30-dag noti, 
of Commission intent to approve revised emergency plans 
Response being prepared stating that no license amend 
ant ic Ipa ted 

CHRISTENOvnv. E Hearings Division 03/02/29 CIIILK. 8 J Ufflce o 
the Secretary of the Commission Ip 12070 346 34X 

Flche 90-273.02/03/29,0203010119 


0303030269 Aesponee opposing HA Atty Osrieral 020217 petition to 
Intervene in ni. mod proceeding No proceeding eilsts In which 
to Intervene 

OAO. R K Doe tom Edison Co OAD. R K Ropes b Gray 03/03/26 
Connlss loners . 9pp 12097 039 34X Ftche 90-393.03/02/26. 

6203030369 


--B103170907 Ac k receipt of 001204 request for hearing re order for mo 
Of license Issued to Ooiton Edison Co which eipressed 
opinion that order cOuld not be made Immediately effective. 

6hol]y decision has no effect on N.'fC authority 
OENION. H R Office of Nuclear Reactor Regulation. Olractor 
00/12/33 OIQNAN. T. 0 Ropes 8. Gray Ip 13097 040 24X 

Flche: 90-393, 03/02/36. B303030369 


6303030309 Answer opposing Commonwealth of MA Atty General B2G3I7 
request for hearing Hearing not required by law 6 would not 
be sensible eipendlture of Co.smlsslon resources Certificate 
of 8vc end 

BI/RN8. S O. Rulemaking 8. Enforcement Division 98/03/03 
Commissioners 30pp 13136 063 S4X Flche 90-393.03/03/03. 
0303090209 


Q303330379 Foruards Atty Oenerel BellotLl 030217 petition to interveni, 
8. 620331 notice of Intent to file brief 

SHOTHELL, J A Massachusetts. State of 82/03/19 PALLAOInO. N J 
Commissioners Spp 12364 319 24X Flche 90-273. 62/03/ 19. 

0303330379 


--82O333O302 Notice of intent to file brief by 620331 in response to 
NRC 6 licensee responses to 820217 petition to Intervena 
Certificate of Sve encl 

SHOTUELL. J A Massachusetts, State of. 83/03/17 3pp 
12304 217 aiX Flche 30-373. 03/03/17.0203230379 


H General correspondence 


8203090441 Notifies that DO Vaisallo has been assigned as chief. 
Operating Reactors Branch 2 

NOVAK. T M Asslatant Director for Operating Reactors 03/02/12. 
MORISI.A.V Boston Edison Co 2pp. 12192:264 34X 

Flche 90-273. 83/02/13. 8303090441 




Forwards ti>dcr s rr’snt B to UnLIA Binder CB“3I $ Coder 6 t*Firi»t 
ta to t.'ei.iA Foiic), Kr-mo 

3JM1551 . d r' Mar t. ►•tLeo'^an. tnt . M t. r ‘tut 1 ear C crtaul tanta . tnc 
Oiv 03/03/l«> S^kLI j Antitrust A Economic analysis Hraiicl. 

(Utility Financel 4?0 12410 0“5 P4ir Fitts 50-393.02/03/1*. 

oaonssoss/ 


63032505*6 Fi)ra.-ards EnJ or* orients bLi t 6/ to 
St’VtSli*/ M farsh 5 .Ict-ennacw Inr • M t, ti 
Oiv 02/03/19 SALr7MA»i. J Antitrust t 
(UtillCs Ftnancel 33b 12410 I|4 2411 

n:& 3 ? 505 te 


MEi.JA Polity f-r-iea 

Nuclear Consul tants ■ Int 
Fconcnif analysis Orantii 
ricti* 50-293.82/03/19. 


62031203.30 Respon's to request for addi into couerlng environ 
qual I 1 1 ( a t ion Util currently revleulny t updating equipnent 
quel i 1 itnti on evaluation sheets t uill stortty be updating 
tosipoter printout 

DCACOA-M boston Edison Co 02/03/02 VASSALLD. D D Opera tl 
Reartors Branch 2 6pr 12249 031 24K Flchs 30-293. 03/03/ 01. 

(1203130330 


6203160515 Forwards safety evaluation on adequacy of station elec 
dlstriOutlcn sys voltage Conclusions of ULL tochtileal 
evaluation el'dorsed 

UASSAH-Ci. D B Cperallng Reactors Branch 2 62/03/03 tlORlBli 

Boston Edison Co 3pp 12342 29* 24X Fi the 50-29.1.02/03/03. 

020310051 5 


P Operating license stage dccur'ents t c orres ; onderc « 


B2030BC034 Advises of operator laurtshop on 02031/.- 17 In Boston. t*A 
Attendance of Istrnsed sssft personnel requested Topics tc 
•sfl dtscussed listed 

EISEMiUr.O C Dtvlslun of Ltcensin; P2/02/12 fsORISl.A V Onston 
Edison Co 3pp 12159 272 24X fich* 50-293. 82/02/ 1 2. ns03OOLOJ4 


6303350295 Fai.*ards secondary contairrent teat rate test data to verify 
ttat c on tac •'-van t not violated by uorl perforated durlfig 
refueling 

KaCiON. R 0 Boston Edison Co 02/02/1* (Iffito of Nucleai' 

Reactor Redulation. Otrectur 9pp 12131 022 24* 

fiche 50-293. 62/02/ »h. 0203350295 


6233030554 Not 1 f 1 c at i on of 820219 .nseting ui/u 1 1 1 In Oethesda.MO to 
discuss plans for satisfying TMl-related Issues 4. other 
I teens I nt actions 

ECCLESIOli. h T. (Iperatinp Reactors Uranen 2 82/02/1/ 

vassal L 0. 0 B Operating Reactors Rranct 2 2pp 121 10 155 2qx 

Fiche 30-293. 02/02/17. 82030.30S34. 


6203CIOI97 Responds tO nRC 820127 request for addl Info re /-o/s to 
coTtjstltle cas ccntrol Sys Each pair of contaln-ient 
Isolation valves Is controlled ty Class IE teyloctad 
Switches located in Class t£ control panel 

CC.ACOI4.Uli Bostor. Edtsen Cu 82/02/23 \/A83At.LO. 0. 11 Operating 

Reactors DrancA 2 2p? 12070 253 24* F I c he 35-291. ©2/02/2:i. 

8203010197 


8303020655 Bequests ertensttin for c rxnpl et ion ol TMl Action Ite/s 11 1* 3 
4 1 1 F I 0 re pcst-acc l dent sa-npling sys (> hy drogen/osygen 
analysts.sys respectively Torus eiternal mod will be 
completed on or before R205QI 

OEACON.UN Roston Edison Co 82/02/24 t'ASBAI LO. 0 0 Opertsllng 
Reactors t-ranef, 2 Ip 12079 055 247 Flcf-e 50-593-02/02/24. 

9303020635 


8203020315 Application for amend to License I)PR-33- c r-ang 1 ng Tech 9pecc; 
Tables 3 SO. 3 2 6. 14 2 0 tlech Specs 3 9 A,4.9 a. 3 9 D 6 
3 9 ra procedures to be follnued in event of degraded grid 
condition. In response to ,N'RC 01121H request 

HOWAHO. J e Boston Edison Co 82/02/36 VASGAtLO. O O Opsiotlng 
Reactors Branch 2 4pp 12077 125 247 Fiche 30-291.02/02/36. 

B 2030202 1 5 


'65lr31865l7 Safety evaluation supporting adequacy of stetion sic 
dl s t ' ibut 1 nn sys voltage* 

» Office of Nuclear Reactor Regulation. Director 82/03/03 
12345 296 34* Ftcha 50-293.03/03/03.83011(10515 


0303320592 Forwards request for addl Info re TNI Action Item II. f 
RCG vents Info needed within 60 days to complete review 
VASSAL '..O. 0 B Operating Reactors Branch 3 82/03/04 tiORlOl- 

Ooston Edison Co -3pp 12372 350 247 FI the 50-393.02/03/04. 

0201220593 


32L311CCOV Oenerlt Ltr 03 04 to all licensees of operating planti 
applicants for OL 6 holders of CP re use of INPO 8EE-IN 
program 

tlEENUJT.O 0 Dtvtstrjn of Licensing 83/03/09 MAOSPURO. A 
Consolidated Edison Co of New Vork SUIT7ER.0 C. Connectlcui 
Yankee Ato.mic Power Cn HOfFHAU.OP. Consumers Power Co 'dpj 
12251 031 24* Fiche 50 000. 02/03/09. 02031 lOOOl 


0203220024 AJvIses that Info provided to supplemental 90-day res{ 
tb safety pvaiuatkoh re environ qualification of 
sa f ety - related egulpirent justifies continued interim 
operation Review continuing 

VASSalLO- 0 0 Operating Reactors Branch 3 83/03/09 MORtSt- 

Ooston Edison Co 2pp 13374 336 24 7 Fiche 30-293. 02/03/09. 

tl202?3C034 


035323C494 foTvjarjs fee for Pvopossi: Change Q2-4 trantmlltsd 8201 
to over a I gh C. one proposed change mistakenly classified as 
Class III Instead ol Clast 11 

DEACON. W H Boston Edison Co 82/03/17 VASSALLO. D B Opor. 
Reactors Branch 3 Ip 12383 106 347 Fiche 50-293,02/03/17 

aS03330494 


0203330695 Application for Proposed Change 93-7. mod 1 fy Inq App A 
License CPR-35 Tech Specs review underway to Identify addl 
surveillance tasting 

mCmARO. 2 E Boston Edison Co 83/03/19 VASSALLO. O. B Oper 
Reactors Branch 2 Ip 12305 3l2 247 Fiche 50-293,82/03/19 

0203210695 


--0203330703 Proposed changes to Tech Specs re recirculation puai 
alternate rod insertion addition of two hydraulic snubbers, 
core spray 6 LPC t subsystems 4 auitllpry elactrical sys 
• Boston Edison Co 02/03/19 I2pp 12385 313 24X 

Fiche 53-293.02/03/19.0203230*95 


-030302021/ Artpased changes to Tech Gpscs 3. 9 A. 4 9 A. 3 9 B t. J 9 ». 
Tables 3 2 11. 3 2 D I 6 4. 2 B re procedures to te follcwed In 
event of degraded grid condition 

e Boston Edison Co 32/02/26 7pp 12077 139 24* 

Fiche 50-393, 63/02/26. 82030202IS 


0203040378 Forwards proposed Tech Qpec Change 82-6 r« tonal dry.-cll 
temps- per ARC 811218 request 

HCMARD. E Boston Edison Co 82/03/01 VASSALLO. D 0 Operailhg 
Reactors Branch 2 Ip |3U4 IIB 24* Fiche 50-391.03/03/01. 
0203040378 


--0201040304 Proposed Tech Spec Section 3 2 II. Tables 32il643H6 
Bases 3 2 rs tonal Crywell tenps 

e Boston Edison Co 02/03/01 6pp 12114 119 24 * 

FIcha 30-293.02/03/01.0203040378 


8203180107 Forwards tscFnical evaluation of submittals in response to 
TNI Action Item If F' |.2 re sampling 6 analysis of plant 
effluents Equipment 6 procedures necessary for compllancs 
not prouided Plans for resolution due tti 30 days 

VASSALLO. O. B Operating Reactors Branch 2. G2/O3/0I. K0RI91.A. V 

Uostsn Edison Co. 2pp ia'J29 261 34* Fiche 30-393.02/03/01. 

8203100107. 


--0203I8OII5 "Technical Evaluation of Response to Attachment 2 of Item 
11. F. I of tJL4tEC-0737. Add I Accident Nonl toeing 
lostTunanta tton " 

hJCHTOy. R L Eaton Nuclear Co. . |oc. I subs of Ciaon Corp I 
03/03/01 ARC - No Oetatted AfflUetton Olvsii. 4pp 12339- S6'l 
24* riche 30-293,82/03/01.0203100107 


8303300133 Provides status of NURE<l-0737. Items (I F I 3. "Cdhtal 
High Range Nonitors" and It.K 3 13. "Reinote Restart of 
Reactor Core Isolation Cooling." previously committed to 6 
scheduled for co.-npletlon prior Co end of current outage. 
nCACON.N H Ooston Edison Co. 02/03/25 EISENHUT. 0. 0. Oivi 
Licensing Ip 12449 182 24* Fiche 50-293.82/03/25.6203300 


9203290349 Advisee that NRR board notification policy set forth 
Ofc Ltr 19 Policy Followed so that Board Notification 
32-08 not provided to LlmerltW AELB 

eChUENCER. A Licensing Branch 2 82/03/26 LEUI9. B. H. Hear 

Branch 4 Ip 12437 230 247 Fiche 30-000.82/03/36.0203290: 


-8202110034 Forwards sommsty hf Beactor Sys Branch t> tnstrumsnt 
Control Sys Branch work completed under Iasi Interface 
Agree-nent. 01-31. ‘‘Pilgrim l.lvater Level Instrumentation 
(Isc Illation “ Cothman t s/recommenda 1 1 ons requested by 020127. 
5P£IG. T P Assistant Director for Reactor Safety. 82/01/11 
MaITSON.B J Division of Systems Integration (post 8110051 
13437 230 34* Fiche 50-000.02/03/26, 8203290349 


0 Inspection reports. lE Bulletins 1. correspondence 


8203010221 Forwards IE Safeguards Insp Aepts 50-293/61-24 (< 
50-293/81-35. on 8lU0t-30 Sr l2Ql'a20H8 6 notice of 
violation Enc Is withheld (ref 10CFR9 790) 

5TA90S1ECK1.R Division of Project ». Resident Programs. 82/1 
HARRIN2TGN. U Boston Edison Co 4pp 12069 012 34* 

Ftche 30-293, 02/02/04. 0203010221 


DOCKETED ITEMS 


V 


63^3040591 Fori^drds 9 r 4 ntin) 30~d4i| ett^ntion until 030319. to reipoiu; 
to 020118 order directing subtnlttol of plon nf jetton that 
bill titeld independent oppraleal of aite (■ corporate ngt t> 
r >c a<nr endatl one for lirpro venien t 

OEVOJNO.R C Oirettor'e Office. Office of tnopectlon and 
enforcement 02/03/16 STASZESkv. F M Doeton Edison Co Ip 
13136:103 34)( Fliho 50-393. 03/03/16, 0303040951 


— 0303040954 Order granting OO-dag ei t ens i on. un 1 1 ) 030319, to rospniid tn 
020I1B order dtrectliig subnittal of plan of action that lel 1 1 
gleld independent appraisal of site t. corporate mgt t- 
r econisendat Ions for improveirent 

DEVOU60. R C Director's Office. Office of Inspection and 
Cnforcerent 03/03/16 Boston Edison Co 3pp 13136 lOJ 34x 

Flcho 50-393,02/03/16.0303040991 


0203090399 Foruards IE tosp Rept 90-393/UI-36 on 011130-1304 6 notice 
of violation 

MARTIN, T T Region 1. Office of Director B3/03/16 MDRIBI-A V 
Boeton Edison Co 3pp 13134 310 24x Fiche 90-393.02/03/16. 

8303090399 


--3303090263 Notice of violation from insp on 011130-1304 

martin. T T Region I. Office of Director 83/03/16 3pp 
13134 312 24X FI c he 50-393. 03/03/ 1 6. 030.3050299 


-•0303090360 IE tnsp Ropt 50-393/ 81-36 on 811130-1304 Idunc onip 1 1 ai-c e 
noted Tech Specs atsonds not properlg pos t sd. aiastor 
euTvetllance tcheduls not established t, program t, procedure 
not established for station houseteeplng 

NAPODA. 0 , BUUMBERO.N . KEVER-O Region I, Office of Director 
83/02/05 36pp 13134 315 34X f 1 c he 30-393. 03/03/ 16. 830305035:. 


0303130390 Foruards request for addi info rc Inservlce insp frngroi- 
Rtspofise with in 49 dags requested 

VAS6ALL0.D B Operating Reactors Branch 3 83/03/33 MORISt.A V 

Boston Edison Co 4pp 13353 001 34X Fiche 50-393, 83/03/33. 

8203130390 


0303030410 Act receipt of 030113 Itr infornlng NRC of steps taken to 
correct violation noted In I£ Insp Rept 50-393/01-01 

martin, T I Division of Engineering *< Ischnical Programs 03/03/34 
RARRINOrON. U 0 Boston Edison Co 3pp 13096 333 34X 

Fiche 90-393.83/03/34,0303030410 


--82030304I5 Suppls 010334 response to NRC 810319 Itr re vlolatlnn ).uti-J 
In IE tnsp Rept 50-393/01-01 Eitoneton of final 
Implementation date until 830419 requested due to deiag in 
procuring envi ronnonta 1 1 g qualified components. 

hORtSI.A V Boston Edison Co 02/01/13 BRUNNER. E J Region I. 
Philadelphia, Reactor Operations Nuclear Support Branch Ip 
12096 334 34X Fiche 90-393, 02/03/34. 8303030410 


8303190393 Foruards IE Safeguards Insp Rept 90-393/01-3'/ on 011013-16 
No noncompliance noted 

martin. T T Division of Emargencg Preparedness 6 Operational 
Support. C3/03/34 HARR INOTON, N 0. Boston Edison Co. 3pp 
13347 :107 24X F I cho 90-393. 03/03/34. 03031 90393. 


--8203190414 IE Insp Safeguards Rapt 90-393/01-37 on 811013-16 Nn 
none odip 1 lane e noted Major areas Inspectad phgslcal securltg 
plan I. Implementing proc edure s. mecur 1 tg cirgan 1 1 a 1 1 on 6 
program audit Details ulthhald Iref 10CFn?3. 31) 

BAILEV.R J , LADUN.R H . OEVUtN. J M Division of Enargoneg 
Preparedness S* Operational Support. 63/03/10 Ip 13347 109 
34X Fiche 90-393.03/03/24,0303190393 


0203030906 Responds to 030313 notice of violation re failure to moel 
B20301 deadline for prompt notification sgs NRC should hold 
notice of proposed Imposition of civil pena 1 lies, pending 
rtvleui of util 030121 request far eiteneion. 

HOWARD. J E Boston Edison Co 83/02/36 OEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement 4pp. 12096 010 24X 

Fiche: 90-393. 83/03/36. 0303030906 


8303090440 Foruiardt IE Info Notice 03-0 1 , Revl s 1 on 1. "Auitllarg 
Feedwater Pump Lockout Resulting From Uestinghouse U-S 
Suitch Circuit Mod " Revised Table 1 Is also end to 
clerifg circuit diagrams. No written response required 
HAYNEB. R C Region I. Office of Director 82/03/36 O'TOOUE.J 0 
Consolidated Edison Co. of New Verb. CGUNQIL.M D Connecticut 
Vantee Atomic Power Co CAREV, J J Duquesne Light Co 9pp 

13134:177 24X Flcho 90-000,82/03/36.0303050440 


8303230341 Forwards IE Insp Rept 90-293/82-04 on 820135-29 & notice of 
violation. 

martin. T T. Division of Engineering fc Tachnicat Programe 03/03/04 
KABRINO'TON.M 0 Boston Edleon Co. 2pp. 13383; 290. 34X 

Fiche: 90-393, 02/03/04.8303330341 


--8303330349 Notice of violation from insp on 830139-39 

MARTIN.T T. Division of Engineering Technical Programs 


- -8303230350 IE nsp Rept 50-393/03-04 oi> 030 129-39 Noncuopl I anc «• nntrr 
failure to properlg imple.sent approved procedures t, failure 
of drawings 6 procedures to Identifg esisting valves 

REHirO. M A . PU-LANS.9 V . BE rrEKHAOSEN. L Ol vision of Eng li.eei l.,|, 
t. Tot hn tea I Programs 02/03/19 I Ipp 123-3'J 394 24/ 

Fiche 90-39 3. 02/03/04. 0303330341 


8303330300 Forwards IE Insp Rept 9O-39.T/01 -21 on 810031-0904 6 30 lOO;- 
t notice of violation 

Martin. T r Olvismn uf Engineering i. Technical Prograos 02/U3/0'/ 

HARRlfWiaN.lJ 0 Oustst. Edison C" 3pp 13413 Q2Q a4X 
Fiche 50-293. Q2/03/09. 0303350330 


•030335D38S Notice of violation from Insp on 810031-0504 & 38-1003 
martin. T T Division of Engineering 8. Technical Projra.-S 
03/03/09 2pp 13413 030 24* Fiiho 90-393. 03/03/09. 03033:;0j(io 


-8303330300 IE Insp Reppt 50393/01-21 on 010031-0904 t 23-1002 
None urp 1 1 ar.c a nuted failure to adhere to radiation 
protection procedures 1* failure to pest high radiation 
area sign L notice to woriers 

NtMlTZ.K L . UMAPP.P J Region 1. Office of Olrecto- 82/03/111 
3lpp 13412 033 pd* Fiche 90 -393. 02/03/09. 0203350300 


0203290475 Forwards IE Insp Rept 50-393/03-07 on 030309-12 Nu 
none omp ) lane o noted 

MARflN. T r Divlstbn of Engineering t Techniial Prograns OL’/O.l/Ov 

IIARRlNOTflN. u D Boston Edison Co 3pp 13411 128 24X 

Fiche 30-393. 02/03/09.030.33904 73 


••-0303330407 IE Insp Heft 50-393/02-07 on 830309-12 No none omp I i ui.c n 
noted Major areas Inspoclod licensee activities In response 
tn IE Bulletin 00-11. "flasonrg Wall Design. ' 6 review of 
nods to •hasor.rg walls 

VARELA. A A . IRIPP.i E Region 1. Office of Director D3/0:i/l);. 
4fP 12411 j 30 24X Fiche 50-293,03/03/09.0303350475 


0303250493 Forwards IE Insp Rept 50*-393/02 -09 un U20301 -l>5 L notico d 
violation 

MARTIN.? T Division of Engineering V Technical Programs □3/83/0/ 

HARRINOTON. W n Boston Edison Co 3pp 13409 3l0 24X 

Flcho 90-393. 02/03/09.8203330493 


•0203250497 Notice of violation from Insp on 030301-05 

martin. T T Division of Engineering t. Technical Programs 
03/03/09 lo 13409 312 24* Flcho 50-393. 82/0.3/09. 03032 9049,7 


--B20335050I {E tnsp Rept 90-293/02-09 on 030201-09 None nmp 1 1 an c e not|.,t 
failure to tale corrective action on audit deficlencg repts 
In specified time period 

NaPUDA.O ■ PETRONE.C • CAPHTON. D L Reg I ofi 1. Office of 01 ■ ri tor 
03/03/04 8pp 13409 313 24X Fiche 50-393, 02/03/09, 03033 '..On'/E' 


0303310333 Forwards IE Infc Notico 83-06. Failure of Steam Cenorntor 
Prlrrarg Side Mansiag Closure Studs ' No s/rtttan response 
required 

HAYNES, R C Region 1, Office of Director 83/03/12 O-TOCUl.-d l> 
Consolidated Edison Co of New York COUNSIL.W 0. Connecticut 
Yankee Atomic Power Cn CAREY. J J. Duquesne Light Co. 5 pp 
12452 004 24* Flcho 90-000. 02/03/ 12. 83033 10333 


8303170486 Forwards IE info Hot less B2-04. '•PotsntiBl Oe fit lent g of 
Certain AOASTaT C-7000 Series Tlc.e-Delag Relaijs" & 83-05. 
•‘Increasing Frequeneg of Drug-Related Incidents. “ 

HAYNES. R C Region 1. Office of Director 03/03/19 O'TOOlL, J U 
Consolidated Edison Co of New York COVNStL.U C Connecticut 
Yankee Atomic Power Co CAREY, J J Duquesne Light Co 5PP 
12330 021 24X F 1 c ho 90-000. 02/03/ I 9. 03031 70406 


0303310361 Forwards IE Info Notice 02-07. "Inadequate Securltg 
Screening Programs " NO written response required 

HAYNES.R.C Region I. Office of Director 03/03/16 O'TOOLL, .1 II . 
O'TOOLE, J 0 Consolidated Edison Co of New York COU.NBIL.W.O 
Connecticut Yankee Atomic Power Co 9pp 12459.073 34X 

Fiche 90-000.02/03/16.0203310361 


R Periodic operating reports K related correspondence 


8303190416 Forwards month ig operating rept for Jan 1983. 

MACHON.B 0. Boston Edison Co 02/03/12 Olflcs of Management and 
Program Analgste Ip 12351 023 24x Fiche 90-393. 83/02/12. 

0203190416 


- -8203 I 904 19 Month Ig operating rapt for Jan 1902 

WHITNEY. 0 O Boston Edison Co 02/02/13 6pp- 12331 024. 24X 

F I c h 6 90-29 3. 03 /02 / 12 • 63031 904 1 6 


0203160332 Forwards personnel L man re.m eiposures rept, 1901 

MACHON, ft 0 Boston Edison Co 02/03/02 Director's Office, 

nfpica of Inspection and Enforcement. Ip 1230/ 111 34X 


6233230*30 For<. 4 T-» '6»lioac t tvc Effluent t, Uact* Oltiiatal «•(>« 
tnclJdino Ra« talcs Ual (/"pact or H.'naris. Jw I -Dec 1^91 
OCaCON. tf H 3ottO(i c-lltan C4 02/03/15 HAVHe6-B C Bestoti I. 
Office e>f Olr otter ij i4?J34 031 P‘1* Fltne 30-3^3.92/0.3/19. 

9203230130 


■■ SPOSPOOIOS "Bac toAcelvo fffjuenl t na*te Olspctal .“lept Inclullng 
Bailc logical Irpaet en Xueiane . -Ore 1901 ' 

SOWDOn. 7 L . OEACCn. K. If Oooton Edifon Co e’3/03/13 &9pp 
12304 033 24* Flcre 90-203.93/03/15.9303230430 


3 Peporcable otturrercet. tEB» & related t or respondent e 


6203030S41 ForM.ards LEfl 92-CC2/03L-0. 

tiACKON. R D Sot ton Edison Co 02/02/ lf> fie a Ion 1. Office of 

OIrettor IC 12099 129 24* FlcAe 30-293, 83/02/1*. 0203030 541 


--£203330545 uEB 82-002/03L -O on 6201 1 0. sens I ng line to pressure switt). 
found frcier. Lire fro re a^alr on 020119 On 020123. fire pueip 
foiire out of caliSr Causet Sj so5iero leather u>5ici) reeuted 
e f f ec t isene ts of Seating SgS firlority rair.t requests Issued 
tiHlTfiE’y.O 0 Ooslon f.Stson Co 82/02/16 Rs(lon 1. Office of 
Director Ip i2099 129 34* F-itte SC -2 93. 02/02 / 1 *. 02030305 4 1 


0203060505 Teleccs9 -sossais cf l.€fi 62-001 /t>l K-0 on 020222. pr Imacij 
contalnirent Isolation valve flanges dlstovered ip/provl s tun 
*or tnpe a CLR testing flanges previously t |p« A tested. 

Fia.iges added to Ltfi test prograr 

vfHlIf/ev.G 0 Bos ten Edlscn Co QP/02/24 JOI.N33M. J. P fleglon I. 
Office of Director Ip 1215/ 126 241 f'trhe 30-293.02/02/24. 

83030 0050S 


02031603/4 ForuerdS LCB 03-003/99L-0 Detailed event analysis encl. 
MACIrO‘f R O Boston Edison Co 83/03/02 Region I. Office nP 
Olrector 2p f 13298 35-8 34* Fids 50-293.83/03/02.0203160274 


of Nuclear fieacter fiegulatlon. Director Ip. 0780* 001 24* 

FicSe 50-29 5.01/0(1/24,01083101*8 


-81003101/7 Public version of revisions to I rp lenient Ing procedui-ot for 
rmergeneg Plan consisting of Page I to Indet * Pages I t 0 
to Emergency Plan Imp I eirentlng Procedure 330-1 
• Co.-ninonuealth Edison Co 01/07/28 4pp 07806 OOl 24 X 
Ftche 50-395.01/00/24.0100310168 


02O3O3OO35 Requests revleu ef encl ONL technical evaluation rapt. 
-Post-Flre Shutdown Capability “ Info should be submitted 
wl thtn 60 day s 

VAfiOA, B A Operating fieactors Oranen I 02/02/08 CEUOEORCE.t tl 
Comn-onuealth Edison Co Itpp 12147 159 34X F 1 Che - 50-295. 

82/02/00, 0203030035 


620304027* Aeleases public version of revision to eraergency plan 
Implementing procedure Indei 

FEUIOtJ, O H Division of Rules and Records B2/02/S5 Oocumoot 
Managonent Branch Ip 13130 015 24XFiche 90-295.82/02/35. 
8203040376 


--02O3O4O315 Foruards public version of fievlsion 3 to emergency plor 
imp laniantleg procedure tnde i. coASIs t ing of revised Pages 1. 

4 t. 5 to Procedure 420-1. "Technical Support Ctr Quarterly 
Gurve 1 1 lane e . Proesdurs change request one 1 

PLIM;-.© Comn^onaealth Edleoo Co 02/02/16 DENTON. H fi NKC -14c 
Oelalled AfftUatian Olven 3pp 12130 017 34* 

Flchff 50-29 9, 02/02/29. 8303040276 


— 0203040321 Public version of Revision 3 to emergency plan imp lerentlnQ 
procedure t ndei. cone 1 s t ing of revised Pages 1.4 4< 9 to 
Procedure 420-1. "Technical Support Ctr Quarterly." 

• canmonuea Ith Edison Cd 02/02/11 4pp 12138 019 24X 

Fiche 90-293. 82/02/25. 0203040376 


820316027/ LEB 82-00.3/991.-0 on 020201, util efiangod corporate 
srganfiaClan Eenicr vice-president elected 1. vice-president 
k director of operations revieup created Chango prompted by 
need to Incorporate oversigl-t of taf e ty -related activities 
flCLOCOI'LlN. N r Boston Edison Ca 02/03/02 Bog ion 1. Office 

of Director 2pp 13270 3iO 24X fiche 90-293.02/03/02. 
6203160274 


82C023D451 Telecopy HO B2-D06/0I * -0 on 020309. UPCI step value malo disc 
flarjc ubirh sh-culd be attached to main disc by four cap 
icreas found u/thres cap screus broSen Causa not stated 
Engineering support requested 

KCLCJOFLltl. n T Ooslor. Edison Co 83/03/09 Region 1. Office of 
Director Ip 12392 351 24* Flcbe 90-293. 03/03/09. 82032304S 1 


8303230669 Foruards CCR G3-004/01T-0 

HAChOf. R 0 Boston Edison Co 92/03/07 Region 1. Office of 

Director U 13398 333 24* Fiche 50-393,63/03/09.9203330609. 


--8203230704 EER B2-004/01T-0 on 820322. dur ing refuel /mod outage, 
detarmliisd that test points on 20-tnch vant 4c purge 
bvtterfy valve flanges were net Type 9 tested Caused 
by precedural Inadequacy Procedures revised 

UrflTNE/. 0 O Boston Pd I sen Ce 03/03/09 Region 1. Office of 

Director 2pp 12368.324 24X F I c ho 50-393. 82/03/09, 0203230689 


6203230726 Foruards tEll 03-005/01 T-0. Du ta 1 1 ed evant analysis Sncl 
HACIIOiN.ft 0 Boston Edison Co 61/03/13 Region 1. Office of 

OlroctOT 3pp 12395 203 24X Fiche 50-393. 83/03/1 3. 0203230720 


8303100010 Releases public version of revised emergency plan 
Implementing procedures Indei Receipt form encl 

TEUTON. \f M Division of Rules and Records 03/03/01 Document 

tianagement Drench Ip 12191 260 24X Fiche 30-293.92/03/01. 

8203100010 


— 0203100014 Forwards public version of revised emergency plan 
implementing procedures tndei. 

PLINU.O Cormonuealth Edison Co 02/02/16 DENTON. H R NR© - Nr 
Detal led Af f 1 1 lotion 01 ven 3pp 1319r 363 34X 

Fiche: 50-395. 82/03/01.0303100010 


-'8203100017 Public version of revised emergency plan Implement log 
procedures index. 

* Comrrnnueel th Edison Co 82/02/16. 2pp. 13191 265 24* 

Fiche 30-393, 82/03/01. 6303100010 


8203170328 Act rstslptcxf 620216 Itr Informing N«C of schedule for 
correcting prompt public notification sym deficiencies 
prior ta 020601 Appropriate regulatory actions will be taleit 
If deficiencies not corracted. 

IflNO. J A Division of Emergency Preparedness t. Operational Support 

82/03/11 REED.C Coruonweetth Edison Co Ip 12319 246 24X 

FUhe 3D-O0O. 82/03/11- 0203170320 


8203100346 Releases public version of corrected page to emergency 
plan Implementlnt procedure 

FELTON, J n Division of Rules and Records 83/03/11 Document 

Manegement Branch Ip 13343 173 34X FI the. 30-395. 03/03/ 1 1 . 

8203180540 


9203230736 UER 83— 005/OlT-O on 820326. defic 1 anc les in pipe Supports 
in control Tod driveline Insert b wlthdrau lines Identified 
Caused by missing or loose c I amps. Ret tora t Ion to acceptable 
limits util be completed before end of Cycle i/| 

WHIINET.O 0. Doston Edison Co. 33/03/13. Region t. OfFlte of 
Director Ij 13399 236 34X Fi c he 90-393. 62/03/ 1 3. 8203230728. 


COCHGT 50-295 11014 SJCLEAB P014EB STATION. VN1 T 1 


f Srcurity. mesital. entrgeniy b fire protet tipn plans 


0ICO310168 Hrleesas public version of revielens to Implementing 
procedures for emergency plan consisting ol Page I to indea 
4 Pages I 4 B to Emergency Plan Implementing Procedure 
330-1 

FEt-TON. j 6. Division of Rules and Records. 61/08/24 Ooc umeiit 

Hanegement Branch Ip 07006:001 34K FI the 30-295, 81 /OB/24 . 

01083101*0 


--6203160590 Forwards public version of corrected Pepo 4 to Emergency 
Plan Implementing Procedure 410-1 Receipt form end. 

PLIML.O Commonwealth Edison Co 02/02/23 DENTON. H R Office 
of Nuclear Reactor Regulation. Director. 3pp 13342:174 34X 

Fiche 30-299, 82/03/t 1,8303180548 


--820318D991 Public version of corrected Page 4 to Emergency Plan 
Implementing Procedure 410-1 

s Commonueal th Edison Co. 82/03/23 Ip. 12043: l76 24X 

Fiche 90-393.82/03/11.8303180948 


6200320074 Relresrs public veTslon of corrected pages to emergency 
plan Implementing procedure. 

FEU TOM. J n Division of Allies and Records. 02/03/11 Dpc umrnt 

Kanagement Branch Ip. 12374 398 24K Fl che : 90-299. 63/03/ 1 1. 

8200220074 



ai«it ln(»nt of Trch Spec Section 6 D H 1 t< 2 

SCH<iOCOEtt.C U Connanbea 1th F.dtion Co 03/0:j/l7 SEVAN. H 

Operating Reectors Orpnch 2 2pp 12201 23<f 24X 

flcfce JO -000. 82/03/17.0203230306 


-BC032tll041 Forward 9 »iato4 of operating MWH awn 1 lory feodbatei sy«. 
evaluations for Mes 1 1 n; house. C-E J> CtW N3B9 plants 
MATTHEWS. P n Aunitary By s tens Branch 0O.'OS/33 OFNAROVA. V 
Auitllary Sgstsnc Branch 14pp 12760 329 24X 

Ficbe 90-000.01/00/04.0303010001 


0703240331 Releases public version of revision to environ aaststanir 
directory for environ director emergency plan implementing 

fCLTON-J M Division of ftulea and Recordfi 83/03/17 Doc utnpnt 
fi*nag»^ent Otanch Ip 12406 OOl 34K I c he. 50-000' 82/03/1 7. 

" 6203240231 


- -0007030137 Discusses schedule for Imp I eeen t a t Ion of Tasi l F of lilt 
action plan Similar nev OA requirements will be Implemented 
for facility revieoc 

HAASS.U P Duality Assurance Branch 00/04/04 OEMTIIN. H l< 
Office <if Nuclear Reactor Reg ul at i on. Director ip 12/66 (ilti 
24X Flche 90-COO. 01/CO/04.830301C001 


”8203240261 Forwards public version of Revision I 
directory for environ directory emergency plan 
precedures. Inc ludlng Procedures EU-1. duties 6 
rttponslb 1 1 1 1 1 as of environ director. 

CHANEY.WL Commonuealth Edison Co 02/03/03 
Office. Office of Inspection and Enforcamont 
Flche 90-000.02/03/17.8203240231 


to environ assi statu r 
imp 1 ement inp 


Director 'i. 

Ip 12406 004 24 X 


••8011190173 Provides comments on facility responses to NHC DOOVlIi it.Tn 
request re basts for auiiliary feedwater sys flow 
requirements {Jys must be supplied to at least two steam 
generators in order to provide adequate hoat transfer area 
8PEI6.TP Reactor Systems Pranch 00/10/27 PARR, o Ausilioi.. 
Bysloms Branch 2pp 12792 273 24X Fltte 90-C00. 0 1 /03/04. 

02030 loco I 


--8203240200 Public version of Revision I to environ assistance dlrectmy 
for environ director emergency plan Implomentlng procedures, 
including Procedure ED- I re duties & reep ons I b 1 1 1 1 1 es of 
anvlron director 

Co<r'%ortsi}G al th Ed 1 got) Co 02/02/20 300pp 12406 00^ **4X 

Flche 90-000. 02/03/17.0203240231 


0203260150 Releases public version of licensee Instructions for 
dividing environ emBrgency implementing prncoduros into two 
irpsrate procedure books for environ director l< environ 
group 

FElTON.J M Division of Rules and Records D2/03/I7 Document 

nanagement Branch Ip 12440 037 24X Flche 90-000.02/03/17. 

6203260190. 


'-0012160933 Roqucslt endorsement of proposed research intendai; Lo luiln 
insight- into coutse of potfnttally severe accidents Preqram 
brief s enc 1 

KURV.tv, T E Divtslnii of Reactor Safety Research FIN A-6394 
00/09/23 STtULO. V Office of Inspection t. rnforcemont. Office nf 
the Director I2pp 12772 |23 24x Flche 90 299. 01 /00/04. 

8203010001 


--□203010036 Forwards outline of proposed review Of facility r« Al.R*; 
concerns .shout sys interactions 

BOLDER. R L Commonwealth Edison Co 77/10/21 BIEl.LO. V fJfflu 

Of Nuclear Reactor Regulation. Olroctor 13pp 12760247 24x 

Ft Che 90-000. 81/00/04. 0203010001 


-B203260 137 Forwards public version of instructions for dividing eiiviiui 
s-argency implementing procedures into two separate 
procedure boots for environ director 6 environ group 
CAHNEY. W L Comironweal th Edison Co 02/03/01 0ENT0.N. H R. 

Office of Nuclear Reactor Regulation. Director 3pp 12440 030 

24X Flche 90-000. 82/03/ I 7. D2033601 30 


--02030I0061 Summary of 770Q17 meeting w/util re aCH 9 comirents 6 
r^c 1 1 ont on Intdr a< i ioc\« 

7ECII. 0 0 Operating Reactors Branch I ePre 7906231 77/00/31 

Operating Reactors Branch 1 tPre 790623) 3pp 12760 260 24X 

Flche 90-000.81/00/04.0203010001 


0 Adjudicatory correspondence 


0203240179 Con f I rmt 820210 conversation ra NRC Investigation Into use 
o orugt or dlcohol u:orlt«rft dt plant to •rtGure that 
nujr.2*l“« ‘*°*** undue risk to public health or safety 
tr n Rulemaking 6 enforcement Division 02/02/12. 

Cl V ’^***“'’4* Labor Relations Board Ip 12394 149 24X 

Flche 90-293. D2/02/12. 8203240179 


J Insurance & indemnity information 


endorsement, 8 to NELIA Binders EB-1 . EQ-2, EB -3. 
ta'29.eB-30. EB-42 ». £0-43 

Commonweal tl. Edison Co 82/03/24 8ALTZMAN.3 Assist. 
Cl StatG 6 Llc»n«#a P^latloni 0pp 13430 205 24X 

Flche 30 -000.02/03/24. 8203290 139 


>3».7>.3B6 10 to NEUIA Policies 
Mrro I r *■ N'^-293. respect Ivsly 

Dlr.rln.. Edison Co 02/03/24 SAL T /MAN. J As si star 

Ficus 30 -nnn ’"P 12430 196 24X 

rich,. 90-000. 82/03/24. 8203290173. 


^ Operating license stage 


documente t. correspondence 


*^r^'*NURFO Ftiponse to FOIa request fo 

s NUREO-0660. -NRC Action Plan " Forward 

E.e-PUon’®;*^ "•’•tldUg withheld 

Kaue^p* h ? Division of Rules and Record 
«• Handler. 9pB 

Flche 90-293, 01/08/04. 02030 1 000 1 


30 categories of documenti. 
documents listed 
(ref FOIA 

81/00/04 MADDEN. l .J 
12750 006 24X 


--02O3OIOO73 Discusses scope of sys Interaction review Two eiampios uf 
possible studios outlined 

BENDER. M ACRG - Advisory Commiiteo on Roactor tiafeguards 
77/06/17 008GICK.L U Office of the Eiecutlve Director foi 
Operations 2pp 12768 271. 24X Flche 90-000.01/08/04, 

0203010001 


--8203100372 Notification of Plant Arrangements Gubc oeimi 1 1 ee 701029 
meeting in Wash log ton, DC to discues NRC Tasl Action Plan 
A-17. sys interactions In nuclear power plants 6 facilities 
sys interaction study 

• NRC - No Detailed Affiliation Oiven 7B/I0/29 NflC - Nn 
Detailed Affiliation Oiven Ip 12777 164 24x 

Flche 30-000.01/00/04.0203010001 


— 0203170169 Forwards co-^ments on C Michelson 790117 Itr re ^v^ 
Interaction study DOE vouchers enc I 

REED. C Co.m.monw8alth Edison Co 79/03/09 BENDER. M ACR3 - 
Advisory Cor-mlttee on Reactor Gafeguards 7pp 12/79- 03l 2- 
Flche 90-000.01/00/04.8203010001 


8203030269 Forwards comments re radiological effluent Tech Bpoc s 6 
Offsfte Dose Calculation Manual Co-nments identify areas 
where submittals appaar d of ic 1 enl, add I justification nay be 
needed or contractor understanding of intent Incomplete 
VA8SALI.0. D B Operating Reactors Branch 2 89/02/03 DELGEUROf, L 

Commonwealth Edison Co 3pp 12119 000 24x Flche 90-000. 83/02/01 


•0203030276 Forwards questions re radiological effluent Toch Spree t< 
Offsite Dose Calculation Manual suheilttals that will be 
1 r> di&cusQtor> 

SIMP80N.F D E060. Inc 02/01/19 WILLIS. C A Effluent 
Treatment Systems Branch 23pp 12119 011 24X 

Flche 90-000. 02/02/03. 0203030269 


. ..,1 -t .i 'Iti 

II I tt 4 . •' 

•..•"i'. :ie-» n f 

6 ■■'»>' '»• 1 » 
L' A 0{»r«eir; 
C I * •; I - fa • ' El ; •. "!> < 


ic Jitirn itjlfeil r»<-ji I «'-»'il ♦ •■ci'tdiK’ri n- 
:i<. •« r:c)e <4* *■ 

i ; ! I f I for »at4n»icr> 

I.-4I-.I I -3? -X'/ca r-ELCtOSUi.. I D 
c -V: i;;4T ?«« fich» vj-291. b:7'03/o;i. 




a' 032 M 076 Suraar»»«% N»C easition* re inveiMoatlon® into dllsgfd 
*4rui ». Alcohol me AC plant Homtiont. stated are limited 
tc current i n ves t igat I nn I. not to hutore N’tC Investigations 
into sroo o»e at plant nr ot'.er plants 

P-CPPi-'R. J <S fiecion 3- Office of Oieector 03/03/09 neftO. C 
Coi-noncealth FJlson Co Spp 13330 3i>7 3-lx Piche ?0- 39?. 03/03/07. 
0303330070 
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?‘I'.c;jrr''’-«i04 0^5'ai^i? -ariJ P*otr;iir^ for Cla-j* 1C Pcu^t Os,%./lo(* 

l^lacio'* v/'its I •• i* u-^wr^.jl r^pi 

C 10*. 0 *,-.1 F 1*1 A s^a9 0203Cd^^364 32/02/d^0 

C'-tVAl^E f* - ln-i%;cr oi S.|*»lo*>s Jntejratioi* C(»oot BltCO^l l3pp 
li;tO z*K ZC .‘95 BjfC^fZO 0703000534 


alJl irfia S. stotJ% r.^ •,t*flEC-0;37 n^n por yjji;'5 
X 003152 rpi]t^ 0 «t% 9r^p>**^e« tv N9C roque^t for addi info 
-^♦^T »r c . X si'^saitj I 

c;.AfltZ.E 0 C0f'^-"r .^a; t** fiii^on Cw ^5/03/01 tl=tNHyT,0 0 

Oiifi^iJ'^ Zf Li£«r%l'i9 5Cpp |53>A Cgt 74)1 fiche 50-000.87/03/01. 
Or:‘^l*C 7 ll 


8."03350003 Tort.; ar 5 5 'ffeviec; of 2 an Hi obAhl 1 i U Uofoty Study Sye 
Art^ I u ^ 1 % ' 

va^OA. 5 A Heactorn 0**at'Ch I 05/03/10 0I-.1 0CCRO(:i L 0 

Coaronsiealth Edison Co 6pp 133/4 003 24X Piche 30-295.82/03/10 

0203320532 


--020.0230534 "Review af 2lOn Protat 1 1 1 s 1 1 1 Safety 0t:udv Sgs Analgslt • 
mICAI*»1*i. J if Sand Id Lahorator 1 es D2/02/13 9pp 12374 009 
24* FIcne 50-295. 1:2/03/ lO. 9203230532 


0203340441 Forvarls request for addl Info to cnniploio revleu of 
responip to iiv»£0-0737 Item U 0 J e« ROS high point vents 
Peplq requested within 60 daqs Hues t Ions re technical merit 
af guidelires shaul] oe resolved through Queers groups 
VAROA. S A Operating Reactors Rranct I 02/03/16 9EL&EOROE.L 9 
Cor-horwealth Edison Co 5pp 12406 340 34* Ktcf.e 30-395.02/03/16. 

0203240441 


er0333050l DiSfjsses nUl plan ». sci-criile for ln»p 6 repair of ateai* 
generators loose parts recovorg 6 choriistr.; i nves 1 1 ga 1 1 on. I n 
response to NRC 020310 Itr b B203II.I3 6 16 teicnne Meeting 
j/MRC set for B20324 to alstuss tohe plugging 

lENTIWE F G Coer-anwea I th Edison Co 02/03/17 EIGENHJf. t) 0 

Division cf Licensing 2pp 12302 100 24X Fiche 30-295.02/03/17. 

0203230531 


3203290151 Forwards Revision 20 to Cfc'-l-A. ’QA Program for Ndc I ear 
Generating Stations." per NRC 020312 request 

EUftRTI.E 0 Cor.'ondealth Edison Co 02/03/19 HAASS. 0 P Onallts 
Assurance Braec.t Ip 1243d 243 24* Fiche 30-000.02/03/19. 

0203290151 


--0203290166 Revision 20 to CE-l-A. OA PrugrA-i for Nuclear Generating 
Stations • 

» tpr-Duweatth Edison Cn CE-I-A fl'20 32/02/17 50pp 

12439 244 24* Fiche 50-000.82/03/19.0203290131 


O Inspeilion reports. It Bulletins t. correspondence 


S2O3O3O30O Forwards results of liquid saTple analgses performed for 
010929-1001 Confirmatory reasursmenls priiqvam Rosvilts 
close out epen Item 2 from IE Insp Repts 50-293/81-24 V 
50-304/01 '20 

CRAESStR.W. L Coneeuweal th Edison Co 02/02/16 HEPPlER. 0 0 
Region 3. Office of Olretter 2pp 12098 264 24X 

Fiche 50-295. 82/02/16. 8203030300 


!23.716C935 Advises that reattcr opera t or s/sen ] or reactor operators 
training neets requiremercs of lisi Action Item 1 a 2 1 4 
ifegvests sctrittal of trairmg grogram c. litre n.dicating 
that traini'ig disc satisfies Item 110 4 reguire-ents 
va93a 5 A eperating Reactors Branch I 02/03/02 CFlGEORCG.L 0 
"-.snir jealt- Enisti. Co 3;i) 13325 094 24* Ficne 50-295.82/03/02. 

e.mC 3 lt 031 J 


Fi 2.>311C069 Uiscvsses util jlarred actions re prctlen of foreign obgrci 
trajj'-i tc he steam gereratir noctle cover Seing left to 
(.inarg sgs dertng last facllitg eperating period. per 
«10335 teller. 

hEPFtER.j G Regio-i 3. Office of Oirector 02/03/05 REEO. C 
Cerssraealth Ecison Cc :p 122i3 361 24* Fiche 50-295. 02/03/05. 

ei93IICC6<# 


il2O3lJOtC0 Requests c on.si t mei-t to co-pIg w/Ifll lire || K 3 3. requiring 
that future challenges cl relief valves or safety valves 
•voulc he Cocusiented via annual or monthly operating repts 
VARGA, s A Operatirg Reacters Branch i 02/03/03 DEICEORCE.L ti 
Ccmepr-uealth Edison Co 2fj 12259 357 24* Fiche 30-293. Sl'/OJ/O', 

02031 501C8 


.203110001 Cerenc txr 02-04 to all licensees cf operating plants, 
applicants foe O', t holders of CP re use of ISPO EEE-tii 
p rogran 

E IStMIUI. 0 O Division of Licensing 03/03/09 HAU5P0RO. A 
Consalcdated Edison Co of Ilea 7t,»v ph.amI.jis Metraslia Publu 
Aswer District Ta-.LMa?i w C Puilic Service Co of Meu Mams ..hue 
2pp 12251 031 24* Fit he iO-OOO. 02/03/09. 02031 lOOOl 


8^03030^6^ ffontblq Atdiu% r^pt t 0 evatuattoad perPorr^^d )n 

to IE Dulletin 79'J4i "Sn^<^lc Analysts For 
Ai"Quilt 5aF0 ty-Rf I a 1 0 ^ Hlptny," par G0081B requo^t 

HAIJSCH. T j Co*«'‘OtvveaUh Edt^eon Co 82/02.^9 V^rPPLEfl-JO Region 
3. Office of Director 2pp 12095 313 P4x Fiche 90 - 000 . 03/0?/l9. 
0203030469 


0203110139 Advises that IE Info Notice 62 - 01 . Revl s ion I. ••Aoiiliarq 
Feedwater Pump Lockout Resulting From West i nghouse W -2 
Switch Circuit Mod." ‘aas sent to listed licensees 

» Region 3 . Office of Director 82 / 02/26 Region 3 . Office of 

Director Ip 12212 313 24 X Fiche 50 - 000 . 82 / 02 / 26 . 02031 10 139 


6203170291 Forwards IE Insp Repts 50-295/B2-06 6 50-304/02-06 on 
020217 No non c ontp 1 lance noted 

NORELIOS.C F Division of Engineering 6 Technical Programs 
82/03/02 REEO.C Coi-mnnweal th Edison Co 2pp 12312' 316 24X 

Fiche 90-295.02/03/02.6203170291 


- -82031 70293 IE Insp Repts 50-295/02-06 6 5Q- 304/62-06 on 020217 Mo 
noncomp 1 lane e noted. Major areas 1 nspec ted ' masonry uall 
design re IE Bulletin 00-11 

NORTON. d f . MlLLlAnS.C C Region 3. OfPlco of Director 
09/02/20 4pp 19312 320 24* Fiche 50-293.03/03/02.6203)70291 


0203110079 Alvisos that IE Into Motlce 09 - 03 , “Envirnn Tests of 
Electrical Terminal Blocks." was sent to listed licensees, 
s Region 3 . Office of Director 82 / 03/04 Region 3 . Office of 

Director _ Ip 12213 3«4 SAX Fiche 30 - 000 . 82 / 03 / 04 , B 2031 1 00 V 9 


82032 : 046 ? R.gaesn re*na of proposed Tech Specs developed from NR 
etv|«u of prcPah 1 1 let 1 C safely study Comments 6 revisions 
e*q'j*Sltl >altvir. 30 CajS of receipt of Hr 

VARC4.S A Operati'ig Reactors Branch t 02/03/09 D£l GEORDC I 
Ce«o:ratalth Edison Co I2pp I23<il 220 24* fuhe 30-295. 

62 1 03 1 03 . 8203 220467 


0203 M 0229 Suhm I ts supplemental reeponse to IE Bulletin B 0 ” 16 . 
'Misapplication of Rossmounl Pressure Transmitters “ 

Transmitters modified to output code £ Restrictions re use 
In safety-rel a ted applications removed 

BUARTT.E 0 Commonwealth Edison Co 02 / 03/04 KEPPLER.J 0 . Regloii 
3 . Office of Director Ip 12316 094 a4X Fiche 50 - 295 , 89 / 03 / 04 . 
6203110339 


930333037» Forward* I£ Intp 90-393/B.7-0 1 t. SO-304/03-01 on 

aitsn-is. VU S. asoio? r«o none o-np;) ant » not»A 

NC>(}£LIU8>C E Otvltlun of Cnginaoring I. Tpchnitdl PrOQra'na 
83/03/04 R£EO. C Co7>non(jpal th Edison Co Spp I33ri4 344 i'An 
Fltho 30-2'> 5. 83/03/04.8203230371 


”8303330378 IE Insp nept9 50-293/83-01 1. 50-304/03-01 on 81 1311- 12 t. 1(1 
4 830(07 Nd nonconp 1 lane e noted Major areas inspected 
failure of 20 auitllary foeduater purp on 81 126 *. failure oF 
38 t> 3C auilllars (ceduater putsps on 81 12 1 1 

CONtMOeHTCN. K . OILO-VEK. H L . P£!iCHEl..J M Olvtslon of Cng Ini-ci 1 1 ..| 

%, ree/inlcal Prograns 03/02/1? 6pp 13304 246 34X 

F I c h * 30-39 ». 83/ 03/ 04 . 030333037 1 


8303180481 Requests util provide, uil tl* I n 15 days. plans t. sihedule For 
Insp 4 repair of steam generator damaged Oy fragments for 
recovery of loose parts (< for investigation of aluminuin 
corrosion elFects on c opponent s . sys h Fuels 

eie£MHUT, 0 0 Division of Licensing 03/03/10 OKI OEriHCt. I. [i 
Coei'on;eedlth Edison Co 3pp 13342 392 24x F iche 30-295.82/03/10. 

B3031004B1 


6303190333 Forwards IE Info Notices 82-04* ’'Potential Deficiency eF 
Certain /I0A8TAT £-7000 Series Tlme-Oelay Relays" 0 82-05. 
"Increasing Frequency of Orug-Related Incidents 

e Regioti 3. Office of Director 02/03/10 Coirrtonuiea 1 tl' Edison 

Co. tiRIOFIf. 0 N Illinois. State of. Dept Nuc Safety /formerly 
Dept. Puhllc llealthl Ip 12347 090 24x Flrho 30-000,03/03/10. 

0303190235 


8203190305 Advises that IE Info Notice F12-06. ’Failure of Otean 
Osnerator Primary Bide Manuoy Closure Studs." aas sonl to 
listed licensees 

• Region 3. Office of Director 02/03/13 Region .3. C)fflcr of 

Director Ip 12349 208 24X Ficlie 50 000. 0,3/03/ 12. n203l90;.'fi5 


8203230197 Act receipt of 62D301 Itr infor-ming Nile of steps talon to 
correct violations noted In (E Insp Repts 50-293/81-29 I. 
50-304/81-27 

BFEESARD. R L Region I. Office of Director 82/03/16 KEFD.C 
Cormonuealth Edison Co Ip I2'381 253 24X Flche 30-295.82/03/16. 

B203230I97 


--B203230202 Responds to NRC 020137 Itr re violations noted in It- Insp 
Repts 50-395/01-39 «, 50-304/01-27 Corrective actions 
affected personnel reinstructod on importance of compliance 
WTech Spec re Inoperable battery << battery chargor 
OELOEOROE.L 0 Cemtnoni/ea I th Edison Co 83/03/01 KEOplER-.i U 

Region 3- Office of Director 2pp 13381 234 24x 

Flche 30-393. 83/03/(6. 0303330(97 


0203230353 Ac I receipt of 020305 Itr Informing NRC of stops taken tn 
correct violations noted In IE Insp Repts 30-395/02-02 t> 
30-304/82-03 

NOREElUS. C-E Division of Project t. Resident Progra’hs 8270'J/16 
REED. C. Com-sonuealth Edison Co Ip 13384 I7(> 24X 

FI Che; 30-293, 82/03/ 16, 8303230353 


--0203330355 Responds to NRC 820303 Itr re violations noted In IF Insp 
Repts 30-295/03-02 6 50-304/02-03 Corrective actions 
procedure change made to RP I330''l stating acceptable 
eethods of verification must precede shipment of matl 
OCUCEOROE.L O Commonwealth Edison Co 02/03/05 KEPPlER.J (I 
Region 3- Office of Director 2pp 12304 179 24X 

Flche; 30-393. 83/03/16. 8303330332 


8303230669 Forwards IE Info Notice 83-07, “Inadequate Security 
Bcreening Programs. " No written response required 

• Region 3. Office Of Director 83/03/16 Comnonuieal th Edison 

Co Ip 12308 214 34X Flche 50-000.83/03/16.8303230669 


0203330501 Discusses util plan 6 schedule for insp 6 repair of steam 
generators, loose parts recovery 6 chemistry 1 nve s 1 1 gat 1 on. 1 n 
reeponte to NRC 820310 Itr 4 820311.13 fc 16 telcons Meeting 
w/NRC set for 830334 to discuss tubs plugging 

LeNTlNE.F 0 Commonwealth Edison Co 02/03/17 EIQCKKDI.O 0 
Olvtslon of Licensing 2pp 13382 100 34X Flche 30-393. 03/03/ 1 7. 

8303330301 


8203310432 Submits monthly status repl In response to IE Gullet In 
79-l4,re evaluation performed at facilities Rept content 
addresses sys found to be operable Appropriate repairs 
to Subsystem I8tl-30B have been performed 

RALF5CH. T J Commonwealth Edison Co 82/03/23 Kb'PPLER. J 0 Reg Inn 

3. Office of Director. 2pp 12454 268 34X Flche SO-OOO- 83/03/2.3. 

8203310433 


8S033 10332 Confirms Q20324 tele on re continuation of IE Investigation 
of alleged drug use Interviews will begin 820330 6 continue 
until 820402 

tcf.PPLEfi.J O Region 3. Off Us of Director 82/03/25 REED. C. 
Commonwealth Edison Co 3pp 12433 063 24x Flche 30-295,83/03/3'.. 

8303310332 


-8203310335 Responds tj N9l C30J04 Itr re policy of Lake County Bl.iti 
Atty Ofc w/respecl lu pioseculion of uiil employees For past 
possession or use of drugs Ofc would decline prosecutlun of 
persons admitting past possessipn of drugs 

foreman. F L Illinois, Btate oF 82/03/05 DAVIR, A 1) Keg ton : 
Office of Director Ip 12453 066 24x Fiche 50-395. 02/03/:* 5, 

8203310532 


8203310340 Confirms that ll‘j Atty Ofc will not prosecute any util 
employees who answer questions which nay Implicate their in 
use of dr ug s 

ja'lEB- C C Justice. Otfpt of 82/0 J/16 OAVIB. A R Region 3. 

(IF flee of D 1 r er tor Ip 12453 067 34 X Flche 50-295. a?/03/i’!i. 

8203,110332 


R Periodic opoeatlno reports 6 related r or re spundenc o 


02031/0170 Forwards "1901 Rept of Occupational f’ersuniiel Radiatinu 
Doses ’’ 

&HAEB9EH.R L Commorweal th Ed i sun C« 02/02/23 KEPPLLH.J (J 
Region 3. Of f i c e of Dl i er (or Ip 12314 117 24 X 

F iche bO-2'i5. □.■’/02/.73, 8203170170 


■8203 1 70.700 ’’1981 Rep I of lie r upa 1 1 one I Personnel Radiation Doses 
» Comnonweal th Edison Co 82/07/23 3pp 12314 iio. 24 X 
Flcho 30-295 □2/62/2.1. 112031701/0 


0203110304 Forwards nonlFl.| uperatirig lopts for Feb 1982 

GRAESSCR.K L C urmOMwea I th Fdlson Co R2/03/O5 Director 's 

Office. Office of Inspection and Enforcement Ip 12216 244. .■4X 

Flche 50- 275. f12/03/03, 02031 10304 


- -112031 1 03 1 4 Monthly aper.it Ing repts for F'eb 1982 

COUK. 3 w Cooi'i>oni.:ea I th Edison Co 0.7/03/05 lipp 12216 245 
24X Flche 30 -293. 02/03/05.0203110304 


n Reportable oc c ur roue os. I Efts 4 related r or respoodunc e 


0203010001 Add] response In FOIA request for 30 rwteyorios of dncoicrnt 
re h’L’REG- 0660. "NRC Action Plan " Eoriwarde documents listod 
in Apps A.O.C 6 D Info partially wlthl.eld (ref FOIA 
E temp It on 3) 

FCLTON. J M Division of Rules and Rocor.lu 01/08/04 MADOEM- I .1 

Kay e. 8c hu I er . F' I b rman. Jlay s 6 Handler 9pp 12750 006 24X 

Flche 30-293. 01/08/04.020 )010001 


— 1)203010043 Forwards )ist of LER Items compiled fro.m review of apprnt 
9.000 I.ERs occurring between 1969 6 19/7 Review conducted 
for sys tntoractlon study Copies of c.rtglnal LlRs required 
for completion of study 

O'DRIEN. D C Commonwealth Edison Co 78/02/16 SCMUCNCCR.A 

Operating Reactors Oranch I (Pro '/90j,25) 26p? 12/68 190 ;;4X 

Fiche 30-000. UI/OB/04. 820301000 1 


0203030519 PNO- I I I -02- 025 on 820225. wh 1 1 e preparing fnr eddy current 
testing of 10 steam goner atur. d 1 scovered three pieces of 
hinge In plenum area of steam generator Hinges used In 197/ 
t* 78 testing Presence of foreign objects investigated 
HAVNES. D U . KNOP.R C ■ ePEGSARD. R C Region 3. (Iff Ice of Ulri-clor 
82/02/23 Ip 12096 078 24X Flche 50-395. 02/02/23, 02O3O3O'<I9 


0203100214 PNO- 1 1 1 - 83-025A licensee has completed preliminary insp of 
lA (. tC steam generators No foreign objects identified 
Re-eiam of oquipirent audits has determined two hinged 
aluminum covers nut accounted for 

MAVNEG. 0 W , KNDP.R C . SPEBOARD. R L Region 3. Office of Dim lor 
82/03/01 Ip I2I8I 303 24X Flche 50-293.82/03/01.0203100314 


0203100323 PNO- 1 1 1 -82-0250 in Mar 1981. Insp showed damage to all stc-aci 
generator tube extensions beyond support plate Caused by 
chemical reaction w/bortc acid accelerated by high water 
tejr.p Inspectors will evaluate causes of event 

HAVES. 0 N . KNOP. H C . SPFSSARO. R L Regiiin 3. Office of Oiret tor 
02/03/04 2pp I2I03 123 24X Flche 50-293,82/03/04.8203100323 


8203110293 Forwards LER B2-004/03L-0 

GRAF8GER.K 1. commonwealth Edison Co 82/03/04 KEPPLER.J 0 
Region 3. Office of Director Ip 12216 132 24x 

Flche 30-295. 82/03/04. 82031 10295 


--02O311O39B l.EH 02-004/03L-0 on 020203. dur 1 ng visual msp. snubber 
DDRS-I76I On steam generator blowdown piping found In 
alrbound condition which substantiated inoperabttlty Caused 
by poc>r seal cmndltlon Snubber tested 6 reinstalled 
LANE.R C Comrncinuoa I th Edison Co 82/03/04. Region 3. HI flee 
of Director |p 12216 133 24X Flche 30-293.82/03/04. 

02031 10293 



■Itesfit jen^r^tor Jurirf current C<>tat« PrOtJlilt, 

caut«d ov rvi»pldc»i'rnt cf t»aipldt«s 

AUSTIM. C Cptr^orweal t/> FtfiiCP Co d3/03/QQ IvEPPl.fc'fl. J b Mfglun 
3. Office »>* Olrftttr «pp 132^0 21i» a 4* Ticl.e ^O-a'fS. 03 /03/C)0. 
9203160334 


er;033'JO4H Fottoa-a^ L£« t2- &35/01 T-O OeXalVea a<>ati,6)v t-Ml 

OPAeSSCR'H L Co.T-\9r„eal tft Ed lion Co B2/03/I;? KCPPCEfl. J 0 
Regtnn 3. Office c# Oirector 3;» 1338$ 153 34» 

Flche 30-393. 63/0.3/ 13. 83033301 f I 


--93033.304 16 L£R 83-CC5/01T-C ori 830336 Flee ef of nol 1 1 e Covor MiiQei 
found in 10 ( :0 »te4.-i seneratur F”lrari| hnt lej* jhltft Come 
fioir covet left li. RtS dUYing ?)Ftlna 1401 tefueling outage 1. 
reiulCpd in 4% reC jCtion In loop D. during 3I041J-05O9 

l.EEcO-Md. P Ci)‘'-"ontt>ed 1 t h rdieon Co 03/03/13 Region .3. fiffjci 
of Director 3jp 13.395 13f. 34 » Fjehe 50-34 5.02/03/13. 

330333041 V 


0303330157 Telecopg of RO cn 930.1 1 /. einiitentarg 1 oe% of Rrt-9 occurred 
u,t>le in mode D Ca«5e4 dtpppeo piece of v6eet r.eia) 

(u.ticn 5lt III irverlar output 5 real ei . c auei ng lo&e of 
in«tru.nenl feed to RHR ni pressure e-jltcli 

onAESSF.R.K L CO--- orueal th Editor. Co 93/03/19 ACRPi Ell. O (9 

Region 3. Offjte of Oirector Is 13360 356 34x 

Fic tf 30-345. 0.1/01/ to. e203.'’30l 57 


«?Q3350*fd fer.ftcde UCR 03- 007/03-.-Q 

CBAESSEH. K L Ccmmon*oa 1 1.5 fed non Co 03/0.1/16 KEFRCER. J O 
Region 1. Office of Director jp 13407 106 34x 

Flct.e. 50-275. 93/03/ IB- G303350A13 


— -0203250619 I.ER 93-C07/03L-0 on 030316 6 17. ID ttedie generator preiniiie 
channel IP-S35 failed tporadicallg while tn hot thutdo-n 
Cauee not elated Several tr anem 1 1 ter coAOunecMi replaced 
Trantrittere in critical applications to he evaluated 
CAhlTRCl.L. r Commr ^oa I tn Ecisen Co 63/01/19 Region 3. Off lit* 
of Director Ip 13409 107 24)1 Fichp 50-295.62/03/10. 

0303333613 


6203250266 Forwards l.tR 32-006/031.-0 

CRAESSER.ic L Cociaioniire a 1 1 f Edtsen Cq 02/03/19 li€RPi_ER. J 0. 

Region 3. Office Of Director ]p 13409 179 34* 

Flche 50-2 75. 02/01/ 19. 82(?3390?66 


- -B2012 50270 LER B2-006/03L-0 on 820319.11*1110 porgrrrg U-I.recordei foi 
etacb gas iiiunltor ORI PR 16A found not responding to rad 
ainnltdr r ee d I ngs . C aueed bg inoperable recorder Recorder 
repaired 6 procedures revised to verifti ogerabilitg 
BOHOt.J E Ccn4ionc;eal t.S Edison Co 02/03/19 Region 3. tlfficc 

of Director. ip 13409 179 34* Fic.he 30-395. 93/01/ 1 9. 

02332502 tb 


9301350321 Foruiards l.ER e2-00a/03L-0 

0RAE6SCIl.lt L Cor.rsr.weal in Edison Co 02/03/19 ittPPt.ER. d Q 
Region 3. Office of Director (p 13413 357 34* 

Flche 59-395. 03/03/19. 6203250331 


•6202250327 I ER 03-CCB/O3L-O on 920319. auc 1 1 1 arg bldg 592-ft monttor 
found roading full ecale Idu 4. not responding te eaternal 
radiation source Caused by dirty printed circuit board for 
sensor elsrent Aoard cleaned 

OSf.F Commonwealth Edison Co 02/03/19 Reginn 3, Office of 

Director Ip. 12413 250 24* Flche 50-39 5 03/03/ 1 9. 0303230321 


6303310337 Forieards tER 02-009/OlT-O 

ORAeSSER.H I.. Commen-waa I th Edison Co 02/03/23 KEPPLER- J O 
Region 3. Office of Oireccor Ip 13455 039 34* 

Elcne; 80-295. 03/03/33. 02O33JO337 


— -6303310333 LER 02-OC9/OI1-O on 630300. dur in g refueling outage, five 
defective tubes in steam generator IC not plugged Caused by 
inadeguate tube marttng method allOLlng identification 
templates to be misplaced Procedures revised 

81L1CH.C Comronuea) Ih Edison Co 03/03/33 Region 3, Office 
of Director 3jp 13455 030 34* Flche 50-393.03/03/33, 

6303310337 


6203310163 Forwards LGB eS-OlO/OlL-O 

GRAES6CR.K L Comnorweal th Edison Co 03/03/24 KEPPLEfl. J 0 
Region 3. Office of Director Ip 13459 057 34* 

Flche: 50-295. 62/03/34. B20D3lOl 62 


-*-6203310167 LER 82-0I0/03U-0 on 030302. c on ta Inmen t purge arhaust ICPJ-1 
1 sol at loll valve lflv-0003 failed to fully close on receipt of 
automatic closing signal generated frox d e-ener g i ret ion of 
CFE radiation .— onitors Caused hg tygon tubing being stuct 
OLOVER, u Common wealth Edison Co 82/03/24 Region 3. Office 

of niretloT Ip 12459 050 34X flche 80-395.62/03/24. 

8303310163 


b3339IOCDI AddI response to FOIA request for 30 categories of docosi 
re f<DR£C-0660, "ARC Action Plan ' Fnruards documents listed 
in Apps A.O.C t, D Iiifi. partially u-ithheld iref fO]A 
Ciemgtion 5) 

FEi.lO*!. J II Division of Rules and Records Bl/OB/04 MADDEN.!., 

Kaye. Sc no I er. FI erman. Ifay s & Handler 9pp 12750.006 34X 

Flche 50-295. QI/C8/04. 6303010001 


D3D3l0037e Ir^nscript of ACRE Subc oriei ttee an 2lon OeneratItig Htfl 
7711V0 meeting in Viesi.l ngton. OC Pp 1-173 

• ACRS - Advisory Cochlttee on Reactor Safeguards 77/11/10 
I73pp 12777 230 24* Flche 50-000.01/08/04.0303010001 


V Operator Eta*' Ina 1 1 ons 


82030101)01 Addl Tesponsf to FOIA request for 30 celsgorles of dotvm 
re NORED-0660. ' nRC Action Plan ' Forwards documents listed 
in Apps A.B.C J. 0 Info partially withheld Iref FOIA 
El emotion 51 

FELTON. J M Olvistcn of Rules end Records 01/08/04 tlAOnew- 1 

Key e. Sc holer. FI prman* Mays 6 Handler 9pp 13750 006 24X 

Flche 50-393. 81/09/04. 82O3OIC0OI 


--B2030I0043 Forwards eia-n results for Individuals licensed at 
fac ill ties 

CC.LINB.P F Operator Licensing Uranch BD/06/33 OAVtO. L 1 
Asiftlysis 1- Technology. Inc 7pp 12759 139 24* 

Flche 50-000. 81 /0B/O4. 0303010001 


--8303020365 Cipresses thanSs for ullV operating 1. training staff 
Interest 6 support during recent training survey teem 
visit 

OAi/JS T Analysis t. Tschnotogy. Inc 00/06/13 l/ANOXE. N (i 
Commoc.vest tt. Edison Co Ip 13770 317 24X fiths. 50-000, 

8l /08/04. 0203010001 


--6203030136 Informs of 000602-04 sits visit by Anelysls h Tscbnold 
Co collect info In support of NRC r easses snent of 
requl rer.ent s re s e 1 ac 1 1 on, t ra 1 nlng 6 licensing of nuclear 
power plant personnel Cooperation requested 

CCLLINS.P F Operator v.lcenslng Branch 60/05/12 WAMOlce.N C 
Conunoirweal th Edison Co 2 pp 13770 331 34* 

Flche 50-000. B1/0B/O4. 0203010001 


- -82030.10304 Forwards code sheet for operators t> senior operators, 
prepared by Analysis 6 Techno logy . Inc during recent visit 
SCHULT7.C Coi-nonwea 1 th Edison Co 00/06/10 COLLINS. P F 
Operator Licensing Branch 4pp 13768 108 24X 

Fiche 50-000. BI /oa/04 . B30301000I 


DOCRET 50-296 BHOHNS FERRY NLCLEAR P03Efl STATIO.N, UNIT 3 


F Security* medical, eciergency h fire protection plans 


B303040076 Submits evaluation of design of emergeiicy response 
facilities Design plan not sufficiently detailed to 
determine compliance u/N* 1/R60-0A96 criteria Items not 
adequately addressed discussed. 

VAEBALLO. O B Operating Reactors Branch 3 83/03/05 PARRIB. H 

Isnnesses Valley Authority 3pp l3l3D 149. 34x 

Fich* 50-259. 83/03/03, 0303040076 


8303350540 Responds tb 810317 respunse to NUREO'0737, 1 1 em 11 D. 3 4 
control room habitability Installation of qualified 
chlorine detectors that alarm In control room to alert 
operators to close Intake dampers required. 

VASEALLO. O 6 Operating Reactors Branch 2 83/02/12 PARBIS-Fl 

Tennessee Valley Authority 3pp 13145 321 34X 

Flche 30-259. 82/02/13. 6203090540 


0303340323 Discusses NRC program re nuclear power plant security 
during safety emergencies Voluntary cooperation in allotelttg 
nRC contractor access to site for visit t> personnel 
Interviews requssted. 

VASBALLQ.O 0 Operating Reactors Branch 2 62/03/16 PaRRIS.M 

Tennessee Valley Authority 2pp I34I5 115 34X 

Flche 50-359.02/03/16.8303340333 


0 Adjudicatory correspondence 


8203330334 Prehearing conference memorandum re steps necessary to 
conclude hearing due to ALAav664 ASlB cannot resolve need 
for evidentiary hearing issue unless 1. until petitioners 
admitted as party iciterve nors Csrtlfltate of 8vc ehc.1. 

9AN0CR. M 6 . WALLACE. L E , SuROER. J F Tennessee Valley Author I 
82/03/15 6pp 13338 36 3 54* Flche 50-259. 83/03/19. 020333053 


8?033300& Ord^r e>t«ndlng t me until n<^04l6 for Cornitston 
( ons |d«rat t on of hnc & uttl petitions to ravtou /1LAD-A64 
CHtl.Vt«S J Office Of the Secvetotg o< the Core.k%tltin 02/03/.!^ 
Coir<ni*«i«ners Ip 12414 122 24X Fiche 30 -2 Sf. 62/03/29. 

@2033901 06 


0903390303 tteeponesa to util 830319 proposed schedule in occordonce 
I//ALAC1-664 PropoSod different schedule Certificate of SvC 
end 

AAk'SQM. Il J Hearing Oracle h 4 03/0.3/34. Atomic 9afeti| and 

Licensing Hoard Panel 6pp 19413 170 ;'4x Ftcho SO-SS'f. S3/0:i/34. 

0303390303 


03033103&9 Foruards 011103 updated asend to uttl 000730 application 
Amend consists of util responses to NUC questions U/o encl 
flAWSON. n, J Hearing Draneh 4 03/0.1/3<> FRVE, 3 H . STODER. 0 J . 

u'OHN'SON. E S Atomic Safetg and Licensing Qoard I’anel Ip 

12433 194 34X FIcne 30'999. 09/03/99. 03033 10369 


H Oeneral correspondence 


0303000119 Alvl see that 00 Vassallo reassigned os Chief of Operating 
Reactors Branch 9 Correspondence previouslg directed to 
t Ippollto should be directed to 00 Vassallo 

NOVAK* T M Assistant Director For Operating Reactors 03/03/J3 
PARRIB. H 0 Tennessee Valleg Authorttg 9 pp 19199 279 34X 

F icna: 90-399. 83/09/13. 8303000119 


J Insurance ti Indennltg Information 


8203350108 Foruards Endorsement 0 to AN] Binders EO-30. 39 t. 40 
FlEt-DERiV Marsh 6 McLennan. Inc . M I. M Nuclear Consultants. Inc 
Olv. 82/03/16 BAlTZMAm. J Antitrust t* economic anolqsls Brnnch 
(tltlltcq Finance! 4pp 19414 113 34X F i c he 90-939. 89/03/ 16. 

0303330188 


8903360109 Foruards Endorsement 6 to AMI Binder £8-66 6 Einforsenii-n t 3 
to BFP Binder El)-79 

fielder. J Marsh 1. McLennan. Inc . M t M Nuclear Consultants. Inc 
Dlv 83/03/16. 6ALT7MAN. J Antitrust 6 Economic anatqsis Branch 
lUtllltU Finance) 3pp 13433 193 34X Flcha 90-000.03/03/16. 

B3032601O9 


B30339019I Forwards Endorsement 39 to ANI Pol leg NF-19n 

FIELOEn.3 Marsh %> McLennan. Inc . M t< H Nuclear Consultants. Inc 
Olv B9/03/] 7 8ALT2MA.V.J Antitrust li Economic onalgsls Branch 
CUtllltg Finance) 2pp 13414 113 34X F Ic ho 90-399. 03/03/ 1/. 

8303390191 


P Operating license stage documents (• correspondence 


0303010001 AddI response to FOIA request for 30 categories of documontt. 
re Nl/REO-0660, "NRC Action Plan. " Forwards documents listed 
In Apps A. B.C (■ 0 Info paTtlaWg withheld Irnf FOIA 
Etesptlnn 3) 

FELTON. 3. M Division of Rules and Records. 81/08/04 HADDEN. T ,1 
Mayt. Bcnoltr. F leraian.Hags L Handler 9pp. 13730 006 34K 

Flche 90-960. 01/08/04. 0303010001 


— 8009130633 Forwards info requests for utils for participation in 
interim reliability evaluation program as follouup to 
crystal River effort SARs t. lCRs are needed by 800919 t, 
romalntng Info bg 800601 

MATTSON.R. J Division of Safety Tochnology. 00/03/03 
EI8ENHI/T.D 0 Division of Licensing 4pp 12761 001 94 X 

F 1 ( b e 30-36 O. 8 1 708/04 . 89030 1 OOO I 


— -6303010966 Responds to 791031 request for review cif util response ti» 
D Elseithut 790913 Itr re conflicts u/TMl Task Force, 
tneons tstanc lee noted for Browns Ferrg. Peach Bottom & 

LaCrosce. 

THOMAS* C O TMI-2 Bulletins & Orders Task Force 79/11/16 
KAhlE.U F TMI-9 Bulletins t> Orders Task Force 9pp 13/69:313 
94X F 1C h* 30-000, 61/08/04,8203010001 


— &9O3010397 Asvitlon I to "Inter In Rellabllltg Evaluation Program, 
Browns Ferrg Team Fault Tree Ouldf " 

BTEWAHT.M E Affiliation Unknown 80/12/10 29pp I276I :'30 
B4X Flche: 90-000.81/08/04. 0903010001 


— 8SO3I8O306 Draft rept. "Browns Ferrg 3 Sys Interaction Eiamplo " 
OALLUCCI.R Bottetle Memorial Institute. Columbus Laborator 1 es. 
80/11/07 B4gg. 19786 199 24X F Iche 90-000. 81 /Oa/04. 8203010001 


B303V900ia Advises that no further revlsu Is planned since util 
requested no technical deviations from position re NUREO- 
0737>ttam III 0.3.3* "Improved tn-plent Iodine 
Instrumentation Under Accident Condition.” 

VASSALLO. 0. e Operating Reactors Branch 3 03/02/99 PARIII8.M 0. 

Tennessee Valley Authority. 9pp 12999 338 94x 

Flche: 90-399. 03/02/33. 0203130012 


0303.110398 Provides status of Bit 999 f. 611 liuppl 1 re water Ir.rl 
I iis trumenca 1 1 an 

rtlLLa.L It Tsunessee valley Aotl.orily S3'0'i!/J4 OEtlTUM.M li 
Office uf Nuc tear Reactor Regulation. DiretCgt' 9pp I3D70 
34 X Fichv <50-399 02/03/3« 0503010390 


09031 10.146 Requests ireot:i<} to dtsiuss suhmittals on radiological 
effluent Tech Bpeis 6 uffsite case calculation manual to 
develop area cif agreenenC • j jst l fy deviations from .model t 
understand reasons for unresolved Issues 

VAGBAULO. 0 0 Up era ting Reactors Oraiith 9 83/09/94 MARRlfi.H <1 

Tonnossee Valley Authority 6pp 19990 063 34x 

I Iche 50-399. 09/09/34. 93031 10346 


'0303130:133 fipeech enriLlsl -Status of tyHC Hadlological Effluent i>il. 
Gpec Activities.' presented at aIF ennfereme on NF.PA S> 

Nuclear Regulation on BI1004-07 in Mashing ton. CC Aprs 1. 
tables enc 1 

MILLIS.C A . CCNOtL.F J N.RC - No Detailed Affiliation Clven 
01/10/04 43pp 13350 060 34X F 1 1 he 50-339. 09/03/24. 83031 1 034.'. 


0903090470 Requests NRC position re deferral of c oi*<r i t-sent dead line-, f. 
scheduled startup dale of 890409 

MILLS. 1. M Tennessee Valley Authority 83/03/39 DENTON. H li 
Qfflca nf NuclebT Reactor Royal atinn. Diroctov 3pp 13005 l!'.-'! 

34X Flcho 90-939 03/09/95 030:1030470 


8903000977 "Oegraded Grid Proiection for Class IE Power Sys.Orowr.t 
Perry Nuclear Plant. Unit :i. " infor-sal rapt 
UOV. A C EOLO. Inc FIN A-6439 090.1000.777 0.?/03/:(0 

PREVATTC. R L Division of Systems Integratloti rpost til 1003) H'l-p 
12160 360 94X Flche 30-996. 63/03/30.0203000377 


<)9O*JO0O392 -Adequacy of Station Electilc Di s t r i to t ion Bys Va1tay"C* 
Browns Ferry Nuclear Plant. Unit J. " infor-ral rept 
UOV. A C lOfcO, Inc fin A-64a9 0203000399 09/0://30 

PREVATTE.R L Division of Syste-ns Integration ipost OllCObl llpp 
12160 347 94X Flche 30-396. 09/03/38. a.-OJOOOSyp 


B.?0309009<1 Responds to B30301 Itr requesting doiomi-nts re onvlri.n 
qua 1 1 f t ca t inn of electrical equipment All n onpropr t e t ar g 
repts will be provided to Franklin Research Ctr by 03O4OU 
Proprietary repts will be provided to NRC by 090310 
MII.Lfl. U M. Tennessee '/alley Authority 03/03/04 vaSSALLU. IJ l< 
Operating Reactors Branch 3 Ip 19169 934 94X 

Flche 90-239. 09/03/04. 3903090020 


0303100379 Application for amends to Licenses DPR-.13. DPR-33 & bl’R-/.0. 
permitting Pperallon at reduced power level w/slngle 
recirculation loop In sve Oesc r I p 1 1 ons of need t. 

JUS 1 1 f I c a 1 1 on enC 1 Approval requested by 890604 

MILLS. L M Tennessee Valley Authority 09/03/04 OENTQN.M f| 

Office of Nuclear Reactor Regulation. Director ip 19102 2 :ki :'4X 
Flcho 50-239. 03/03/04.0303100379 


— 0903100979 Proposed Tech Bpecs supporting amend to Llcensas Ol-M-U:). 
DPfl-93 *1 UPH-60 re operation at reduced power w/stngle 
recirculation loop in sve Bases t. justification enc] 
s Tynnessse -Valley Authority 03/03/04 73pp 19102 322 '.fAX 
Flche 90-399.02/03/04.0903100579 


--83031O0301 "Browns Ferry Nuclear Plants. Units 1.3 t 3 Clngle Lnt.p 
Operation " 

• Oenerel Electric Co NEOO-94236 81/09/31 PBpp 12109 303 

94X Flche 30-239.02/03/04.8303100375 


0303160094 Forwards request for addl info re 1MI Action Item 
1 1 B 1. "RCS High Point Vents." needed to complete 
review. Reques ts info within 60 days 

VASSALLO. 0. 0 Operating Reactors Branch 9 83/03/08 PARRIli.ll 8. 

Tennessee Valleg Authority 3pp 19395 105 24X 

Flche 90-959, 02/03/00. 0303160034 


0303110001 Oeneric Ltr 02-04 to all licensees of operating plants, 
appllcante for QL 1* holders of CP re use of INPO SEE-IN 
program 

EtSENHUT.O 0 Division of Licensing 89/03/09 HAU8PUB0. A 
Cohsolidated Edison Co of New VorV. 9pp 12991 031. 3AX 
Flche 90-000.82/03/09.0903110001 


9903170018 Advises that fee for 820108 Invoice for applications should 
be remitted 

MILLER. M O License Fee Management Branch 02/03/09 PARRin. H O 
Tennessee Velley Authority Ip. 19.199' 323 94X 

Flche 30-000. 02/03/09. 0203 1 70010 


0903170251 Application for amend to Licenses OPfl-33. OPP-59 *• DPR -60. 
changing Tech Specs to incorporate addl raqulrsments for 
Intp of snubbers 

UI&EMBURO. 11 R. Tennesses Valley Authority. 09/03/09 DEMlOILHIt. 
Office of Nuclear Reactor Regulation. Director 9pp 19312 >'.’68 
24 X Flche 90-299.02/03/09.8303170991 



70515 rp^poftse to Generir Ltr Oi-Ot.npu 1 icpnse 

op;liCdtlan« 0>ip Op p 1 1 ca 1 1 O" «ul)iniC(dl rp Srouns 

F«rrv tPPT*. 7*.»1 c ptnor « C r at Ion- i nvo I vtng 1r^ ttoraje 

ot tpp'il (uPl t<i.c i'a%i>« tclveciile^ 

MILLS. L 7: teoi>p*4p« Valley AutOnfity aS/Ol/O"?. rPpESCO. R t 

OttlLtart Ot recto*- for Lt<'PPt ;»9 Ip lt{320 SVE! S4X 
rtt so 50- lO.O B2/03'CP. 93031 7051 1 


a Intppctio'. reports. 1C Bjllecins 4 t 3 > re sp oridpnc e 


f:S03C.eo59> For jams IL Irsp Repts 30-339/113-0 5. 50-31,0/83-05!. 
-0-39p/f-*3-l)5 CP G«0526-3V c.c popc orp I i an< e acted 

C.snjPElu-F S Olvisior of Project 4 Resident Frpi|raes 02/O3/ll> 
PRRRlS.rt 0 /ernessee Volte., A-'t'-prity ^IpP 131*0 307 3^7 

Fiche 50-53^. 03/03/ : 6. 8203000557 


■ 'S303!7039| flespords to nRC 030113 1t< re vloletlpns noted tn 
Septs 50-359/81-36. 50-31,0/01-36 4 50-396/81-36 Corrective 
actions ed/si nt s trat I ve projrjp for conjiyino u/ArtIcle 
lUia-6000. Records 4 Repts of Section xt nSMC Code, urlt ten 
mi l.S. L M Tennessee Valley Authority 83/03/33 O'REIL 
Region 3. Office of Director 5pp 13317 13.9 34X 

FI Che 20-339. 03/03/09. 8303170.179 


--0303170196 Forwards IE Insp Repts 50-359/81 ”36. 50-360/8 1 -36 
50-Sr6/E!-1fc on 8in3D-l304 4 notice of violetlon 
LEtflS. R C Olvlsior of Resident 4 Reactor Project Inspect 
03/01/13 PARR19. H r, Tennessee Valley Authority 3pp 
13317 15/ 34* Fiche 50-359.83/03/09.0303170379 


--9303380602 IE (lisp »epls 50-259 '03 05. 50-3*0/83-05 t. 50-376/82 05 on 
023136-39 tio nci ( odfept Sant e noted Major areas tnspectec 
radiological erviran su' vpi | 1 ance. i nc lud i ng rgt controls 4 
1 P 3 I « -enta t I on c,« raciolcytcal environ Tonitorinp tropra-' 
Cl*.niw(;kaM. A L . flOi.9tor:nfRy 0 M Divisiur of Er-irgency 
Presar ednes s L Oper atictial Support 63/03/13 5pp 12160 i'O'/ 

34X Tic re 50 -.729. 63/ 03/ 1*. 030309-3597 


e."03l 7.9615 Fr.rwarts tC Insp Repts 53-359/02- 02.50-360/03-02 4 
20-276/02-03 on 920125-39 ^■s none onp 1 larr e noted 

CafilRti.L. F S Oivisio" of Project *. Restient PrutraAs 82/03/1'/ 
PpRRIS. H 0 Tennessee Valley Autho-lty 3pp IU25 152 24X 

Fict.e 50-259. 82/02/19. 6.70.91 70615 


--C203I70639 IE Insp Repts 50-259/02-03. 5O-36O/0:;-O2 4 50-296/83 02 ui. 
820125-27 rfo none oaip 1 ■ anc e noted Tia lor areas inspected 
raciaLrcn protection refueling 'ip e r a t ions . i .sdwa s t e -ig t T. 

St. Ipneiits ef radioactive .rati 

CC-4 1 MS. T R 8ARR.K Otvislon of Cngireerlng t Technical 
“royrais 93/02/!? a^p 1 233'd 154 34X Flthe 50-359. 02 / 03’/ 1 9. 

82031 706'J5 


e203i>20344 Acs leceipt of 820115 Itr infoi-r-|i,{ MRC of steps taken tu 
correct /lolations notec in IE Insp Repts 50-259/01 -28. 
50-260/81-38 5 50-296/01-20 

LER15.R C bivisirn of f’rPject 4 Resicent Pro;i-a-s 03/02/24 
RApRlG.i-r C Terr.essee Valley Authoi-iiy ip 13078 174 24x 

riche bO-259. 82/03/34, 020 :;0ro 34 4 


-830203036G Suppis 8lli30 response to ARC 811030 6 1314 Itrs rp 
violaticns noted in 1C Ir.sp Hepts 50- 259/ 91 -28. 2O-2*'O/01-28 
4 30-396.'G I -38 Corrective acticrs data sheets mt-lR revised 
ti, 811006 to include HHR C-vt Water Pui-ps A'J, 0D.C3 5. D3 
MILLS L M Tefinessee Valley Authority 82/01/15 0 -RElLI. Y. j r* 

Region 2. Atlanta. Oft lie ot the blrpctor 101/09/01) 5pp 
12070 175 24 X riche 50-359. 82/03/34. 0203030344 


OC031S0291 ror.jirys rs-Vuest for addl info re 611116 revised Inservlti- 
1 nsp prog r.sis 

VASSAL L 0. 0 0 nperatinq Reactors Rranch 3 B2/03/24 PARfll'l. Vt ti 

Tennessee V/alley Authority 6 pp 1331 I 005 34x 

f ic he SO -359, P2/03/34 . 82031 5029 I 


1=203000149 Forivarps 1C Infi) Mptice 03-01. Revi slon 1. "AoiilJary 
Feedwater Pusp Lockout Resulting from Westtnghouse W-p 
rt.itch Circuit flod " Mo response re(|uired 

O'REILLY, j P Region 2, Office of Director 82/02/26 UKRtC.R t 
Florida Fewer t. Light Co 4pp 13158 181 P4X 
Flche 50-000. 02/02/36.8/0.9000349 


-0703170401 notice at vlnlatlon fros insp on 81 1 13i>-l'2D4 

« Division of Resident 4 Reactor Project Inspection 82/ 
2fP 12317 159 34) Flche 50-259.82/03/09.8203170379 


-830317040* IE Insp KePts 50-259/81-36. 30-2*0/01-36 4 50-396/ 
611130-1304 !!ohce-,p 1 1 ant e noted inadeciuate procedure for 
inst e I I at ten 4 insp cf locking devices 4 failure to ensure 
special processes are controlled 

CIRARD.E H , cL’lEV ..J L . HERDT.A R Engineering InspectlC 
01/13/31 tlpp 12317 161 24X Fiche 50-339.82/03/09. 

02031 70379 


8203170519 FciJards IE Info Notice 83-04. ‘Potential Ooflcleoc 
Certain AOaSTaT E-7C00 Series T ino-Oe lays. • 4 1C Infu 
Notice 82*05. ' Increasing Frequency of Drug-Related 

Incidents ■' 

fi'PEILLV. JR Region 2. Office of Director 82/03/10 OHC 
Florida Power 5 Light Co 4pp 12331.306 34X 

richo 50-CC0. 82/03/10.8203170519 


0203190157 Ack receipt of 820301 Ur Informing NftC of steps tc 
to correct violation noted in IE Insp Repts 30-359/02-03 
50-260/02-03 t 30-396/02-03 

CA9TRCLL.F S Division of Project 4 Resident Progroe,® 82. 
PARRIS, H 0 Tennessee Valley Authority Ip 13347 125 I 
Flche 50-359. 83/03/19.8203190139 


— 8303190170 Responds to h.RC 830303 Icr re violations noted If 
Repts 30-359/02-03. 30- 360/83-03 4 30-396/02-03 
Cort-ecUve actions withheld (ref I0CFR7'J 71 i 
MIlLS.L M Tennessee Valley Authority 09/03/01. O'REU 
Region P. Office of Director Ip 12147.126 24X 

Uche 50-259. 03/03/ 13. 02031901 39 


8303250491 Forwards IE Info Notice 83-06. "'Failure of Steae, 0( 
Priearg Side hCanway Closure Studs " No written response 
request eO 

O'REIULV. J P Region 3. Office of Director 83/03/12 UH( 
Florida Power 4 Light Co HCOOMALD.R P Alabama Power Co 
NtCHILS. 1 C South Carolina Electric 4 Oas Co 3pp 1340* 
24 K Fit he 50- 000.83/03 /1 2. 02O3'2 50401 


8303230693 Notifies t^at search of records identified that at 
planned Insp of sit fecd'jater noitle safe ends, boros 4 
Inside blend radii vere completed Mo unacceptable 
indications found 

MILLS.L hi Tennessee Valley Authority 82/03/16 VA33ALLI 
Operating Reactors Oranch 3 tp 12389 201 94K 

Fiche 30-296.02/03/16.8203230693 


B30317C44I Forwards IE Info ^otUe 03-01. 'Environ Tests of Electrical 
Terminal Clocks. 

D'RElULV. J P Reyioii 2. Office of Director 82/03/04 ilNRIC. If f. 
Florida Power 4 Light Cc 4 pp 12315 309 24k 

Flche 50-000. 83/03/04.0303170441 


8303260953 Forwards IE Info Notice 93-07. ‘'Inadequate 9ecur(t< 
Screening Progra.rs " 

0‘flEILl.v.JP Region 3. Office of Director 83/03/16 OKI 
Florida Po-jer 4 Light Co 4pp 12434 107. 24X 

Fiche 30-000. 03/03/16. 0203960330 


8303170351 Application for amend to Licenses OPR-33. DPR-33 4 DPR -60. 
thangir.g Tact Specs to incorporate addl r eqwi re-sent s for 
lf>%p of %nu66«r« 

tHECNB'yfROe w H AvtUrtrity 0?/03/09 DENTON. H H 

Office of Nuclear Reactor Regulation. Oirertur Ip I3J12 2611 
f icha 50-959. 82/01/09.8203)70351 


L'dX 


0303220479 Responds to util 810603 reply to Generic Ltr 81-01 
‘ Oiial I f I cat Ions for Insp. Ei am, Tes 1 1 ng 4 Audit Personnel " 
t/tll co-oml li-ents 4 eiceptions to requirements of Reg Oulde 
1 50 Revision I 4 Reg Guide I. 146 acceptable 
VaSBalLO. D 0 Operating Reactors Qranch 3 03/03/17 PAR 

lennessee Valley Authority 3pp 13393 I13 34x 

Flche 50-259.82/03/17.02039204 79 


--8s 03170255 Profosel changes to Tech Specs incorporating add I 
require-ents fqr itisp of snubbers 

• Tennessee Valley Authority 83/03/09 4Apc 12J12 270 
Fiche 20*259,82/03/09,6203170251 


0 Periodic' operating reports 4 related correspondence 


8203230383 Itbnthly operating repts for Npv 1981 
mol’d. I Tennessee Valley Authority 61/12/01 
24X FI the 50-259.81/12/01.0203230383 


33pp 123 


aa032303'»a FotaartS* nontM <4 opera t-epts foi l»e< 

JOKEQ. 6 T r«itnee«ee Valiev Authoritv 83/01/06 Office of 

fIjnaQenient an6 Progran Analijple Ip IP'JOS 1&1 /Ax 

Flcne. aO-33<>. 62/01/00, 030 3200 J90 


--03O333O393 Month li/ operating reptft for DPt l‘?Gl 

TrtOM. I Tennessee Valleg Authority P’.T/Dl/O) 21ipp iS'lllV I 6 :> 

3*X Fiche 50-359.02/01/00.8303330390 


820323042* Fot-eiards iponthty operating repts for Jac> 19H2 

vDNfS. C. T Tennessee Vellog Authority 02/03/23 Office nl 

ManeQe-rient and Program Analysis Ip 12304 3A9 34X 

Flcf.e 30-239. 82/03/23. 030333042* 


'-0203230428 Monthly operating repts for Jan 1903 

THOU. T rennessoB Valley Authority flS/olVlll '.If'PP 12304 3/0 
34 X Ftche 30-239. 03/03/23. 020323042<i 


8 . Reportable occurrences. lERs ^ related correspondence 


8203080394 Forsiards Lfcfl 02-002/031. -O 

CflEEN.II J Tennessee Valley Authority 112/0.3/lfl O'fini.LV, J f 
Region 2- Office of Director. Ip 1215/ 314 24x 

F I c he 30-29*. 82/02/ 10, 0903000394 


— 8203000419 V-f.n 02-OO2/O3L-O on 020121 . dor Ing Survelllunco tost 
61 4. II C I & 3 snoke detector in auiiltaiy lostruoeiit 
rpoet 3 siould not alarm Caused by loose annunciator point 
card due to incorrect Installation of retainer bar 
IIOLOER. O. Tennessee Valley Authority 02/02/10 Heyion 

Office of Director 2pp 12137 313 24X fiche 30-29*. 02/0;.*/ 10. 

8203000394 


0203080418 Foro/ards LEB 82 -003/ 031- -0 

OftEEN- H J Tennessee Valley Authority 02/02/19 O'BblLLV. J I’ 
Region 2. Office of Director Ip 12137 343 24x 

FI Che 50-29*. 09/02/19. 020.300041* 


--0203080420 I.ER a2-003/03L-0 on 020123. <Jur I n 9 refueling uu lags . ul. 1 I <■ 
porfomlng 81 4. 2 A-39, leirp enitches 10-*9-3OA. 0. C 8 . F un 
reactor cleanup egs floor drain high Isirp . opera t ed at less 
than 160 F Caused by Improper calibr or Instruaiont drift 
H3LDER. O Tennessee Valley Authority. R 2 / 02 /IV Region i'. 

Offtte of Dlreitor 2pp 12137 346 24X Flchb 30- 296. 02/<'9/ 19. 

820300041* 


0203170604 Forwards LEIl H2-004/03L-0 

OREEN. M. J Tennessee Valley Authority 02/03/05 O'Hbtl.LV. J !■ 
Region 2, Office of Director Ip 12321 2*7 24X 

Flche 30-29*. 02/03/05. 03031/0304 


— 8203170508 LER 82-004/031.-0 on 02020/ . uh 1 1 o perfor.sln# survo 1 1 lone p 
Ins true 1 1 on . temp Suiltches 38-13-73-3A t, 3-18-73-30 uperated 
above Tech 0pecs llailt Caused by sultches being aut of 
calibr Oultebtts caltbr 

eURfJS.H.E Tennessee Valley Authority 02/03/03 Region 2, 

Office of Director 2pp 12321 2*0 24 X Flche 30-99*. 82/03/05. 

0203170504 


V Operator Csamlnatlons 


8203010001 Addl response te FOTA reguest fnr 30 categories of dniue-enir 
re NUR£C'0*60. "NRC Action Flan " Foruards documents listed 
in Apps A.a.C b 0 Info partUlly utthbeld <raf KCIIA 
£ t imp 1 1 on 3) 

FCt-TOMiJ M Division of Rules and Records 01/08/04 MAUOFN. 1 .1 

Kay e* 8t ho I er. F I errnan. Hags * Handler 9pp 12/50 006 24X 

Flche 30-996. 81 /08/04. 8203010001 


--02030903S4 Foruards modified questionnaire on reactor operator jol- 
satisfaction (> mot i vat 1 on. per tolcon request U/o enc 1 
DAVI 8 .T Analysis U Tethnology, Int 80/07/13 HOl.T.C 
Tennessae Valley Authority ip 12770 301 24X 

Flche- 30-000.81/08/04, 8203010001 


-'83030300*74 Cipresses thanks for util operating * training staff 
interest * support during recent training survey team 
visit 

DA9I&. T Analysis & Technology. Inc. BO/06/13 AOFRCHOMD Jl . M 
Tennessee Valley Authority Ip. 12770 321 24x 

Flche 30-000.81/08/04.8203010001 


— 8203030145 Informs of 800609-11 sits visit by Analysis b lechooloqy. Itn 
to collect Info In support of NRC reasess ament of 
reRUlrements re se| ec 1 1 on, tra I ning * licensing of nuclear 
power plant personnel Cooperation requested 

COLUtNa.P f Operator Licensing Branch 80/03/12 AOERCRIIMDIL- II 
Tennessee Valley Authority 2pp 137/0 335 24X 

Flche 50-000. ei/Oa/04, 820301 000 1 


--8903040023 I’oi-jards «ijt rps..!*, S for .lorratu'-s *. sfiii.-' rpe-Ati 
COLI. (NS-/* F I Ip er. Iter ..irensirg Branch 00/00. 14 OAVIB. I. 

Anal-ysis ?. lec.*-neil.igy In. dpi. 19/611 II*/ 94* 

F 1 1 r e 50 -CO.'i. 81 /OU. 04 oryJOlOcTO 1 


--H2030403«9 For wares cross te< ch.iir of re.ictoi opera tors 1 ccdi 
to assist NBT >i> praciciny licensee' o per. s tot ic.sm srnres 
All correspondence should be fuio^urdud te I D< 1 .. 1 S usii.y rcdi 
na-res only to snsc.r* t O'.f > Ser. I > al c t y of opera* 01 n.x.'es 
A 0 fcnCi.O.*lflIF. H lernsssee Va 1 : ey Authority H.l/Oft/07 COLl 1 
Op era ’.or Licensing firarr'- 2pp i ;>**8 1 23 i’4X 
Me he 50 000. 81 /00/04. tiroj.llOOCI 


DOCKET 30-29/ Nfl'ITH CA7n. |N,c SlArt UNlV »’l.lSIA'-< RtACICR 


S lIppOT V.xt. Vv 0 1 c ot t c-r.r ei uV4s % rel.ilen r or r espi.-idc i.r e 


0.'0330010/ no on 8203 1 9. Jsr iny reactor s t.i'' t s p. I r.isui t c ■■ distorrt 
un position Caused by falln-e of reacco* operator to follow 
establishec shutdoun pruc eduru Opoiator interviewed f. 
guidance issued for peiforsioq reactor crecklisls 
DRAY. T C Noitb Carol ifia ,Hjti. LCilv 02/03/22 .,U.-IAN.r lir 
2. Office ol Giro: lor 2p| 12.14* 2 75 24* fiihe 5(. f’V/. 02 /I' 

820330010/ 


OCICIteT 50-248 CrCPCt' MjClGAa UTAl lOH 


F Oecurily, medical, e-serymcy *. firr protec liO'i plans 


119031*0425 Ac li receipt uf 020205 Itr re emergency prupar edne ss 
eaerrise No changes to scpriatin suggeMed I'liture rRorcise 
should begin during Lack shift V e*tnod lhro«*ah /a* shift 
C0LUIN8..I I Reglo’i 4. Tlffiie of Olrerlnr fi;*/02/2* 1*11 Arif, 

tivbraska P..hl\i Pcaer 9ti. V 2 JtW. 946 94* 

Ficne 30-998. 02/02/26. IJ2031f.0420 


--82031*0425 Uubdilts emergency preparedness viercisr scertarlo f. r 
obiertives Comments losiled 

PM ant. J M Nebraska Public Pou-cr District <12/02/05 
Cfl-HNS. J T Region a. Office af Olrectnr l3pp 1930* 24-, 
Fiche 30-290. 89/02/ 2*. 02031*0420 


--U203160432 Notifies that utcl met s*/vmci yen* y planning official 
states of Nf * NO no ni0‘/02 to caordioate joint erercises 
Oetailed description of e*e'Cise scenario will be f or.au r de / 
020203 

PILANT. J M Nebraska Pi.blir Poser District 02/01/.>9 

COLl INS. J f Region 4. Pallas. Office of the Di roc tor cfil/o^ 

9pp 1230* 2*3 24X f 1 r l.v 30-290. 02/02/2*. 0J03 160420 


--8203160437 Deyupsts sotrittal af info re em ei gene -g pt epar edne s. 
eiercise Descrlptiun of scope of eiercise f. objectives to 
be fulfilled should be svbmittod 75 days in advance sf 
eierc I so 

C 8 *..LIN 6 . J T Region 4, Dallas. Office of the Director 181/113 
02/01/14 PliANT.JN Nebraska Public Power uisirict 2pp 
1230* 2*5 94X riche 50-298. 02/02/ .7*. 92031 *0120 


0203160300 Confirms B^O'Jl I agreemenlq betaeen NRC b u 1 1 1 . f u 1 1 ow 1 n 
interview to discuss NRC FliidlnQS resulting from preryenc.j 
preparedness rierrise Required actions V completion dotes 
trie I uded 

CCI.LINS. J T Region 4. Office of Director 02/03/12 HlLANi, 
Nebraska Public Power District 3pp I23UI 124 24X 

Flche 50-290- 02/03/ 12. 82031*0.700 


0203190323 Ac k receipt of 820207 llr t confirms underst-kiid ing th. 
deficiency re early warning sgs identified BI08I3 was 
corrected 810022 

COLLINS. J r Region 4. Office of Director 82/03/15 PILANI. 
Nebraska Public Power District Ip 12349 3H2 24* 

Flche 30 - 290 , 03 / 03 / 13.8303190323 


--8203190329 Confirms thal early warniny sys deficiency noted on 
was corrected 6 SyS tested sa 1 1 s f ar tori 1 y an 610022 
PILANI.J M Nebraska Public Power District H2/0a,'O0 
COLINS. J T Region 4. Office of Director ip 12349 203 
Flche 50-290. 02/0.3/13. 8203190.323 


II General c ott espondeiic e 


0303080025 Advises of 00 Vassal I o appc>l fitment as Ch 1 ef ■ Op ei at 1 ng 
Reactors Branch 2 

NOVAK. T N Assistant Director for Operating Reactors 82/02/ 
PILANT. J M Nebraska Public Power District 2pp 12139 337 
Ft Che 30-290. 02/02/12.020.1000033 


i Itisuia^cs *. 1 1 'lje *ni ‘.g i nfot.-at ion 


’?»r>o3'J0008l C'cri. t-^dot ieff>er.t «'> to MAEll» Polii^ KF-/0 

PILAHT J M P ot 1 1 ( Po**!’ District OS^'D^/Sb 0» i i 

li.iclear Ifeactor tiarji. | dt i or. Oiroctur J;ip 1^447 339 84t 

DcJitf be- SOB. 83/03/86.0803300031 


8.303 1 I COO 1 6 pn«ric Ltr 08-04 to dll licensees of oporotl 
doolicents fnr 01 tt holders of CP re use of tNI’O SEE- 1 
projras 

eiSEMIOT.O O Division of Licensing 03/03/09 HAIIS 
Conso I lOdteO Cdison Co of Neu Vort 3pp 133S1 031 
flcne 50-000.82/03/09.0803110001 


i' flperatin) lice'iie stage ductre r.t s !■ c orr e spene eiic e 


0203090415 frruarijs retiiest for alsl info per response to safety 
evaluatten re environ (Jua 1 I f 9 < a 1 1 On of IMt action plan 
tnstalleJ eguipment 

v/.S5h‘-L3. O B Cpersting f)eacto-s Brance 8 03/08/38 PILAUf.J M 

Nebrasia Public Pcjer lUstrict 3pp 13198 857 34* 

Fiche 51-398. 53/03/88.030 3090415 


Q3>03I60331 Uisrusses revica. of .5li5eC-0/37. I te n III O J 3. "Inproved 
Ir-Plart Iodine Ins trpnen I ati rn Ur.Cer Accident Condition '* 

No tecrnical deviations requested 

VPSSWtO 0 3 Dpei'Jting Praetors Oranen 8 82/08/88 PILAN 1..1 H 

rjebrasia Pvbtic raae- .Oistrict 3pp 18J35 113 84* 

riche 50-890.63/03/83.030316008 1 


B8033D(>840 Application to amend License OPII-46. revts inq 
alloia platit operation u/c ontatiuiient atmoepliere o«ggeii 
cone entrat Iciri greater than 4X bq vol ti no drguell 
suppression chamber differential pressure 
PILaMT.J. fl Nebraska Public Power District. 08/03/83 
VAGSALLO* n B. operating ftsactors Branch 3 3pp 184 
riclio 50-89B. 08/03/83. 0303300340 


■6303300851 Proposed lech Spec change allowing plant op 
u/c ontalnment atmosphore oiggen cone entra t ton greate 
4X bg vol Sr no drgwell suppression chamber different 
pressure for one 40-h period 

» Nebrasla Public Pooler District 08/03/33. 2pp 
34* FI Che 30-39a. 08/03/53.0303300346 


0 Inspoctiori reports* 1£ Bulletins S* correspondence 


O'"? 0.3 1 00030 forjarjs request for addl info re IMI Action Item If ti I rr 
Res vents Info regnesied ..iihin 60 dags 

VASSA-LO P 6 Operating Peaitnrs Orar.ct. 3 38/02/24 PH.hNl.*> 11 

i/ebraska Public Power District 3pp 18191 374 34* 

Cithe 55-290. 03/03/34. 83O:)IO038O 


0803160.365 Foruards IE Insp Kept 50-398/03-03 on 820101- 
nonc or>p 1 1 anc e noted 

MAOSEM. 0 L Division of Resident* Reactor Project b E 
Programs 03/08/16 PILANT. J M Nebrasla Public Poo 
8 pp 18306 069 84* Flche 50-290.02/08/16.680316036; 


•3^0316088? f ciuaros safety rvaluaticn pu lA/HfO-0/37. I ten III D tJ. 4 , 
"Control Rob.-t Hat 1 1 at 1 1 1 1 g " Item co'nplete 

VaS 5*LLQ. 0 0 Cseralinq Reactors Ora«sL 7 08/02/84 PlLAiil.O M 

flebrasia Public Pouer District dp p 18385 109 84* 

Ficne 50-398 02/03/84. 080 3160033 


—0303160373 IE Insp flepb 50-290/08-03 on 620101-31 No n 
noted Major areas I nspoc t ed . opera 1 1 onal safely verif 
nonthlg equipment surveillance 4 aialnt obsorvattons 
01/0016. D L * UESTEHMan. T F Division of Resident, fl 
b Engineer tng Programs. 62/02/12 6 pp. 12306.071 
Flche 50-890.08/02/16.0203160365 


t92O38i0D20 Fckuards Aiend 76 tn License riPN-46 A notice of issuaiice f* 
Availabilits Amend involves changes to correct pump flou 
rates for testtnq t PCI subsystem 

VASSAULO O n Licensing nraiirb 8 G2/0;)/03 ftlLANT. J I1 Nrbrasb.i 

Public Puiuer District :jpp 13374 843 84* Fitse 50-398. 08 /03/«:). 

6803320038 


0803320331 Amend 76 to License CPR-46 . i ouol v i ng changes to correct 

pump floj rates for besting uPCI sutsgstems 

VASOailO.O 0 Licensing Branch 8 08/03/0 3 4pp 12374 245 

84* Flche 50-398. 68/03/03- 0303320088 


F98O3230034 rtntice of issuance i. availability of Amend 76 toLirense 

DPR -46 

VAPSA'.lO. D 3 Licensing Branch 2 63/0J/03 8 pp. 18374 ;>4V 

241 Ficse 50-890. 08/03/03* B3D.122C080 


13203220096 Forwards A.-cnd 77 to License CPR-4b. «af e ly evaluation 6 
notice of issuance «. availattltby Changes Include scran 
dssebarge vol vent 4 drain valve surveillance 6 IIAiting 
c ontf 1 1 ions 

StfCCL-O Operating Reactors oranch 8 83/03/04 P1LANT*J M 

Mebrasts Public Power District. 8 pp 13374 146 84* 

Ftch« 50-396. 62/03/04.0803330096 


■E78D338OI00 Amend 77 to License DPR-'t 6 . c hang Ing scram discharge vol 
vent t. draining valve surveillance 6 limiting conditions 
VA35AH.0. D D Operating Reactors Oranch 3 03/03/04 Mpp 

13.974 140 24t Fiche 50-390. 03/03/04* 0803380096 


0803330104 Gafetq evaluation supporting Amend // to License OI'lf-46 

* Office of Nuclear Reactor Regulation. Olrsctor. 98/03/04 I'l 
13374 159 84* Flche 50-898. 88/03/04. 0803280096. 


9SO338OII0 Notice of Issuance 6 availability of Mnond 77 to Ltrense 
OPR 46 

VASSALLO. 0 8 . Operating Reactors Branch 3 88/03/04 2pp 

18374 161 84* Flche 50-298.82/03/04*0203830096 


©^^30^0910 Advises that util has completed appropriate CE 

r «cor.mendat tons re adequacy of reactor pressure vessel crater 
1 9vel -veasura -^aot sgs 

P ICANT. J M Nebraska Public Po--/er District 82/03/05 
VASSALlO.O S Operating Reactors Oranch 3. Ip I2162-376 24* 

F'iche 50-298. 88/03/05. 6803090410 


0^03830013 Forwards mjot.sly repts of assigned tlultlplent Actions 
0 — 59 . D -4 I* F-41 far period ending S80305 

YRAM.5EUI. C M Operating Reactors Branch 3 08/O3/OB EISb'NMUT.D f; 

I VI si on of Licensing NCVAW,. I.M Assistant Okrector for Dpcratli.g 
Reactors 4pp 1342 1 074 34* F ic he: 50-000, 83/03/06. 620335001 3. 


9303090336 Advises that evaluatlen of util response to [ 
BO-11 complete Mesonrg walls have no safety -related 
probloeis 

VASSALLn. D B Operating Reactors Branch 3 62/02/17. 

Nebraska Public Power District. 3pp 13193:061. 8411 

Flche 50-899. 83/03/17, 0303090336 


0203100451 Forwards list Of submittals to be Included Ir 
relief request review Eitenslon of testing Interval tc 
B40701 qrante d. Other requests for relief re tnap of 
pressure-b ear 1 ng components due In 30 days. 

VA9SALL0. 0 Operating Reactors Branch 2 83/02/33. 

Nebrasla Public Power District 6 pp 1381 7 06? 341 

Flche 50- 898. 68/08/33.8303100451 


0303D3033B Forwards IE Insp Rept 50-298/02-03 on 820111- 
noncomp I lance noted 

BRONN.O-D Division of Vendor 4 Technical Programs- 
PIUANT.JM Nebraska Public Power District 3pp i: 
Flche- SO- 290* B2/02/8S* 0203020329 


--B203030538 If Insp Rept 50-290/63-03 on 830111-15 No r 
noted Major areae inspected radwaste sgs Including I 
solid 4 gaseous effluent releases 6 rad I oc hent s tr g 
per 

UlLBORNeL * MURRAY# 0. RvQ^ori 4. Office o# Director 

I3pp 120Q5 233 34* Flche 30-298. 62/08 /25*82030a< 


9203030449 Forwards Revision I to IE Info Notice 88-01* 
Feedwater Pump Lockout Resulting From Meetinghouse W-< 
Switch Circuit nod." w/corrected Figure 3 b Table I 
COLLINS. JT Region 4* Office of Director. 82/02/26 
Service Co of Colorado 8 bg 12134 130 24* Flcho 

83/02/26. 0203050445 


0203160326 Forwards IE Info Notice 62-03* "Environ Test! 
TrcfSlnal Blocks" for review 

COLLINS. J T Region 4* Office Of Director. 132/03/04 
Service Co of Colorado 2pp. 12307:054. 24* Fiche 
92/03/04. 8803160326 


9303160367 Forwards IE Info Nutlet 82-04* "Potential Del 
Certain AOASTAT £-7000 Scries Time-Delay Relays." %, H 
Notice e2-03- '■Increaelng Fregueneg of Drug-Related 
Incidents " 

COLLINS.*! T. Region 4* Office of Director. 92/03/10. 
Service -Co of Colorado 3pp 18306 097 24* Fiche 

62 /03/ 10* 8303160367 . 


8803190333 Forwards IE Info Notice 62-06. "Failure of 91 
Primary Side Kanwag Closure Studs * 

COLLINS. J T. Region 4. Office of Director. 82/03/12. 
Service Co of Colorado 2pp 12349:204. 24* Flche' 
62/03/12. 6203 1 90333. 


DOCKETED ITEMS 


1 


B20324039B ForuArds rsi^udst for oddl Info re in%orvtie fnsp progron 
R**pan»e rrgulred ulthfn 30 dogt 

VASSALLO. 0 0 Operattug Reoctorg (Iranch 3 02/03/ M MtLANI.,1 « 

tfebraskA Public Power Olubrict 3pp 12415 004 24X 

Flche 90-290. 82/03/14. S2O324O3S0 


0303230270 Foruardi IE |nPo Notice 02- 07. " Inodoguote Oecuritg 

Scrtenlng Prograoie. “ 

C0LlINS•^7 T Region 4- Office of Director 02/03/16 Public 

Oervlce Co of Colorado 2pp 12370 334 24X Flcbe 90-000- 

82/03/16. 0303330370 


0303230609 Acl receipt of B20236 Itr informing NHC Of ftepc taken to 
correct violation* noted in IE tn*p Kept 90-29u/0!-35 
hAOSEN. 0. I. Divleion of ftosldent. Reactor Project 1. Engineering 
Prograei*. 03/03/10 PILANT. J M Nebraeka Public Power District 
Ip I SOTO 149 34X riche 90-390, 02/03/18, 8303330609 


— 0303230609 Retpondt to NflC U20204 Itr re violations noted in IF Insp 
Ropl 90-290781-29 Correctlvo actions &QKC mgettn) on 020226 
strotsed thorough reviews bg senior operators prior to 
changes to procedures 

PIUANF. J. H Nebraska Public Power District 83/02/26 

NADSCrl, O. L Division of Resident. Reactor Project 6 Englneertnp 

Programs 3pp 12390 190 24X FIche 90-398. 02/03/ 1 8. 02033:107.09 


R Periodic operating report* 6 relatod correspondence 


0203190430 Konthlg operating rept for Jan I9H2 

OaLLINOER. P. 6. Nebraska Public Power District 02/02/03. 4pp 
12391:009 24X F It lie 90-290, 02/02/03. 0200190430 


8 Repartable occurrencss. l.ERs V related correspondence 


0303010226 Foruardt LCR 02-002/03L-0 Oetalled event analgsls submtttoii 
LEBSOR. U. C Nebraska Public Power District 82/02/17 COLLINS..! I 
Region 4. Office of Director. 2pp 13067. 071. 24x 

Flche 90-298. 62/02/17,0203010226 


— 8303010332 L£R 02~002/03L-0: on 020131 . during routine surveillance 
testing NOI-LIS-IOIA found to trip at lower than Toch Spec 
I Inl ts. Caut td bg Barton Model 800 switch actuating at 
random posl tlons. Switch replaced. 

FLAFDtIOAK. R . Nebraska Public Power District H2/03/17. Ilogion 
4. Office of Director ip 13069 073 34X Flcho 90-298. 83/03/1/, 

8303010386 


8303010393 Forwarde UER 02-001 /03L-0. Oe tal 1 ed event analgsle eubmltted 
lessor. L C Nebraska Public. Power District 83/08717. COLLlNS.J l 
Region 4> Office pf Director Spp 18069:393 84X 

Fiche: 90-898, 02/03/17.0803010393 


--82030102S9 LER 82-OOI/03L-0: on 830122. reac tor vessel level switch 
hlBI-Lt8-72C failed to trip at Tech Spec eatpo Int. Caused bg 
fliisa 1 1 gnotent of switch mechanlsn Now switch callbr L 
Instal led. 

FLAhJN I BAN, R . Nebraska Public Power District 82/02/17. HBglnii 
4. Office of Director Ip 13069 299 84X Fiche 90'29a. 02/02/17. 

8303010393 


8203010390 Forwards uER 83-003/03L-0. Detailed event analgsls sncl. 
LESSOR. L C Nebraska Public Power District 82/03/17 COLLINB,,! 1 
Region 4. Office of Director 3pp. 13071.019 a4X 
Fiche: 90-396. 62/02/17.0203010390 


—6203010263 LER 82-003/03L-0: on 820186. over 1 oad alarm condition 
recolved while closing valve RHR-M0-26B, c aueed bg motor 
brake colt failing to release. New motor b brake installed & 
tasted sail •factorl Ig. 

SCHAAF.F J Nebraska Public Power District 88/03/17 Region 
4. Office of Director Ip. 13071 032 24X Fiche: 90-290, 82/03/17. 

0303010390 


DS0301'0293 Forwards LER 81-003/03L-1. Detail ad event analgsls submitted. 
LEBSOR.L C. Nebraska Public Power District 02/03/18 C0LLtN8,j.1. 

Region 4. Office of Director 3pp. 18070 OOl. 84X 
F Ich*. 90-378. 02/02/18.8303010399. 


— 82C301O29Q CEB ai-003/03C-l on 810923, valva RHR-WO-26B motor current 
Increased I, rtmained high when valva reac had elated 
pos i t ton. Va iva motor breaker manual Ig tripped t, valve 
declared inoperable. Caused bg failure of brake coll 
BCHAAF, F. J Nebraska Public Power District. 82/02/18 Region 
4, Office of Otrector. Ip. 18070; 004. 34X Fiche; 90-398, 03/02/10, 
8S030 10399- 


3303120449 Forwards LER 62'004/03C~0 Oatallsd event anelgsls submitted. 
LESSOR. L.C. Nebraska Public Powsr District. 03/03/09. COLLINS. J.1. 

Region 4. Office of Director 4pp. 12316- 196. 34X 

Fiche; 90-390. 02/03/09. 8303170449. 


OrCJI704S4 l.LR 02-004/091-0 <>■> 8r0|09. dui i n g plannnd power rf iloi C 1 1».. 
Tin critical poaor ratio was below operating limit u/o 
Inttiatiun of collective .ictionv required by fech Specs 
Caused by personnel eii'c-r Procefures will be revised 
PETERSON. H O Nebraska Public f(>.»er District QP/03/05 Reiilni 

4. UffUe of Oireclof Ip 12916 20.1 24« flcho 30-570.62/03/00. 

02031 70449 


0203190439 PNO- tV-02-010 on 02031 l.KJC ii.spectars determined that tii 
mobile siron* In eart.j warning sy* '..ore Inoperable 
Corrective action* will be completed by 820320 

HACKNEY. L . UEUIERMAn. T Region 4. (Iff ice of Director 82/03/ 1.'? 

IP 12.340 056 P4X FIcI e SO -290. 02/0;)/ 1 3. 02031 904 39 


DUCKET 50-301 POINT BEACH NUCLEAR PLANT. UNI I 2 


1 Docurity. medical, erergeneg L fire protection plans 


0203230309 Forwards IE Emsrgenco Preparedness Appraisal Repts 
50-266/02 02 X 50-301/02 02 on B;;0104-15 t, 20 L 
confirmation action It* 

KFPPLEH.JG Region 3. Office of Director 02/02/11 n>jS6lllN.'i 
Uisconsin Electric Power Co 4pp 12305 190 24X 

Fi cho 50-266. 02/02.'! 1 . 0203.330309 


-“020323039/ Confirm* 0,30114 agreo.ments between NRc V plant staff 
following NRC emergency pt oparedness appraisal Onsite 
emergency organiialion 6 emergency plan t ra in I ng/ re t r a 1 rung 
shall be completed by 820210 

KEPPLEfl. J 0 Region 3. Office of Director 02/01/21 FAY.C U 
Ulsconsln Electric Power Lo I2fp 12385 174 24x 

Fiche 50-266. 82/02/11. 0203230307 


0203030273 Provides info re erer.;;ehcy preparedness, in response te 
620121 confirmation of action Itr Includes Info re erergercy 
plan training /retraining, to-;-. l ement ing instructions 6 
meteorological Ins trurenl at ion 

FAV.C W Wisconsin Electric peu-er Co 02/02/10 KtPI'lEfl.J « 
Region 3. Office of Director 3pp 12077 209 24X 

Flcho 30-266. 02/02/10.0303030273 


0203070326 At k receipt of 080189 Itr rodlfylng lOCFK.App R fire 
protection eiemptlon request Evaluetlon of request will be 
for thcoming 

CLARK, h A Operating Reactors Branch 3 82/02/10 FAv.C U 

Wisconsin Electric Power C» Spp 12192 063. 24 k 

Fiche 50- 2f 6, (12/02/ I U. 0203090326 


8203030161 Confirms ottension of due date unt i I 020329 for rospenso to 
Q202H eirergoncg preparedness appeal sal . par 820216 tolcor. 

MIND. J A DIvielon of Fmergencg Pteparednos* 6 (Iperatlonol Uuppoi t 
62/02/82. OUROTEIN.B Wisconsin Electric Power Co Ip 12I<I2 3:i:i 
84X Fiche 50-266. 82/02/22. 0203030161 


6203170249 Forwards cue/command cards <> status sheets to be used in 
020309 emergoneg preparedness OKOrcIse 

FAV.C U Wisconsin Electric Pnwer Co 82/03/01 kGPPI.EH, J t 
Region 3, Office of Director 63?p 12318 306 24K 

Fiche; 90-266. 02/03/01 , 82031 70849 


O2O31ODI0O Ack receipt of 820211 Itr Inlorming NIIC of Initial tettii.n 
6 subsequent retest of prompt public notification sys Sys 
ful Ig operational as of 020206 

HIND. J A Division of Eiseroency Preporodness b Operational Support 
02/03/04 DURSTEIN.O Wisconsin Electric Power Co Ip 121(11 ;:97 
34X Fiche 90-266.03/03/04. 0803100100 


0203130320 Releases public version of revised omergeneg plan 
Implementing procedures 

FELTON. J II Division of Rules and Records 03/03/09 Document 

Managoment Oranch. Ip 18310 204 24X FI che 50-266. 02/03/07- 

8203190330 


--B203190339 Forward* public version of revised emergency plan 
implementing procedures. Including Procedures EPIP 1 I 4 re 
personnel decontamination 6 EPIP 12 4 re personnel exposure 
guidelines Receipt form end, 

FAY.C w Wisconsin Electric Power Co 82702723 DENTtXl.il H 
Office of Nuclear Reactor Regulation. Director. CLARK. R A 
Operating Reactors Drench 3 4pp 12310 805 24X 

Flthe 50-366.02/03/09,8303190330 


0203130388 Public version of revised emergency plan Imp I oment ing 
procedures, including Procedures 6PII* 11 4 re personnel 
decontamination t, EPIP 18 4 re personnel etposure 
guidelines Revised table of contents end 

e Wisconsin Electric Power Co 82/01/29 OOpp 18318.887 L-4x 
Fiche 90-26 6. 82/03/09. 8303130 330. 
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• C 1 23 ■' ‘fejtesls tn.it fo*’. lo'.s uf (.fC 820211 Itr t-dnirl tt li.g 
e-e'jer.-j ; 'e; er e ri ess i.-ol eneotdt 1 cr ecFretsdl repi be 
*ic"»l 7 

^a^ : J KiSiC-si-i (IdfC'ic pQjer Cc 02C03/03 dEPPI FR. ,) 0 
Be;!'*' j Iiffi.-e ci Oireno' 2f F I237R C04 24X 

f|,-ne C :- ;’t4 Ii,‘r0:i -l2. e2C'?23023 3 


V ejivCicercr, : ;r 1 es; 71 jerc e 


■ ■ “OiC. ‘4 r'-olicn Xc le'Xir-e /.ElO Set er - 1 rd I * cr ir. 020202 order f*.njL- v. 
•e %j<i strrce t.esitcr.to Cc*-ission Al cernex i eel ^ reouests 
-C,5 (j'-arc irier to Of; cf CeoerdI Counsel i Cc.s.sissicn 
for Cf-nissicr d e I e r ~ , 04 c 1 00 CrrCificace cf Svc end 
e~“0'. 0 I eLoRICe. j B rAo:5.r X ICest I n;fiduse Electric Cuip 
J2'C2'23 Ar;-it Sjfet, dne licensing Ooarii Panel Rpt 
;eC'0 21t 24i Fi,-re ”iC-2*s 02/02/2 3. 0.XljO 101 74 


0203190340 Motion for Consideration of portion of A9L0 62032b 
r eeor diMlosi b order icx uliicli A9UQ refused to foritdrll 
deterni net ion re soo sponte to question to Ofc uf Oenoral 
Counsel t. C cir i s s i on Cortlflcatr of Bvt out I 

CCmkam. 0 I . PCMItCK. j R . DAV/tS. F X Most 1 iighouse Clectrsr tor; 
02/03/09 Atomic Bafetq and Cifonsing Doom Panel ispp 
12349 320 24X FI die 50-266, 02/03/09. 82031 9034 3 


82031*0173 Ansuer opposing 111 Environ Oecade B30224 motion to 
reconsider AScO Q20219 venorandum t, order. Part IV No 
objection to dlternattvs motion that order be clarified. 
CerttFiCat* of Svt etitl 

C'CRCmILL.O u Mtsconsln Electric Paii.er Co CilURCIIILL, S U Estv. 
Plttr'an. Potts S. Iroubridge B2/03/10 Atomic Bafetg and 
Licensing Hoard Panel 6pp 12302 033 24 X Ficbo 30-266. 03/03/ ;C. 

0203160173 


02 03170390 Response to UT Environ Decade 030227 objectlgn to adnissiv 
of testiirong on c onf I den 1 1 al 1 1 g Issue Decade objection to 
dolsttoo of Info re amount of .mofsrq etpsnded to develop 
sleeving program unuarranted Certificate of Bvc encl 
COHAN. 0 2 itENHlCiX. .1 R CAVIB.F X Most X n gh aus e Electric Corp 

02703/11 Atomic fjafetg and Licensing Qoard Panel 3pp 

12317 IDD 24* FI cm- 30-266.02/03/11.020.3170398 


0303170409 Fiirvards Pages 1 6 3 to H Qhaper 790331 teetlmonij. 
inadvertent Ig omitted from Encl 3 to TO Colburn 020229 
tes t Isionq. per 020304 conimt tment 

BACMrlAMi, H O Office of theEiecutlve Legal Director 82/03/11 
BLOCH. p B . VLIHC. v> H . PAXtCN, n C Ato.->U Safetg and Licensing 
Board Panel ,)pp 12317 114 24X F 1 c he 30-266. 02/03/ 11 . 02031 70t0s 


8.-031700D4 Response si/pporllng ut Environ Decade 020224 motion foi 
reconsideration of Abt D 020219 order ASt.D requiromont 
that Decade corplg iv/crlteria for late filed contentions 
IS procedural change Certificate of Qvt end 

OACHMA’.N. R 0 Hearing Branch | 09/0.3/19 Atomic Safetg and 

Licensing Ooarc Panel 9pp 13319 242 34X Flche 30-366. B2 7037 li 

02031 70004 


'■..■2044s r. 
re-jrasd J - 
; c.' vl e*. el « 
1 1 1 1 ;at 1 e 
AVtESiC*.. ? 
Cafex.; and 
f I c se *0- r 


itio' fir reconsvJeraxicr. of ParX 10 of ASLB e302l'-» 
t order Fr.,i folic, trat c cnxer 1 1 Pr.s need to be 
eri.nerated vmlil rl'.irg motion concerning 
isijes should te reirstated U/Cer 1 1 f 1 ca t e of S.,c 

I.iscor.sir s £ r., i r or -enXa 1 Decade 02/02/24 Actmir 
(■censing Osa-o Pare! 9pf 12089 3t0 24* 

66 02 'C2 •24, 6203020449 


0303160294 Responds to 620302 Itr If Wf Environ Decade possesses adfl 
bases or grounds for issues to be raised iiihlch have not been 
Identified, then Decade has not responded fullg to KRC 
interrogatories or complied u/ASLB directions 

GACHnAN.%. R 0 nearing Oranch 1 82/03/13. ANDERSON. P Wlsconsis s 

Environmental Decade 2pp t2334 249 24x Flche 30-266.02/03/ti- 

0203180294 


- ■d><..Cj3 e;e-jran;.jT b order eenging .les t ingns .ise 620233 -otion to 
tertifg sea sjrmte qcestiun Cenf 1 dent la 1 1 1 , issues do not 
fell uurtn scepe jf sja spemts Ixritbticr. of lCCpa2 7tOa 
CrCer Is interlocutor g t not sutj to apfeal 

C-lC'-H. P 3 etc-.ic Saietg a-j Licensing Board Panel 02/03/36 
wtsxirghcLsa Electric Corp 4pp 12077226 24* 

l it'e 90 .2tb a2'C2. 26. D2O3L2C003 


.JHlCu;;-© Eijccticr to admissstbllltg of RA viesrann t IQ Colbutn 
resting tr cc nf ,drn t lal 1 t , issue Intervenor copg of 
Lieieann testiisjng does not include alleged tnvestmeni tost 
H/Certif tcate of 6 vt Related corresf ondeni e 
A.Cf"-/i.P k-| scons in -s Cn. ircnaen«a 1 Decade 83/02/27 Alo” 
-afet, amd licensing Board Panel 4 jf 12179073 34 . 

Flthe 50-266 62/02/37. a;.12ioo33B 


Environ Decade first interrogatories t. 
oPs for proiuct.om of dcci.me.mts on full-scale sleeving 
program Affida.iC 4 Certificate of B/t e"C I * 

CH’jRCi.'.ll B l Hiicchsm Electric Po.er Co CHJflCMlLL B w Slat 

cii:;:" Z'/ ',2.;;^;^’' 24f;":"\n. 

. fp 12110 3.7 3d* Ficbe jo-266. 82/03/01, 0203040363 


8303320303 Or Per eitanding time until S20330 for Commission to act to 
review A;.Aa-666 

ChIlh. S J Office of the Sscretarg of the Commission 03/03/16 
Coimmlss loners ij 12359 043 24X Fl che. 30-266. 62/03/16. 

02O3.''3O3O3 


0203330194 Memorandsn t. order denglng Ml environ Detade 830324 imolltm 
to recopslder 620219 docleloit except to exlecit momorandum 
clarifies ASLO language Privilege granted to Decade 
rescinded since rationale disappeared 

BLOCH. P B Atomic Safetg and Licensing Board Panel 82/03/19 
i/lsconsin-s Environmental Decade 9pp l23Br 149 24x 

Flthe 90-266. 02/03/ 19, 62032301 34 


0203330601 Advises that licensee will respond to A8t_B second 
question in 320304 tslcon in brief to be filed on 
820400 Svc list encl 

CHURCHILL.fi W Shew. Pittman, Potts <■ Trowbridge. • Wisconsin 
Electric Power Co 02/03/22 BLOCH. P O . KLINE. u R . PAXTON, llC 
Atomic Safetg and Licensing Ooard Panel 2pp 18409 166 24X 

Flche 90-366.82/0-3/22.8903230601 




U../304C370 (iFPOses Ml En./|for. Decode ree...,. 

tsltom pT„ar, sedarat. oa,. ! 1 that reporter transcr Ibl, 

ssi.bi..s!^ r , ’ summariiing schedules 

r t' tsporter 

ftat 1 liM 9(\ct 

w/ilosl';!; , f'p f’R'-ts t. Trowbridge 

paJkm' c c*!' B2/03/OI BLOCH. P g . 

ISU4 1*6 2«‘Flci sn*i '-itf'sf.g Ooard Panel 3pp 

s.o 2 4* Fic.ie 90-266.02/03/01.020.3040370 


CHURCHILL. b U 
KLtf.E.J ft . 


8203390351 Answer supporting West 1 nghouse 030309 motion for 
reconsideration of ASLfi 030226 memorandum fc order. 

Decision on withholding proprietary info substantive t. 
sua sponte rule applicable W/CertlfJcate of Svc 

CHURCHILL. B U Miscor.stn Electric Power Co CHURCHILL. B. M. Shew- 
Pittman. Potts K Trowbridge 83/03/24 Atomic Safetg and 
olmmmoi!!« '* **'"*' 12433 017 24X F 1 c h e : 90-266. 82/03/24, 


* mat ulll (kOt r««pontf tO Westln 0 ^OU 9 • 

fliotion fot r»con«iderat 4 &n oP ASLQ Q20326 
Order 

ol^rnw^w^^ Hffftng Branth i. 62/03/24. BLOCH, P 8 . KUHO. 
laino Atomic Safetg and Licensing Board Panel Ip 

12432 231 24x Uche 90-266,82/03/24.0203310491. 


DOCKETED ITEMS 


63033100'?.'} Requests tlr>c for Cotrmtssion to .>r t to rovle<j ASl.AD <lc(i-,li>i. 
i* rttonded until 10 oftpr rocstpt of OocuTpnt 

Co*i'nt4iton 830316 ordpr alluded to aSlaD dpcti>)an 

At.OCR&ON.P Ul&consin'i Envt ronTpnta 1 Dorado 03^03/24 CHll.K.S .1 
Office of tho aecretaiq of the Coririt»ian Ip 13453 320 .'411 

richo 30-366.83/03/34.0303310493 


€203310498 onij ASLAtt derision rundorod In docket Cu^'ct lotx 

€30316 order alluded to ASlAO decision 

AffOERSCN.P Uisconslri's Environmental Decade 03/03/34 hOEIiL- 1 !. 

Atoirilc Safetv and Licensing Appeal Panel Ip 13453 337 ;.‘4X 

Fjcte 50-366.03/03/34.8303310490 


8303310630 Forwards EL Murphg 030334 affidavit clarifying 030333 
aff Idavlt 

DACKKaNN. R 0 Hearing Branch 1 03/03/34 OuCCli. P 0 . KLINL..I K . 

PAX TO*/. H C Atomic Safety and Licensing Ooard Panel Ip 
V34S1 070 2 4X Fiche 50' 366. 03/03/34 . 02033 10630 


83D3370319 Hendrandun 6 order re questions on tiest Inghouse c cmf I dent 1 .. 1 
info. 

BLOCH. P 0 Atoiric Safetg and Licensing Qnard Panel 83/03/35 Ip 
13429:310 34X Flche 50-366. 03/03/39. 0303390319 


J Insurance & indeeiolty information 


0303340276 Forwards Endorsement 9 to AELIA funder L'R- 1 0 . Endorser! fit 9 
to 6 'ELtA Binder E 6-19 1 . Endorsement 67 to NELIA Policy 
r.F-l7B 

OtlNOAO. U J Ulsconsin Electric Pouer Co 83/03/19 Antitrust f. 

Economic analysis Branch (Utility Finance) 4pp 12393 155 P4X 
riche 90-366. 03/03/19.8203340276 


P. Operating license stage documents t, correspondence 


0203010001 AddI response to FOIA request for JO categorios of dacnmrnt* 
r* NURCO-0660. "NHC Action Plan " Foruiards documents listed 
in Agps A.O.C 6 0 infe partially ulthheld Iref FOIA 
Eierptlon 91 

FELTON. J. t1 Division of Rules and Records 01/00/04 MADDEN. 1 

Kaye. Be ho ler, F 1 erman. Mays t. Jlandler 9pp 12750 006 24X 

FtCha 90-301. Q 1/00/04.8203010001 


— 800526104] Foruards status of operating PWlI auilllary feoduatei sy 
evaluations for tie s 1 1 ngheuse. C-E 6 B6tf N8t>fi plants 
MATTHEMS.P R Auilllary Systems Rranch 00/03/29 RENAHOVA. V 
Auilllary Systems Branch I4pp 13760 329 34X 

Fiche 90-000,01/08/04.8203010001 


— 8010290364 Discusses potential problem iv/au t ona 1 1 c Initiation nf 
cental Aissnt sprsy if safety injection signal is reset 
Problem It result of some ECCO !• engineered safety feature 
initiation logit designs that do not au toma 1 1 ca 1 1 g restart 
ERNST. M L Division of Safety Tech no logy 60/09/30 LA IN All. O C 

Assistant Director for Safety Assessment 3pp 13760 179 34X 

FUhe 30-000.81/08/04.8303010001 


-8303010230 Forwards ML Ernst 800930 nemo re potential problem nf 
negating automatic initiation of containment spray if 
safety injection signal is reset. Info necessary to evaluate 
reliability of ELCB t. ESF Inltlallc.n logic 

SCNROEDER.F Division of Gafety Technology 80/09/30 OERNEIKi. ii 

Division of Systems t- Reliability Research ip 13760 174. 34x 

f ICbe- 90-000. 01/00/04. 0203010001 


93031 10397 Forwards ac/dlt supporting Natleton Labs America. Inc .is 
grovtifer of radiological sample analysis sve 

FAV.C U Wisconsin Electric Power Co 01/13/09 KEPPLER- J M . 
OEBTIfANN.fi J Region 3. Office of Director 37pp 13216 046 34X 

Ficbe 90-266.01/13/09.0203110287 


8303030061 Outlines concerns arising from review of Tech Specs re 
containment cooling sys operability Tech Spec change request 
responsive to concerns should be submitted within 60 days 
CLARK. R A. Operating Reactors Branch 3 02/03/10. BUR9TEIN.8 

Wisconsin Electric Power Co lipp 13109. 167. 34X 

Ftthe 90-266. 02/02/10.8203030061 


8203030067 Requests notification |f NRC understanding that util did not 
refuest deviation from NUREC-0737 Item il.F. 1.3 r equl reaiant 
to Install two containment radiation monitors. Is incorrect 
CLARK. R A Operating Raactors Branch 3 03/03/11. FAY, C W 

Wisconsin Electric Power Co. 3pp- 12100 360 34X 

FU>ia:90'366.82/02/ll,S20 3030067 


8203030116 Bummarlies Influences that 1 oc ation. de si gn> staff tng t. 
caiomunlcat ions have on personnel requirements needed to 
Assure saPe b reliable operation in response to 8ID121 Itr 6 
NUR60-06 94. ml n shift staffing criteria. 

FAV. C. U. Wisconsin Electric Power Co 82/03/18. KEPPLER. J 0 


•i.’D jr*/(:5-.o -uiwafil* lequost fi.r aijc I 1 ii f n le s.tfety eva Inal ion 
'Oi'Cvii'iiiy eviron qucSli'iiatlon ui safi*'. yiui.ited eld'tilcal 
equip. son*. Response '■uqueslej ultliiu JO C‘.i.fi. 

Cl Ar/K. R A 1. 1 c p»ts I >ig Hi'.iticti J (13/03/10 lAY.C W Wiscotisil. 
FI or trie Howe I Ci> 6pf i;'l92 O.U J4X ('icliu 51)- 366. OJ/OL*/ III. 
9303090550 


•3i;03 108044 Allises It. it IMl Ait inn Item II l> J 3 re xnprovej i ii |> I 
iodine 1 ns t r J ne I'tit loi. vom- r .icildiMit c und i 1 1 or.'., i oiis i der oil 
I* s so I ved 

CLARK. R A Operating Ri-actoru lit am n .1 i}i-*/(>3/18 i AY. ( W 

Wisconsir. Eluctrlr rui..e- Cu Jpp Ul'fl J'f'l 34 X 

Fir he 50-366- ri3/0.!/lfi. f'3(»rJlOJ04 4 


OrOJO^OVlO Fnr.iaid add I due ■ic.ent s .loscribe;* In 111(112'/ Itr.isi riMp' 
to O^OIO? Ill requesting art ill Itifii rv environ qua I i f > i -it I on 
of so f c ty - rfl at e d olcitfic.sj oguipment W/n eni I 

faV.C W rt i s c on s t rv LldCtrtc Pnwor Co (13/(13/23 Urriril-*.* Il If 

Office of Nu<lear Ho.irlor Redulatitin. I)iru«tiir ClARii.R A 
Operating Reactors Or.ijii.h J Ip 120(16 3/4 .,'4x 

Flcho 50-366. fl.-Jy 03/33. U30:i03()7(0 


U 30303053 ( For wards tentative schedule fnr submlttel of 6 - .— .un 1 1 - f. 
V-Tionth repts on o.i t s t ainl i ng te 9 p<.i>«e iloms coficomiiig 
(J.)i'lEO '0613 re control of he. ivy Inadb* pur hlid 830201 ruguost 
tAV.C W Wisconsin Lies trie f’<«.aor Cci 03 / 03/35 DL'N’ON. II II 
Of f I c (I of Nuc tear R ©actor RpgulatIPn. Olrartor CLARK. R A 
OpsTating tleactors Ur ant's .1 3 PT. 120 IU ( 17 'f 347 

Fich© 90 -. 366 . fi;>/ 02 ' 35 . 31 '<i;i 03 (( 93 l 


8303170091 Foruards safety ewaiualtnn s.ipporLli.g 'lubml L t.i 1 s I i*f 
NONt" 0 - 07 'J/ tto.'^s iirilf. IIFI 3 Reguosts ft.r tfillnyeJ 
lisp lemencdt lan of hiuRI.O -O 73 7 itams n* ac'iiiutit monitoring 
provisions for d etermina L ion of effluents botttg lovloanj 
c't.ARK.R A Uperatlng Reactors Di-anc h .3 (}3/l>3/39 < AV, (. U 

III scons In Electric l‘i>«.cr 9 ?p 1233/. 3'/9 ;; 4 x 

ricl.o 50 366 . H3/0.'7/39. 020 11 /o:>5( 


8303040369 triforTis that request oil analyses nf olfecls *i f liansli'nt 
voltages present dui iny switching & isiitnc •. tar ting 
oper.stions will be cnmpletod by (130501 

FAY. C M Wlicnnsm Ltoctrlc I'liLer ( i: l?;.>/03/36 mNI(i.N.llR 

Llfftco of Nuclear Rv.ictnr (legu t a t I on - Jiiructnr. (li.AWK.R A 
dpcr.stliiy Reactors (Ic.inch '1 Ip (3119 J04 34K 

richo: 90-3/.6. 03/02/3/.. (i:NI I()40.?69 


OL0312OOD4 T'OrtCR (>LaM SJTINO All) ('.EflltiN INtAKl-; AND DlSl.HAUl.L E.l 1 Cl 
AT pciitJi IjEaCii nuclear pi ant on lake mtillOAN IIIhia and 
FISHER lEO 

HICKEV.C ii Division of Fngijieerina hX.'(«;G -Oil 1 6 lli’/0a/3ll 6:i 
Available at NI Hi «4 90 H*392 Iflll 34X Clci© 90-i.’6(.. fl2/(>:v;.’H 

H30.3 130004 


1130-1110196 Application fur amend to License 111*11-2/ In perrstt alive 
turbine stop 6 governor valve toot for Mar 1 9(J3 Cl.ies 111 
.imend fee enc I 

FAY. f; W Wisconsin K lot trie Powor I'.o 03/03/04 Lt.A'iK, R A 
Opera Ling Reactors Branch 3 2pp. 12313 Jll 24 X 
FIcbo 90-501. 112/03/04. G3031 10196 


8303160910 Foraards revised Page I of Attacbmont 1 to 83*021(1 Iti r 
fsln staffing re qul r oson I s. p er NllRrC-0694 

FAV.C M Wisconsin Electric I'cneor Co 112/05/011 Kfi'l'l C«- d. ti 
Region 5. Uffice of Direct<>r 9pp. 1959(1 294 24X 

Fiche 90-266. 83/05/00. G305I6021 0 


0PO3IIOOO1 Oenerlc Ltr U2-04 to all licensees of operating plants, 
applicants fer OL 6 holders of CH re use of INFO GEE- IN 
program! 

EISENHur. O 0 Division of Licensing 82/05/09 HAUL PUR 0. A 

Const! 1 Idated Edison Co of New Vorl 2pp 12291 051 24X 

Ficne 30-000. B3/O5/09. 83051 lOOOl 


02031'?0333 Forward s add I info re INI action 1 ts/ss for 1 d ent 1 f i c a L i ' 
onviron qua 1 1 f I c a 1 1 on of equtpueni installeil 

FAY. C W Irli scons In Electric Poter Co 03/05/11 DENTCN.H R 
Office of Nuclear Reactor Reg !> I a 1 1 on- Dlroctur 6pp 1354/. 5 (>n 
94X Fiche 90-266, 83/03/ I 1 . 02031 90233 


8203940314 Forwards proprietary version of Revision | to "Point Uc 
Steam Generator Sleeving Itept," consisting of results of 
addl testing to verify resistance uf sleeving iratl.Gvc list 
end Kept withheld (ref lOCFKS 790). 

FAY. C M Wisconsin Electric Power Co 09/03/11 DENTON. II R. 
Office of Nuclear Reactnr Regulation. Dlroclor CLARK, R A 
nperaciag Reactors Uranch 3 3pp 19394- 143 L'4X 
Fiche 90-966. 02/03/11.9503940314. 


■•-0903940390 Author lies uci Illation of Affidavits AW-flO-39 g. AW fltJ 
justify withholding of Revision 1 to ‘Point Reach Stean 
Generator Sleeving Rept " 

MtE3EF<ANN, R A Uestlngbouse Electric Corp 09/03/04 OENKiN. 


;>ubni*« of it^>« discussed during BSU309 telcoo ■ c 

auld'-tCK initiation feati/rrs of ouaillarii fedduatt’r sijs 

FAY.C H Vision sir £lec(ric Pourr Co t32/03/l/> DFNTCII. H R 
Cfflce Of Auc leat Rear I oi Regula C I on. Oirer tar CLARK. ft A 
Gperatirg Reactors UraOcS 3 3pp I3.1S9 034 24X 

Fufe ao-i'**!. 52/03/ i 6. 3303220334 


C3e'J324Ol0b Irfui'.ss tnat UesOn^house rept. "Pcint Soacti btea<* Oei.eratPi 
31sev\i>9 Be> t . Wt Af -R'foO- Rev jstoo ! > t*TOpT t « tdT» > . UCAR -91(>o, 

Revision 1 ." ^as incorrectlii 'arlod Entire rapt s’-ould be 
•.tr.sidered pt Opr 1 1 1 or i| C or ret ted vet SI or to bo sent 0a33?2 
OAVIS. F < trest InyAnute Electric Corp f)3/03/|9 CEI4ICS'. H H 
UFftco dF 'luiteat Real tot Hegulattiiti. OirrctPr CUARH-R a 
O peratirip Reactors ffrarcii 3 Ip 12395 269 241C 

Ficbe 5I>-3fcC>. 32/03/ I'J. 02O32«OlfiO 


©€'03303110 Furiearjs latle 15 ft l~2 for Tpcb Spec Cbanpe Request fS pti- 
8/0300 request For uaiver oF turbine stop & qoveruor valve 
test 

FAY.C u ulisccnslr lleciric Pcietfr Co B3/03/2ft l>EMfC.‘/.ll R. 

Office cf nuclear Reactor Repi/latlon. Oirec tor CLARK. R A 
Cperatifi] Reactors Branch 3 3pp 12449 004 2 ft» 

Ficse 50-331 . 62/03/24 02033i>0ila 


- -Q2033001 19 Proposed Tec.b Spec c hang e- rafti.es t Ing lualver of turbine stop 
L governor va 1 c'es test 

s utscontin riectnc Pouer Co 02/O3/2ft Ip 12449003 24X 

Fiche 50-331.82/03/24. 3203300 Ilf. 


3203050372 Act receipt oF (120208 Itr informing NflC of statuft oF 
inve s 1 1 ga 1 1 or In i dent i fg ing i isolating leafage of 
tr 1 1 lated g,ater IP graur.d'aater discussed in (G tnsp Repts 
50-266/(11-24 b 30-301/81-23 

KtHO. J A Oivtslon of Ener ger.c ft Prepat«d«»ss t. Operational Supfoc 
02/03/01 OUftSTClN.S Ulsconein riactric Poser Co Ip 121:12 |: 
aft* t iche 50-26»..B3/03/Q1. B20303037a 


--8203030377 Responds to N.RC 020106 Itr transmitting IE tnsp RepIS 
50 266 / 81-24 L 30 - 301 /B 1 -C 5 . request In; that inPo In util 
000416 Itr be updated fe Investigation for sources of 
trltiated uatar In groundvate' 

Fav.C u Ulsconsin Electric Pouer Co 82/02/08 kEPPlER. J o 
Region 3. Office oF Oirector 3lpp 12132 157 24* 

Ficbe 30-266. 82/03/01. 0203030 3 72 


8203100177 Foruards ''Aniiual Results L Data ftept 1901.' per Tech (ipet 
13 6 9 J O re stea.n generator inservica liisp. personnel 
occupational eiposures 5 descriptions of facllltg changes, 
tests L eiperjments 

FAV.C w Utsconsln Electric Pnu.er Co 83/03/01. KCPPLCR. J 0 
Region 3 , Office of Director Ipp 13179 003 2ft* 

Fitho 20-266.82/03/01.8203100177 


--0203100103 "Annual Results L Data Rept 1961 

• Rlsconstn Electric Pcuer Co 02/03/01 39pp 12179 ORV 
FicPe 50-266. 62/03/01. G2031C0177 


O Inspection reports. IC OulleCirie », c orresp ondenc e 


U2?0323C38<7 Forwards If Emergency Preparedness Appraisal Bapts 
30-266/33 02 b 33-201/82-03 on 330104 - 0 b 30 b 
confirmation actior Itr 

rEPPLER. J O Region 3. Office of Director 83/03/11 BliRSTEIN.D 
Vllsconstn Electric Power Co «pp 133(15 190 3 ftS 
fiche 30-366. 33/03.' 1 1 . 8303330389 


O20'j 230397 Confirms 830114 agreeiner.ts between NRC t plant staPf 

follo..ln) NBC erergencg preparedness appraisal Orrslte 
srergei>ig OTganiiation b emetgercd plan t ra in i ng/rr t r at ntng 
Shall be cumplecej b; 030218 

VEPPLEB.O 0 Region 3. Office of Director 03/01/21 FAY.C If 
uisconsiri Electric i'ouer Co 12pp 12285 19ft 24* 

Fiche 50-266. GS/O?/ 1 1 . 8303330309. 


0203110079 Advises that IE Info Notice 02-03. 'Environ Test* of 
Electrical Terminal OlocVs.' mas sent to listed licensees 
» Region 3. Office of Director 83/03/04 Region 3. Offlfo nf 

Director ip 13213 344 24X Fiche 50-000.82/03/04,82031100*79 


8303190235 Foruards IE Info Notices 82-04. 'Potential Oeflclencg of 
Certain aOASTaT t-7C00 Series iKre-Pelaij Re lags" 6 02-03. 
'Increasing Ereguencg of Drug-Related Incidents " 

* Region 3. Office of Director 02/03/10 Conuconueal th F.ifisci 
Co 1? 12347 090 24* Fiche 50-000. 82/03/ 10. 0203190333 


6203190203 Advises that IE Info Notice 83-06. "Failure of Steam 
Oenerator Primarg Side flan-aag Closure Studs. " uos Sent to 
I 1 sted 1 ic en* ees 

> Region 3. Office of Director 83/03/12 Region 3, Office of 

Oirector ip 13349 300 34* Fiche 30-000. 83/03/ 12. e203l902lf5 


0203230400 IE Emerger.cg Preparedness Appraisal Repts 30-266/82-02 b 

30-301/03-02 on 830104-15 b 20 Major area inspected special 
appraisal of eeargencg preparedness program 

PAOLlAflO. 3 A . v'A'.jSPA. A C . SElDERO. M E Region 3- Office of 
Oirector 83/03/11 37 pp 13383 306 24* Fiche 30-266.02/02/11 

8203330309 


0303030161 Confirms eitension of due date until 830339 for rsspoi.se ti 
820311 erargencg preparedness ap p ra I sa 1 . per 830316 telcon 
MfN 0 . 2 A Division of Emergencft Preparedness b OperaClonal Svinpur t 
Q2/03/33 OURsTEIn.s Wisconsin Electric Pot-ar Co Ip I2l02'3'r 
24* Fiche 30-266. 82/03/32. 0203030161 


©203010283 Discusses corpletlon of first lO-gr Inservlce insp Interval 
on 811330 Forwards suou-acg of scams b Tech Spec 13 4 3 & 

Spec Chatige Raguest 42 piust be approved to effectiveig 
develop b imptersnC second lO-gr plan 

e-'AV.C W Wisconsin ETlectrtc Pouer Co 83/02/23 DENTON. H B. 

Office of Nuclear fteactor Rtgulatlon. Director 29pp 12069 176 
SA* Fiche 50-26*. 82/02/23. 0303010303 


0303320403 Forwards request for add I Info re Facility AEWE Code *1 f 
Tech Spec Insarvice insp reftuirbments tp facilitate revieu 
of first lO-gr inservlce insp tafo should he submllted 
within 30 dags of receipt of |tr 

CI A(1K.8 A Operntlns Reactors Branch 3 02/03/12 FAV.C W 

Utsconsln Electric Power CP 4pp 13393 1 16 24* 

Flcbe 50-366, 03/03/13. 8303320493 


0303360368 Forwards IE Inep Repts 30-266/83-04 b 50-301/82-04 on 
030310 No none orpl I one e noted. 

MIND. J A Division of Project b Resident Programs. 02/03/12. 
0V.'RSTE1M.E Wisconsin Electric Power Co 2pp. 12434 122 24* 

Fiche 30-266. (13/03/12. 0203360260 


--8203260201 IE Insp Repts 50-366/03-04 b 30-301/82-04 on 020130 No 
none oPp I i anc e noted Major areas Inspected prompt public 
not t f Icat lon/warnlng sgs 

CuLOETOnO. W . HAGUE. R . PATTERSON, j Division of Project b 
Resident Programs 03/03/11. 3pp 12424 134 24* 

Fiche 30-366. 03/03/12. 0203360368 


S2Q30V03GB Tech Epee 15 4 2 re Inservlce insp 

co-ponents 

• Wiscons > n Elec tr IC Power Co Bl/jj/tO 
Ficbe 30-206. 82/02/33. 0203010203 


of pr irarg ogs 
23pp 12069.305 


3203330669 Persia rds IE Info Notice 82-07. ''Inadequate Securltg 
Screening Programs '• No written response required 

* Region 3. Office of Director 02/03/16 Commonwea I th Cdlso 

Co Ip 13306 214 24* FUhe 30-000, 83/03/16. 9203230669 


©2203110139 Advi ses that IF. Into Notice 83-01 . Revi * i on I, 
F^vedwater Pomp Loctout Resulting From Westinghouse W -2 
Sultch Circuit Mod." was sent to listed licensees 
• Region 3, Office of Director 03/02/26 Reoien 
Otrecior Ip 13213 313 34 * 30- COO. 03/02/26. 


"Aui 1 1 lar 

3. OPflce 
8303ll0i:i9 


9 

Of 


'•efoeJ K> assure that info uhli 
fJRC is supplging to contractors re Inservice Insp relief 
requests is current 

CI-AB4.R A Operating Reactor. Branch 3 82/03/26 FAV.C W 

bd 1 scontin Electric Power Co 7pe 13233 17 '/ "av 
(=• * < he 30-366. 83/03/36. 83031 20:158 


(12033603 38 Act receipt of 830(13 Itr informing NRC Of steps taleis t 
correct viola Clans noted In t£ tnsp Repts 30-266/61-19 b 
30-301/81-31 

SPESGABO.R L Division of Project b Resident Programs 93/03/19 
BURSTEIN-S Wisconsin Electric Power Co tp 12434.077. 24* 

Fiche 50-266.93/03/19.9303360259 


--8203360263 Responds to NRC 811313 Itr re violations noted In IE I 
Repts 50-266/Bl— 19 b 30-001/81-21 Corrective actions' 
operating personnel Instructed to use caution when 
conducting repairs in vlctnltg of control board 
FAV.C W Wisconsin Electric Power Co 82/01/13. KEPPLEH. J. 0 
Region 3. Chicago, Office of the Director (81/03/01). 7pp 
12424 078 24* fiche 30-266, 03/03/19. 8203260230 


R Periodic operating reports *■ related correspondence 


8207330430 Foruard* leonthlg operating repte for Mar 1901 

Fav.C. W Ultconsin Electric Pooer Co Bl/Od/iO Office of 
Managaoent and Proprair Aiialgets Ip 13300 337 24X 

Ficne: 30-?66. 01/04/13. 03032J0430 


--©203230433 Monthly operating ropli for Mor 19DI 

FAV.C M {fiicon«tn Electric Poupr Co 01/04/OB 0pp I3:i03 tlb!) 
24X FI Che 30-366. 01/04/ in. 02O323O4JO 


0303190393 Foruards manthly operating repta for Apr 1901 

FAV.C M. Uimon^tn Electrit Pos.or Co 0\/O»/l3 Office of 
F’aiiagenient and Prograir Analysis Ip 13330 343 24x 

FlcPe 30-366.81/03/13.6303190393 


--3203190396 Monthly operating repts for Apr 1961 

FAV.C M If I scons In Electric Pouer Co 01/03/07 Opp IStJ'.iO 343 
24 X FI Che 30-266.61/03/12.0203190393 


B2O30903B9 Foruiards "Benlannual Monitoring Rept.Jul-Dec 1901. ” Ilrpt 
contains Info re plant re I oases, new fuel r ec e I p t a. envl r on 
radiological tronltorlng t, leal testing of sources. 

FAV.C W Ulsconsln Electric Power Co. 03/03/01. OEMTON. M R 
Office of Nuclear Reactor Regulation. Director |p 13133 303 24X 

Flche- 30-266. 82/03/01.6203030309 


--62030S039I "Sedilannual Monitoring Rept.Jul-Oec 1901 " 

• Wisconsin Electric Power Co 01/12/31 tSpp 12133 306 ;'4X 

F I c he : 50-266. 62/03/01 . 8203030309 


9203100177 Forwards "Annual Results t< Data Kept 1961." per Tech Upec 
13 6 9 1.0 re steasi generator inservlce I nsp . per sonne 1 
occupstlonat eiposures «. descriptions of facility changes, 
test* 6 espertaitnts 

FAV.C W Ulsconsln Electric Power Co 02/03/01. KEPPuEfi. J 0 
Region 3. Office of Director tpp 13179 OOO 34 X 
Fiche 30-266. 02/03/01 . 02031001 77 


--0203100162 "Annual Reeult* I. Data Rapt 1961. ” 

* Uisciinsln Electric Fewer Co 02/03/01 39pp 12179 009 ;>4x 

Fiche 30-266. 02/03/01 . 0203100 1 77 


6203160363 Forward* monthly operating repts for Feb 1902 

FAV.C W Wisconsin Electric Power Co 02/03/11 NRC - No 

Oetalted Afflltatlon Given Ip 12306.077 24X 

Fiche 30-266, 02/03/11.6203160363 


— 6303160366 Monthly operating repts fpr Fab 1903 

FAY. C.M Wisconsin Electric Power Co 02/03/00 Opp 13306 07|i 
24X Fiche 30-266.02/03/11.0203160363 


8 Reportable occurrences. lERs 8. related correspondenc e 


9203000436 Forwards LER 02-OOI/O3L-O 

FAViC, U Wisconsin Electric Power Co 02/02/23 KEPPEER. 3 0 
Region 3. Office of Olrsttor. ip. 13096 336. 24X 

Fiche 30-301.82/03/23.0203030456 


0203030462 LER 02-001/031.-0 on 020203. boric acid heat tracing circuit 
P-43 found Inoperable. Caused by felled Thtrmon type 4 
circuit controller Circuit controlter rep lacsd 
FAV. C.M Wisconsin Electric Power Co. 62/02/23 Region 3- 
Office of Director 2pp. 12096 237. 24X Fiche 30-301.02/02/23. 

8203030436 


0203110007 PNO— 1 1 1 — 02-026' on 030303.smell unplanned gaseous release 
occurred during reactor coolant sanpllng operations, 
incorrect valve lineup caused 00 gallons of primary 
cooling Sys water to flow to drain 

LOVENBALE.P , OREOER.L R Region 3. Office of Director 82/03/03 
ip. 12314:003 34X Fiche 30-301, 02/03/03, 02031 10007. 


r Hearing transcripts on non-ant i trust matters 


9203090100 Transcript of 020304 prehearing conference in Washington, D(' 
Pp 1.004-1,177. 

» Atomic safety and Ulcsnslng Board Panel. 02/03/04. 93pp. 

12161 S91 24X Fiche 30-366, 02/03/04. B2O3O9O1O0 


6203290409 Forwards RA WIetsmenn supplemental prefllad testimony 
Ablated c orf t tpeodanca- 

OAVia. F.X Uestlnghouse electric Corp 82/03/23. BUOCH.F B 
Atomic EaPety and Licensing Board Panel. tp 12436 164 24x 

Fiche. 30-266, 02/03/23,0203290409. 


3203290424 Supp I erencary (estimony of RA Wieseracin in response to A', 
guest inns raised In 0,70304 tel cun No ANSI stds apply to 
sleeving process, to define leguired safety test* 

Certificate of Svc eoc 1 Related correspondence 
UirSEMANN. n A Wisconsin Electric Power Co wIEBEMANN.R A 
UesttnghouSO Electric Corp 02/03/33 7pp 124.36 163 24X 

flcne 30-266. 02/03/23. B20;i290409 


DOCKET 50-302 CHyOTAL RIVFH huCLEAR PIANT. ON 1 1 3 


r Security, medica). emergency t fire protection plans 


02030Bt094 IE Emergency Pi eparedness Appraisal Bopt 30-302/01-14 on 
610817-27 No none osip 1 lane e noted Major areas inspected 
admin I s trat lo n. er.ergenc y organltatlon t. t re inlng. emei gene y 
facilities t, pTpceduTes 

PCRROTTt.U J . STANDDtRRV.ui M . RQtKMICH.R Division of Emergriicy 
Preparedness t. Operational Support 01/12/16 33pp 12149 I’dV 
24/ Fiche 50- 302. 02 /Ot i'29. 0203000064 


0203000064 Aci receipt of 020120 Itr informing MIC of steps taken tn 
correct violations noted in |E Erergency Preparedness 
Appraisal Rep t 50-302/01-14 

LEWIS. R.C Division of Resldenl K Reactor Project Inspection 

02/01/29 HANCOCK. J A Florida Power Cerp Ip 12149 ISO 24X 

Fiche 30-302. 02/01/29. 8203000064 


--0203000073 Responds to NRC 01 1221 Itr re violations ngted In II 
Emergency Preparedness Appraisal flept 50-302/01-14 
Corrective actions lesson plane being developed for each 
category of emergency training 

MARDIS.O 0 Florida Power Corp 02/01/20 ri'REIULV. J P Ri.ylei, 
2. Atlanta. Office of the Director 161/03/01) lOpp 12149 l(i| 
24X Fiche 3 0-302. 02/01 /39. 0203000064 


--0109300060 Confirms util 010904 c oirm i tmeri ts to resolve e-ergency 
preparedness deficiencies Actions include provision of plure 
nonitoTlng capability by environ survey 1 ea.-. rsvl s i on of 
emergency plan i. study re meteorological deta sys accuracy 
Il'RFILLV.J r Region 2. Atlanta. Office of the Director 
(01/03/011 QI/09MI HANCOCK. J A F I or Ida Power Corp Ji-p 
12149 202 24X Fiche 30-302.02/01/29.0203000064 


--02030000Q6 Forwards IE Emergency Preparedness Appraisal Rept 
30-302/01-14 on 810017-27 No none omp | lane e noted List of 
emergency preparedness Improvement arees enc I 
a'REILLV.3 P. Region 3. Atlanta. Office of the Director 
(61/03/011 01/13/21 HANCOCK. J A Florida Power Corp lOpp 

12149 199 24X riche 30-302, 03/01 /29, 0203000064 


8203040220 Responds lo 020111 Itr re 1 mp 1 e.sen to t Ion of lOCfR73 21 
Delay granted subj to conditions speciflad 

BTOLZ.J F Operating Reactors Branch 4 02/02/10 HANCOCK, O A 
Florida Power Corp 3pp 12124 353 24X Fiche 30-302. 02/03/10. 
8203040220 


8203030910 Advises that changes to security plan submitted In 011204 
ttr are unacceptable Revisions should be submitted per enc I 
Comment* Enel withhold Cref 10CFR73 211 

SIOlT'J r Operating Reactors Branch 4 02/02/18. HANCOCK. , I A 

Florida Power Corp 3pp 12143:326 24X Fiche 30-302.02/02/10. 

0203030310 


0303240248 Ac k receipt of supplemental 611202 Itr informing NRC of 
stags taken to correct vloketlons noted lo (£ emergency 
preparedness insp rept 

LONO. F J Reactor Project Oranch 2 02/02/10 HANCOCK. J A 

Florida Power Corg. Ig 12396: 103. 24X Fiche 50-302,02/02/111. 

0203240240 


0303230323 Request* further eitsnston until 820630 to complete ongoing 
review of fire protection program based on justification 
presented. Not i f 1 cat! on of concurrence requeeted by 020330 
MAR0I8. 0 O Florida Power Corp 02/03/17 EISENH8T. D O Olvlcion 

of Licensing 2pp 12302 134 24X Fiche 30-302.02/03/17. 

8203230323 


8203240419 Forward* request for addl Info re physical security plan 
Raiponse requested within 45 day* Enc I withheld 
(rep I0CFR73 21 I 

6T0LZ, 3. F Operating Reactore Branch 4 02/03/17 HANCOCK. J A 

Florida Power Corp 3pp 12406 399 24X Flthe 90-302,82/03/17. 

8203240419 


8203230040 Forwards sacurltg training t, qualification p Ian. Rtvl si on 3 
Revision withheld (ref 10CFR2 7901 

OAYMARO.P V Florida Power Corg 82/03/19 STOLI. J F Qgsrutlnft 
Reactor* Branch 4 3pp 12379 249 24x F Iche 30-302, 02/03/ I V, 

0203230040 



ApprcvflU 6«0i2l change to securitu olan ChjinA^ - * x 

u/pTc,iucn» or lOCfflSO 54 End to 020121 suMittal CQntai'nr^ 
in#5 rtijuired to t>« protected against 
iins'^thjr wed disclosure per 10CFR73,2I 

STClZ, j F Op.rattng Reactors Branch g. as/03/19 HANPnrk i a 
F cwtff Cofp 20P 12421' 05;? i>A¥ e*i i. “UNCOCK » J, A. 

eiu32:oc3i ” legzi.osa. sax Fiche: 50-302. 02/03/19, 


,i03»'‘50126 Releases public version of revision to , ■ 

•rtrgencg response plan. 'vision to radiological 

feLTDN.J M Division of Rules and Records B 2 / 03 / 3 T 
ranager.ent Branch Ip 13440 065 24 / Fi,k -o Document 

g: 0 3290 1 2 -, I « sou 0 & 3 . 24 X F i c h e : 30-302. 82/03/23, 


0203250130 Foruards public version of Revision O tn r a, . 1 

e.nergencg response plan, per lOCFflSO S4(<i> Vol reo llr 
oreviovs e.seTjencg plan (EM-IOOJ ^ replaces 

Region 

02/03/23.8203250126 0.066 24X Fiche: SO-302, 


■''r.“pci» ° to radiological emergencg 

FlChe 30-202, a2/03.'2XB20^9OI26'^°^^’* 400pp. 12440:068. 24X 


Mvrance 5. iniennitg informatit 


rncLer"'.®^ »p-«95. 

Div. 02/C3/17 SALrzMAtl^j"' 'Antlr*^ 

2 PP 12414 funs 300 ''"“ 

^'^"*-50-302.82/03/17, 


I tantftp Iric. 


(StU SALrZKAij"^' SStitruttVEc'!'"/’"'*"’*^''**' 

FicS-aSI.’SS/Safr^r^*’ 


:-™-f..:!!!:‘!J!-!!,«-umeots 6 correspondence 


33030 1 000 1 Ad d 1 
re M/fiEG-06i 

In Appi 

Fieeption 5) 

fagi°sch''our.f!:”i:v' 

Eiche 5 n--i -.3 ,... ._2 1* Handler. 9 pp, 


tiO.'^'“Sc''SStiSn''p{an’''‘*fSrS r^t'SOrie 

^ D info partiallg ei.thh.^d " 


» of documents 
isted 


^>rh. 30-339. 81 /00/o;.e20301oSS?.' 


Bl/OB/04 
12750: 006. 


MADDEN. T. xl 
24X 


?wSVA*‘'i'’***‘‘ ^’•4nMent,.» ' '’“ctor 8gs Voiding 






3pp 13732 204 24X f ‘ ' *'’ *"* * “ute /Franli “* 

* <^-1.' 3o-ooo.B,/oa/SS.*SSSSS,SSSr''' 


■^303010207 fl,,u,»t, ,noor 

•»f'rt ln''NSnM-06*S,%S| •''4l“4tldn 

•ncl WOOU, tKI Action PUn ii r i o fiorltu 

mdRlEv.t e npi,, , " ‘ Program brief 

"TJicr2p"SScr''’' 

at/OB/0*. 8203010001 '=760: i«,. 34X 


FIN 


-0203010234 R.^uesti rev. a 

le«rr.,d'?”S*?Si!STcoSti ' ‘"’'^‘"‘"fofaU^Sg l**"* 

CauSs^^P ^' 0 '^““*’'?.’”"” ^^•JSatT"*”' 

=0-000. B?jss;ssr8ssss?sis!.^-- 


24 X 


-B2030I039I Provides status of C Hlcheison risn,- ~ 

note efc1.‘ distribution list I, hanSSr^Her* *' 


note end 

CAPRA, B. Tm-2 Dullatlns b Orders Tast Fni»ro 

SHER 0 N,B. J«I;2 DuHetins i Orders Ta!l, Fo“e. 


24X Flche : 30-000, 81/0B/04> B203010001. 


127A9; 


*8203010373 Foruards draft reguest for adill ins,. 

revleu &/or mod as appropriate small break 

CAPRA, R. A. NRC - No Detailed ni 

SHER0N,B. nRC - No Detailed Affllliffnf n?*''®" 

24X Flche: 50-000, 01 /OB/04.S20301000I. *PP 12770; 


-8203040050 Forwards □(,» handwritten draft rosnnne^ e x. 

^-:^irtr?p" 

24X Fiche; 30-000,81/08/04,8203010001. ^ 


"«cock,v.. 

8203040383. 110. 24x Flche: SO-302, 82/02 /i: 


function at less than 407. full pouSr"?n'’c“rd"frT‘c“;d:d'‘ 

Flche:30-3oi"2/02f|2,’’o255o4b5B5.^^‘^°''‘®' “<• 


■®^e"°Q?fI°/f;^*j;j^^;;“^“4J^supportin9 Amend 51 to License DPR 

12138:121. 24X Flche: 30-302. B2/02d2,"b2S35;0585; 


Issuance i avallabllitM of Amend 31 to He 


control^oom'“hIb^tabil^?g®pfofo^ld'’ ’’fl' Item III. d. 

MINER, S. Operatino Rnarf^ actions acceptable. 

Florida Power Cor p. 3pp. ’^I2i37"2g2^' HANCOCK, J. A. 

6203040338. *232. 24X ^icho: 30-302 j 03/02/ 


Crgstal meetings u/util t< E0l,0 in 

MINER.S. Operatine R-ffrf radiological ETB program 
operating R.'acL :%f:nch‘‘’r ”20'^'’ 8TOL7,.l.F. 

Fiche: 30-302, S2/0a/l7fSlo324O391.'^' ‘ = S4X 


program. "iscuss radiological ETS 

ST^LTZ.il.F. 

Flche. 50-302, 82/02/17. S20324033a 24X 


that util 


notice »<'''‘*“2Ince*ravaUaJ^^{f'^f;f safety evaluatii 

m?nL**‘“""**‘““ “"H tins'^co^duo” 

”4fr"^?2?s;r§56." 


Affiftiid 53 t t 


-8203040363 Safety evaluat.n„ 

“37.339. 24X Flche: 30-302. 8l/i^;j“r'a§‘5‘5‘;2: 


ir39H 1<13 24 « 


9203b8l>667 Advl uttl ul 1 1 not bo »ub«|ttlni) <anu liconoii fi 

•ppllcattont boforo 84l3ni>por NRC 0301 18 Oenoric Ltr 03-1 
O'BRtCM.MS Plorlda Pouor Carp 03/03/33 TCOESCO. f) L 
Oiro<tar for Licensing Ip |30Q3 363 34X Fichn 90- 302. 63/03/33. 

0303030667 


6303030607 Advises that action on tJURCC'0737 Itoffl III 0 3 3 re todtnr 
I nstr unentat I on is conplete 

MAR01£> 0 0 Florida Pouer Corp 03/03/39 MINEH. 9 Opi>ratiiig 
Reactors 0»ant^ 4 Ip 13063 009 34 K Flcbe 90-303. 02/03/ 3 

8303020607 


9303040009 Foruards "Local Leak Rate Test Rept." for reactor 
contalnirent b Idg 

HAROrSiOO Florida Pokier Carp 63/03/39 OENIUN.IIR Offici of 
Nuclear Reactor Regulation. Director Ip 13117.199 34X 

F icho 90-303. B2/03/39. 0303040009 


6303040008 "Local Leak Rate Test Rept " 

PR I MO* 8 £ * FAV. T D Florida Pociei' Carp 03/03/19 43pp. 

12117-. 196 34X Fltt.e 90-302.03/03/39.0303040009 


0303040139 Responds to NRC 030131 Itr requesting util c ormt teen t* 
deecriptlon of method 4 schedule for resolution of 
1«'J6€1G-0737 ttsip tt K 2 ld> rs reactor coolant gump seal 
damag e 

MA.90le. 0 0 Florida Pouer Corp 63/03/26 OTOLZ.J f aperatinp 
Reactors Branch 4 3pp 12117 166 34X F i c ho 90-302. 03/O3/;9.. 

8303040139 


HANCCCK. .< A Florida Potepr Corp 3pp 
Flche 90-303. 63/03/13.6303240096 


630333036/ Oubnlts addl Info re snergencij feeduater sys Per NJRt: 0-0/3/ 
Item II f 1 2. in response to 620309 request 

MARDIB. U 0 Florida Poaor Corp 03/03/19 0TOLZ.J F aporatmii 
Reactors Oranch 4 3pp 01 5 34X Tie to 50-303. 83/03/ I 

030.3.9303*7 


0 Inspection reports. IF. Bulletins !> c orresp undone e 


0303230070 Forsiat-ls tf Mqt Appraisal Rept 90-302/01-01 on 010302-13 t* 
33-3/ 4 aiecutive sunrary 

0TELL(). V Director's Offi/e. lIFftcc of Inspettlon and EnfOT r ciri'iil 
01/06/03 OHIFFtri. 0 1. Florida Po;jer Corp 6pp 13374 Cn6 24x 
riche 90- 303. Bl/06/03. 0303330076 


--6303330005 IE Mgl Appraisal Rept 90-303/01-01 on 010303-13 t. 93-37 
Areas discussed eai nt- c orrec 1 1 ve action s ys. non— ) t r ense 
training 4 physical protection 

WUC6S9CR.J . ANO.U . JAOLONGhI.R Region 3. Office nf Oirectm 
01/09/11 49pp 13374 093 3qx Flche 30 303. 61 /06/03. 630 33300 /(I 


0303010001 Addl response to FOIA request for 30 categories of dncuneiit* 
re NUflFO-OA60. -NRC Action Plan " fors/ards docuoents listed 
in Apps A. 0. C 4 0 Info partialis uiithheld Iref FTIIA 
FrCTptlon 51 

FfUTON.J M Olvtslnn of Roles and Records Ql/OQ/04 WAnOFN. I vl 

Kay e. Tie ho ler. F 1 ernon. Hay s 4 Handler 9pp 13/90 006 34X 

Fiche 90-303. 01/00/04.0303010001 


6303040319 Responds to 630107 request for addl info re seismic 
qual I f i c at I on of auilllary feedoater sys Flou diagram 
sc neitia 1 1 c enc 1. 

MAROIBi D 0 Florida Poser Corp 03/03/36 9TOL7.J F Operotlng 
Reecterrs Oranch 4 9pp 13119 044 34X Fir ho 90-303.63/03/36. 

0303040319 


--6007161003 Details utils responses to IE Du Met in /9-05C. "Niicle.rr 
Incident at 1Mt-8uppl ' Fors/ards Oiik e Rosier Co 790034 Itr. 

Toledo Fdlsoii 791101 Itr 4 FI. looter Corp 791101 Itr 

desci tiling action taken in response to bulletin 

CAPRA. R A Tril-3 Oullettns 4 Orders Task Force 79/11/07 

IBRAEL.O ml-3 Oulletins 4 Orders Task Forte 3pp I3/A9 (J69 

34X Flcne 90-000.01/00/04.0303010001 


6303170333 Application to amend License OPR-75. author 1 1 log continuBd 
operation w/reactor coolant pump pouer irionltor resporise Hire 
In eicess of Tech Spec s. U/C lass til amend foe 

MAR013.0 0 Florida Power Corp 02/03/04 OENTQN. It R Offuo of 
Nuclear Reactor Regulation. Director. 3pp 13.'112 395 34X 

Flche: 90-303. 03/03/04. 0.7031 70333 


(1303060064 Ack receipt of 620130 Ur informing NRC of steps taken to 
correct violatiuns noted in IE Esorgoncy Preparedness 
Appraisal Rept 50-303/01-14 

LEMI9, R C Division of Resident 4 Reactor Project Inspection 

63/01/39 hamCOCk.JA Florida Rower Corp Ig 13149 iQO i»4x 

Flche 30-303,03/01/39.0303000064 


G203I60359 Reminds that Class Ilf fee far 000919 application should be 
remitted within 19 days of receipt of Itr. 

miller. W 0 License Fee Manegement Oranch 02/03/00 HANCOCK. J A 
Florida Power Corp Ip 12342 309 24X FVehe 50-302.82/03/00, 

0303160399 


B303I lOOOl Generic Ltr 63-04 to all licensees of operating plants. 
sppllcanbs for 01- 4 holders of CP re use of ItCFO GEE-IH 
program. 

EtSENKUT, 0 0 Division of Licensing 03/03/09 HAUSPURO. A 
Consolidated Edison Co of New Vork 3pp 13291.031 34X 

Flche; 50-000. 03/03/07. 03031 10001 


62031*0192 Forwards dddi Irifo re hluREO-0737 Item 11. D I.RC8 vents. In 
response to 620119 request Crlterle re decision to terminate 
venting due to containment hydrogen concentration limits 
sill I he provided hy 830701 

MARlTia.O.O Florida Power Corp 63/03/09 8T0LZ,J F Operating 
Reactors Branch 4, 39pp 13301 299 34x Flche 90-303,83/03/09. 

0203160193 


6303170603 Application to amend App A of License OPR-73 incorporating 
Tech Spec Change Request 94 Change provides new response 
ttm» limits for resetor protection sys instrumentation to 
avoid spurious reactor trips 

MAROte.D 0 Florida Power Corp 03/03/09 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 4pp 13331 186 34x 

Fiche: 50-303, 83/03/09. 03031 70603 


--9303170610 Tech Spec Change Requeet 94 revising App A Pages 2 -6. D 3 7 {* 
3/4 3-6 re new response time limits for reactor protection 
sys Instrumentation. 

• Florida Power Corg 83/03/09 6gp 13321 130 34X 

Fiche 90-303. 03/03/09, 0303170603 


0303170110 Forwards "Cycle 4 Startup Rept. Mar 1902 " 

MAROIS. 0 O. Florida Pouer Corp 63/03/13. O'REILUV, 3 P Region ;>, 
Office of Director Ip 13314 311 34X Flche 90-303.83/03/1:'. 

©3031701 lO 


--□3030a0079 Responds to NRC 611331 Ur re violations noted in IF 
Emergency Preparedness Appraisal Rept 90-302/fl] — 14. 

Corrective actions lesson plans being developed for each 
category of emergency training 

HARD 13, DO Florida Power Corp 82/01/30 O'Rr.lLLV.JP llvgloi. 
3. Atlanta. Office of the Director (Ot/03/Oli I6pp |2149 Mil 
34X Fiche 90-303.03/01/29,8303060064 


-0109300060 Confirms util Q10904 tommltmsnts to resolve en.srgenty 
preparedness deficiencies Actions Include provision of plume 
monitoring capability by environ survey team, revl s 1 on of 
emergency plan 4 study re .set eoro 1 ug 1 ca 1 data sys accuracy 
O'REILI.V. J P Regien 3. Atlanta. Office of the Director 
(81/03/01) 81/09/11 HANCOCK. J A Florida Power Corp 3pp. 

13149 302 24X Flche 90-303. 02/01 /39. 8203080064 


--8303000006 Forwards IE Emergency Preparedness Appraisal Rept 
90-303/81-14 on 010817-37 Nn none omp 1 lane e noted List of 
emergency preparedness Improvement areas encl 
O'REILLY. J P Region 3. Atlanta. Office of the ©Irector 
iai/03/011. 01/12/31 HANCOCK. J A F V nr Ida Power Corp lOpP 

13149 199 34X Fiche 30-303. 03/01 /39. 6303000064 


— 8203080094 IE Emergency Preparedness Appraisal Rapt 50-302/01 14 un 

BlOSl7~37 No noncomp I tance notad Maior areas Inspected 
admlnlstrat Ion. emergenc y organltation 4 I raining* emergency 
facilities & procedures 

PERROTTI.D. j , STANBDERRV.kl M. . ROEMMICH. R Division of Emergenty 
Preparedness 4 Operational Support 01/13/16. 95pp 13143 30'/ 
a4X Flche 50-303.03/01/39.0203080064 


0303190358 Ack receipt of 030204 ltr Informing NRC of steps taken to 
correct violation noted In IE Safeguards |nsp Rept 
50-303/01-30 

LONG. F J Division of Project 4 Resident Progra-as 82/03/09 
HAA'COCKi J. A Florida Pouer Corp Ip 13346 390 34X 

F lehe 50-302. 82/02/09,0203190258 


— ©303170111 "Cgclo 4 Startup Rapt. Mar 1903 " 

• Florida Power Corp 63/03/31 60pp 13314:313 34X 

FlCha-30-302.83/03/13. 82031 70110 



;• i. If rr viclaliont not ad iti H 

s»>t • ••■? 7-<3t-6<i toef»ctl»* act ten 


^ FI;ci--a Ft.»' C:rp tiHOSiC* 

c« Dirnctcr ?;p 1234<> i’41' 


fciaafrtal bll30» Itr inFortKir; MC of 

.Jlirrt 'ctat in It t'erfoncy 


t e'j'C- S 

1 *. Ij 5 n 


e;vo 3 /i 0 HANCccn.j A 

jot fn*» 3C-3Da-0SfO2Mb. 


Ofac 5'/ -102/81-30 cn 611203-020122 


-6203230516 Botpondo to NflC 011113 Itr re vlolotlnna noted In If- tm. 
Reot» 30-302/01-21 %. 30-302/01-23 Correct we actlont 
conCtnuout fire >/atch util ie maintained until fire 
tarrier restored operable 

KfAOlS.OO Florida Pouc* Corp 82/01/23 O'flElLLV.jP Realtr 
3. Atlanta. Office of tre Director (BI/03/01> 7pp 13410 |34 
24« fit he 30-302, 02/03/10.0203230907 


-0203230333 Rerpondt to NPC 020318 Itr re violations noted In |fc Imp 
K»pt« S0-3Q3/B1-25 Correctue actions control of firs doors 
will be increased t. fire watches established 
HAROtS.O 0 . lOTkEHAOS. T C Florida Poiuer Corp 02/01/07 
0'Rf.tH.v.J P Raoloo a. Atlanto, Uffice of the Director 
181/03/011 4pp 12410 141 24X flch* 30-302.02/03/10, 

0203230307 


!. fissidtri Pcotraas 
»r Corp 2p; 12J|3 190 
;i '03C; 


62/02/22 

24X 


' » 1 


: ■%: r-ect to lC2/8i-30 ;n 0I l 203-820122 lie none erp I lane e 
a-eas i-ipritej plant seerati ens- sec ur I t(j- 


■ .l.-« a.pnta 

r '.a • 1 r<ll> 

i-jj-a-s 

• - * ' t 3 ' 


: £“s. rerc enf sr- inj cperatlcrs rapts b 

t w 3B0-.IM f E . V L Division of Project 4 
9 ; 02/22 I4pc 12313 192 24i 

cl;C31T0332 


tr tC t'-is '•■.lice 62- 31 . Revs srer. 1- "Autiliary 

‘.-j ticcc-i Besjltinj Free uestirptouse H-2 
■ > ‘ -t •*:: ' 'asperse required 

’ ' ®eji:' 2 Cffics cf Director 82r02/3«> uuHlO.ti t 

: i:a V .a' v !.ic>.| Cq 4pp 12139 IG3 24K 

-• * ■ I iC r. 2 .ii El , 3 13034 9 


-0203250544 ResfonSs to NftC Itr 820310 Ur re violations noted In IE 
Insp Rests 50-302/81-21 Corrective actions nau form 
instituted Nov 1901 which clearly defines rasppns I b 1 1 1 ea 
of escorts for red-badged visitors 

OAVNaRO.P V Florida Pocior COTp Qt/12/ia O'HEILI-Y.J P Bsjtcr 
2 Atlanta- Office of the Director 101/03/01) 6pp 18410 143 
24* Ft Che 30-302.03/03/16.0303230307 

-0202250333 Forwards IE Insp Rept 30-302/01-23 on 011117-20 t> notice 
of violation 

HtU-COG.P J Reactor Project Drench 2 01/18/00 HANCOCK, J.A 

Florida Power Corp 2pp 12410 131 24* FUhe 30-302.02/03/16. 

0203250507 


-6203250562 Notice of violation from Insp on 01 it 17-30 

• Reactor Prdject Oranch 2 Gi/18/oO Ip 12410 133 

Ficrs 30-308.02/03/10.0203230507 


a»)s IE l-i; Notice 62-63. -Environ Tests of Electrical 

Se;i:' 2 Cfflce cf Director 82/03/04 1/HfllO.R E 
V t i}-,t Co App 12115 24» 

> P r3'3« 8< .'31/044 I 


-8203250571 1C Insp Rspt 30-302/81-23 on Oiil 17-20 None oFp 1 laoc e notrd 
nonfunc tlonal fire door between hot machine shop 4 auttllary 
t> )d9 

NlLI.eR.UM , cOnuOH. I £ Engineering Inspection Branch 01/12/03 
Ip 12410 154 24* fiche 30-302. 02/03/ 10. 0203830307 


4:4 A , cf 81I22J Itr infcrming NRC of step, talen to 

•a. I -.3,ac,:ss rjtad iv IE Isap Rapt 30-302/91-09 
- 1 . -ISIS- ea f-s^act A Rastssnt Prsgrens 82/03/09 

' e iii-isa f;<,r Cerp |j 12317 099 24« 

•a . 1; :3'39. 6233170414 


-8203250300 Forwards IE Insp Rept 30-308/01-81 on 010983-1023 4 notice 
of violation. 

KELI.OCO. P J Rsector Project Branch 3 02/11/13 HANCOCK. >> A 

0203253507 '**'^*’°'^'* 13410 161 84* Fiche 30-308.02/03/10. 


‘-’i .**- ra-isss -ospensa to fUC 810610 Ur re violations 

3.ai t£ ,-sp eppt 33-K2/01-O9 re IE Bulletin aOMl 

-eS/oo/on 4 ^ ^2317 tsr'*" 

.<« f.t-a t. ',.'2.02 CJ-07. 9203170414 

-•rl.’t^ *' ! '*'•*** 9f 0tiC2l Itr intorning nRC oI steps talen to 
*s’!* * ‘' ^ = "•O' 90 - 302 / 61-15 ' 

.. Wd.u 143 34* Flea, 30-302.82/03/09, 


-e3032W5a4 Notice of violation from Insp on 010983-1023 

t. V S 01/11/ 13 3pp 12410 163 24X 

Ftche 30-303.08/03/10,0203830307 

—0203250393 le Insp Rept 30-302/01-21 on 810923-1023 Nonromp 1 1 «nc e 
a^nl^r fl ettabUsh fire watch following lots of 

® OaTler 4 failure td follow procedures 

during refueling activities 

Rla^t^V ' ° ” • eSOWNEEE.V U Olvialoo of Resident 4 

r!rK!Lr.nii®L‘ 0l'H/l3 I7pp 18410 166 24* 

Fiche 30-302.62/03/18,020323030? 

fffOfts 4 related correspondence 


.*’c.c‘'4■^L?:;'t 04u,„„cy of 

•M‘«a-u -■ '"f*4u*rcu of * 0 ^ug -fle{aii7° 

-- . 6, ' 0203170519 

Vv>;45-, cerasrdt IE Info Njtice 02-On -r..i 

tear, 8,,, Clos-.rs Studs - No" Steam Omtrator 

t-asttd oiuos No written response 

srif, Pc-ar 4 Eight Co 0?/03/l2 UKRIC.R F 

"«4, e „ loa N,cl.^. u] ioo I,., 

us 5 ; e3;C3/l2 B 20 329048I ® 

raa-i-i Fr;,,J«,‘^ Watice B2-07. -Inadeguat, Security 

)-Me f»v,r 4 ujht Co “12424*^07'' ^^^-^O^/IA OhRlo.q fe 

». 5 ' «s.' S 2 03 / 16 .G 203 . 2 oS 30 

Wf Aci rstejpt oe D20124 1 c, 

•.•i'.r:; - » M.: Suu'SiCit:,:” 

• ■■*■• »• «-J'lB 023325050? * 24* 


°^MAR0?S^0 o°'^'*Fi^''*ia“'’n''*'' “'’•''•'•'’S Fept for Feb 1982 
SfUW 0?flr^ ®3^03''>2 DEVQUNO.R 

Firr. V L ^ Inspection and Enforcement 

rich* 50-302. 82/03/12, 8203160239 




Dir^c tor ‘fc 
X 32 ^Q 220 P 4 X 


^‘boOARt'd fept for Feb 1902 

sooARr.o Florida Power Corp 02/03/01 4 n„ 

Fiche 30-302.82/03/12.0203160239 


18290 221 2 A* 


S Reportable occurrences, LGRe 4 related 


cor r*4pond*tic€ 


6203060047 Forwards LER 02-003/01 T-0 
L0TKFHAU3. T C , MADOlS.tJ 
0'REIU.V, J p 


0 Florida Power Coro 
?•— Otcector Ip 


Fiche 50-302.02/02/13,8203000047 


02/08/12. 
12134 003 


?f!a?v, tody of «uu ®?°>2S-«C8 pr.stur. bounder, leeb Pou- 

fet.^:; ‘'‘•Fm.lly Indued cyclic 

tnpxLed UcMlor ‘"•t.Ued In 

Duic'tor*^ 82/02718 Region 8 , Office of 

3pp I3I34 0G4 24X Pi c#*# 30-302. 03/02/ 12, 8203000047 


8203080130 Forwards UEH 88-004/011-0 
UiJtKdHAOS* T C a f) ft t* a •% 

O HEILUy. JP 82/08/18 

FI Che 50 - 302 . 62 / 02 ?? 8 .l 2030 ^? 5 o ‘2133 147 


24 X 



--8203005140 LEfl 82-004/01 T-0 on 020129. dur ing visual lfi»p of BtP-A seal 
pat kage ■ ( r g ( (t in uald batuaan third stage cavitg & vent 
pipe discovered Caused bg crack in ueld joint, mhere vent 
pipe neets cavltg Rebuilt Spare seal package Installed 
BROWN, C 0 Florida Power Core 82/02/ 12 Region 2. Office uf 

OtrsetoT 2pp 13153 ids 3dX Flthe 30-302. 02/02; 12. 82030lt0r.!0 


3203000336 Forwards LER 82-003/031.-0 

LOTKEMAUS, T C . NAROIB. 0 0 Florida Power Corp. 02/02/12 
O'REILUV.g, P Region 2. Office of Olrector Ip 12136 299 ?4X 

FI Che 30-302. 02/02/ 13- 03030B0336 


—6203000564 uER 82'003/OaL-0 on 820119.173 «, 33-Pt ulnd direction & 
ambient tamp monitoring channels found out of callbr Caused 
bi| inslrutrent drift Insiroeeote recatibr 6 returned to sve 
820126 Meteorological monitoring touper design under revleuj 
OnOWN.C.O Florida Power Corp 02/02/12 Region 2. Offlcr of 

Olrector. 2bp. 12136 300 24x F I the 30-302. 02/02/ 12. ©2030110?. 36 


0203080474 Foruaros LER 82 -006/031.-0 

LUTHEMAUS. f C , MAROIS. 0 0 Florida Power Ccirp 02/02/16 
O'REIlUV-J P Region 2. Office of Director Ip 12137 188 24X 

FI Che 50-302. 82/02/16. 0203000474 


--8203090477 LER 82-006/03L-0 on 0201 23, dur I ng leeeltlg battery check. 
8P-S20.on station battery 3Q. pilot cell 119 failed to meet 
acceptance criteria Caused by dissipation of charge Detueen 
sur ve 1 1 1 anc as . 0a 1 1 ery recharged 6 returned to sve 

FORD. E U. Florida Power Corp 02/02/16 Region 2* Offlcr of 

Director 2pg 12137 187 24X Flche 30-302. 02/02/ 16. C2030l«td/4 


0203000462 Forwards LER O2-007/O31--O 

LtirKEMAUS.T C , MAROIB.O 0 Florida Power Corp 02/03/16 
O'REILLV, JP Region 2. Office of Director Ip 12137.194 l»4X 
F Iche; 30-302. 02/02/16. B20D0804Q2 


--020'30B04VO LER 82-007/03L-0 on 0201 23. s tar t Ing air pressure for 
emergency diesel generator 0 too low for automatic start t. 
air pressure low alarm did not actuate Caused by E0V-l6.alr 
tank blowdown valve not fully closed 6 alarm malfunction. 

FORO.C. U Florida Power Corp 82/02/16 Region 2. Office of 

Olrector 2pp 12197 193 24X F 1 che 30-302. 02/02/ 16. 8203080482 


8203040166 Forwards LER 02-00a/03L-0 

LUTREMAUS.T C . MAROIB.O 0 Florida Power Corp 02/02/26 
O'REILLV. J. P. Region 2, Office of Olrector. Ip 12117 163 ? 4 X 

F I cha 30-302. 32/08/26.8203040166 


'8203040169 LER e2-008/03L-0 on 820127, nC8 leak of last than O I gallon 
par minute discovered In letdown cooler A Caused by 
lube-to-sho 1 1 leek In cooler. Letdown cooler A isolated 6 
will be replaced w/spare cooler. 

8R0WN. C. 0. Florida Power Corp 02/02/26. Region 2. Office of 
Olrector 2pp 12117 164 24x FI c he 90-302. 02/02/26.0203040166 


OOCRET 80-304 ZION NUCLEAR POWER STAflOM, UNIT 2 


F Security, medical, emargency h fire protection plans 


8100310160 Ralaasat public version of revisions to Implementing 
procedures for emergency plan consisting of Page 1 to indei 
6 Pages I S. 0 to Emergency plan Implementing Procedure 
330-1 

FELTON, J M Division of Rules and Records 81/08/24 Document 

Managtmsnt Branch. ip 07806.001 24x FI chs 90-293. 81/08/24, 

0108310160 


— 8108310172 Forwards public version of revisions to Implamantlng 
proesdurts for emsrgancy plan consisting of page ) to Indan 
6 Pegs* 1 V 8 to Emergsricy Plan Imp 1 smant Ing Procedurs 
330-1 

PLtNL.O. Commonwealth Edlaon Co. 81/07/26. DENTON, H R Office 
oP Nuclear Reactor Regulation. Director. Ip 07006.001 24x 

Flcha: 90-293.81/00/24, 0100310168 


— 6I0B31OI77 Public version of revisions to Implementing procedures for 
emergency plan consisting of Page 1 to indai t< Pages I l> 0 
to Eirergency Plan Implementing Procedure 330-1 
e Commonwealth Edison Co. 01/07/28. 4pp. 07006 001. 24 X 

FlChe; 90-29 3. 01/00/24. 0 108310160 


0203030039 Rsgussts rsvleu of anc 1 BNL technical evaluation rapt. 
“Poft-Ftre Shutdown Capability " Info should be submitted 
within 60 days. 

VAROA. 8 A. Operating Reactors Drench 1. 62/02/00. DEtOEOROE. L. 0. 

Conmonwealth Edison Co lipp 12147:139 24X Flche: 90-299. 

82/02/06. 8203030033 


82030402/6 Releases public version of revision to emergency plan 
implenenting piccedure Indus 

FELTON. J M Division Of Rules and Records 112/02/23 Documri.t 

Management Hranch Ip 12130 Dl3 24X Flche 90-393.02/02/21.. 
8203040276 


' 8203040313 Forwards public version of Revision 3 to energency plan 
Iff.pleesntlr.g procedure indet. consisting of revised Pages 1, 

4 6 3 to Procedure 420-1, "Technical Support Ctr Quarterly 
Surveillance ' Procedure change reguest enci 

PLII'.L.O Com-onwealth Editor. Co 82/02/16 DEnTO.N.H R Nllt - Nn 
Ootalled Affiliation Given. 3pp 12130 01/ 24X 

FlChe 30-399. 02/02/25. 0203040376 


■0203040321 Public version of Revision 3 to emergency plan Implrmentt 
procedure i nde t . c ons I s t Ing of revised Pages ).4 6 5 to 
Procedure 420-1. 'Technical Bupport Ctr Quarterly 
• Coemonwesith Edison Co OP/02/ll 4pj 12130019 24X 

Fichu 30-29 5.02/02/23. 820,T04O276 


8203100010 Releases public version of revised emergency plan 
Implementing procedures indet Receipt form enc 1 

FElIQ'I. a M Division of Rules and Records 02/03/01 Ooc umeni 

Managerieiit Branch Ip I2l9l 260 24x Flche 30-293.83/03/01. 

0203100010 


--6203100014 Forwards public version of revised emergency plan 
Implementing procedures indei 

FlIML.O Coo-monwealth Edison Co 83/02/16 OENTON. Ii R NICl. • Ni. 
Detailed Af f 11 lat ion Dt ven 2pp 12I9| 26J 24X 

Flche SO -29 5. 02/03/01. 0203100010 


--0203I00017 Public version of revised emeryeoc./ plan imp le.sent ing 
procedures index 

• Coreionjealth Edison Co 83/02/16 2pp l'2V<ll 263 34x 

Flche 20-295.02/03/01.6203100010 


8203170320 Ac! receipt of 020216 Itr infur-ming NRC of schedule for 
correcting prompt public notification sys deficiencies 
prior to D30601 Appropriate regulatory actions will be taken 
If deficiencies not corrected 

lltNO. 3 A Division of Emergency Preparedness 6 Operational Support 

□2/03/11 HEED.C Coro-monjea I tl» Ed I son Co Ip 13319 246 I'hx 

Fiche 30-000, 02/03/1 1. 0203170320 


0203100340 Releases public version of corrected page to esiergonig 
plan Implementing procedure 

FELTON. J M Division of Rules and Records 02/03/11 Documei.l 

Monagement Branch Ip 12342 173 24X Flche 30-293.02/03/11. 

8203160340 


--8203100550 Forwards public version of corrected Page 4 to Emergency 
Plan Implementing Procedure 410-1 Receipt form encl 
PLIML.O Commonweallh Edison Co 62/03/23 DeNTO.N. H R Office 
of Nuclear Reactor Regulation. Director 2pp 13343 174 24X 

Flche 60-293.82/03/11.0203100548 


--6203100331 Public version of corrected Page 4 to Emergency Plan 
Implementing Procedure 410-1 

» Commonwealth Edison Co 02/02/32 Ip 12342 176 24X 

Flche 30-293.02/03/11.0203100340 


8203220074 Releases public version pf corrected pages to e.mergency 
plan Implementing procedure 

FELTO.N. J M Division of Rules and Records 02/03/11 Ooc uirent 

Manageirent Branch Ip 13374 290 24X FI c he: 30-295, 02/03/1 I . 

8203230074 


--6203220079 Forwards public version of corrected pages to emergency pi 
Implementing Procedure EPIP 190-1. "Communications 
Director '• Receipt form ancl 

PLIML.O Com.-sonwealth Edison Co 82/02/23 DENTON. H. R Office 
of Nuclear Reactor Regulation, Director 3pp 13374.399 24X 

FI cue 30-29 3,02/03/11.8203230074 


--8203220082 Public version of corrected pages to Emergency Plai. 
Implementing Procedure EPIP 190-1. ‘‘Communications 
Olrec tor. " 

e CommpnweaUh Edison Co 01/12/13 2pp 12374 301. 34 X 

Flche 30-293.02/03/11.0203230074 


0203230206 Confirms 820316 (i 17 tel cons re re gulrements for independei.i 
fire protection l> lost prevention program, I nsp I, audits 
Annual Insps tray be done by Outside fire protection f|rm to 
meet intent of Tech Spec Section 6 0 h 1 t 2 
&CMRaE0ER.C U Commonwealth Edison Co 02/03/17 OEVAN.R 
Operating Reactors Branch 2 3pp 12301 23? 24X 

Flche 30-000,02/03/17,0203230206 


R»lE’de«t potlic of reviftion to plivii-On »««lttdnc» 

OireitOTi, *C' en«rtr&r. At'^ttor em»**5ei\t^ plar i ^ p j r-9 
prot 

FCLTON. J n Division of Rlil«? df'd R^cordt il2/’Q3/17 Oocc.'teitt 

M»r a}e-ef>*. aran(* >p I240fc COl a^X Flt»e 30'CC0. 63/03/17. 
6303 2 40P3 I 


• -ROjSrOIO^l Foriuarde atatut of operating PUR dmlllary feeduiator ay* 
es'aluattora tor Weatlngnouta. C-E t StiH NaSB planta 
r’AITMewS. P ft AoilUarg Sy at ante Qranch t10/0;}/39 BENAROYA. V 
Abisliary Sy«ten:a tlrancii 14pp 13760 3S9 34X 

Hcte 30-000.01/06/04. aa030 1000 1 


-0303340361 Fur-.ard» public vartlon cf Revliton I 
directory fcr en./lr}n dlrectcry emergency plan 
prc< edure^ . lotlodmg procedure? £C-(>d«st>e? 4 
reepnnetD I I I ties of environ airectai 
CHAf.tY.VL Coirron^ea I tr Edlton C9 02/03/03 
Office. Office of Cn?pectlQn and Enfarceeient 
Fjcl.o 3/)-00 0. 82/03/1 /. 0203340231 


to environ asetetanir' 
(«; I enen ting 


Director 'a 
ip 13406 004 74 X 


-'0203240203 Public vereicn nF ftevteion I tc environ aeetetance directory 
to'- oJivlrcr clrectcr e'ergency plan t rp 1 enent I n{ procedures. 

Including Procedure L'0-1 re duties 4 resocnslo i I 1 1 1 es of 
environ director 

• Cc-'rsouuaUA Edisor Co 82/02/211 330pp 12406 009 3flX 

f icne 53-COO. 03/03/17. 620 12402.1 1 


-9C07030137 Otscusse? schedule for inp leeenlatt on of last I f* uf lti| 
action plan Similar new OA regol rementt i/tll be 1 mp leicont e d 
for facility reviews 

KAASS.UP OuaUty Assurance tlranch 80/04/04 OENTQM. M U. 
Office of Unclear Reactor ftegulatlon. Director Ip 12766 DID 
241 f iche 50-000.61/08/04.8203010001 


•OOI 1 1*70173 Provides co.’iments pn facility responses to NRC BOO'7ltl Isl 
request re oasis for auiltlary feeduater sys floui 
requirements Sys must be Supplied to at least tieo steam 
generators In cirder to provide adequate heat transfer area 
SPEtS. r P Reactor Systems Branch 80/10/27 PARR. 0 AuilUorn 
Systers Branch ?pp 12752 273 24x F i che 50 - 000 . 81 /00/04 . 

820301 OCOl 


0203260150 Releases public version of llcersee ins true 1 1 cins for 
dividi'ig environ eirorgency ir.p I eaien 1 1 ng procedures Into tu-: 
sepaiate procedure buoSs Far environ diiectcr h environ 
group 

FEuTOf/. 3 M Division of Rules and Records 82/03/17 Oocunnnt 

Management Or ancti Ip 12440 037 34* Fichc 50 -COO. 62/03/ V f. 

820.1260' 50 


--02O3P6O157 Foruards public version Of instrucituns for dividing euviioti 
e-ergerej i .-p i enen 1 1 ng procedures into two separate 
procedure boots for envi-on director t environ group 
CAHNEV.v/l Co— noncealth Edison Co 82/03/01 OcNTCIN.HR 

Office of Muctear Realtor Regulation. Oirectar 3pp 13440 03(i 

24* Fife 90-<;00 82/03/17.0203360130 


G A1 ludicalor 4 cor r e sg grdenc e 


--8303010036 Forjards outline of proposed review of facility re ACnS 
concerns about Sys interactions 

nOLCER.R L Co-monueal th Edison Co 77/10/21 8TECL0. V Offli. 

of Muclear fleector Regulation. Director I3pp 12768 247, 24* 

Fiche 30-000.01/06/04. 8203010001 


--6203010061 Sur- ary of 770817 meeting w/utll re ACRS COuirents 6 
recom-'eila 1 1 ons on syS Interactions 

7ECM.G 0 Operating Reactors Brand. 1 tPre 7906231 77/0U/31 

Operating Reactors Branch ) (Pre 790623) 3pp 1 2768 260 24* 

Ficne 50-000. 01/08/04. 0203010001 


- 0203010073 Discusses scope of sys Interaction review Two eianplo* o 
passible studies outlined 

DE60ER. M ACRS - Advisory Committae on Reactor Safeguards 
77/06/17 CDSSICH.L y Office of the Eiecutlve Director for 
Operattens 2oo 12768 371 24x Ftche 30-000.81/08/04. 

0203010001 


320124017V Confirms 020210 conversation re URC Investigation into nee 
of drugs or alcohol by uOrliert at plant to ensure that 
operation poses no undue risk to public health or safety 
OU'RnQ. 9 O Rulearaiing & Cnforceirent Division 02/02/12 
nARTIAE/.R fietional Labor Relatione Board |p 12394 149 34* 

n che 30-295. 02 » 02/ 12. 8203240 179 


J Insurance ti indemnilv i n f orrat tor. 


0203240139 Forubrds tr.dor se ments a tp MELIA Binders EB-1.E9-2.E8 3. 
E8-24. E8-30.EO-43 i £8-41 

R5TER. ./ CecncnwsalCh Fdlson Co 02/03/24 SAlffMAlj. j Assistant 
Oirecter for State A Licensee RslatSons Bpp 12430 203 24* 

ricte 55-030. 62/03/24. 82032901.19 


--0203100372 Notification of Plant Arrangements Subcommittee 701025 
-eating in Uaeh i ngton. DC to discuss NRC Teak Action Plan 
A-17. eys Interactions In nuclear power plants t. facilities 
sys Interaction study 

s NBC - No Detailed AffiUatlon Given 78/10/23 NRC - Mn 

Detailed Affiliation Given Ip 12777 (64 24* 

Ficne 30-000.81/08/04.0203010001 


--0203170163 Forwards comments on C Michelson 790117 Itr re sys 
interaction study DOE vouchers encl 

REED. C Coe-sonweal th Edison Co 79/03/09 OENDER.M ACflO 
Advisory Committee ori Reactor Safeguards 7pp 12779:031- 24K 

VIC he 3O-CO0. Bt/OS/04. 0203010D01 


f Operating license stage documents & correspondence 


8203510001 Addl response to FDIA request for 30 categories of doiuments 
re NL''rr.C-066O. "NRC Action Plan Eoru;ards doconenti listed 
In Appe A. 6. C t, 0 Info oai'tlally withheld fr«f f'OIA 
Eiemptlon 3) 

FElTON. J M Division of Rules and Records Bl/00/04 nADCE IV. I . >1. 

Kaye. Scnoler. Pieman. Hay s & Handler 9pp 12755 006 24* 

Fiche 30-293. 81/00/04.0203010001 


- -600S070225 Forwards util 800323 response to NRC request fpr addl info 
re requif sirents for auiltlary feedwater sys Verifies that 
operating plant autoeatlc feedwater sys flows art adequate 
for design basts transients & accidents 

BFriABOYA.V Auiltlary Cgsterss Branch 80/04/11 NOVAK. T 
Reactor Sgste'ss Branch. 2pp 12733 110 24 k 

Fiche 30-000.01/00/04.8203010001 


- B005070964 Requests evaluation of util response to generic request fur 
tnfo re auitltary feedwater sys flaws Evaluation required 
to verify Chat flows are adequate for design basis 
transients or accidents Util response enc I 

BENARQVa. V Auitltary gystems Oraocn 80/04/03 tiOVAK.T, 

Reactor Systems Branch ip 12753 119 24* Ficbe 50-000. 

81 7 00/04 . 02030 1 000 1 


•BC09130623 f o rsar d s inip requests for utils for par 1 1 c Ipatl on in 
interim reliability evaluation program as followup La 
Crystal River effort EABs b LERs are heeded by 800319 *. 
refsalning info t>y B00601 

HATT60N. ft u Ojvtsion of Safety Technology 80/03/05 
EIEENHiyr.O O Division of Licensing 4pp 12'/6I 001. 24X 

Fiche 50-304.91/08/04.8503010001 


B203330269 Forwards comments re rad lot ogt cal effluent Toth Bptes b 
Clffsl te Dose Calculation Itafival Comments Identify areas 
jhere Submittals appear Jef Ic I ent. add 1 justification may he 
needed or contractor understanding of intent incomptste 
VASSALLO.OB Operating Reactors Branch 2 02/02/03 DELOEOROf. L 

Cammonuealth Edison Co 3pp 12119 008 24X FI che 30 - 000 . 02/O2/C 

8203030269 


"-0203030276 Forwards questions re radlologtcat effluent Tech Spec® h 
Offsite Dose Calculation Manual submittals that will be 
addressed In discussion u/utll 

SIMP6Q*J. F 0 GCbQ. Inc 02/01/19 HIILIS.CA Effluent 
Treatment Systems Branch 23pp. 12119 011 24X 

Fiche 30-000.82/02/03.8203030269 


0203040086 Dubmlts mod to action statement requirements contained In 
610923 trans.s 1 1 ta 1 of STS re noble gas monitors 1. 

NLiREO- 0737 Items ItFI l&ltFl 2. Reques t for es tens Ion 
to 620301 under review 

VAROA. S A Operating Reactors Branch I 82/02/09 DELOEOflOE. I- O 
Co/rmonuealth Edison Co 3pp 12147 170 24X FI che. 30-293. 82/02/1 

6203040086 


8203030013 Forwards Franltlln Research Ctr review of ANSI K14. 6 
( TER-C 5237-439) re special lifting devices. per util 82D127 
request Util should use review as guidance for responses on 
control of heavy loads issue 

vAftOA. S A Operating Reactors Branch I. 82/02/tl. DELOEOROE. L O. 
Coeironsiealth Edison Co 3pp 12147 130. 24X Flc he' 50-293, 92/02/ 1 

8203010013 


0203010329 Forwards requests for info rs tnstatlsd TMl action plan 
Items Response should be sent te Franllln Research Ctr 
within 30 days of receipt of Itr. 

VArOa. S A Operating Reactors Branch 1 82/02/18 OELOEOROE. L 0 

Co-nronweal th Edison Co 6pp 12147 089. 24X Fiche. 50-293. 82/02/ ! 

0203010329 


DOCKETED ITEMS 


ie 


a;0305a479 ftequ f St4 not » f It av loi> ot loioptianie prolilrot u/Nl®EO-nvj/ 
Ilatn ttl 0 3 3 re Iriproved In -plant Iodine I notnitnentat t on 
onder accident conditions Notirtcotion pipected ulthin 
30 dojo 

VARCA. S A nperating Reoctore Oronch i 02/02/19 OtLOEOROt- I. (I 
CoT-ons.aaltt tdison Co 2pp 12139 332 24 K Fithe 20-395, 02/02/ iv. 

83030904/0 


3203320323 Retponds to Oen»ric Ltn 02-1. "Neu Applicaijons Survey “ 
lit) 1 does not plan to suOrit any applications or requests 
For NRC revleu/ prior to 041231 

SMART/, t 0 Conrionweal th Edison Co 02/02/24 CtBCMIor.O C 
Division of Lliensing ip 12077 «b<j 24 X 1 Icbo 30-000.82/02/24. 
6203020332 


0233090031 Requests cooi-ients on enc 1 OKI. reviesj X. rept on proba h i 1 1 c 1 1 . 
safbty study U/o enc t 

NOOAit.T.fi Assistant Director for Operating Reactors 02/02/24 
plOPR. O Co<sr>onuea I th Edison Co 2pp 12173 033 24 k 

Flche 30-293, 02/02/24. 0203090031 


0203080284 ‘Degraded Orid Protection for Class It Pouer 0yv.71on 
Station. Units 1 t. 2. " inforisal rept 

UOV.A C EOt.0. Inc FIN A-/.42V 0303000204 02/02/20 

P9EVAT1E. H L Division of 5gstp/rs Integration (post 0110031 13|.p 

12160 233 24X Fit ho 30-293. 82/02/20. 0203000204 


8303160211 Foruiards addi Info t status of NunE0-0V37 items par 011123 
tc 020122 requests Responses to KRC request for addl Info le 
He st Ingti Ouse RVtlB D suirsarg rept enc 1 

EvFaRT/.C O Cormonueal tn Edison Co 02/03/01 EISENMUT.p 0 
Division of Licensing 30pp 13306 006 24X Fiche 30-00(). 02/03/01 . 

820316021 V 


B303160033 Advises that reactor operators/senior reactor operators 
training rveets raqul r enen t s of Tfll Action Item I A 2 1 4 
Requests subntttal of tratntng program outltne Indicating 
that training also satisfies Ite.si 116 4 requirenonts 
VAROA. 8 A. Operating Reactors Drench 1 03/03/02 OELUrCROL. I. (i 

Coa*^onidealth Edison Co 3pp 13323 094 34x Flche 30-393. 03/03/0;-. 

□303160039. 


8203150100 Requests conmitnent to comply u/IMl Item 1 1 K 3 3. requl >' li<|-. 
that future challenges of relief valves or safety valves 
siould be docusiented via annual or monthly operating repts 
VAROA.S A Operating Reactors Qranch 1 02/03/03 OCLOEOflOE , L tl 

Co-.nonuraltb Edison Co 3pp. 12339 337 34X Flche 30-293, 03/03/0‘,. 

0203130100 


0203110001 Ooneric Ltr 83-04 to all licensees of operating plants, 
applicants (or OU t. holders of CP re use of INPfl GEC-IN 
program. 

eiGEMI'uT.O 0 Division of Ltcsnstng 82/03/09 llhUBPURO. A 
Consolidated Edison Co of Neui Yort OtOC- D P Ninyara nohaui. I'oui.i 
Carp LYE. H P Northern Indiana Public Service Co 2pp 
12331 031 24X Fit he 30-000.83/03/09,0303110001 


0303320467 Requests review of proposed Tech Specs developed from NRC 
review of probabilistic safety study Comments 6 revtslons 
requested within 30 days of receipt of Hr 

VAROA.S A Operating Reactors Oraoch I 03/03/09 DELOEOIIOE. L . 11 
Commonweal tt Edison Co |2pp 12391 330 34x Flche 30-393. 

03/03/09. 0303230467 


6203330070 Summarltes NRC positions re Investigations Into alleged 
drug 6 alcohol use at plant Positions stated are limited 
to current Investigation (■ not to future NRC investigations 
Into drug use at plant or other plants 

ltei>Pl.F.R, J <5 Region 3. Office of Olvector 02/03/09 REEO. C 
Co«"ndnLteal th Edison Co 2 pp I23Q0 267 24x Flche 30--293. 03/O3/OV. 

6203330070 


6203220932 Forwards "Revleiii of Hon Probab 1 1 1 e t Ic Safety Otudy Sys 
Analy st e. " 

VAROA.S A, Operating Reactors Branch |. 83/03/10 DELOEOROI , L tl 

CcmronwoaUh Edieon Co 6pp 13374 003 34X Ftcho 30-393.03/03/10. 

8303230333 


--B203320334 "Review of (Ion Probab 1 1 1 e t i c Safety Study 8ys Analysis 
HICKMAN, d M Sandla Laboratories 02/02/15 9pp 123/4 009 
34* Ficho 30-399. B3/03/I 0.0203230533 


□303240441 Foruardt request far addl Info to complete review of 
response to W\inE<J-0737 Item ll.C. I re HCS high point vents 
Reply requested within 60 days Questions re technical merit 
of guidelines should be resolved through owners groups 
VAROA.S A Operating Reactors Branch 1 82/03/16 DFlOEORCC. L 0 

Codironuealth Edison Co Spp. 13406:340 34X Flche SO-S99. 03/03/16. 

□303240441 


0303290151 Foraar;s Revision 30 t o Ct t-A. "OA Proqrsfi for .‘Jicllai 
venerating stations. • per MFC 0303(3 request 

F.WARrf.f D CoiTTOnveol th Edison Co 83/0.1/ 19 WAA55. N P Uualltii 
Assuranro brunch Ip 134:;D 243 24X Flche 90- 000- 02/03/ 1 V. 

02032901 51 


■030329016/, Revision .70 tc CO 1 -A. "9A Program for Nuclear Cenerot > in. 

*jte> t \ I>1^% 

g Co'imonv.eal th Edison Co CE-I-A R30 02/02/17 50pp 

1243.) 244 34X firhe 50 000. 02/0.3/ 1 9. 02032901 5 I 


*1 Inspection reports. IE Oullotins f. c orresp on4«nte 


0203030300 Forwards results of liquid sample an.iigsc-s peifoi.-ed fur 
010939-1001 conflrsaroiy m-easur ement s program Results 
close out Open Iter 2 frjr. IE tnsp Reply 30-299/01-34 t 
50 -304 /(1 1-20 

0RAES5!€n.K L Communv.eal ih Edison C.i 02/02/16 HEPPlER. J (• 

Keg 1 0*1 3. Office of Ulrector ?pr. 12093 'JHA 2/.X 
Flche 90-295. 02/03/ 16. 0203030390 


0203030469 Submits irontnl, status reft re evaluations perfor.-ed ii. 
response to IE flolletiu 39-14, "Gelsmlr Analysis For 
As-Dul It Saf e t y-Re 1 a t ed r‘ipiiig. per 000010 request 

RAUSCH. I J Comm.qnae.sl th Fdlson Co 02/02/19 KCPPLER. J 0 Hipl.. 
3. Office ef Director 2p(. 12099 313 24X Fiihe 50-030. 02 /O.’’/ I'/. 

8203030469 


02031(0234 roiwarjs tC Insp Rept 30 304/H(--22 on BI(0('J-I4 I. 02020.1-04 
No none oT,s 1 1 anc a noted 

NOHEL ItJtl. C C Utvisien of Engineering C fechiilcal Inspection 
02/03/24 HFEO.C C ur.ronwea 1 t h Edison Co 2pp 12213 120 PAX 
Flche 30-.304. 02/02/24. 02031 10234 


--0203110256 IE Insp Rept 50 304/01-22 on 011013-14 6 020203-04 Ni 
iioi.c omp 1 1 an c e noted fla;oi areas Inspected mseivice Insp 
activities ol;served by review of doc uiren i at ion 6 
c or 1 1 f 1 c a 1 1 oil of metis equlpirent 6 personi.el 
V.EY.H j . DAtiltLF.CH, 0 i» Materials t. (‘rocessing Gection 
02/02/32 Hpp 13215 132 24* Fiche 30 -3P4. 02/02/34. 02031 H> 2 :. 4 


8203110139 Advises that IF. Info notice 02-01 . Revi s i on I. 'Aurllie'y 
Fue.(water Py-ip l.uclout Resulting Fros Wes 1 1 n.|h0fise W-3 
Cwitch Circuit Kud. ■■ .-as sent to listed licensees 

g Region 3. Office of Director 02/02/36 Region 3. Office nf 

Director 1? 12212 3l3 24* Flche 90- COO. 02/03/26. D3031 10 1 39 


0203170291 Forwards If Insp Repts 30-293/02-06 ». 50-304/02-06 oi. 
020317 No none omp I I anc e noted 

NOnEHUO- C E Division of Engineering 1. Technical Rrograms 
02/03/02 REFO-C Curs-onwea 1 1 h Edison Co 2pp 12312 310 24X 

Flche 30-2V5. 02/03/02. 02031 7029 I 


-0203170293 It |nsp Re;ts 50-299/82-06 6 50-3Q4/K2-06 un 02021 /.Mu 
none oinp 1 1 anc e noted Major areas inspected irasoi.t y wall 
design re IE Oulletln 00-11 

NORfON. J F . UII.I. IAMr<. C C Region 3. Office of Ulrector 
82/02/30 4pr 12312 330 24X Flche 30-395. 03/03/03. 0303 l/0-';91 


03031100/9 Advises that IE Info Notice 03-03. ‘Environ Tests of 
Electrical Terminal Olocis,' was son! to listed licensees 
g Region 3. Office of Ulrector. 03/03/0-1 Region 3, Office of 

Director Ip 13313 34.1 24* Flche 50-000. 02/03/04. 8303 n00/‘» 


8303110239 8ubg.)ts supf- lament »k response to IE Bulletin 80-16. 
‘Misapplication of Rosemdunt Pressure Transmitters " 

Transmitters modified to output code E Restrictions re use 
in saf e ty -re I a ted applications removed 

8UART7.E 0 Commonwealth Edison Co 02/03/04 kEPPlER. J 0 Ri-q 1 i.t. 
3. Office of Olvotiar Ij 12216 094 24T flche 30-295.02/03/04. 

03031 10.T29 


0203330371 Forwards IE Insp Repts 50-299/03-01 h 30-304/83-01 on 
811211-13.10 K 830(07 No none omp I lane e noted 
NCnELtl/8.C E Division of Engineering 6 Technical Programs 
83/03/04 REED. C Comeonuea 1 1 h Edison Co 3pp 13384 2-J4 24X 

Flche 50-395.03/03/04.030323037 1 


--8303230370 IE Insp Repts 30-395/02-01 «. 30-304/03-01 on 01l211-l..‘ «. Ill 
t 830107 No none omp I lane e noted Major areas Inspected 
failure of 3a auilllary feedwater pusip on 3ll3b b failure of 
30 S. 2C auclliarg feedwater pumps on 811311 

C0NNAUGMT0.N. H . OILDNER.M L • PEBCllEU.J M Division of Englncerli.p 
6 Technical Programs 83/03/19 6pp 123B4 346 34* 

Flche 30-295. 82/0-9/04. 8303330371 


8303190333 Forwards IE Info Notices 03-04. "Potential Deficiency ol 
Certain A0A8TAT £-7000 Geries Time-Delay Relays" 6 83-09. 
"Increasing Frequency of Drug-Related Incidents ” 

• Region 3. Office uf Director 03/03/10 Conmonuea I th Edisnu 

Co Ip 12347 090 24* Flche 50-000-83/03/10.0303190335 


■ -OaODS<)OS<>l Corjards (usiK ^er«ion o# Revision | 
dtrectorii fcr envltor <J|i*ectcr^ erer^or.ry plar 
pracedves intUidir.9 Proteljres CU-I. duties V 
r^spon^lbilttifS of ens/irort dtr<*Cto^ 

CKANfY, V L 1 1.*) Cdt^on C<i U2/03/O3 

Cf^ice* Orfjcf of (nit;>ecttoo ard Eft f of'c 

ficho SO -COO. ©7^03/ J 7. 0203240231 


to ^nvtroo ae&ietdiicc' 
I e:^er>tin$ 


Dtractop ' ^ 

Ip t24C6 004 24 X 


Bsoordosao Pjbii< versicn of Revision I tc environ essittonce ilrettovn 
for environ oirectcr energeocv plan ie;Ie®entnj sroteaures, 
ir.cluiir.^ I’roceaurp EO-I re duties & r« sp cns | o 1 1 1 1 1 e s of 
environ d i r ec to> 

• <o«nori.eal to Ed i eon Co 82/0P/5B 300pf 1340* 033 31 X 

f It te 30-COO. 02 / 03 / 1 ?. e20'ia40 23 t 


-8007030137 Oiscuttev schedule lor Inp leeenl at I on of Toek 1 F of 
action plan .Olnilar new 04 requirements will be imp I eirented 
for facility rQvtoib& 

I'AASS. U R OuallCq Assurance Branch 00/04/04 
□ fficr of Muctear Reactor Rejulation. Director 
34K fithe 30-000. 91/00/01. 8203010051 


DENTON, if fi 
Ip 12766.010 


"COl 11901/3 Provides coe-sents on facility responses to NRC 800VIII 
request re basis for auijliarq feeduater sqs flou 
requirements Sqs must be supplied to at least two stean 
jenefators in order to provide adequate beat transfer area 
SPEIS. T P Reactor Sqstsms Oranch 60/10/27 PAfln.Q Auittl 
Sjs terns Branch 2 pp 13792 273 24X Fiche 50-000.01/08/0 4. 

0203010001 


0203260150 Releases public version of lieensec tnstruc ti ons for 
olvidinq eivifon ai-erqenc«j impJementino proceJures Into t,o 
separate pr-jccduce tanks for envvrot. director t> environ 
qroi.p 

Ffei-ICN. J r. Cl vision of Rules and Records 82/03/17 Oocuretit 

tlanagc’ert Branch Ip 12440 037 24 « Fioe 20-CC0. 02/O3/1 7 . 

020326.3150 vu. •/. 


0203260197 Fcruards public version of Instructions for dtvUt 
•eiergenc^ I rp 1 eevent mg procedures into t«»o separate 
procedure toots for environ director t. environ 
CAK'lEy.ij 1. Corvi>nii.eat lb Edison Co 02/03/01 
Office of Muclear Reactor Hequiation. Oirectur 
24 7 f'lche 3 O-OCO. 02/03/ I 7. 0303360190 


Oup 

OENTON. H R 
3pp 12440 038 


Ad JVC 1 c atari, i err e sp undent r 


yv03» 40179 Cunf|-ns 020210 conversation re NRC investigation into i»r,i 
of drugs sr alcobol 6f ■••driers at plant to ensure that 
operation poses no undue risk to public health or safetu 
Bi/I?N3. 9 G Rule.-aiing t L'nf or t a-en t Olvision 32/02/12 
MART Imp 7. R. National i.aOor Relations Uoard ip I2D91 lal 2 *v 
Fiche 90 2V 3. 83/02/ I 2. 02033401 79 


3 Irisurance 4 Indeenits 1 r format 1 on 


--0202010056 FtrsiarCs outline of proposed rovteie of facllttq re ACfi- 
concerns about si;s Interactions 

ODLOEB.Rl Com.'a<>ueal th Edison Co 77/10/21 STELLO. V Off 
of Njclear Reactor Regulation. Director 13pp 12768 247 24 
Fiche 30-000.01/05/04.8203010001 


“ ’0^0^^10061 ilu-.mari, ui 770017 meeting u/utit r 

rec u-medat 1 ons on sys Interactions 
7CCH. <1 0 Operating Reactors Branch 1 (Pro 
Operating Reactors Branch | (Pro 790629} 
Fiche 90-000.81/08/04.8203010001 


0 ACfIB c 

790623* 77/06/31. 

3pp I276Q 260 24; 


r»vl»ui Tuo •■tuples 


--6203010073 ot scusses scope of sgs Interactli 
possible fttodiPfi outHnotf 
BENOEfl. n ACflS - Advisory Coemittee on Reactor Safeguards 
77/06/17 GCaatCh.i. V Office of the Eiscutlve Director Pi 
Operations 2 pp 13/60371 24X Fiche 90-000. 01 /CB/04, 

0203010301 


--6203IQ0373 Notification ot Plant Arrangements Subcommittee 701035 
reeling m lla sh Ing ton. DC to discuss NRC Task Action Plan 
A-t7. sgs interactions In nuclear pover plants & facilities 
sgs Interaction study 

• 6 RC - Nd Detailed Affiliation Given 70/10/29 NRC - No 
Octal IcO Alfiltatlon Given Ip 12777 164 34X 

Fiche 90-000.81/08/04.8203010001 


01203290139 Farwaris Endorsements S to 
CO-29. ED-30, E8-42 t. EB-13 
OfsTCR.J Commun—eal th Edison Co 
OIrectst foe State t Licensee Relat 
Fiche 50-000. 82/03/24, 820:1390139 


•NEt-lA Binders £ 8 - 1. CD-a. EB J. 

9^/037.24. GALI/rlAN. J. Assistan 
ions Dpp 12438 309 24X 


t 


-8203(70165 Foruards cu-sments on C Michelson 790117 Itr re sys 
Interaction study DOE vouchers enc I 

R£fO. C Com.-on-aeal t.b Edison Co 79/03/09 DENOER. M AERO 
Advisory Committee on Reactor Safeguards 7pp 13779 031 
Fiche 90-000.01/05/04.8203010001 


aix 


P nperatjng license stage dneuments t correspendenc e 


020301C001 Add 1 response to FOIA request for 
re hftJREC-06AO. -i.RC Action Plan “ Foriuards 
In Apps A.O.C 6 0 Info partially withheld i 
p: a eiept 1 on 9> 

FELtON. J M Division of Rules and Records. 
Maige. Sc holer, r I erman. Mays L Handler 9pp 
Fiche 50-295.61/08/04,0303010001 


30 categories of dDiummtv 
documents listed 
ref POlA 

0I/D8/04 FAOCEN. I J 
13750 006 24 X 


-0003070225 Forwards util 0C0325 response to ARC request for add! Inf, 
re requirehents for auiiliarg feedwater sgs Verifies that 
eperatlng plant automatic feedwater sys Flew, ere adequate 
for design transi&ntt acettfents 

BE/IAIIOYA. V Auliliary Gystems Branch 30/04/11 NOVAK, T 
Reactor Systems Oianch 3 pp 12793 i|R 3 qx 

Fiche 50 oao.ei /00f04, 3303010001 


Rvaluatido Of util response to generic request f, 
Info re auflliary feedwater sys flows Evaluation required 
to vsriei) that flows ere adequate for design basis 
transients or accidents Util response enc 1 

OENAROVA.V Autlliary Systems Srarnch 80/04/03 1.3V AK. T 

-0003130623 Forodrds info requests for utils for participation in 

b!* program as followup to 
Crystal River effort SARs t lERs are needed by 800919 t, 
remninlng info by 8C06O1 ^ ai s. 

EIBENWtVo “or?ir Technology 80/03/05 

EIStMMVT.oo Division Of Licensing 4 pp 12/61001 34X 

Fiche 50-304.81/00/04. 820.3010001 rwroiuui 


8203030269 Forwards comments re radiological effluent Tech Specs t. 
Offsite Dose Calculation Manual Co-Msents Identify areas 
•ehere subvittals appear d e f Ic 1 en t, add 1 justification may be 
or contractor understanding of intent Incomplete. 

VASSALLO.D B Operating Reactors Branch 3 82/02/03 OELCEOROG, 

Commonuealth Edison Co 3pp 12119 008 24X FI c hr. 90-000. 82/02/ 


--6203030276 Forwards questions re rad 1 ol eg i c a 1 effluent Tech Specs 
Offsite Oose Calculation Manual submittals that will be 

in dlftCifftskon ui/util 

SINPSOA.F 0. EObC. Inc 82/01/19 WILL 19. C A Effluent 
Treatment Systems Branch 23pp 12119.011 34 x 

Fiche 90-000. 82/02/03- 6203030269 


62030400S6 Eubmtls mod to action statement requirements contained 1 r> 
010923 transmittal of STG re noble gas romtors L 
NUREC-0737 Items II F 1 I fc u F 13 Request for eitenslon 
to 830301 tender revi^u 

V^^CAa 5 A Operating Redeto^s Rrdnch i. Q3/03/06 OEI.OEOR0E. L O 
Commonwealth Edison Co 3pp 12147.170 24X Fjc he 90-295. 02/O2f 

6203040086 


'^'AnkUn Research Ctr review of ANSI Nl4 6 
tTEfi-C9297~439) re special lifting devices, per util 820127 
request Util should ose review es guidance for responses on 
control of heavg load& 

VARGA. S A Operating Reactors BraacD 1 B3/03/11. DECCEOROEsL O 

OaODOlOOJa*^ P<l4«<»r* Co 5pp 12147 ISO a4X flchfl 30-a9S. 0P/O2/ 


-- V ^ TUI iiiru ris p 

Ita'ftt Response should bo sent to Fraolilln Research Ctr 
within 30 days of receipt of Itr 

VaRCA. S A Operating Reactors Branch 1. 82/02/18 OELOEOHOE.L 

0203010339*'’^'’"°"^“ ‘2147 089 24X fiche 90-399.82/0 


DOCKETED ITEMS 


B203050-17a Orquesti not I ( i c 'St ion of i. oicp I lone e problems k./N.iFIfG -(>7:/, 
Item ill D 3 3 re toiproveil in-plont iodine tnstrumentci 1 1 on 
vnoer accident conditions Notification eipectod within 
33 dans 

VABOA. R A Operating Reactors Dranth I 03/02/19 Cfc'I.OeOflOt.. I (I 
Ccmoionueal th Edison Co 3pp 13139 335 341( Fiche 50-395. 03/03/ 1 V. 

6303050470 


8303030333 Responds to Conor ic l.tr 83-1. 'Noj Applications borvoy " 
titti does not plan to subirti any applications or requests 
for NRC reuiou prior to 841331 

S«IAHi;.E 0 Co'cmonueal cr. Edison Co 03/03/34 EISFMIUI.O C 
Olvlslort of Licensing Ip 13077 0A6 34X l-icho 50-000. 03/ o:'/;?4. 

B203030333 


8303090031 Requests consents on encl ONL revleu & rept on probab i 1 1 c t l < 
safety Study W/o encl. 

NO'/AK. r. n Assistant Director for Operating Reactors 83/03/34 
KLCPP. 0. Comironuee I tb Edison Co 2pp 13173 033. 34x 

Fvche 90-393. B2/03/34. 8303090031 


&3O3OGO204 "Oegfaded Orld Protection for Class IE Pouer llys.Zinn 
Station Units I (.2." Informal rept 

unv. A C EC8.0, Int FJN A-6429 0303000384 03/03/38 

FREVATlE.tt U Division of Systems Integration (post 811003) IJ|.p 
13160 335 34X Flcho 30-395. 83/03/30. 0303080384 


8203160311 Foru-ards addl Info t. status of Nl.REO-07.37 items per UI 1 IP:. 

6 630133 r equ e s ts. Re sp on s e s to NRC request for addl Info re 
Uestlngbouse RVUlS t sueisary rept encl 

SMARTZ.C D Co'n.moniueal th Edison Co 03/03/01 EISENilUT.O 0 
Division of Licensing SOpp 13306 006 34X Flcl.o 50-000. 0:.‘/o'»/0 1 . 

0303160?!! 


6303160039 Advises lhat reactor operaiors/sentor reactor operatoib 
training meets requirements of fnl Action Item I A 3 1 4 
Requests submittal of training program outline indicating 
that training also satisfies Item tl Q 4 re .qu 1 remen ts 
VARCA. 8 A Operating Reactors Rrench I 83/03/03 OELOEOROI.. I. (I 
Cotmonueattb Edison Co 3pp 13323 094 34 x fit bo 30-393. aS/lVJ/O;’. 

0303160039 


G303I50I08 Requests commitment to comply w/TMt Item II K 3 3. requirlnr, 
that future challenges of relief valves nr safety valves 
mould be docue.ented via annual or monthly operating repts 
VAROA. 6 A Operating Reactors D ranch 1. 82/03/03 OELCbOROr.L 1 ) 

Commonueal th Edison Co 3pp 13339.357. 34X F 1 c he 90-395. 0.7/03/0'.. 

6300190100 


8303110001 Generic Utr 83-04 to all licensees of uporating plants* 
applicants for OL 6 holders of CP r* use of INPO OEE-IN 
program. 

Ei8EN>IUT.D 0 Division of Licensing 83/03/09. llAUSPuRO. A 
Contol mated Edison Co of Neu Vork DISC. 0 H Niagara Mohaul I’oui i 
Corp LVE.H P Northern Indiana Public Borvlco Co. 3pp 
13351 031 34x Flche 30-000. 83/03/09. 03031 10001 


B303330467 Requests review of proposed Tech Opecs developed from NHL 
revieu of probabl 1 Istlc safety study Comments ti revisions 
(ai(th4<\ UO of of Itr. 

UAROA. a A Operating Reactors Branch 1 83/03/09 DElOECHOC.L (I 

Cormonueal Ih Edison Co I3pp 12391 330 24X Flche 30-393. 

03/03/09. 0303230467 


Bv0333OO7a 0i>*hniar 1 1 es MIIC positions re Investigations Into alleged 
drug 6 alcohol use at plant. Pos I tlons staiad are limited 
to current Investigation 6 not to future NRC Investtgotlons 
Into drug use at plant or other plants 

KEPPLER.J 0 Region 3. Office of Director. 83/03/09 RECO. (- 
Cormon^ealth Edison Co 3pp 133B0 367 34X Flche 30-393. 03/OJ/Ov. 

830323007B 


8303320333 Forwards “Review of 7lon Probabilistic Safety Otudy Dys 
Analysts. “ 

VAROA. S A Operating Reactors Branch 1. 03/03/10 DCLOEOROL.I U 

Comiaeowealth Edison Co 6pp 13374 003 34X Flche 30-293,03/03/10. 

0303320333 


--BB03230534 "Review of Zloii Probabilistic Oafety Rtudy Eys Analysts '■ 
HICKHAN.U W Band la uaborator 1 es 03/02/13 9pp 12374 009 
34« Flche 30-293. 02/03/ 10. 8203320533 


3203240441 Foruerdt request for addl info to complete review of 
response to NunEO -0737 Item II B 1 re RCO high point vents 
Bsptg Tsqubsted within 60 days. Guestlons re technical merit 
cf guidelines should be resolved through owners groups 
VAROA. S A- Operating Reactors Branch 1 03/03/16 OELaEORCr..L fl 

Coaimonucelth Edison Co 3pp 13406.340 84X Flche 30 - 399 . 83 / 03 / 16 . 

0303340441. 


H333390I5I Forwarji Revision 30 to C.'F-|-A, •■RA Program for Nuc le/.r 
Oei-eraLIng bt at I one. ' i.br NDC VJ3G313 lequest 

SWARt7-C 0 Coemcps-eo 1 th E-isnn Co 03/0:i/l9 HAAfiS. M P CluAlit 
Assurance Br.mch Ip 13430 243 34X Flche 53-000.83/03/19. 

0303290151 


0303390166 Revision 30 Ic LF-l-A. “OA Program for Nuclear Oencrotin 
8ta I i ons ' 

a CoTmonwoalth Edison Co CE-I-A H20 03/03/ 1 / 5t>pp 

1.74:18 344 34X lli'-e 30 -000. 03/03/ 19. 030.13901 51 


0 tmspeclisn reports. IE Bulletins 6 correspondence 


11373030300 Forwards results of liquid sample anal.jses purfnre'.ed fur 
810939-1001 confjrmatcry measurements program Results 
close out Open Item 3 from IE Insp Repts 50-393/01*34 & 
50-304/111-30 

CHAFB^ltH.K L Comninni..eal th Edison Co 1)3/03/16 .CEPPlER. .1 ( 
Region 3. Office of Director 2pp 13090 CH4 24X 
Fit he 50-375. 03/02/ 1 6. U3P70;i03OO 


1)303030469 Submits -nontnlg status rept re evaluations performed ii. 
response to IE Bulletin Z9-I4. 'Seismic Analysis For 
As-Ouill Sale tg -Related Piping." pot BOOOlO request 

KAUSCII. 1 J Cormonsealth Edison Cd 03/02/19 KEPPLER.J 0 Mipi 
1. Office of Director 3pp 13073 311 34X Fube 3O'0C0, OB/li."’/ 1"/ 

8203030469 


03031 102"54 Feic-acds It Insp Rept 50-104/01-33 or 011013-14 ). 03OL"l>J-O 
No none omp I 1 a lie e noted 

NCRELIUli.C E Division cf Engineering e lecnnical Inspection 
03/03/24 lir.ED. C Cnm.'suns.eal I h Edison Co 3pp 13313 130 P4X 
FIclio 50-104. 03/03/34. O.'Oll 1033 4 


--0303110336 IL Insp Rept 50 104/01-32 on 811011-14 6 030303-04 N<. 
none omp 1 1 anc e noted FarOi orvas tnsprcterl inservice Insp 
activities observed by rovioji. of documentation 6 
c or 1 1 f t c a 1 1 on of mat 1 s. equi pa ent A personnel 
KEr.U J . DANlELSaM. 0 ii Materials A Processing Sectiun 
02/02/22 8pp 13215 133 34x Flcho 3D -104. 03/03/34. 8301 1 I OJl.d 


0303110139 Advises that IE Info Notice 03-01 . Rev i s | on I. "Auillinry 
Feedwater Pump tockout Resulting From Nest I nghouse Sj-3 
‘Tciitch Circuit Mod." '-"as sent to listed liconseos 

a Region 1. Office of Director 02/03/36 Region 1. Uffici- of 

Director Ip 13313 -HI 24X flcl.o 50 000. 1)3/02/26. P3031 lO 1 19 


8203170391 forwards IC Insp Repts 30-273/02-06 & 50-304/03-06 on 
nSOai"/ Ku neiicorpl lanie noted 

NDRELtOB.C E Division of Engineering A lechnical Programs 
03/03/03 REEO. C Cummonwea I t h Edison Co 3pp 13313 318 34X 

Ficho 50-395. 83/03/03.030117039 1 


-03031/0293 IE InSp Repts 50-395/03-06 8. 50-304/03-06 on 03031/ Nu 
noncorsp I lance noted Mafor arras inspected masoniM sail 
design re IE Oullotm 80-11 

NORTON. J F , uII.I.IaH.C C Region 3. Office of Director 
03/03/30 4pj 13313 330 24X Flche 30-393. 83,'O3/03. 0303 r/0;.'9 1 


0301110079 Advises that IE Info Notice 83-01. ■■Environ Tests of 
Electrical Tormtnal Blocks." was sent to listed liconsees 
• Region 3. Office of Director. B3/03/04 Region 3. Office nf 

Director Ip 13313 344 34X Flche 30-000. 03/03/04. a.'>03 1 100/9 


0301110339 Submits supplemental response to IE Bulletin 80-16. 

"'Mlsapp I Icattun of HusO-snupL Pressure Tronsmtttsrs "" 

Transmitters modified to output code E Restrictions re use 
in safety-related applications rombved 

SMABTZ.E O Cbmironue.slLh Ediscfn Co 02/03/04 KEPW-Efl, J O fii-Til 
3. Office of Director Ip 12216 094 34X riche 30 393.03/03/04. 

S3D3I 10329 


0303230371 Fort-ards IE Insp Repts 50-393/03-01 (. 50-304/02-01 on 
BI13I1-13. 10 b 820107 No noncompl lane 0 noted 
NORCUtUO.C E Division of Engineering A Technical Programs 
83/03/04 HEED. C Commonuealth Edison Co 2pp 13304 344 i'4X 
Flcho 50-395. 03/03/04. 8303330371 


--B203330370 IE Insp Repts 90-395/82-01 A 30-304/03-01 on 811311-12 A 
A 020107 No noncomp 1 1 anc e noted Major areas Inspected 
failure of 3Q autlllary feedwater pump on 01136 A failure of 
3B a 2C au> Illary feedwater pumps on 011311 

C n"9N AVON TON. K . OILDNEP.ML . PESCHEL.J M Division of Englneort 
A Technical Programs 03/03/19 6pp 13104 346 34X 

Flcho 30-39 5.03/03/04.83032303 71 


0303190235 Forwards IC Info Notices 03-04. '"Potential Deficiency of 
Certain AOASTAT C-7000 8eries Tt/me-De lay Relays" A 82-05. 
■'IntTeaslng Ersgusney of Orug-Related Inttdenis '■ 

• Region 3. Uffice of Director 02/03/10 Commonwealth Edison 
Co Ip 12347 090 24 « Flche 50-000.03/01/10.0303190335 


t^enerator Primaru siho anj-ubi 

listed Ucen«»Bg!^ -Manway Closure Stutfs 


- - »Bnt to 

* Region 3^ Qffira „# n<« ^ 

— to. ,p. 


eaO323037A DistUises ai i tr>j. 

tjAfl^JcKfR^r* R“"o‘''^;“‘'n‘" '''-‘''-‘ten"'' 




-e 303230202 Re*(>onds to NRC B 20 J 3'7 i» 






B3O3230335 Responds to NRc 82020-1 i «- 

"s-rv-"-” '" " '"- 

f-ich,"5o-293.^e2/03/jf ‘Bloolaoaai'”' ^ 


R^OT'ward'S IF inx ki 

Scr.on.ng Pro,non,s " Mo :rm“^Vo«o^’ to Hecor.tg 

3388.214. 24X Flcho 30-000, 82 / 03 / 1 ^!'““™-];'^ Edison 


“ss.'S:£s™i.:.ai=^^^ 

5HS": ir~ ""•:";"S;;:r 'r:. . , . 

0203310432. ' 12«4:26a. 34X Fi ch s: SO-Soa B2/oS" 


Confirms 020324 telmn 

KEPPLFfi. lOfss. «concinoe 

sis3s;;;ji“ °".‘r 






BSO331054Q CoriFlrms that uf? & 4 - 1 . d-i. 

— ... oaws.as 

0203310332 13453:0.7. 24X F«ch,^o-293,*g|/S3?k 


4orre,pon..n.. 


6203 £ 70 170 "t7Bl RAAf s t\ 

Do»es- •* R*pt of 0< cupat lorva I p.«. 

OHAHSSEa.H. L Common. i e.. FsonnH Radiation 


® ^^^00 " 1 98j Reob 4 n 

^ ^^^otihre a I #h tTAi ^^^P^lJonal Pepsonit#i Db.jj a> 

riCl.a:30-295‘^Lo27^ir8^S317o?7r""- °^4r 


Offiz,. Of fie, or7n,l" .. 03/03/or 

rich. 30-29S. S3/03)o3fB203l?03ol *• tP- 


’•'Pts fnr Feb 1982 

34X ncR. 50-2,5. 8|/03!:03 :‘b2SSuS304"®'"^°" 


S Reportable o 


ccurrences, LFRs «< i.«i..i.*j 
-."L *'»l«ted correspondence 


8203010001 Add I 


re NURFO- 06 .o.''!!NSrActJon"{an''"’For -^^tegorle. 

;;rps:;s- '■“ 


FI cbe: 50-295. BI/0B/04.e2O30tSM? ‘2750:006. 24X 


“B2030I0043 Foruard^ 1 laf x i r> 

^.000 LFRS ;»;^r^:rpe?:eef l^ln '’*- --*•“ 

for sys interaction study Coolet *977. Revleui conducted 
XlFN.'‘i“F‘°"r‘’' ’tudy.'*'' >-ER, require 

Flch^*'so’oo'^'‘“''* ®''^"^'’*'*^<Prr790625l^'’®|f**' 

Flche. SO-000. 81/00/04, B203010001. '’®*25). 26pp. 127.g; i 


^^SslR,R.'’L“'‘''r 3‘-028/031,-0. 

Reylun 3, DfflcB"or01rector^‘'*i“" ®2/02/I9. KEPPLEft, 

Fiche: 50-304. 03/02/^9. 8203S30422.'’- <“’• 34X 


3A steam f Uu^‘hanna?^2F-5?2 f iin d ' 2'*^ ‘ ^ ''''’“•“'*9 t-li 
CANTMELU. P. Ccm^^ur^Ison c^ “br. 

8203030422.'' ■ ‘2094:020. a4X Flche: S 0 - 3 oi, 82 / 02 / { 9 " 


^^0RAE3GER.K.'’r'"'c' ‘-^'’ ^''^^i/OaL-O. 

Region 3 , Of f u e^of "oirec to 03/02/22. KEPPLEfl 

Flche: 50-304, 82/02/22. 8203030168.''' 334. 24x 


"* 6203030173 LER 91'-03ii/03l « 

not'' ““^‘Hary feedwlterpumpr ^’ ?mo char 

not actuate via safety Iniectlon cf water valves 

820303016^' *'’■ ‘2‘02 335. a4x' FlfhefsO-S^, 82^2 /M. ' 


ORASSE^K ®|-029/03L-1. 

««9lcn3, OfflcnrStrlcuf*''*?""'’ kEPPUER. 

Fiche: 50-304. 83/03/23, 82S33]io30 9 "' 24X 


6S03310314 LER 0|-O29/n'^i i. 

channel 2P~3a4 faded h .^(."causld'h ' «heem jeneeetor . 


^^SbSER.kT“*''c* «2-004/99X-0. 

Director's Of f icer'"offIce*^^f^Jn*'"' e?' ®2/03/84. DEVOUNO. 


de„„, 

EE,ET'r""--£ t' 


1-”!!!!::?^:!^!!:!?*! "-’"-•ntltru.t matte, 


8203010001 Add! response to Fflra . 
re NUREO-0.60, "NRc Action Plan ""'por* ‘^•‘•Sorioe of docu, 

s;;ss‘;v’' ^ °"'''' 

"""••■ .oi/mw. haoi!en,t. 

Flche: 50-304, ai/oa/04,e20301oS3l *2”O;0O6. 24X 


^65 E«ppe»»p» thank* for util operating t, training staff 
pit (■ support during recent training survrg team visit 
>T Anal gs Is b fechnotogg* Inc nO/06/13 MANDkE- M i 
rasotth eoiion Co Ip. 12770 317 2AX I' it h»- 50-000. 
f04. 0203010001 


136 tnforms df 000602-04 site visit bg Analgsls 6 Tec h tinlogg, )nc 
llect Info in support of NOC reassessment of 
remsnt* r» se loc 1 1 on* tra in I ng t, licensing of nuclear 
plant personnel Cooperation reciuestsif 

gS.P. F Operator Licensing Branch 00/05/12 UAKOKF.N I. 
suealth Edison Co 2pp 12770.331 24X 

50-000. 01/00/04. 0203010001 


^84 Foruards code sbeet for operators t. senior operators, 
red bg Analgsls <• Technologg. Inc during recent visit 
tl.C. Ct><h<nonuoaltk Edison Co 00/06/10 COLLIMJI.P T 
tor Licensing Branch 4pp 12760 lOO 24X 
50-304.01/00/04.0203010001 


-305 KEWAUNEE NUCLEAR POWER PLANT 


tg. medical, emergencg I. fire protortlon plans 


5 Releases public version of revised emergencg plan 
itlng procedures 

IM Division of Rules and Records 02/01/13 Oncument 
pnt Branch Ip. 11637.001. 24X Fiche 30-305, 02/01/13. 

>>45 


'0203230137 Foriuards public version .jf revised emergencg plan 
Imp 1 e.ment ing proc edures . > nt I ufl tng Procedure EP-£Of-l re 
corporate emergencg f esponse organi ration t. FI‘-R0r-2 re 
Oinergencg operations facilitg .ictlvation 
M Al HEMR. L K Uisconsin F eb 1 1 1 Her vice Corp 02/03/03 

DENIUN. H R Office of Nuclear Ro.ictor Regulation. Directoi ^'pp 
12426 308 24K Flche 50-305. OL’/OU/ 17. 8203250132 


'0203230142 Public version of revicod emergencg plan irp I er ent tug 
procedures. Including Procedure EP-ECF-I re cerporato 
emergriicg response or gan I lat I on 6 CP-n)>'-2 re e.sergenrg 
Operations faCIlltg activation Revised liidei enc I 
s Ntsronsin Public ;lervice Corp B.7/02/ 10 I23pp 12426 .'.'Ml 
24/ Fiche 30-303.02/03/17.0203250133 


1 Financial iniarsiatlon 


0203310130 Foruards cash fluu p r o joc 1 1 ons. per lOCFRiao 2l r equ l r rn'erits 
Util Intends to Submit f inant lol Info on oi abnut Apr i «■( 
each gr. unless otheruise notified bg MIC 

MAIiiEU'G. E n uasiiington Public Pa«.ei Rupplg Qgstom 02/03/26 
sal T /MAM. J Antitrust <> Ec onup. I c analgsls Dranth lUtllitii f i ii.tiii i- f 
3PP 12459 032 24X riche 30- 303. 02/03/26. 0203310130 


J Insurance 6 mdeirnlLg infereatlon 


8203020330 Foruards Cndorseirent 43 to MAt'LU Pul leg Mr-?| 

MATHEWS. E W Wisconsin Put* lie Bervicr Corp 02/02/24 DINIT/. 1 
Antitrust b Economic analgsls Branch (Utiittg Finance) 3pp 
1 2070 293 2 4X Fitbo 50-303.02/02/34.0203020330 


147 Forwards public version of revised emergencg plan 
sentlng procedures, tnc lud tng Procedures EP-AO-t re 
emergencg organ 1 tat lon. CP-AO'3 re unusual event 6 
-7 re notification of unusual event 
«.e R Wisconsin Public Bervtce Corp Ut/12/30. 

4. H R. Office of Nuclear Reactor Regulation, Director L>pj> 
002 24X F I cha 30-303. 03/01/13,0201 190643 


0203300032 Fotuards Endorsement 0 to Nfl lA Hinder £0-44 t, tndor scmoiit 
37 to NFlIA Policg Nr-204 

MATHEWS. C R Wisconsin Putiic Service Corp 02/03/23 OINI I/, 1 
Antitrust 6 Economic analgsls Branch rutilltg I'tnancei 3pp 
12448 340 24X Fiche 30-303. 02/03/25. 0203300032 


P nperatlrig license stage documents 3 c orres panderic e 


151 Public version of revised emergencg plan imp lament Ing 
lures. Including Procedures EP-AD-l re plant emergencg 
I latlon, EP-AD-3 ra unusual event 6 EP-AD-4 re 
Lcatlon of unusual event. 

icontln Public Service Corp 01/12/21 300pp. 11637 004. 

Icbe. 30-303. 82/01/13,0201 190645. 


} Advises that Installation of public notification sgs was 
»d on 820129 & tasted on 020130 Osftclenctes 
red during test corrected during uk of 020201. Siren 
failed during 820206 l-mlnute retest 

'E R. Uitconsln Public Barvlce Corp. 82/02/17. KEPPLLR,.) C 
3, Office of Director. 2pp. IS096.330 24X 

3-303, 82/02/ 1 7, 0203030460 


0203010001 Add I response to FOIA request for 30 categories of doiumcnl-f. 
re Nt/REO-0660/ "NflC Action Plan *' Forwards documents listed 
In Apps A.O.C b D Info partiallg withheld I ref FQIA 
Eiesiptlori 3) 

F EL. foil. J 14 Division of flutes and Records 01/00/04 HADDEN. 1 ,) 
Kage. Scholer. Firrman. Hags b Wanrilsr 9pp 12/50 006 24X 

Ftche 30-844.81/08/04.0203010001 


--0OO32Q1O4] Forwards status of operating P'2R auiiliarg feedwatei sgs 
evaluations for Wes t Inghouse. C-E b B&W NOSB giants 
MATTHEWS.P R Auiiliarg Bgstems Branch 80/02/23 OENAROVA. •/ 
Auilliarg Sgstems Branch I4pp 12760 329 24X 

Fiche 30-000, 01/00 ,'04, 0203010001 


3 Releases public version of revised emergencg plan 
iitlng procedure* 

7 11 Division of Rulee and Racords 82/02/24. Oocumeiit 
int Brenth 2pp 12107 242 24X F I c he 30-303. 02/02/34. 


?37 Forwards public vsrston of revised emergencg plan 
sentlng proc edures, Inc tod 1 ng Procedures EP-AO-I re 
emergencg organliat lon. GP-GNV-3C re Sam II operatnin U. 
js response to alert, 

ii ho” Wisconsin Public Service Corp 82/02/ia 

2 aa” Office of Nuclear Reactor Regulation. Director Ip 

«44 aax Fiche 30-305, 02/02/24. 8203020733 


•-B2030IOOBI Forwards info re aualllarg feedwater reviews for faillltii 
w/o end 

KENDALL. R NRC - No Or tat led Affiliation Given 80/11/12 
FERTNEfl.K Franklin Ins 1 1 1 ut e /F ram 1 1 n Research Center Ip 
12792 106 34X Fiche 30-000,81/08/04.0203010001 


--8203010091 Forwards F8AR Ftgora 10 2-3. Table 10 t -1 . Sec 1 1 ons / i- ». |i 
Tech Spec Section 4. 9 b Tables 4 i-| & 4 1-3. in response to 
801023 request per KRC-OJ-79- 1 IB W/q enc I 

hENOALL.R NRC - No Detailed Affiliation Given NRC -03-77 -1 IW 
80/11/05 FCRTNER. K Franklin t ns 1 1 tut e /Frank 1 1 n Research Criitvi 
IP 12752 191 94X FUhe 30-000.01/00/04.0303010001 


■ ■lO'IOl.l* o( ln»jJd(ioti U9?4 Ir f.jf l^ir (-c^ti 

r.ar. l« *. !-ntvnti>Jl f 3i D*t'’i4 Oei’efdtici " 

VA(»C"‘- 6 A 0 j ifAt I r ij &ra->ci | eP/Ca/l? f'ArffCHS. T f( 

Wi»:cii4in P<.t;;c Corp lap lei4/ ;14 ,?4» 

t «>C-32fi. yri/CII ;3. ••*20 J(1<>0»3V 


U2'03040l4l Zf At ^ ft ' aHor J4e4 v«\ 4i\>i Poi.»t h 

Pjttfniid; ‘cf (/Ptfi« Cpn^faticr 

hOL3c.ll CahA'I E Dui.-'S I Hii» t.-* 81/1^/31 31pp I Si -I'/ 11/ 

C4' Pifl-e frr • 33^. OP/c. / la. “2C p04JI 15 


PSO 'CI0’3S Ad<.i4i>4 ff r«'. to refluPlt for a<!Jl info ri 

?i'wif‘t> 4.a 1 I ^ l< a ( I J» «f 4sfet, r<>.at»p ripct'ical 

p*'.*. Rsiapr.-.* Ln «r.'. 1 stici ' C t« 4prt ‘.t t- Tanvldr. 

•iPsparcA <,•• .itriA J"; <;a|s uf Iti oate 

/,XBC*':5 A r. apr.>iin<) no a (ter 4 Uianch I aS/OSflti ."ATIitWS, I II 
W( <!-,*■.»> 4 1 -» I'tt". •. C r.p'vtc* Cart ll;i( 1214? lOl SAT 

T" I Che 5U-305. OS'Ci'/ lli PiC 302073 2 


OSO IOA034A ritt I f 1 c at 1 u'> c* PrOiSO •aeptioj uVutil m OothetCa- PO lo 
0J4CU4 4 tadinlogiCpl 3T>> 

-fCC?A-7l-fl f t? ripe-jtiiiq Reactors 'Jr aoi.'i I ‘J7!J02.'\‘/ '7A4GA. S A 

iJperaCiPq Rearto-s Rrairc*: 1 Ip 1 2 1 30 J;j4 34)t 
c ich» OO- :'05. KS/'lSr l9 (I’-Ot 4'>34t> 


0303 1 20 ISP Rr-^arAs 3 to 67C316 re^.jesl for ad'll into rr; 

erwircii i.ia I ) r 1 c a t I r.>- jf sa* e l a - r r I a t ei electrical 
eijiff.e'st reqorsxet Pv PSC'JIb 

•yOBG* 3 A OceratiAq Reactors OrercO I 80/02/P2 rtATHEWV. C li 
Wi5tinSir> "ct . K he-.icf Cnep l = p; 12253 236 2<f 

'vcht 33-30.3. 02.02/30 820.1120128 


P20310Z02J lo-werAs reqoest for adill ii fn re respense to Gooeric Lt* 
0 1 -14. se I s' «c I >o I I f I < at I ' ■'. of a.^iiliacj fe»ds.ater Info 

7 Hoes tea ait Pin JO 

LAROA. S A CiperAtirn; Reactors arjocs I CS/Oyers I"AIHCIC6.1 U 
.iis:oiis:#i Totiic Sjehyice Carp Jpp |3IV1 796 244 

33-205. r-2 '0.2/2 . 820.1100023 


h20303J499 bor-iariles ^2')2 |t 1 -eettPq -e l.-C cot*cern% lO envlioii 
qua I I f I ( at I oil of Class IE olectiical eqoiceieni t. util 
IS s 1 1 1 I c at ;r r foi ronlin.itf2 oferoti'jn for individual 
c a-pofiec 1 s 

.MATl'rvJa C R Uisco'psir p.iplir ' or.. 1 1 e Ccip 62/03/26 VAftC4.6 A 
upe-atinq rteotiors Gianct 4pp 1 2C0' >36 244 

f ii.ae SO-IOO. P2.’02/26 .iSOJOJ^^aPO 


ucOOIOO^bA fsi-iarls Reload Safely Lvaluaciop Keajunpe Cgcle VIJI 
Rept prepaared si.der assu.-ptior. that proposed A— end 4(3 to 
Tecs liaecs .ijl se approved prior tp c'l/cle '/III startup 
Cqcle VIi: refselir.y o-laye scheduleo to Degio l'2C4li 
MAIl-rus E R VClsio-isii P/tlic Se-rlce Corp 82/03/01 VAfiOA. 8 A 
Operatio] Reactors D-ancii I 3pp 12137 344 24* 

f Icie 50'3CS l?2. 03/01. Is2031t*0:?66 


-'8503100366 "Reload Safet., Es'aluatiori Aeiracnee Cqcle vlll " 

hcllV > r . R0RS0*I. 0 J NCVAK. F. D uisconsm Putlic Service Coop 
62/02/2.3 67 ;;i: 1218/ 346 24i f-lche 50“30'5 62/03/01, 

a203l0h.3b6 


8203110001 .Jene r 1 c l_tr 82-04 lo all licensees of cperatii.t plariic, 
appllcarte f 0 • OL 5 Aclders of CO re cjse cf II.RO £l*£-IM 
pr oq raiFi 

EtSfill-JT.D O 0 ! vision jf 1 . 1 cans 1 11 ] 82/03/07 KAUSPy.TO. A 

Consolidated Edison Co of Kew Vorl 2pp I223l 031 24X 

Fute 53-000. 02/03/09. P3031 lOOOl 


8303163032 Advises that eevie.j of 030225 ssippt to ^O-dag response tn 
safetii evaluatiui' re environ qua 1 1 f i c a t ton of 
electrical equip~ent is ongoinq 

1/AROA. S A Operating Reactors Orancp | 82/03/09 tiATHEMS. £ Ic 

tllsccnsin PuOlic Service Carp 2pp 12311 263 247 

Y icAe 50-333, 02/03/09. 620;n 60032 


P2031705R9 epements on Crivevieiaed Safety Issue A-43. i onta i nmant s 
aAerjenci sii'n^ p er f or.-anc e. t ran sis 1 1 ted on 620212 Oraft rapt 
at c eptai I e 

MATHFuS-C R Ulsconsln Public Service Core. 82/03/12 1/ARGA.S A 
Operating Reactors OrancA 1 Ip 12313 109 247 

nene 50-305.02/03/13,870317029*# 


0203230.164 Eoruards grapSic results of Ffl surveillance faf- Feb 150v. 
varlfttng operation leitbin Tet.t Spec limits inCCRE results 
address min nargin FQ as function of Oumup r07X results 
address EXXOM rnds u/diposores beyond 24,5011 MuO/nTu 
vAlhCwS- E R sJasAtngtan Rublsr Rower Su'ppig Systen 82/03715 
VAROA.S A Operating Reactors Branct 1 3p: 12385 007 24* 

FI cue 50-329. 62/03/ 15. 8203230264 


R703233572 Ferwards list of documents transolttad to Franklin Bosear 
ttr pdr request for addl info re environ qua 1 1 f teat ton of 
safeti|-relate d electric equipnent 

isAlh^EHS.E R Wisconsii. Public Bervice Corp 82/03/18 VABOA. S A 
eperating Reactors Branch I /pp 12390 393 24X 

ficbe 90-303. 63/03/18. 0.700230572 


6223290133 Apvisps tnat util B3020) llr provided response lo NBC 81C 
request re Incluston of e^erganeg diesel generator fuel oil 
in OA prdgran SP'IO-225. "Diesel Fuel Oil Eaispllng" 
tneerporated Into sorvei 1 lane e progran par 620201 request 
rlA THEWS, t n Washington Public Power Supply By s tom 82/03/23. 

v/arCA. S A operating Reactors Branch I Ip 12430 060 24 X 

f iche 50-305, 62/ 03/2J. 82032901 5.3 


8203290227 Confirms BS0322 telcnii -a/tltlC re environ qua 1 1 f tcattnn of 
safety-related electric eguipcient Etisting BUB pump pit fan 
ir-otnrs lot 1 1 be replaced upon receipt of permanent motors 
i-ATI'EifJ. E R Wisconsin Puhttc Service Corp. 62/03/23 i/AROA. 0 A 
Operating Reactors Branc.S 1 Tpp 12428 337 24* 

FSene 5D -305. 02/03/33. 0203290227 


3 tisspectlon retorts. It Bulletins t. c orrespondetic o 


6202020219 Forwards IE Insp Kept 50-305/81-30 on 811101-30 1.0 
noncosp I lane e noted 

'JFESSARD.R L Division of Resident J. Project Inspection 82/01/1 
MATf.EwS- r R Wisconsin Public Service Cnrp 2pp 11760 339 24 
Fiche 30-305. 03/01 /H. 8302020219 


- 6203020224 IE Jnsj Rape 50-303/01-20 on 811101-30 No none d«P 1 t anc E 
noted Major areas Inspected follouups of lERs. IE bulletin t 
1£ circulars f. INI action items Enel re security program 
weainess v'l thbeld Cref IOCFfl73 3l> 

WElSON.R L FITfPATRtCR.B . KQfaCL IN. J E Reactor Projects fleet 
2A 03/01/14 .'pp 11780 341 24X Fic he 50-303. 03/01/14. 

B202020319 


6303110139 Advisee that IE Info Notice 83-01 . Revl s Ion 1. "Auslllerij 
feedwater Punp Lockout Resulting From West I ngbouse W-2 
Suitch Ciicuit Nod." was sent to listed licensees 

• Region 3. Office of Director 62/02/36 Region 3, Office of 
Director Ip 12212 313 24x Fiche 30-000. 82/02/26. 82031 10 139 


6203160341 I orwards IC Insp flept 50-303/02-05 on 020123-28 No 
Cicnt ur.f> ) % artc e no 

NORELIUS.C E Division of Project b Resident Programs 62/02/26 
rAIHELS. £ R Wisconsin Electric Power Co 2pp 12308 312 24X 
Ficbe 50 305. 83/02/26.6203160541 


--8303160542 IE Insp Bept 50-303/82-05 on 820123-28 No none 0 ®*p I tance 
noted Major areas inspected health physlce appraisal 
findings 4. status of h.OBEG-0737 Items 11 0 3, 1 1 B 2,11 F !• 

II F I 2 6 n F I 3 

PAUL. R A , CREOFR. L R Facilities Radiation Protection Section 
82/02/22 5pp lajJB 214 247 Flthe 30-505,82/02/26,820316054 


11203100326 Acl receipt of 820217 Itr tnfprmtng NRC of steps teten tc 
coirect violation noted in ie jnsp rept Addl testing during 
w> of 02D3O1. found no deficiencies etist in public 
notification sys as of 620206 

iiINO. J A Division of Erargency Preparedness 6 Operational Suppor 
Q2f03/04 MAThEicS.C 11 Wisconsin Public Service Corp. Ip 
12183 103 24X Flthe 50-305.82/03/04,6203100326 


6203110079 Advises that IF Info Notice 82-03. "Environ Tests of 
Electrical Ter.mlnal Slocks." was sent to listed llcenseos 
♦ Region 3. Office of Director 82/03/04 Region 3. Office of 
Director tp 1 22 1 3 344 24x Fiche 30-000. 02/03/04. 8203U0079 


6203110231 Acl receipt of 820226 Itr informing NBC of steps taken tc 
correct vtolattons noted in JE Insp Rept 30-303/80-24 
EPCSSARO. R L Division of Project 1. Resident Programs 62/03/03 
MaThEUB-E ft Wisconsin Public Service Corp tp 12216 028 24) 

f jche 30-305. 02/0.3/03.0303110231 


--6203M02,76 Responds to NBC 801230 Itr re violations noted In IE Ir 
flept 50-305/80-24 Corrective actions fire door 45 wilt 
either be Ibcsed closed t. inspected weekly or kept clciseil t< 
inspected dally 

MATHEWS. E ft Ml scons in Public Service Corp 82/02/26. 

HEISlfMAK. R F Begidn 3. Off ice of Director 2pp 12216.029 
rtche 50-305. 82/03/05. 0203110231 


8203190239 Forwards IE Info Notices 82-04. "Potential Deficiency of 
Certain AOAfltAT E-7000 Series flme-Oeley Relays" 5 62-05, 
"Increasing Frequency of Drug-Related Incidents. '* 

• Region 3, Office of Director 82/03/10 Commonueal th Edisoi 

Co Ip. 12347 090 24» Fiche 50-000.82/03/10.8203190233 


0203190339 Ihflt 16 Info Mot ice 33- Ofc- ‘railuie of Sleat 

08nee<»tor Primary Sttfe Mao<jav Closure Studs. ” uae sent to 
lilted licensees 

• Region n. Office of Director 33/03/13 Region 3. Office uf 

Director Ip 13349 300 24X fiche 90-000. BP/O.T/ 13 S203190;'(>r* 


0303360317 foruardi 16 Insp Rept SO-303/03-03 on 030135-30 No 
non t ^-rp 1 1 ante noted 

HtIfO. J A Division of 6'sergency Preparedness % Operational Support 
e7/03/i3. KAfHKMS>6 H Ulsciinsin Public Oervlco Corp 3pp 
13434 006 34X Piche 50-303. 02/03/13. 0203360317 


--0303260323 IE Insp Pept 30-309/03-03 on 830123-30 No none o’lp I lane t 
noted Major areas Inspected pronpt public notification/ 
uarnlng Sys (> testing of sijs. 

FITJPAXntCX.B . PAfTfRSON.J P . AXEUtiON. M L Division of Firi-i getir .j 
Preparseness U Operational Support 03/03/10 9pp 13424 000 
24X FI Che 50-303.02/03/13.0203360317 


03O331O2S3 Forwards 16 Insp Rept 90-305/02-07 on 820304 No 
noncemp 1 I anc e noted 

JIOPEV-IUS.E C Olvtston Of Engineering t. Technlral Progran-s 
82/03/19 NathEUS.E R Ulsconsin Public Hervico Corp 2pp 
12453 12S 24x Flche 30-305. 02/03/ 1 5. 02033 10393 


— 8203310296 16 Insp Rept 50-309/02-07 on 820304 Nn none omp 1 1 anc e iii.ti d 
Major areas inspected HCS leabage d rt ericl not I on 
R091NS0N 0 L . JACKIU. I N Region 3. Office nf Director 
02/03/13 3pp 12459 130 24)1 Flche 90-309. 03/03/ 1 9. 020331 


0203230669 Foriiiards 16 Info Notice 02-07. ‘[naduqnate flocuriti; 
Screening Prograns ■' No uirltten response reguire.: 

s Region 3, Office of Director 82/03/16 Oom.-ionii.ea 1 th Edls<iii 

Co Ip 12308 214 34X Flche 90-000. 02/03/ 16 . (1203230669 


R. Periodic operating reports & rolatod correspondence 


0233310451 Foriiiards monthly operating rept for Fob 19111 

MATHEWS. 6 F». Wisconsin Public Service Corp 01/03/09 Office of 

ManPgeeient and Program Analysis Ip 12494 069 r*4X 
Flche 90-309.01/03/09.0303310451 


--8203310453 Monthly operating rept for Feb 1 901 

RvKTER.Q M. Ulsconsin Public Service Corp 01/03/02 4pp 
12494 070 24X Flche 30-309.01/03/09.0203310491 


0203310363 foruiards monthly operating rept for Mar 19(31 

MATMEWB.E R Ulsconsin Public Service Corp 01/04/10 Of (leu ol 

Hanagemtfit and Program Analysis Ip 12499 014 24X 

Flche 90-309. 81/04/10. 0203310263 


--9<O33l0269 Monthly operattng rapt for Jiar t<JUl 

fllltr£R/0 H Ulsconsin Public (Xorvice Corp 81/04/01 4pp 
124 55 015 24X Flche 90-303.01/04/10.0203310263 


B203310386 ForiJards monthly operating rept for Jul 1901 

Mathews. 6 R Wisconsin Public Service Corp 81/0(1/06 Office of 

•Manag«c:»nt and Program Analysis tp 12434 223 24X 

Ficlia. 90-309, 81/00/06.0203310306 


-'0203310389 Monthly operating rept for Jul 19B1 

RUITER. 0 H. Wisconsin Public Service Corp 6(/O0/3O. 5pp 
12494 224 24X F 1 c he : 50-309. (11 /O0/O6. 0203310306 


B203190424 Foruiards monthly apsrdtlng ropt for Jan 1982 

PATHb'MS.E R Wisconsin Public Servlcp Corp 02/02/09 Office of 
Menagement and Program Analysts Ip. 12351 030 24X 

Flche 90-305.02/02/09.0203190424 


--Q203190426 Monthly operating ropt for jan 1902 

RUtrER.O H. Wisconsin Public Service Corp 82/02/09 4pp 
12351 031 24X Ftchs 90-305. 62/02/09.0203190424 


6203170315 Forwards "Annual Operating Ropt. 1901 “ 

HATH6W3. e 8 Wisconsin Public Bsrvlco Corp 82/02/26 DEYOUNO. H ( 
Director's Office. Office of Inspection and Enforcement Ip 
12312:333 24X Flche :90'305, 82/02/26. 02031 70315 


— -Q203I7D316 ''Annual Operating Ropt. 1901 “ Errata sheet encl 

• Mlsconstn Public Service Corp 82/02/26 ItOpp 12313 354 
24X Flche: 50-309. 82/02/26. 82031 7031 5 


3203260166 Forieards "Semiannual Effluent Release Rept Jul -Dec 19(11" 
.MATHEWS. 6 R Wisconsin Pobtlc Service Corp 82/03/19 KEPPLFfl.Jt.' 

Rsglon 3. Office of Otrector. Ip 12423 036 24x 

Flche: 50-305. 82/03/ 1 5. 8203260188 


0203260190 'Ser. I annual tf fluent Oelbase flop t. Jjl -Del 1981 ' 

• III scons II. Pub lit F.erviie Corp 82/0.3/ 31 3t>p p 12423 (>U/ 
24 » Fict.e 90-309. 82/03/ ! 5. H?0 32601 08 


DOCUpr 50-306 prairie 1S1.1N0 MiCi.FAR STATION. L'N| I 3 


V Secuilty. medical, e.icvgeniy t fire protection plans 


(1203020746 Releases public version of revised emergency plan 
inp 1 nmeut Ing procedure 

fEcTO'l. v' M Divl Sirin uf Rules and Records 02/02/23 Dncu-irr.t 

Managoment pratich ip Ip 107 196 3.'.s Fiche 50-2G2. 82/02/23. 

0203020/46 


■0203020/40 Forwards public version of Revision i to Fucrgency f'l.it. 
Inp I orient in g Procedure FJ-2. 'C lass i f ic at i ops uf 
Fme rg one los " 

MAYER- C 0 Northern St.>tes Fewer Co 02/02/16 Region 3. 

(Jfftce of Director ip 12107 |99 24X Fuhe 90-202. 03/02/7'J. 

0203020746 


020302074V Public vorslor. of Revision I lu Emergency Plan I up J errent > i.g 
Pi'otedurps F3 2- 'Classification of Erergeiictes ' Revised 
table of contents one I 

• Northern States Power Co (12/02/10 42pp 12107 2C0 P4X 
Flche 90-.7fl2. 02/02/2'J. 8203020746 


0-7O3IOO473 Ac ii receipt uf 020212 Itr re deficiencies In 01I20U 
erergoncy erficise Corrective actions will bo ecamioed 
d..ring subsequent eiercisu or insp 

HIND- J A Division of Emergency Praparednet* *. Opera 1 1 cinal Support 
02/03/03 OllRERt'l D F Noitbern dlates Power Co Ip 1210.1 ."rili 
24X Flche 90-282. 02/03/03. 82031 C0/.73 


r)20:il0090l AcI receipt of 020210 Itr ro initial tost results foi 
prompt notification sys Reguestt notificjlion of lurpletion 
of corrective actions to three defecllvo radio receivers 
KEPPi-EH. J 0 Regtan 3. Office of Director 02/03/03 0 II HER 1 5 ■ 0 I 

Northeii. 0l.itos Power Co Ip 12103 2.T4 24X 

Flche 90-000. 02/03/03.0203100201 


8203260229 Inforrvs that defective radio receivers Identified as rconlt 
uf initio] public onlificocloo sys tes t Ing. were repalrod or 
replaced during last ut of Feb 1902. In response to NRC 
020303 Itr 

OfLDFHTS. 0 r Northern Status Power Co 82/03/19 kFPPIFH. ,I0 
Region 3, Office of Director Ip I24,'’2 1/2 24X 

richf 50-000. f*2/03/lV. 020'J360229 


820331D4J6 Releases public version of revision to emergency plan 

FELTON. J rl Division uP Pules and Records 02/03/29 Oocnnnt 

Managenent Oranch Ip 12471 138 24X Flche 90-202.03/03/2'/. 

0203310416 


--8203310422 Forwards public version of Revision I to emergcr.iy pl..n 
Transmittal manifest h receipt form encl 

MAvEfl.L U Northern States Power Co 02/03/16 Region 3. 
Office of Director 4pp 124/1 |41 24X Flche 90-302. 82/0J/.;v. 

0203.110416 


--0303310442 Public version of Rovlsloo 1 to emergency plan 

tCHUi.llCE.D A tlorthevn Gtates Power Co 82/03/10 I97pp 
12471 149 34X Flche 50-282. 02/03/29. 830331041 6 


I Financial 1 n f or.vat Ion 


0203260122 Forwards Annual Financial Ropt 1901 

OnUBNen.A 0 tloitboTr. Etates Power Co 82/03/23 Office of 
Nuclear Reactor Regulation. Director Ip 12422 199 24X 

Flche 90-000. 82/03/23. 0203260122 


--8203260129 Annual Financial Rept 1901 

• Northern Statos Pou-er Co. 02/02/26 39pp 12422 200 ;‘4X 

F 1 c h e 30-000, 02/03/23. 0203260 1 22 


0203300094 Forwards suppl to 19QI Annual Financial Kept entitled 
'Financial (• Statistical Info “ 

SRL'SVEN. A D Northern State* Power Co 02/03/26 Office of 

Nuclear Reactor Regulation. Director Ip 12446 220 24X 

Flche 90-000. 02/03/26, 0203300094 


— 0203300897 ‘Finoncial t Stattstlcel Info,' suppl to 1981 Annuol 
F inane la I Rept 

• Northern States Power Co 02/03/31 2lpp 12446 229 24X 

Flche 30-000, 02/03/26. 8203300094 


' :ti»jp<nc» t IP 


3?030SCJCA •■■cruarii F-nlaf 44 to MAt! U Pel It, MF-tO t todopifnif n t 

5D tc .“lAS.UV P.-.li.-iJ •'*■ il 

JOm".SO.'J. fi C tic^tUetf States Paw#'' Co tJ3/02/39 OIMrj. I 
V-COnoiT'tc SVa'tctt ttPOftel 3a a 

•.S\22 llfi ;m» f);ip S '3-000 02'- 05 '23. 0i?O.jOS'33Ct 


0 lit ep^o ^t41« 3i>t«..a5»t ^ *• corPaopoPSoi'c e 


'■)«03'31000'1 A1dl iespon«e t; FOIA rpqofot foP 30 catPQOPtoi of doiunei.tt 
re HUBE 0-C0.3<j. ' MtC •‘•c t i c :> PI dP " fopiiard* oocjp'p'rte listed 

rp 4.G.C 0 0 Info pOPiialXd 'aitn''wld trpf f'lllA 

C * ppp 1 1 on 5 , 

ftOlOtJ, .r M Pisioion *:# Bjles and Hecords fll/C8f04 MaHOEN. 1 sJ 

Pai/e. Sc •'c I trp. > 1 ernar Ha, s 0 I’andlec "ftp li'730 CCS 24* 

Pi t oe 90 rep. 61 cOOfO*. 630 3010001 


•*0009201041 For..rarJs static of opePdtln) PM^ aurijiari, feedwater sys 
eaalwations lor »;est vnsr-oa^e. C-t' t CliV; MSSG plantti 
^AI rnE-WS. P H Auii liars Sisteme B-aocri OO/OPfOS SEnAROVA. V 
Aocilrar** 3aSto'-o Bcanct l4po 157<33 32*7 34* 

Ft C.Se 90-030. 01 rOa/O* 0303010001 


8PC303024& r'o-werds cerrected reel Specs Pa^e 3 4-2- re etea<n errlusioi* 
S';® t. r 3'? I OC 0 eml S CPS 

3l|A>;OI O C Cpvrattf'O (teat (ore Rranc* 3 R2/01'3a tiAv'ER. I 0 

Clirriner'* State® Pc*er i^o 5?p IPlOO 33/ 24X 

Ft ere 90-262. 62/0 1 /20. e50.)0JC?4t 


-“OSOjOJOPa*/ Ccrieclel leco Spec rape *J 4-5 re eteadi erclfjsion sys F. 
radtoc hemie tri; 

• Dlviiior of l.ttensinj B2/01/5B tp 12104 399 24* 

Ficne 30'.762. B2/0 1 /28. 0203030246 


330*JC43057 tlattfies ttaS lots f.pe t s . ope rating P'rocedutes L plaot 
equipfoni pd post'ilatel fuel hau'/liAy accident tell! provide 
acceptaole level of procectian (<> ;it'b I le aqattist potential 
c nnsequenc e s of poetalated arcicant 

CCAfrr . 4 A (Jperatinq Rear tore Oraneb 3 62/C2/03 .34VER.L. (I 

Nortrepn State® Po'ver Co 2pp 12130 IA7 34* 

Ftcbe 90-262. 02/02/02. erOjOdOOS 7 


--02()3040'06l bafety evajoatior re foel taodlinj accident inside 
c or. t a I nmen I Oosee fdr one or tv'C f a i 1 ed fuel assei-blie® due 
to postulated acfidcint are »uf ♦ ir i er t ly jAellop ti*ao 
ICCFRio-T du ice I me® 

♦ Uflice cl Nuclear Reactor Requletlon. Director 02/02/03 *Jpp 
12130 16V 24* ricl.e 90-262. 02/02/03 8303040097 


6303170049 OequesS® a'ldV ir.ib neeCetl to ccfplote revcew of vubwtttftl® 
re rrti Ite.'® 113 1. RCS Hi Jb Point Vents ' lecAnlcal 'berlt 
of prooooe'l operaliri) ■}uldeltiie® for RC.G vent useqe sheutd 
be re®clxo1 g ener i c a I I y t trough o-inor» gro'ips 

CIARK.R a apeiatinq Reactors Oi anco 3 62/02/24 PAvFft. L tl 

Hortborn State® Poiuer Co 3cp 12339 126 24* 

Flcbe 90-363. 03/02/24. 03031 7004 5 


630.3110536 For'dard® Anend® 94 & 48 to Licenses DPR 43 I. DPR-60. 
respec 1 1 ve 1 y . EIA b neqattve declaration L notice of issuance 
«• availability Amen'} deletes App D Tech Specs fron Ol t< 
insert® certain reporting r eqo 1 re sen t ® into App A 
DIIANMI.O C Operating Reactors DraAc): 3 83/02/36 ilAfER. I U 

Hsrtbern States Po'uar Co 4pp 13391 317 3411 

r n.l.b 50-233. 03/03/36.63031 10928 


— 0303110933 Amends 94 t 48 to Licenses DPB-42 DPR -60. r« spec t i vriy. 

ileletlng Ag p R Tech Specs h Inserting certain reporting 
r equl r e '-en t s into App A 

CuARn.R A Qperatinq Reactors Dranch 3 63/03/36 7pp 

13391 333 34* Pirhe 30*303. 83/03/36. 03031 10538 


--D303] 10939 EtA & nepaLive declaration re i s suanc e of Abends 94 & 40 to 
Licenses DPR-43 !. OPH-60. resp ec 1 1 ve ly 

• Office of Nuclear Reactor Regulation. Director 62/03/36. 9p|.. 

13331 339 24* Flche 50 -382. B2/02/9&. 830.11 1 0950 


--63031 10937 Ndttce Of issuance 8t ava i 1 ab 1 1 1 1 1 ; of A'nen'Ts 94 & 40 to 
Llter>»es DPn-42 it DPR-60. re»pet lively 

CLARK. R A Operating Reactors Oranch 3 82/03/26 2pp 

J3391 234 24® Flche 90 • 3Q2, 03/02/26. 62031 10936 


8203190061 Advises that understanding ts that no technical 

deviations from NRC positions re Tfll Item tit 0 3 3 re 
in-plent iodine i ns trurentat i on- requested If understanding 
I nc orrec t. f or'-al notiticaticn should be made uttbln 30 days 
CIARK.R A Operating Rear tors Qrsiirh 3 83/03/03 NAvCp.L U. 

Northern States Po-jer Co 2pp 12399 340 34* 

Flche 90-363. 93/03/03.830315006 I 


35*3183392 Advises that response In TMl Action tte« 11 K 3 l.i'opnrtlsj 
relief valve L safety va Ive failures I* chall eng e s > is 
acceptable Tect Rpecs .-ill be required 

CLARit.R A CJperating Reactors Oranch 3 02/03/02 MAVfR. L 11 

Nirtbero States Po-aei Co 3pp 13343 148 34* 

flc/ie 30-203. 03/03/03. 8201160392 


8303190130 Advices that util 79l I 1 4. 801 107 «. 011303 c omul tment n tn 
interim pos 1 1 ion- teep Inq purge U vent s-;® ISdlatton valves 
rlosed when reactor I® above cold sf.u tdoun. at c eptab I e Spec 
of purge frequency t Tech Spec® change requested 
CLaRiX.R a Operating Reactor® Branch .1 03/03/08 HAVER. L <1 

Northern States Power Co lOpp 13394 319 34* 

FJChe 90-363. 03/03/00. 6303190138 


0503110001 Cenerit Lti 02 -04 to all lltetitees of operating planl®. 
applicants for QL 8. Polders of CP re use of INI'O SEE-tN 
7.1 ogra'T 

eiSENMUr. 0 0 Division of Liceoelng 03/03/09 HAUSPilRO. A 
Consol tdated Edison Co of t.'eu Vorl 2gp 13391 031 24* 

Flche 90-000. 83/03/09. 630311000 I . 


6302360033 Forwaris request for addl info re NufiEO-0737 Iters I A 3 1 I 
II 0 4. upgraded lenior reactor operator® S. reactor operator 
training S. training for mitigating tore damage Response 
required .vlthin 30 days 

CLARK. R A Operating Reactor® Oi'anc h 3 02/03/17. HAvER. L IJ 

Northern States PO'..er Co *100 12439 397 24* 

flche 90-263. 63/03/1 /.830336C03 9 


0203390200 Provides results of comparison between Reloail l.icenelng 
Topical Kept® A5P NAU-0IO1P t NSP IJA0-ai02P Listed sections 
of safet'j evaluation retbuds* Top 1 1 al Rept NSP NA0-B1O2P. also 
appear In HI Public Sve topical reft on same eubj 

p.ATER.l n Northern States Power Co. EI3/03/33 Office of Nutlee" 

Reactor Regulation. Director Ip 13433 344 24* 

flche' 90-303. 03/03/33. 0303390380 


0 Inspection reports. IE Oulletine & correspondence 


6203030553 Act receipt of 030313 Itr informing NfiC of step® telon to 
correct violation® noted In IE tnsp Hepts 90-363/111 -2’‘1 6 
93*306/01 -36 

NCIRELIUS.C E Division of Engineering 6 Tecnnlca] Prugryn® 

62/02/34 OIlDERTS. 0 E Northern State® power Co Ip. IBOIIM 276 
24* Flche 50-203.62/03/24.8203020593 


-'0203030997 Reeponds to NRC 620113 Itr re violations notod In tl- Itsp 
Ropts 30-203/01-24 t. 30-306/81-26 Carretltve actions 
Increasing classroom re vl eiv. c o/np I e 1 1 ng assigned reviews in 
timely manner 6 verifying review reading 

DIENrCART.A Northern States Poiaer Co 63/03/12 NCRELIUD- C I . 
Otvitlen of Engineering L Technical Proqra'h® 3pp 13069. .'.’57 
34* Flche 30-363. 03/03/24.0203020993 


0303160466 Forwards IE Insp Repts 90-303/62-01 & 90-306/83-01 on 
03OiOl-.11 8. notice of violation 

SPCS3ARD. ft L Division of Project 6 Heeldaot Pnigrams 03/03/24 

0IL3FKT6. n E Northern States Power Co 2pp 12309 099 24X 

Fiche 90-282. 02/02/24.0203160466 


-8200160471 Notice ol violation from lr.»p on 020101-31 

6PE5SAR0. R L Division of Project 6 Resident Program® 02/03/09 

Ip 12309 097 347 Flche 50-202.02/03/24.0203160466 


--6303160470 IE Insp Repts 50-383/03-01 t 50-306/62-01 on 620101-31 
None ompl lance noted final investigative rept for LER 
P-RO-61-33 not prepared 6 completed as of 60-day Insp 
following event 

FEIEftADEMD. C D . OUROEBS- 0 L - NELSON.fl L Reactor Project* 
Section 5C 63/03/24 ]Cpp 12309 096 34* 

Fiche 50-303.63/03/24.6203160466 


8303160340 forwards IE Insp Repts 90-262/02-03 «. 90-306/02-03. on 
320119-32 Na noncomp I ] anc e noted 

NORELItID.C £ Division of Engineering 8. Technical Program® 

02/03/25 OIlDERTS.D E Northern States Power Co 2pp. 12306 I3“f 
P4* Fic.he; 50-262. 03/02/39. 8303160340 


—6203160352 IE Insp Repts 50-202/03-03 «< 90-306/62-03.00 020119-22 No 
noncompliance noted Hajor areas Inspected two previous items 
of nonco>np I lance, previous unresolved Item 6 other open insp 
1 tarns. 

hue ter, 1. J , OREOER. L R Division of Engineering It Technical 
Programs 03/02/32 6pp 12306 141 24X Flche: 50-282, 82/02/L'9. 

B203I60340 


63O3II0139 Advises that IE Info Notice 62-01. Revl slon 1. ’’Auslllary 
Feedwater Pump Lockout Resulting Fro.'h llestl nghouse W-2 
Switch Circuit nod." was sent to listed llcensaes. 

e Regidn 3. Office of Otroctor 82/02/36 Region 3. Office of 
Director ip 12213 313 34* Flche 90-000. 82/03/26. 82031 »0 1 


79 Adwlfet tn^t 11^ Info NotIre SP'O'J. ’Envlroii Tostt of 
tc^l rer.*>inal Olncf«.'' uao «ent to lieted llcorisest 
Ion 3. OffICD of Director 03/03/04 Mogion 3, Offlcr >■( 

or. Ip- 13213 344 34X Fiche 20-000.02/03/04.62031100/9 


49 Foruarde corrected notice of vtolotion t> corrected Pocie 0 li. 
> Rept 20-262/03-01 & 50-306/63-01 

»0, R L Oivitlon of Project 6 Heeldent Progrons 62/03/0:- 

rs. 0 C Northern Stetes Poii.er Co Ip 13313 134 24X 

>0-282. 82/03/03. 83031 10349 


>231 Corrected Poge 6 to IE tn«p Reptt 30-383/83-01 6 
>6/63-01 

.vision of Project 1- Resident Programs 03/03/03 Ip 
' 135 34X Fiche 30-283.63/03/03.8203110249 


>232 Corrected notice of violotlon Prot insp on 630101-31 
:A‘)0. R. L Division of Project t- Resident Programs 82/03/03 
12213 126 34 X Fiche 30-202.83/03/03.8303110249 


i'!.-.>jn0443 LEh 83 -002/03.. -O on 030123. one overpuoer delta f soexilog 
<• 1.1 I Po<jcid oot cf spec high caused b.j l ns trurent drift 
Device recoiibr 

munSTaD. A A .Northo'-ii States Pocer Co 02/02/24 Regiua. 3. 
Office of Director Ip 12004 013 24K Fiche 50-306. 82/0 :.V2 4. 

8203030437 


naCKET 50-307 nciSA iriLAMl power HEACIOR. U.NIT I 


A App 1 1 c at I oi>/ c onst r ur 1 1 en stage dOCumenCs t correspondence 


8303160463 Confiiris 820303 telciin re standt.j sve n-atei sgs detlgi. I- 
corictts to DHf, testing K6An u.ill be revised to reflect 
Joslgii floj rate of 10-300 gpn 

UOUCMEy.G D Washington Public Poaer Stpp 1 g 6gstor> 03/03/03 
SCI'ufNCEB. A Licensing Hranch 2 2pp 13306 310 34x 

fiche 30-307. 02/03/05, 0203160463 


3 Act receipt of 830326 Itr Informing NRC of steps talnii to 
violations noted in It tnsp Hegts 50-3Q2/QI-33 t» 

81 -37 

6. C E Division of Project t. Resident Programs 02/0.3/09 

8. 0 E Northern States Poitar Co Ip 12347 103 24X 

0-283. 03/03/09. 8303190303 


390 Responds to NRC 830137 Itr re violations ncited in 11 li.f.p 
50-302/81-23 6 30-306/01-27 Corrective actions 
•Id (ref 10CPH73 211 

mS.O E. Northern States Power Co 82/02/26 NOnCLlU!]. C f 
Ion of Engineering 6 Technical Inspection. Ip 13347 103 
*che 30-202. 03/03/09. 0303190383 


3 Foruards 1C Info Notices 02-04. 'f'otentlai Doflclencg of 
aOA&TAT £-7000 Series ri-ne-Oelag Re lags" 1. 02-05. 

• Ing Freguoneg of Drug-Related Incidents " 

3n 3. Office of Director 82/03/10 Connoriuiea I th Edison 

12347 090 24X Fiche 30-000. 82/03/ 10. B2031902J5 


> Advleee t-lat IE Info Notice 02-06. ‘Failure of Oteam 
>r Prlmorg Side Nanwag Closure Qtuds." was sent to 
I Sceneeee. 

in 3, Office of Director 83/03/12 Region 3. Office at 

• ip 12349 200 24X Flcho 30-000.03/03/13.0203190205 


OnCKtT 30-309 MAINE VAL-mt AlOMIC I’ORER PLA'IT 


F aec.irlt.|. medteat. e.-neegoneg 1. ftte prutection plans 


8303160323 Forwards It Eirerjenrg Preparedness Appraisal Rept 
30-309/01-31 on 010900 15 Neguired corrective action 
llscusssd in entl lists c.C significant Findings 8. 
li-prove-nont I teraS 

PAVNES. n C Region i. Office of Direr tor 03/03/36 RANOAZfA. .) 0 
Mains Yankee Atosic Pnwer Co /,<p !,1306 34 1 34x 

Fiche 30-309. 83/03/36. 83i)3 1 60323 


-■-8303160331 IE E/sergeneg I'repare loess Appraisal Reft 30-3C9/01 .'1 i.n 
610900-15 Deficiencies noted" iiraleguate space in operations 
support c tr . post-ac 1 1 dent sampling i, ana I .(s i s. s t orage 1. 
s-nergeneg action levels 

UOaMAS.f J . wCLINER E f . O-Netn. 0 NHC - No Detailed 
Affiliation Oiven 03/02/09 65pp 12306 340 24 X 

Fiche 30-309. 03/03/26. 0203160322 


0.703090490 Requests lOCFRSO-App R. Sect Ions III 0 3 t III 0 3 
Oiempt ions- per Oenerii Ltt 81-12 re fire protection Cable 
vault Inherent tfos i gn. de tec 1 1 on 8. suppression sijs i 
adsilnl St r at 1 V e controls provide high degree of protection 
CARHITV.J II Maine Yankee Atomic Power Co 02/03/03 EIBENIhiI.I) ii 
Division of Licensing 2pp 13163 332 24X Fiche 50-309. OL'/OU/Otn 

8303090490 


r ForuardS IE Info Notice 02-07. “Inadequate Socurltg 
ig Programs ■' No written response required 

• n 3. Office of Director 02/03/16 Coirmonweal th Edtshn 

12383 2l4 24x Fiche 30-000.02/03/16.0203230669 


c operating reports t. related correspondence 


11203310440 Forwards App C to IE F.morgencg Preparedness Appraisal Rept 
30-309/01-21 Page changes to plan correcting deficiencies 
noted or justification as to uhij revision should not be 
made should be submitted aithin 120 dags 

OfllTii.O H Division of Crergeneg Preparedness 8. Oporatlonal 5u|. pui t 
02/03/12 RANDATZA.vI D Maine Yankee Atonic Power Co 3pp 
12434 000 24X Fiche 30-309.02/03/12.0203310440 


Forwards monthly operating ropts for Nov 1901 t Unit 3 
T»pt for Oct 1981 . 

O. Northern States Power Co 81/12/09 Director's 

Office of Inspection and Enforcament Ip 11227 283. :’4X 

-333. 81/12/09. 0112140076 


SO Monthlg operating repts for Nov 1981 

O. D Northern States Power Co. 01/12/03 3pp 1 1227 280 
Ch* 30-282.81/12/09.8112140076 


-•8203310449 App c to IE Emergericg Preparedness Appraisal Rapt 
30-309/81-21 Or gan 1 t a t I ons that will make protective action 
dec 1 s I ons. ac 1 1 vato public -warning sgs 6 provide emergeneg 
info to public shoul<l be identified 

» Division of Emergence Preparedness 82/01/31 42pp 
12434 002 24X Fiche 50-309. 02/03/ 12. 8203310440 


General corr espondonco 


Fdruardt "Effluent K Haste DIspoeal Senlannual Rept. 

*901 •• 

□ Northern States Power Co 82/02/26 Region 3. Offlct 
toF Ip 12132:231 24X Fiche 90-282.82/02/26.8203050303 


32 "Effluent K Haste Disposal Semiannual Rept. Ju l-Oec 1981 " 
thern States Power Co 02/03/26 9pp. 12132 253 ilX 
30-282, 82/02/26. 8203030383 


0203160321 Requests future NHC correspondence 6o addressed to JH 
Carr 1 tq 

OARRITV. J M Maine Yanl.ee Atomic Power Co 82/02/24 MARTIN. T T 
Division of Engineering t. Technical Programs ip 12307 236 24X 

Fiche 80-309. 02/02/24.6200160331. 


P Operating license stage documents I. c orr espnnaenc e 


Forwards monthlg operating repts for Fob 1982 
3 Northern States Poirer Co. 82/03/12. Director's 
3fflce of Inspection and Enforcement Ip 12309 148 
-302. 82/03/12. 0203160498 


24 X 


>1 Monthlg operating repts for Fob 1902 

>, 0 Northern States power Co 02/03/04 Opp 12309 149 
: he: 30-382. 82/03/12. 8203160490 


lie occurrences* lERs 1. related correspondence 


Forwards LEH a2-002/03L-0 

I. Northern States Power Co 82/02/24 Region 3. Of lice 
or. Ip. 12094 012 34X Fiche 30-306.83/02/24.0203030437. 


0203010001 Addl response to FUIA request for 30 categories of dociievol s 
re NDREO-0660. "NHC Action Plan “ Forwards documents listed 
In Apps A.B.C fc 0 Info partlallg withheld Iref FIllA 
Exemption 31 

FELTON. J M Division of Rules and Records. 01/08/04 MADDEN. I J 
Kage. Scholer, Flernan. Mag s 6 Handler 9pp 12750 006 24 X 

Flcho 30-309.01/00/04.0203010001 


•0002130153 Forwards main steam line break inside containment accident 
enalgsis Oafetg concern involves Increased containment 
pressure 6 potantlal return to reactor power folloietng 
rain steam or line break Requests safetg evaluation 
OENAROva. 1/ Auxlllaeg Sgstens Branch 00/01/21 f.OUAn- T 
flaactor Sgstens Branch SUTLER, U Contalnirent 8gstems Brain h. 

2pp 12753 137 24X Fiche 50-000.01/08/04.8203010001 



f. 4 !i. 4 ticn si < onti inceit 

.r ; id^ ici potd'tidl 3-® tc d<.i»ltaf« f«*Cuatfr 
t<,ic->« (;■■..■ »:llc^ii9 fCitalatK: ®aii »tea» lln» treJ» 

F.dKadcn •*doal,«l» a»SJ'ir>9 single failures 

rf<I:E fi f* Assivlaet Cir»<tcr fcr Pfaclur Safety 3C^0J/Vb^ 

p Assistant Sirectsr fc* Erginaerinj ?• Projects rpO 

UC 2«« » U-e ?-.-OCO 01.f.e/O4.O?O3OlCCOI 


53e3CfS3 r-afelj r.aUati'i sttpl r® <cotai®*K't ever pressor I lat 1 oi. 
;cteMia'. 4 j» It aotslvatij f««i«ltee r..r«ol flcv FollOiolng 
pcstv-lateS *air stea" lire jrraS Concurs u/Jiceosee 
; 5’ c 1 v4 icr 

r AsstsCaM Cire-.lc' * jr Beactcjr Safetv 0O/O3'Ofc 3pP 
l^a «4s Pice® *u" CiCO* Gl - 03O331CCO1 


r*J 5 r 0 lOH F 3 r(,ef 3 i stati c of operating P~M auiiliars feeduatn »ss 
rvAiuati^rs for West i r. ;noese- C -E S!»W NSSs planes 
VIA® tap P.5 r 0 Ajjliiar^ 5ijSl®”s Braic* 60/02/25 SEMA-IOVA. 0 
Ac iiliar, 5pSt®”s Eranev |4pp IPP /i6 3a v 24 s 
Plt-e ^C-CO 3; .'0-l 04 822301 0001 


-- 02 5351 pu I forparjs infj re auriliars fee3_ater leviei-s Pot faitlitist 
w.'u e'-tl 

rfiDA-^ P r.a; - res 0®tail«3 .Mf illation (ii .en 60'11/I2 
rtH'icG ® Prasiiio Vr-sutuseiFra- t li-i Bsseatth Carter Ip 
|2’5; les 24« ficn® 5C 000 61 /O0/t)4, 0303010051 


a.’.', 1 1 334 70 Fsr^anjs CE*; iO'r "Evaliatisn of Pressuriiea ther.'al ahuit 
Effr:is Our tc E-all Breai I.OCAS u/ioss of Eeedwaler fcr 
2-F ‘.aSi " f' Apps A-J If! respons® to TrI Allien Plan 
P®t«ir®*eir 1 1 o 2 I J 

OASAl'i.a P C-t Oparatinj Plants Owners OrouP 8I/13»31 
f!S£tPiUf 0 0 Dlvisici cl -iiensing 4pp 11578 024 34* 

Eirn® 20 - 3 r 5 - 61 / 13 / 3 I 53011304 76 


-6701130407 Evalaalisi o® Pt»ssur»t«g Ttiemai &t>ocii Efftets Due tn 
S-al I Greal i_37As -vii-rss cf Feap.aat®r for Mr Vaniee Reactor 
vessel 

♦ Cs'tjstioo Esjineering. InC CEti-ieif APP C 61/13/31 ^'fpp 
ll5/n 344 34jf fi<ne 50-255.61/12/31.3201130478 


62o;i520249 Ajvi ses irat sec orj opfrator kcrisnoe uill t® tield on 
630316 t 1/ In Bsslsn.MA Aitenoarc® sf licenses sMft 
personnel rec-.,estee lories to te eiscossej listeil 

F ISEr-rn/r. 0 0 Oivisisn Of Licensing B2/02/12 GAPHIlv-J H Maiiir 
vanse® AtCMc Pc..®r Co 3pp I30'f2 307 341 Fit.te 50-30?. 62/03/ 1#*. 

6302020346 


L03C42fcl2 SoE-avij of 620302 reeling s;/utll. Ooros 4 Re® t. SA.M. In 
eetnesOa. <13 re facilitg ponlain-ent soi-p perforrarp® 
ti£lEr*i. C C Operatvrg Keatlors Bvantn 3 62/02/17 Operatnsg 

Realtors Orar.ch 5 10?J 13130 ,536 24» Fiphe 30-309.93/03/17, 

5203040612 


,3305530213 Foruards description of design ctanges needed to provide 
redundant logic reiags 6 po.er supplies. In response to 
*rRC 620129 Oenf I rnatorv Action Ltr 62-01 Tnree oversiie 
drawings ent 1 Aperture cares are available in PDR 

CARRIfv../ H name eantee Ato-.ic Power Co 02/02/33 HAVNE'u.R t 
Region 1. Office of Director 7pp 12077 056 24 k 

fit be 30'359- 62/C2/22. 820302021 3 


820503C433 Responds to ConF I rnators Action Ltr 82-01. subaii t ting 
gescriptvon of design ;0»rg« tc provide redunlont logit 
ield,s 4 redundant power supplies 

CAHRIIS.JH Maine 'fanSee Atonic Power Co 82/03/22 PAVNEli.fl t 
Region i. Office of Director lOpp 12009 071 34 k 

Flcse 5t»-359 B3/&3/23. 6203020433 


0203100503 Forwards request for addi info re AUHFO-0737- I tern II U 1 ri 
RCS vents ReCovinends questions re review of operating 
guidelines technical nerit be resolved ganericallg thr'Ough 
Owners group Response requested within 60 dags 

Clark. R a Operating Reactors Branch 3 83/02/33 0ARRtIV..i II 

Maine Vantre Atonic Fewer Co 5pp 13217 113 24 k 

Fithe 50-309.83/02/23.020 3100303 


6203100603 Informs that based cn revie-w of licensee subri t tal s* no 
technical deviations from liRC slateo positions on 
NtjREO-0737. 1 1 em 111 0 3 3 re Improved in plant iodine 
instrceenlati on under accident c endt 1 ton. were requested 
Clark. R a operating Reaetprs Branch 3 83/03/33 OARRirv, J il 

Maine vanira Atonic Power Co 3pp 13317 167 24 k 

'■iche 30-309,63/03/33.0303100605 


8203030470 Clarifies 920902 response ltr re environ qual 1 f icatt on of 
safetg- related electrical eqvlpnent. 620313 iltscustion 
Justification for continued operation, pend Ing resolution of 
5ER Notes 3. 4 t, 7 proviilei] 

CARR I TV. j H Maine Vanlee Atomic Power Co 83/02/35 ClARK.fl A 
Operating Reactors Branch 3 4gp 18095 315 3<lK 
Fiche 30-309. 02/03/33. 82030304 70 


6705030290 Responds to ARC 820126 request for Info on effects of 
slnsle failure essuiptions on App K evaluation model for 
large breai ECCS anaigses Ao single failure nag bo 
tonsevv alive assj-sption Info will be submitted bg 020319 
KAV. j A vaneee Atomic Electric Co 02/0.7/26 866 1 S. T P 

Assistant Oltettor fnr Reactor Safety 1; 13132 147 24K 

Fiche 30 -CC 0 . 82/02/26. 0303390290 


820.5095338 Forwards response to request fur addl Info re environ 
qualification of safetg-re I ated electrical oqulpment for 
transmittal to Frantlln Researcb Ctr. per 030311 cor>.mitment 
Items M“i t f'ln not included U/o end 

UriITN'EV.M A Maine Vanlee Atomic l’ou,er Co 02/03/05 CLARK. R A 
Operatlr.g Reactors Branch 3 Ip 13163 119 24X 

f ic.se 50-309. 83/03/03. 830 309033 6 


G?l55lr.052B 3obr.ils revised design re redundant logic relays t. po-wer 
supplies Revision provides total channel independence 
New relags will be Dench tested prior to declaring sgs 
operab 1 e 

GARRITV. .1 H Maine Vanlee Atomic Power Co 83/03/00 HAYNE'j.h [ 
Region I. Office of Director 4pp 1330/ 336 24X 

flC-e 50-309. 83/03/00. 0303160330 


9203UOCOI Generic Ltr 02-04 to all lIcensaBS of operating plants- 
applicants for LL $> holders of CP re use of INPO 3EF-JN 
jrugrae 

FISEnHUI.D C Division of Licensing B2/03/09 HAUSPUflO. A 
Consolidated Edison Co of ilec; 5orv 2pp 13231 03\ 2AK 
Fiche 30-C00. 02/03/09. 83031 1000 1 


0203310086 Advises tsat info provided to support jus 1 1 f I c at ton For 
saFe operation during oiigaing equipment qua 1 1 f i c a t ion revieu 
IS satisFactorg 

Clark. R a operating Reactors Oranch 3 83/03/11 OARRITV, J H 

.^aine Vanlee Atomic Power Co 3pp 13466 3471 24X 

F iche 50-309. 62/03/11.8203310006 


f2033IOI63 Sue-arg oF 035303 meeting lU/C-E owners group In Bothesdo.r: 
re pressoriied thermal shoes Issue Ag enda- t tst of attondeds 
t i-andouts enci 

vlBSlisO.O Operating Reactors Branch 4 U2/03/12 Operating 

Reactors Branch 4 5pp 13466 077 3dx Fiche 30-000. 83/03/ 12, 
0303310163 


-'02O33IOI7U ffotlFication oF 030319 .neetlng u/C-C ouners group In 
Bethesda-MD to discuss C-E genoric rept 8> plant speciFic 
l50-dag responses re pressunted thermal shock issuo 
VISSI60.0 Operating Reactors Branch 4 02/02/19 9T0L7. -I 

Operating Reactors Branch A I07pp 12466 083 2AX 
Fiche 30-000.03/03/12-8203310163 


8203190236 MottFicatlpn qF B20317 meeting iw/util In Bethesde- MO to 
discuss cracking of steam generator prirarg side dianwag 
studs 

\EL339. C C Operating Reactors Orancfi 3 02/03/13 CLARK. B A 

Operating Reactors Branch A 3pp 13331 170 ?4X 

Fiche 50-309. 03/03/13. 0303190236 


br033lC029 Forwards request for addl info re h;urtEO-0737 Items | A 2 I 
b ll Q 4. •Upgrading Reactor Operator Secitor Reactor 
Operator Tiaining Oua 1 1 f t c a 1 1 ons. " t ■'Iralnlng for 
Mitigating Core Oamaga '* Info requested within 30 dags 
CLARK. R A Operating Reactors Oranch 3 83/03/17 OaHRITV, J 

Maine Yankee Atomic Power Co 5pp 13466 343 24X 

Fiche 30-309. 83/03/17. 6303310039 


6203340341 Forwards Suiearg of calculations performed to ensure 
operator sufFiclent time to take action during boron 
dilution transients initiated bg hot 6 cold shutdown. per 
810710 comi-itment Administrative procedures adequate 
GARRITV, J H Meine Vankee Atomic Power Co 03/03/ta CLARK- H A 
eperatipg Reactors Branch 3 9pp 13394 t90 aAK 
Fiche 30-309. 03/03/18. S30334034 1 


620326C063 Fotaards request for addl tnFo ro preesurlrod thermal shot! 
b 190'deg response to NRC 810821 ltr 

CLARK, fi A Operating Reactors branch 3 03/03/10 OflOCE.R >' 

Maine Yankee Atomic Power Co 4pp 1.7440 013 24X 

riche 50-309, 03/03/10- 0203360063 


8203360313 Discusses single failure assumptions in ECCS analgses 
Hgpothesis more related to ca I c u I at Iona 1 techniques 6 
simplified^ model of contaLnment response than to rsat 
phenomena 

CARHITy.j h Maine Vankee Atomic Power Co 82/03/19 SPEtS.T P 

Assistant Director for Reactor Pafetg 2pp 12424 026 S-** 

Fichs 53-309.82/03/19.0303360313 


DOCKETED ITEMS 


1 


t j f"orJ«jrdS requesC for odd I info to NyntC-0f37 JtOrt J1 1 I «' 

^ fteduator outcnottc initiation fc floui tiidicotion 

®®«3®6 tq B20S01 

A Oporoting Heactori Diiinfh 3 BS/OJ/Sir CAqHltv..i II 
Atoi^'lc Power Co Ipp Ic^A/l 3^*? X 

♦ 30-3Qy, e5/03/5i>r03033l0?)37 


IF :rec«)vi>(<j P i ft f i e J i.e v . U^ci 50-30*7^81 «'! ic* 

It. Oc^iflOACiei fiotl^d : I^Odi?q uate S?»iCC in CyertittOtt^ 

^npprt< t r t» • post -d** r » ilfJ't ^a-rplmd ana 1 1 , ^ t stof e t 
^ni>iqi'niv action levtl^ 

IJO^NA^.C J - WjulOtP F. F 0 oMLi. U isPt * r-*c Oet.iiifd 
AfFiliatl'in (*ivor 113/03/0*7 6^pp |3.U«. 3^H t’4x 

Piihv r?0 309. 0l/0:;/3#f. HJojU.Ol'r 


^ MotlF|p4 of delaq on til 830301 for m^tallntton of nuMt* 

^ i ri «tpa<r Itno .ron i tore, per Attjoo Plan 

t ® t Monitors returried to irafiu f ac tor er ijne to 

e ano/na lies 

* H Maine Vanhee Atomic Power Co 83/03/?/, CLAliK.k A 

Ua&ttof^ WrancK 3 Ip 13*1^6 ?h7 
30—30*7.82/03/36.0303300101 


^ flevl«ee Con'mi t(r.enl to Complete installation ol 

00®0 <^ndlqier to coincide u//l903 refueling iiuLage 
^-C Maine Vanhee Atc^mlc Pnuer Cii 02/03/?/. 
Re-actors Oranch 3 Ip l244V t>l I ?4 X 
^0-309.03/03/26.0303300120 


^ 4 o«7 reports. IF Onlletlns % c <irrosp ondonc e 


^oruards It Safeguards Insp Kept 50-309/81-PU on 0llOiV-23 f* 
€> P v»iolatinn Notice of violation withhelO 
10CRF4 73 21 ) 

■ T Division of Engineering St lecl'nical Programs 0?/OJ?/l(i 

R. 1-^ Maine Vankee Atonic Power Co 2pp 12096 004 ?4 x 

® ^O — 309. 82/03/I0.03030J0497 


3-3030^ IE SafeguarJe Insp Wept 30-309/01-20 on nil()l9-?3 
omp 1 (aince noted failure to equip all securltg personnel 
r* o t# i rmd means of c onmunt ca 1 1 on Details withheld 
» r 1 OCf-f373 21 > 

3AM. M. O. • OODV.A I Olvl%lon of r.nglne er mg t l.thnlcal 
3grarn®. 02/02/03 Ip 12096 006 2.« riiht 60-30V. BL'/ O.V lO. 

,30304*,7 


6 PC onil 
CL AH A. H 6 


IJL'.'l.'i I9{)239 Foru.irda IF S..f Hqi..iril4 lii'i; Hi'pt SO-30V/(n -Of} o'- B20 -II1. I'* 
iiolite «f <col»lnir» fiiclv -ji-. ll.np Id <ipf HILFHi! 7V0 1 

M/'HTJN*- I Ui.l^iuii t.f l-iig j nppi* i-iq I IpcNmCrtl Or o g r Q ,:/< iJ/Oi 
H/.N06//A. j 1* Moi'k? /rfti.ap At ■■•I. I’r.or Co 3p I234t 3-17 .fdX 

I Khp rio-:t09. Hj/oJ/0). i)^ori;vii«.':j‘' 


ri.?l)nO(IOA^I AC I cpcplpt «f (l.'li'Od III llifocTlog NHl. o* •■Icp^ 
corrpct vicii.rtio*> urCpd ia IC .iiip 9ppl 'i(l-30*7/iJl-3/ 
riAHItri. I I OlvtuiOn Cf fAgiiipPI Inq IpchnlC.II r:ogi.i-i4 
CAIinifV. J H llolliP vatili’p Atonic Or. »CT Lo Ip 
r ICO. 30-309. 03/1)3/02. nCd.lOuO 4 ^i) 


Ifllpti ti. 

a;-/o‘i/c).- 
02 3 .'.i: 


020;K>h 0460 Hcrionut -o -Wi 03010/. I ti fp v l 1 . 1 <9 1 l I.li!) »<il»d in II '.l>•|■ 
Bppt 50-30'/ /111 -2 7 Cnrip.'llvp jctiTAs d i m ii» 1 1 nupd uli- .if 
urpn f pmd 1 <1 pli gd i‘ si>lirt|/lcdtim* *.q .. 

IIAfri:A//0. ) U Mdli'P Vdiilop AtJnic CCjiPI Cu fi2/02/04 

ilAVNF-G.fl C Opqioo 1. 3/ficP Oirtcliit 2p|. 12 150 C2/, .'d> 

f IC 'ip 50 lOB. 02/03/02. fN'O.C00-l5l 


0203250295 Foioai jc If Imp Bcpt 50-3C9 /H2-C2 u» U20.201 ;J4 No 
nunc n rip I 1 diic r noltid 

MARflN • F Oivi.ii*'n 'if I fiqinpM III.; lo i-nicji rrngrun., fi;.'/03/0;i 
OABHirv. J II flaine Vsnlpp Aturic fncpr tn 2pp l.'-diG 213 24* 

I ichp 50-209. 02 /O'J/CU. 020 3255295 


-02032 50; ••/'/ lb Intp Hppt Go -30'/ /OP -02 <ni ft.'’0.'’>i I -0« Ni- nnnc c ip 1 i .im ■ 
noted Mdjoi acp.ic. inrppcltd firp pc o t t-i 1 1 no pirvc-rlion 
prnqi cini. uho er vot 1 on i. F iqniticin i on r C P. c ii irlxii t a b 1 I- n.itl 
control revlpj I. ob lor v.-it ion of < I r t- prntoction iqc lUdi 
FINAf.t.A f . FHNrF<3/-5 1> Heqann I. Offici- of Ulcoctnr fl./(VJ/0'. 

6pp 124 13 215 24< lir/p 50 .109 O."-/ 0.1 / t)H. o: 0.1250295 


dVc li r.c.lpt of 820104 I tr Irtformlng NRC of otops takon in 
-Ct N/iolatlono iiot.d in l£ Inop Mopt 50-309/01-29 
.J* T. T. Olvlilon of Enqinsertng fc Ipchnlcol .•t-ograPie 0.-*/o:.’/ 1(1 
tlTVr r-f. II n.lne vanlieo AIopiIc Pouer Co 2pp 12132 091 ;'4X 

■ : »0 - 30 V. 02/02/18. 0303050303 


f90S*7S Retpondi to NRC 011204 llr ro vlolntlpn^ nutPd In II liii.|i 
t 30-309/01-39 Corrpctive actions, accpptancp critprin 
1 ottllied for r.Actlvitq computer cAeckout No uritten 

ewdUTe required for khutdoun Piorgin denonii tret I uti 
lOAZZ/t. O 0 M.lne Yankee Atomic P«i»or Co 02/01/04 
,4E^« ft. C- Region 1. Philadelphia. Office uf the Director 
/03Z01 > 3pp 12133 093 2‘IX Flcbo 50-309.02/02/10. 
30»03QS 


0<,H Rox-uardk IE ln«p Kept 50-309/01-33 on OU22l-02(i;>OH N 
^ cpr N/.olatlon 

B Division of Projert t< Resident I’roqraTs 02/0;.'/2'.5 
|-|. Maine Yankee Atomic Poiver Co 3pp 12214 040 24X 

- ao.-30-9. 02/03/23. 0203H0090 


rVotlce of violation from insp on 011221-8302011 
ROsreecKi .R Division of Project t Resident Programs 02/02/23 
042 24X Fiche 50-309. 03/02/2.3. 03031 10090 


Insp Rept 30-309/01-33 on 011231-030200 Nenc omp 1 1 anc e 
■ faillPre to administer periodic requallflcatton 
per approved operator training plan 
ajmO. . HIOOINS.J . OALLO.n Division oF Project t. Resident 
02/02/23 9pp |2314 043 34X Fiche 30-309.03/02/3:1. 

31 100«7S 

^oi^ii^Ards lE Info Notlc® 02-01 . Rev I s I on t. "Aukillarg 
^ p Lockout RdSuitlnQ From Uestinghouse N"3 

* Hod." Revi sed Table 1 1 b Also encl to 

^ ^ dlAgrens No urltten response required 

Region 1, Office of Director 02/02/36 O'TOOlU. J U 
Cdfson Co of Meu) York ORON^' <-1 C Dower Authorltg <»f 

*■"_ of New Vark 5pp 12134 177 2A* Fiche 50-000.82/02/26. 

„ ^tsY'n/ards IE Emergencq Preparedness Appraisal Kept 
1 on 0IO9O8-1 9. Required corrective action 
1 re end lists of significant findings 6 
■ * * ««s Is * t*"* 

'•^ 43. Region I. Office of Director 02/03/36 RAN0A7ZA. J 0 

•' *’* i(s« Atomic Poiver Co. 7pp 13306 34 1 24X 

82/03/36.0303160322 


IIC03.3103J.3 Fncjierds I<; Ii.fn Net I c e (n’-OA. ■l.iilme i. F O.ncinli-i 

I'cl-.ttvq 6v«e cai.ua'.i Lloiuir Gtuds " Uo jritten mfunse 

r oqu I r r d 

M/.YfJfiS (I C Region I- OHice of Dlicctor ili'/0,3/l2 O'TOGLL..) FI 
t onsol I d.i t ed Cdisui. ( <1 uf New vork OvSCIll.F' D . RAi.TOM..) I 
General I'utlic Utilities Ll'V) l.ci ilir Cnvp Gpf 1245/ 0H4 ;'4F 

r icho 50-001). 02/03/1.'’. Q.30 1310,333 


(t.'033l04d0 foTverds Acp C n It tc.ergenc q F'r r p.ir eji.eSi Ap:r«)Sal lli-i I 
50-309/81-21 Pago irnnies tn plan collecting deficiencies 
noted ar jus t I f I c at I nn a>. tu uhg l evision shoulc not be 
sails should be submitted oithin 120 dags 

Gfll FrI. G n Wivisitin of tneigefiC ‘1 Prepai I'dn ee s 5 Operatinnal Giippnr I 
83/03/1.3 HANOA//A. .) I) Maine Yankee Alo.iic I'ouri Ce 3pf 
12454 OOO 24X I Icho 50-.509. 02/03/12. 0203310440 


--I120:F3104 49 App C to If tmergenci I'l eparedne » t Appraisal Re; I 
90-309/01-31 Qrganl lat I lies that sn M m.vte protective action 
dec islons. activate public uarninq sqs ». provide emergeneg 
Info to public ehnuld be identified 

s Division of tr.ergencg Preparedness 82/01/31 4.’pp 

12494 002 24 X Fiche 50-309. 02/03/ 1.3- 8203310440 


U30317027'J Foruaids IF. Info Notice U2-03. "environ Fests of Eleinii.il 
terminal Ulocks ' tl» viritlen resgooso rc-iuired 

HAYNE9.R C Region !• Office of Director 02/03/15 O-rilOtt..' !• 
Consolidated Edison Co of New York FUSttiL.H 0 . RARTON. 3 *1 
General Public Utilities - Cf’U Service Cor p Opp 13.312 23' ■"'x 

Mche 90-000. 02/03/15,8303)703/3 


□303170406 Forwards IE Info Notices 82-04. -Potential Deficlencq m 
Certain AGASI AT £-7000 Series Ttre-Delaq Helaqs" 6 02-03. 
’Increasing Frequeneq of pi og-Related Incidonts 

iIAVnF. 3. H C Region 1- Office uf Director 02/03/15 O’TliOLI.-' U 
Consolidated Ed i sail Eo of Noij Yoix UCKILI.O U . OARTCN. 3 J 
General Public Utilities - GPU Service Cnrp 5pp 13330 031 J.'O 
fiche 30-OCO. 02/03/15- 0203170406 


0203310361 Forwards t£ Info Notice 82-07. •Inadequate fiecooti, 
Screening Prngrams " No -arttten response required 

BAYNES. R C Region 1- Office of Director 02/D3/I6 Q’TCOtl.. .1 U 
Consolidated Edison Co of New York OAHHIIY.J O Maine Yank.C’ 
Atomic Power Ce HUAILL. IF 0 Ooneral Public Utilities - OPU Heivi 
Corp 5pp 12495 u73 .34* F|ihe 50-00(1. 03/03/ 16- 0303310361 


020329031/ Ack receipt of 830223 Itr informing NRC of steps taliei. tu 
correct violations noted in IE Insp Rept 50-309/01-31 
martin. T T Division ol Engineering 6 Technical Prograss^ 0:’/03/1 
OARRITY. J II MJlne Yankee Atomic Pcaer Co Ip I24|4 269 «’4X 

Fiche 90-309. 02/03/19.0203350317 


/ W»'porrf» lo (IJVtJfi :«• ir violi»tivri note'! in 1 1 Intfi 

Weft 'Q I - 31 Ccfrertive dcticrt inlerndl «orveilldTt» 

prit^diiie te tP : "p I S'^vr. tpd (42391^ I liqiJid ppnptrdnt pidint 
tc be petlor.-«<> bj 3<- Ofpt 

HftWAllf*. J B Mdi>«* Vdilee At9->ir Fouee 1 1 0i?/O^/?3 

HAv*.E'J. B C flejicn l. flfficp of Dlr»<tOr 4pp 1^4)4 3JV i'AX 

to- jO*?. 3<f<v3/ o Rro-j2aoai7 


F2022b32f3 Cbnf \ t -valor^i Attiiin Ll“ 6a-l3 •■« ^ t jd <dtlu<*e% fjunl bVO'.llli 
cn tteon fenorptcr e tali I e{ ddnuav Corioctivp d<tion>, 
iricluds V-druneif test of dll stvds eo'vjwdO >- identification 
of I *< 3 uenpedlcr -af.jdj lever it 'd fiii-ber ifiel initdited 
HATficS- S C Begicn I- JfflCe cf Bireetor 02/03/lB «A.\DA 2 /A. J !■ 

iPdine yanlee Atnili I’c^st Co 23p t?4lt 243 3451 

f I c t e ;0- J-'V . 33/03 ' I “y- PrO.i? Mit.T 


9203230704 PNC- 1 > U3'U'>3A on 8?0niD. after replacing dll studs on stic 
generdtnr 2 (old leg edoudg* nnndostruc ( 1 ve e>ds deternined 
four iti'ds rrdried Hedll leali detected fro<n reactor vessel 
besti seal 

0a:.(. 0. dBlffAtn. E J Beg ton 1. Office of Director 02/0.1/14 1 1 > 

laitja 2<10 34X ricbe ;0-:(09. 83/01/1*. 0201330706 


V Operator E lael nnt Ions 


tj20'J0303<V8 Advises ttidt See pud operator s.arbshop ulll be neld on 
030316 & I'/ 10 Ooston, ftA Attendance of licensed shift 
personnel requested liipics to be discussed listed 

EjEEI.HJt.ft O Division of Licensing 82702/13 OAnnill. J H tli 
Van * 80 At on It Mowei Co 3pp 13092 J07 34* Ftche 30-309.02/03- 

0303C20340 


n Pe-tccic '•peTatH'S t«pO''ts 7- related : rrre spfident e 


if?0J2107ll E!>rcj.irji e.ritt-lg operating rrpt for Jan 1902 

SjDWEn B H vanlee .Stoeir Elecriic fo IJ2/C3/II Office *.f 

Miiacerent and Prog-.s* Analysis Ip 13JHn 303 24/ 

fic-e 90-109 82/02/ I 1 . 82031. 10/1 I 


9203230716 Month I ig operating rept for Jan 1902 

OOve.f . A e faniee Ato'ic Electric Ca 03702/11 4pu 12:!<1»» 20.'. 
29/ ficSe 90-307. 02/02/1 1. eJOirtiO/ 1 1 


0203110226 /"riu.irdi pe'-sennil etpesure rest for t'/01.per Teen 3(it-f 
3 9 \ 3 

SPBBirv. j H Maine va-iee .itomic Powe- Co 03/01/03 Beg ion I. 

Uffite of Oiroctcr Ip I22I6 166 29» fiche bO 30V, 02/03/ ().l. 

62031 1 (1237 


■“ 6?03f 10227 Perso-nel eiposure rapt for 1901 

♦ Maine ra-ites Ato-ic e:jor Co 02/(73/03 Ip 12216 167 24X 

riche bC 309, 02 7 03702. B2C3I 10226 


ft30'.il60330 Ecii-arils -riflaei.t f, Haste Oispoeal tieiriannual Itepi. 
Oul-ne; IVbl ■■ 

CAdHItv. j H rlaino Van.ea Atomic f’p.rr Cii 02/0,1/00 MAVf.Eit. fc. C 

Begior i. Office of Oirectnc tp 12307 t77 .Itt 
E ic^e 9C-30V. 62/03/0G 0203I60;)30 


-0203160335 "Cffluent b -l.islr Disposal Reniannuat Bep t. Jo I -Oc-c IVHI •• 
s Maine Ysfitee Aio-iic >'ui.er Co 02/01/08. 9pp 12307 I71i I'tt 
flcs* 10 .109. 82/037C8. 0231160:190 


DOCKET 50-3U OaLEM MUCLCAB CENERATINO STATION. OMIT 2 
F Oecuritg. redical* eeergeneg 6 fire pretectlen plans 


0107200150 EorcjArds inseim rept. ’’F its Prntecllon Pr pgrdm* BdFs 
Shutdouin 6 Interaction Analyses.*' In response to site audit 
cone erns ■ Oene r tc ttr 01 13 t, App H Final version of rept 
will be submitted b<t 010917 

HlTTL.fi L Public Service Electric 8. Oas Co of Nes> Jerseg 
01/07/17 rilBACLIA.F J Licensing Branch 1 Ip 09070 044 
Flc*e 90-373. 81/07/ I /. 0107300150 


--8I07300I54 "Fire Protection Program. Safe Shutdown Ti Interacllun 
Analyses." interim rept 

HiTli..0 L Public E.ervice Electric S Cos Co of Hew Jersey 
01/07/17 laipp 09070 04 9 34« FUhe 90-272. 81 /07/ 1 7, 

0107200130 


0201010171 Ac It receipt of 011113 Itr transmitting security plan 
changes Changes acceptable per I0CFK50 94lpj 

VAROA. S A Operating Reactors Branch I 03/03/19 LfOERITZ. R. A 
Public Service Electric 1. Oas Co of Mew Jersey 2pp 13109 346 
24I( FIche 90-273.02/03/19.0203030171 


9303030036 Releases public version of revision to emergency plan 1. 
revision to O'sergency plan procedures 

FELTON. J H Division of Rulas and Records 83/03/01 Oocumen 

Management Orancti Ip 13140 001 34X F i che 30-373. 03/03/0 1 . 

8303030036 


S Repcrtable cc c ur '■encos- l.FHs /. related correspondence 


6201050328 Forwards t Efl 02- C04/031 -0 

WilC-E C Paiue Variee Atomic I'o-er Co B2/03/33 tIAVNEB. R t 

Region I. Office of Director ip 1313'J 032 34X 

i ich* 3C-3C9. 82/02/23. 0203090320 


-02O3<15O333 lFR 02-C04/03U-0 on 83020D, c harine I 0 low flow bistable 
failed t^ trip Csi'ssd by i3-vOll power Supply failure 
Po-»r supply restr. red 

PAiNF.if J fiatno Varier Atomir Power Ca 02/02/23 Reg tun I. 

Office of Director ip 12133. 093 24K Fvctie 90-309. n3/02/;ltl. 

0303050329 


02032307;79 Bo 02-CO9/OI T-f> sie primary maii..,ag studs were broken w.blle 
ro—q'fiTvg rarwsy Cause not statef Etam of bi’nleis studs 
Indicates sone corrosion atcacs Prior to restart. all studs 
will be ultra son leal Ilf tested 

WOOO.F C Maine Vanlee Atomic Power Co 83/03/10 Heglon I. 
OfFlce of Directur Ip 13305 192 24X Fiche 50-309. 02/03/ l<>. 
3203238739 


8303230191 Forwards LtR 82-006/D3L-t) 

MOUO.E C Mains Vaniee Atomic Pouet Co 82/0:1/11 HAVNES. R C. 

Region 1. OFfice of Director ip f3301 361 24Ii 

Fitbe 90-309.82/03/ 11, 0203230191 


•8203230201 lEr 62-006/031.-0 an 02021 7. lahl le disassembling sgeirL fuel 
pit cooling pump discharge valve. two 5/0- inch studs were 
lir'OVei) Caused by corrosion Alt type 4I6 bolting ig valves 
c-il] be replaced. 

PAJAE.pl J Maine Vaniiee Atomic Po.-er Co 02/03/11 Reglun I. 

Oiflts of Director Ip 12381 362 24ie F t c lie • 90-309. 82/03/ 1 1 . 
8303330IVI 


9201230364 PND- | -02-023 on 920310. stud failure noted tr» RCO pressure 
bbundai g -bolt ed closures. All studs affreted by primary sys 
leak of borit arid will be replaced 

fJALLO. BRUNNER, £ J. Region (. Office of Director 63/03/12 Ip 
13303 207 34* ricbe 20- 309, 02/03/ 12. 8303330364 


--8203050039 F6r-j»ards puLilc version of Kevislon I to emergency pIc 
Revision I to e->ergency plan procedures Vols I b 2. per 
10CFH5D 94 6 App E. IV & V Revision request form enc I 
ZtJPKQ. J M Public Service Electric 6 Oas Ca of New Jersey 
D2/02/I7 VaROa. 8 A Operating Raac tors Branch 1 Ip 

12140 002 34* Flche 90-272,93/03/01.0303050036 


--8203050044 Public version of Revision I to emergency plan 

auR ICELt.I. R . A Public Service Electric & Oas Co of New Jersey 
02/01/30 339PP 12140 003 24X Fuhe 50-273.82/03/01. 

6303030036 


--0203090049 Public version of Revision 1 to emergency plan procedu 
Vols I S. 2. Including changes to Section I re onsite 
p roc odures. Sec t ion It re offsite procedures 6 Section IV re 
radiation protection/chemistry procedures 

a Public Service Electric 6 Das Co of New Jersey. 01/10/3/. 
bSOpp tai41 096 247 Ftche 50-272.02/03/01.0303030036 


0203090779 Notification of 020300 meeting w/utll In Sethesda.MO to 
discuss fire protection pragraii 

KOSS. M J Operating Reactors Branch I 83/03/02 VAROA, 9. A 
Operating Reactors Branch 1. 3pp. 12176 3 52 34X 

Fiche 50-272. 82/03/02. 9303090779 


6203190033 Releases public version of licensee objectives for NRC/f 
observed eiercise for eadiologtcat emergency response plan. 
FElTON. J M Division of Rules and Records 02/03/13 Oocumei 

Managenent Branch Ip 12394:348 24* F 1 c he 90-272. 82/03/ 1 £• 

0203190032. 


--02O319OO17 Forwards public version of objectives for 620519 NHC/I 
observed eierclse for States of NJ & BE 6 facility 
rhdinlogtcat emergency response plans 

UDERITZ.R A. Public Service Electric b Oas Co of New Jersey 
02/03/04 VAROA. S Operating Reactors Branch I Bpp 12354 
24X Ftche 50-272,82/03/12.8203190032 


I Financial Information 


6203240244 Forwards Annual Financial Rept 1981 

UDERITJ.R A Public Gorylce Electric 6 Oas Co of New Jersey. 
82/03/18 UOQO. R Office oF State Programs. Director Ip. 
12394 088 24* FI c he 50-272. 82/03/ 18, 0203240244. 


-•eS03?4O?47 Annual Financial Rapt (901 

» FuStllc Service Electric (• Cas Co of Neu Jersey 02/03/ III 
40pp. 12394 0B9 24X Kithe 90- 272. 02/03/ 1 a. 1)203240244 


j tniuranca & indemnity Information 


e.£03C4024>7 Forward* Endorsements 91 t< 92 to NELIA Follcy Nr-230. 
CndoFdement 4i to mAELU Policy MF-90. Fndora ements O t> 9 to 
ANl Stnder EO-tO & Endordemenlt 6 Sc 7 to AMI Dltidrr ED-72 
OOLOENc li piarsd S> fict. ennan. Iric « M & M Nuclear Consul tanta. Inc tllv 
02/02/29 SAlTZMaM. J Antitrust & Economic analysis Dranch 
fumity Flnancel 9pp 12119 290 34X FIcho 90-000. 02/02/ JI-. 

0203040267 


0203250)50 Forwards Endorsemanls 0 t. 6 to fiAfcUl; Olnders *0-60 Sc XB 72. 
rttprctlvely 

OCc-DEN. n. p Marsh S' McLennan. Inc . M 6M Nuclear Consu 1 tant s . I nc 
&lw 02/03/09 8ALT2t1AN. J Antitrust fc tconocslc analysis Brniich 
lOtlltty Flnancel 3pp 12413 357 24* Flche 90-000.02/03/09. 

02032 301 SO 


8203390937 Forcjards Endor s e.nent 93 to NElIA Policy h.F-230. Endor cement 
to to tteclA Dinder ED-EO S- Endorsement B to NELIA 
einJar £0-72 

COlCENcPI P Marsh Sc McLennan. Inc . M 6 M Nurlear Consu 1 tants . I nc 
Plv B2/03/19 aACTJUAU. J Antitrust Sc Economic analc;sls Branch 
(Utility Flnancel 4pp 12430 197 24* Flche 30-000.02/03/19. 

e 2032903 3 7 


P. Cparatlnj license stage documents Sc correspondence 


9203010001 Addl response to FOIA request foi 30 categories of docueents 
r* tAiPEO-OtcfaO. "NflC Action Plan " Forwards docueents listed 
In Apps A. 0. C t, 0 Info partially withhold Iref FUtA 
Eeenptlon 9> 

FELIOM. O M Division of Rules and Records 91/0B/04 MAODEH. 1 

Mayf . 9cho I ePi Fi erman. Kays Sc Handler 9pp 12790 006 24* 

Flche: 30-311. ei /03/04. 02030 1000 1 


- -6007230070 Supcrits comments on util response to NRC 790921 reyui-st t <■ 
basts for auiVltary fesdwalar sys flow reynlr sments 
Auclllary feedcuater sys must have capacity to supply at 
440 gallons per minute total 

SPEtB. T.P Reactor Bystse.s Qranch 00/07/11 PARR.O. Aurlllory 
Systems Branch Ip 12793 070 24X Flche 90-000.01/00/04. 

8203010001 


•1293090734 Advises that no technical deviations from stated position 
concemircj IM| Action Ita.s 111 D .1 3. improved In-plant 
iodine Instrumentat I dn under accldont ccndltton were 
requested l/til will .meet position No further revieci. planned 
VAflCA. 0 A Operating fteac tors Oranch I U2/02/I9 LcOEfin/.N A 
Public Uervice Electric 6 O.ls Co of New Jersey 2pp 12192 095 
24* Flche 90 -r?*’. 02/02/ 19. 84.'03090'34 


0203030412 Forc...iri!3 •BifMonth Response For Conirnl af Heavy Loads.” 
Wevlslcjn 1. in f rspDOse to NRC Oenerit Ltr 01-7 & NjBEG-0612 
lIDFN.E a Public Service Eloctiic S. Oas Co of No'J Jersey 

02/02/23 VAHOA. S A Operating Reactors Branch I 7pp 12096 UP 

34* Flche 90 272.02/02/23 0203030-112 


-0203030410 'Sii-Monlh Response for Cocttro) of Heavy Loads.” Revisiei 
PAhO. Si II . Cm I damp ARAM TmA. BAUEEANDRO. D C Ouadre> Corp 

OUAO-1-01-933 01/12/17 e6pp 12096 116 24* 

Fiche 50-272. 02/02/23. 0203030412 


6303120346 Forwards request for addl info re IMI Action Ite.m It B J. 
‘RC3 High Point Vents " Questions re proposed operetlng 
guidelines for RCS vent usage should be resolved generically 
through owners groups 

L'AROA. S A Operating Reactors Branch l 02/02/23 UMRIO.H L 
Florida Power >, Light Co 6pp 12255 217 24* 

Flche 50 272. 02-- 02/ 2 J. 020 3 1 2034 6 


0203120159 Forwarcis addi Info re seismic qualification of aurlltory 
feedwater sgs per NRC 620107 ltr Sletch of Valves IhF?! 6 
1AF72 one I 

lIOFN.E a Public Service Electric 6 ties Co of New Jersey 
02/03/01 VAROA. 9 A Office of Nuclear Reactor Regulation* 

Director Jpp 12246 196 24* Flche 30-272.02/03/01.8203120199 


0203160043 Advises that approval Is granted for a 6ME Gectlen Xl.focti 
Case N-307 as applicable to ultrasonic eiam of reactor 
vessel studs 

VARGA. S A Operating Reactors Branch I 03/03/03 ODER 1 1 7. M A 
Public Oorvice Electric 6 Oas Co uf Necu Jersey 2pp 12325 (i/l 
24X Fitt.o 90-273.03/03/03.0203160043 


0203110001 Oenei ic Ltr 02-04 to all licensees of operating plants, 
applicants for tJL 3. helders of Cf' ru uso of INPU OEL-IN 
program 

ElGf.MHJI.n O Division of Licensing C2/03/09 HAU6PUR0. A 
Consoltdatod Edison Co of New York 2pp 12291 031 24* 

riche 90-000. 02/03/09. 03031 lOOOl 


--0008130632 Forward Ayrlllarcg 8gs Branch 6ER Input on Imp 1 eiren tot I on nf 
roconmenitat lont for auslllory feedwater s<js 

CHECK. F B Assistant Dirac tor for Plant Oystems 80/07/30 
1EOE8CO. R L Assistant Director for Licensing 19pp 12793' 04(1 
24* Ftcha- 30-000.81/00/04.8303010001 


--8009230513 Forwards supplemental safetej evaluation input re 
Imp I eaivntat Ion of recommandat tone for au< illary feedwater 
eye.. Review Incomplete re safety grade design for auilllary 
feedwater flow Indication 

CHECK. P.O Assistant Director for Plant Scjsieais BO/OV/11 
TECC6CO. A L. Assistant Director for Licensing. 7pp 03990 006 
S4X Flche 90-000.81/08/04.8303010001 


8203010361 Rectuest* confirmation that Heettnghouse owners group offort 
le nearly completed for resolution of NLnEO-0737 Item 
It K 3.30 re revleed small break LOCA methods Analysis for 
model justification should be provided by B20701 
VAROA. 3. A Operating Reactors Oranch I 82/02/05. UOERITZ. R A 
Public Service Electric 6 Oae Co of New jersey. 3pp 13072 324 
24* Flche: 50-31 1. 82/02/05. 8203010361 


8200060174 Hrovtdis addl Info re length of outage time naceseary to 
Install main steam line noble gas radiation mon 1 tors. 81 nc e 
2-PonCh cbectout tc callbr period necessary, extension of 
coisfIsClon date until 820831 requested 

LIDEN.E A. Public Service Electric !> Oae Co of New Jersey 
B2/02/I1. VAROAi 8 A. Operating Raactors Pranch 1 . 3pp. 12193 119 
24X flche 50-272,82/02/11.0203080174 


8303040190 Requests support for operator shift personnel 820317 h 10 
isorlebops In Boston. ha. Hork shops provide opportunity for 
operating oaparlence info eichange Boston workshop will 
Include ReOlon 1 plants. Response requested by 030236 
EI6ENH0T, D 0. Division of Licensing. 82/02/12 QCHNEtOER.F U 

PlBIIc Service Electric 6 Oas Co of New Jersey 3pp. 12137.235 

347 Flche 50-273,82/02/12.8203040190 


6303060463 Forwards addl info re containment purge & pressure vacuum 
relief valves per request. Containment purge valves will be 
lept ehut during operating Modes 1-4. Pressure vacuum valves 
util have a 60-degree stop in open direction 
LIOENaE A. Public Service Electric fc Oas Co of New Jersey 
82/03/16. VAROA, S. A Operating Reactors Branch 1 . 29pp. 

13137:351. 24* Flche 50-311.82/02/16. 0203080463 


0203220495 Notifies that I.KC review of utll subriltals Indlcateu no 
technical deviations f i om N0REQ-O737. Item 1 1 F I 3. ‘High 
Radiation Monitors. * have been requested 

VAROA. 0 A Operating Reactors Branch 1 02/03/10 UOERlf/.lt A 

Public Setvica Electric t 0»s Co of Ne-j Jersey 2pp 12391.220 
24* Flche 90-311.02/03/10.0203220459 


0203250473 Informs that util is working w/Ues t Inghouse owners gruup ii 
resolving NilREO-0737. Item 1 1 K 3 30 re serai 1 break LOCA 
model. per NRC 030305 ltr Resolution scheduled for cosgletlon 
by 020401 Model revisions will be submitted 020701 
LtOCN.E A Public Service Electric 6 Oae Co of New Jersey 

Q2/03/17 VAROA. 9 A Operating Reactors Branch I 2pp 12411 10: 

24* flche 90-311.02/03/17.0203250473 


O Inspection reports. IE Bulletins 6 correspondence 


6203100440 Forwards order lirposlng civil manetary penalties for 
apparent failure to provide effective oversight of 
contractor security organliatlon 

BEYOUNO. H C Director's Office. Office of Inspection and 

Enforcement 82/02/23 UCERIT/.fi A Public Service Electric 6 Oo 

Co of New Jersey 3pp 12217 014 34* Fiche 50-272.82/02/23. 

0203100440 


— 0203100493 Order imposing civil ironetary penalties for appereiit 
failure to provide effective ergt oversight of contractor 
securitcj organlietloo 

DEYOUNG, H C Director's Officer Office of Inspection and 
Enforcement 82/02/23 Public Service Electric 1* Oas Co of N 

Jersey 4pp 12217 017 24* Flche 90-272, 82/03/23, 8203100440 


8203120149 Forwards IE Safeguards Itiep Repts 90-272/01-16 S< 

50-31 1/01-19 on 610604-9.00-09,29-26 «. 0702 No nencomp 1 1 anc e 
notad 

MARTIN. T T Division of Engineering L Technical Programs 82/02/2 
lfOERtTj!..R A Public Service Electric 6 Oas Co of New Jersey 
2pp 12247 173 24* FI c he 90-272. 82/02/23. 0203130149 


u20?(>?3440 li l<ifo B?- C I . Re vi 4 1 on I. 'Auatlierj 

Feed'i.-dter >*(««>( uncicvt Oestltiog rT..*) U»ic i n jhou^ie 
Sk'ltclt tifcjlt I10« ■ Vevi^ei Table 1 Is <jI»c eistl to 
clariT, (irci.it JiflgTarss Nt vritter lesporsoe 'equircd 
haVWES. B C Be) ion I. C<’fice cf Di'eetor B<i/03/Sti 0‘fC3. C.J 1; 
Ctinso 1 iOa i e4 Eaiso-. C<. ot <i»u TO'V QcjttUV J li Matne Tantee 
Atcr I c B:..*' Co n.'nltt.H (i Oeneral Potlic Utilities - GPU Seivltt 

Corp brf 1^134 54X Ficte SO-COO. B3/03.'S6. 0SO3|3SC4<IO 


«;i3:'l604B? r’CTWa'CS IE In«J heats 'jO-iTi/BH-Ol <• 53-311 /ej-Ol on 
030101*1)300 t- -ittire a< vldetlor 

SI ABOSiTCCi* I . fi Civision ct Project t Kesident rrogra"is 02/03/01 
•jOtBJTi.B A Pjb 1 I < Uervite tlcrt-ic t. Gas Co of Me- .lerseij -'PP 
1330-7 0 75 24 V f Icne SO-372 02/03'OI 0203 : <>0407 


-C303140494 Notice c‘ i-iolatian fra.-i insp cn 020101-0200 

S r/aBOSIECKI . B Di'-isicn eP F”oject U Resident Pr»grn--s 03/03/01 

2>p ’.230^ 077 24 1 r i c •■ e 50 -273 03/03 /Ol . Q30 3l<>04e7 


- a2<:3lft0505 IL lisp 3«tts 50-373/02-01 4 50-311/03-01 nn 630101 03CO 
None oxa 1 I enc e rnrej Feilti-e to folloei radiation protection P 
].-p I emeniat Ion p roce t nr es. la i J -j" e to proper I, appreve 8i 
issi-e procenc-re 

i. 3HB''0LH. L j , HliL N II CBuEnMaII- E G Division ol Project ^ 
BesiCent P-og«aois 0Z '02/24 11>PP 1230^ 077 24V 

FlcPe 50-373. 03/5 I'Ol a3C;»l/,04a7 


0303JI0.333 rori.;arrfs tC Info Nctire 03-0't- Falljre of Stee- Generator 
f 1 imarv Si4e ran-au C insure fiteds '■ No --r It ten response 
r e f/i r ed 

n«\l/ES B C Pojicn 1 Office cf Clreclor 82/03/13 O TCJ-l. J D. 
Consolidated Edison C- cf Ne-r Vor* CABROtl.. 3 T Jorseg Cenli-a) 
Pouer fc Liii-t Cn >’fM.LCC/ “t S Lcrg Island LiQttIng Co 5pp 
12452 C84 34)1 I i/ne SO-OCO. 03/03/12. 02033 I03J3 


H303I70273 For-iarids it ln»r Nctlce 02 03. Environ Tests of Electrical 
te-flisral lilotvs sjt.tten response (6401104 

K4/fv£b.B C Pegir.n I. Office of Director 63/03/15 O'TOOtt.J 0 
Consolidated Cd;sor Co cf Neie rurl CFfiAGLC..T T Jersey Ceiitial 
Fosier fc Uig-t Co PQl.i CC/.. M 8 Uony Island l.igiittns Co Opp 
13312 237 24/ Fitf.e 50 COO. 02/03/ I 0203 1 70273 


8203170406 Fcre.ards It Iff/ Notices 02-04. 'f'oCantlal Deficlsncy of 
Certain ACA3TAT l-.-7r.Cf* beries lire-Delai Rela-gs" h 02-05. 

- Inrreaslrg Freyoency J f Orug-Belated Incidents 

HAVNES.H C BegtPi I. Office of Director 02/03.'13 O'TCCtE.vl I) 
Consolidated Cdlscn Co of Uej "CO-V CARHOtL. J T Jersey Conti ol 
Foieer t LigM Co PrutCCM..*-; si tong Island Lighting Co 5pp 
12320 021 24X Flcl-e 50-000.62/03/15.620,3170486 


8203310361 Pors,‘ar(l 6 IE Info Notice 62 - 07 . ' 1 nad egoate Security 
Bcreenirig Proyrams " No lai I tter. response reouired 

HAVMES p C Be) ion I- Glfice cf Director 62/03/16 O' TOOLE., ID 
Consolidated Edisdn Cn of No.-- Vor-w UOOtEVEB.E J Daquesne ligtil 
Co 5cp 12455 073 24* ElcHe SO-OOO. 82/ 03/ 16. 020331 036 1 


F FerlPdlc operating resorts 4 related c orre spend enc e 


6203030273 Pcr,.ards "vnfjEg Discharge rionlterlng Bept for Jan 1702 •' 
Exclusion e X p 1 ana 1 1 ans encl 

rtlCtBA. H J Public Service Electric 6 Gas Co of hlev.- Jersey 
B2/02/I7 DAiCEB.B A . I-UUDIN, C Env ir onfl-en t al Protection Ageutg 

2pa 12131 031 24* Fiche 50-272. 82/02/ !■?. 6203050273 


HIPuRA.m j Public Service Electric (. Das Cd of Nej jersey 
62/02/17 HAVNFS.P C Region I. Office of Director 3pp 
12079 t2l 24* He he 50-311.02/02/19.0203030340 


- -62C3-330544 LES P2-C03/03L-0 on 820131 . 4ur t ng performance of H31 "» 
surveillance test undervoltage relay on 2C vital bus 
actuated at 5 3 volts instead of 77 3 volt trip setpoint 
valje Nd defects found Relay rscallbr 

OlCFEv.F Putllc Service Electric S- Cas Co of Neu Jersey 
R2/0?/’,9 negior. 1. Office of Director Tp 12099 124 ?A 
ricbe 30-31 1. 82/02/ 17. 0203030340 


8203040391 Responds to 820209 request for Info re P20201 spill of 
contastnated water Proposed temporary design change to 
connectlor hetaeeri Units t t 2 spent fuel pool cooling sys 
uas approved but not inspected prior to use PNG encl 
DIRC/S.N j Office of the Erecutlve Director for Operations 
82/02/19 ROOERTS.T Coravtssloners 2pp 12159 023 24X 

Fictie 50-273 02/02/19. 6203040091 


— 6203040095 Requests info re 82D201 spill of c ontami natod voter 

PCUEHT'i.T Co*-»lssloners 02/02/09 OlBCkkS.U J Office of I 
Etecutive Director for Operations 2pp 13139 026 24* 

ruhe 30 - 273 , 82/02/19. 0203040091 


0203390321 Forwards LER 02 006/031-0 Detailed event analysis enc ) 
NICijRa. .1 J Putllc Service Electric t Oas Co of Neu Jersey 
02/02/24 I'AVNES. R C Region 1. Office of Director 3pp 
12767 069 241 Flche 50-311.82/02/24.8203090331. 


— 0203090327 lEB 83-006/031.-0 on 820120. sve water Plov- indicatoi 
Indicated no ficj condition Caused by sve water dischdrge 
valve 22311323 being stuck shut Valve opened, locally tested 6 
retx.ruei tn sve 

OlCdtv. F Public Service Electric J. Oas Co of .New Jersey 
82/02/24 Region I. Uffice of Director Ip 12169 111 

Fichs 50-311.02/02/24.6203090131 


8203090333 Forwards ICR 02~aO9/O3L-O Detailed event analysis encl 
hIDv.RA.H j Public Service Electric 6 Oas Co of Noa Jersey 
62/02/24 HAvnES.R.C Region 1. Office of Director 3pp- 
12162 255 24* Fjc.te 90-31 1 . 82/02/34. 8203090333 


--6203090338 lE B 02-OO9/O3L-O on D20I39. air particulate detector pi 
Ic-. flow al ar.-n annuniclated Caused by Incorrect normal flow 
valve lineup to pu*-? Pump removed fro-s nornel flo-u t pieced 
In baclup flow lineup 

DICKEV.F Public Service Electric 6 Gas Co of New Jersey 
02/02/24 Region I. Office of Director 4pp 12162 258 • 

Fiche 50-31 1,02/02/24.8203090333 


G203C90637 Forwards lER 62-000/03L-0 Detailed event analyels encl 
iSlOl.qA.li J Public Service Electric t. Cas Co of Ilea Jersey. 
62/02/24 havneS.R C Region 1. Office of Director dpp 
13167 326 24X Ficte 50-31 1 . 02/03/34. 6203090637 


-6203090698 LER 02-000/031. -0 on 020128. overp ouar delta T tndicatl 
far channel 21 failed high Caused by signal suw.-nator 
2T-ri4i2F having no output due to failed capacitors 
Five capacitors replaceo 

DICKEV.F Public Service Electric & Gas Co. of Neu Jersey 
32/02/24 Region 1. Office of Director Ip 12167:329 2 

fixhe 50-311.83/02/24,8303090637 


--8203050279 ■ NfOEB Discharge rlonltoring Bept for Jan 1983 • 

NIOJRA. N J Public Service Electric t Oas Co of .Neu Jersey 
33/01/31 17pp 12131 033 24X Flche 50-2/2. 62/02/ 19, 0303050273 


8203090363 Foruiercs "Semiannual Radioactiva Effluent Release Rept. 
jul-0*r 1931 • 

lIDEN.E a Public Service Clectrjc f. Oas Co of Mew Jersey. 
62/0-3/01 HAVW .8 Region l. Office of Director Ip 12166 34-2 
24X Ft Che 50-372. 02/00/01 . 0203090363 


— 8303090370 -Semiannwal Radjoactive Effluent Release Rept.Jul-Wec 1901 ** 

» Public Service Electric t Das Co of New Jersey RERR-I I 
O2/O3/0t. 47pp 12169 343 24* Flche 50-272. 82/03/01 . 82Q3<l90'J6:i 


8203160066 PnrwardC nonthly operating rept foi Feb 19C2 

NIOuRA.H J Public Service Electric t* Oas Co. of New Jereey 
02/03/10 Director's Office. Office of Inspection anl Enf ore er.ent 

Ip 12300 270 24* Flche 30- 31 t . 02/03/ 10 . 82031 60066 


9203160282 Forwards LER 92-011/03^-0 Detailed event analysis encl 
NIO'JfiA.H J Public Service Electric 6 Cas Co. of Neu Jersey 
92/03/03 NAVNES.R C Region I. Office of Director 3pp 
12298 276 24* Flche 50-311.82/03/03.9203160202 


— 8203160205 lER 82-01 1 /OOI.-O. on 820205. dur 1 ng radiological survey 
laundry trailer area- tec hnl c 1 an discovered lint from dryer 
eihavst of Trailer 8 revealing traces of Cs-137, Co-60 6 
CO'30 New trailer & lint collector Installed 
OICkEy.F Public Service Electric 6 Gas Co of Neu Jersey 
82/03/03 Region 1. Office of Director Ip 12298 279 2 

Flche 50-31 i. 82/03/03.8203160202 


0203160409 Forwards LER e2-010/03L-0 Detailed event analysis end 
nlOVBA. H J Public Service Electric 1. Oas Co. of Neu Jersey 
82/03/03 HAvNES. R C Region 1. Office of Director 3pp 
12304 006 24* Piche 90-311.02/03/03.0203160409 


DOCKETED ITEMS 


'•-82331604 14 LES B2“010/03_ 0 oit 820201 • 0 li>r r «p am g bptii.i>en Indlvlduul 
rod Fo^ttior, indicator ( IRPI i (, crntrol rod bonk demand 
indicator for rod 2C2 riceeded l2 «tep« in ottber dlrortlnn 
Caused tg Incorrect cslttr of IRPt INI'l caltbr 
OtCHEV.F Public Service Clectrir & Cos Co of New Jersey 
02r03/03 Region I. Ulfice of Director ip 12304 C09 ;’4r 

Flche 50 -31 I. 02/03/03. 0203160409 


8203160400 Fori,ards supp I erienta 1 LER e2-007/01X-t for Licenses Ill'll /O 

6 pi’R-ys. 

rltOJIA.H j Public Service Electric 6 Oas to of Nou Jersey 
&2/03/0S I'AVNES. R C Region 1. Office of Director jp 
I230S 117 24X Fiche 50-272.02/03/00.0203160400 


--0203160403 FoTs.ards LUi 82-007 /Ol 1 for Licenses OPH-70 t. CPU -7L 
Detailed event analysts enc I 

MIDORA.Ii j Public Service Electric 6 Oas Co of Nex .lersey. 
82/02/24 HAYNES. R C Region 1. Office of Director 4pp 
12305 110 24 7 Flclie 30-272. 82/0,')/ 0(1. 02031 60400 


-B203160411 LER a2-007/0lX-l on 020211. check valvfs lAF/1 8. lAI/2 t. 
associated piping found not selsniially protected Protective 
steel etructure to be provided off seismc c»alt. 

Incorporating seismic guides for add] protection 
DICREY.F Public Service Electric t Oas t‘c> of Now Jersey 
02/02/24 Region 1. Office of Director 2pp 12305 123 t’4x 

Flcbe SO-272. 82/03/00. 0203160400 


B2O3d90lO5 Forwards L.EII D2”01 2/03L-0 Detailed event analysis onci 
MICJRA.H j Public Service Electric t. Cas Co of Now Jersey 
02/03/09 Haynes. R C Region 1. Office of llirectcir 3pp 
12429 238 24X Flcbe 30-31 I. 02/03/09. O2D329O103 


B203290203 LER 02-012/03^-0 on 02020*/. s team generator level clmnnel ;■ 
displayed erratic behav t or. dr I f 1 1 ng bigh to 63 F. causing 
feed f I Oji to drop to 30 F Caused by double grounded shield 
aroutid signal cable to level transmitter 

OICPEY.F. Public Service Electric t. Oas Cn of Now Jerseg 
32/03/09 Region 1. Office of Director Ip 12429 261 24X 

Fiche 50-31 1 . 02/03/09, 8203290103 


8203290293 Foritierds LER 02— 013/03L— 0 Detailed event enelysis eittl 
fSlDllRAiH J Public Gervice Electric 6 Oas Co of New Jersey 
82/03/09 HAvr.ES. R C Region 1. Office of Director 3pp 
12430 334 24X Flcbe 50-311,02/03/09,0203290293 


-0203290303 LER 02-031--0 on 020213, shift supervisor Informed that Iwi. 
4-inch core bores opened on 78-ft elevation bptuaon 
fnecbanlcal 6 electrical penetration areas No fire watch 
posted Caused by Inadvertently posting watch on wrong unit 
OICKEV.F Public Service Electric t. Oas Co of Now Jersey 
82/03/09 Region 1. Office of Director Ip 12430 35/ 24X 

Fiche; 32-31 | . 02/03/09, 0203290293 


DCCHGT 50-312 RANCHO 9EC0 NUCLEAR CENERATINO STATION 


F. Security, medical, emergency t< fir* protection plans 


0203170620 Submits Info re status of Imp 1 omen tat I on of prompt 
notification sys, in response to 020212 notice of violation. 

Alerting Communlctors of America plans to dellvor all 33 
sirens by 820305 

HATTlMOE. J. J Sacramento Municipal Utility District 02/02/12 
OGVCDMO. H C Director's Office. Office of Inspection and 
Enforcement 2 fp. 12319 330 24X Fiche 30-312,02/02/12.8203170620 


0203060339 Forwards 020224 status rept update for prompt notification 
sy« installation First shipment of ten sirens will be 
delayed until 820300 

HATTlMCE. J. J Sacramento Municipal Utility District 02/02/26 
DEVeuNO. R C Director's Office, Office of Inspection and 
Enforcement. 3pp. 12149 264 24X Fiche 30-312. 82/02/26, 0203000339 


0203100269 Notification of B2030Q meeting w/llcensee In SacramentOi FA 
to discuss outstanding action resulting from emergency 
preparedness appraisal 

e Region 3. Office of Director. 82/03/02. Region 3. Office «f 
Director 2pp 12177.293 24X FI cb e 50-312. 02/03/03, 0203100260 


□203100302 Advises of current status of prompt notification sys figs 
should be ready for test by 020413. 

l/ALBH10<r£, M C Sacramento Municipal Utility District 02/03/03 
CGVOUNO.B.C Director's Office, Office of Inspection and 
Enforcement 3jp 12186 343 24X Flcbe 30-312, 02/03/03. 82031 0030,2 


0203190511 Requests site access for IAEA 020300 visit to sve spent furl 
storage pool camera 6 examine fuel accountability records 
BTCLZ.J. F. Operating Reactors Branch 4 02/03/03 MATTIMOE. J J 

Sacramento Municipal Utility District 4pp 12372:040 24x 

Fiche - so -31 2 , 02/03/03. 020319031 1 . 


U2DJ22OO03 Advises that ic'ie crorges I'.ust oe fui ther rndified re 
proposed Amuod 10 to physical security action plan, tii 
response tu 01120/ uppicatior Lrcl ror,.*ei'. ts wtth^eld 
iref lOCFRj 790) 

S10..I. J r Ilpprating Reactors fir, inch 4 H2/P3/ I 7 MATIlM3r..l J 

riac ramentu Muxiclpal Utility District 2pp 12361 033 24 X 

Fiche 50 -312. H 2 /OJ. 17. >320 3,>.'’0w(l 3 


‘3203233719 Discusses Cut rent status of prempt notification sys 'jy- 
should be installed by 020415 

FAT 1 1 MCE J J Sacrament I) ru.riclpa) Utility District 82/03/10 
DEveuNO. R C tliructo' 's Office- Office of Inspection and 
Enforcemei't 2pp 12305 1V7 24 X Fiche 50-;)l2. 02/03/ 1 0. 9S0;T';'07 1 •/ 


02f'323O256 Ac ii leceipt of fiCOlOQ Itr loformiuy tJRC of steps taken to 
correct violations noted in It: Fmergency I’l epurodness 
Appraisal Insp Rept 50-3I2/UI-22 Violations responded to 
sa 1 1 s f ac t or 1 1 y Me t euc u 1 og i c al issues still under evaluation 
SPENCER. 0 5 Region 5. Office of Director 02/03/19 MATTIrlld.J J 
SacraTento Municipal Utility Dist'ict jp 12376 344 24x 

Fiche 50 31.V. 02'0;i/ 19. 020.32.30256 


--n.'’0321025V Responds to NRt; OPliOS Itr re violations noted In U 
Emergency Preparedness Appraisal Insp ilept 50-312/01-22 on 
Hl0622-?f, Collective actions changes to emergency plan 6 
procedures cucret.tly oriderway Related corrective info enc 1 
MATTIMOE, J J Oacramenici Municipal Utility District 02/01/00 
Et.CEl./FN.H H Region 5, Ufftce of Hirer lor 12pp 12370 34‘, 
24X l icho 50-.312, 02/03/ 19. 0203230256 


C Ad jod i c a tor c ur r espondenr a 


0201300302 Advises that Utlll3 irarsmillal re proposed hot leg 1 rvr I 
1 ns t rumen tat 1 or. sys does net reel criteria of Iter- )1 F 2 of 
1,UREO-0737 Proposal dees net provide means of detectirg 
voiding In reactor vessel upper lead above top of noitle 
STOl.I.J F Operating Rear tors Oranch 4 02/01/06 fniKtLl.*H D 

Metropolitan Edison Cn 7pp 11962 023 24X Fiche 50-0C0. Hi.VOl /06. 

02013003,32 


--8201250462 Goti-i.sr i i os H6tl reactor owner pi, ms lor cosipl lance s./NUI>(.<: 
0737. ttnm )) F 2 re 1 ns t r umen la 1 1 on for detOi-'llon of 
Inadequate core cooling 6 provides options For ordering 
Incorporation of Rest i ny house or C-E level .monitoring sys 
OIRCltB.M J Office of the Giecutive Director for tlperatleins 
SECV-01 -sn.'-A >31/12/29 7pf 11962 062 21X 

Fiche 30-0 JO. 02/01/06.0201300302 


0203000176 Forwards JF Gtolr affidavit re current status of rt3C irvii-w 
of HP] nottle design therunl cycle limits 

BLACK. R L Hearing Dranch I 0,3/03/02 ROSENTHAL. A S . KOHl . C N , 
BUCK. J >1 Atomic Cafety and Licensing Appeal Panel ip 12133 Olfl 
24 X Fiche 30-312. 62/03/02. 0203C001 76 


--8203000103 Affidavit of JF Stoll re Current status of NRC review uf 
HP) nottle design thereat cgcle limits Util 820204 Itr 
Indicated revised analysis requested In NRC 820302 Itr to br 
submltted by 020701 NRC will need 6 wks to evaluate Info 
STOLZ. J F llperaling Reactors Dranch 4 02/02/23 6pp 

19133 011 24X Fiche 50-312. 02/03/02. 02O3ODO1 76 


0203000010 Forwards uF Stole affidavit re current status of NHC rivlrw 
of MPI nottle design thermal cycle ll.nits Affidavits served 
on 020302 defective W/o enc I 

BLACK, fl L Hearing Dranch I 02/03/03 HUSENTAHAl . A S ■ KOHL. < N , 
BUCK. J H Atomic Safety and Licensing Appeal Panel Ip 12)34 DO'/ 
24X Fiche 30-312. 02/O3 /O:j. O2O300C01O 


0203100204 tlemoranduip 6 order directing NRC to aciswer listed qoestlnnr. 
by 020331 re HP I no t r 1 es . noi 1 1 e test 6 thermal cycles 
shoemaker. C J Atomic Bafocy and Licensing Board Panel 82/03/Dl) 
Office of the E*ecutive Legal Director 3pp 12181 203 24X 

Fiche 30-312.02/03/00.0203100204 


0203220207 Forwards utll 820309 Itr to NRC re irabeup noiile 
abnormalities Ltr relevant to portions of A8LAB 020309 
.memorandum 6 order Certificate of Gve enc I 

BAXTER, T A Ghaw. Pittman. Potts t, Irowbrldge DAXTER. T A 
Satramiento Municipal Utility District 82/03/16 nOSEMTHAL. A 11 . 
BUCK.J H . KOHL.C N Atomic Safety and Licensing Appeal Panel 3p|, 
12362 206 24 X Fiche 30-312. 02/03/ 1 6. 0203220207 


0203310238 Forwards util B203I9 t> 25 ltr* r® certain aspects 
of ABLO 020308 me.norandu.n 8, order 

BAXTER. T A 9has)> Pittman. Potts U Tro-wbrldge. BAXTER.! A 
Bacramento Municipal Utility District 02/03/26 flOOENIHAL, A 8 . 
DUCK. O H , KOHL.C N Atomic Safety alid Llcer.sing Appeal Panel Ip 
12433 134 24X Fiche 30-319. 02/03/26. 02033 10230 



- B?033ICS44 ix^c tc a4»i4tant in l.‘«C repl^ to ASLAO fluent inn« >>• 

OSO.'SUa "leTOr ardor, t, tirijr Cone or » ii./f'L Pa dovati 990109 
aPttds'.lt »« prossjre iniection no*»lrs No imiiedtato 

«or»tern o>l«ts re r.J»tle« Certificate of Sve end 
flArriHOE J I Sacromeotc Pjnic ipal Utllttd Diel-ict 82fOJ/aL. 
SrO-Z.J F CJperatini) Heoctors Oranch 4 4pp 13453 JS6 J'l* 
f-' I ct\e 50-312. 62/03/3*. B3CSJ 10236 


t Ftnanrial i n f erra linn 


63C3 1!50C<3 Ann-oal rinanctal Rept. I‘'81 

CAftf?. r . UAi.DPlOGC. l. C Satfamento Mo-iiclpaJ Utilitg Dlttrlil 

24pp 13357 241 24X P icne 30 313. 01 /12/3J. 63031 50043 


6203300243 For.jard* Annual Finanjial R«pt.l90l 

ROORIOUE2.B J Sscraner.tc Mjnic Ipal Jtlittg Olatdct 03/03/19 
OPf tee of tiuclear Reactor aejulalicn. Director Ip 13446 027 34X 

FicA* 50-312.03/03/19.0303300342 


.6303040050 Foraarde O&u Kandurltten draft response ta NRC 79093(1 
request for add! info on pouer operated relief valve 
actuation b reactor trip froqusneg 

CAPRA. R A Tlir-2 Oulletltit b Order* Task Force 79/10/30 
lERAEC.S TnI- 5 Bulletins (. Orders Task Force 23pp 12769: 
34 X FicSe 90-000. ei/Ofl/04. 8303010501 


6203040607 "Tech Specs for Redui>-ant Oecag Heat Renoval Capatitllty 
Rancho Seco Nuclear Oenerating Slot Ion. Uni t I." informal 
rep I 

MOR/EN. D J EOfcO. Inc FIM A'6429 0205040607 037 01731 

oaNCHEU. J N Division of Licensing IBpp 13139 343 34X 

Ficne 50-312. 03 '01 731. S303C40607 


0203040369 Requests procedures for ranualtq initiating HPI after 
reactor trip Supnittal within 15 dags requested 
STO-Z. J F Operating Reactors Dranch 4 82/03/00 MAITIP'OE..! 

Satraesnto Municipal Utllltg Ol'lrlct 4pp 13130 319 24* 

Fi< he 50-313. 02./03/0a. SS03040269. 


J Irsssjrance t. irde-nitg irforr-atloo 


62030 10200 forwaris Erdorserer-t 46 to fAELil Policg MF 75 

ITATTIMOE.vI 7 5 acrarento ■'■/nicipal Ulllitg Okstrict 62/03/27 
SAt- T 3MA';. J 8 Antitrust 6 L'conoric anaIgSIS Branch ll/tllltg 
Flrsasscei 3f p 13069 003 24X Fiche 90-3 12. 82/03733. 830301 0.'’(10 


P Oporatinq license stage documents 6 correspondence 


220UOT0001 Alll response to FQIA request for 30 categories of docureeois 
rfl l‘4t7REC -0660 . ' NRC A. tisn Plan " Forwards documents listed 

srr Apps A.Q-C 6 D Info eartiallg withheld (ref FUIA 
C » empt Ion 91 

FFl.TCN, vi M Oivisian of Rules and Records 01/08704 FAODEM.T.vi 
A a s| e . Sc holer. Fier-sn.Hags t. Handler 9pp I 3730 C06 24 K 

FI e l>« 50-313. B> 706/04.9.30301000 1 


--000 1 2li042C Responds to 791013 request for review of licensee dec Istoi. 
to modiig safetg features actuation circultrg Forwards 
V 1 PL. of licensee safat., analgsIs log LSire viewed safetg 
question involved 6 licensee .has violated code 

uJORPAM. C 1. Division of Reactor (Jparacions Inspections 79/11/0'/ 
F*AL;lk.EmOEK fl V. B Region 9. Ban Franctsuo. Reactor Operations 
Mueclear Support Branch 4pp 12769 0 a3 34X 

Fiche 5C-000. ei 708/04. 8203010001 


— 8 CO 32 IO .339 Fcr.ardt list identifglng four Ite-.* for which responses to 
raquests fer addi Info -ere received %■ status of three 
dtidl ite-.s Also forwards 0611 'Potential Reactor Sgs Voiding 
During Anticipated Transients " 

CAFRA. fl A Standard 1 cation Branch 60/03/13 ROS2TOCIV. Z H 
OivlsLon of Frojecl fianage-ent 4pp 12768 343 34 x 

Fiche 90-51 3. 01 706 / 04 . ePODOIOOOl 


— fqt7O32BI04l fpruiarCs status of operating PHR auilllarg feedwater sgs 
evaluations for Wes 1 1 nghouse. C-E S. Dbu fJSSS plants 
ptATTKEwS. P R Auslllarg Sgstems Branch 80/03/29 OENAROrA.V 
Aurtliarg Sgs t ers Or anc h 1 4 pp 13 768. 329 24 X 

Ft Che 50-000,81/08/04.0303010001 


— 0i£?OnOlOI59 Forward* B4W handout fro.T. BC0904 reetlng w/NRC descrihing 
proposed e-'erqencq feedwater sgs for facilities tl/o enci 
KEif.DAiL.n NRC - No Detailed Affiliation Olven NRC -03-79 -1 18 

DO/09/14 FERTNER.K Franklin f n* 1 1 tu te /Frank 1 1 n Research f'entei 
3pp 13762 204 24X Fiche 50-000.81708704.8303010001 


6303030476 Application for Anend SI to License DPR-34. chang I ng Tec 
Specs 3 6 7. 3 6 7 I 6 .5 6 7 3, to allow reactor containment 
nini-purge at power. Class 111 fee enc 1 

liATrtliCF.J J Sacramento Municipal Utilltg District 63703/11 

eiSEN'HUT.O 0 Division of Licensing 3pp 13093 540 34X 

Fiche 30-312. 03.'O3/ 11.0203030476 


6203030479 Proposed changes to Tech Specs 36 7. 367 1 {,36 7 
alluw reactor containment irtni-purge at power Engineering 
change notices enc I 

* Sacra-nento Municipal Utilltg District 83/02/11 |4pp 
12093 330 24 X Fiche 30-312. 82/03/1 1.8203030476 


8.303040200 Forieardt Emargencg Procedure D 3. Revision 7. "Reactor/ 
Turbine Trip* " in response to 020200 request for procedures 
showing that Infection flow to maintain pressurlter level 
following reactor trip is through makeup sgS 

MATTIMOE.j j Sacramento Municipal Utilltg District 02/03/25 
STOLZ.Jf Operating Reactors Branch 4 Ip 13110 333 24X 

Fiche 30-312. 02/03/33. 8203040300 


--0303040204 Emergencg Procedure 0-3. Revision 7. "Reac tor/Turb 1 nr 
■ Sacramento Municipal Utilltg District BO/10/I6 3pp 
13116 534 24X Fiche 30-31 3. 83/02/23. 6303040300 


6203090530 Forwards addl Info In response to St)ftE0-0737. I tern ll.B 
flCS vents per U1070I request Info consists Of generic 
operating guidelines for high point vents 

UALBRICOE.tf C Sacramento Municipal Utilltg District 83/03/<l'l 
STCUZ.J F Operating Reactors Branch 4. I4pp 13164 070. 341 

Fiche 30-312.02/03/04.9203090330 


G2'i5ieOl40 Requests electrical sc hemali c . elementarg dibgramS U ott' 
drawings that show proposed atmospheric dump valve (ADV) 
sgS. within IS dags Previous commitments re corrective 
action* not met 

STCl.Z. J F Operating Reactors Branch 4 B2/03/O4 MATTIMCE..I 

Sacramento Municipal Utilltg District 4pp 13339:268 34X 

Fiche 30 - 313 . 83 / 03 / 04,8203180140 


830311C001 Generic Ltr 82-04 to all licensee* of operating plants, 
applicants for DL 1 . holders of OP re use of INPO 9EE-1N 
program 

EI 6 ENIIUT, D. 0 Division of Licensing. B3/03/09 HAUSPURO. A. 
Consolidated Edison Co. of Nes.' York 2pp 13291:031. 24 X 

Fiche 30-000.82/03/09,8203110001 


- — 6)203010334 Requests review of util Itrs documenting steps taken to 
letsure operator training & dr 1 1 1 tng. incorporating lessons 
learned from TMt-2 4 continued high state of preparedness 
Suggests 791001 meeting to discuss response adequaeg. 

ROSS. 0 F TMt-3 Bulletins b Orders Task Force 79/09/28 
COLlINB.P F Operator Licensing Branch ip 12769 133 24X 

Ft Che 30-000.01/08/04,6203010001 


6203150063 Advises that plant review b mgt safetg review committri 
have concluded that continued operation Is justified despite 
apnorma 1 S t lee in makeup notfles found at Crgskal River b 
Oconee Radiographic b ultrasonic exams to be perfor.'sed 
MArflM5E-J ul Sacramento Municipal Utilltg District. 02/03/0'/ 
EtSENH'JT.O O Division of Licensing. 2pp 12339:030 24X 

Fiche 90-312.03/03/09.0303130009 


-—0203010391 Provides status of C Mlchaelson concerns re BbW small Prruk 
l-OCA Draft memos. Internal distribution list b handwritten 
note end 

CAPflA.R TMI-2 Bulletins b Orders Task Force. 79/U/13 
SIlERON. B TMl-S Bulletins b Orders Task Force 6 pp 12769 521 
3 4 X Fiche 90-000.81/08/04.6303010001 


6203290131 Advises that util 791219 ltr re reactor coolant pump s. 
injection flow provides adequate response to NRC 830119 
request for info re TMI Action Plan Item It.K 3 16 
Demonstration of seal Integritg for 2-h unwarranted. 

MATTIMOE. J J Eacrarento Municipal Utilltg District 82/03/17 
STOLZ.J F Dperatlng Reactor* Branch 4 3pp 13430:270 34X 

Fiche 90-312. 83/03/17.8203390131. 


■ -@303010375 Forwards draft request for addl Info re 
rewlew b/or mod as appropriate 

CAPRA. R A NRC - No Detailed Affiliation Olven 
SHERON. 0 NRC - No Detailed Affiliation Olven 
y4X Fiche 90-CCO. 81 /0B/e4, B30301000I 


small break LOCA foi 

79/09/36 
6 pp 137/0 lO'J 


8303300333 Responds to NRC 830104 ltr b submits addl Info r* NURb' 
Item. It K 3 13, “Th 0 riral Mechanical Rept. " Procedures re 
plant shutdown b coo 1 down, | os* of reactor c oelant/reactor 
coolant pressure b loss of steam generator feed and. 

MAITIMOE.J. J Sacramento Municipal Utilttg District. 93/03/1/ 
SIClZ.J F. Operating Reactors Branch 4 3pp 12446: 134 24X 

Flcfe 30-312.82/03/17,8203300323 


OOS3J "Plant Briutdo^n i> Cooldo^tn. " fK'vtsiun I? 
Sacramento Rentcipal Utility OlitrlCt <31/04/11 ^Opp 
4*. 136 34X Flche 50-313. 02/00/ 1 7. flyil3a003»3 


30336 “(.oat of Reactor Coolant/KCO Protaure. ' Havlston 1/ 
Sacranonto Rjniclpal Utility Olatrict 83/03/00 19pp 
16 177 34X FlChe 30-313. 83/03/ I 7. 030D3C0333 


30237 "Loj« of Steam Oeneralor Feed." Keviaion 16 
3acTa“.er><tD Municipal Utility (llatTict 03/03/08 7pp 
46.196 34« FIche 30-313. 03/03/ 1 7. 0203300333 


rciton reporta. IE. Oulletlna *.< c orreap andeoce 


)0I Addl retponae to FOIA roduoat for 30 categorisa of dnrumentt 
IEO-0660. “NRC Action Plan " Foruiardt documents listed 
•s A.O.C 6 D Info partially ulthheld (ref FUIA 
:tOn 31 

4. J M Division of Rules and Records UI/08/04. MADDEN. T J 
Icho 1 er I F lerman. May s 6 Handler 9pp 13730 006 24X 

30-312. 01/08/04,0303010001 


>1003 Details utils responses to IE Dnllctin 79-03C. "Nocleai 
dent at till-Suppl” Forwards Duve Power Co 790034 Hr. 

•do Edison 791101 ttr 6 FL Power Corp 791101 Itr 
Tiling action talon In response to bulletin 
•A. R A TMI-2 Oulletlns I. Orders Task Force 79/11/07 
.EL. 9 Tm-2 BulUtins t. Orders Task Force 2pp 12769 06'/ 
riChe; 30-000. 01/08/04.0203010001 


90 Forwards IE Insp Repl 30-312/02-04 on 020104-39 No 
pi lance noted 

Efl(J. 0 M Region 3, Office of Director 1)3/02/23 MATT1M0E..I 
mento Municipal Utility District 3p p 13300 113 24X 

30-313, 02/03/32.0303160390 


0108 tE Insp Rapt 30-313/02-04 on 020104-39 No nunc omp 1 1 oiic o 
d Major areas Inspected operational safety verification, 
t t> surveillance observations audit program 
amcnlatlon 6 regual if Icat Ion training. 

ER.Il L. . O'ORIEN. J . VaUNO. T Region 3. Office of Director 
3/19 9pp 13300 117 34X F 1 c he 30-313. 03/02/23. 0303 1603VH 


£i7 Ark receipt of 020138 Itr Informing NRC of stops taken to 
t violations noted in IE Insp Rept 30-3I3/01-3Q 

n.O 3 Region 3. Office of Director 03/02/33 MATTtrlUL.J .1 
n>8ntD Municipal Utility District Ip I2DD3 279 34X 

30-313. 82/03/23. 0303030467 


0472 Responds to NRC 011117 Itr re violotions noted in |l. Insp 
30-313/81-38 Correc t Ive at tl ons fee I I I tg will notify 
Of eng 6 all abnormal or uneiprctad releases of type 
rring on 011317 

IMOE. J U Sacramento Municipal Utility District B3/0i/3ll. 
..KEN, R II Region 3. San Francisco. Office of the Director 
33/on Ip 13003200 34XFltbe 30-313,03/03/23,820302046/ 


34 Advises that IE Info Notice 02-01 . Revt s Ion 1. “Auslllnrg 
tar Fu-tp Lockout Resulting From ties 1 1 nghouse kf-3 
Circuit Mod" was sent to listed utils 
ton 3. Office Of Director. 82/03/36 Region 3, Office of 

>r Ip 13099 340 24X F 1 c he 30-000. 03/03/36. 0203030284 


21 Ac k receipt of 030219 Itr Informing NRC of steps taken to 
t violation noted in IE Insp Rept 30-313/02-36 
cROtD.M Division of Resident. Reactor Projact It Englnec*rlng 
*ss 62/02/36 MATTIMOEtJ. J Sacramanlo Municipal Utility 
:t Ip 13096.239 34X F 1C he 30-312, 02/02/36.0203030431 


>427 Responds to NRC B30122 Itr re violations noted In IK Insp 
30-312/82-36 Corrective actions new RPO drawings 
>u.ad. Incorporated, checked I. reissued Drawing errors 
ected. Const work Inspected 

tMOE. J wl Oacramento Municipal Utility District 02/02/19 
.KEN.R H Region 3. Office of Director 4pp 13096 348 34X 

( 30-313. 92/02/36.0203030421 


78 Notifies that IE Info Notice 02-03. “Environ Tests of 
cal Terminal Slocks." was issued to listed licensees 
104 

on 5. Office of Director. 62/03/04 Region 3, Office of 

>r Ip 12183 343 24X FIche 30-000.03/03/04,8203100330 


'9 Advises that IE Info Notices 82-04. "Potential Deficiency 
aln A0A6TAT E-7000 Series Time -Del ay Relays" 6 
"Increasing Frequency of Drug-Related Incidents." 
sued to lifted utils on 020310 

on 9. Office of Director 83/03/10 Region 3 , Office of 
T Ip. 13298.313. 24X FUhe 30-000,82/03/10.8203160279. 


rc •3190393 foiwa-ds It f.afeguards Insp Rept SO •313/83-03 on 830 22 ;' '.''d 
l;e none nxp I lam e noted Rept withheld (ref I0CFR73 3ll 
NOurERHAOO. 1 fl Regio" 3. Office nf Director 03/03/ 10 
UAL DR I USE ■ H C Sacramerte Municipal Utility District 2pp 

1334 7 136 24X lie he 30 31 3. 02/03/ 10. 820.11 90355 


Q303I60339 Advises that ere I IE l»fo Nutite 03-06. "Failure of btea'e 
Oenerator Primary Side Manwa^ Closure Otuds.' was issued to 
1 1 s tod I I c er.s eec 

• Reglen 5. Office of Director 02/03/13 Regio'i 9. Office iir 
Director Ip 13307 3l5 24X Fvthe 90-000.82/03/12.11203160339 


8203230196 Advises that r/RC will be evaluating sub'nittals listed en 
enc I in effort to update tnservlce insp relief requests NRC 
should be informed within 30 days of any addl requests or 
previous submittals Request for addl info enc 1 

SrOLl.J Operating Reactors Oranch 4 8.7/ 03/ 1 5 MAfllMCE.J J 

Sacraronto Municipal Utility District Opp 12393 356 24X 

Flcne 50-312. 02/03/19.02032 30196 


82032*18093 Forwards request for addl info to complete review of U(-Ob(r'. 
response to IF. Dullutln 80-04. "Analysis of PUR Main Steam 
Line Oreak U/Cor.tinued Feedwater Addition 

eT0..7.J F Operating Reactors Drench 4 82/03/15 MATIIMDf...l ,1 

Gacramento Municipal Utility District 4pp 12390 140 SIX 
Ft Che 90-3ta. 02/03/19. 8703240093 


0203230360 Advises that IE Info Notice 02 07. "Inadequate Uecurily 
Screening Programs.’ was issued to listed licensees on 
820316 

m Region 9. Office of Director 02/03/16 Region 9. Officr of 

Director Ip 12.162 297 24* FIche 59 090.02/03/16.0203220.160 


8203239296 Ac k receipt of 0201CO Itr Infnrr.ing NRC of stops taken tn 
correct violations noted in |E Emergency Preparedness 
Appraisal Insp Rept 90-312/01-2? Violations responded to 
satisfactorily Me t oor o I oq ic al issues still under evaluation 
SPENCER. 0 S Region 9. Office of Director 02/03/17 MATTI MtIF;. ,) .1 
OacFamento Municipal Utility District Ip I237U 344 24X 

FichO 90-312. 02/03/19. 0203230296 


--B203230299 Responds to NRC 021109 itr re violations noted in It 
Emergency Prepaiodness Appraisal Insp Rept 50-312/81-22 on 
010622-26 Corrective ac 1 1 oos . c hanges to emergency plan *. 
procedures currently underway Related corrective Into one I 
tlATriMOE.J J Bacraniento Municipal Utility lllstrict B2/01/0U 
EnCEi.KEN.R 11 Region 9. Office of Director 12pp 12378 343 
247 Flcho 90-312.02/03/19.020 3230996 


0203230530 Requests shutdown no later than 020409 for Insp of four hlnJ. 
pressure Injection nnt/les discussed during 820316 meeting 
Insp will Include both radiographic h ultrasonic eiams 
MATTIMDG.j j Sacramento Municipal Utility District 83/03/19 
EIBENHUT.D 0 Division of Licensing Ip 13302 095 24X 

flcho 30-312. 03/03/19.8203230330 


R Periodic operating reports 6 related correspondence 


8203230357 For'wards monthly operating rept for Feb 1983 

RODRiOuEZ.R J Sacramento Municipal utility District 82/03/12 
Director's Dffice. Office of Inspection and Enf urc oment Ip 

12366 037 34X FIche 90-312.02/03/13.0203320357 


--02O322O363 Monthly operating rept for Feb 1902 

COUnMOO.n Sacrarento Municipal Utility District 82/02/28 6pp 
12366 030 24X FIche 50-312.83/03/12.0203220357 


8 Reportable occurrences. lERs t< related correspondence 


9203240209 Forwards LER 82-001/017-0 Detailed event analysis submitted 
■MATTIMOE. J T Sacra-sento Municipal Utility District 82/02/09 
eMOELV.EM,R H Region 5. Offtce Of Otrector 2pp I2’J96 323 •.•At 

Ftche 50-312. 02/02/09. 0203240207. 


— 0203340214 LER e2-OOt/OlT-0 an 030130. both doors on airlock openod 
simultaneously resulting In loss of containment integrity 
Caused by personnel error t, failure of Inner door mechants-s 
to latch properly 

COlOMOO. R U Sac ranen to Municipal Utility District 02/02/09 

Region 5. □fftcB of Director. Ip 13396 224 34x 

FIche 50-312, 82/02/09. 0203240209 


8203100411 Forwards LER 82-002/02L-0 Detailed event analysis 
subml t ted 

MATTIMUE.J- J Sacramento Munlc I pal Utility District 82/02/24 
ENOLKEN. R H Region 5, Office of Director 2pp. I218S 087 24X 

FIche 90-312, 62/03/24. 83031004 1 I 



• -Q;031CC423 ‘wEfl R2-03S '03. -0 cr 0."O) 30. »nut>b e r s lSP-21007-7 I. 
lS™‘-?39?3- : 3A fjileS visual inspt Cau«eiJ by Ic- fuel level 
ST>jtteT 12W-3JO07-7 raeullt b parted Snubber lEW-330C3~ I3A 
Failed wntil Gethtel developed neu CTlieria 

CCI'-nHnO-fi H Saera-bentc f'unicipal Utility Dlttrict 03/03/34 
Region 3. Office of Oi'ector ip 13IB3 009 34* 

Ft;be ;0 -3: 3. 03/03/34. 030310141 I 


■■’e03P403'>3 Fcr-.ardb LER 03-034/03L-0 Detailed event analylie 
b obnl I ted 

■VAiririOE. I .1 Barra-cnto nurxipal Utility District 83/03/04. 
rtIGELVttJ. H H Region 3. Office of Director 2eP 13396' 039 
Fic-ie 50 ;}13. 03/03/04. B30334C3‘’2 


--0303340350 LER 03-CC4 /03-_-0 on 03O3C9. reac t or protection »yt channel ( 
preeeure tcar.i-ittet read 15 pit >t;h Caosed tg callbr of 
transmitter during artificial cooling of ambient torp ty 
e—erjoncy cooler Input buffer amp bias changed 

COLOMBO. h H Sacramentc Municipal Util(t.i District 03/03/C4 
Replor 3. Office c* Oi'^ector Ip l3J9t 031 245t _ 

Fiche 50*313. 03/03/04 8303340353 


0303340330 Foruardi LER 03 C0//0«T-0 

MATTIMOC.J J Sacramentc Municipal Utility District. 03/03/11 
ECnGELICEn.R m Region 5- Office of Director Ip 13395 276 3dc 
Flche 50-313. B3/03/I 1 0303340230 


0303340303 Forj.ards tCR 83-C0.1/01 T “0 Detailed event analysis Submitted 
.■-•AtTIvcE. J -J Sacra-ento Municipal Utility District 03/03/ IJ’ 
tf.GEl 4CN fi H Reqiar 5. Office of Director 3pp 13396 217 34* 

F i c le 3C-3I3. 03r03/ I ? 8203240203 


--C30334C2I0 LER 82-OO3/01T-O bn 830301 . G HPI pu-p found 
due to leavirg cc csargin] notion for closing spring 
uner.erciieP state Rrobably caused by personnel error 
Improper procedure Addl training provided 
CO. (1*100. R U Sacramento flmtcipal Utility District 62/03/13 
Region 5- Office of Director Ip 12396 219 34* 

ficne 10-31 2. 03/03/ 13. 6303240303 


B2C3340225 Fpruards LEfl 03 006/041-0 

r-AiriHOE. J u Sacrarento Municipal Utility District 82/03/13 
EhGEUKEN.fl IC Region 5. Office of Director Ip 12396 304 34* 

riche 20-312. 63/03/ 12. 6303240325 


8203340272 Forwards LER e3-005/03L-0 Detailed event analgeis submitted 
MAtriMOF. J .1 Sacramento Municipal Utility District 82/03/12 
Et.OEiKEN.R H Region 5. Office of Director 3pp. 12395 174 24* 

Fl Che 50-313. 82/03/13.030324027 3 


- 8203240300 LER 02-005/03L-0 on 830311.0 diesel generator found 
Inoperable Caused by output treater loct-aut due to reverse 
power trip Relays marled to lirprove identification of flag 
targe ts. per sonne 1 trained 6 locl-out alarm moved. 

CDLCM&O.R U Sacra-ento Municipal Utility District 62/03/12 
Region S. Office of Director 1; 12395 176 24* 

Ftche 50-31 3. 62/03/13. B203240272 


DOCKET 30-313 ARKANSAS ML'CLEAR ONE. DM T I 


F Security, rejical. emergency 6 fire protection plans 


02O3I9O1B0 Forwards Arends 63 t 30 to Licenses CPH-31 6 DPH-6. 
respectively t notice of Issuance 6 availability A-ends add 
revisions to Industrial security plan 6 guard training 
gua 1 1 f 1 cat I on plan 

3TQL7.J F Operating Reactors Brantb 4 02/02/23 CAVAhiAUOII. U 

Arkansas Potier 6 Light Co 3pp 12331 091 24X 

riche 50-313. 62/03/23. 820.1190108 


--0303190193 Amends 63 6 29 to Licenses DPR'51 6 DFR-6. resp ecti vr ly. 
adding revisions to industrial security plan Sc irat ntain ing 
guard training i|ua) i f I c at Ion plan 

STOLZ.J. f • CLARK. R A Operating Reactors Dranch 4 62/02/23 

49p 12351:094 24* Flche 50-313.92/02/23.0203190108. 


8r03l60'.>a4 AC k receipt of 020205 Itr le early taming sys Prlimari 
bac kuf activation stations understood to be operational 
CClLIDS. U 7 Region 4. Office of Director 02/03/01 CAUAHAl 
Arcansas Hosier 1. Light Co Ip 12306 304 24X 

Flche SO- 3 1 3. 02/03/01. 6203160304 


--63O3I60369 Advises that early uarning sys has been functional ■ 
010701 L secondary activation point for siren sys has bepn 
operaticnal since 020203 

MARSHALL. J- R Arkansas Pci/er 1. Light Co 02/02/05 COLLIM! 
Region 4. Office of Director Ip 12306 305 24* 

Flche 50-313.02/03/01-0203160304 


0203120269 Releases public version of revised emergency plan 
inj I erent ing proceoures 

FELICI-’f. J M Division of Rules and Records 82/03/00 Poc u' 
Management Branch Ip 12232 165 24* Flche 50—313. 02/03/0(1 
820.1130269 


--8203120272 Foruoris public verslnn of revised Emergency Plan 
Implementing Procedure 1903 10 re emergency action level 
response. 1903 32 re fire or siptoslor. L 1903 70 re 
Russe 1 1 vt 1 1 e. AR fire dept 

• Arkansas Pcvier 6 LI]M Co 82/02/23 MRC - No DetAtle 

Affiliation Given Ip 12252 166 24* Flche 30-313.02/03/ 

8203120269 


--8203120276 Public version of revised Emergency Plan tir.plemuntl 
Procedures 1903 10 re emergency action re sponee. 1903 22 re 
fire or eiploalon 6 1903 70 re Russ e 1 1 v 1 1 1 e« AR fire dept 
O -HAM. Oil. J F Arkansas Potet t> Light Co 82/02/23 9pp 
12252 16/ 24* Flche 50-313,82/03/08.0303120269 


8203260210 Foroards IE Erergency Appraisal Insp Repts 50-313/01- 
50-360/81-21 un 910903-14 No none o-np I I anc e noted 
COLLINS. J I Region 4. Office of Director. 02/03/08 CaUANA 
Arkansas Power $• Light Co I3pp 12422 019 24X 

Ftche 50-313.82703/00.0203260210 


--8203260211 IE Emergency Appraisal Insp Repts 50-313/01-22 *< 

50-360/01-21 on 810803 14 No none omp I lane e noted Major areas 
Inspected a dmi ni s trat I on. eirer geneg organ 1 lat 1 on. tra 1 n i ng h 
en-ergency plan i mp | ar-enta 1 1 on procedures 

RO-RER. D . ilACKNEv.C. - ZALCMAN. 0. Division of Emergency 
Preparedness 82/03/03 65pp 12422 036 24X 

Flche 30-313.82/03/00-8203260210 


82(13190343 Releases public version of emergency procedure 

ft'LTON-J H Division of Rules and Records 82/03/13 Dot u 
Fanegement Drench Ip 12366 341 24* Flche 50-313. 02/03/ 1 1 
C203I9C043 


--8203I90046 For.yard5 public version of Emergency Procedure 1904 
•*ro;nitude of Release - CERMB " 

« Arkansas Power *. Light Co 02/03/03 NNC - No OetPilP 
Affiliation Given IP 12366 343 24X Ficho 50-313. 02/03/ 
0203190043 


- 8203190054 Public version of Emergency Procedure 1904.04. ''Moi 
of Release - OERnS • 

(1 'HANLON. J P Arkansas Pouer 6 Light Co 81/03/02 26pp 
12362 344 247 Flche 50-313.82/03/12.8203190043 


020329C0I1 Releases public version of emergency plan procedure > 
request 

FELTLN. 3 M Division of Rules and Records 82/03/18 Woct 
Management Branch Ip. 12421 067 24X Flche 50-313, 82/03/ U 
620323001 1 


--8203230014 Forwards public version of procedure change reqwesi 
Procedures 1904 01 re computer method for magnitude of 
release L 1 904. 02. Ravi s I on 2. re magnitude of release for 
Unit 1 

• Arkansas Pouer b Light Co 82/03/11 NRC - No Detail) 

Affiliation Given Ip 12421 060 24X Flche 30-313. 02/03. 

820323001 I 


"6202250016 Public version of procedure change requests for Pri 
1904 01 re computer icethod for magnitude of release t< 

1904 02.Revlslon 2, re magnitude of release for Unit 1 
O'HANLDN. J p Arkansas Power t. Light Co 02/03/10 2pp 
12421 069 24* flche 50-313.82/03/18,8203250011 


0 Adjudicatory correspopdenee 


5201300-302 Advises that 011113 transmittal re proposed hot leg 
Instrumentation sys does not Feet criteria of Item tt F 2 pf 
NUtlEO-0737 Proposal does not provide means of detecting 
voiding In reactor vessel upper head above top of nottle. 
STCLZ-vI F Operating Reactors Drench 4 82/01/06. KURILU-H 

Metropol 1 tan Edison Co. 7pp 11962 023 24X Flche: 30-000. 8 

8201300302 


0203240227 LER 02-007/041-0 on 820305. monl'- I y revie. of plant efflvii.t 
records re>«aled plant e/fuent cnlorine limit ekceoded for 
period ef 2 5-hr on 020217 Caused tj analyst failing to take 
sah~lu os site boundary Analysis r© mstr uc ted 

COLOMBO, a U Barra-ontc Municipal Utility District 92/03/1 S 
Reglcr 3. Office of Dfector Ip 12395 277 24* 

Flche 50- 11 2- 82/03/ 11 8203240250 


to be Inopcra* Ic 

in 

or 


— 8203240230 lER 62-006/041-0 on 6,70305. dwr Ing review of plant effluent 
r ecords . d I sc over ed that pH 1 1 sii t t.*as exceeded nn 620219 
Caused by sa-ple s.;s configuration for regenerate hold up 
tank discharging into plant waste stream Sys modified 
COLCrBO.R H 6atra~ento Municipal Utility District 62/03/12 
Regioh 5. Offica of Ultsctor tp 12396 205 24* 

Fiche 50-312. 02/03/12.6203240220 


llcentp stage docunente t> t orr e« pcindenc e 


ddl response to F(JtA request For 30 catogoilcs of doiui^intt 
b-itO. Action Plan " Foritards documents listed 

B'C S. 0 Info parttallq ultAheld (ref I'OIA 
9 > 

Division of Rules and Records OI/OFI/Od HADDEN. I .1 
«r . F 1 ernan. Hay s t Handler 7pp 13750 006 34X 

V3. 01 /OO/Od. B20301000\ 


Forwards list Ident 1 f i| tiiq four Items fur which respotitrs tu 
for addl Info were received 8« status of three 
ns Also forwards 0(.U "Potential Neactor Sys Voiding 
nttcipated Transients " 

A Standards latlon Oranch 60/02/15 nOB/TRC^V. 7 H 
ol Project Managonent 4pp 12760 343 34x 

'313.01/00/04. B203010001 


■•. '3020341 Forwaids re;;uest for addl info re TMI Action Item It t I 
scNergency fe«di.al«T auccsatlc Inlttatian t» flow cndtcalton 
sys 

0TCL2. J F Uperatiny Reactors Branch 4 63/03/04 CAVANAIIOM, Ul 

Ariansas Pnj,ef t Light Co 4pF 13093 316 34X 

t iche 50-313. fl3/03.'04. 03030; 034 I 


0303040341 forwards safety evaluation S. technical evaluation foi 
conirol ot heavy loaJs per trjneo-06l2 Phase I guioeltnes 
CLARK. R A Operating Reactors Branch 3 STOI 2. J F Operattiln 
Reactors Branch 4 02/03/11 KAVANAClCIf. w Ariansas Power 8. 1 ipht 

Co 5pp 1 3 IPO 353 34 X Fiche 5C -.1 1 3. 03/03/ 11 . 0303040341 


030304034 5 Safety evil nation concluding that util moets guidelioos ir 
control of heavy loads 

• Office nf tiocloar llsactor Regulelion. Director U2/02/1I hpp 
12 1 30 337 34 X Firhe 5C -313. 03/0.3/ 1 1. 030.304034 1 


Forwards Info requests for utils for participation ii 
re] lability evaluation program as followup to 
giver effort 0ARs 6 lERs are needed by 000519 8. 
g Info by 800601 

4.0 Division of Safety Tochnology 00/05/03 

.0 0 Division of Licensing 4pp 13761 001 34 X 

-30 4. B 1/08/04. 0303010001 


Forwards status of operating PUR ausillary feeduatoi sys 
sns For Ue s 1 1 ng hous e. C -E 8. 08.U NSSS plants 
•P R Auilllary Systems Oranch 00/03/35 OENAROVA. V 
I Systems Branch 14pp 13760 329 34X 

-000. 81/00/04. 8303010001 


Forwards evaluation of our Illary feed-water sys req o i r emont t . 
for addl info re emergency feedwater upgrade & basts 
Mary feedwater sys flow requirements 

Auxiliary Syste.ns Branch 00/11/14 REtO.R U 
j Reactors Branch 4. lApp 13733 336. 34X 

00 0. 01/08/04. 0203010001 


Foruards 08.U handout from 000904 moeting w/NRC describing 
emergency feedwater sys fpr facilities W/n eiic I 
I MHC - No Detailed Affiliation Olven NnC-03-79- 1 1 11 

FERINER.K Franklin Ins t 1 tu t e /Frank | I n Research Centn 
?X33 304 24X Fiche 30-000.81/00/04.0203010001 


‘8303040250 "Control uf Heavy Loads." technical evaluation rept 
□O.'SDrROER. C Franklin I ns 1 1 t ute/f r ank 1 i n Research Center 
TfR-C5257-39 01/12/31 CLEMENSOM. 1 NRC No Detailed 

Affiliation Olven 53pp 121S0 36.3 34X fiche 30-313. 03/0;-/ 1 1 . 

030304034 I 


02030402 13 forwards safety evaluation supporting unit 3 response tn 
NL'RFO-0737 Item [It D 3 4 re contrul room l.ab 1 1 ab 1 1 1 1 g Unit 
1 will satisfy requirements when Teel, specs modified to 
require addl chlorine detection 6 prelection 

CLARK. R A Clperatlng Reactors OroniJ. 3 yT0_/.3 F Operating 

Reactors Branch 4 03/03/13. CAVANAOUii.U Arkansas Power 8. tight 

Co Spp 13130 036 24x Fiche 30 31 3. 02/03/ 1 3. 0303040213 


0203050009 Notification of 020302 meeting w/utll 8. 08.U in Uetheso.i.HO 
to discuss Ir.fu re eiam -sode 6 conclusions drawn friim failed 
fuel e ■ ams 

VIE8INC.C 5 Operating Reactors Branch 4 82/03/17 STOl.2. .1 I 

Operating Reactors Branch 4 3pp 12139 360 24X 

riche 30-313. 02/03/ I 7. 0303050009 


0303090390 Forwards request for addl Info re equipment environ 
qualification review 

6TOL2. 3 r Operating Reactors Branch 4 03/03/19 CAVANAuOil. M 

Arkansas power 8 I Ighl Co 4pp 13193 251 34X 

Fiche 50 313. 02/02/19.0203090390 


Requests endorsement for interim reliability evaluallnn 
urrent phase bf program Identified as high priority 
> NLRE0-Ot60. TM I Action Plan II C 1 Program brlof 

E Office of Nuclear RegutaCori) Research. Olrsctov I IM 
80/11/03 OENTON.H R Office of Nuclear Reactor 
• n. O'trsctor. 14pp 12760 160 24x Fiche 30-000. 

0303010001 


Requests review of util Itrs documenting steps taken to 
erator training 8. dr 1 1 1 1 ng . I nc or pora t liig lessons 
rots TMl-3 b continued high stats of preparedness 
791001 meeting to discuss response adequacy 

TI1I-3 Bulletins 8. Orders Task Force 79/09/20 
F Operator Licensing Oranch Ip. |2769 133 24X 

050. 81/00/04. 8203010001 


Forwards FBAR. Tech Specs 8. LER listing for use in Interim 
ty evaluation program U/o ends 

Operating Reactors Oranch 4 00/06/37 HICKMA.N. .f 

Corstorles Ip 12760.347 34X Fiche 30-000.81/00/04. 

t 


0303040010 Responds to NRC 830119 Itr re station electrical 
distribution voltage verification test Util -will perforir 
lost during next refueling outage scheduled for jan 1503 
MARSHALL. J R Arkansas Power 8. Light Cn 02/03/33 SIOL/. J I 
(Iperatlng Reactors Branch 4 ip 12117 194 34x 

Fiche 20-313.03/02/23.8303040010 


0303100609 Requests not I f i c at lim if NRC understanding that util 
requested no deviations fre-ii rfl/RCR~0737 Item, lit B 3 3 re 
improved in-plant iodine instrumentat Ion. incorrect 
CLARK. R A Operating Reactors Oranch 3 03/03/33 CAVANAUOM. U 

Arkansas Pawer L Light Co 3pp 13317 156 34X 

Fiche 30-313. 83/03/33. 8303100609 


8303190100 Forwards Amends 63 8. 30 tu Licenses 0PR-9I 8. OPR-6. 
respectively 8. notice of Issuance 8. availability A-nends add 
revisions to industrial security plan 6 guard training 
qua I 1 f 1 c at Inn plan 

STOLl. 3 F Operating Reactors Branch 4 B3/Q3/33 CAVAfiAMOlt. U 

Arkansas Powo r 8. Light Co 2pp 13351 071 34X 

Fiche 50-313. 03/03/33. 0303190180 


Provides status of C Klchaslson conceriid ro BbU small bnak 
t menos. Interna 1 distribution list 8. handwritten 

TMI-2 Bulletins 8. Orders Task Force. 79/11/13 
lNI-3 Bulletins 8. Orders Task Force 6pp 12767 321 
. 50-0-00, 81/00/04. 0203010001 


Forwards draft request for addl Info re small break LOCA fet 
or mod ^pproprist9. 

NRC - Mo Oetallvd Affiliation Given 79/09/2& 

NRC - No Detailed Affiliation Olven 6pp 12770 103 
50-000, B’./00/04. 8203010001 


Forwards D8.H handwritten draft response to NRC 770728 
or addl Info on power operated relief valve 
b reactor trip frequency 

THI-3 Bulletins 8> Orders Task Forte 79/10/30 
TMI-2 Bulletins 8. Orders Task Force 23pp 1276V 071 
30-000.91/00/04,8203010001 


•th Specs for Redundent Decay Heat Removal Capability. 
3n«.Unlt 1 .” technical evaluation rept. 

A EObO. Inc FIN A-6429 8203040974 Q3/QI/3I 

Division of Licensing. I6pp 12130 067 24X 

3. 82/01/31,8303040574 


--0303190193 Amends 63 4 28 to Licenses DPH-31 8. DPR-6. respec 1 1 vt 1 y. 
adding revisions to industrial security plan 8. maintatninq 
guard training qualification plan 

BT0l 2,J F , CLARK. R A Operating Reactors Oranch 4 82/02/23 

4pp 12391 094 34X F|che 50-313.82/02/33.0303190108 


0203170177 Notice of Issuance 8. availability of A.-sends 63 8. 38 tu 
Licenses OPB-31 8. DPR-6. r eope c t Iva I y 

9T8L2..I r Uperatlng Reactors Branch 4 02/03/23 2pp 

I235I 070 24X Fiche 50-313,03/02/23,8303190180 


8203040405 Commits to Installation of redundont hydrogen/ocygon 
analyilng sys Revised Tech Specs 8. proposed schedule for 
installation expected by 820430 

marshall. J R Arkansas Power 8. Light Co 82/02/25 SI0L7. J I 
Operating Reactors Branch 4 CLARK. R A Operating Reactors Branch 

3 2pp 13114 334 24 X Fiche 50-313.02/02/25,0303040405 


0303100037 Forwards request for addl Info re 761115.1303 8. 09, 770324 8. 
760511 submittals concerning overpressure protection Info 
requested by 030415 

STOLZ.J F Operating Reactors Branch 4 02/03/35 CAVANAUOII. U 

Arkansas Power 8. Light Co 4pp 13191 2B9 24X 

Fiche 50-313. 82/02/25.0303100027 
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t »'.«♦ eCrCi. P.'‘(3iiO»S4 


tcpportlr; Ixetste rf*Jor>tf 
mnef fffeett dtalvd* OA 

h 4 a2/0?/35 tAVANAIinil. H 

aV5 ^41 341 


to 


Earrtv rvalcatijn tapccrtir.f liorttpr retpilflie to 
ltr*> II 0 t 4 r* fjiU'f f 3 )t el (ft It ariajgtit or. li'tegratei 
ccrlral «<ri Betclatior of Tatt A-4? will Oelefmtnt oecettltg 
of fore tt'iftjent (O. troi t,t re^oirefentt 

faSSt.C t fjfftce 5 ^ II, < leaf Reactor Regolatlon. Director 

Dpp Wf'r* 343 34 I Fifhf *0-313. 83f03r35. D303l50l?i4 


e3'3C'5CC5? risi t f ic at lor ol fiiC-33i rieetim leiulil.OuVe OcJ-Ct.u t. li'HI 
ir. eetAftla.itO l: iitfjti propetej cte-ical tleaung of 
ttea* perierator A 

'.•IS'i If.''; . 5 1) nperatir) Reatlsrt 3ranrA 4 03/03/3b SfOl ?■ J ^ 

Cperatirg Reactor* i-ecteo 4 3pp 13140 363 34 X 

ficoe 10-313 e3’33 36. U3I.3C5C03? 


OtOlllOJS'j K*?oe»tt eiteAtio" c( Joe late for info re emergence 
fee^iudter tgt .^niil 033403 Celai; nrc ett I tat eil 6g uori load 
cn preparation for flint oatape at end cf ftar 1983 
rtABG'iA.L -• R Artantat Pc.er 6 Ll)6t Co 03/O3fO3 5tCl7. J F 
•rperdting Reactort franco 4 to 13336 317 34 X 

ficre 3n 013. 83 '03/05 R30 3150I33 


0 Intpection reports. IF Dollettm !• correspondence 


8303010001 Add I retponte to FOtA request for 30 cateqoriet of dotcatrt^ 
re m.‘H 6G'C660. ' M>C Action Plan " Foruarde documents listed 
in Appt A. ll. C t. n Info partlellg withheld Cref FOIA 
Ftee.pt ion 

FELTOf.. J M Division of Boles and fiocords 01/00/04 rrADDFN. I j 

Page- Sc ho 1 er. F i er<ran. Hags S. Handler fpp. 13730.006 34< 

Fiche 30-31.1. 01 /ca/04. 82O.1010C0I 


■-800716IC03 Details util* responses to IE Bulletin 79-030. "Nuclear 
Incident at IMl-Buppl '' Fovdards Outs Power Co ’790024 Itr. 

Toledo Edison 791101 Itr C. FL Power Corp 791101 Itr 
descrlein; action taten in response to bullotln 
CAPRA. R A Tf1l-3 Oulletins *. Orders Tast Force. 79/11/07 
ISRAEI..S lril-2 Oulletins 8- Orders Task Force 3pp 12769 064 
34X Fiche 30-000.81/08/04.8303010001 


6203050345 Forwards IE Insp Bepts 50'313/01-34 «. 50-368/01-34 on 
011314-17 8. notice of violation 

SEIOLF-U C Engineering Inspection Branch 63/03/01 CAVANAUClIM 
Arkansas Power 8. Light Co 3pp 13135 030 34X 

Fiche 30-313. 03/03/01.6303050343 


• '6303030349 No 1 1C B of vmlatlon from Inep on 811314-17 

SEIOLE.hC Engineering Inspection Oranch 83/03/01 Ip 
12133 033 34X Fiche 30-313.03/02/01.8303030343 


FrC3ieC49n Aj.ises that IMI Item 11 a 3 J requiring reporting of relief 
valve % safetg valve failures t cha 1 1 enges. r eso Ived for 
plants sased on ctil 330619.1319.31 t 010108 responses 
Clark. R .t operating Reactors Orancr 3 &T0L7.J F Operating 

Headers Brarci- 4 83'03/05 Arkansas Power 8> Light Co 3pp 

13343 353 34S Fiche ‘v3- 313. 83/03/05. 02031 80498 


--8303030358 If Insp Bepts 30-313/61-34 (. 30-368/61-34 on 011314-17 
None omp 1 lanc e noted failure to perform surveillance of one 
reactor coolant Inlet noule 6 one core flood fioiila within 
prescribed frequencg 

OOABOKAN. 2 R . murphy, ft. E . HALL. K E Sgstema (< Technical Oecticr 
83/01/36 6pp 13133 033 34X Fiche 30-313.82/03/01.8303033345 


8353110301 Ce.neri; Itr Ov 04 to all I ic enseas of operating plants, 
applicants fer Qi 6 hsicers of CP re use cf It/PO 5EE-1N 
p c p g r a .n 

tlSEM'Ur.DG Division of Licensing 02/03/09 HAUSPURO. A 
Consol I daltC EClSor. Cc of t.eu Vorl BOROMAtuI, E A Clntlnnatl Oov 8« 
Electric Co OAVIDbOi/.O K Cleveland Electric Illuminating Co 
3pp 13351 031 34« Ficte 50-COO. 03/03/09. 03031 10001 


9303160389 Oubmits formal doc*. .men tat I on of review of makeup line 
cractsng phencisancn In Gf.M plants Inlerin operation until 
scheduled ovCage Ir. late Mst 1983 justified IvPl safe-end 
weld areas to be inspected during outage 

KUETEB.U a Arkansas Power 6 Light Co 03/03/09 EISEMIUT, 0 0 

Division of Licensing 3pp 13308 08 5 3 4X ficho 30-313.03/03/09. 

0303160369 


U3031CC494 fot„ards sa(etg evaluation rq adequatg of slatloti eleitrit 
distribution sgs voltages Scbmlttals acceptable Co.nmitment 
to perform verification testing during refueling Outage 
scheduled m earlg 1903 should be confirmed tg Itr 
STQwT.UF Operating Reactors Branch 4 83/03/09 CAVANAUGH. U 

Arianias Power 6 Light Co 3fp 12343 363 34( 

Ficha 30-313.03/03/09.0303180494 


-0303100497 Safetg evaluation re adequacg of station electric 
distribution sgS voltages 

PREVAITE.R Office of Nuclear Reactor Regulation. Director 
03/03/09 4pp 13342 364 34X fiche 30-313.83/03/09.0303180494 


- -0303100499 "Technical Evaluation of Adequac g of 6tatlon Electric 
Distribution Sgs Voltages for AR Nuclear One. Unit I “ 

SELAN. J C Lawrence Livermore Laboratorg FIN A-0330 
UClO-tRiie 01/13/16 nRC - No Detailed Affiliation Ctveii 
I3PP 1334 3 369 34X Fiche 30-313.03/03/09,8203100494 


0303340373 Responds to 830318 6 37 supplemental Itrs to 90-dag responsr 
to SER re environ qualification of safety-related electrical 
equipment Response acceptable to support jus t I f icat Ion for 
interim safe operation 

8T0t.7.J F Operating Reactors Drench 4 83/03/13 CAVAHAUOH.U 

Arkansas Power t. Light Co 3pp 134|S 161 34X 

I iche 30-311. 83/03/15.8303340293 


8303340069 Forwards request for addl Info re responses to NUREC-0737 
Items 11 r I 4 re containment pressure monitor. H F i 5 re 
containment uaker level monitor 6 11 F I 6 re (ontalnmcnt 
hydrogen monitor Info should be submitted In 30 deys 
stole. *1 F Operating Reactors Sranch 4 82/03/16 CAVANAUOH. U 

Arkansas Power t. Light Co 3pp [2390 157 24x 

Flcht 30-313.83/03/16.8303340009 


0103170453 Forwards ten overslte drawings u/tatest revisions for util 
Drawings transmittal sheet end Aperture cards are available 
in FOR 

eulHO.E Arkansas Power t Light Co 83/03/33 nRC - No Detailed 
Afllllatlon Civen 3pp 13321 390 34x Ficho 50-313.83/03/3', 

S''03170433 laumcuj/w.. 


6201160213 Forwards IE Insp Bepts 50-113/81-13 t, 50-160701-13 on 
811132-1331 6 notice of violation 

PAOSEff. 0 L Division of Resident. Reactor Project I, Engineering 
Programs 83/03/17 CAVANAUOU.W Arkansas Power 8, Light Co 3p; 
13390 201 34x Fiche 50-313. 03/03/ 1 7. 83011 6031 3 


--03O1I6O314 Notice of violation from Insp on 811133-1311 

NAOFEN. 0 L Division of Resident. Reactor Project 6 Engineering 
Program* 83/02/17 Ip 13398 201 24X Fiche 30-311.03/03/1/. 
0303160313 


--0301160318 lE Insp flepts 30-113/01-33 t. 30-360/01-33 on 011122-121' 
None omp 1 1 an c e noted failure to follow eioergency diesel 
generator operating procedure 

J0HN30N.H 0 . CALLAN.L J . HUNNICUTT.D M Region 4. Office of 
Director 83/02/03 9pp 13390 304 34X Ftche 30-311. 82/03/17. 

0203160311 


8301090039 Lists mail to bP used In contractor review of Inservlce inik 
relief requests re pressure bearing c omponents. Inc 1 ud Ing 
supports w/sgs pressure tests 

STOLE. JF Qpsrsttng Reactors Branch q Q3/03/31 CAVANAUOU.W 
Arkansas Power b Light Co 3pp. 12176 349 34X 

Fiche 30-313.83/03/33.0303090029 


8303030443 Forwards Revision 1 to IE Info Notice 83-01. "AuxIlia'V 
Feedwater Pu<rp Lockout Resulting Fron Nestl nghouse Id-3 
Switch Circuit Mod." vj/corr sc tad flgurs 3 t. Table I 
COLLINS. J T Region 4. Office of Director 03/02/36 Public 
Service Co of Colorado 3pp 13134 138 34X Fiche 30-000. 

03/03/36. 0303050443 


6303190313 Forwards request for addl info re inservlce insp progxem. 
Response needed within 10 dage of ItT receipt. 

stole. J F Operating Reactors Oranch 4 83/03/03. CAVANALIOH. M 

Arkansas Power t. Light Co 3pp 13173 033 34X 

fiche 30-313.03/03/03,0301190511 


8201340321 Forwards request for schedule for submitting response re 
Crystal «Iv»t- 3 event within 30 dage, per IE Bulletin 79-27 
stole. 2 F Operating Reactors Branch 4. 83/03/03. CAVANAUaih W 

Arkansas Power (. Light Co 3pp 13415.306 34X 

Fiche 30-313. 83/03/03, 0201340331. 


0301330601 Forwards IE Insp flepts 30-313/83-01 6 30-160/03-01 on 
830101-31 t, notice of violation 

MADSEN. 0 L Division of Resident, Reactor Project l< Engineering 
Programs - 82/03/01 CAVANAUGH. W Arkansas Power << Light Co 3pf 
12309 217 24x Fiche 50-313,83/01/01,8303230683 


-D30333069I Notice of violation from insp on 030101-31. 

MAOStN.O L Division of Resident. Reactor ProjOct 6 Englneerthg 
Program* 03/03/03 2pp 13380 219 24X Fi c he: 30-313, oaE^^/OI. 

0303330683 



IE Imp Bept* SO- 313/03-01 I. 2O-36O/0?-Ol on 0i;0101-;n 
ancp nct«il failure to post rpdiation areas & teat 
lurces of radioactive rratl for removable 
itlon (.Ithin 6-nonth period 

I D . CAI.LAN.L J . IIUNNlCUTT.DK Division of Residriil. 
reject t. Cnq ineer inij Proqrania 03/03/32 ISpg 
34« F^c.^e bO-31 3. 03/03/03.0303330603 


ir«..arda IE Tnfo Notice B2-03. '‘Environ Teats ol Elctlritol 
ot k »" for revi eu 

Region 4. Office of Director 03/03/04 Publti 

of Colorado 3pp 13307 094 34X Flcho 90-000. 

103160336 


8303330333 Ac! lereift of 0?0.'39 Itr in form ng NHC of stop* talon tn 
correct vtolatiiin noted In It IPsp flopt 9(1-313/01-34 
SEIb.E.U C Division ol liesidoPt. Reactor Project %■ Cnalnoertng 
Prngraaa OS/O^/lO CAVANM.GM. M Ariansas I’ouni f. (.ight C" Ip 
I33B9 068 347 Picoe 33-31 3. 0;!/O3/ lO. 0303330333 


-- 820323033!! Resfonds t<: Nflc 0.70201 Itl re viol at lone noted In II ll-i.|. 
Repl 50 -3 1 3/f!: -34 Corrective actions scheduled noillo insp 
during I'eit ib.u refueling outag e s . r evteaod loch Specs f< 
requested approval of 7/101*? Tech Specs Chang® requests 
MAR&j iAi I- . ..1 n Arsansas I'suier t 1. ight Co D2/il7/«?9 fit 11)1.1 .DC 
Dlvisi ur of Beside”!. Reactoi l’* o juc t !. F. ng ineer l n j l’r<i.3ra.3«. •Tf'l' 
12305 06*? 24 X Flihe SC 31 3. 02/03/ 1 fl. Ba032:}C!3 3'l 


ir-jards It tnsp ftepts 50-3t3fB2-O2 t, 30-360/02-02 on 
. notices of violation h deviation 

Division of Resident. Reactor Project 6 tng ineer 1 i.g 
B2/03/04 CAVANAUOll. U Arkansas Power 8. Light Co .'|ip 
24X Flche 90-313.82/03/04.8203330613 


Notice of violation froci Insp on 020201-03 
C Division of Resident. Reactor Project 6 Engineering 
83/03/04 tp IPBfO 133 24X Fit ho 30-313. 83/03/04. 

5 


Notice of deviation fros Insp on 020301-03 
C Division of Resident. Reactor Project t< Engineering 
83/03/04 Ip 133R0 136 24 X Flche 3U-31 3. 03/03/04. 

3 


IE Insp Repts 90-313/03-02 t. 90-360/83-02 on 820201 O’-- 
ance noted failure to incorporate neu surveillance 
nt into test program l< complete review of 
nee procedures & scheduling practices 

P . REDANO.R T . MUMNICUTT. 0 M Division of Resident, 
rojett $. Engineering Programs 82/03/03. /pp 
24X Flche 30-313. 02/03/04,030.3330613 


reierds IE Insp Repts 30-313/02-03 «. 30-360/83-03 on 
3 norveonp I tanc s noted Rept wltMield 
3. 21 > 

Region 4. Office of Director 82/03/09 CAVANAUdtI. tf 
eer t. Light Co 3pp 12347 123 30X 

J. 82/03/03. 0303170376 


-uiards IE Emergeotq Appraisal Insp Oepts 30-313/01-22 tt 
I on 810603-14. No none omp 1 1 anc e noted 

Region 4. Off ice of Director 82/03/00 CAUANAUOK. N 
Jor ti Llglit Co 13pp 13423 017. 34x 

I. 82/03/00.8303260210 


R Periodic operating reports t related correspondence 


0303170420 Forwards .-lonlhlg operattrig rept for .Jan I7R3 

1'. an SIR'LL. 3 H Ai-Santus I'ouer L Light Cn 03/03/12 HALLER. •> M 
Office of Nanayemenl and Prcgra.-i Analysis Ip 12331 061 ;.’4X 

flche 30-313.03/02/12 0203170430 


--030317042J Monthly or orating rec* fo- Jan 1 7t!7 

OHlvELV.t N Arlac'sas Power t. I Igi.t Co 02/03/00 <>pp 
12331 063 2AX Fn h« 50-313. L'2/<13/ v2. H2O3l'?O430 


6203090303 Fqrw.irds intaio inp 1 ng or on t data f«ir Jan 17(13 

nAPBMALL.J R Arkansas Power 6 Light co 02/02/26 DTCI. ?..>.> 
Operating Reactors branch 4 7p? 13131 OOl 2dX 

rtene 90-313. 02/03/36. 0703090303 


--0PO3O3O3O7 intake inp i ngen-onl data for Jan 17U2 

« Arkansas Pow>er C. Light Co 83/0 1/06 0|>p. 131 :)l Ou;- I'dx 

F Ute 5C-31-J. 03/02/2 6. 030 >050305 


0303260397 Forwarde "Rem i annual Radioactive Effluent Rep t . Ju I -llui 
I7D1. • per 10CF«90 36(alI2l 

KaROHALL.J n Arloiisas Power «. Light Co 03/03/11 COLL If.!)- .1 ) 
Region 4. Office of Director Ip 12424 O/.O 24X 
Flche 90-313. 03/03/ 1 1 . 0203360397 


- -0203260361 "Geiriannual Radioactive Cfflueht R ep t . Ju 1 -Dec IVHl " 

• Arkansas Pawior h tight Cii. 1)3/03/11 )6pp 13A?1 OC.l. '24»i 
Flche 90-.3I 3. 03/03/11. 0303360297 


0303370303 For-aards Imp log etrent -nen I to r 1 ng data foi- Fob l<?t)2 

KARfillALL.J R Arkansas Power !. Light Co 02/03/3:1 3TOL/.J f 
Operating Reactors Oranch 4 Ip 13420 119 34X 

Fit us 50-313. 03/03/33 0303270203 


E Emergencg Appraisal Insp Repts 30-313/01-33 It 
2] on 810B03-14.No none 0 /np 1 lane e noted Major arods 
adnlnl s Irat 1 on. emergency organl la t ton. tra inlng t> 
plan Imp I omen ta 1 1 on procaduree 
HACfNEV.C . IALCMAN. B Otvlston of Emsraoneg 
ss 03/03/03 69pp 12422036 34x 

U 3. 63/03/00. 0203260310 


uiards IE Info Notice 83-04. "Potential Oeflclancg nf 
tat C-7000 Series Tlne-Dalag Relays." t. 1£ Info 
"Incraasing Fre 4 uancq of Drug-Related 

Region 4. Office of Director 82/03/10 Publlt 
of Colorado 3pp. 12308.097 24X Flche 30-000. 

3160367 


ttiarde IE Info Notice 82-06. "Failure of Oteam Oenarotor 
Nenuay Closure Otuds " 

Region 4. Office of Director 82/03/13 Public 
of Colorado 3pp 12347.204 . 24x Flcfto 90-000. 

3170333 


Ists of Incorrect statement In utll 020307 Itr that 
ueld areas were Inspected using radlogrepMc 
1777 Dye penetrant was actual Insp technique. 

Arkansas Power & Light Co. 02/03/13 EI8ENIIUT, 0 O 
-Itenslng Ip 12382:113 24X Flche 90-313. 02/03/12. 


Ises of current status of util efforts to complg w/fr30il‘.< 
iddl info re IE Bulletin 80-11. "Masonry Ua 1 1 
>onse will he provided by 820430. sheul d no 
-oblems arise. 

Arkansas Power «. Light Co 82/03/15 CLARK, R A 
/ctori Branch 3. 6TOL7. J. F. Operating Reactore branch 
188:327 34X F 1 the 30-313. 03/03/13, 0203230717 


--8303390304 t a p | ng ement monitoring data for Fcl> 1702 

s Arkansas Power K i Ight Co 02/03/12 34pp 13420 116 PAX 
F I rl.o 90-31 3. 82/03/23. 020:!270203 


S Reportable occurrences. LERs t, related correspondence 


02O3DID12O for wards LCD a3-t03/O3L-O 

MARSHALL. J R Arkansas Power & Light Co 02/02/10 MaOIIEN. </ 1. 
Division of ilestdont. Reactor Project U Englneortng Pregrams Ip 
13070 394 24X Flche 30-313.03/03/10.0203010120 


--Q203DI0137 LER 02-003/031.-0 on 02012(3. uMlo perfordilng preventivn 
flialnt.oil changed In primary makeup pu-sg (>-3(>A which was 
selected to engineered safeguards node while ir.okoup punp 
P-36C was out nf sve Caused by inadequate communications 
RQOERQ.P. Arkansas Poaer 6 Light Co 02/02/113 Region 4, 

Office of Director 2pp 12070 399 24X Flche 30-31 3. 02/(>:!/ III. 

8303010130 


8203020402 Forwards LER 02-004/03L-0 

MARSHALL. J R. Arkansas Power «. Light Co 03/03/17 OEIDLE.H. 1; 
Division of Resident. Reactor project 6 Engineering Progra/ns ]p 
13087 073 2 41 Flche 30-313.02/02/17.0303020403. 


-8203020470 LER 02-004 /O3L—0 on 620129* RCC oiakcup water back flowed li.tc. 
delonlied water Ji eadcr . al lowl ng c on t a.el na ted water to enter 
noncontamlnated sys Caused by failure (if check valve CO-34 
1, tripping of condensate transfer pump f*-7A 

ROOERS.P Arkansas Power b Light Ca. 02/02/ 17 Reg tun 4. 

Office of Director 3pp 12007 076. 24X FlcJie 30-313.02/02/17, 

B2030204D2 


lards IE Info Notice 83-07, "Inadequate Oecurlty 
•grams " 

Region 4, Office of Director. 82/03/16. Public 
f Colorado 2pp 12378:334 24X Fic he; 30-000. 

>230370 


Oae’**5' t ■ jnlna 1 1 cni 


8?C3vIOt;CI A5d 1 re4ro''»fr *0 fDTrt request for 30 :otegorio* r.f dorLfuil! 
re •.'jBC »-0*>tO "Wf. Action Plan " Focuordt acccurents lietoil 
in Aapt A U. C !• 0 In'o lortlolti, (rof FOIa 

FieAptlon 5f 

FEl lOti. J M Owtnlon of F»le<i »nd fiecoTOt 01/00/04 rtAOCtU' 1 

p* Of*’- S< hole-. F I erran. »iod» !■ Pandler 'ipp I27S0 OOo 34 « 

Piero 50-11 j. 01/09/04 03030 105OI 


• -f;i’033r03P0 I’utlic versioii of Hrocedurs Tenporory Sheet I 
Plan Plant Manager Procedure PM® 3000 EPP 007 re initl 
releote attettenent (liquid) Procedure Ind e « enc 1 
Vlf^CE.S Indiana «. Micridan Electric Co 83/03/04 
13373 100 34X Fit he 50-31 5. 83/03/ 13. 0203330535 


8303390010 Confirr.s that PL Ctllnberg .jill vtblt plant on 
to participate in ea'ergenc^ pfeparodnm apprai&al 
VAOOA. 3 A Qi;erating Peac tore Dranch I 83/03/16 Cag 
A-Btlcan Electric Peuar Set elce Corp ip 13431 0h2> 
Fiche 50 315, 03/03/16. 8303350010 


rnCHEf 50-315 DOI.-alD C CCOK M^CLCaK POuEH Pi.A'n. O-MT I 


Se-itriti,. -edi:a|. e-efgecicg 4 Fir® protection plant 


n35;c703l/ Corcirns receipt of util 811223 lit tranei-i 1 1 1 nf add 1 
re fac:litv pnvaical eecuritg plan 810714 c cAiiertte. flo 

add 1 acticii required Ccorent* of 810714 closed 
■.pnj;A.S A Oje-atlnj Seat tore nrancr. ( 32/03/ 1 1 OClLAN. J 

Inciana 6 Micrigar Claccrtc Co 3pp 13109 353 24X 

^ icne 5.5-315. 02.-03,' 1 1 . 02030 J02I 7 


'J tneurance t. mdernl tg information 


t’P53C00363 Foruarda Encoraement 49 to NELIA Polclu h;F-306 
II, fo 40 to MAElIJ Pol leg MF-79 

-•vrllCENSffl, H 11 Atiartcan Floe trie Poacr Co . Inc 82/02 
OC.'JtON. II Office »f Hoc I ear Reactor Regulation. Olretto 
13154 176 34* Fuhe 50-31 5. 82/02/25. 8203080363 


P Operating licence etage documents t c ovreepondenc e 


83C3C5C4I0 S_p-it^ delaila'l deecriptlon of 820330 eiortlee acenatio 
^a.MTEB.aS Iriiara » idichigan Electric Co '82/03/24 W6PPLrn..i 1. 

fiegicn 3. Office of Directer 3»p 13136 367 34X 

ficre 50 315 e3.O2'24.02C3O5O4iO 


P2.r3l3u355 Releaee^ public rerelon cf teojararg changed to emargincn 
plan procedu'e 

Fl-l rC% s/ ft Oldidion of Rulai and Hecorde 83/03/05 Ooco'her*t 

^aracete.nt p'arct 1? 12294 076 24* r i cr e 50-315. (13/03/05. 

8203i 33355 


--070.11203:/ Frruarcd poo I i c vereion of Procedure lenpprarg Sheet I to 
Revidior. ; to c-erge-.ci,- Plan Precedure PpP 20P0 EPP 001. 

•'Encrgencg Plan f.cti'.allci t Condition C 1 aeal f i c at I on ■■ 

• Indiana t hlichlgan EIpcIrtc C.i 03/03/23 MIC - So Dote II pel 

Affiliation Oi^en Ip 13254 OV7 34* Ficho 93-31 5. 83/03/(15. 
8303 120 255 


- - 1 / 30.1120333 Putlif .eriior cf Procedui'e lec-porarg Sheet 1 to Reviaioi, 
to Emergarc | Plan Procedure PMP 3Cno FPP 001. "Eoergeneg 
Plan ActiratiP-i 6 Condition C lao d I f 1 < at 1 on *• Rev i epd inJev 

ere 1 

» Indiana 6 rllchigan Electric Co 02/03/33 3pp 13354 OVH. 

241 r-,,.^g 5(1 315 . 63 ' 53 / 05 . 8303130259 


820316C201 Coi'firma special loan tridp or. 820412-18 re fire protec tlt.i* 
program fer nuclear fouer faclllliod operating prior to 
79010: Fnc 1 specific info needecl prior to inep 
ItOREL ItiS. C £ Piuieicn el Enpiricering t Technical Prograns 
02/03/09 OOLAfl. J E Anarican Electric Po-ier Service Corp 
50-AN. J £ Inc tana S' Hichlgan Po„er Cc 2pp 13301 163 34* 

Ficne 50-315.83/03/07.0353160201 


02030*0001 Aadl response to FOIA request for 30 categories 
ro 6UREC-C660, "h.9C Acticin PJan " Foriaarde documents lie 
in Apps A.8.C *, D Info partiallg c/tthheld (ref KOIA 
F. lemptton 51 

ftLTOM, J M Oivisicn of Rules and Records Oi/OB/04 
Page. Scholar. Fierc-an. Hags t Handler 9pp 13790 006 
l iche 90 316. ai/Ce/04. 0203010C01 


--0005201041 For-.-ards status of operating PUR auilllarg fe 
evaluations for Rest 1 nghouse. C- C 6 D&R h'898 plants 
i'ATTMFUS. P P Aurtliarg Sgstens Branch 00/03/23 B 
Auilllarg Sgste-ss Branch I4pp 13768 339. 24* 

Ficbe 50-000.81/00/04.0303010001 


--SC09170139 fopt-ards Auiiliarg Bgs Branch safetg evaluatl 
auitllar-v feeduater sgs reltabllitg evaluatlnn Four 
r ec ornendat 1 ons still require action 

CHECK. P 6 Assistant Director for Plant Ogstems 80/ 

NOVAK. I Id Assistant Director for Operating Reactors 

03546 302 34* Fiche 90-000.81/08/04.8303010001 


— 6009170133 Safetg evaluation for autlliarg feeduater sgs 
re-ialti Incomplete 

• Office Of Nuclear Reactor Regulation. Director 8C 
I3pp 03540 204 34* f iche 50-000,01/00/04.830301000 

3203010C66 Fcp.uards NRC 001031 Itr forieardlng request fo 
util T« auilllarg feeduater syi.per nRC- 03'79' 1 IB W/o 
kENOALI.R NSC - No Detallrd Affiliation (liven NflC- 
00/11/07 FERTNEfi.K Franilin Ins 1 1 tut e /Frank 1 in Res 
Ip 34* Ficne 50-000.01/08/04.8303010001 


0203180513 Releases public version of procedure te-porarg sheets to 
plant ranagor proci>Jv*res 

FEurON J ri Olvisipn of Rules and Records 03/03/11 Ootumont 

tier ag ament Branch Ip 1.7342 233 34* Fiche 50-319.03/03/11. 

8203103513 


8203010100 Foruards addl Info 8. draulngs re auilllarg fs 
facilities per NRC- 03-79- i lO U/o encle 
KENDALL. R NRC - Nu Detailed Affiliation Given NRC- 
00/10/09 FERiN’FR.K Franklin I ns 1 1 tut e /Frank 1 1 n Rps 
tp 13752 195 34* Fiche 50-000.01/00/04.8303010001 


— 6203190516 Foruords public version of Ftocadure Tec-porarg Sheet IP-I 
tp Plant tdanagar Pic-tedures mtludlnp Prutedores PF.“ 2081 
EPP 013 re offsite radiological msnltorlng 8t PldP 3031 
FPP rtl3 re envi-'m .rnr.*--ing 6 analgsis 

trie Co 82/02/25 NRC - No Detailed 

<2 333 24X Fiche 50-315,83/03/11. 


est TP -I to Plcnt 
EPP 013 re 
3 re 

pp 13343 234 


IOC UTeti t 
1/IS. 


--0203010I40 Foruards auilllarg feedaater sgs package for 
Prior iti status to be determined W/o end 
KENDALL. H NRC - No Detailed Affiliation Olven NflC- 
00/09/12 FERTNEfi.K Franklin I ns 1 1 tut e /Frank 1 1 n Res 
2pp 13753 201 34* Fiche 50-000. Bi /OB/ 04. 03030 100 C 


8703090029 "Tech Epees for Redundant Decag Heat Removal Ce 
Donald C Cook Nuclear Plant. Units I 6 3." prellmlnarg 
technical evaluation rept 

SlEVERSClf. J. A £01.0. Inc FIN A-6439 6203090039 8S 

OG-SOHEU,./ N Oivlslon of Licensing 16pp 13172 143 
riche 90-319. 82/01/31. 8303090029 


6203090175 Advises that NRR revtev, of Itcsnsss submittals 
N\j9EC-073 7, f t es- HI D 3 3. improved in-plant iodine 
Instrumentation under accident condition Indicates posit 
ret fib further revla.- planned 

VAROA. S A Hperatlng Reactors Branch 1 03/03/19 DOl. 

Indiana 6 Hichigen Electric Co 3pp. 13145 319 34* 

Flthe 5C-319. 63/02/19.020305017 5 


■ heet 1 to 
e 


Beta 1 1 ed 
03/13. 


P203090207 Requeets addl Info re environ qua 1 1 f icat 1 on pf 
related electrical equipment Franklin Research Ctr list 
of questions enc 1 Response requested uithin 30 dags of 
receipt of Ibr 

VARGA, S A Operating Reactors Branch I 83/02/19. OOl 
I ndiana 6 Michigan Electric Co 8pp 13130 353 24* 

Fiche 99-315.83/02/19.6203030207 


DOCKETED «TEMS 


189 


OIS<? Notifies of status of NuHro-O/Hf. t tun- It F I 1 r a hiyh langt 

tlon nofiltors Novlou indicates no technical 

atloiis fTo-. stated NllC post lions requested 

A. S A Operating Neac tors Oranch I 03/03/19 OOlan. J 

ana & Michigan Electric Co ?pp 13317 053 ?4X 

e: 30-313. 03/03/ 19. 0303100199 


>335 forwards request for eddl info re Ifil Artinn Iteir II li i. 

High Point Vents ' Questions re proposed operating 
•lines for flCQ vent usage should l<e resolved yenericellg 
egh osrnsr s group s 

1.5 A. Clperatlnq Oeactors Branch I 113/03/34 Dili. AM. . I 

• na *• Michigan Elertrlc Co 5pp 13355 3411 34* 

. 30-315. 83/03/34. 0303130333 


'327 Forjeards addi Info re environ qua t t f scat ion of electrical 
rent. per 830113 tc 0316 requests Complete revision of 
ment qua 1 1 f I ca 1 1 on subsiittal ul 1 I be Cransnitted hg 
1 11 / o en c 1 

It. If 3 Indiana & Michigan Electric Co 03/03/36 VAOOA. li A 
ting Reactors Uranch 1 3pp 13113 049 3'4t 

: 30'3I3. 02/03/36. 0303040337 


336 Advises that reload license application will be subfsitted t. 
ntluils request for increase >n thrrii>al pniver rating 
ai ap plications. Identlflod In 0301 13 Oe ■'er Ic L tr 03- I . 

5e submt ttad 

4SEM.R W. Asierican Electric Voioer Service Corp 03/03/04 
iO. R L Assistant Director for Licensing 3pp 13346 310 
I Che 30-315. 03/03/04, 83031 30336 


130 Confirms B20316 iseeting In MV corpurato oPc to discuss 

i.pace It effectiveness of correctlvo noasures 
tented as result of 010004 I. 1103 conferencus 
:if. .1 0. Region 3. Office of Director 03/03/05 001. AM. .1 I. 

an Electric Power Oervico Corp DOLAN. J E Indiana 6 Mlrhig.ni 
Ic Co Ip 13212 394 34X f t c he 30-315. 03/03/05. 0203 I lOltKI 


OI Oeneric Ltr 03-04 to all licensees of operating plants, 
ante for OL ti holders of CP re use of INI'O SEl.-IN 
n> 

UT.t) O Division of Licensing 83/03/07 HAlPJPUflO. A 
Idated Edison Co of New York 3pp 13351 031 24X 

30-000. 02/03/09, 03031 lOOOl 


70 Reconfirms 811333 request for estension of Imp I osicntat 1 on ni 
3737 Iters Ilf 13 re containment high range radiation 
rs until 30 dags folloiiilnQ 1902 refueling outage 
R 0. Indiana t. Michigan Elec trie Co 03/03/16 UENT<I.N. M H 
of Nuc tear Reactor Regulation. Director 3pp 133U3 317 
:he; 50-313. 02/03/16, 0303330470 


>0 Notifies that no rasponse to NI)RE0-O/37 Item I D I rr 
room design reviews will be submitted In Apr 190,? 

.e delayed pending receipt of schedule 1. guldanre for 
■ntatloii of NUnEO-0700 

« 0 Indiana E Michigan Electric Co 03/03/19 OEMlOM.Il tl 
of Nuclear Reactor Regulation. Director. 3pp 12413 170 
l>e 90-315.83/03/19,0303330300 


tlon reports. IE Bulletins ti corresp endenc s 


D Forwards IE Insp Rapts 50-313/02-03 fc 30-316/03-02 o" 
No non coApl lance noted 

B.C. E. Division of Engineering I, Technical Programs 

2. DOLAN. J. E American Electric Power Oervlce Corp 
E Indiana S< Michigan Posier Co 2pp 12106 338 34X 

>'313. 02/02/32.8203100373 


>77 IE Insp Repts 30-313/82-03 t> 90-316/82-03 on 820119 No 
npllance notad Major areas Inspected. licensee action rr 
lletln 00-11. "Masonry Nall Design. " 

I. J. F. , MILLIAHS.C C. Division of Engineering 6 Technical 
• ns. 03/02/10 5pp 13166 340 34X Ftche 50-3t 9. 03/03/33. 

10373. 


■ rorwards IE Insp Repts 30-313/01-29 << 30-316/01-33 on 
'20131. No none omp t lance noted 

•> B U Division of Project l> Resident Programs 02/02/23 
£ American Electric Power Service Corp DOLAN, J E 
& Michigan Power Co 2pp 12185 110 34X 

-319. 82/02/33, 0203100323 


39 IE tnsp Bepte 30-313/01-39 «. 30-316/81-33 on 011216-830131 
compliance noted. Major areas Inspected fotloviup on 
us insp f Ind ings, operat lonal safety ■ surve 1 1 lane e. ma In t 
t trips. 

N-E. R , DUBHY.N E , ROBINSON, 0 Division of Project 6 
St Programs 02/02/16 llpp 12183: 113 24X 

90-31 5. 03/03/23. 0203100329 


'1:6139 Advises thsi IL I"fo Notice 83 01 . fiev i s nm I. Aucilt.'g 
lerdwater Pu.sf LoikO'.t Resultirg Fror Ulest i nghouse w-2 
d'~tlch Circuit Msd • .jas smt tn listed lliV'sees 

f Re; I on 3. Office nf Oirvctci 03 '03 .'26 Regiu" 3. OffiiC' of 

nirpctoi Ip I.''?!? .1:3 24). Fiche SO-OOll- 83.03/36 03031 lO I .'7 


CirCL'l inO/'V Advises that IL Info IJCtice 03 -OJ. T'Wirun Tests O' 
i'lecirical reiminat Oloris." was sent tc listed lirersees 
• Ho; I on n. Ilf flee of Direr tor «3/0:i.04 Region 3. Offi'i- .'I 

Direcloi Ip l32n ;i4'’. 24x F,[rc. so- OOP- U3/03/OJ. 02031 JQD/'f 


tJ30;il60PUI Confirns special team ins|- on H30.*.|2-16 le fire pruteitl'-" 
prngra'n for r^uclea' powei facilities operating prior to 
790101 Ertl spJJiifil inic r.t'«db4 prior to insp 
M2RCLILS. C E Division af Lngineerlng t lechnical Pi-riQraas 
y3/03/09 DLLAN' J E Aeiican Flectrit Puwur Gervlce Corp 
r,U-AN. .< E Indian.! t Mithi;ar. I'nver Co 3 ?f 13301 163 34i 

Flcl.e 90-315. 02 'OJ/O'/. 8303 16030 1 


''303170335 Fnrs.a'ds IE Infu Jiatices 93 04. ' Potential Deriiiefcg 
Certain A-lAElAf E-70C0 (Icries flr-e Uelig Relays' 4 03-05. 

' Incruasin.; Frequeficg af tt l■;-nelated locidoris " 

• Reqlari 3, Office of Director 03/03/10 Cor-ronweal tt> f.dlso.. 

fa Ip 13 14/ 070 34> f line 50000. H3/03/ 10. 0303190335 


:3.’0JI 70;ll 3 Ac I receipt uf D3r,3C3 ltr inforsing r,9C uf steps tainn t.> 
verify opiira'i i 1 I tg of fire danpers rovered bj loth Spec 

3.' 4 7 10 

f,ll9ELIU3. C E Dlv'siur of Lnjineeiihg I. lechrttal Prngraes 
0?/03.'ll OOlAN. J E Ai eritan Eleiteir Power Urrvice Corp 
l-OI an. J F InJian.i 4 Michigan Elect' ic Co Ip 13313 33ii 24y 
Fiche ri<i-3l3. 03/03.' 1 1. 03031 70313 


U30. 1170314 Uosponds It tblC It. le viulaxinns tiote4 in IE l"sp lefts 
Corrective actiuos expanded coverage nf I et h 3pers to 
Ir.clvde fire dar-.pers 4 developei surveillance program for 
fire dar-per s 

SMITH. u G Indiana I. Michig.in k'leitric fo 83/03/03 

dCPPlLR.J 0 Rejl.n 'J. (Ifflce of Director 3pp |2J13 33 1 *.'4x 

f icho 50-315. H3/03/I I 830.1170.113 


0203230953 Aik receipt of U30125 llr infofmlng NftC of steps tali ufi li. 
correct violations noted In (E Ins? Repts 50 -31 5/Qt -3'3 t, 

■)0-316/0l -33 

N2RFi 100. C E Division of Fogioeering E Technical Prugrams 
83/03/11 DOLAN. 3 E A. ei-ican flectric I'ouvr Uarvire Corp 
On^AN. .J E Indiana t Michigan electric Co Ip 12390 3|7 ;'4» 

r icho 90 31 5. 113/03/ I 1 . 0203.'. 30552 


--0303230336 Forivards response to NRC 1111211 Iti re violations nnteii 
IE Insp Hoplb 30 319/01-23 «. 30 316/01 Response 
withhold frof IOfl'R73 i’ll 

ll0.-drCR.R S Indiana 6 Michigan Eloctric Co 02/01/33 

kEPPi ER. J 0 Region 3- Office of pi-ector Jfp I3J7/) 24) 

Ficl.e 50-'Jl 5. 02/lVJ/ U 8303230532 


0203190285 Advises that IE Info Notice 02-06. ''Failure uf Ste.ic 
Oenorator I’rinarg Side Manaag Closure Studs." ivas sont to 
Ivsted licensees 

• Region 3. Clfflco of Director 02/03/12 Region 3. Office of 

Director Ip 12349 203 24 k Fiche 50-000.03/03/12.820:11902115 


0203230669 Fucaards IE Info Notice C12-07. "inadequate Securitg 
Screening Prograi-s " No i.rittOR response requited 

• Region 3* Office of Director 92/ 03/ 1 6 Comson'.'ea 1 th F. disoi, 

Co Ip 12380 314 34X FUho 30-000.82/03/16.0203230669 


6203310525 Ac k receipt of 030311 ltr informing nRC of steps taken tn 
correct violations noted in IE Insp Repts 90-31 5/01 -29 5 
90-316/01 -33 

SPESBARD. R L Division uf Project 4 Resident Frograns 83/03/25 
OCLAN. J E American Electric Po-jer Service Corp OOLAN. J t 
Indiana 4 Michigan Electric Cu Ip 12432 J19 24x 

FIcho 90-315. 82/03/39. 0203310525 


--8203310533 Responds to NRC 820223 ltr re violations noted in li tii'.,p 
Repts 50-315/81-29 f. 90-316/81-33 Corrective actions 
publlsfod observation bg resident Inspector 4 approved 
design changes to isolation valves will be Initiated 
SMITH, U G American Electric Poser Service Corp 82/03/11 

KCPPt.Efl.2 O Region 3. Dffite of Director 6pp 12492 320 ,'’4X 

Kicho 30-31 5. 82/03/23, 0203310525 


R Periodic operating reports 4 related correspondence 


6203233369 Forwards monthly operating rept for Jan 1902 

SMI 10. U 0 Indiana t, MUMgan Power CO 02/02/12 Office i.t 
Management and Pregra* Analysis Ij 12383 300 34 k 

Fiche 30-313. 02/02/ 12- 02032-.>0369 



1 c/pfjtin^ fept for joo [ 9 U 2 

*H<st»T A WiMur-^ir' ElPtt«tc P';««r Co U2/01/31 /(p 12-IH3 JJ'r 

ror » i;i>e ■;■ -IC 12. 0203230369 


;01Ct"?,9 f'crcarjt 1901 or%ri.jl oppratio^ r^pl 

't<:TH w ■: In'iA'j >. Eire trie Cc 02/02/26 ilCPPLin. J (•' 

Prploo 3 0»<i;9 c< Ctreflor Tsp I2l01 300 24> 

ficfte i'. '>:<> 02/ 0?/ 26 BC3 -1100209 


•f*2C.ll C '21 / Opefil lo) 9rpt.|P0l 

fit (./••• 9 r :v£r;;‘.o-. o * . »omme/ e l indiarj s. nichitdn 
E;9 :«'i; Cl U2'C2'26 23;; 12101 310 3*x 

Fi<i>9 3-,-3i 3. P3<''-2/r6 R202i 00209 


!" 31032 i<- ’ Pp 1 RadlOactiva Effluar'l Pdleaac Pppl 

,>;l -09 1 131 • 

»..p■JIER 0 C- O Mwn.gdn Electric Cs e.'’/03/ll OENION. If H 

mtl", » l«»t P«»'. r.tc fiejiilaCtcii Oirtttor 2pp 12334 Hi9 

24* f I'.l 315.03/03/11. 0203160226 


'0203 1 '33231 ■jr*id'''^odl Radioactive Effluent Release Rep 1. Jjl -lii c 1901 
• Ip-diara 0 Micf-ipae Electric Co 62/03/11 60pp 12334 111 
24J Mere 50 315 f 2' 03/ 11 . 6203100226 


-0203030154 Inforp-s of 000616-10 »ile viilt bu /Vnalyaij t rechnoltc . 
to collect Info in support of MIC r easeos snen t of ' 

re<;ul re-nent 4 re se I ec 1 1 on. tra Ining & licensing of nuclear 
(Cter plant personnel Cooperation requested 

CDLLtl.S.P F Operator Licensing Oranch RO/03/13 SHALTEN.Clf 
Indiana t ritcblgao Poiaer Cu 2pp 127/0 341 aax 
flche SO-COO. 01/00/04. 0203010001 


ROCPn 50-316 bCNALI) C LOOH W/Ci.EAR puheu plant, unit a 


F Securiti,. nedtcal' energsncg 5 liro protection plans 


6203030217 Confirns receipt of util 011223 Itr transmitting add I li.fj 
re tscilitq piiqsicsl ssfaritg plan MHC 8107 14 CDipnents No 
addl action required Corurents of UI07I4 closed 
UAR9A. S A Operating Reactors Grancb I 02/02/11 DHL AN. 3 
Indians J. Micsigan Electric Co 2pp I2i09 353 24x 

Flche 50-313 82/02/ U . 020 303021 / 


0203050410 Sup-nits detailed description of 020330 oierclse scenario 
f-OiiTFR.U tl Indiana A Michigan Electric Co. 02/02/24 kEPPLER. J(, 

Region 3. Office of Director 3pp 12136 267 24* 

riche 50-315. 62/02/24. 0203050410 


Reportatle tccirrenrrs. LEKs E related c sr respenCenc e 


eC 0 j 05 O :'57 rcr..are, Ltfi e 2 -CC 7 / 03 L -0 

i's'.ii* M G Iniiana E ts.chigan Electric Co Ea/02/?6 HtFPLtn..) t 

Repirr 3. Cifice of Oirectc- Ip 12132 212 24» 

F,(*e 50 315 02rO2'2h W2'03C.5O359 


•620305r.3o4 lER E^-CO*/ '03u- 0 on 020120- leal Jisccvered In essential sue 
jster pise ic.r-strea-r if outlet valve froe s»st hset 
eicharger Laused tg cavitation due to throttling of 
titterfie valve Mol initiated 

;;I/*.CR. D G IrdidTj t Michiean Electric Co 02/02/26 Region 
3- Office rf Oirecli-r Ip 12132 Pi 3 241c fiche 30-313.02/02/26. 

8.-0305035'' 


£2‘.323044e r prvards updated LER Ql-032/03«-l 

t."!r>i.a C Irdiara f. Miinijan Electric Co 62/03/12 KEPPLEh. J C 

Region 3 Office of Oirecto- I; 12365 001 24t 

Eit.se 5C-315. 82/03' 12 6203210440 


•0203231.449 i>; dated LEP ei-052/03t-l on 01 1 1 1 3- i.h 1 1 e in Mode 3. two 
ter*. avr.-er.t ssolstiofi vel-ss tr. ds* ineral i is4 water header 
t«4-209 I Ou-210 ,ere epened t, personrel Caused bg personnel 
error Rstrainiog sn proper procedures conducted 

DAaER.d 9 Indiana t Michigan Electric Co 02/03/12 Region 3- 
Office rf Oirectcr 2 p 5 12385 002 341 Flche 50 -PIO. 03/03/ U'. ' 

0203230440 


e.'-3jp?0609 Ecfvaris uPlatel LER 02 O06/03<-| 

SiliH, u C Indiana 7. Michigan Electric Co 82/03/19 hEPPlER. t 
Hepiori 3 Office of Director ip 12409 1 34 24x 

Flche 50-315. 0;’/03/19. 0203250609 


-0203253614 Updated lER a2-008/03»-l on 0201 23. containment dump flow 
monixcrir.p recorder t-CB-OOl found out of paper Neu roll 
put ir. recorder Procedure revised to change chart paper then 
less than 3-it regain 

ORAfEfi. 0 M Indiana t Michigan Electric Co 62/03/19 Region 
3. Office It Directer ip 12409 135 24X Fithe 50-315.82/03/1'# 

0233253609 


0203120255 Releases public version of tenporarq changes to emergent^ 
plan procedure 

FELT0.-J. j H Division uf Rules and Records 02/03/05 Oocunent 

Managerent Oranch Ip 12254 096 24X F 1 1 ho . 50^31 5. 02/03/05, 

0203120255 


--0203120317 Fo/uarSs public version of Procedure Tamporarg 3haet I tc 
Bsvisvori I to Eeergenig Plan Proiedurs PrtP 2000 EPP 001* 
•Eeiergorcg Plan Activation & Condition Classification " 

♦ Indiana f. Mtthtgan Eloitrtc Co 83/03/23 NRC - No DetailiJ 
Affiliation Given Ip 12254 09/ 24X FIcho 50-313,82/03/05, 

0203 1 20' 55 


--6203120322 Public version of Procedure Tamporarg Ohest 1 to ftevislcs i 
to Ee-.erqvncq Plan Procedure PMP 2000 EPP 001. '‘Emergancq 
Plan Activation & Condition Classification " Revised Indet 
enc t 

• Indiana & Michigan Electric Co 82/02/23 3pp 12254 OV0 
24* Flche 30-313.02/03/05.8203120253 


0203160201 Confirns special tea/s Insp on 0204 12-16 re fire protec tlcn 
program for nuclear poaer facilities operating prior to 
790101 Enel specific info needed prior to tnsp 
NORFLIU0.C E Division of Engineering 6 Technical Programs 
02/03/09 OOlAN. u E American Electric Power Service Corp 2pp 
12301 163 24C Fiihe 50-.31 5. 02/03/09. 02031 60201 


3203100513 Releases putllc version of procedure tempOFarg sheets to 

fli 3 ^dQ^r procodur^s 

FElTOn. J n Division of Rules and Records 82/03/11 Ooc unicnl 

Management Branch ip 12342 232 24X Flche 30-313.02/03/11. 

0203100313 


--02O3I8O316 Foruerds public version of Procedure Temporarg 9 heet TP-I 
to Plant Manager Prnecdures including Procedures PMP 2081 
EPP 012 re offsite radiological monitoring 6 PMP 20G1 
EPP 0l3 re environ monitoring i. analqsts 

• Indiana i Michigan Electric Co. 02/02/25 NRC - No Detailed 

Affiliation Given |p 12342 233 24X Flche 30 - 31 5, 02/03/1 1 . 

0303180313 


3213250625 Forwards LER 62-010/04T-0 

SniTR.Iri 0 Indiana t Michigan Electric Co 02/03/19 KEPPlER.J C 

Pegion 3. Office of Oirrcto' Ip 12409 130 24X 

Fiche 50.315 02/03/19.6203250525 


--02O32vO629 LER R2-CI0/04T-D from 620311 to 12. unplanned gas release i.f 
approi 94 7 Cl occurred w/o sampling t analgsls per Tech 
Spec Caused bg lifting of safety valve 2-SV-30 at 63 pst 
below correct level of 140 psi Valve replaced 

PALrEfl.fi A Indiana t Michigan Electric Co 02/03/19 Region 
3. Offite of Oiisctcr 3pp 12409 I3i 24X Fiche 50-313 
02/03/17, B20325C625 


Manager Procedures including Procedures PMP 2001 EPP 012 
offsite radiological monitoring & PMP 2001 EPP. 013 re 
sr.vltcn monitpring Revised lodei encl. 

• Indiana & MtcMgan Electric Co 02/02/26 3pp 
24X Fiche 50-315.02/03/11,0203100313 




12342 234 


6203220555 Releases public version of procedure temporaru sheet 
revising e.*erg«ncg plan procedure 

FELTON. j M Division of Rules and Records 82/03/12 Document 
otnnolnallQ 12373 106 34X F I the 50-313. 83/03/ 12. 


V Ootrator Ct 


rtVf> ^0 categories of document, 

Tt Uij9EQ 0660 * Action PI 40 * Fortuard^ 

Id App< A B.f Sr D lofr pArtiAjJv withheld fref KOIA 
£ cftno 1 1 on 

ftLKVv 4.^ M Owitiof* of and Aecordi fll/ 00/04 

KAyfe S( holtte Ft rta^n* J, Handler 9pp J27S0 006 
r^t^t lJl/Oa/04. 83030t000t 


HAOOFHa T 4I 
?4X 


(^am.as•.evas . es. am a UT ' 

tm* Qroi.i| PUo Plant Manager Procedure PtlP 2000 EPP 007 re 
miCkai release a 4 «es 9 fliont (liquid) 

«. Michigan Electric Cq 82/03/04 NRC - No DelaHe 

8203220555 " ‘P 12.373 107 24X Flche 90-313,02/03/12- 

-0203220566 Pohlu version of Procedure Teirporarg Sheet t to Emergen 
rian naoAQer Procedure p«p 3080 EPP 007 rw InltlAl 

assessment Ulquld) Procedure ln,le< encl 
lonsT nm ^ Michigan Electric Co 02/03/04 2pp 

irfJ/J lOB ^9X Fiche S0-3J3. 02/03/12. 0203220533 


DUUKbrEU MfcIVIb 


131 


010 Con^trms that Hi Climb erg util visit plant on 13^0.1^’ J- fV) 
rticipato in eo-orgenro proparrdnesS appraisal 
. 6. A Operating Reactors Di ani h 1 f]3/0.'1/IC> CAGTRCtiNA. .■ 

can Electric Power Service Carp Ip 066 24* 

30-315. 02/03/16.0203250010 


-ance fc Indennitii i r> f orna t I tin 


?63 Forwards Endorseirent 49 to Nt'u lA Polrig NF-206 t> End i>r seneiit 
PAEIO Pol leg t1F-79 

ISEN. R M Alter I ran Electric roier Co ■ Inc 02/02/25 
t.H Offict Ilf Nuclear Reactui Kegu 1 a 1 1 on. Uirector .Tpp 
176 24* Fiche 30 31 5. 02/02/23, 02030110263 


U«*i'.l04orJr / Inri.iards I'dll infu re ecicirim guallflcatlon of electiii.'il 
eqii 1 piren t . pe' 020115 • 0216 ir guests Cueplete revision of 
cguip.vent gtia 1 1 f 1 1 at 1 i.n vleitta) ,illl te transrilled tg 
H20331 W/ti flic I 

iniNTCR. R S Indiana * Michigan L lee trie Co 02/02/26 VAHtjA A 
Operating llvactcrs Branch I 3fp 121 15 t)49 24* 

I icht. 50- 31 5. (IC. 02/26. 020304032/ 


0203130336 Advise'. Vl..s*. re I tad liten'se application will le sutinlttcii 
rag IncliiiJe leguest fi.r Increase in thermal power rating 
NO new applications. Identified in 020 112 Oeneric Ctr 02-1. 
will be siibrai I tod 

JiIRGENoEN. H Id American Electi ic Power Sei vice Tcirp 02/03/114 
JEorSCil. ft I Assistant Director for Licenslnq 2pp 12246 .’'Mi 
24* Tithe 30-31 3. B.’’/03/04. 0203120236 


ting license stage dneutnonte t c ocr osptiodooc o 


01 Rddl response to FOIA request for 30 categories of d i>i usimti 
CO-0660. "NpQ Action Plan ‘ Foiwartfs documents listotf 
% A. B> C t> D Infn partlallg withhold cref FOIA 
Ion 5> 

n Olvlslon of Rules and Records 01/00/04 HAOOCN. I .J 
Cho I er . Flerman. Mags t Handler 9pp 12750 006 24* 

SO- 31 3. 01 /OB/04. 0203010001 


1041 Forwards status of operating PWR aurlltarg feedwater syr 

ciatlons for Ues 1 1 ng house. C-E 6 ll&U N30S plants 

-tEtiS.P R Auiillarg Ggstsais Qrencti 00/02/35 OERAROYA.V 

llarg Systems Branch 14pp 12/60 329 24* 

a SO-OOO. 8l/0n/04. 02O3OIOOUI 


020.3230120 f orwards Aeend 30 to I Icenne OPR- 7 4. sa f e t g evalunlicu 6 
notice of issuance f. -iva i I ab 1 1 1 1., Anentf allows operation 
w/Etioo flue I c ar Co power d I str I hot i on cootrot procedures 
CH0TtNMUlb.f1 operating Reacters Sr.iiuf. i 02/03/04 00-A‘l. %' 

Indian.) 6 Michigan Electrii Cn 2pp 12421 306 24X 

f ilhe 30-316. 02/03/04 0203230120 


-0203230124 Aiiem' 30 to license OPR- 74. a 1 1 ov, i ng operation w/lt«iiu 
Nuclear Co po.ier dl-tiibutign control procedures 
i/ARcA. 0 A OpetoCti.g Realtors Branch I 02/03/04 lOps 
124.71 300 24* Tithe 30-316. H2/O3/04. H303230 120 


--0203250126 bafotg evalualjoii suppnt ting Amend 3M to License CM'R 74 

• Office of Nim |e.ir Realtor Regulation, Director 02/03/04 i'pp 
13431 126 34* 1 iche 511-316.02/03/04.0203330)20 


>132 Forwards Auslllarg 0gs Branch safetg evaluation input fui 
Mary feedwater sgs reliability evaluation Four 
■saiendat Ions still require aettnn 

C. P. 8 Assistant Director for Plant Bystems 00/00/2/ 
t. T. M. Assistant Director for Operating Reactors 2pp. 
i 202 24* Fiche 30-000.01/00/04.0203010001 


1986 Forwards nRC 801031 Iti forwartling request for add 1 Info In 
re auilltarg feedwater sgs. per NnC-t)3-79- 1 10 U/o enc I 
.LL.H, NHC - No Oetalled Affiliation Olvcn NRf -03-79 • 1 Iff 

/07 FERTNER.it Franklin I ns 1 1 tut e /Trank 1 1 n Research (.enii'r. 
24X riche 30-000. 01/00/04.0203010001 


--020325013(1 Notice of lssti.ince t> avallabllitg of Amc'nd JO to License 
UPH-74 

VAHOA f) A Operating Reactors Rrunch I 82/03/04 2ap 
12121 320 24* Til he 30-316. 02/03/04. 0203230120 


0203110130 Ctinflrms 0.20316 soetltig in NV cnepnrate ofc to discuss 
status.pace c effectiveness of cocrs'stive measures 
i.-ip lementod as tosull of 010804 6 1102 cent er enc es 
KFPPLER.J O Region 3. Office of Director 02/03/03 IK)LAI..J 1 
American i'lectric Power (Vri vicr torp IlfJI. AN. .) 1. Inrliana *■ litchlpm. 
f lecti It Co Ip 12212 254 24)1 Fkche 50-3)3. «2/0')/l45. B203 UOl. it) 


too Forwards add 1 Info 6 drawings re auitltarg feedwater sgt. <.t 
ittes per NRC-03~79-lI0 W/o one Is 

UL.R NHC - No Oolalled Affiliation Olven NRC-03-79- 1 IB 
/09 FEHTMER.K Franklin 1 ns 1 1 tu t o /Frank 1 1 n Research Centri 
12732 193 24X Fiche 30-000.81/00/04.0203010001 


t40 Forwards auxiliary feedwater sys package for facllltlei. 
Ity status to be determined W/o enc I 

LL.R NRC - No Detailed Affiliation Olven NRC-03-79- 1 ill 
/12 FERTNER.K Franklin 1 ns 1 1 tule/Frank 1 1 n KoseafCh Centi'i 
12732 201 24X Fiche 30-000. 01/00/04. 0203010001 


9 ''Tech Specs for Redundant Decay Meal Removal Capability. 
3 Cook Nuclear Plant. Units I 1. 2." prellailnarg 
•I evaluation rept 

IN. J. A EOfcO. Int FIN A-6429 0203090029 02/01/31 

J N. Olvlslon of Licensing 16pp 12172.142 24* 

>-31 S. B2/ 01/ 3 1.8203090029 


1 Advises that NRR review of licensee submittals re 
'37. 1 1 eip in 0 3. 3. mproved in-plant iodine 
■ntatlon under accident condition Indicates position 
'urther review planned 

A Operating Reactors Branch | 02/02/19. OOLAN.J. 

& MU hlgaii Electric Co 2pp 12143 313 24K 

1-313. 82/02/19. 0203030173 


Requests addl info ro environ qualification of safetg- 
electrlcal equipment Franklin Research Ctr list 
lone enc 1. Response requested within 30 dags of 
of Itr 

A Operating Reactors Branch 1 02/02/19 DOLAN. J 

& rllchtgan Electric Co 8pp 12138 333 24X 

-31 3, 02/02/19, 020303020? 


Notifies of status of NUREO-0737. 1 1 em 1 1 F 1 3 re hlgh-raiigr 
man 1 tor s Review indicates no tschnlcal 
ns fron stated NRC positions requested. 

4 Operetlng Reactors Branch 1 82/02/ |9 DOLAN, J 

b Michigan Electric Co 2pp 12217032 24x 

-319, 02/02/19. 82031 00199 


Forwards request for addl IfiFo re TMl Action I tern H H I. 
s Point Vents " Questions re proposed operating 
ta for RC3 vent usage should be resolved gentrlcally 
>wnars groups 

h- Operating Rtactors Branch 1. 32/02/24 DOLAN. J 

t Michigan F.lactric Co 3pp 12333: 240 24x 

•31 3, 82/02/24. 8203120333. 


8203110001 Oeneric tlr 02-04 to all licensers of operating plant)., 
applicants for 01 4 holders of CP re *ise of INpu REE- IN 
pr ugraTi 

ElbrNilUI O O Division of LlcensUn 02/03/09 iiAUbPLRO. A 
Consolidated Edison Co of Now York 2pp 12231 03) 24X 

Titho 30-0OQ- 02/03/09. 02031 lOQO I 


020T)230470 Recunflvms 0)1223 rsquost for ertonslun of Imp 1 osontal ) on ul 
TI\/RED-073/ 1 1 on 11 T I 3 re containment high range radiation 
,-ionltors until 30 dags following )902 refueling outage 
hU.MTtn.R B Indiana t Michigan F.lectric Co 02/03/16 UCNTUV.ii R 
Dffico of Nuclear Reactor Regulation. Direr inr 2pp 12392 'll? 

24X Tithe 30- 315.02/0,1/16,112032.10470 


020325930(1 Notifies that no response tn NUifF.Q-073/ (ten I D I re 
control room design reviews will be submitted in Apr |902 
Response dolaged pending reielpt of schedule 5 .guidance for 
Implementation of tlB)lCG-O7O0 

I.UMTCR.R e Indiana 6 Michigan Electric Co 02/03/19 DENTiin.ii R 
Office of Nuclear Reactor Regulation. Director 2pp 12413 19(1 
24X fiche 30-313.82/03/19,0303250300 


0 Inspection reports. IE Bulletins t c orreep ondonr e 


B203100373 Forwards 1C |nsp Repts 50 313/02-02 «. 30-316/02-02 on 
020119. No none omp 1 1 once noted 

NORtLlUB.C E Olvlstgn of Engineer mg L technical Pr.igrass 
02/02/22 DOLAN. J E American Electric Power Oervice Corp 
DOLAN. J t Indiana t Michigan Power Co 2pp 12106 330 24* 

Fiche 30-313.83/02/23,0303100373 


0203100377 IE tnsp Repts 20-315/82-02 6 30-316/82-02 on 0201 J'/ Nu 
none amp 1 1 anc e noted Major areas inspected licensee action re 
IE Bulletin 00-11. "Masonry Mali Design " 

NORTON. vl F' . NILLIAMB.C C Division of Engineering Techniial 

Programs 82/02/18 5pp 12106 34 0 24 X Fiche 50-31 5. 02/02/;.V. 

0203100373 


0303100325 FoTwards IC Insp Repts 50-315/01-29 1. 50-316/81-33 oi. 
011216-820131 No pone oep 1 lance noted 

SPESBARD. R U Division of Project b Resident Programs 82/03/23 
OOI.AN. J E American Electric Power Service Corp DOLAN. J E 
Indiana Michigan Power Co 2pp 1S103 110 24k 

Fiche 30-313. 82/02/23.0303100.125 



ar/Cw/r*. oroj;ooJr>^ 


tr.' '.0 I Ai/»*,e^ t»i.H IF 1 1- ^ ^ Notice 9?-0 1 . vi 4 I Cit ;. Auilliori^ 
F^fd^^ter Re%iitlif >«9 F'*o^ We%t i nghou 

'^v 1 t•'^ ri*c ** ^ervt tc llter^ees 

» *j c* I'li^clor Revlon *J. OFflcc f»F 

Ci-eiror ID i*>;*ir ■ii3 ric* e SO COO. u3/oa/?6. nso'ji lO i:*v 


0?0JllC0/> thit IF Infc Notice •Tuvircn Tests oF 

C*. ectcic«d) fp*-kj»«dt DImc^s* uo ^ to listeJ licensees 

♦ Pe^o'* 1 ffice fiT Oifftcoi bfcV03/C4 Pe^ion .1 OTfi<p cf 

i;i»er»>r ip ims '44 it f|C^P SO* OO 0 . 95/0:1/04 - 6^031 1 00/*^ 


C* ^3l<c iO: Cnnfjr-'s svecidJ teafli ins? on 9:^0412-16 re Ji»e protecting 
/rr cover facilities fcpeCAtin- prinr tc 

'‘vOlO? c J scesiMc j'-*o reeijei prior tc msp 

« C t - 1 y I s i on q ( Trq inhering I. fertnjrdl Prog^.jfl'.s 
9<.>/C3'09 Owl A*i. ,, F A^»ric.s»> Eleitric »*Oj>er Service Cor? 

1>.“I AN It r n|(^lga*l roi..er Co 2pp 12301 167 24 jT 

» 1. ne 50‘3l^ e‘2/01/ ^9 £* 071^720: 


cj?07WC57S F^e<^ards IC trC^ U'".t*,c^s 6? 04* (rot^utval Oeficismv, of 
Ce*t«ir, /stiAs’Ai fr. -/7t)f) f. e-ips Ti-'‘© Celag Relatrs t. 63 03. 

l-i-reesi’^g I « vQi.enr -j nc Or I dte<! In<v4c"ts *’ 

• j ort 3. Office jF Director i?2/33/l0 C o^^nouiea I tdisun 

■li I? C' O Fi. hfe 00-000 e3/0J/ 10. 9?a2'. 90233 


— *“'31^031 !' Ari "ereipl of U 20302 Itr inPorning V<C oF Steps taleo to 
ver»^i, '.pe^otij; 1u r. I f ^ ' a(i»p ers cc-vere:! tg 'IfriU Spec 
J/4 / ;o 

t^tRELJyS.C E Oivisinn *> ? Engineering t Technita) H-cqranis 
E2/03/1I roi /N- / E Aretican tlectr;; Pouer Service Co»P 
1/I‘UAN F trdiaiia ^ r5ici.igdn Electric Cn Ip 320 r^AH 

ficne 3f> 213. -j;*/}.!'': I r>2C:M 7;>3l3 


ki>>^p:iras to N^c Itr re violatiuns noted in lE insp repts 
Co'ra^tive 3<ti^ns eiparded coverage i»F lech Specs to 
jrclcde ^ire dA'iper^ t 'reveloped surveillance prupran For 
fire ^a"‘Pe r s 

SFIIH tj S Incia-ia 3 riirnj 5 ar flertric To 0?/(>7/02 

KEPP;Ett-J r- 1. OfFite of Director ^pp 12J1.7 22I V^K 

Plfhe 33-ni3 H7'03r|l 02011 / 031:1 


053“23C33r A. I recA'ipt of ft:?0l23 Itr infoming NftO of steps late** to 
correct violations noted 1 r. IF Insp Repts 30 3l!J/m-22 it 
50-3lA/ai 23 

riCRTt lUC-C I' Hivisi on o f Eng tneering I. Technical ProQt a.ns 
02/03/11 011 A^, j r Arerican Electric Power ^er^lco Cof? 

:Ol AN, ^ E Ir^diana 3 Michigan Electric Co Ip 12390 319 24 K 

TicAe 30 -313. ^2/03/ I I 8203230532 


- 6203230 Fc r«vaids respc-tse to N*iC 811211 Itr re violations nuteil sr* 
IE Irsf fleets 30-3 1 3 'FI I -22 t 50-316/81 25 ftesponse 
vitnr.eld <rnf lOCFfi /'< 2|i 

HvJMEW.M ti Indiana t MirM^an Elcctri<, Co Q2/0i/5^ 

KEPPlEfi. J i; Region 3. UfTice of Director 3pp 15390 320 2»4 K 

F ir**e 5C‘ Jl 5 92/03' I I • 8201230552 


*1233190265 Advises that JE Info Notice 62-06# 'Failure of Steam 
Ccrrer*-or Pri-^ar^j ®.sde Clns^ice OWds. • ’* -as ^ent ic 

listed licensees 

• ftegsnt'- 3. Office cf Oirect&r Q2/03/12 Hegvon 3- Office of 

Director )p 121A9 200 24* flche 50-000. 82/03/ 12. 62031 90.' HS 


9203230669 V<ir^Af6s tE Info tlovice e?-07. * In a d t e 3ecurttg 

Screening Programs ' ffo -ritter* response reguirec? 

* Heaton 3 . Office of Ovrptxor 92/03/16 Correnweal ti^ Edisnn 

Co Ip 12309 214 P4< Fiche 50 -000. 62/03/ I A. 8203230669 


C:2033i0525 Acs receipt of 9V031 1 Itr inf^raiing li^tC of steps taken tp 
correct violations noted m |E Irisp Repts 30-31 5/81 -29 Sr 
53-316/01-3:1 

?PESSAftO. R L bi vision af Project tc Resident Programs 02/07/25 
PClaN- J F. American Electric Foxer Service Corp OCtAN* J E 
Indiana V nirhtgan Electric to Ip 12452 317 24)r 

F icne 50-34 3. 82/03/ 35^ EV0 33I0525 


*-0203.110533 Responds iu f-hC fl?0223 Itr re v] eolations noted in It Ii«sf» 
Repts 50-315/01-29 t. 50-3li,/fl j -33 Corrective actions 
publts,4ed otservation 6^ resident inspector t« approved 
design changes tc isolation valves uill be initiated 
SMlTH-M C American Electric l*i>*,er Service Corp 82/03/11 

KEPPLCR..^ O Region 3. Office cF Oirectnr 6pp 12452 320 i»AX 

riche 30-3t f . 82/03/25. 0203310525 


▼ 1 C”‘S l / IM. J.J «\S.)TO 


•6303310404 Monthly operatioj rent for Oec Iffll 

Cll.V.CfT.U T Indvana t. Micht^ftn Co 02/01/03 QstV- 

13434 169 Flihe 50-31*. 62/01/ 14. 0203310390 


U303330413 Fotudr#* monll.ly uperatlng rept for Oan 1903 

SMITH. U G IndMna *> Michison f’ouor Co 02/03/12 Of flea of 
ran^genenl and Progron Anolgsi* Ip 13303 347 344 

f nhe 50-316. 03/02/13. 0203230413 


--6203330415 MootMg operating rept for Jan 1902 

might. A Ulsconsin Electric Power Co 82/01/31. 9pp 12303.3 
24 < riche 50-316 02/02/12. 0203230412 


0203100209 For^arde 1901 annual operating rept 

EMtIH.W 0 Indiana 6 Michigan Electric Co 02/02/26 kEPPLF.H.3 

Region 3. Office of Director 2pp 12181 300 24X 

Ficre 50 3 IS. 62/02/26. 0303100309 


--82031003I2 "Annual Operating Rept.lOBl " 

ReOA9. R 0 . SVENSSOM. 0 A . TOUNt.EV. E L Indiana 6 Michigan 
Electric Co 03/03/26 2Jpp 12181 310 24X 

riche 50-315. 03/03/36.8303100309 


0303160236 Forwards "Seevt annual Radioactive Effluent Release Rept 
Jjl-Dec 1901 • 

MUMTER.U S Indiana t mchtgon Clectrlc Co 83/03/11 OEMfttN.M 
Office of Nuclear Reactor Regulation* Director. 2pp 12334 109. 
24» riche 50-315.02/03/11.8203180226 


--02031B023] "SC'S! annua 1 Radioactive Effluent Release Rept.Jul-Dec 1 
♦ Indiana (. Michigan flectrti Co. 02/03/11 BOpp. t2334 111 
24X Fiche 50'3l 5. 02/03/ 11 . 03031 00226 


S Reportable occurrences. UEBs 6 related correspondence 


B303050D2I ror.eerds LEB 02-011/036-0 

SMITH. W 0 Indiana 6 Michigan Electric Co 02/03/26 KEPPLERr J, 
Region 3. Office of Director Ip 12134 265 24X 

Fiche 50-316. 02/02/26. B30305032I 


--0303050325 LED B3-01I/03L-0 on 820120. leak discovered in essentia 
SVC mater pipe domoplream of outlet valve from aa«t 
component cooling uiator beat etcliangor. Causdd bg cavitation 
due to throttling of buttorflg valvo Hod tnltlatod. 

WIZAER.D 0 Indiana ^ Michigan Electric Co 83/02/?6. fTcfl 
3. Office of Director Ip 12134 266 24X Fiche 50 - 31 *. B2/02 

0303050331 


0203170136 Forwards LEfl 03-012/036-0 

SI1ITH.W 0 Indiana 6 Michigan Electric Co 82/03/10 KEPPLLR. J 

Region 3. Office of Director Ip 13314.340 24X 

Fiche 50-316.02/03/10.0203170138 


--0303170143 LER 83-012/036' 0 on 030224. p or on In/eetlon tank Inlet 
breaker found In off position Protablg reused bg sccldecital 
buap bg personnel using area as shortcut Area will be 
blocked off to prevent paseage 

KRAUSE, 0 F Indiana t rlUMgan Electric Co 02/03/10 Refl * 

3. Of file Of Director 3pp 13314 341 24X Fiche 50-31*. 

82/03/10. 0303170138 


0303190335 PRO- 1 H -82-027 on 830311. unit shut down to repair roacto 
coolant pu->p seal leak t to investigate high teeip In punp 
ototoi 3 V)>*plannp4 gaseous leak occurred during shutdown 
posslblg during transfer of gas from vot control tank 
H'jf.TEH.L . HArES.O. • 0RE0ER.6. Region 3. Office of Director. 
02/03/12 Ip 12349 351 24k fiche 30-316. 82/03/ 13. 0203190335 


0203330550 Forwards updated LFR BI'067/03X-1 

SMlIH.u 0 Indiana 6 Michigan Electric Co 82/03/12 KEPPLEP. . 

Region 3. 'Office of Director. Ip. 13382.017. 24X 
Fiche 50-316. 82/03/12.0203230338 


--8203230563 Updated LEB 0I-O67/O3X-1 on 81 1 1 20. c on ta 1 nfflent tsolati 
valve OCn-300 blocked open to allow isolation of associated 
air header for repair Caused bg personnel error. Ghlft 
supervisor relnstructed 

0AKEB.K fl Indiana i. Michigan Electric Co. 02/03/12 Regli 
Office of Director 2pp 12382 018 24X FIc he : 30-316. 03/ On/ : 

D2O323O550 


eS03S60?«0 Foruarcs gptfated l£K B 1 -OS7/03K- l 

SHlTH. U 0 tniJiacia *• nicM<)an Electric C<i 03/03/17 KEPPUI K. J V 

R« 9 t:p 3. Office of Director Ip 12434 037 24x 

FIC'tr SO-316. 02/03/17. 02032i.02AO 


— -OaOOStOSW Updated LEH BI-027/03X-1 <iri BI06 13. reac tor trip oc i uri rd ilei 
to failure in 120-volt ac vital bus Caused by C-3 capacitor 
failure i/bich caused reactor trip from indication of loss of 
reactor coolant pump f 1 ou Capac I tpr replaced 

J L Indiana t> Hlcblgan Electric Co 82/03/17 
Region 3. Office of Director 2pp 12434 05H 24X 

FlChe: 30-316. 83/03/17. 8203260260 


8203250373 Fpri.ards LER 82-013/03L-0 

SilITH.M O Indiana <■ Michigan Electric Co 02/03/16 KEPl’LKR. .1 C 

Region 3. Office of Director Ip 13413 237 24X 

Flcbe 50-316.63/03/16,6203330373 


--S203230377 LEB 82-013/03L-0 on 030223. Pol I osiing reactor trlp.nCC di»i.i 
aguivalent I-|3I concentration esreeded Tech Spec limit 
Ca'^rsed by 1-131 concen tratton spiking to mac of 3 33 uCt/g 
Unit returned to operation S. lodino values leveled 

P6-MER.fl A Indiana t< Michigan Electric Co 83/03/10 Bt-gtuii 

3. Office of Director 2pp 13413 330 34X Ficl.e 90-316. 

62/03/16. 6203230273 


6303330602 Forwards LEH 63-01 4/03L-0 

&11ITM.11 0 Indiana t. Michigan Electric Co 112/03/lfl KEPPUER. J C 

Region 3. Office of Director Ip 12409 139 24X 

Flcbe 50-316.03/03/10.8303350603 


-'0203290606 LER 03-014/03L-0 on 62031 7. rad i a 1 1 on monitors R-l I 6 M- K* 
eastple pump would not develop sufficient flow dut-lng normal 
operation Cause not stated Entire radiation monitor ays 
scheduled for replacement by 30 days after 1962 refueling 
PIEhL.R II Indiana 6 Michigan Electric Co Q3/03/1B flogion :i. 

Office of Director Ip 12409 140 24X F Ic ho 30 -316. 03/03/ 10. 

6303330603 


0203230066 Forwards LER 82-016/03L-0 Detailed event analysts end 
SMITH. ll 0 Indiana t Michigan Electric Co 03/03/lV MEPI’ER. J (J 

Region 3. Office of Director 3pp 13414 300 24X 

Flebe 50-316.83/03/19,8203290006 


--02O325OO9O LER 83-016/03L-0 on B10719. dur Ing normal operation plnholi 
leak discovered on suction strainer for Meat containment 
spray pump Caused by cracli which was removed by grinding tS. 
welding 

KRAUSE, 0 F. Indiana t Michigan Electric Co 83/03/19 Kcgtnn 

3. Office of Director |p 12414 310 24X Fiche 30-316.63/03/1'/, 

3303290086 


8303250319 Forwards LER 62-01 9/04L-0 

SMITH. U 0 Indiana t Michigan Electric Co 93/03/19 KEPPLEll. J 0 

Region 3, Office of Director. Ip 13413 259 24X 

FI c he: 30-316. 62/03/19. 8203230319 


--8203250323 lER 02-OI3/O4L-O: on 820222. flow indicator BFR-201 for 
turbine gland seal leakoff failed tow Probably caused by 
muliture In sys Replacement probes found callbr to Incorrect 
range. New sys to be Installed 

palmer. R. A Indiana 6 Michigan Electric Co 03/03/19 Region 

3. Office of Director 2pp 12413 260 24X Fiche 90-316. 

B2/03/19, 6203230319 


V. Operetor Eiamlnatlons 


9203010001 Addl response to FOIA request for 30 categories of documents 
re fiyR£0-C660. "NRC Action Plan. *' Forwards documents listed 
In Apps A.B.C 6 0 Info partially withheld (ref FOIA 
£ I eaip 1 1 on 3 ) 

FELTON. JM Olvtston of Rules and Records Ol/OB/04 MADDEN. T ,1 

Kaye* Sc holer. Fltrman. Keys ttllendler 9pp. 12750 006 24 X 

Fiche 50-316- 61/00/04, Q303010001 


— -6203030194 Informs of 800616-10 sits visit by Analysts L Teclinotogy, Inc 
to collact Info in support of NRC reassessment of 
requirements re sel ec 1 1 on, tra Inlng I, licensing of nuclear 
power plant personnel. Cooperation requested 

COLLINS.P. F Operator Licensing Branch BO/03/12 SHAUTEN. D V 
Indians U Michigan Power Co. 2pp 12/70.34). 24x 

Fiche . 30-000, 61/08/04, 6203010001 . 


MCMLl 50-317 CAuVcRT Cl. tFF«J VUCUE AR POUEB PLANT. UtllT I 


I Security, medical, emergency 6 fire protection pl.ins 


vJ503030176 Confirms 820216 b |9 lelcnns rp fire protect I on s,5 drlallc 
SI et. !>■ shcaing arraogomcrt uf fire detectors In Unit I L 
Unit 2 Cable spreading rooms & associated cable Chases. not 
one I 

ASH. B F Baltimore Ga« 4 Flecl'ic Co 82/02/24 CLARK. R A 
Operating Reactors nrj..ch 3 2|:p 1309/ 053 24X 

Fiche 90-317. 82/02/24.0203030176 


8203300246 Ac k receipt of U202I6 Itr transmitting change to 
security plan Change does not decrease safeguards 
effectiveness 1. remains consistent w/p r pvi s J ons 
10CFR3D 54(pl 

Cl ARK. P A nperatlnq Reactors Or one h J 62/03/17 qquMAHEP.n .1 
llaltimore Oas f. Electric Co 2CP 12462 079 24* 

riche 90-317. 02/03/ 1 7, 020 3300246 


6203300243 C nr wards second sngpl to MRL 740914 safety evaluation whiii, 
addresses fire protection items now acceptable lltatus of 
unresolved Items also provided 

CLARK. H A Operating Reactors Oranch 3 B2/0J/I6 LUNDVALL.A I 

Baltimore Baa 1. Electric Co 6PP 12461 314 24X 

Fiche 90-31 /. 03/03/ tO. 02033TO243 


I. Ooneral correspondence 


0203010001 Addl response to TDIA request for 30 categories of docu-icnt, 
re NUREO-0660. 'NiTC Action Plan ‘ Forwards documents listed 
in Apps A. 0. C 6 0 Info partially withheld (ref FOIA 
E k em.p Cion 51 

TELION. O M Division of Rules and Uveords 01/00/04 MAOOCM. I 
Hay e . 6c ho 1 er . r lerman. Hay s 6 Handler 9pp 12/30 006 24X 

Fiche 90-317. 01 /OG/04. 830:1010001 


-'U0101C0263 Contirms that D lashor will leplace 11 Harfin on IRi.t- leviiw 
teams listed In DC0UO7 «e-io 

8TCL7.J F Licensing Oranch I 00 /CO/ 12 Efl.Nar.fi L Ass let. ml 

Director fur Environmental TeChn<tlogy Ip 12760 303 34* 

Fiche 30-000. Dl/00/04. 0203010001 


02030100/4 Responds to 011118 Itr re emergency planning t. prepa rednrsf. 
Concerns have been discussed w/util 4 operators abuut 
training to be provided to local emergency response groups 
DEveUND.R C Director's Office- Office of Inspection and 

Enforcement 02/01/04 aKOERSON. 0 D Affiliation l/nlinpwn Ip 

12076 329 24 K Fichu 30-31 7. 0.7/01 /04 . 82030 1 0074 


P Operating license stage documents 4 c orre spa/idenc e 


0203010001 Addl response to FOIA request for 30 categories of dotnmrni.. 
re fdUKEC-0660. ' HRC Action Plan " Forwards documents listed 
in Apps A. □, C t. 0 Info partially withheld Cref FOIA 
Eiem.jtion 31 

FELTD.N. J M Division of Rules and Records 81/00/04 MAOCEN. I .1 

Ray e. Sc ho I er, r I erman. May s 4 Handler 9pp 12750 006 24X 

Fiche 50-272. Gl /00/04. 82030 lOCOl 


— 8003120963 Forwards licensee accident analysis re main steam line hi |.dk 
Inside containment Requests safety evaluation Licensee plans 
to submit auilllary feedwater sys au to-1 n I t lal i on sys which 
delays auclllary feedwater flow for three minutes 
BENAROVA. V Auiitiary Systems Branch 80/02/14 MUVAK- 1 
Containment Systems Drancf. 2pp 12793 131 24X 

Fiche 30-000.01/08/04.8203010001 


--0OO313O623 Forwards Info requests fur utils for participation In 
interim reltahtitty evaluation program as followup to 
Crystal River effort SARs 4 lERs are needed by 600319 4 
remaining info by 000601 

HATT6CN.R J Division of Safety Technology 00/03/09 
EISENHUT.O 0 Division of Licensing 4pp 12761 001 24 X 

Fiche 90-317.61/06/04.6203010001 


--8009281041 Forwards status of operating Pw;f auilllary feedwatei sys 
evaluations for Uestlnghouse. C-E 4 64M N3S3 plants 
MATTHEWS. P R Auilllary Systems Branch. 80/02/29 OENAHOVA. V 
Auilllary Systems Oranch 14pp 13760 329 24X 

Fiche 50-000,01/09/04.6203010001 


--8003S81097 Requests util evaluation of end responses to NRC request 
for info verifying auilllary feedwater sys flows are 
adequate for design basis transients 4 acetdents NRC request 
for info end 

MATTHEWS. P R Auilllary Systd'is Branch 80/02/29 NOUAK, I 
Reactor Systems Branch 9pp 12733 |28 24X 

Fiche 90-000,81/06/04.8203010001 



aOO^C^O'iSG Forward* sdFift, evalLpattsr: «uppt re t onta I r.->« t t 
Ov*rprn(»jr I ta< icr> <Jue to auiitjary fee'uatar 

;i.«>p rwnaut flcu. follow;tid "lair. atear line liraat 

HUBEI'iSTE*’I- L A»* latent {iimtor tor Core V Conte > nment Sg olein 
60/03/ 1 9 r.CVAH. T Aotiatant Director For Operatin^j ((raccoio 
3tt 0?!>56 333 34/ F ,c ae 50-000- OI/OH/OO. eSOTOlODOJ 


'-8009eV0993 SaFet« evaleation soppi re contatr*'ent ov»rpr« s tuf > 1 at > Di> 
potpr.tial iue tu -luilllarg Fead-iater puoip rtnouC 
Flaw Following t>ain iteam line brcat f^eali Containmert 
prestere will remain below detign preaaoro 

• C cntain-nent Sgatene Granct G0/0t)/l9 Ip 12753 IC9 34K 
litre bC C00,Bl/CC/Ct.Q30'3OlOC0l 


--8010150046 3otf"its Imt of 1RE«> participants for review of fad titles 
8 Hardin aesigr — ent will be ccnflrned bg OOGif03 

Efthal H U Assiitant Oirettui to Tecnnologv Hevteu 60/0'JI07 
nFRt.'EHO.F Prababi 1 1 »t i c Analysis Staff iPr* BQIII9> 2pp 

12760 306 24» Flche 50 - 000. Cl /00/O4. 030 3010001 


C0)lVGOlb7 Fcrwarb* regeest foi addl Info le auiiliarg PoeOwateT 
automatic initlatiun C flcu Indication sgs Eiit I sbouli: Ce 
forwarjed to licensee 

SATTERFIEIU R Ins tr u-nen 1 a t i on C Control Sgste-vs 9rancn 

90/11/14 Clara. R Uperatirig Reactors Oranch 3 3pp 13/52: 17V 
34% Fitb® 50-000 01 100/04 8303010001 


--0303010055 roruarifs RM Satterfield 001118 request for Info re auailiniij 
feedwater s,s at facilities par MRC-03.-79- 1 10 W/o enr I 
rCfiDA-L.W HRC - Ho Oetoiled Affiltatiorv Given. 80/11/10 
FERTHCR.s Franilin I ns 1 1 1 ute/Fr an t ] t n Research Center 2pp 
12752 175 24X Flche 50-000.01/08/04,8303010001 


--a2030l057t Forwards electrical schematics t. one line from Chapter U nf 
FSAR. In response Co 001032 request per hRC-03-79- 1 18 
y/o enc 1 

/EriOALl.n NRC - Detailed Affiliattun Cluen MRC-03'79- 1 1 H 
00/11/17 FERfh/FR.ii Fran! I in I n s 1 1 t u te /F r ant I in Research tentei 
IP 13/53 104 34x ficne 50-000. 0 1 /OB/04. 83030 1000 1 . 


*-0203010095 Requests review of encl pactage re aurlliarg feedwater sqs 
to eeter-^ine compliance ui/long-teriA safetg grade 
regulre.-ents for automatic initiation S< flow Indication 
M/o enc I 

KENOALL.R hRC - No netalled Affiliation Given HRf -03'79'1 19 
eo/lO/OV FERlNEfi.K Franklin Ins 1 1 tut e /Franl 1 in Research (ri.ttt 
4pp 13752 192 24* lithe 50-000.81/08/04.6203010001 


--0203010207 Requests endorsement for interim rellaOilitg evaluation 
progran. Current phase of program idcnllFled as high prioritg 
effort In WUREC'OhbO. In 1 Action Flan II C I Program hrioF 

enc I 

tiURLCv. T E Office of Nuclear Hegulatnrg Research. Director 1 IN 
A-1241 OD/M/03 DEfirON H H Office of Nuclear Reactor 

Regulation. Oiiettor 14pp 12760 160 24* Ficbe 50-000. 

ei /O0/O4. 82030IC001 


--B2030I0390 Discusses participation of flue NRR personnel In Interim 
relsabililg evaluation progron. revlcus of faillettes 
ERNSf.n U Assistant Rlrector for Technolofg Review 
RUBENSrCIN. L Assietant Director for Core h Contain.rent Sgstems 
KNtCHt.jP Assistant Director for Ccnponents ( Structures 

Engineering 80/00/37 fltHACLlA, f Resource D ecoedulfng Dianci. 

3gg 13760.303 3tx Flche 50-000.81/03/04.8203010001. 


0301130470 Forwards CEN-ie9. **Evaluatlon of Pressurlted Thermal bhnq * 
Effects Due to Small Break LOCAs U/Lots of Feedwater for 
C-E M3SS. ■■ 1. Apgs A-J. in response to TmI Ac Hup Plan 
Requirement 1 1 K 3 l3 

BASKtff.K P C-E Operating Plants fluners Croup. Bt/l2/3t 
ElSEhHOT.D 0 Division of Licensing 4pp 11970 024 34* 

Flche 50-233.01/12/31,0201130478 


■0201130404 "Evaluation of Pressurlted Thermal Shock Effects Our to 
Small Break IfXAs M/toss of Feefuater for Calvert Cliffs 
11-2 Reactor Vessels " 

♦ Combustion Engineering. Inc CEM-IQ9 APP 0 . 81/12/31. 44 pp 

11579 238 24* Fiche 50-233.81/12/31.8201130478 


B203030I27 Forwards Amends 63 & 47 to Licenses DPR-33 6 DPR -69. 
rospec t Ivelg. safetg evaluation 6 notice of issuance t, 
avallabllitg Amend changes oparaOllltg ti test requirements 
for containment purge mtate h exhaust Isolation valves. 

JAfFE.o H Operating Reactors Branch 3 02/02/01. LUNDVALI..A F. 

Baltimore Oas t, Electric Co 4pp 12138 292 24* 

Flche 30-317. 02/02/01. 8203050127. 


--6303030131 Amends {>5 t, q* Licenses DPR -53 1. OPR>-69. respect I vely. 
Changing operability 6 teot requirements for containment 
purge Intake I. exhaust Isolation valves 

* Operating Reactors Branch 3 B2/D2/0I 36pp 

13130;29O 24* Flche 30-317.82/03/01.8203030127 


-U303990I33 6a Fetq evaluation supporting Amends 65 l< 47 to Licenses 
DPH-53 1. OPft-69. rasp ee 1 1 velg 

• (Iff ICC Of Nuclear Reactor Regulation. Director 92/02/01 4pp 
1213B 333 24* Flche 30-317.02/02/01.8203050127 


-"8203053136 Notice of Issuance t aval lability of Amends 63 6 47 to 
Licenses OPR'33 & OPR'69. resp ec tl ve I g 

CLARA. R A Operating Reactors Branch 3 02/02/01 2fp 

12130 359 S4X Ft Che 50-31 7. 92/02/01 , 0203030127 


6203040339 forwards A-ends 67 t, 49 to Licenses OPH-33 1, OPa-69. 
refpec I I vel g. sa Fetq evaluation t, notice of Issuance K 
availability Amends require operability 6 rover 1 f 1 cat ion 
of auxiliary feedwater sys throttle valves 

JA-rFE-O H (Iperatirig Reactors Branch 3 02/02/08 LU.MOVALL . A F 

Daltlmore Cas V Electric Co 3pp 12137 344 24* 

Flche 30-317, 02/02/08. 3203040329 


0203040334 Amend* 6/ *. 49 to Licenses DPR-33 6 DPfl-69. r espec 1 1 ve I y . 
requiring operability t. verification of auxiliary feedwater 
*ys throttle valves 

CLARK. R A Operating Reactors Branch 3 02/02/08. 13pp 

12137 350 24* Flche 30-317.02/02/08.8203040329 


--B203040345 Safety evaluation supporting Amends 67 t. 49 to Licenses 
ORR-33 8. OPR-69- resp ec C I vely 

* Office of Nuclear Reactor Regulation. Director 02/02/08 3pp 
12138 010 24* Flche 30-31 7. 93/02/08. 0203040329 


--0203040347 Notice of Issuance S. availability of Amends 67 1. 49 to 
LWenses CPn-93 L OPR-69. rospec 1 1 ve 1 y . 

CLARK. R A Operating Reactors Branch 3 82/02/08. 2pp 

12130 013 24* flche 30-317.82/02/00.8203040329 


0203090058 Advises of operator shift personnel workshop on 620316 L 17 
Ir. tloston. Ma Attendance of licensed shift personnel 
requested Items to be discussed listed 

eiGEf-HUT.nO Olvlsion of Lltsnilng 02/02/13 LUWJUALV.. A F 
Baltimore Oas L Electric Co 3pp. 12172 182 24* 

Flche 50-317. 82/03/ 12. 8303090038 


8203030471 Responds to Oenerlt Ltr 62-1 re new eppl 1 c at ions survey Ull 
has no plans for submitting new appllcallons in any survey 
categort es 

P0fN0EXIER.C H Daltlmore (Jas 6 Electric Co 92/02/24 

TFDESCD. R L Assistant Director for Licensing. Ip. 12095.305 24 

FUh« 50-317.02/02/34.0203030471 


6203020698 Submits description of shift technical advisor positions 4. 
assoc lated training program per NUREO-0737 Item I A 1 I. 

LUHOVALL.A E Oaltl-sove Oas 0 eiottvlc Co 83/02/23 CLARK. «. A 
Operating Reactors Branch 3 3pp 13069 202 24* 

Flche 30-317, 82/02/23. B203020698 


6S03120313 Responds to 030106 request fur addl tnfo ve eetsmlc design 
basis of auxiliary feedwater sys Sys mods including 
upgrading circuit-carrying conduits t> 1 nt 1 1 at I on/c ontro 1 
sys should be completed by Fall. 1963 

LUNOVALL. A E Baltimore Oas t Electric Co 02/02/23 CLARK, H A 
□peretinq Reactors Branch 3 4pp 12230 0 57 . 24X 

Fiche 30-317, 62/02/33,0203120313 


9203030075 Suppis 810901 response to 810528 safety evaluation of 
environ qua 1 1 f icatlon of electrical equipment. w/ 
clarification of justification for continued operation. 

Info showing that equipment meets MJREO'0568 encl. 

LUNDVAll.A E Baltimore Oas L Electric Co 62/03/26 NOVAK. T 
Assistant Director for Operating Reactors. 200pp 12103.260. 94* 

Flche 50-317. 92/02/26.8203030075 


8203030264 Forwards Sheets I through 8 of Drawing BK-f4E-l03 contained 
In Exhibit C of util 020104 ltr re NUflE0-06 12- c on t rol of 
heavy loads Errata sheets & updated Exhibit A. ‘‘Overhead 
Handling Sys" encl 

A6H,R F aaltlmore Oas ti Electric Co 92/03/26 EISENHUT.D C 
Division of Licensing 22pp 12096:087 24X F I c he : 50017. 82702/21 

6203030264 


8203300311 “Tech Spec For Redundant Decay Heat Removal Capability. 
Calvert Cliffs Nuclear Power Plant. Unite 1 h 2." 
preliminary technical evaluation rept for Feb 1903. 

STEuERSCN. J A EOtO. Inc FIN A-6429 0203300311 82/03/23 

DONOHEU.j hr Division of Licensing 16pp 12463.081 34X 

riche 30-317. 02/02/28,8303300311 


8203100316 Forwards final rept of review St evaluation of nUREO- 0619. 
■•Control o# Heavy Loads. •• per NBC 801322 ltr. 

LUNOwALL.A E. Baltimore Oas & Electric Co B2/03/01 EieENlfUl.D. i 
Olvlslun of Llcsnsing 63pp. 12185 207. 24X Flche: 50-317, 

02/03/01. 6203100316 


Oen»ric Ltr i)2-04 to all ViL»i>6etp« o( operating plant;.. 

»nt» for OL (• holders of CP re u&e of INPO OEE-IN 

II. O Q Otv 14 100 o( tt tensing 02/03/09 HAUSPURO. n 
Idated Edlion Co of Neu York C(XI.MSIL.M 0 Connecticut 

AtoiqU Power Co 2pp 12351 031 2dX FUho 30'003. B.7/03/0V. 
1001 


O.'iO'iSbOOOO Foiwarflt regueit »mt aid I info to preisuTiied tnermsl aht.tk 
t 130-dag raiponso to (IRC BI0tJ3l ICr Info ehnutd be lubartttd 
bg (130430 

Clark, n a operating Reactor a Dranch 3 03/03/18 LU.90V/ALL.A I 

SaltInure Oas & Electric Co 4pp 13440 009 ?4X 

Fiche 30-31/. 63/03/ 18. 63033*0050 


<6 Advitet that no technical devtstione fron stated position 
'guested re NUREO-0737. Item III 0 3 3 re Unproved 
■ t Iodine instrumentation under accident condition 
her cevleu planned 

A Operating Reactors Oraneb 3 03/03/09 LKNDVALL.A I 

re Oat t. Electric Co 3pp 13374 393 PAX 
•0-317. 03/03/09. 6303330050 


3 Porwards request for addl Info re NUREO-0737 Iteci II 0 I. 
ots Info should be suhnttted laitbln *0 dags of 
of Itr 

A Operating Reactors Dranch 3 03/03/09. LUNDVAtl. • A t. 

re Oas t< Electric Co *pp 13391 333 PAX 
0-3I7- 03/03/09. 0203330473 


9 forwards proprletarg 8. nonpr op r 1 e t arg versions of responset 

Questions 7 t- 9 on CEN-161 iOl-P, *' laiproveirents to 

oluati on Mode 1. •• CEN-l93tU» (Buppt I-P» Affidavit 

oprletarg version withheld iref 10CPR3. 7901 

.. A E Oaltlnora Oas t. Electric Co 83/03/10 CLARK. I< A 

ig Reactors Branch 3 6pp 13356.377 34X 

3-ai 7. 03/03/10. 0303130039 


>63 Mongropr 1 etarg version of "Partial Response to NRC Ouettienv 
f-lblffil-P " lirpravemen t s to Fuel Evaluation Model " 
obustlon Engineering. Inc CRN- 1931 (1 1 -biP SOl-NP 02/03/04 
13356 303 34X F 1 the 30-31 7. 02/03/10. 03031 30039 


I Advises that Info provided for 90-dag response to ni06<);> 
■lectrlcal equipment qua I 1 f Ic a t i on program did not 
Interim safe operation Review of submittal 
ng 

A Operating Roaclors Branch 3 03/00/13 LUNOVAl.L . A H 

e Oas 6 Electric Co 3pp 13374 3 73 34X 

1-317. 03/03/13. 8303330049 


: Summarg of 030303 meeting w/C-E owners group In Dethesda.Mli 
urlacd thermal shock Issue Agenda. list of attendees 
ts encl. 

O. Operating Reactors Branch 4 83/03/13 Operating 

Dranch 4 3pp 13466 077 34X Fiche 50-000. 03/03/13, 

63 


76 Matificatlon of 020319 meeting w/C-E owners group In 
da. MO to discuss C-E gerierlc rapt t. plant Specific 
g responses re pressvrlted thermal shock Issue 
0.0 Operating Reactors Oranch A. 03/03/19 STOLI. 3 
Ing Raactors Oranch 4. I07pp 13466 082 34X 

50-000. 03/03/12. 8303310163 


Advises that (iiethods described In CCN-134ID)-P, Jan 6 Mar 
EN-191(fl)-P Oac 1981 are appropriate for referencing 
d appltcetion for facllitg. 

4. Operating Reactors Dranch 3. B3/03/I5. LUNDUALL.A 1. 

t Oas i< Electric Co 3pp 13462 111 24X 

-317. 83/03/13.8203300319, 


Forwards request for addl Info re Cgcle 6 Phase II Info 
f provided within 30 dags. 

l Operating Reactors Branch 3 83/03/16 LUNDVALL.A F 

i Oas V eisctrlc Co 3pp 13374 3»l 34* 

•317. 83/03/16. 8303330037 


Forwards request for addl info ra environ qualifications 
n mod resulting from TMI action plan Items. Info 
■ within 60 dags. 

>. Operating Reactors Branch 3 03/03/16 LUNDVALL.A. F 

Oas 6 Elsctrtc Co 4pp 13391 346 34X 

317, 83/03/16.8303330430 


Forwards NUREO-0809 re response time determlnat 1 on, f or 
plication for Tech Specs change no longer 
since NUREO has been issued. U/o encl. 

Operating Reactors Branch 3 03/03/16. LUNOVALL . A C. 

Oas L Elsctrtc Co 3pp. 13443.336 34X 

317. 63/03/16.8303390033 


Notification of 830334 maattng ui/utll In Dathasda.MD to 
p t Tech epact. 

Operating Reactors Branch 3 83/03/17. CLARK, R. A. 

Reactors Branch 3 3pp. 12463 361 24X 

317, 83/03/17. 8303310113 


n Inspection reports. IE Oullettns t correspondence 


0303053387 Forwards IC Insp Repcs SO’ 31 7/83-03 6 50-318/03-03 oi. 
P30106-O301 6 notice of violation Enc 1 s withheld 
lief 10CFR2 7901 

RIAROBTECK 1. R Division of Project h Resident Programs 03/03/16 
LUNOVALL.A C Dal t more Oas I. Electric Co 3pp 13134 290 34X 

Flchs 30-317.03/03/16.0203050387 


0303160103 Forward* IC Insp Repts 50-317/02-03 *. 50-310/83-03 oi. 
030135-39 No none omp I lane e noted 

martin. T 7 Olvtsion of Crigineering 6 Technical Programs 0.7/03/25 
LUNDVAL(..A C flaltlr.ore Oas 6 Electric Co 3pp 13300 333 34X 

Flche 50-317, 03/03/33. 0303160102 


- •0303160103 It Insp Repts 30-317 '62-03 L 50-310/02-03 on 030123-39 Ni. 
none oa.p 1 1 anc 0 noted Major areas inspected routine insp of 
previous findings I* IE bulletins 

0LMMBE8Q.N. Division of Engineering 6 Technltal Programs 
CAPHTCN.O 1. Region I. Office of Director 03/03/34 Ilpp 
13300 335 34X Flche 50-31 7. 83/03/33. 0203160103 


8303030440 For..iiards IE Info Notice 03-01 . Revi s I un I, "Auitllarg 
Feedwater Pump Lockout Resulting From Uestinghuuse U'-3 
G'witch Circuit Mod " Revised Table 1 Is also encl to 
clarifg rircult diagrams No written response required 
HAYNES. R C Region I. Office of Director 03/03/36 O'TOCl.i:, J 0. 
Consolidate.l Edison Co of New York LUNbVALl.A E Daltlmore Dai. t. 
Electric Co Ha 9R|N0T0.N. if D Boston Edison Co 5pp 13134 |7f 
34X Flche 50-000. 03/03/36. 8303050440 


0303330133 Forwards tC Insp Repts SO-317/01 33 6 30-310/81-34 on 
Q2111Q-20 L notlcs^of 'linlattoe 

martin. T I Olvls’ion of Engineering t. Technical Programs 03/0.1/04 
LU.NOVALL.A E Baltimore Oas 6 Electric Co 3pp 13300 301 34X 

Flche 50-317.03/03/04.0303330193 


— 0303330135 No tics of violation from insp on 011118-30 

martin, T.T Division of Engineering 6 Technical Programs 
03/03/04 Ip 133B0 283 34x Flche 30-31 7, 83/03/04. 0203330111:! 


--820323014O IE Insp Repts 50-317/81-35 6 50-310/01-34 on 0111111-30 
None omp I Ian c e noted failure of st.ition procedures to assure 
receipts of high fission chsirbers containing high enriched 
U ack ae required 

KUSMNER.W L . ZtOOLSKV. M , OODV. A T Division of Engineering f. 

Technical Programs 03/03/01 Opp 12300 204 r4X 

Flche 30-317.03/03/04.0303330132 


8303350363 Forwards IE Insp Repts 50-317/82-04 6 50-310/82-04 on 
820303-0303 6 notice of violation 

BTAROaTECKI. n Division of Project 6 Resident Programs 03/03/0(1 
l.UNOVALL. A E Baltimore Oas t. Electric Co 3pp 13413 163 34X 
Flche 30-.317, 83/03/08, 0303330362 


--0303350364 Notice of violation fro-s Insp pn 030303-0303 

STAROSTECKI , R. Division of Project 6 Resident Programs 83/03/0(1 
3PP t3AlS 167 24X Flche 50-317.82/03/00.0203350363 


— 8203330369 IE Insp Repts 50-317/03-04 «. 50-310/03-04 on 030303-0303 
Noncomp I lane a noted: fai lure to properlg lock valves t< to 
complg «j/Teeh Opec surveillance requirements 

ARCHIFZEL. H E. Division of Project t Resident Programs 82/03/04. 
14pp 13412:169 34X Fich* 50-317.03/03/00.0303330363 


— 0203250369 IE Insp Repts 50-317/82-04 6 50-318/82-04 on 820203-0302 
Noncomp I 1 an c a noted failure to properlg lock valves 6 to 
complg Ill/Tech Spec surveillance requirements 

ABCHnzeL.R e . TRIMBLE.O C , MCCABE.E C Division of ProjutL U 
Resident Programs 02/03/04 I4pp 13412 169 24X 

Flchs aO-31 7, 03/03/00. 0203330363 


8203330031 Concludes response to IE Bulletin 60-06 re E8F reset 
controls. Tests performed on all eaf etg-re 1 a ted equipment 
receiving ESF actuetlen signals Installed Instrumentation 6 
controls consistent u/schematlcs w/llsted eicrptlons 
LUNDVALL.A E Baltimore Oas t. Electric Co B2/03/lt HAYNE'j, R (: 
Region Office of Director 2pp 13379 3S1 34X 

Fiche 30-317. 83/03/11, 8303330031 


8303330044 Forwards request for info re Inservlce insp program info 
needed to complete review Info requested within 60 dags. 

CLARK. H fit Operating Reactors Orenth 3 83/03/12 LUNOVALL.A t. 

Baltimore Oas 6 Electric Co. 3pp 13374:368 34X 

5n-ni7, 63/03/13. 8303330044 



f «5 

rt^VNFS. B C Pwqian i. Oltice of Director e?.’Or</l? 0-700,t..i D 

C nnsal t doted Tdioor Cu of Neu Vsrii LlVdOVAL: . A F Ooltt'iure Coi> & 
Electric Co HA'iAfiroTr'f If O Qooton Edison Co 3p; 1349? D34 

2411 rure 90-033 33/03' 43 8203110333 


6303020979 FotuotJs OER e2-0OUC3L-O 

Bi<SSELL.L B Ooltlrors Ges & Electric Co 03/03/18 M4VN£S»f 
Region I. Office of Director Ip 13083 131 3411 

Httie 90-317. 63/02/ la. 0303030979 


•3303170373 rci'-ari» tt Info ■434i<« 62-03. "Environ Tests of Elec tricot 
Terninel Blocks " Ms -ritter. response required 

HAYNES, n C Region I. Office of Director 02/03/ 15 Q'tOl.L.J P 
Consol t do ted EClsan Co of Ne<* York LtfiOVouL.A E OAltieiOre Oa*. », 

Electric Cc HA9K1NGTCN. u D BosCCn Edtsoo Co 8pp 12313 339 
/« » rici.e 9C-OOD 82/C3'V5, G2C31 70373 


fi233t7049fv Fcr._ar(lv IC Irfo Helices 02 04. •pstentiel De fit lent <g of 
Certain AGASI AT F-7000 Series Tire-CJelog Re lags' & 82-09- 
(rcreaslng Fr»;j.>erc, of Oroj -He I a t ed Incidents " 

HAvhtS.q C Region 1 . Office of Director 03/03/19 OTOClE. JD 
CcnsOll dated cdtsnn Co of Heu Verk LttfOVALL. A £ Daltirore Gas A 
Electric Co HABBlIi'jTCV. O Ooslon Edison Co 5pp 12320 OVl 
24* Ftci>« 92-000. 02/03/15 0303170490 


6203330937 For-ards safety evaloatlor A EG4G tecfrikcal evaluation rep r 
of licensee response CJ IE Dulletin 80-06- "FSF Reset 
Controls ' Licensee response acceptable 

HOi/Aa. T M Assistant Oirertcr for Operating Reactors 83/03/16 
JORDAN. E. l Division 'jf Engineering A Oualitq Assurance Ip 
I2393 371 341 Ficfe 90-317.03/03/16.8303320537 


--8203330941 Safstg evaluation cf licensee respense to IE Bulletin 80 06. 
"EOF Reset Centrals * Licensee response acceptable 
» Assistant Otrettpr for Operating Reactors 03/03/16 3pp 
12392 2 72 24 1 Fit re 50-31 7. 62/03/ 16. 030 332053 7 


--6203IC0I31 'Tecsnical C/eluatipr cf Licensee Response to IE Bulletin 
8.9*06 ce E5F Beset Controls for Calvert Cliffs fluclear Pomei 
Plant, t/i-ics 14 3 

LaK-DEN.OACh D H EGtG. Inc f|n A-O390 ICO 1163-4197 01/04/30 

CEffOER.P I iis t rurer t a t s on 4 Ccntrol Gqstens Dranch 9pp 

13393 374 34)1 F:c"e SO- J1 7. 03/03/ t6. 0303330537 


'-8203030591 LEfl 83-OOI/OjL-O on 8301 I?. Our mg surveillance test, 
eieesslve leak rate past contam<tent personnel air loCl 
outer door )oL.er sanOLbsel discovered Caused Dq loose Seal 
on hands-beel shaft Seal paclmg gland tightened 
JvNOE.fi A . hEIR.P J OaltlisCre Gas (• Electric Co 83/03/11 
Rggton I. Qfftce of Otrsetor tp 13063 133 34X 

Fiche 50-31 7. 83/02/10. e20'J0?0579 


8303030577 Forwards LER e2-o03/03U-0 

nuSgEH-.L 0 Baltlrnre Oas t. Elett»it Co 02/02/19 HAYNES. I 
Region I. 8ff|ce of Director Ip 13003 139 34Y 

Fithe 50-317. 02/03/19. 820302057? 


3203030593 lCR e2-003/03L-0 on 8201 20. d I sc Peered ercessive 1 e n 
past containment energeneg escape hatch outer door Leak was 
through pressure equal! ting valve Cause not stated Valve 
cleaner ^ n »<..■ seat Installed 

vUNGE.f1 A . mIER.P J Baltimore Oas *. Electric Co 02/03/1 
Region Office of Director Ip 12083 1 30 24ii 
Fiihs 50-317.82/03/19.8203020977 


8303080929 Fgr.ards lEH 92-003/031--0 

RUSSClL.L 0 Baltimore Gas t Electric Co 82/02/39 HAVNE8- 
Region 1. Office of Director ip 13157 069 34X 

Fiche 90 317. 02/02/25. 0203080329 


--8203080936 LER 02-003/02L-0 on 820136. due 1 ng sorve 1 1 laoce test 
29 of 123 volt-dc tatterg 13 Indicated 0 04 volt below fflin 
Cause unknown Facilltg Change 02-11 leple<-eoted 
LACIENSKI.J S ■ BASSO. L F Baltimore Oas 6 Electric Co B3 

Region 1. Office of Director 2pp 1?157 070 24X 

Fiche 90-31 7. 02/02/25. 0303000 929 


P2033I0261 For. ai ds IF Info .‘fotic e 02-07. • Inadequate Security 
Screeriiig Progra-s * *lo written response required 

linVf.EC.fi C Region i. Office of Otreicor 63/03/16 O'lOOvt.J. D 
Consolidated Edison Co of Mew York LUCvOV ALL. A E Saltmore Oas & 
Electric Co HARRIf.vTCIJ. 11 0 Boston Edison Co. 5pp 12495 073. 
34X ficne 50-CC0. 82/03/ 16. 0203310261 


G30323070? Forwards updetec computei printout 
Su;p I fust I f i cat ion for continued operation 
IE Bulletin 79-OlP re environ qua 1 1 f t ca 1 1 on 
related equipment 

LL?.OVA‘_L. A £ Fialtl.rprd Oas 4 Electric Co 
Assistant Osrector for Operating Reactors 
Fuhe 50-317. aa/03/ V/. 0203230709 


sutTary sheets uflcli 
In ras-pnse to 
of safety- 

82/03/ I 7 f.-OuAR.I 
42pp 13308:241 241f 


R Periodic operating 


egorts 6 retated c or i e spend « Ace 


0303080517 Forwards LER 82'009/03L-0 

RVSSELL.L 0 Baltlrcore Oas 8. Electric Co 02/02/36 HAVaED- 
flegloi I- Office of Director Ip 1215/ 077 24x 

Fiche 50-317. 03/02/26. 820300051 7 


--O2O3O0O524 utfi 02-005/03.-0 on B20I29. dor Ing normal operation, 
rocm air condlilonlng unit 12 tripped Caused by shorted red 
indication lai-p socket (Rowan 2004 -EPRf ~L 120) on control 
room air conditioning supply fan notor breaker 
LAOIELSKI, J S . QA3S0-L F Oaltlmore Gas 4 Gtactrlc Co 0.' 

Region 1. Office of Director Ip 12197 070 24IC 
riche 50-317.82/02/26.0203000917 


8203230310 PtlO- 1 -82-024 on 820314- light plane emergency landing 
occurred In open field on licensee property No fire or 
injuries resu | ted. P lane removed 

HCCABE. pEIWIO Region t. Office of Director 02/03/15 Ip 
12370 291 24Y Fiche 50-317.82/03/19.8203230310 


B203233499 Forwards .'cntiily operating repte for jan 1982 

LOritO.F .1 Baltimore Gas It Electric Co 82/02/10 Office of 

Hensgeeent and p-oqra.s Analqsls Ip 12383 OlA. 34x 
Fiche 35-317,02/03/10.02032 30439 


--82032304A1 Morthly operating repts for Jan 1902 

COTITO-e rt Baltsrere Cat V Electric Co 82/02/10 I 2 ?p 
12303 013 34X Fiche 30- 31 7. 62/02/ 10. 0203230459 


8203090570 Forwards "Ee.s lannua 1 Effluent Release Hept fur JuJ-Oec 
1981 " 

lUNOVALL.A £ OalClmore Oas t Electric Co 02/02/26. HAYNEli.R C 
Region I. Office of Director |p 12167 307 24X 

fiche 50-31 /. 02/02/26.8203090570 


--0203090577 'Esmtannual Effluent Release Kept for 3ul-0»c 1981 “ 
s Baltimore Cas & Electric Co 82/02/26 l/pc 12167 300 
Fleh* 50-317.82/03/26-0203090370 


^**'''*'*'^ ^* "Halioltg k t al Environ Mpnltoring Data Annual Rept, 

REGH.Ot Maryland. State of .a'RC-03'DO-269 62/03/12 COMEN.L R 

Division of Fuel Facilities. Materials t. Sefeguards Ip. 

12304 3l3 2gx Flcho 50-31 7. e?/03/ 1 2. 02032304 1 7 


8203230421 "R«J lolpg lea I Environ Monitprlng Data Annual Rept. 1900 '• 
* Maryland. Scats ot l;0C-O5-SO-269 0 2/03/12 30pp 

12394 313 247 Fi the. 30-31 7. 62/03/ I 2 . 02033304 1 7 


8203230174 Forwards LEH e2-006/03L-0 

HUSSElL.L 0 Baltimore Cas %, EUitric Co 02/03/17 RAYNE0. 
Region I. Office of Director Ip 12414 006 24Y 

Fithe 30-317. 03/03/17. 8203230174 


-■•8203250182 LER 82-006/03L'0 on B2021 9. c on ta 1 nmen t air cooler 
could not Pe stopped or shifted to low speed from control 
room Cause not determined 4 no malnt action performed Fan 
returned to svt 

RaVIB-G 9 . BASSO.!. F Baltimore Oas & Electric Co 02/03 

Region t. Bfrice of Director Ip 12414 007. 24X 

Fiche 30-31 7.62/03/17. 8203250174 


V Operator Eiaminacions 


8203010001 AddI response to FOIA request for 30 categories of d 
re NUfiEO-0660. "NRC Action Rian " Foruards documents listed 
in Apgs A.B.C 4 0 Info parttallg withheld (ref FOIA 
£ r emp 1 1 on 5) 

FELTON. J M Division of Rules and Records 01/08/04 MAOOE 
Kay e. 6c hoi er. Fi erman. May s 4 Handler 9pp 12750. 006 247 

Fiche 30-317, 01/08/04,8203010001 


— B20392034? Eipresses thanks for util operating 4 training sta 
Interest 4 support during recent trelnlng survey team 
visit 

OAVIS. T Analysis 4 Technology. Inc 80/07/01 RUSSELL, 1. 
Oaltimorr Gas 4 Electric Co Ip 12770 303 24X 

Fiche 50-000.01/00/04.8203010001 


DOCKETED ITEMS 


9203030736 lnforn« of 000617 -I? 4tte viott bij Analysis !■ Tec itxlunij. Jru 
to eoHeCt Info In support of NBC redsessir.eiit of 
rc<lol rvmpnt s re se I ec 1 1 on. era Inlng b llceostng of nuclear 
po«i.sr plant personnel CODperotlon requestor 

COt-l. tNS.P f Operator L icons ing Drench (il)/a6.'l3 nUSBCLl.-l 
Oaltir.oro Oas b Electric Co 3pp 13770 319 3AX 
riche 30-000. 61700/04. B303010001 


--B303040034 Foruards e«ar> results for operators b senior operators 
COULIhS. P F Operator l icensing Uranch 80/00/33 OAVIB. L T 

Analysis b Technology. Inc 3pp 12760 V21> SA* 

Ftche. 30-030. 01/06/04. B30.30100OI 


OCCKET SO-DIS CALVEBT CLIFFS NUCLEAfl P>t)MEB PLANT. UNIT 2 


F Security. <iie<jical. emergency b fire protection plans 


B203033I7& Confirms 0.30310 f. 19 telcons re fire protection sys drtai K 
Stetch. shoiotng grrangeofnt of fire detectors In Unit l b 
Unit 3 cable spreading rooms b associated cable chases. not 
enc 1 

ASH.B r Balttirare Oas b Electric Co U3/03/34 CLARK. B A 
Cperatlng Reactors Branch 3 2pp 12097 033 34X 

FIche 50-3(7. 62/03/24. 6203030176 


6203300346 Act receipt of 020216 itr t ransml t t 1 ng change to 
security plan Change does not decreaee safeguards 
effectiveness b remains consistent u/provl s I one 
10CFB30 341 pi 

CLARK. R A Operating Haactors Oranch 3 02/03/17 BOUMAKER.N .1 

Oaitlaiore Oas b Electric Co 2pp 1246? 079 34X 

Fit he 30-317. 63/03/ 17. 030330024 6 


6203300343 Forwards second suppl to NBC 740914 safety evaluation which 
addressee fire protection items nou acceptable Qtatus of 
unresolved items also provided 

CLARP.R fi QpBVsttng Raactors Oranch 3 Q2/Q'J/IQ LWlOVAl.U.A f 
Oalticnore Oas b Electric Co 6PP 13461 314 24X 

FIche 90-317.82/03/10.0203300243 


M Oeneral correspondence 


6203910001 Addl response to FOIA reguest for 30 categories of dnruri-nit 
ra ML'-BG 0 - 0660 . • hRC Aetton Plan ” Forwards documents listed 
in Apps A. 0. C b 0 Info partially withheld (ref FOIA 
Ecemption 9) 

FELTON. J rt Olvlelon of Rulos and Becords Dl/OQ/04 HADDEN. 1 .) 

Key B. 6c ho 1 er . Fi eriran. Hay s b Handler 9pp. 13790 006 24X 

FIche: 90-310. 01/00/04. 0303010001 


--B0I0100363 Confirms that 0 Lasher will replace U Harfin on IIH.P review 
tea'se listed in 000807 -nerio 

ST0-T.9F Licensing Oranch l 00/00/13 ERNST. II L AsBIt-tniit 
Director for Environmental Technology Ip 12760 309 34X 

FIche 30-000.01/06/04,0203010001 


0203010074 Responds to 611118 Hr re emergency planning b preparednesr 
Concerns have been discussed w/utll b operators about 
training to be provided to local e.mergency response groups 
CEYOtt-NOa R. C Director's Office. Office of Inspection and 
Enforcement 82/01/04. ANDERSON. O. D Affiliation Unknown |p 
12076 339. 24X FIche 30'31 7. 02/01 /04. 03030 10074 


P. Opereting license stage documents b correspondence 


9203010091 Add I response te FQIa rsguest for 30 categories of documents 
re NURGO-0660. “NBC Action Plan " Forwards documents listed 
In Apps A. B. C b D. Info partlallg withheld (ref FOIA 
Ctemptlon 9) 

FELTOH* 3. M. Division of Rules and Records. Ql/OQ/OA MAOOEN, T J. 

Kay e. Sc hoi er. Fi erman. Hay s b Handler 9pp. 12790.006 24X 

FIche 30“3ie. 01/00/04. 6203010001 


--6003120963 Foruerdt licensee accident analysis re main steam line btrai 
insfd* containment. Regues ts safety evaluation Licensee plans 
to submit auitllary feedwater sys auto-ln l t lat Ion sys which 
delays auilllary feedwater flow for three minutes 
BENAROYA. V Aui Illary eysteiDS Oranch 60/03/14 NUVAK. T 
Containment Systems Branch. 3pp 13793: 13I. 34X 

FIche 90-000,81/00/04.0303010001 


-'6009150639 Forwards Info roqueets for utils for participation In 
Interim reliability evaluation program as followup to 
Crystal River effort. SaRs b l6Rs are needed by 000919 b 
remain In] Info by 000601 

MATISON.R-J Division of Safety Technology 60/03/03. 
EISEMHUT.UO Divleion of Licensing 4pp 12761.001 24X 

Flehe: 90-317.81/00/04. 0303010001 


' -FrOOb.'O I 04 1 Forwards status of oferating I'UK out i liar-, feedwater sy 
evaluations for Ue s 1 1 nghouSu. C -f b Ob .1 ,*lbSS p)*ints 
MAITHFUS. P R Autillarii Syster-s Branch 00/02/29 GENAROVA. V 
Aurlllar.) liystens Oranch I4p( 12760 339 24X 

Fiche 30-000. 01 /00/04, 0203010001 


-600920 10‘17 Re guests util evaluation of enc I rnsperises la NBC regoe 
for Info verifying auitliary feedwater ays finws are 
adequate for design basis transiei'ts b accidents N4C regoest 
For I nfo enc 1 

maTThEuO-P H Autillary Sisters Sranth 0(1/02/39 si-OVAK. 1 
Ho.se tor Systems Branch 3pp 12793 120 .■’4< 

F iihe 50-000. 01/OB/O-l. 0303010001 


--0009390540 Forwards safety evaluation suppl re c onta i nr>ei:t 
over p r essur 1 1 a 1 1 on potential due to auilllary feed'vater 
pyi-p runout flCw following m.jiri steam line breal 

nuBtllElTE ll.. L Assis'-arrt Crrettor lor Core b Containment Systeii-r 
BO/09/19 NOs'AK . X Assistant Director for Operating Reactors 
3pp 02696 333 34X Fiche 90-000.01/08/04.6203010001 


--0CO529O592 Safety ev.iluatlon suppl re containment overpressur i roi i 
putential due to aurlliary feedwater pump runout 
flow following main steam line breas Peal containmorit 
pressure wl 1 ) *enatn beluw design pressure 

* Conta ti'ment Systems Hranch 00/09/19 Ip 12793 109 *'4 X 

FUho: 90-000.01/00/04. 020 1010001 


--ri0l023004n Submits list of inEP participants for review of facllltl 
D Hardlti asslgrment will be confirmed by 800903 

ERNQT.tl L Assistant Director for technology Hevioi.. 80/00/0/ 
OERNEHO.R Pr.mbab 1 I 1st 1 C Analysts Staff <Ptu 001119) 3pp 
12760 306 24X Fiche 90-000. HI /0P/C4. B2030I0C01 


— 601128016/ Forwards request for add 1 info re aurlliary feeduatM 
automatic initiation b flew indication syS Enel siould be 
forwarded to licensee 

SATTERF lELO. H Inslrurentat I on b Control Systems Oranch 
60/11/14 CLARh. R Operating Heac tors Branch 3 3pp 13/92 1/ 
24X Ftihe 90-FOO. Q1 /CO/04. 030301C001 


--0203010699 Forwards RM Satterfield 601116 request for info re auril 
feedwater sys at facilities per r.RC-03 • 79 - 1 10 H/o enc 1 
Kf.NOALL.H n;iC - Hu Detailed Affiliation Clwn 00/1 1/lU 
FEDTNFR.K f-'ranhlln t ns 1 1 to t e/Fran i 1 Ifi Research Center 3pp 
12793 179 ,74 X Fiche 30-000.01/00/04.0303010001 


--020tl0lQO7l Forwards electrical schor-atics b one line from Chapter 0 
FOAR. In response to 601033 request per nRC-03-79- 1 10 
U/o eiicl 

KENDALL. R NflC - No Detailed Affiliation Given NRf;-03-79- 1 Ifi 
00/11/17 FERtNEH.K FcenHin Ins 1 1 lute /Franll in Research ( enle 
Ip 13792 1(14 34« Fiche 90-C00. 01 /08/ 04. 0203010001 


■ OBO'JDIOOOS Rsgoests ee/lej of one I paciage re auriltary feedwater i 
to determine compliance w/long-term safety grade 
requirements far autsmatic initiation b Flow indication 
H/o one 1 

KENDALL. n tsne - rio OelalleC Affiltatloo Given t.HC-03-79-1 19 
60/10/09 FERTNEH.K Franilin I ns 1 1 tu t a/Frani 1 1 n Research Cent 
4pp 13732 193 34* Fiche 90-000.61/00/04.6303010001 


--0303010290 Discusses par 1 1 c ipal 1 on of five NHH personnel in inieilr 
reliability evaluation program reviews of facilities 
ERNST. . 9 L Assistant Director for Technology Review 00/00/2/ 

IdlRACLIA-F Heseurce b Ochodultng Branch 2pp 12760 303 'J4: 

Fiche 30-000.01/00/04.0203010001 


8301130470 Forwards CEN-l&V. "Evaluatiori of pressurlied Thermal Uhot' 
Effects Due to Small Dreai LOCAs W/Loss of Feedwater for 
C-E NBBS. •• b Apps A-J. in response to TUI Action Plan 
Requirement II K 3 13. 

OAGKlN. K P C-E Operating Plants Owners Oroop. 01/13/31 
EIBENHUT.O 0 Division of Licensing 4pp. 11970 024 34X 

Fiche 90-299. 01/13/31.0301130478 


--0301130464 "Eval vat ion of Pressurlied Thermal Bhoc h Effects Our to 
□dial I Oreak LOCAs W/Loss of Feed-water for Calvert Cliffs 
I b 3 Reactor Vessels " 

* Combustion Engineering. Inc CEN-189 APP 0 61/13/31 44pp 

11376 336 24X Fiche 90-399. 01/12/3! . 820 1 1 30470 


6203030127 Forwards Amends 69 b 47 to Licenses DPR~93 b DPR-69. 
respec t I vely . saf r ty evaluation b notice of Issuance b 
avalloblllty Amend changes operability b test requirements 
for containment purge intake b eihaost isolation valves 
jAFFE. D H Operating Reactors Qratich 3 02/03/01 LU.NDVALL . A I- 

Daltimore Oas b Electric Co 4pp 12130 292 24X 

FUho 30-31 7. 03/02/01 . 0203090127 


■ • t)e03D50) A-<iera4 62 t LlC««<ie» i;Pfi-53 t RPH- 69. ; jp «( t ■ v^l g. 

ci-anjin; op«''d6t>itg ^ tr^t requir e '>pnt % fcr c ontai n'*ier. t 
Cjrqe Intake 6 eil.3u^t i«9l6tlon \alvos 

C(.a«;a.B a Uperatin; Rparcort BrancD 3 S?/O5^0) 3Apf 

t2139 29a 391 F^t^« ^0- 31 7. 63/03/ 01 . 62030501 


Ue031C0316 FAruardt firal reft pf rsvieu & svalvatton of NJREO-Ofil?. 
"Cant re 1 of Heav^ Loads. ' per N9C 601323 Itl 

IU 6 CVALI..A £ Oaltlfliorp Oas I. Electrtt Co 03/03/01 GlBCNf lUI. I) 9 
Division of l.ltensinq 63pp 1310S 307 24X Fiche 30-317. 

62/03/01.0303100316 


'G203030I33 Safvtg rvalvat'. on supporting A' ends 63 L 47 to Licenses 
OPR-33 t DPS 69. respec tl velg 

• OfUtp uf Nuclear Beacler Begulatic-.. OItbiIot 32/02/01 «pj, 
12130 333 S4» f^t^e 50 317.02/03/01.620,1050127 


8203050136 '/otter of issjonce t avoilabilit/ of Arenifs 65 t. 4 7 to 
Licenses OPR-b^ 6 t)FP-69. respec tl ve Ig 

CC-ARn.R A OfaraCing Reactors ErancA 3 02/Ot'/OI 2pp 

12136 339 .■>4X Fiihe 50-31 7. 02/02/01 . 82030 50127 


&203C'40329 Foruerde Arends .57 L 49 Ic. Licenses 0Pft“53 1 . l/PR-69 
respectivelg. safrtg evaluation 1 . notice of Issuance t 
a/JlIabtllts Amends require operaPilttg t r e ver 1 f lea 1 1 on 
sf auiiliacg fesd-aater sgs t''rot'.le valves 

JAfFE. D H Op«ratir.{ Reaccers 9rantl* 3 03/02/00 LU.’-OVALL . A. f 

DalCI'-are Oas I. Electric Co 5pp 1213/ 344 24x 

Fuhe 50-317. 02/02/00. 0303040329 


--O203C40334 Amends 67 4 49 to Licenses OPR-33 i CPft-69. r espec 1 1 ve )g . 
requiring oparabLllts 4 verification of auiiliary feedsiater 
sgs throttle valves 

CLARh.R A Uperating .Reactors Branch 3 82/03/09 1 5pp 

12137 350 a4« Fech* 50-31 7. 03/02/06.8203040339 


--0203040345 Safety evaluation supporting Amends 6 ? t. 49 to Licenses 
DPft-S3 8 . DPR'69. respec lively 

s Office of itjclear Reader RegvtsLion. OiTsctor. 82/02/00 3pi. 
I313B 010 24* Fic-e 50-317.03/02/09,0203040329 


--6203040347 /JDtice ef issuance 4 availability of Amends 67 8 . 4'/ to 
Licocises OPR-53 4 UPB-69. respective 1 y 

CLARIS. R A operating Reactors Oraneb 3. 03/02/C8 2pp 

12130 013 24* Fithe 50-317.02/02/08.0203040329 


930309C058 Advises of operaiat shift personnel .ortshop on B20316 t. IV 
in Boston. MA .tttendaoce of licensed shift personnel 
reguesCed Items to be discussed listed 

E [8£4.hlfr. 0. G Dlvlsicn of Licensing 82/02/13 LC/iyOVAEL. A I 
ealttmure Cas 4 Electric Co 3pp 12)72 102 24* 

Flche 30-317. 62/02/13.6303090050 


9203030471 Rosponds to Oeneric Ltr B2-I re nei» app 1 1 cat lens survey Util 
has no plans for suPnittln; new application* in any Survey 

cat«gOT IBS 

POINDEXTER. C H Baltimore Oas 4 Elec trie Cd B2/02/24 

lEDE&CO.R L Assistant Director for Licensing ip 12093 305 24X 

FIchB 50-317,03/02/34.02030304/1 


B30302D690 Submits description of shift technical advisor positions 4 
associated training program per NU9E0-0737 Item l.A I 1. 

Lt/NUVAi.L.A E BaltiAdre Oo* 4 Electric Co 03/02/23 CLARK . R A 
Operating Reactors Branch 3 3pp 13099 202 24* 

Ftch* 53-317.63/02/23.8303020690 


8303130319 Responds to 020106 request for addl Info r* soisnilc design 
basis of autlliary feedwater sys Sys mods Including 
upgrading c it cul t-c areylng tondutts 1 . tnl 1 1 at lon/c on t r ol 
sys should be ccmplntad by fall. 1963 

l.liNBVAUL-A E Oalttirore Oas 4 Electric Co 03/02/29. CLARK. N A 
Operating Reactors BrancP 3 4pg 13230 OS? 24)C 
Fie he 30-31 7. 82/02/25. 020312031 5 


03D3030075 Buppls 010901 response to 810328 safety evaluation of 
environ qual 1 f i<at i on of electrical equ tpme nt. .a/ 
c lari f 1 c ation of jus 1 1 f lea t ten for contiAuod operation 
Info tboiiing that tqulpii.Bnt mssts tejBEO -0508 end. 

LONOVALL.A £ Baltimore Oas 4 Electric Co 03/02/26 AOl/AK.I 
Assistant Director for Operating Reactors SOOpp 12103 260 24* 

Fi c he 30-31 7. 02/03/26. 830.1030075 


0303110301 Ooneric Ltr 82-04 to all tlcenssss df operating plants, 
applicants for Ou 4 holders of CP re use of IL.'’0 9EE-IN 
program 

EieENfUT. 0 0 Division of Licensing 83/03/09 HAUSPO.RO.A. 

Consol Mated Edison Co of Neui Vorli C0U.9SIL.W 0 Connecticut 
Vanlee Atomic Po*-er Co 2pp 13231 031 34* ficPe 50-003.02/03/09, 

02031 lOOOI 


0203220950 Advises that no technical deviations from stated poeltiai. 
4iere re.iuested re HuRtO-0737. 1 1 en in 0 3 3 i o improved 
in-plant iodine Instrumentation under accident condition 
further revipuf pldnnec^ 

CLARK. W A 0p9r4ting Cors Or^nch 3 0?/O3/O9 LU^OVAtLart t 

Baltii-ore Cas t> Electric Co 3fp 12374:293 24* 

Flche 50-317 82/03/ 09. 8203330059 


6203320473 Forwards request for add] info re .9LIReQ-0737 Item II b 1. 
'■RC 6 vents • Info should be submitted lutthin 60 days of 
receipt of ltr 

Cl ARK. R A Operating Reactors Branch 3 02/03/09 LONOVAlL.A L 

Ualtimpre Oas 4 Electric Co 6 pp I239I 323 24X 

Flche 90-317.03/03/09.0203330473 


0203130059 Foruiards proprietary 4 nonproprletary vprsloiie of responses 
to NflC Questions / 4 9 on CEN- 1 61 (6 1 -P. ■'Improvements to 
Fuel Evaluation Model." CEN-193I0I <Suppl l-PI Affidavit 
end Proprietary version uithheld (ref I0CFR2 7901 

LWlOdALL. A E Dalllmore Oas 4 Electric Co 02/03/10 CLARK.!* A. 
Operating Reactors Branch 3 ipp 12236 277 24X 

Flche 50-317. 82/03/10- 0203130059 


“ -82031 50062 Nonproprletary version of "Partial Response Co ARC fluesllt 
on CE.9-I6U BI'P " Improveicent s to Fuel Evaluation Model " 

• Coe-bustlon Engineering. Inc CEN- 193C 0 ) -NP BOl-NP 02/03/04 
1000 12356 263 24* Flche 50-317 . 62/03/ lO. 8303130059 


9203220049 Advises that Info provided for 90-day response to 010605 
ltr re electrical equipment gua 1 1 f I c a 1 1 on program did not 
justify thter In safs operstion Revisu of submittal 
c one |r>u Ing 

CLARK. R A Operating Reactors Branch 3 83/03/12 LUAOVALL . A. T, 

Baltinore Oas 4 Electric Co 2pp 12374 373 24* 

Flche 50-317. 02/03/12. 8203330047 


8303310163 Summary of 020303 meeting u/C-E ouner* group In OothesdR.HO 
r© pressurlied thermal shock Issue Agenda, list of attendees 
4 handouts encl 

Vt96l(16.0 Operating Reoetprs Oraneb 4 83/03/lS Dperatliifl 

Reactors Branch 4. 3pp 12466 077 24* Flche 90-000. 83/03/ K’. 

0203310163 


'-6203310176 notification of 820319 meeting tii/C-E ouners group in 
Oeth.esda.MO to discuss C-E generic rept 4 plant specific 
150-dey responses re pressurlied thermal shod issue 
VIESIno-O Operating Reactors Branch 4 02/02/19. 8 TQLZ. J 

Operating Reactors Branch 4 107 pp 12466 063 24* 

Fiche 50-000.62/03/12.8203310160 


0203320037 Foruiards request for addl info re Cycl© 6 Phase 11 Inf® 
should be provided uithln 30 days 

CLARK, R A Operating Reactors Branch 3 63/03/16 LUNOVALL . A. R 

Baltimore Oas 4 Electric Co 3pp 13374 291 24* 

FlcMe 30-317.02/03/16.0203220037 


8203220430 Forsiards request for addl Info re environ qua I If I ca t ions 
of certain mod resulting from TMI action plan items. Info 
requested ulthin 60 days 

CLARK. R A Operatlrig Reactors Branch 3. 62/03/16 LWMOVWLL.A F. 

Ualtlnore Oas 4 Electric Co 4pp. 12391:246. 24* 

Fjthe 50-317.82/03/16-6303220430 


8303030264 Forujrds E.haets 1 through 8 of Drawing SA-ME-lOa contained 
In Eihtblt C qf util 620.104 Ur re NuREC-0612. c on trot of 
heavy loads Frrata sheets 4 updated Eihtbtt A, "O/arSiaad 
HjAtflinQ Sys** frAC ) 

ASH.R F Baltimore Oas 4 Electric Co 83/02/26 EI6EMHUT.0 C 
320303026^ '2096 007 24* F.ch, 90-317. B2/03/26, 


0303290033 Foruards 6l'jfte0-0609 r* response time determination, for 
review. AppI icatlon for Tech Spece change no longer 
necessary since NUREO )<as been Issued M/a encl. 

ClARK.R. A Operating Aeactars Branch 3. 82/03/16 LUNDl/ALL. A. E 

Baltimore Oas 4 Electric Co. 2pp 12442 396 24* 

Flche 90-317.82/03/16.6203290033 


®®caiv?ri'cHd*' neihoval Capabil 

Calvert CHfft Nuclear Pou«r Plant/Unitt i |» •* 

prtlipiihary technical evaluation rept for Feb 1983 

82033ioltl 82/02: 

OONOHEH. 3 N OlvislPn ef Licensing I 6 pp 12463 681 241 

Flche 90-317.83/02/28.8203300311 


6203310112 Notification of 820324 meeting lu/utll In Bathesda- MO to 
App I Tpch 9pecs 

JAFFE.O W Operating Reactors ftratich 3 82/03/17 CLARK. R A 

Operating Reactor* Branch 3. 2pp. 13462 36l 24* 

Fltb* 50-317. 62/03/17. 8203310113 


3 t:>lpecMpn reports. tC Dullettns t. c «rrp*>p ond«iit e 


£303950387 Fcsr^parJi IE tnsp Hppts 50-317/83-03 *• 50-31O/H3-O3 iJi> 
B30I06-C301 S. fiotics of v>oldtloa tiKt% ulthhpid 
l-*f lOCFfl3 790) 

3T7iftOSI6CKl . R ntvIslOK of Projecl h Rpolfienl Ptograr'^ 02/0L'/l/i 
LUAOVALI . F. Oaltlnore Oas fc Ploctric C<i 3pp ial3<; 290 i’dk 
f itf* 30-317. 02/03/ 16. 030303030 7 


82O31&0IO3 Foruai-ds IE Iii3P Oapt* D0-3r//O3-0J P 00-318/02-03 on 
(320 125-29. No none oirp I lane « noted 

HAfillH. f T Division of Enginoertng (■ Technical Pi cigf ams U.'?/02/i*;. 

tVhCVAM.. A E Oalttoiore Oas t. Electric Co 3pp )3300 223 I.OX 
PI the 50-317. 02/02/25. 63031 to 103 


--6203160103 IE Insp Repts 30-317/82-03 t 50 310/02-03 i)n 8.70125 2'/ Me. 
ncnc omp 1 t anc e noted Najor areas inspected inuttne ifl«p of 
previocift findings 6 IE bulletins 

CLUI/eERO.N Division of Engtneoiing t> Technical Prograsis 
CAPO ton. D 1 Region I. Office of Director 02/02/24 llp|i 
12300 223 247 Fiche 30-31 7, 02/02/23. 02031 60102 


9203030440 Foruards IE Info Notice 82-01 . Re v i s i an I. "Aeilliarg 
Fead-jater Purp Loctout Resulting Ffok Nos 1 1 nghovse tl-2 
Suttch Circuit Hod ” Revised Table I is also enc 1 to 
clarlfg circuit diagrams No uritten response reqinrod 
MAYnESiR C Region 1. Office pf Director 02/02/26 U'lUEll...) Ii 
Consolidated Edison Co of New Yorl tONOVALL. A E. Daltimore Oai >. 
Electric Co iiaRRINOTUN. u 0 Boston Edison Co 5pp 12134 1// 

24X Ftche 50-000. 92/02/26. 0203050440 


9203230132 Fors.ard» IE Insp Repts 50-317/01-23 (. 50-318/01-24 on 
621110-20 t notice of violation 

HARTtN. T T Division of Engineering & Tochnical Programs 82/0:1/04 
I.UNC9ALL.A E Ddltlicore Oas h Electric Co 2pp 12300 201 .•47 

Fiche 50-31 7. 02/03/04, 8803230132 


--9803230135 Notice of violation fro-e liisp on 011118-20 

NAR TIN. T, T Division of Engineering 6 Technical Prograss 
82/03/04. ip 12380 203 24X Pic he 50- 31 7. 02/03/04. 02033:>0l 3;’ 


--6203230140 IE Insp Repts 50-317/01-23 fc 30-310/01-24 on OlllID 
None onp 1 lane e no ted . f a 1 1 ure of station procedures to assure 
receipts of high fission chaaihers containing high enriched 
U acV as required 

KUSHKER.W L . ZIBULSKY.H . OODY.A T Division of Enqlneerlnn 6 

Technical Prpgrass 02/03/01 Bpp 12300 2D4 24X 

Fiche 50-317,63/03/04.0903230132 


6203230362 Foruards IE Insp Repts 50-31 7/D2-04 t, 50-.310/l)2-04 on 
620203-0302 6 notice of violation 

STaROSTCCKI . P Division of Project 6 Resident Programs 82/03/00 
LyiHWACL. A E. Daltlmore Oas 6 Electric Co 2pp 12412 165 :'4X 
Fiche; SO-317. 02/03/08. 0903250362 


— 0203230364 Notice of violation from Insp on 020203-0302 

STAHOBTECK I , R Division of Project t. Resident Programs B2/03/0H 
2pp 12412 167 24X Fiche 30-317.02/03/08.0203230363 


-0203250369 IE Insp Repts 50-317/B2-04 t, 30-310/02-04 on 020303-0302 
Noncorp 1 1 anc e noted failure to properlg loci valves 6 to 
Corpig w/Tech 8pec surveillance requirements 

ARChITZEL.H.E , TRIHDCE.DC . MCCABE. E C Division of Project 6 
Resident Programs 82/03/04 t4pp 12412 169. 24V 

Fiche 30-31 7. 82/03/08. 0203350362 


B203230031 Concludes response to IE Qulletln 00-06 re E8F reset 
controls Tests performed on all saf e t g-rel a teO equipment 
receiving E6F actuation signals Installed Instrumentation (i 
controls consistent u/schemat t c s w/listed exceptions 
LUNOVALL. A. E Baltimore Oas & Electric Co 02/03/11 HAYNE3. R f 
Reglcn 1. Office of Director 2pp 12379 251 24X 

Fiche 50-3 1 7. 82 /03/ 1 1 . 820323002 1 


0203220044 Forwards request for Info re Inservtce Insp program info 
needed to complat* review Info requested ulthln 60 dags 
CLARR.fi A. Operating Reactors Branch 3 82/03/12 LUNOVALL.A C 

Daltlnora Oas & Electric Co 3pp 12374 268 24X 

Ftche 30-317. 82/03/13, 8203220044 


8203310333 Forwards IE Info Notice 02-06, '’Failure of Steam Oeneratnr 
Prtirarg Bide Nanuag Closure Studs." No written response 
re<|ulred. 

W»VNE8,fl.C Region 1. Office of Director 02/03/12 O'TOOLL, .1. D 
Consol 1 dated Edison Co of New Yon COUNBIL.R 0. Connecticut 
Yankee Atomic Power Co CAREY, J J Duquesne Light Co 5pp 
12432:004 24X FUhe. 50-000. 82/03/ 12. 82033 10333 


■ II ro«.'73 For. -aids IL" liifn Net ice 82 'Oi. Envirui. Tests af Eleitricul 
lerr. i"al Bier is ' No .prittin response l equirud 

I.AYNcR. 9 C Region I. Office o» Director 02/03.' 1 5 0'TUU..C.J I' 
Consolidated IdlSon Cn of Ne* Yori LUM)VAIL.A E flaltimorf Coi », 
Elect! It Co MORII l.NS'CN. ;j D Boston Edison Co Opp 13312 ;':)V 
24 X Fiihe 50 000. 82/01 'I V. QL'O.T; 70: /3 


u;.’ 031 704(?{> Fori., ar/s IE Infs .Notices 02 04. 'I'n trot tel Oeficimcij of 
Cei'taln ihCiAt'fAT E-7050 Series Iicie-Delag Rel.igs" 6 89-05. 

• Increasing ' reqtencij uf D'cg-Related Incidents " 

I'AVNCS. H C Region I. Office of Director 82/03/15 O'TOCLL.J D 
Consolidated Ed i son Co of New Vor> I.IiNP'/a;.( . a E Baltlrscro GJs 6 
Eleclrii Cu iiARHINGKiN ,J D Boston Edison Co Bpp |2320 OM 

24 X Fichr 50 000. 02703/ I 5. 0203! /CdCh 


0203220537 Forwards safety evaluation l< EGVO technical eveluatior, rrpi 
of licensee response to IF Bulletin 00-06. ' EBE Reset 

Controls ' Licensee response acceptable 

N"\/AK. T M Assistant Oireclnr for Operating Re.ictors 02/03/16 
.JCR DAN. C I- Division at Erig i ne er i n', 6 Oualllq Assurance Ip 
I23V2 2/1 2C.X Ficho 50 31 7. 02/03/ 16. 820:1223537 


--0203220541 Bafetg aval ua tini-. of licensee response In |E Bulletin lJ(i 
Reset Csntculs " CiLensee response acceptable 
a Assisla'.l Director for Upemting Reactors 02/03/16 /up 
12-T72 2 72 24X Fiche 50 •;!1 7. 82/03/ 1 6. G.7O3220537 


--8.'’031D0 121 "Technic.)! Evaluation of l.icenuee Response to lE Uulletlip 
00-U6 re EOF Resot Coritiols for Calvert Cliffs Nuclear F’owei 
Plant.iiiiits I •. 2 " 

I AuDLhBACH. 0 H FOl.O. let HNA-03SO ICO ne'J-419/ 0l/O4/:i<i 

BENDER. P I ns t r u-nen ta 1 1 on L ConlKil DgSters Branch 9pp 

12392 274 24X Fiche 5()- 31 7. 02/03/ 16. 8203220537 


020-3310361 Forieards IE Info Notice 02-0/. "Inadequate Securitij 
licreeriing Programs No uritten response required 

HAvNES.n C Region 1. Office nf Director 02/0.3/16 0'TGULt..J D 
Consolidated Edison Cu of Hoe Von LONVl') AV V.. A C naltiirnio Ga* 7. 

Electric Co iiARRINiITGN. N D Boston Edison Co a?p 12455 <>/:< 

24X flihe 50 -COO. 02/03/16. 0203310361 


02C)33307O9 Forwards updated ce'spuler pilnlout su-i-iarg sheets wh 1 1 h 
suppl JUS 1 1 f I c at Ion for enntinued operation In response to 
IE Oolletin 7'/-0lU re environ qualification of safetg- 
relatofl equipment 

LUIIOVALL. A C Baltimore Gas t Electric Co 62/03/17 MjV/AB.. 1 
Assistant Direr tor for Operating Reactors 42pp 12300 P4| 24X 

Fiche 30 317. U2.'03/I7. 0203230709 


R Purlodlc operating repot ts 6 rel.ited correspondence 


(1203230459 Forwards rionthig operating repts for Jan 1982 

VOTIVO.C M OaltlP.ore Gas t Electric Co 0,2/02/10 Office i>f 
Management and Progra.n Analgsls Ip 123D3 014 24X 

Fiche 30 31 /. 02/02/ 10.0203230439 


— 020.3230461 Menthlg operating repts for Jan 1909 

LOIITO. E H BaUnrore Oas t. Electric Co 02/02/10 12pp 
12303 013 24X Fiihe 50-31 7. 02/02/ 10, 0203230459 


0203090570 Forwards " Sursi annual Effluent Release Repl for Jul-Oti 
1901 • 

LONDVALI . A E Oaltlmnro Oas 8. Electric Co 02/02/26 HAVNEb, 11 L 
Region 1. Office of Director Ip 12167 30/ 24X 

Fiche 50-317. 02/02/26. 0203090370 


— 0203090577 "Gemtannual Effluent Release Hep t for Jul-Dec 1901 " 

» BaltiiiDie Oas G Elsctric Co 62/02/26 l/pp 12167 3011 'JAX 
Fiche 30-31 7. 02/02/26. 0203090570 


0203230417 Forwards 'Radiological Environ Monitoring Data Annual Hiipl. 
1980 ■■ 

HE9H.0. U Margland, State of N«C- 03-00-269 82/03/12 COHIN.U 11 

Division of Fuel Factlttlss. Materials 6 Oefeguards Ip 
E2334 313 94X FUhe 50-317,02/03/12.0203230417 


'8203230421 "Rad lo I eg 1 ca I Environ Monitoring Data Annual Rept.l'/OO " 
s Margland, State of NRC-03-60" 269 82/03/12 30pp 

12304 313 24 X Fiche 50-317. 82/03/ 1 2. 820322041 7 


0 Reportable a cc urreiic es, |.ERs 6 related correspondence 


8203030293 Forwards LFR 99-OOi/03L-0 

RGS6ELL.L 0 OalCKrore Oas 6 Electric Co 03/02/17 HAYNES, R r 
Region I- Office of Director Ip 12099 l02 24x 

Fiche 30-310, 02/02/17, 02030.50293 


‘rtj. LEO or CC;/'.“i -5 ui aaO) IS- <J >4t Ci yar e; e»<a4Siva leak rat« 
pdkt c£rtdlr*a'^t ^a'S(.r*>ie: a)* lock Outer 4ooi* CoiiCal fc M 
a«c<e««> If to-rce ».o !;»•'; 4oar Coer a j a' at trig 

ractoKitn od^ukteJ to kC'raaaa ^orc » 

j.'f.'tal |1 (k . WtIB r Calttrcie 0«»» t F. loctri: Co hr 'OS' 17 

Re) ton I. Cffire o< Hirer tjr Ip irkJ'JO |0"J 20k 

r »;he SC-3: 0. G2'02' I ’ aiO‘»0j0SV3 


T?CJ023i!l7 Fjru-.irca I Ck- 02 ;-03'03l -0 

nJSSCUL. L 0 BaltiTC. re Co« t Electric Co S2»02'IV HAi'flEO.fc C 
fle^iarv 4. Clfice of Direct nr l 5 12077 006 24x 

k vti« s-i-Jiu. es 'a?'i '.6r'V.<cs7',*3*» 


-5203020??; Li;p B? 00:).'03. -0 <r. 6201 20. ; or in j ocrral areratlor. 

C otita 1 r "er ; jtircaprece goeecot r arf » ca : 1 1 v 1 1 a mcDitor 

eectareo l*^l;pecer^.» CajaecI failed Oecector cIjCIO- Inc t'*3e 

7:7lt> t jt y -tr>' i >:»> pe tc t »erfl Moritiii' repaired 

uLNI F. PL li. r-. p G • HlIJii P 0 Balti-iore C Electric fo 

HS/PiVi' ^Secion J iJf f I r e cf Director ip 130/7 OQ7 I’cik 

Fichr 30 313 I"?. L'iLJGSCr.JO 


020300^^^1'/ Eoriyarpa yslated lEP tl -023 r 1/3? "I 

fioSEClL L 3 flalti-Pre tpc t. Fl«.cric Cc H2/0.7/2A HAvIlEH.n ( 
Reg ton 1 Office o* Oireccur Ip 12137 127 2de 
f icite ;c -3t5. fi3'32. 26. ‘'2''5(JL3d9 7 


■ -R2'J3rr-CSC't UtjetoC it® 13:-0'3J''C3> -l on 810122. dur I ng noroial ocriattt>n. 
PCS ^arple *. alye.C- *>46 7. railed Cn seat properlg Va I ee 
acti.ato' ap’it) lei^uired aCfiictirent to fullg close fc seat 
•.al.p v.tl.e ctrniee t leai teslel 

li£ri»i.O,.tCil R V . arxO'.'F*; C L Caltirtoie Oas I. Electric Co 
es'Or/26 Region : Office of Director Ip 121&7 I2B SIX 

Ficne 50- Jig. D2f0i-2i B?t .■wa.349S 


32C'J1705?5 f oriaar cs Ltlr t2 3 jS- 03L O 

noSf.Etu.L 0 tJaltir-jre Cat !• Llec'.ric fo P2'03/0S MAvreES.R C 
Region t Office of l>irertcr 15 12321 TOO 20x 

Ficre 53 -.Tlf}- 82/03. 05. 5S-03I 70525 


-02031 '0533 LfF 82-COr 'C j: -0 cfi 5502Ca . jor i o j tor ye I 1 I anc e testitig. , 
feepfr bleaker l52-3ir>l trippei oper. causing lus* cf po*er 
Co 21-4 10 bet Car.iel bs failed isclatcir module Isolator 
replaced ?. sgt Cetted sa c i s fac t or 1 1 g 

LACtChSe.! 7 <•. . OnsCO. L F Baltirrcre Cat G Electric Co BJ'OI/O'-. 

Region i* Office of liirecrpr Ip 12321 205 24x 

lictie 50-3)0. B2’03/f5 &sc:))7052b 


0203230104 Fort..arji lER bS Oj )y03L -O 

RjSEEIL l 0 Caltlr-ore Cas t Eleitric Co 02/03/08 HAVKES.R t 
Rejior. V. Office of Dlre-ttr Vp 12370 350 aOX 
FlcSe 5D 310. e2/03.'00. r.a0-J2O0tl>4 


--03032301I2 LER 92-000/03. -O on 820206 ?- 25. presturiier leyel eicePPid 
Tactv Ebec t eclair e' ent t luring noreial startup upSTaticins 
Catted tg nor-al nC9 te/-p tuiirgs I n yos 1 1 ga t ion to relai 
1 It 1 C yndi - 1. ag 

Ji.*,.3E,n A Oaltir*ore Cat G Electric Co 02/03/00 Reglo'i I. 

Office of Olrectpr Ip t237‘7 351 24 » FUhe 30-3(8.62/03/00. 

3203230104 


8203230175 Feruards uER 82-005/01 T-0 

.RUSSElU. L 0 Oaltimore Cat G Electric Co 82/03'09 IIAVAES.K f 
We) I on I. Office of O*. recto- Ip 12.181 2 56 24 X 

Fit be 55-:ii9. 62 <03/07. 82032301 95 


■■ -P2032 J3200 ICR B2-005/OI1-0 on 020233. d i sc overed jet Imp i ngeicent 
Carrier in iram steao penetration roo.-i not comp tetelij 
ifittallep Caused persornel error hamt procedure to pe 
ctianged 

PAV18.G S Oalli-ore Cat t Electric Co 82/03/09 HegiOi. I. 

Office rf Director 2'?p 12391 257 24X Fiche 50-318.82/0,1/0'/. 

0203230196 


020.3230251 Forsarps I.EH 62 OI0/O3L-O 

RUSSELL, u 0 Daltinore Cat G Electric Co 02/03/12 MAiACS.lr I 
Region 1 Office of Director Ip 12305 051 74X 

ncpe 50-316. 82/03/ 12. 0203230261 


--E.203230257 lEB 83-010/0*1-0 on 830212. c pnti ol ele-ent assemtlij ttA-i'/ 
found ttuck In O-ircs .ittdiaun pueitipn follo-ain) reactor 
trip Cause unkncien Aste<-btg nanpall., freed aftet plant 
c 04 Idoun. e I e rc,i sed G drop tested sat i sFar tor i Ig. 

LAOlEG'S-lt. J S . BVDn-OR R 8 Qallia-ore Oa s G Electric Co 
62/03/12 Region 1. Office of director 3pp 12385 052 ;‘4X 

Ficne 50-310. 03'O3/ 13. 020 j2J03SI 


830323356* For jar Ji LEW B2 -ODa/Oll. O 

HUSSEV-I-.L O (Ibstpn Ed I ton Co 82/ 0.1 / 12 f'AVMES. F) C Rectnu 1. 
i)##ice of Director Ip 12.302 014 24* Ftche 50-3 1 B, 03/03/ i:'. 

8203 2305* A 


• 0rr32riO574 leu □2-00B/O3l-O on 820212- ablle In Mode 3. Inner d 
fontain-.ent ii.o«l9 but 1 alfii. prevent ing outer door fro."* 
opening Cauied tg broken cat follcn/er Interlock repaired 
G return to svC tnstal I a t Ion of nea parts scheduled 
b/sCE. M A . wetR r .1 Boston Edison Oo 82/03/12 Rag I 

Office of Director Ip I23D2 015 24X Ficbe 30-31 B- 02/0 

82032305*6 


8353230636 ForaardS l.ER 02- 004/03'. O 

B06SELI..L 0 Oaltirare Oat & Electric Co 02/03/12 HAVfit!) 
Regiur l. Office ol Oliector ip 129B9 l54 24* 

Eidhe 50-310. 03/03/12, P20323063* 


— 6203230643 l.ER 82-004/03 l- 0 on 9202] 1 , s tea/s generator 2? pros 
indication or renote shutdOan monitoring Instrusentai I on 
panel read high Caused bg large rstv packing leak MSlv 
repaired G transmitter recalior G returned to sve on 020239 
jU.s0E.M A . OASSO. L f Sal tt more Oas G Electric Ca 02/03 
Region I. Office of Director S/p 12309 135 34X 

F itue 50-310.02/03/ 12- 8203230636 


02Cj 21O3IO Ff.B- [- d^*- 024 on 820314. light plane eriergencg landing 
occurred in open field on licensee property Mo Fire or 
injuries resulted Flare r er.cyed 

MCCABE kEIMIC Region 1. Office of Director 82/03/15 Ip 
12370 23l ?d* Fiche 50-317.92/03/15.8203230310 


V Operator E lariir-at 1 ont 


020201C001 Oddi respente lo FOIA reguest for 30 categories pF if 
re blORfC-0660. "f.HC Action Plan “ Forwards docvmonte listed 
in Apps A.B.C G 0 InSa parilatlg ulthheld tref FOIA 
Lie.-ip t Ion 5) 

FfLlCti. JM Dtvisior of Boles and Records 91/08/04 MaDOF 
Kaye- Sfboler. Fierman. Mags G Handler 9pp 12750 00* 34X 

Fich-e SC-318. 61/00/04.0203010001 


-6203020342 Fipresses thanks for util operating G training eta 
Miterest G support during recent traiiilng survey team visit 
OAVIB. T Analysis G Technology. Inc 00/07/01 flUBEELL.L 
Oaltt<-ore Oas G Clectric Co If 12770 303 24* 

Fiche 50-CO0. 81 /00/04. 02O3OIOPOI 


6203020736 tnfor.-s of 800617-IV site visit by Analysis & Tdcl- 
to collect info in support of tiRC reasessr.ent of 
requi re.ment s re se I ec 1 1 on. tr a Ini ng G licensing of nuclaar 
pou-er plant personnel Cooperation requested 

CC'-l INS.P F Operator Licensing Branch 00/06/13 RUSStl. 
Oaltirore Oas G Electric co 2pp 12770 319 24X 

Elcte 50-050.01/08/04.9203010001 


- -'0223040034 Forwards eiari results for operators G senior opera 
C0LLI6S.P F Operator Licensing branch 00/08/27 OAVIC. 
Aralysis G Technology. Inc 5;p 12769 1 25 247. 

Fli he 50-310. 01 /Ofl/04. 020,3010051 


DnCMET 90-320 If-R£E MITE ISlAMO MUCLEAR STATION. UNIT 9 


A Apf 1 1 c at I on / c sns t r ot 1 1 Oil stage documents G correspondence 


0203010001 Addl response to EOIA request for 30 categories ef d 
re fivHEG"0665. ‘-MRC Action f*|ari *' Forwards docw-sients listed 
111 Afps A.O.t »■ 0 Info partially withheld Iref FOIA 
F r e<-p 1 1 on 5) 

EElTO.V- J M Division of Rules and Records 01/08/04 MADDE 
Kaye. Bcholer. Fierran. Mays G Handler 9pp 12750 006 94* 

Ficr.e 50-320. 91/00/04.8203010001 


■-D203510113 Informs of ACRS coficein re NRC basis for position 
facility battery supplied dc pouer sys. d i scussed at ACRS 
304th meeting 

FRALrv.R r ACR6 • Advisory Co/wsittse on Reector Sdfagu4rd 
77/04/26 CaBE. L 0 Office of Nuclear Reactor Regulattbr*. 
OlToctor 1? 1276B 281 24X Fiche 50-000.01/08/04.82030 


F Security, medical, emergency G fire protection piano 


9203040407 Releases public version of revised G new emergency p 
t.np 1 emen t Ing procedures 

FELTON. J H Division of Rules ai>d Records 82/02/25 Ooc. 
Hanagemenc Branch IP 12137. 199 24X Fiche 90-320-82/02/2 
6203040407 


'-0203040416 Forwards public version of Emergency Plan Ifluplemon 
Procedures 1054 7. Revision 2. "Offsite Dose Projections G 
1054 36. Revision O. "Lmergency Assembly Area '■ Receipt 
f orm anc I 

MCSllNf.EV.t1 General Public Utilities - OPU Service Corp. 
82/02/ IB OENTOs*. H R Office of Nuclear Reactor Regulatlo 
Director Ip 12137 160 34xFuhe 50-320.02/02/29,02030 


- -fl2O20«OAl‘9 P,it 1 1 1 version of Eirergenci, Plan lirploxcnting pror erfuf-t-i. 
1C34 7. Pevision r. "Offsite Dose Projections” !■ 1094 36. 

PevisloT 0. 'T-Tergencg Assenblg Area " 

• Oeneral Hot 1 i c ottlities • OPU Rorvlce C. orp 02/09/16 ;’6pp 

19137 161 94 7 f'lcuo 90-390. 03/09/ 93. Q903040407 


02'>3C9C349 PrctiCes scnsJules for i nsto 1 1 at i nn of i n-c onto I noon t siKilp 
detectors 6 sutoittat of ( onto i nreent portinti of firs notards 
per 09013Q reilvest SooVe dcteitors to be installed 
t. c onto i n-.e-it fire haiards anal gs Is submit ted bg C190430 
SA'Il'C'i. J ./ General Putlir Utilities CPU Service Ciirp S9/u3/()l 

U/.fl4Fn.l. »■ irt Prograr Office Vp V2l39 061 94)1 

firte SC-390 99.'0.1-0l . 0303030;142 


'529J930602 For.iards Pe vision i.l to modified amended phgsical seiuriig 
plan llevlsiof. althbeld Iref l0rFtt9 790^ 

KVAlLL.t' O General Pwblic Utilities Gi'tJ Qeivlce Covp a2/t'3/(i‘l 
STCu7 J F Operating Reactors Branch 4 9pp I93n0 331 94X 

r I ere 50 •90'/. «3/03.'09. 0203230602 


13203230640 Sub-.lts phv«l''’l protection program info Oodg of Itr 
Jitn.ela ir** lO-.Fn? fvoi 

uuIsIlL.M P General Public Utilities - OPU Service Corp 02/«;l/U7 

OlOtf. J F Operating Reactors Branch a SldvorH. B Ffll Program 

Office 9pp l.'>300 333 247 Ftche 90-289. 02/0 J/09. 020333064(1 


Pa03lC'0999 Releases feblic version of change roguost 6 revised 
e-ergeneg plan i "sp J ea.en 1 1 ng procedure 

FEt.lC'4 J M Division of Rules and Records 02/03/11 Document 

Management Branch Ip 12343 100 24X Fiihe 30-320. 02/0'J/ 1 I . 

e203l60995 


-8203160950 Fiiruards public version of cnange request ollminatttig 
procedure 1094 il. 'Offsite Radiation rion Iterjug. " 6 Central 
Piles verslirn of Revlsiofi | to procedure 1094 |0. "Unslie/ 
Dffsite Radiological Monitoring " Receipt for-n enc 1 
a Metroprlltan P.dlsoo Co 02/03/01 DENTON. M R Office of 

rsuclear Reactor Jlegul .it i on. Director 3pp 12^343 l()2 94X 

FIChe 90-320- 02/03/ 1 I S20;il00939 


--82031G0960 Public version of Revision I to ('rocedure 1054 lO. 
"Onsl te/(lf f si to Radiolcgical Moiillorliig 

* Me trope It tan I'd I son Co 82/02/29 /fv 12343 109 :.’4 r 

P IC'.e 50-320. 82/03/ 1 1. 0203100995 


3203160945 Releases pubjlr version of omorgericg place ImplomontJng 
procedure change request 

PElTOFc. J M Olvisioic of Rules and Records 82/03/12 Dcicurn-Cit 

Panagemert Branch Ip 12342 169 24XFlcno 50-309.83/03/1.'.’. 
820'JlU394-j 


--8203160946 Forc/ards public version of Procedure Change Regudst 
1 '(13-03*0040 deleting Kevlsioci 3 to Procedure 1004 ll re 
offsite radtallOK csonitortng Deleted procedure has beon 
tfic orpora led into Procedure 1004 10 Receipt form one I 
fWliH. 3 Metropolitan Edison Co 03/03/04 DENTON. H R Offiic of 
Nuclear Reactor Regulation. Director 3pp 12342 I'/O QAx 
P iche 52'3Q9. 02/03/ 12. 02031 B0949 


Cv Acjudicatorg c orrospondenc e 


E3C31I0193 Objects to GlllnsVg soparale re.norics attached to 63u3(i2 Iti 
t- Mil tfdsll Vieus regarding info flou 6 althholdtng Info 
durtteg 1141 accident have not been changed 

STfii.LO. 1/ Regional Operations 6 Oenerlc Rogu 1 recsen t s 03/03/0T1 

OIl.Jf-EKV. V Coi>.s| SSI oners 2pp 13313 230 34X 

F I Che 50-320. B2/03/03. 02031 101 S3 


B2032SC397 PoroarvS draft stipulation settlonont of Lochstet 
content I ocis. joint motion to approve s 1 1 pu la i I on. or dar 
approving st 1 pel at I on. amend of ordor, safetg evaluation 
t. Teth specs 

MlLCOVE.M N Office of the C.ecutlve Legal Director 03/O3/;';i 
TRONORIOCE. G P Sraa. Pittman. Potts 6 Trnvibrldge LUCHfiTET.U A 
t-ncrslel. M R IRpp 13411 203 247 Fiche 30-330.83/03/23. 

020399033 7 


6903990378 Porceards AtA0-66D for inf o. par 1 1 c u I ar 1 g Footnote 3 on page 
3 

SK'JErtAPF.R. C J Atoerte Gafe'g aul Licensing Appeal Panel 02/03/24 
ApPpO-TIl.C Envir ocicran t a 1 Coalition on Nuclear Pouor SILBERO. .> 1- 
Shao. Pittc-aci, Potts S* Trowbridge CONNER. T D Conner 8. Netterhahn 
tj 13432 299 24* Ficbe 90 *000. 83 /03/24 . 8203290378 


■I clendral correspondence 


02(731 10203 Requests findings & vieus on enc I constilotant RC 01 Iheit 
B2D23I Itr re disposition of TMt luater. 

DALKF-B.R B House of Rep 82/03/03 NHC - No Detailed 
Affiliation Given 9pp 133 12 191. 94* FIche 30-390.83/03/03. 

89031 10303 


8303230934 Declines invitation to cnoet w/Chambers of CoTcrerce TNI-1 
restart decision is pending before COTsiisslon & cannot be 
discussed 

PALlADINO.N j Cocrcrissl aners 82/03/ 10 MAULS. 0 L Chamber of 
Cap.nerce. Laguna Beach. CA ip 19383 110 24X 

Fichd 90*389.02/03/18.8303330934 


8203330537 Requests creeling on 890937 or 38 re TMI 

UAliLli. D L Chamber of tocreerce. Laguna Beach. CA 02/03/05 
RALl.ADfr.'O- N J Coc-oci ssfunera. Ip 13302 119 94X 

Ftche 90-309. 03/03/10. 8303230534 


■t liisuranca 6 indemnitg tnforration 


0303090104 Forivards Endor secsent 43 to MAELU Policg MF-73 

CEHETy.h F Oenoral Publtt Utiivtves - GPU Service Corp 03/03/29 
SALIZNan. 7 Antitiust 6 Econo~iic analgsls Branch (Utllltg Finance) 
3pp 19139 099 34X FXhe 90-909. 02/02/29. 0303090104 


8303D90324 Formards Endorsecrent 63 to MAELU Policg MF-44 6 Endorseicen t 
44 to MAClU Policg MF.g-j 

GERETV. n f Oenoral Public uttlltlas - OPU Service Corp O3/0J/04 
Sa'.TZMAN. T Office of Nuclear Reactor Regulation. Director 3pp. 
19163 369 34* Ftche 50-000. 02/03/04. 0203090334 


(’ Operating license stage documents K correspondence 


/908330993 Requests a brief paper discussing several Important 
activities of TMI action plan 

OlLINSKY.v/ Coc^mtssioners 79/06/01 OOOQICK.L </ Off ice of thr 
Eiecutlve Oirector for Operattone Ip 12760 0D8 34x 

f icne 90-320. 81 /00/02. U30301000 f 


830301C001 Addl response to FOIA request for 30 categories of documents 
re NLPEO'0660, 'NHC Action i*lan. *' Forwards document# listed 
Id Apps A.O.r t 0 Info partiall'./ withheld (ref FdIA 
Ecexptlon 9) 

FELTON. J M Division of Rules and Records 81/00/04 HADDEN. I .1 

Page. Ocho 1 er . F 1 erm.>n. Mags 6 Handler 9pp 12790.006 94X 

FIche 90-320.01/00/04.0303010001 


--7908320949 Ulscusses li-.sortant aspects of TMI action p 1 an. Inc 1 ud 1 ng 
I nvest I gat 1 ocis. ecergenc g p] ann mg . respons e capabllltg 6 
communications 6 operator licensing 

GOGSlCK.i. V Office of the Eiecutlve Director for Operations 
79/07/02 OILINSKY.V CcirmI ss lonars 2pp 12760 196. 84X 

Ft Che 50-000. 01/08/04. 03030IOC01 


-790913337/ Discusses review of LERs for loss of safetg function duo to 
persenool error «. detective procedures Forwards list of 
plants reporting losses of safetg function bg personnel or 
procedural error 6 nu-sber per gr 

LONG- C C Tni'2 Lessons Learned Task Force 79/07/30 
MATTSON. R J TMI-2 Lessons Learned Task Force 6pp 12774 199. 

34X Ftche 90-330.81/00/04.8203010001 


--7909140240 Surnarg of 790734 meeting w/C-E 6 OE Owners Oroupd re result 
of small bi ea'i analgsls rept List of attendees, agenda t. 
handouts encl 

SHERON. 0 (4 Analgsts Branch 79/00/06 ROSZTUCZV. Z R Anolgsls 
Otanch 07pp 12766 282 34* Ftthe 50-000.01/08/04,8203010001 


■■-6007070410 leeporarg Icistructlnn 2915/14. "Gurveg of Operatiftg PVlRs to 
Assure That Facilities Having Safetg Injection Signal Reset 
Feature Have Written Rrocedures to Cover All Necessarg 
Operator Actions Prior to ^ After Gafetg Injection Signal ” 

• Office of Inspection 6 Enf ore e.nont. Office of the Director 
78/07/14 4pp. 13760 179 34* F I c he. 90-000, 01 /00/04. G20301000I 


--8007000379 Describes results of review of energeneg operating 
pTOceduTes which govern safetg injection signal reset at 
operating PMRs per 780630 memo List of facilities inspected 
enc I 

MOGElEY. N C Division of Reactor Operations Inspections 
79/03/19 8TELLO.V Office of Inspection 6 Enforcement. Office of 
the Director 2pp 12760 170 24* Flc ti e 30-000. Bl /08/04. 

0303010001 


— E^01014037U Comments on draft OAO rept. “TMl Most Studied Nuclear 
Accident in liistorg ‘ NRC has acted promptly on 
rec ocmendat 1 ons to make licensing of new plants conditional 
on development of acceptable energeneg plans 

MINOQUE. R n. Office of Standards Oevelapment. Director 80/07/07 
MATTSON. R J Division of Gafetg Technologg 3pp 127B6' 346 
24X FIche 50-000.81/08/04.0203010001 


— 6203010207 sndor*«r»nt ♦<><• >p«ertm r«lia6ilit<i *v«luattt» 

prooratn Currant Of fro'^ra'^ Idrntiftaa as hlj** prlorit, 

»»7ort in NuHCO-CttO. 7!t] Action Plan U C I Prcsra* trlef 
«nc 1 . 

POBV.t'l- I E Of lice of tluclear fisjulatori* Psssarcn. Oirattor l IN 
A- 124 I 80/11/03 DENTCV. H R Office of Nuclear Reactor 

Reiulattcn. Director Hpj 12760 160 24J FicAe SO-cOO. 

al/oe/C4. 8203010001 


-'02030S0005 Advises that proposed Ravtstcn 1 to Rep OoiPc 1 13V. 
"Ovldance for HhB to Achieve fc Maintain Cold Shulac-n. " 
adequately reflects aiperience pained as result of TMI-2 
act Id ent 

VASSaLLO. D B AtsisCanC Director for Llpht Hater Reactors 
7R/11/33 M0RRIS3N.U M Assistant Director for General 
Enplneermp Standards Ip 12794 218 24z f'ic.he 50-000.81/08/04. 

8203010001 


— 8203030022 Rasponde to ACR3 790314 iremo rac oaurind inp that NSC undertalr 
linltdd prchabllity stud, ra requirements for shutdcun 6 
decay heat re<noval using safety grade equipment Study 
more meaningful if conducted Per lessens learned from TMl-2 
OENtCN.M R Office of Mucls«r Reactor Requlatlon. Director 
79/00/09. FRALEV.n F ACRS - Advisory Co-'-lttee on Reactor 
Safoqoarus 3pp 12734 224 24X Ftche 30-000. 81 /CG/04. 

8203010001 


--6203020235 Discusses need for riactor vessel level Instrc—entat i on 
Position Oased on event of fica bloclape ccnditicns occurlng 
in ?t1l-2 t 9t Lucie 600611 event leading to stpom buhtle 
forieaLlcn In reactor vessel head 

ROSE. D F NRC - No Detailed Afftliaclon Given 60/12/17 

SILVEB.h NRC - No Detailed Affiliation Oiven Ip 12763 |2I 

24X Ficse 30-000.81/08/04.6203010001 


-'8203030053 "Staff S tud i es. Nec I ear Accident i> Recovery at TMt " 

a Senate. Environment S. PubI Ic works. 60/07731 5pp 12739' 1 3V 
24X Ftche 50-000.81/08/04.6203010001 


-'8203040030 Forwards BtU handsiritten draft resgonsa to NBC 790326 
request for addl info on power operated relief valve 
actuation L reactor trip frequency 

CaPRa. R A TI1t-2 Bulletins L Orders fasl Force 79/10/30 
ISRAEL. S TMt-2 Bulletins 6 Orders Task Force 23pp 12769 OV I 
241 Flche 30-000. 81/08/04.8203010001 


6203160201 FOIA request for HL Qrnsteio 610716 memo to file re events 
at TI1t-2 during grsparatton testing on 770903-12 

hartley. M C Affiliation unlnown 81/10/30 FELTON.Jtt Division 
of Rules and Records 2pp 12342 344 24K Fithe 50-320.81/10/30. 

6203180201 


8203180204 Responds to FOIA requodt for KL Ornstoln 610716 memo to 
file re events at TMl-2 during prepsratlor. testing on 
770903-12 

FCliCN. J M Division of Rules and Records. 81/11/19 HARTLEY. M C 
Affiliation Onlnosn Ip 12342346 24» flcha 30-320. 81/11/19. 

6203180204 


--82O3I802I3 Discusses events et facility during preoperatlonal testing 
on 770903- 1 2. aai id on log book entries Recoaurends 
Installation of ”r sac t V netsr- In all facilities prior to 
startup testing Lpg look antrtti end 

ORNSTCtN.H L Director 's Office 81/07/16 Director's tlfflce 
23JP 12342 347 24X Flche :0-320.ei/ll/19.8203l80204 


for study of potentlel consumer 
> release of processed Till 
ver has hern awarded to 
r of work end 

62/01/26 8NyO£R. 6 TMl Program 

the 30-330.82/01/26.8203020564 

i/Comailssl onore during wk of 630332 
' Committee on 
pt Committee should meet 

Decontamination of TMt Unit 2. 
toners Ip 13413.134. 24X 


or oiteniton of updating sys 
n repte from 6 months 

82/02/04 barton, JJ Oeneral 
P tp 12076.330 34X 


82030301/40 Responds to 020303 iror.o re inquiry from EU Johnson 
Associates concerning sole source negotiations u/Waste Mgt 
Ortup. Inc for • ethnic pi . ec onowt t <■ regulatory dvaluattoh of 
TMl-2 processed water disposal alternatives 

SUyOER. 0 J TMl Progran Office 02/02/10 PATflA. rl j Te. 
Assistance Contracts Branch la 12107 339 ygx 
Fiche 30-320. 82/0.7/10. 620303O04O 


8C03050I2I Forwards Amend 19 to License t)P8-73. saf c ty evaluati 
notice of availability Amend reflects that positions of 
marager-gener a 1 1 on engineering V mafiager-oper at inrial Da no 
longer eilst 

SIlYCER.e J im PrograT Office 62/02/16 QARTON. J J 0® 
Public Utilities - CPU Service Coi p Ip 12172 001 24* 

Ficre SS-330. 62/02/16.8203050121 


--6203050123 A-.enS 19 to License CPK-73. r ef 1 e 1 1 1 ng that posttl 
manager -gen erat 1 on engineering 6 manager-opera 1 1 ona 1 DA no 
longer e & i s t 

EMrOEfi.O J tMl Program Office 82/02/16 4pp 12172 0 
Fiche 50-320.83/03/16.0203050121 


■6203030129 Safety evaluatJun supporting Amend IV to License 
• Office of riuclear Reactor Regulation. Director 82/03/ 
13172 006 24x Fiche 30-320.62/02/16.620303012! 


— 820303C132 Notice of issuance 1. availability of Am.etiJ 19 to 
DPR- 73 

SNYDER. D 3 TMI Program Office 82/02/16 2pp 1P173 0 
Flihe 50-320.82/03/16.8203050121 


6303020666 Forwards '’Sys Oescnptlori of Gubirerged nemlneraltia 
Sys Sys description for interim solid waste staging 
--odules will be provided in I month 

OARTO.%'. J J General Public Utilities - OPU Service Corp 8 
SNYDER. 0 J TMl Program Office Ip 12003 203 24X 

Fichr 30-330. 82/02/23.8303020666 


-8203D20t69 ''8ys Description of Submerged DemVneral I ration Sy 
• General Public Utilities CPU Gervice Corp. 82/02/23 
1<C03 284 24X Flche 30-330.62/02/23.0203020666 


0203050257 Requests Commission enter order vacating 790522 ord 
relesslng affected records Action w'Ould allow licensee to 
re-establish nor-al Course of business documents In 
accordance w/eiistlng regulatory retention criteria 
ARNQi.O. fl C Oeneral Public Utilities - OPU Service Corp E 
OENTON. H R Office of Nuclear Reactor Regulation. Director 
13132 042 24 x Flche 50-330.82/02/36.0203030237 


8203190174 Forwards A.-send 20 to License DPfl-73. safety evaluati 
notice of Issuance 6 availability A-mend changes radlologtcel 
environ monitoring program require.'sents Certificate of Bvc 
enc I. 

5UVDER.D J TMl Program Office 02/03/03 BARTON. J J 0« 
Public Utilities - OPU Service Corp 2pp 13353 399 24X 

flche 50-320.82/03/03.820319017 4 


--8203190177 Amend 20 to License OPR-73. c hang 1 ng radiological 
monitoring program requirements in App 0 Tech Specs 
S.NVDER.0 j Trtl Program Office 82/03/03 20pp 12333. 
Ftche 30-320. 82/03/03. 0203190174 


- -0203190180 Sa fetg evaluatloi' supporting Amend 20 to License 
SnyOER. B J TWl Prqgraih Office 82/03/03 3pp 12333 ; 
Fichs 30-320.83/03/03.9203190174 


--8203190182 Notice of Issuance & ava 1 1 ab 1 1 1 1 g of Amend 20 to 
DPfl-73 

SNYOER. B J Tflt Program Office 82/03/03 2pp 12353 : 
Flche 30-320.82/03/03.0203190174 


D203l90i3l informs tl at util 011231 responses to NRC comments 
chemistry lab (KCLJ design criteria approve d. prevl cled 
resolutions to each comment ar* Incorporated Into final 
hCl design criteria 

BARREIT.L.H TMI Program Office 82/03/04 BARTON. J J 
netropoliten Edison Co 3pp. 12334:328 a4X Flche 30-320 
8203 1 90 1 31 


8203110233 Application to amend to License OPR-73 Incorporatl 
Spec Change Request 26 re plant operations review committee 
ARNOLD. R C Qenerei PuhUc Utilities - OPU Service Corp 
SNYOER. B TMI Program Office. 3pp 12216 040 24X 

Flche 50-320. 02/03/03. 82031 10233 


--8203110235 Tech Spec Change Request 28 for Tech Spets 6 3.6 
re plent operettons review commlttre. 

* General Public Utilities - OPU Service Corp 82/03/03 
12216 043 24X Flche 30-320. 82/03/03. 82031 10233. 


^471 NoCtricdtion Qf rantrjct e > «c ut ion. Hod I to "Psijrliol og tc o I 
C»nerollg & PsgcliO I ogled 1 Strode I ri Vletnitg oF 
•• COntr^rtOr Mitre Corp 

3. n TeChnlCdl Aosl^tance Controctf E3ronch 93/03/OS 
i£H.R H . StNISOALLt.A Division oF engineering Ip 
? 323 34* He he 50-20<>. O3/0J/09. Q3031 •»0471 


(1303390209 Fori.;ard9 "Heactor Coolant Processing Plan." uhleh eerves 
as ApF I to "Sobirerged Oeninera 1 1 tar 9gs Technical 
evaluation llept " 

DARTUN. J J Oeneral Public Utilities - CPU Oervice Corp 82/03/23. 
SNYDfR.# U THI Progrdc Of Flee IP 13'129 367 34X 

r I C he 30-320. B3/03/33. 8203290209 


.90479 Hod l.modlFglng effective dale to 030114 t. amending 
;lele V. to 'Psgc hul eg i ca 1 Otress Cenerallg t. 
ichologlCdl Stress In Vicinitg of THI " 

Mitre Corp SMITH. P A Technical Aesistaiiee Contracts fiiancli 
-0103-113 02/03/03 2|.p 12373 336 34)1 

he 30-339.03/03/03.0303190471. 


033 Hotificallon of contract eiecutlon "Psychological Utresc 
ally F* Psychological Stress In Vicinity of Itsl." 
ed tn Til tro Corp 

fE Technical Assistance Contracts Drench FIN 11-0041) 

/03 VDLLMtR.R . SINISOAUL I . A Division of Engineering Ip 

.057 34X Fit he 30-3B9, 03/03/03. 0303330033 


S0036 Contract "Peg c hoi »g 1 cal Stress Cenerallg t, Peyc ho I ug li a 1 
.ass In i/iclnlty of THI." auarded to Mitre Corp 

<50/1.0 Hltre Corp SMITH. P A Technical Assistance Cetitractc 
rch FIN Q-Q040 82/03/03 33pp 13430 030 34X 

se: 20-309. 82/03/03. 0203390033 


--03032902I0 "Reactor Coolant Processing Plan." App 1 to "Submerged 
Oemineral I I er Sys Technical evaluation Rept " 

• Oeneral Public Utilities “ OPU Service Corp 02/03/31 46pp. 

13439 2Alf 34K riche 50-330. 83/03/33. 0303290209 


0 Inspection reports. tC Oulletlns t. correspondence 


0303010001 Add! response to Fill A reguest for 30 categories of documents 
re KuRrG-0660. "NRC Action Plan " Feruards decudients listed 
in Apps A. 0. C «. 0 Info partially ulthheld (ref FOIA 
I* t eeip 1 1 on 31 

FCI.rON. J M Division nf Rules and Records 81/00/04 MADDEN. T 3 
Kaye. 6cho ter . f tsrman. Hays b Handler 9pp 12730 006 24K 

Fiche 90-320.01/00/04.0303010001 


--7907020134 lE Oulletln 79-09A. "Nuclear Accident at TMI - OuppI 
e Office of Inspection 4 Enforcement. Office of the Oirector. 
79/04/03 lipp 13762 |32 34* Fiche 30-000.01/00/04.0303010001 


>01 Oenprlc Ltr 83-04 to all llrensees of operating plants, 
•.ants for OL b holders of CP re use of INi'O BCt-lN 
rs 

I'JT.D O Division of Licensing 03/03/09 IIAU5PUR0. A 
Idated Edison Co of Nem York Spp 13231 031 34X 

30-000. 02/03/09. 03031 1000 1 


'33 Forijards list of open Items re design criteria for tenipororu 
hrough stea.s generator lagup r ec I rc ul at Ion syS 
I. J J Oeneral Public Utilities - CPU Service Corp 03/0:1/09 
T.i. H IHI Program Office 4pp 13313 364 34X 

S0'.330. 83/03/09.0303170333 


94 Responds to NRf 020304 ltr re completion of mods to reactor 
orge sys train A Purge sys available for operation 
hat two Independent purge sgS are ready to facilitate 
iimsnt entry activities 

.J J Uensrst Public Utilities - CPU Gsrvlco Corp 113/113/12 
r.L II TMI Program Office 3pp 13349 371 34X 

30-330. P3/03/I3. 0203190394 


99 Forwards Hevtslun l to NU(tE0-0/>90. "MRC Plan Tor Cleat. up 
Ions at 1t1I-2 " Revision reflects significant 
events re c leanup. s ince plan laas originally Issued In 
>0 N/o enc I 

0 J. im program Office 83/03/13. /IRNOLO.R C. Oenvial 
Utilities - OPU Hervlce Corp Ip 12421 200 24X 

>0-320. 83/03/13. 0303230099 


14 Responds to 000323 generic ltr re LHR primary coolant sys 
e Isolation valves Testing of valves Inappropriate 
radiation levels In reactor bldg 

J J oeneral Public Utilities - CPU Bervlce Corp 02/03/1/ 

0 J ini Program Office 2PP 12380 3/9 24X 

0-330, 03/03/ 1 7. 0303230034 


3 Forwards corrected pages for Tech Spec Pages 3.2-9 b J. 3-9 
tted u/ Amend 20 to License OPR -73 on 030303 
cate of 6vc end 

n J TTH Program Office 02/03/17 BARTON. J J Oeneral 
Utilities - OPU Oervice Corp 2pp 13420 206 24X 

0-330. 02/03/17. 0303390079 


0303050440 Fortvards IE Info Notice 03-01 . Revi sion 1. "Aurlliary 
Feedwater Pump Lockout Resulting From Uestlnghouse 11-3 
Oultch Circuit Mod " Revised Table 1 is also enc I to 
clarify circuit diagrams No written response required 
HAYNES. R C. Region 1. OFfice of Director 03/02/36 D'TOOlE.O D 

Consolidated Edlsun Co of Now York 9pp 24X Fiche 30-000. 

82/03/36. 8203090440 


U2O3310333 Forwards IE Inlo Notice B2-06. "Failure Of Steam Qenfrotor 
l‘rlmarg Side Maoiuay Closure Gtuds " No written response 
required 

IIAYNEO.R C Region 1. Office of Director 02/03/13 O'TOOLt.U. 0 
Cunsol Idated Edison Co of New York LEMPOCO. T E Niagara Hnhawk 
Power Corp COUtlSlL.VI 0 Horthsast tlucleor Energy Co Isvbs of 
Northeast Utilities) 5pp 13493 004 34X Fiche 90-000. 83/<>3/13. 

O2033ID333 


02031702/3 Forwards tt Info Notice 02-03. "Environ Tests of Electrical 
Terminal Blocks " No written response required. 

MAYnEQ.R C Region 1. Office of Director 82/03/13 Q'TOOLF.. J P 
Consolidated Edison Co of New York LEMPOEO. T E Niagara Mohawk 
Power Corp C8UNSIL.N 0 Northeast Nuclear Energy Co tsubs. Of 
Northeast UtlUtlesI Ogp 12312 239 24X Fiche 50-000.02/03/19. 

02031 70273 


8203170406 Forwards IE Info Notices 02-04. "Potential Deficiency of 
Certain A0A8TAT E-7000 Series Time-Delay Relays" b 02-09. 
"Increasing Frequency of Drug-Related Incidents 

HAYNES. RC Region I. Office of Director 62/03/13 O'TOOLl-.JO 
Consolidated Edison Co of New York LO1P0EB. T.E Niagara Mohawk 
Power Corp COUNStL.U O Northeast Nuclear Energy Co (tubs of 
Northeast Utilities) 9pp 13320 021 24X fiche 30-000.02/03/19. 

0203170486 


0303310361 Forwards IE Info Notice 82-07. "Inadequate Security 
Screening Programs " No written response required 

HAVNF.O.fl C Region 1. Office of Director 83/03/16 0 ' TOOL E . .) I) 

Corisol Idated Edison Co of New York QAR10N.U. J. Oeneral Public 
Utilities - OPU Service Corp LtMPOES. T t Ntagero Mohawk Power 
Corp 9pp 12499 073 24X Fiche 30-000.02/03/16.0203310361 


R Parlodlc operating reports b related correspondence 


076 Tech Specs 3 2-9 b 3.2-7 re radiological environ monitoring 
I Program Office 02/03/17 2pp 12420; 2QU 24X 
90-320, 02/03/ 1 7. 0203250073 


8303040043 Forwards "TMt Aquatic Study." monthly rept for Dec 1981. 
lEITT. T R Ccneial Public Utilities - CPU Service Corp 02/02/01 
HICKEY. C. NRC - No Detailed Affiliation Olvtn tp. 12138 300 24X 

Fit he 90-209. 83/02/01.820304004 2 


3 Qubmits second r ep t. rec ommend 1 ng development of funding 
I to guarantee accelerated c leanup . Fe 1 lure to make 
»nt b timely progress toward decontamination will 
ets threat to public health b safety. 

J E. Advisory Council for Dec onlam ina 1 1 on of TNI Unit 2. 
f PALLAOINQ. N Coinnt ssl oners 3pp 12413 076 24X 

>-330. 83/03/17, 0203290275 


119 Oulinlts Info on alternative proposals for assuring 1lit''2 
>p fund availability OPU BI1229 press release end 
8,W D. ARC - No Detailed Affiliation Olven. 02/01/08 
No Detailed Affiliation Olven. 7pp 12412 079 24X 

39-320. 02/03/17. 8203230279 


--0203040298 "TMI Aquatic Bludy. " /monthly rept for Dec 1901 
NAROACCI.O A Ichthyological Assoc tales, tnc. 01/12/31. 
Me tropo I t ten Edison Co 24pp. 12128 309 24X 

Fiche 90-209. 02/02/01 . 8203040042 


B203030098 Forwards TMI program ofc weekly status rept for uk of 
820107-13 

BARRETT, UH TMl Program Office 02/02/13 DENTON. H R Office of 
Nucteer Reactor Regulation, Director 9pp 13109 376 24X 

Fiche 90-320, 02/02/12.8283030090 


0203090671 Forwards TMI program ofc weekly status rept for wk of 
820213-20 

BARRETT. L H THI Program OfUto 83/02/22 OEMTOM.H R OTfUs oT 
Nuclear Reactor Regulation. Director. SNYDER. R. J. THI Program 
Office app 12192 . no 24X Fiche 30-320.02/02/22, 8203090671 



55031?0]24 1^1 Prowl'd* O^C repl for njl of QSOSSt'Hf 

BABBETT.l *< Tlil Progra-n Off»c« 02/03/01 DEMIOM-HR OffltP of 
lluclp<3*' Reactor Regulation. Director SNVOER.O J Tdl Progran 
Of Pier l«>pp 132^3 3Tb 24X Flc^e 30-320.02/03/01.8203130134 


02001&0423 FOTuardr ' Rad I c I ug i c a I Releases & Esttrated Doses. Ouai ter I ^ 
R»jt. Jul-Dec 1901 Incluocs su'-narg of release U 
I n terpr e tat 1 0 n of dose sun.-arg table Also Foruards 'Effluent 
Haste Disposal Semiannual Rept.Jjl-Oec 1931 *' 

RARTCN. J J Qeneral Potllc Utilities - CPU Service Corp d3/0J/(rj 

e'AvrvES. R C Region I. Office of Director 2pp 13303 337 24X 

f'lc^e 30-320. 32/03/03. D2031f>C423 


' U203I/04V6 UER a3-009/03L-0 on 370201 . auct I targ bldg venttlati'J/ 
declared trioperable due to lou eihaust flourate Caused bg 
failure to readjust flou.ratP to tie greater than 63.000 cfm 
flou.rate limit Eihaust fan vortes dampers adjusted 
CHAPl.lN.S 0 Oeneral Public Utilities - CPU Service Corp 
02/03/03 Region 1. Office of Director 3pp 12330 3C<) 

Hebe 20 3.'>0. 62/03/04. 0503170439 


0203170230 FoTs.aTds CER 32-007/031.-0 

BARTON. J J Oeneral Public Utilities - OPU tiervice Corp B3f0. 
HAVC.ES. H C Region 1. Office of Director Ip 12321 173 '.A! 
ric.ne 20-330. 02/03/04.3203170500 


— 82031b0430 “Radiolcglca I Releases 6 Estimated Doses. Quarter Ig Reel. 
Jul-Oec. isei • 

* General Pucllc Utilities - CPU Service Corp. 03/03/03 /pp 
12303 239 24* Fiche 50-320. 83/03/03. 8303 I 60423 


--6203160436 Effluent t. Kaste Disposal Semiannual Rept. JuJ-Oec 19(11 " 
« General Public Utilities - CPU Service Carp. 62/03/03 32pp 
13305 246 34* Ficbe 50-330. 82/03/0.3. 8203160.J23 


0203240016 Responds to requirements of 10CFR30. 59 & tubrics description 
to tiranqe facilltq sgs & precedures for 19GI as deserrbed vn 
FEAR Also Includes su-mary of tests 6 eiperlments performed 
not Jostrtbeo iri FSaR 

OARTDM.U j Oeneral Public Utilities - CPU Service Corp 82/03/03 
HAVIIES.R C Region 1. Office of Director 7pp 12395 294 24* 

Ficne 50 -320. 82/03/03- 020324001 6 


8203150236 Foruards T“1l Progra-n Ofc ueebig status rept for «l of 
820233-0305 

BABRETTL rt TNI Program Office 82/03/03 DENTON. H B Office of 
Nuclear Reactor Regulation. Director SNVDEft.B ,l T«l Program 
Office 7pp 12310 120 24* Ftche 50-320- 82/03/05. 82031502,35 


62032S0520 Forwards TNI progren ofc ueallg etatus rept for cl of 
Q30P06't3 

9ARBETT.L.II Tisl Pregram Office 02/03/13 OENION.IIR Office of 
Nuclear Deactor Regulattbrv. Director SNrPER. 0 J TMl Program 
Office App 12421 C87 24* Flcbe 50-320. 32/03/ 1 3. 8203230020 


8203260152 Foruards '*1111 Aquatic Studig. *' -onttvlg progress rept for T e6 
1962 Rept re ecology of /orl Haven Pond near TNI. ifiltlated 
740401 to include analqsle of ambient uater qual (tq. f I SA 
populacion dtjna'sics 6 Impingement. 

TEITT. T R General Public Utilities - GPU Service Corp 82/03/22. 
KICaEV.C arc - Mo Detailed Affiliation Given Ip 12423 019 24* 

Flcbe 50-289.82/02/23-0203260152 


—6203170596 l.ER 02-007/03L O on 020120- aoi 11 larg bldg ventlljcici 
declared inoperable due to loiu flou conditions Caused by 
supply fan trip in fuel handling bldg ventilation sgs on 
820120 t 26 Bupply alr flosirate restored to operable status 
CHAPi.lN.s D General Public Utilities - OPU Service Corp. 
H2/02/19 (legiun 1. Office of Director 3pp 12321 176 

Fiche 50-320. 82/03/04. 0203170580 


020331022/ PNC)- TMI-82-003 un B2Q322. unusual event declared due t** 
apparent leaf in PCS Licensee in process of removing <rale-up 
filter 4Airemovat of filter head resulted in leakage of 150 
gallons uater from cover of housing 

FaSANO. A . OARRCTT.L TNI Program Office 02/03/22 IP 
12438 170 24* Fiche 30-3.30. a2/03/.72. 820.33 10227 


8203310232 PNO- TMl -e2-0003A on P20322. unusual event declared due 
apparent leak in RCu Leak of apprm 3 2 gpm discovered fro'** 
-naie-up purification sy* Isolation valves to seal injection 
f 1 1 ter . MU-F4A . dur ing fitter removal evolution 

C0.91E.R . FASanO.A . BARREIT.l TNI Program Office 82/03/21.’ 
12435 147 24* Ficne 30-320. 02/03/22. 82033 10232 


T Hearing transcripts on non-ant I true t matters 


8203110370 Responds to BM21 I Itr transmitting J Nlnnlch 811202 1 
editorial on TMl-2 clear.up fund-raising through otvl bill 
surcharge rests u/PA Public Util Comm I ssl on. no t NflC 
PAu.aOInO.M j Corvsl ssl oners 82/03/01 EPECTER.A Senate. 
12212 113 24* Ftche 50-320-82/03/01.82031103/0 


— D2031103B9 Festimony of N,| Palladlno before U9 Senate Committee 
Energy 6 Natural Resources 6 Committee on Environ 6 
Public ilor k s. 6ub< ommi i t ee on Nuclear Regulation re 
financial problems of TKI~2 cleanup. 

HALI AOIN'O.N j Coir.missloners 01/10/20. 6pp. 12212 113 
Fiche 50-320.02/03/01.0203110370 


--6203260153 "TMl Aquatic Study." monthly rept for Feb 1982 

NaROACCI.O a Ichthyological Associates. Ine, B2/03/22 I6fp 
IS423 020 34X F uhe 50-289. 82/03/ 22.8203260152 


S Reportatle occurrences. LERs S. related correspondence 


8203030326 Supp I to LER 79-0l4/0IL'0 on 81031 I • couta I ni ng abtac hment |j, 
sequence of events Inadvertently emitted from original 
submittal 

BARTON. d J Osneral Publit Dtllltles - OPU Service Corp 82/02/12 

HAVME9. R C Region 1. Office of Director 2pp 12098 276 24* 

Flcbe 50-320.82/02/12.8203030326 


8203020186 Foriuards UER 82-(?05/olU"0 

8ARTO.N. J. J Oeneral Public Utilities - CPU Service Corp 82/02/17 

MAVAES. R C Region 1. Office of Director Ip 12077 135 24* 

Fiche 50-320. 62/02/17.8203020186 


--8203020201 t ER e2-O05/Q3L-O on 6201 16- d„r I ng performance of 
surveillance procedure 4303-M-19. I ong-tor m B ILIB* pump 
LT6-P-I failed te start Caused by maVfusiction oF limit 
Sviltch. due to dust Siaitch cycled for correct operation 
CHAPLfN. S General Public utilities - CPU Service Corg 82/02/1/ 
Region I. Office 6f Director 3pp 12077 156. 24* 

Fit he 90-320.82/02/17.0203020186 


6203020109 PNO- TNI -62-003C on 820224. air sample readings taken at 
303 6 347-ft Inilcatec apparent otygen deficient atmosphere 
tn reactor bldg 

NEILLiB . FaSaNO. A . BARRETT- L. Region 1. Office of Director 
82/02/24 Ip 12077 212 24* Ftche 50-320.82/02/24.0203020109 


B203I 70409 Foruards LER 82-009/03L-0 

BARTCN. J J Oeneral Public Utilities - GPU Service Corp B2/03/04 

HAYNEB. R. C. Region 1. Office of Director. Ip 12320 299 24* 

Fiche 30-320. 82/03/04.8203170409. 


--B203I10402 Requests finding I. vieus on enc I JE Minnlch 011202 1 
re editorial on TNI-2 cleanup 

SPECTER. A Senate 81/12/11 PALLADINO. N J Commissioners. 
12212 130 24* Fiche 30-320.02/03/01.8203110370 


U Congr e ss Iona 1 /E* ec ut 1 ve Correspondence 


8203040299 Responds to 811117 Itr re Indefinite delays in cleanup 
response to OAQ rept. “Oroaler Commitment Heeded to Solve 
Continuing Problems at TMl" enc I 

PALLADINO.N j Commissioners 82/02/12 MINNICH. 3 Oauphtu 
county. PA 2pp 12421 344 24* fl che 50-320. 02/02/ 1 2. 020304 


82O3M0I51 Responds to 620204 Itr eipresslng d 1 ssa 1 1 s f ec 1 1 on w/ 
Investigation of Info floui during TMl accident. Term 
"Inaction" appropriate in light of NRC efforts. 

Cor-mi ssl oner s Bradford. 01 1 insky li Ahearne addl vieuis boc 1 
PALLADINO.N J CormI ss loners 82/03/02 UDALL.M K House Of 
Interior b, Insular Affairs 7pp 13318 227 24* 

fiche 50-330. 83/03/02. 82031 10131 


0203250272 Supports accelerated DOE disposal of entire damaged re 
core 6 establishment of funding to guarantee rapid cleanup 
U/D detailed ecpianatlon 

PAULADINO-N J Commissioners 02/03/22 6IMPS0N. A K Senate 
Environment & Public Works. 3pp. 13413.340 24* 

f iths 50-269. 82/03/22. 8'203250272 


-6203230276 Supports accelerated DOE disposal of entire damaged 
core 6 establishment of Funding to guaranteo rapid cleanup 
Detailed eiplanatlon enc I 

PALLAOIMO. N. J Commissioners B3/03/32 MCCLURE.,/ A Sena 
Energy fc Natural Resources. 3pp 13413.242 34* 

Fiche 50-389. 82/03/23. 8203250372 


T 9.0-321 EDWIN I l.'ATCH rAJCL£A>» PLANT. UNIT J 


curity. <Fedtcal' energcncij t. Fkr? protection plans 


40278 Releases public version of revision to onorgrneg procedure 
TON. J M Otvtsion of Rules and Records 82/02/29 Doc iKsrtit 

agerent Branch Ip 12130 OP;) 24X FIche 50-321 , 82/02/2 :>. 
3040278 


3040308 Foruards public version of Revision \ to Emergent'j 
-ocedura HNP-4830. "Charcoal t> Particulate Saeipling <if 
sssous Effluents Under Ewergeneg Conditions ” Transeittsl 

leet encl 

tNRV-ll Oeorqla Power Co Gl/ll/05 Office of Nuclear licaitni 

•gulatlon. Director 2pp 12130 024 24X Flche 90-321. O 2/02/2 

1030402 76 


1040310 Public version of Revision I to Emergency Procedure 
IP-4030, 'Charcoal i. Particulate Ganpling uf Oaseous 
fluents Under Emergency Conditions " 

Oeorgla Power Co 02/02/13 9pp 12138 026 24X 

Che 30-321. 02/02/23. 02030403'/0 


0331 Requests review of B1050U evacuation tine studg by stuto t. 
1 agencies t. submittal of comnents to Energencg 
arednete Licensing Branch within 30 dags 

Z.8 F Operating Reactors Oranch 4 82/02/29 OCCKilAri. U 1 

gla PowoT Co 3pp 12231 174 24X ficho 90-321 . «2/02/2‘i. 

1 10331 


110340 Forwards review of evacuation time es H ma t e. w/n-l nor 
flclencg noted No indication nade re state !• local review 
rommente on rept 

lANlH.T Teias A «. 11 Unlv 81/09/28 SOLDERO. N Emorgvuiii 
iparednass Oevelopnant Oranch (Pre 020201) 2pp 12251 1// 
t Flche 50-321, a2/02/39,0203l i033l 


>022 Releases public version of revlslori to energencg plan 

•dure. 

Iff. J M. Division of Rules and Records 02/03/01 Dneuneut 

enent Oranch Ip 12191 277 24X F 1 c he 90-321 . 02/03/0 1 . 

00032 


00028 Forwards public version of Revision 4 to Emergencg Pluii 
Cedure I1NP-8Q09. "Personnel Con taninat ton 9urvog " 

Oeorgla Power Co 02/02/10 Office of Nuclear Reactor 

Ulatton, Director Ip 12191 270 24X Flche 30-321.02/03/01. 

3100022 


00033 Public version of Revision 4 to Emergencg Plan Proiedui'C 
. “PersDSinsi Contenlnatlon Survey ” Revised lnde> tntl. 

Oeorgla Power Co 82/02/15 7pp |21?1 279 24X 

■la. 90-32 1.82/03/01. 0203100022 


>76 Requests ectenslon to 020701 for submlttliiQ design info rr 
eentation schedule of I0CFR30 40 t, Enel 2 of NRC 

) Itr. 

iH. J T, Oeorgle Power Co 02/03/03 Office of Nucledr 

>r Regulation. Director ip 12399 054 24X 

90-321. 02/03/0.3. 0203130076 


'90 Releases public version of emerqencg plan Implementing 
«re 

J. M Division of Rules end Records 02/03/03 Oocument 

frent Branch ip 12292 153 24X Flche 90-321.02/03/09- 

0290 


0293 Public version of Emergency Plan Implementing Procedure 
6430. "Operation of Matte Separetlon 6 Temporary Storage 
lltq •' 

R8. M H Oeorgla Power Co 02/02/24 lOpp 12292 193 .''4X 

• : 90-32 1 . 02/03/09. 8203120230 


30 Releaies public vereton of revleed emergency plan 
anting procedures 

U K. Division of Rules and Records B2/03/11 Documrnl 

sent Eranch. tp 12367:033 24X Ft C he 90-321 . 02/03/ 1 I . 

> 020 . 


1027 Public version of revised emergency plan Implementing 
■ duree. Including Procedures fiNP-4420 re notification of 
lal eve nt. H.vP-4920 re alert 6 ltNP-492h re alert 
eneg - rally point leader. 

orqle Ptswer Co 82/03/01 30pp 13367 03b 34x 

. 90-32 1 . 82/03/11, 8203190020 


3 Releases public version of ravisod emergency procedures 
s) M Division of Rules and Records 02/03/13. Oac ument 
ent Branch Ip 12367: 008 24X Fl che: 90-321 , 83/03/1 2. 

013 


')30ni900|7 Public vers I O', i. f revised emergency pioteduies. incliiditii; 
Proieduies mNP- 4/26 re gereral emorgecity fur iall| point 
leadet ft. MNP *4 7211 re general emergencg lor rescue team 
RUiEflS. M H Gec>r?lu Power Co 83/03/01 39pp 12367 011 24X 

Fvthe 50- 321. 83/03/ Id. 82C-J1900l3 


8203190089 Releases public vetsinn of revised ar-erpency flan 
I -Ip I erne n t ing pr.icedures 

FfuTO*!. %/ M Division of Rules and Records 02/03/12 Oocoociit 
Panegeir.ent Rranch Ip I2;ib6 079 24 X Fichc 50-321 . 02/03/ 1 2. 

02031 900119 


0203190009 Public versKin of revised emergency plan Imp 1 erent tug 
procedures, including Proiodures MNP 4633 re site area 
emergency for visitor c Ir director fc l»jP 4640 re site area 
emergency for seorgency director 

RCGERS. U 11 . wO.'.'ER. C I Georgia Power Co 0.7/0.3/01 3lpp 
13:166 077 24X Flche 50-321 . 82/0:1/ 12. 0.703190089 


8203230C80 Releases public version of revised emergenry plan 
isplementing procedures 

f£LIO.N. J M Division of Rules and Records 02/03/12 Document 

Manageront llra<-ch Ip 12397 110 24X Fitho 50-321 02/03/ 1 

G2O32300G0 


■ U2033300V4 Public version of revised emergency plan Implementing 
procedures, including Procedures MNP - 4/.32 re site area 
er.ergei'.iy lor control r nnm operators t. ilr4P-462'J re site 
area emergency fur shift foreman 

ROCLIiS. W M . uQvLli-C T Ouarqta Power Cu 02/03/01 24pg 
12397 140 24X Ftc.^e 30 32 1 . 02/03/ 12. 0203230000 


0203240C06 Releases public versien of revised emergency plan 
Imp I emunt 1 rig procedures 

FElION. J. N Division i>f Rules and Records 02/0.3/12 Documrut 
Manageeenl Oranch Ip l2,390 llO 24x Flche 90-331.02/03/13. 
0203240006 


•-6203240090 Public version of revised emergency plan 1 irp I emen 1 1 "a 
procedures, including Procedures IINP-4520 re alert fnr 
rescue team t MVF-4929 re alert for radiological emergency 
t earn 

RIIGERO-M II . JCNCG.C T Georgia Power Co 02/03/01 26pp 
12398 III 2.1X Fiche 50-331.02/03/12.8203240086 


0203240539 Releases public version of revised emergency plan 
Implementing procedures 

fCLTCN-.i M Division of Rules and Rocurds 02/03/17 Oncumrnt 

Management Branch Ip 12415 2Ql 24x Flche 30-321.02/03/17. 
0203240539 


--0203240942 Public version of revised emergency plan implementing 
prncedures. including Procedure HNI'-4028 re transferring 
primary coolant fror 79-ml bomb during po s t -acc I don t 
cond 1 t 1 ons 

s Oeorgla Power Co 01/03/09 lipp 12413 282 24X 

Flche 90-32 1 . 02/03/ 1 7. 020.3240939 


8203240532 Helsases public version of revised emergenty plan 
implementing procedure 

FELTON, d H Oivtston of Rules and Records 02/03/17 Oocument 
Management Oranch Ip 12409 304 24X Fi che 90-321. 02/03/1 /. 

8203240992 


'0203840993 Public version of Revision i3 to Emergency Plan Implementl 
Procedure IINP-OOIO. "Use t. Care of flesplralore ' 

Transmittal sheet encl 

» Georgia Power Co 02/03/09. 36pp 12409 309 24X 

Flche 30-321 . 82/03, 17. 0203240992 


0203290052 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J. M. Division of Rules and Records 82/03/17 Document 

Management Branch IP 12420 011 24X Fl che 90-321. 82/03/ 1 7. 

8203290032 


--B203250059 Public version of revised emergency plan Imp I emept lug 
procedures. Including Procedures HNP-4092 re offsite dose 
estimations & l,NP-4864 re technical support ctr. 

ROOERO. M II Georgia Power Co. 02/03/00 4SpP 12420 012. 24X 

Flche 90-321 . 02/03/17. 8203230092 


0203290262 Forwards OA Emergency Mgt Agency review of evacuation time 
estimate study Copy will bs sent to Emergency Preparedness 
Licensing Oranch. per 020225 instruction 

NIDNER.U a Georgia Power Co 02/03/19 OTOLZ.v) F. Operating 
Reactors Branch 4 2pp 12428 1 52 24X F l che 90-321. 02/03/19. 

0203290262 



206 


docketed items 


j Ins-irdticr (, ir-ijerr i tv > >' (urrjt >Cn 


Otf03lCC«;02 For..dr<Jt t;i>-!of Vf'ert 6? tc I1/>£1 0 Polit, rF-3lb 

FIEirE<).s) rjrtr t Mf I ennar. |i>t . r* <. M Muclear CcnSul la-itt. Int 
Ol V U 2 / 03 y 03 J Antifuit & Eccncmic aralvtn 0 ri»"i>> 

(tJtiUt, finaic*! IStOl ?'.0 24* fitne SO-321 ■ BS/03 /Oj- 

6203100202 


0233100206 For..ardt Eotfjr te.-ent 54 MAEI.O Policj r>f-?d 

FJElOEB J raria t Ktl enna**. Inc . H h Mfjjclaar Convul tant t. loc 
Cl. 63/03/05 EALW’‘A’i’J AntiVcuai t, Eiais-.it ac.alvn^ ecanth 
<i/cilitv Financai 3 /f lelOl 360 24X Ficce 50-331. B3/03/0 j. 

0303I003C6 


33332 30-520 Forwartfi EcidoC ^<?4ionc 60 tc AN I Polic-v Nl-3t5 

FJCLDEB. J narsh t riccarnar- Inc . n ?, H Nuclear Contultantt. InC 
Otv 63/0.1/16 SalTZMan. j Antitrutc !. tconcaiic analyati arancA 
lUtllctv Finance* 3pf 13379 35.1 34X Ficha 50' 331 - 83/03/ 16- 

2303330030 


>-.'03150103 Foruardi request for adOl mfo neodod to coiitlnoo review of 
'environ qualification ftoqTam for taf ety-re lated electrical 
Bauto<nent Hesponse due In 30 days 

ItOLZ. J F Operating Reactors Oranch 4 03/03/23 BECKHAM. J T 


SIOLZ. 

Georgia Power 
0203130103 


13339 .131 24 X Flche 30-121.03/03/25. 


0203120043 Pequests addl info re TMI Action Item II D I. "BCS High 
Point Vents ’ Info should te supplied uiithln 60 dags 
4T0 Z J F D-eratlnj Reactors Branch 4 03/03/26 BECKHAM, j I 

beorg'ia Power Co 3PP 12531 334 24X FIche 30-331,02/03/26. 

0203I30D43 


0303360127 Revision 3 to Adequaeg of Btalion Electric 01 1 1 r 1 bo t lor. 
Sqs Voltajes-EI Match Nuclear Power Plant.Unlls 1 4< 2. " 

W 0 V?C A* "^CGtC. Inc fin A-6429 0303260127 02/02/30 

PSEWATTE.R L Division of egsteois Integration (poet 0110031 llpp 
J2471 324 34X Fiche 30-321. 02/03/30. 0203260127 


8203330477 Forwards Endorse<-ent 8 to nElIA Binders FO-51 t EB-67 
1 lELEER. J Mars-s b MtLenran. Inc . n 6 M Nuclear Consultants. Inc 
Oiv 83/03/16 SauIZ-An.j Office of Nuclear Reactor Regulation, 
furectcr 3p; 13301 076 ?4* Fiche 50-331.03/03/16.0303330477 


830310D394 Forwards INPO e/aluation rspts In response to 810506 t. 


0636 requests 

riARTIN-R D Region 2. Office of Director 
Division of Project 6 Resident Progrdns 
Fiche 50-000.02/03/01.0303100394 


02/03/01 TAVLOn.JH 

ip 13103 007 34X 


P Operating license stage dcco-ents 6 correspondence 


0303040594 "Evaljatton of Licensee Response to ?JV.‘1EG'0737 .Ite/t 
1 1 U 3 ' Design (le/ie„ of Plant Shielding Edv-lr. I Hatch 

'.welear Plant Units I 5 3 - Ooclrts 50-331 b 50-366. ' 
technical e.al.iation rept 

C-SOH.U 0 £050. Ini Ffj A-6427 8303040394 83/01/31 

C350HFH. 3 ri Division of Licensing I4pp I3I3B 095 34X 

Fiche 30-321 . 03/01/31. P303C40394 


6303540399 "Oeorajed Grid Protection for Class IE Power Sgs. Edwin 1 
Hatch Nuclear Power Plant. Units 1 b 2. " prellwinarg rept 
UOY.A C EO50. Ire FIN A 6439 C203040399 63/01/31 

PBtVAtlE.B L Clvlsion of Sjste'ns Integration Ipost 811C05I I3pf 
12130 343 34» Fiche ?0 - 321 . 03/01/31 . 8303040599 


I3303040&03 "Adequacg of Station Electric Distribution Sgs Voltages. 
Edwin t Hatch Nuclear Power Plant. Units I b 3. • informal 
rept 

UOV.A C £CbO. Inc FIN A-643 9 8303040602 03/01/31 

PREwAflt. R L Oivisior of Sgstemc Integration Ipost SI1003I I Ipp 
I3I28 333 741 Fiche 50-371,83/01/31.0303040603 


e30304C077 Notifies that p I an t- s; oc 1 f Ic ref Co CE 910306 b 36 position 
IS acceptable basis for request to eiterd burnup for all 
fuel types Limits inherent In 1CCFR5I 30 re environ effects 
froih transport of irradiated fuel should not be neglected 
SFQlZ.J F Operating Reactors Oranch 4 03/03/03 OECKHAM. J T 

Georgia Power Co 3pp 13130 163 24X Fiche 50-321.82/03/03. 

8201340072 


Q3030405I4 Forwards safety evaluation supporting 01)104 request foi 
deviation from NuRCO-0/37 Item M F 1 3 re accident 
monitoring Instrumentation Commission will review requests 
for delags In imp 1 e-.ontat 1 on of NUREG-0737 Items 
3F0LZ.J F Operating Reactors Branch 4 03/03/08 DECKHAM. J 1 

Georgia Pewer Co 7pp 13130 034 24X Fiche 30-331,83/02/00. 

0203040514 


0303040512 Confirms 830208 oral author! ration for one-time change In 
Tech Specs J 7 A 5t, "Oiggen Concentration " Change permits 
eitenslon in time 1 nt erva j . from 34-h to 72-h, before 
oiygen concentration in drywell shall be reduced to 4X 
NOVAK. T M Assistant Director for Operating Reactors 82/03/10 
OECKham.J T Oeorgia Power Co 3pp 13130 010 34X 

Fitne 50-321. 83/02/10.8303040513 


0203D3D344 Bequests 810620 response t» revised to meet B01233 request 
for addl info re load handling sgs Table 3 should include 
onlv handling sgS determined acceptable bg Insp. 

STOUZ.J F Operating Reactors Branch 4 03/02/16 BECKHAM. J T 

Georgia Power Co 3pp 13112 352 34X Fiche 30-331.82/02/16. 

8301030344 


0303010354 Application for amend to Licenses OPR-37 b NPF-3 changing 
dryuiell alrlocl Interlock design to provide means for 
overriding mechanical interlock when personnel are inside 
priiharg tontalnment Cescr ip tion of change entl 
OECKHAM.J I Oeorgia Power Co 82/03/ 1 7 Office of Nuclear 
Raadtor Regulation. Director. 5pp 13069 368 34X 

Flcne 30-331.83/02/17.8303010334 


-9703100397 "£ valuat Ion of J.i Farleg Nuclear Plant " 

e Institute of Nuclear Power Operations 01/01/31 25pp 
13185 OCB 24X Fiche 50- 000. 83/03/01 . 0303100394 


--B203100399 "Evaluation of EL Notch Nuclear Plant " 

• Institute of Nuclear Power Operatlone Ul/OI/11 39pp 
13183 033 34X Ftche 30-000.03/03/01.0303100394 


0303160106 Forwards Response to NOREO-0003. Oener Id Oafetg Evaluation 
Rept Re Integrity of RhR Scran 0gs Piping." per DI0031 Itr. 

UID.'.ER.U A Georgia Power Co 03/03/05 Office of Nuclear 
Reactor Regulation, Director 2pp 12300 105 24X 

Fiche 30-321.02/03/03.8203160106 


--83031601 10 Response to NUREO-0803. Oener tc Safety Evaluation Rept Rr 
Integrity of OUR Scran Sgs Piping 

• Bechtel Corj 07/02/08 0pp 13300: 107 34K 

Fiche 50-311.82/03/03.0203160106 


8203170258 Responds to 030113 Itr re deviations fron design specs or 
schedule l-p1ementlng NtiREO-0737 Iten 11 F 1 3. accident 
monitoring Due to Inability to obtain parts U doc ursenta 1 1 on 
tor complete Ins tal la 1 1 on, e i ten 1 1 on was requasttd on 81 1104. 
OECKHAM.J T Georgia Power Co 82/01/03 Office of Nuclear 

Reactor Regulation. Director Ip 13113 347. 34X 

Fiche 30-33). 03/03/03, 8303170330 


0303110001 Generic Ltr 03-04 to all llceneees of oparatlng plants, 
applicants for OL b holders of CP re use of INPO SEE-IN 
program 

EISEMI-UT.OG Division of Licensing 03/03/09 HAUBPURO. A 
Consol idatsd Edison Co of New York 3pp 12331 031 24X 

Fiche 50-000.03/03/09.0203110001 


8303100468 Forwards safety evaluation supporting submittals re 
NUREG-0737. Trtt Action Item tit D 3 4 re control room 
habitability 

STOlZ.J F Operating Reactore Brantti 4. 03/03/09, BECKHAM. J T 

Oeorgia Pewer Co 2pp 13343.209 24X F I the. 30-321 . 03/03/09. 

0203103408 


-0203180491 Safety evaluation supporting licensee ravponeo to 
NL'REO-0737. TMI Action Iten III 0 3 4 ra control room 
habitat il itg 

• Office of Nuclear Reactor Regulation. Director. 02/03/09. Ip. 
13342 291 34X Fiche 30-321, 02/03/09. 0203100480 


8303230373 Submits revised qualification program for shift technical 
advisors. In response to NRC 830203 ltr. 

OECKHAM.J T Oeorgia Power Co 83/01/09. Office of Nutlear 
Reactor Regulation. Director. 4pp 12366.030 24X 

rich* 50-321,02/01/09.8303320373 


0203160477 Application for amend to Licenses BPn-97 t. NPF-S to revise 
Tech Specs 3/4 3-20 b 8 3/4 3-6 re common water Isval ref 
setpoints, per NunEO-0737 Uem tt K.1 27 Class tt fee anti. 

DECKHAM. J T Georgia Power Co 02/03/10 Offlto of Nuclear 
Reactor Regulation, Director 3pp. 1S303- 190 34X 

riche 30-331.82/03/10.8203160477 


--8203160483 Proposed changes to Tech Specs 3/4 3-20 b D 3/4 3-6 to 
reflect tomnon water level ref setpoints, per NUReO-0737 

Item II K 9 07 


eS0323093l App|i(«tlan For arend to Ltcenocs OPH-97 t, NPr-S, c hattq ii)| 
t»th Spec* 6-16 fc 6-17 re reporting requireoents for failed 
local taok rate t«»to Cla»« II fee For Unit I & Close I fee 
for unit 3 end 

BECKHAM. J T Georgia Pou-er Co 03/03/10 OFflce of Nuclear 

Reactor Regulation. Director 3pp 123a2 000. 34* 

Flcho 30-331.03/03/10.0303330331 


--0303330339 Proposed changes to Tech Specs 6-16 t. 6- 1 7. a | loulng all 
Tgpe B 6 C leakage tests uhtch fall during outage to be 
reported in one LER-ulthin 30 dags of end of outage 
e Georgia Power Co 03/03/10 dpp 13303 091 34x 

Flcho 30-331. 83/03/10. 8303330331 


8303360113 Advises that NRC 020103 Itr re close-out of NUREQ-073/ 
requtreirents contained Incorrect statenienC of util 
Intensions re item I c 6 Util does not plan to impieisent 
automatic Sgs monitoring Procedural controls sufficient 
DEChHAM. J T Georgia Power Co 83/03/16 ST0L7.vfF Operating 
Reactors Branch 4 Ip 12433 177 34X Flcho 30-331.92/03/16. 

83032601 12 


9203300189 Revises 020210 Itr re corrective action for OC/MAC cold leg 
flashing prob I esi. per OE Svc Info Ltr 299.8uppl 1 Procedures 
revised to include ma> error values for OE/MAC Indicators t. 
recorders to detsrmlne actual reactor uiater level 
BECKHAM. T Georgia Power Co. 03/03/33 Office of Nucleai 

Reactor Regulation, Director Ip 12430:072 24X 

FI Che 30-331, 03/03/23, 0303300109 


O Inspection reports, IE Bulletins I. correspondence 


6203020320 Forwards IE Insp Repts 30-331/01-31 t< 30-366/81-33 or, 
611207-11. No noncofsp 1 1 anc e noted 

LONO.F J. Division of Project 6 Resident Programs 03/02/04 
IULLER. J. II Georgia Power Co. 3pp 13077. 119 24X 

Flthe 30-331, 82/03/04, 0303020320 


— 0203020236 t£ Insp Repts 30-321/01-31 ». 30-366/01-33 on 81 130'/- 1 1 . Nu 
none omp I lane e noted Major areas Inspected eir.ergencg 
p lann Ing, sp ec 1 f 1 cal Ig interface 6 arrangamants betueen 
licensee 6 Region 2 

TAVLOR. P. A , jENKINB.O R Division of Emergencg Preparedness I. 
Operetlonel Bopport 82/02/03 4pp 12077 121 24X 

FIche 30-321, B2/02/04, 6303020330 


8303030399 Formerds IE Insp Repts SO-321/82-Ol *• 30-366/83-01 on 
030113-13 No nonCQiepl lance noted. 

LONG. F J. Region 3. Office of Director. 03/03/08. MltCER. J. U 
Georgia Power Co. 2pp. 12077:073 24X FIche 30-321,82/02/0(1. 
0203020299 


•8303020303 JE Insp Repts 30-321/02-01 6 30-36A/03-OI on 82'01ie-13 No 
noncompliance noted. Major areas Inspectsd . ultrasonic Insp of 
low pressure turbine discs, fuel cladding corrosion & seismic 
analgsls for as-butlt saf etg -re lated piping sgs 
YORK. J. H . HERDT.A R Division of Engineering 6 Technical 
Programs. B3/03/04 3pp 13077:077 24X Ft c he : 30-321 . 03 /O2/O0, 

6303030399 


6203020330 Forwards IE Insp Rapts 30-321/82-03 8. 30-366/02-03 on 
020126-29. No noncompliance noted 

LONG, F J Reector Project Branch 2 B2/02/09. MILLER, J H Georgia 

Power Co 2pp 12006:209 24X F Iche : 30-331 . 82/02/09, 0203020330 


•0203020399 la Insp Repts 30-321/82-03 30-366/02-03 on 820120-39 

No noncflmpl lance noted. Major areas inspected seismic 
enalgtls for at-bullt safetg-related piping sus. per (E 
Bulletins 79-02 & 79-14 

ANO,U. P. , HERDT.A H. Region 5, Office of Director 82/O2/0U 

4pp 12086:291 24X F 1 the. 30-321 . B2/02/09. 0203020338 


0203060596 Act receipt of QI1230 ltr Informing Nrc of steps taken to 
correct vloletions noted in IE Insp Repts 30-321/81-27 L 
30-366/01-27 

LONO.F. J. Division of Project L Resident Programs 02/02/23 
miller. J.H. Georgia Power Co. Ip. 13160:213 24X 

FIche: 30-321, 62/02/23. 8203080396 


•8203080399 Responds to NRC 011203 Itr re violet Ions noted In IE Insp 
Repts 90-321/81-27 6 30-366/01-27 Corrsctlve ac tl ons: HNP-29, 
Revision 4, Issued on 811103 t. implemented on 011120. 
requiring OA review of sefetg-releted procedures. 

MIDNER.UA Georgia Power Co. 01/12/30. LEWJ8, R C, Ragloti 2, 
Atlanta, Office of the Director (81/03/01). 3pp 12160 216 24x 

FIche: 30-32 1 , 02/02/23. 8203080396 


--S203C8C601 Suppls B 11230 reepoitso to NRC SI 1203 ltr re violations 
noted in IE Insp Repts 90-331/61-37 J, 50-366/01-37 
Corrective actions (able I deleted from MNP-23. requir ing uer 
of sa fotv~r elated procedures indei.pcr KNH-9 

OECKHAM. J T Georgia Poser Co 63/02/04 0 ’RE ILLY. J P Region 

3. Office of Director 3pp 12160 219 34X Flche 50-331. 

02/02/23. 02030R0596 


-6203000605 Forwards It Icisp Repts 50-321/01-27 i. 30-366/81-27 uti 
011026-30 6 notice of violation 

LEMIB- n C Divluon of Roeident J, rteactai Project Inspection 
02/12/03 MIULLR, J H Georgia Power Co 2pp 13160 222 i’AX 
Fiche 50-321. 03/02/23. 02030U0996 


0203000606 Nonce of violation from Insp on 811026-30 

• Division of Resident S. Reactor Project Inspection 01/12/ti3 
2pp 12160 324 24X Fiche 30 -321. 02/02/23. 0203080396 


--0203000610 It Insp Repts 30-331/01-27 t. 30-366/01-37 on 6ll026-3(» 
None o-sp 1 1 anc e noted >196-29 does not require QA review of 
procedural changes prior to issuance. 

skinner, P II . UPRIGHT. C M Engineering Inspection Branch 
01/11/25 8pp 1.3160 226 24 X Flcho 50-321. 02/02/23. a2030HOGV6 


8203170300 Forwards IE Insp flept 30-321/02-06 on 020211-12 No 
noncompliance noted 

LONO.F J Division of Project *. Resident Programs 82/03/33 
miller. J >C Georgia Power Co 2pp 12313 210. 24x 

Fiche 30-331.03/02/23.8203170300 


0203170311 It Insp Rept 30-321/02-06 on 820211-12 Mo none o.->p 1 1 one e 
noted Major areas I nsp ec ted . r adwas t e operations 6 health 
phgsics coverage during flooding of condensate hay & 
radwaste b 1 dg 

PUCKElr.J h , FRANKLIN.L a Region 2. Office of Director 
OARR, K P Division of Engineering t. Technical Programs 02/02/24 
5pp 12313 212 24X Flcho 50-321.02/02/25.8203170300 


0203C00349 Forwards It Info Notice 82-01 . Revi s Ion 1. “Auxiliary 
Feedwater Pump Lockout Resulting From Uestlnghouse M-3 
Switch Circuit Mod. • Nd response required 

O'REILLY. J P Region 2. Office of Director B2/02/26 UHRIG-R t 
Florida Power t Light Co 4pp 13150 183 34X 

Fiche 30-000.03/03/26.0203000349 


8303170931 Requests relief from requirements of 1974 edition of AflMf 
Section Xt code 6 addenda through Summer 19/3 re visual Insp 
of Class 1.2 6 3 supports Imps will be performed per 1900 
edition of A6r.E Section XI Code 

DECHHAM. J T Georgia Po-wer Co 02/03/02 Office of Nucleoi- 

Reactor Regulation. Director Ip. 12331 203 24x 

Fiche: 30-321. 02/03/02.82031705.31 


0203170441 Forwards IE Info Notice 02-03. “Environ Tests of Electrical 
Terminal Dlocks " 

O'REILLY. J.P Region 2. Office Of Director 02/03/04 UlRIO. R I 
Florida Power 6 Light Co 4pp 12315 30V 24X 

Fiche 50-000. 03/03/04. 0203170441 


02031D0903 Forwards request for add! Info to complete review of 801104 
6 010610 response to IE Bulletin BO-1 1 . masonry wall design 
8T0LZ.J F Operating Reactors Branch d 02/03/04 BECKHAM, 3 T 
Georgia Power Co 4pp 12342.283. 24X F 1 che : 30-321 , 02/03/04, 

0203180303 


8203170319 Forwards IE Info Notice 82-04, 'Potential Deficiency C'f 
Certain A0A6TAT £-7000 Series Time-Delays," & IE Info 
Notice 82-03, “Increasing Frequancy of Drug-Related 
Inc Idents. " 

O'REILLY. JP Region 2. Office of Director 82/03/10 UHRIO.Il t 
Florida Power 6 Light Co 4pp 12321 206 34X 

Fiche 30-000. 02/03/10. 0203170319 


8203230710 Requests relief from requirements of Inservlcb Insp 
hydrostatic testing for Unit 1 as prssentad In 800301 Itr, 
for Unit 2 

BECKHAM, J T Georgia Power Co 82/03/11 Office of NucleAi 

Reactor Regulation. Director 2pp 12383:107 24X 

Fiche 30-321. 82/03/ 1 1 . 82032307 10 


0203220247 Requests addl info re Inservlce insp program rallef. Info 
should ba forwarded to Science Appl ic ations . tnc . wl th |n 30 
days of ltr. 

8T0L7. 3 F Operating Reactore Oranch 4 82/03/12 OEChhAM, J. 7 

Georgia Power Co 7pp 12391 109 34X Fiche 30-321. 82/03/ 1 

820322024 7. 
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DOCKETED ITEMS 


9203320a?«> f5*s; ond» to 020302 I tr r» rfqo«tt for relief frc.i l‘77‘l 
edltior of ASME Boiler i Pr«<»ure Ve»»el Coae. 9pc 1 1 oi> *1 on 
visual 1040 r »qi> I r enopts US* of ITOO editiori of AS“E Section 
Xt . ui/'aO'lerCd throujh winter 19B0 considered ecceptable 
ST01.2. J F 0(erdCin9 Beactori Draoch I. &2/03/I2 aECKHOf- J • 
Coorgia Pcsor Cn 3?? 12391 116 24* Ficte 30-321 . 02f03/>2. 

8303220236 


S50325040I fofuards IC Info Wot I c * B2-06. To Here of Steam Cenerator 
Primars Side rtan-^as Closore Studs “ Ho urrltten resaor'Ss 
r eques teC 

O 'HElLL V- J P. Beqior 3. Clffn* of Director 02/03/13 L'l:BIG*fI T 
Florica Po*er t, LijM Co UATUM. 0 Southerii Co Services. Ini 
VEROERV.E H tOB nuclear. Inc. 33F 13409 IB6 34X 

ficSe COO. 03/03/ 13. 8303200481 


■ -0203020S30 'Semiarnuat Wept. Plant Radioactive Effluent Release*.. 
Uul-Oec 1901 • 

nANRY.O Oeorqia Po./er Co 03/03/23 46pp 12007 330 24* 

FichC 30-321. 82/03/39. 0303030336 


0203160233 Foruards mdnthlq operating rept for Fob 1983 

r*4N«V. H Oeorgia Poiier Co 83/03/03 Director's Office. flPflce 
of Inspection and Enforcement If 12398 333 24X 

Fit re 30-331. 03/03/03, 0303160333 


--8303160337 finntniq operating rept for FeP 1903 

ORNETTE, j Georgia Power Co 83/03/10 13pp 12290 226 34X 

Ficho 30-321.03/03/05.0203160233 


33C33603S0 forjiards IF Info Notice 02-07. " Inadequa t e Socurltq 

Screening Prografs. 

0'9EILLY.J P Region 2. Office of Director B3/03/16 l>WI 0.R t 
Florida Power t. Llgri Co. 4pp 13424 107 24* 

Flche 50 -COO. 83/03/ 16. 0203260330 


8303230340 A< k rereipt of 020302 Itr Infor-ilng NRC of stefS taken to 
correct violations noted ir IE Into Hepts 30-321/81-34 I. 

50-366/01 34 

LONG. F u Region 2. Office uf Director 83/03/17 MILLER. J. M 
Georgia Po.er Co Ir 13414 347 24X Fiche 30-331.02/03/17. 

8203330240 


'-U2O3330332 Responds to I.9C 820128 Itr re violations noted in IE Insp 
Rents SO- 321/01-34 5 50-366/01-34 Corrective actions used 
radiation detectors will be .-lOved fro--^ vessel to p*r->an*nt 
storag* b correct interpretation of Tech Opecs ei-phastred 
OECKWAM.J r Oecrgla Power Co 82/03/02 O’REILLY. J P Krglnn 
3. Office of Director 3pO 12414 240 34x Flche 30-321. 

02/03/ 1 7. 8203250240. 


--8203230357 Forwarcs IC Ir»p Ref t a 30-331/BI -34 A 30-366/81-34 on 
011131-1220 5 notice of violation 

KELLOGG. P J Reactor Project Oranch 2 83/01/20 MILLER. J H 
Georgia Power Co 2pp 12414 233 24* Flche 50-321 . 83/03/ I 7. 
8203290240 


0203230346 Forwards "Annual Environ Surveillance Rept CY81 ’’ 

MAriRY. M Georgia Poaer Co 02/03/10 Office of Nuclear flenctor 
Regulation. Director Ip 13303 134 24X Fie he : 90-331 . 02/03/ 1 Cl. 

8303230346 


— 1)303230349 "Annual Environ Surveillance Rept CV8t ’’ 

• Oeorgia Power Co 83/03/18 t6pp 13383 136 34X 

Fiche 30-321. 02/03/10. 8203230346 


6 Reportable occurrences. LERs A related c or respond one e 


B2CQ0Q0358 Forwards LEft 03-OO4)O3U-O 

MANAV.M Oeorgia Power Co 82/03/16 O'REILLY. 3 P Region 
Office of Director Ip 12136 303 24X F Iche 50-321 . 83/03/ 16. 

02O3C8O33U 


--0303080366 LER 83-004/031.-0 on 830303. during refueling A while 
performing whlP-l -3001 • h igh reactor pressure instrument 
functional test A ca 1 1 1 r . 1631 'N033C found to actuate at 
I€63 psig Caused bg setpoint drift of Barksdale Model 02T. 

NlX.R T Georgia Power Co 03/03/16 Region 2. Office nf 
Director 3pp 12136 304 24X F 1 che: 30-331 . 83/02/ 16. 02030U050II 


COCKE T 30-333 SMOREHAn N’JCLEAR POWER STATION 


--9303350260 Notice of violation fro.r Insp on 011131-1330 

• Reactor Prcjeit Oran<h 3 03/01/38 3pp. 13414 333 34X 

Flche 50-321.82/03/17 0?O.T23024a 


--R303250262 IE tnsp Repts 90-321/01-34 A 30-366/01-34 on aill3l-r220 
None omp 1 lanc e noted failure tn properly control ONh. failure 
to provide adequate procedure A meet Tech Spec reporting 
requl reinenl s 

ROGERS. R F • ORCwNLEE. V L Division of Resident A Reactor Project 
Inspection 03/01/26 4pp 13414 337 34X Flche 30-33t. 

82/03/ 1 7. B203250340 


8203390305 EN-H3-C06 on 030359. not 1 c e of violation A proposed 
irposltion of civil penalties to be Issued to util. based on 
sl> violations re failure to review proposed safety-related 
changes A failure to reet record A mepoi'tlng requirements 
DARBCR.O . LIhBCRPAN, j- Director's Office. Office of Inspection and 
Enf orcemer.t 82/0^/35 Ip » 3 433- 332 '^IX Flche 50-031,83/03/25. 

8303390309 


B Periodic oporating reports A related correspondence 


"fov 1981. 

e of Manage'nent and 
I. R'/13/10. 


IX 


A Ap p 1 1C at Ion/ c onstruc 1 1 on stage documents A correspondence 


8303020461 Forwards Info re NUREO'0803. "Generic Safety Evaluatlnii Jlep 
re Integrity of BV4R acrom Sgs Piping •• A Open Item 61 to 
OER OuppI l.ln response to Generic Ltr 81-33. "Safety 
Concerns Associated W/Flpe Breaks in OWR Scram Sys. " 

S-ltlfi.U. L. Long Island Lighting Co 83/03/11 DENTON. H R. l*Pri(i« 
of Nuclear Reactor Regulation. Director 3pp. 13009 157. 24X 

Flche S0-'333. 03/03/11.0203030461 


0303040173 Forwards requests for addl info re remote Shutdown potiel A 
reset C IE Bulletin 80-06) Use of Code Case 1481-3 in const 
of diesel generator eihaust piping per 8101329 ltr outline 
ac c tp tab 1 e. t// o encl. 

ECHUEnCER. A Licensing Branch 3 82/03/11 POLLOCK, M 8 Lnng 

Island Lighting Co Ip 13138 034 34X F Ic he 50-333. 83/05/ 1 1 . 

8303040173 


0303040499 Discusses program for operator shift personnel workshops as 
recommended in NUHCO-0985. “IMl-3 Lessons Learned Task Force 
Final Rept." Attendance of llceneed shift personnel at 
830316-17 uor 1 shop In Boston. MA requested 

EISEHIWT.D O Division of Licensing 03/03/16 POLLOCK. H 3 Lu« 
Island Lighting Co 3pp 12130 030 34X F I cha 50-333. 83/02/1 6. 

0303040499, 


8303030629 Bubmlts assessment of const echeduta for facility in 
response to NRC request Current fuel load date of Sept 1982 
IS achievable Estimated schedule for licensing proceedings 
1 1 s ted. Hear Ing s should begin first uk of Hay 1983. 

POLLOCK. H. S. Long Island Lighting Co 83/03/33. TEOESCO.R. L 
Assistant Director for Licensing. 3pp 13082:067. 34X 

Fi Che 50-323, 83/03/33. 8303020639 


6303150303 Requests addl Info on equipment raqual 1 f 1 cat Ion progrenktpi 
811330 submittal Response to Item IS of first seismic 
qualification review team audit remains Incompleta. 

SCHwENCEft.A Licensing Branch 3 03/03/36. POLLOCK, M. 8 Long 

Island Lighting Co 3pp 13297 355 34X Flche; 30-333. 83/03/36. 

8303190283. 


--83O309O764 Com.ments on util 811330 submittal re resolution of aekeml 
qualification rovlow team audit Items 8.17 A 18. 

SuBUCHI.M Sattelle Memorial Instltuta. Pacific Northwest 
Laboratory 02/01/20. ROSZTOCIY. Z Equipment Oual 1 f 1 cat 1 on 
Branch. 6pp. 13397.358 34X Flche 30-332. 82/03/36, 82031 50203 


83031)0001 Oeneric I tr Oi^- 0‘^ to oil licensers of operating plnnli. 
applicants for OL !• hol<l«rs of CP re use nf IM'O GFF-IN 
progran 

CISCMIor.O 0 Division of Licensing U3/0J/09. I'AUGPUHO- fl 
Consolidated Edison Co of Neu Vorli ?pp 13301 081 34)( 

Flche 30-000. 83/08/09. 83031 10001 


□303130088 forwards informal S4W uriteup re far 11 I tv effjoent saoplinu 
Capabilities of rad lol od I nes. 1 n response to U3O304 telroii 
Cnc 1 Info will be used to support testimong for upcoming 
A9LB hearings 

BMtTH. Jl- Long Island Lighting Co Uc'/0;i/U9 GILUriir.H A 
Division of Licensing rpp 13259 0411 34 X lie he 30-333. 83/ «:)/ 09. 

B308I3000B 


0303130140 Confirms 030805 L 00 info given to 0 Olardina re diesi-l 
generator relags Oiescl generator room air intakes & 
co-ihostion air l« room ventilation Intakes are discussed 
firtllH. J L Long Island Lighting Co 03/08/09 OlUOtni . R A 
Division of Licensing 3pp l333t 30A 34X riche 30-333. n3/0:i/«9. 

8308130140 


0303160346 Forwards proposed agenda for 030315 meeting re QA 6 desiqn 
verification per 030303 MRC meeting notice memo 
CIIITH.J L Long Island Lighting Co 03/03/10 BCHWENCER. A 

Licensing Branch 3 3pp 13399 033 24X Fiche 50-333. 02/03/ 10. 

8303160346 


0203190243 Responds to Oenerlr l.tr 83-01 IH I I will not re<tuest llisr.sr 
application or request for review before 021231 

SnllH.J L Long Island Lighting Co 02/03/11 lEUEGCO.R L Offiir 
of Nuclear Reactor Regulation. Director Ip 13346 070 34X 

Fiche 30-333, 02/03/1 1 . 0208190243 


0203330164 Forwards proposed "Offsite Dose Calculation Manual 

SMtTH.JL Long Island Lighting Co 03/03/15 OENTOM. II H Uffici 
of Nuclear Reactor Regulation. Director Ip 123/9 161 24y 

Fiche 30-333.82/03/15,8308330104 


--02O333O1OO Proposed "Offsite Dose Calculation Manual " 

• Long Island Lighting Cn 03/03/15 tl2pp 13379 162 24K 

Fiche 30-322, 02/03/15. 0203330104 


0203330361 Oubmits basis for determination that no further analijsls Is 
necessarg re safetg evaluation on licensing Condition 2, 
fission gas r e 1 ease, ba 1 1 oon ing 6 rupture review Ltrensing 
condition unwarranted 

SHIItl.J L Long Island Lighting Co 02/03/15 DENTON. H Orfirc- i.f 
Nuclear Reactor Regulation. Olrectoi 4pp 13302 035 24K 

Fiche 50-322. 03/03/15. 0303330561 


B208390349 Advises that NRR board notification pollcg set forth in Nlllc 
Ofe Ltr 19 Pollcg followed so that Doard Notification 
02-00 not provided to Limerick ASI.U. 

eCHUENCER.A Licensing Dranch 2 02/03/26 LFUI8. 8 li Kuaring 

Oranch 4 Ip 13437 230 34 X Fiche 50-000.03/03/36.0203270349 


--0303010207 Qoard Notification 02-08 forwarding info re errors in liuii 
vessel water level indication 

TEOESCO.R.I. Assistant Director for Licensing. 83/02/00 
Atomic Safetg and Licensing Board Panel 28pp 12437 337 24X 

Ftche 50-000. 03/03/26. 0303290349 


8303300231 Forwards "ONR Control Rod Drive 8g s Vessel Inventorg Makeup 
Rate Aspects of NUREO-0619 " 

POUELL.P.L. General Electric Operating Plant Owners Oroup 
PQHELL.P L kmc. Inc 03/03/36 FAULKNER, H Standard 1 lal 1 on i. 
Special Projects Oranch Ip 13446 056 S4X Fiche 50-000.02/03/36, 
0303300331 


--B308300340 "OWR Control Rod Drive Sgs Vessel Inventorg Makeup Rate 
Aspects of Nl/REO-0619. " 

* General Electric Operating Plant Owners Group. 82/03/24 llpp 
12446:057 34X F Iche ; 50-000. 83/03/36. 9203300331 


£ NRC Safetg Evaluation Report <9EH). ouppls S. c orr espond ence 


8303020402 Forwards Info addressing NRC findings associated w/Open Itim 
52, "Mgt Review" contained in 8EH Buppl I Info consists of 
revisions to FSAR Oections 13 1 < organ I tat Iona I structure of 
applicant. 13 3. training (. 13. 4. review t. audit. 

SfiffH. 2 L Long Island Lighting Co 03/Qi/tt DENTON, It n DfPice 

of Nuclear Reactor Regulation. Director 46pp 12078 206 24X 

Fiche 50-322. 83/01/11. 8203020402 


B203030461 Forwards info re NUHEO”0803. "Oenerle Safetg Evaluation Hep I 
re Integritg of BUR Scram Sgs Piping *' t> Open Item 61 to 
SER SuppI l.tn response to Generic Ltr 01-35, "Safetg 
Concerns Associated U/Plfe Braals In BWR Scram Sgs '' 

SMtTH,3.L. Long Island Lighting Co 82/03/11 DENTON. II R (Ifflcc 
of Nuclaar Raactor Regulation. Director 3pp 13088 197 34X 

Fiche- 50-332. 02/03/11.0203020461 


11.-0.8190(1/5 bAFEl. EVALUAT lr,:i HIC(;RT RFIATFD TO 'ilF 0‘’L«AI!t;N CF IMI. 
EMIWCuaM flULLFAli ClIWI R STATION. UN; I 60 I liOikrt No 50-32.'' 

(Long Island Lighti'ig lui'p.irgl 

• Officr oT riuclpjc Reactor Regul.Miii. Diirctat r.'UREC-(i42() 
M2/03/20 32po Av,i liable at 1.1 IS I2T.2 8:i8 24 > 

Fiche 50 12.'. 113 /02 '38. t'20 8 1 900 > 5 


3203 1 50<'-9 1 Cnufjr-os c om.- i tr.ents /r I at i f ) t at i in c .-afe J f> n.'>0805 triini. i> 
liEM Buppl i outst«i riding issues runierning pur. I iiijna-ni* 

1 oad s ■ equip me n t d gnam i c q ua lific.itiun. IE Bulletin 79-27. 

pumph.ick sijs.n.gt or gan I I a 1 1 ci> 1. set. or sqs piping 

GRl.'NbL ICH. R U Long lsl.snd lighting C u 02/03/(0 JILSJI.N. i 

Division of I I tensing rp|. 1 225H 109 i'4» fit he 50 122. 02/0.1/ 1 0. 

Ii.'’08l5009l 


0303330525 fari,iarcs U'JRI G 0430. ■'.upp 1 2 1 1 > GE<» u/o one J 

SCUJI'MCFRA Licensing Hr anil. 2 (12/08/12 PCLLOCK.M S Li.i.q 

Island Lighting Co 3pp 123/4 170 34X Firhe 50 -322- 02/(13 / I 

□203220535 


r Geiuritg. modical. emer gem g t* fire protertioi. plans 


02'O3240171 Submits status repl re erergencg plans h preparedness 
fLMA wilt sutoit iiiterisi rept re offsite pl.irt after slate 
1)30415 submittal 

KIIIH.-I-R U Federal Emergencg Manager ei.t Agenrg 82/03/09 
grimes. (I Director's L'rfice, Office df Inspection and Cnlorieirent 
Ip 1239/ 110 24 X l lil.e 50-322. 112/Ori/OV. 8303340I9I 


0 Ad ju4 I r .1 to r i| t or respond eni .. 


CI.'</30 1 0 i / / Not Ire o/ apf o«)rain‘e in proceeding Certificate of Sve ein I 
FI ANAGAN. D ll Long Islund Lighting do ILANAGAN. D O fliintnn *. 
Uilllams 82/02/31 8pp 120/0 2.?/ 34/ Ftche 50- .122. L>3/02/;-J. 

tl2().'l010l7/ 


112030 101 U4 Interrogatories directed to Gh<jreh>im flppunenls Coal It inn r. 
Suffolk Cniinlg Certificate of Sv< enr 1 

LAHI.rv.A r long Island 1 iqhtin; Cn EA9LLV. A f Kui ton f. 
Uilliars 02/02/2) Bhnreh.im (l|>|>nnerts Co.ilillnn I7pp 

120/0 .838 24X Fiche 50-332. 03/02/33. 8208510184 


8.7030200/4 Notice of Mil Drown. I.C lanpher t K.l Letsche appearaiic e in 
proceeding Certificate of svr one I 

lanpher. 1. C Suffnlk Conntg. NV LANPH.R.L C H I r I pa t r I c k . 
Lockhart. Ilill. Chrlslnphei t. Phillips 83/0.7/..>4 3pp ISO// .'36 
24X Clthe 50-32?. 82/02/24. (i20;i0300 74 


8203020436 Advises that Shorehan Opponents Coalition declined In 
provide ASLB w/factual details to support Contentions la.t ?. 

3. obviating necessttg of NRC response per ASLIi 03030U order 
DOROtMlCK. 0 n Hearing Oranch 4 0.7/O3/.85 ORENNEH.l . 

CARPENIER. J I . Bt'.03. F J Atonic BafeCg and Licensing Bo.ird I'.mi-I 
3pp 13088 1 12 34X Fiche 50 32.7. 83/ O,"’/ 35. 0203030436 


8208030340 Rep 1 g to Shui eham Opponents Coalition 8203 III response Ln 
ASLD directive in 03020? order AHLB request fur more 
specified contention reasnnohlo Certificate of Bve eni I 
REVF.tCY.W T Long island Lighting <u RCVELEv. kl I Hunton F. 
Uilitaics 03/0?/26 Atomic Safetg and Licensing Board Pane) 

Upp 12103 loO 24X Fiche 30- 333. U.7/03/36. 8308030240 


0303050.702 Response to ASLB 03030U menorandun ». order Replies t ■. util t 
NRC objections to listed t ontent 1 ons. r on ec ts technical 
language of other contentions 6 reserves right to submit 
securltg contention Certificate of Gve enc I 

OROJri. M H Suffolk Countg. NV URONN. 11 II Kirkpatrick. Lockh.iit. 
Hill. Christopher L Phillips 83/03/0) Atomic Safetg and 

l icensing Roard Panel 33pp 13136 110 34X Fiche 50-333. 83/0'J/f)l . 

0303050303 


— Q30ir0044R Lists std definitions for teres "leport.int to safeiv*' F- 
"saf e tg -re I ated " Definitions should be applied conststentig 
In all aspects of safetg review t. licensing activities 
DENTON. II R Office of Nuclear Reactor Regulation. Director 

ni/lI/30 Office of Nuclear Reactor Regulation. Dirertor 4(.|j 

65036 156 24X Fiche 50-333.03/03/01,8303050303 


8303100454 Response to util t NRC 810319 consolidated statement of 
contentions Corrects statement to reflect agreements 
reached at conferencos Related correspondence 

LATFIAN, S 0 Shoreham Opponents Coalition I.ATI1AM.S B Ts-umeg. 
Latham *. Schmitt 03/03/01 Commi ss lone rs 6pp 13675 341 i'4 

Fiche 50-333.83/03/01.0303100454 


--8303)00456 Fourtli set of interrogatories >. reguest for product inn of 
documents Related correspondence 

« Shoreham Opponents Coalltlen 03/03/01 long Island l.ighttn 

Co I4pp 13187 305 34X Fiche 50 333. 83/03/0 1, 83031004 54 
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DOCKETED ITEMS 


:■€ r, j l.'.r*;;'. l-ito «k«t of «nti»rrogotori os %r roquosts for pr odiir 1 1 on of 
jn(M.Ti>nts lfo(i<o itt oppooi a»f 0 ere I Rrlpted correspondence 
• 'ircterdOi opponeots Coolitior IfJ/tXi/Ol Office of »n< 

Cceci.ti.e Leq.it Oimtor 6p P 1^107 319. .?4X 

r .« he srt-iCT. n.>/'OJ/oi . Bro.nooo'id 


Ci;‘>;i0Sn.j40 nequesl fer site »isit for puipoee of insp t> meosur i ny. 
sur «e y 1 n^, p .- ■> t eg rapo I n). I e St I ng t caoplIOJ Cettificete of 
iiec e*i* I 

I Ai;P|irif L C Bcffolk Cnufily. NY lANPl-ER.L C Klrtpatrirk. 
-aclfa't Hill. Cnr 1 » top* * r 8. Phillips R3/03/(13 Long tsianit 

..iqMioq Co tpo . l.'tafi Pfct ?4« I itte 322. 02/<1J/0?. 
OiYiaO'sflPfiU 


tiJOaiOOlOP 1 r I e rr cqal or les directed to util Related c orresp onoput e 
I.AS='»'to.c C SoFlOll County. IlY UAIIPhCR-L C K t rk pa t r I c 1> . 

Lccihart* Hill Ctir I s top”’ er 8. Phillips 82/03/05 Long Isl.ifiO 

Light mg Co 29pp 12162 02<t 34* Fitpe 50 323. B2/03/05. 

020 : 1 10:1102 


O.JO:UOO|OG Reyoest f 01 proJuftion of dacueeots directed to fJtC Rrlalecl 
c r.rrespcrdeec e 

I.Ai-chlR. ^ C Gcffolli County. NY LhhPICR-L C Hirkpatrict. 
Lccthjrt. Hill Chrlslopner t, Phillips 82/03/03 Office of tl.r 

Ccecutive Legal Cirectur 6pp 12102 108 24K 

Fiche 5f, 322- 02/0.3/05. G2O3I0OIOR 


32O11iC 0|}1 Rey-*est fer prndtirtion of documents directed to util 
Related c or r e sp ondeec e 

LA*.''HLR. _ C Suffell Cni.nty. NY LALPltH. L C Kirkpatrick, 
iccthart. nil I C'listoptert. Phillips P 2 / 03/05 Long Island 

Lighting Co lOpp 12102 114 24 * Hihe SO- 322 . 02 / 03 / 05 . 

82031 00 I J 1 


0.70310011/. I r t e r r ogator I »s re /luffoll County Contentions 1-5.11 10 1. 1/ 
Certificate of Sue eur I Related correspondence 

I A.-.UI 1 : R.l C S.rffoli Cuunty. NY L AN’PiCR >L C Kirkpatricii. 

Lcckhart. Hil|. enristupSer t. Phillips 02/03/03 Office of tbp 

1. tecutise Lpgal Director 19pp 12183 215 24 K 

Fiche 50 ;ii2 H.'‘/0 1/05. 02031001 1 /V 


0207tlb0.*22 LSjeits tu D2022C. ttr to Cengress 1. ronthly status rppi 
me lading licensing sc/pPule sihich anticipates early 
issuarce cf Ol Statc-ents inappropiato to C 0 .-- 1 1 ss 1 oner 
CaiALA'I.P I OuffeU Cuunty. NV 82/03/05 PALLAOtNU. N. J 

Cce.tiss toners 2cF 13333 lOil 3.;x Fube 30-332. 82/03/05. 

O2O31P0:*22 


0203110090 Second rpgup«t for production of dorueients directed to Nile. 
Certificate of Svi eric I 

L A’fFHEM L C fiuffclk Cpucily. MV L Aiypit R .L C. Kirlpatrlclr. 
Lockrart. Hill. Christopher b Phillips 02/03/06 Office of thp 
C I ec u t 1 CP 1 eg al l)i lector 5pp 12214 032 24* 

Fiche 70 .‘22 02/03/0/.. 8203 I 1 0050 


82031 I0C93 l^econd request for* production of docu-.pcits directed to 
ubt I 

I.AiiPi'EP.L C Euffolk Counts. NY LANr>4.H.L C Kirkpatrick. 
LuckSart. Kill. Christopher & Phillips 02/03/06 long tstarid 

Lighting Co 3pp 12214 03/ 24* Fiche 30-322. 82/03/06. 02031 10072. 


0203110125 Second set uf mtei r oga tor 1 s s directed to NRC 

LA*.PnFfi.L C. Suffolk County. NV LAAPlfeH. L C Kirkpatrick. 
Lockhart. Mill. Christopher 1. Phillips 02/03/06 Office of tl.p 
Ciecutlve Legal Director 2lpp 12213 305 24* 

Fiche 30-322. 02/03/06.0203110123 


830:ril0134 Second set of interrogatories directed to util 

LAlfPHEP.L C Suffoll. Ccunty. NV. LANPHER. L t Kirkpatrick. 
LockhciTt. Hill. Christopher h Phillips 82/03/06 long Island 

Lighting Co 33pp 12212 3/9 24* F I the : 30-322. 02/03/06. 

82031 10134 


8203160194 Supp 1 to 020306 second reguest for production of docunents 
LAUPHLh.L C Suffolk County. NV LANPIFR. L C Kirkpatrick. 
Lockhart. Hill. C6ti stop her 6 Phillips 82/03/08 Long Island 

Lighting Co Upp 12301 240 24X Fiche 50-322.62/03/08.8203160174 


the 


-8203240053 Affidavit re .fapanese test results on core spray 
distribution for si:sulaled OWR/5 configuration 
I'Htll IP8. L L Co'e Performance Sraheh 03/02/01 .3pp 
12398 307 24* Fiche 50-322.8,3/03/09.83032400.32 


8203160072 Ansuers to third set of interrogatories C. requests 
production of docuirents Affidavits t Certificate of 
Sve anc I 

OOHDCNICK.B M Hearing Oranch 4 82/03/11 Ohoreham Opp 

Coalitiof. lOpp 1,3301 006 24* Fl c he 50-322. 02/03/1 1 . B2C 


8203170206 f oruards 8tR Sup pi 2. NURCO-0420 U/a enc I . 

OORDLNICK.B m Hearing Branch 4 82/03/12 ONENNER. L. . 

CARPfNlCW.J L . SHOiV, F J Atomic Safety and Licensing Board 
Ip 12313 205 24* fiche 50-322. 82/03/12. 02031 70206 


02031 '/0276 tfeYin randuir & order conflming rulings made at B203C 
conference re remaining ob lections to admissibility of 
contentions 6 estabtlshing of hearing sthsduAe 
fcREt.'NLH.L . CaRF’ENTCH.J II . OIION.F 3 Atomic Safety and Lie 
Board Panel 82/03/15 3lpp 12313 247 24* Fiche 30-322 

02/03/15. 0203170776 


0203180325 Foruards Suffolk County Contentiuns 12. 13. 18 fc 20. r 
per conference Jisrusston 

LANPHER.I. C Kirkpatrick. Lockhart. Hill. Christopher 6 Phi 
82/03/13 QnfNNER.t Atomic Safety and Licensing Board Per 
33pp 12333.076 24* Fiche 50-322.02/03/13.8203180323 


0203190374 Request For ASLO approval of revision to security P 
order to permit LC l.anpher access to security plan 
LAIJPIlCR.t C Suffolk Cuunty. NV LANPICR, L C Kirkpatrick 
Lockhart, Hill. Christopher 6 Phillips 02/03/15 Atonic 

and Licensing Oiiard Panel 3pg 12340 oOl 24* 

I Ichc 30-.322. 02/03/15. 0203170374 


--82031703/7 Affidavit of nondisclosure of LC Lanpher re secur 
Certificate of Sve enc 1 

LANPurn.L C buffulk County. NY LAr«>HCH.L C Ktrkpatrl 
Lockhart. Mill. Christopher 6 Phillips 02/03/15 6pp 
I234B 004 24* Fiche 50-322.82/03/15.8203170374 


0203220327 Motion for protective order re Suffolk County 02O3C 
Interrogatories 33 6 36 t> 870.303 6 08 requests for 
production of Documents 3/Cgl t, I (h) 6 I (clllvt through 
(VI 1 1 

HEVEl.EV.W I Long Island Lighting Co REUELCV. U. T Huntor 
Nil] lams 82/03/15 Atomic Safety and Licensing Board Pa 
5pp 12.359 2/0 24* Fiche 50-3.72. 02/03/15.0203220327 


--8203220330 Motion for protective order limiting discovery or 
Opponents Coalition Contention 3 6 on OA matters 6 
denying discovery on Bhoreham Opponents Coalition ContentI 
19 t Further site visits Certificate of Sve enc I 
REVLLEV.H I Lony Island Lighting Co REVELEV. U T Hunt 
Nllliauis 62/03/15 Atomic Safety and Licensing Board 

7pp 12357 275 24* Fiche 3Q-*J22. 02/03/ 13,0303220327 


0203220297 Order grantlny Suffolk County B203I5 request for rc 
001230 secui 1 ty protoctivo order to show LC Lanpher as 
Suffolk County counsel Instead of PA Dempsey 

CARPFNIER.3 H , SHQN. F 3 Atomic Safety and Licensing Boarii 
02/03/16 Suffolk County. NV 2pp 12357 004 24X 

Fiche 30-3.73. 82/03/16.8203220297 


8203220300 Ansiaers to 820273 interrogatories Certificate of 6i 
lanpher. L C Suffolk County. NY LANPICR. L C Klrkpatrlcl 
l.ockhart. Hill. Christopher L Phillips 82/03/17 Long 1 

Lighting Co 3lpp 12359 III 24* Fiche 30 322. 82/03/ 1 7. 
0203230308 


02O323OtiO Response to B20301 fourth set of interrogatories L 
for production of documents Certificate of Sve encl. 
FI.ANAOAN. D O Long Island Lighting Co FLANAOAN. D 0. Hunt 
Hi I Items 82/03/17. Shoreham Opponents Coalition 20pp 
123/9 317 24* Fiche 50-322.02/03/17,8203230110 


8203350177 Responds to 070223 Interrugatorles Affidavits encl 
correspondenc e 

LATHAM. & B Qhoreba6 Opponents Coalition LAI HAM. 9 B Tu( 
Latham 6 Schmitt 82/03/17 Long Island Lighting Co ]« 
12414 0/4 24* Fiche 50-322, 82/03/17.8203230177 


, .. uun. u nut I ri cat! Oik 01-49 on 

Japanese tore spray distribution tests on simulator OWR/S 
configuration Certificate of Sve encl 

TEDESCO. H L Assistant Director for LUens Ing 82/03/09 Atbmit 
Safety anJ Licensing Board Panel 4pp 12398 303 24* 

F I C he SO • 322. 62/03/09. 0203240012 


0203220311 Foruards corrected copy of restated Suffolk County 
Contention 18 

UETSCHE. K 'J Kirkpatrick. Lockhart. Hill, Chrlstophar t. Phi 

LETSCHE.IA j Suffolk County, MV. 02/03/10 BRCNMEft, L Al 

Safety and Licensing Board Panel 5pp- 12339.234 24* 

Fiche 50-372. 02/03/ lO. 670322031 I 


DOCKETED ITEMS 


e203?203l9 Motion to corrpol util to onsuer Suffolk County 620306 
Jnt pi'rogotor t e« 33 Sr 36 Si 030J03 Ooc unsnt Production Roquokt 
37 & B203on Oocumont Production Rpquo^t I Csrtl^icjto of 
Svc one 1 

UErBCME.K J Suffolk Countq. NV LETSCHE. K J H I rk potr it k. 

Lockhort. Hill. ChrlstopOor & Phillips 02/03'ie iktonlt linfotii 
ond Licensing Oojrd Panel I3pp 12339 332 3qx 
P Ithe 30- 322. 02/03/ 1 tl. 0203220319 


Q203230337 Motion for oc tens ion of time until 020326 Co an quip r Sur/i.lii 
Countg 820300 S« 09 first S. second set of Interrogatories, 
re t pec t i uel q Suffolk Countg dues not object Cerltflcate of 
Sue enc 1 

FCANAOAM. D 0 Long Island Lighting Co FCANAOAN.D 0 llunton I. 
til Ilians 02/03/10 Ator.ic Safetq and t.lcenqing Hoard Pani'l 
dpp 12304 160 24X Flcho 20-322.02/03/10.0203230337 


0203230204 Menorandue. t order changing site visit fron S204I4 to 02(i4ij 
Si listing order of tostlr.ong at hearing 

BBENNER- L Atomic Safetg and Licensing Board Panel 03/03/1'/ 6p|i 
12301 206 24X Fiche 50-322.02/0:1/19.0303233204 


8203250141 Foruards slith stipulation U settlement of Suffolk County 
c ontent Ions, u 1 1 tnate ly rejected by County Legislature or* 

811206. Si util 011013 Itr to County Indicating sit 1 1 ingness 
to accept terms of draft stipulation 

Rev£LE7. W T Long Jeland Lighting Co eS/OO/HQ ACosiic 6nf ety 

and Licensing Board Panel 25pD 12414 034. 24X 

Fiche 30-322,02/03/20.0203230141 


0203230133 Joint irotlon for order granting proposed schedule for 
submittal of profiled testimony Only disagreement relates to 
submittal of testimony on Revised Contention 73 Certificate 
of Svt enc I . 

LEISCME.K j Suffolk County. NY LCTBCIIE.K J Kirkpatrick. 
Lockhart, Hill. Christopher t, Phillips 02/03/33 Atomic Qofety 
and Licensing Board Panel 7pp 12414 164 34x 

Fiche 30-322,02/03/22.0203230133 


8203230305 Object ion to Suffolk County 820322 joint filing re 
submittal of profiled tes t Imony . Conten t ton 73 must not be 
deferred Certificate of 0vc enc I 

EARLEY. A Long Island Llghtlnp Co. EAHlEV. A Huntnn Ji ullllams 
02/03/22 Atonic Safety and Licensing Board Panel 4pp 

12413 174 24X Fit ho 30-322.02/03/22.0203230303 


0203230347 Menorandum b order setting schedule for submittal of 
preftled test Imony. per 020319 telcon 

BRENNER. L Atomic Safety and Licensing Board Panel 02/03/23 /.pp 
12412 245 24x F 1 c he 30-322. 02/03/23. 0203230347 


0203230301 Ac k receipt of 020305 Itr to Chairman Palladlno re alleged 
Commission *-p re judgment " of outcome of licensing proceedings 
In projected dates in nonthly status rept.Rept estimates 
beginning or ending of proceeding phases not outcomes 
StCKUIT.U Office of the Oeneral Counsel 02/03/23 COIWLAN.P. I 
Suffolk County. NY 2pp 12410007 24X Fiche 30-322.02/03/23. 

0203230381 


0203290390 Foruordt marked-up & clean copies of Pages 16.24 t. 26 to 
ABLB 620213 memorandum t. order confirming rulings made at 
conference of part les. c or ret 1 1 ng typographic! errors 
SOMERVILLE-CAMP Atomic Safety and Licensing Board Panel. 02/03/25 
Office of the Eiecutlve Legal Director Ip 12437 259 24X 

FI Che: 30-322. 33/03/23. 8203290390 


— 9203290402 Corrected b marked-up Pages 16.24 *. 26 to ABuB G203I5 
memorendum t. order confirming rulings made at conference 
of parties 

• Atomic Safety and Licensing Board Panel. 02/03/25. 6pp. 
12437:260 a4X F Ic he 30-322. 82/03/25. 0203290398 


8203310223 Advises of counsel agreement that testimony on Shorehom 
Opponents Coalition Contentions I91j) 6 191e} to be profiled 
on 620413 6 0304. respec tl vely Related c orre spondenc e 
LANPHEfl.L.C. Kirkpatrick, Lockhart. H|U. Christopher 6 Phillips 
02/03/33 SRENmER.L Atomic Safety and Licensing Board Panel ; 
12439:196 a4X Fiche 30-322.02/03/23.8203310223 


8203310237 Foruards proposad confirmatory order re A3LB rulings during 
020319 conference cell re Suffolk County motion to compel 
discovery 

LANPHEB.l C. Klrkpetr Icl. Lockhart. Hill, Christopher «, Phillips 
82/03/23. BRENNER. L- Atomic Safety and Licensing Board Panel. 4pp 
12433.124 24X Fiche 30-322,02/03/23.8203310237 


8203310493 Foruierds joint notice of taking deposition 6 requests 
confsrenco call be convened on 820326 to resolve importance 
8i relevance question of probabilistic rjek assessment. 

Related correspondence 

LATKAM.B.B. Tuomey. Lethem 6 Schmitt. 82/03/23 BRENNER. L Alomsi 


- "UdO.'j J 1 0302 Notice of 020331 depusjtiun tf util individuals in 0.-iitht 
Tounsbip.NY Related C or re spondenc n 

LATHAM. 3 1) Bhoreh/r Cippeneots Coalition LAIPA.*!. S 0 Twuniey. 
Latham ». Schmitt 02/03/23 6pp 13452 244 24X 

Fit ho 50-322. 82/03,25. D20.33I04V5 


8203310192 Response tc S20305 interrogatories 6 020306 second set nf 
I nt err oga tor i »s 

Fi.aiiaOAN. D 0 Lon; Island Lighting Co FLANAOAN.O 0 Huntoi. h 
Williams 02/0.1/26 Suffolk County. t.V BOpp 12439 076 L'd X 

Fiche 30-322. 02/0-1/36 SP03310193 


--8203310197 Response to 8203u5 reqi.ests for production of documents 
EARLCV.A F Lang Island lighting Cc EARlGy. A F llunton f. 
Williams 02/03/26 Ouffnli County. NY 24pp 12439 162 24: 

riche 30-322. 82/03/26. 820.3310192 


--U203310201 Further response to 020301 interrogatories 1. request* fo. 
production of documents per 820319 telcon Certificate of 
Svc enc 1 

EARLCY.A F Long Island Lighting Co EARLEv. A F llunton 1. 
Willia.'.s 02/0.3/26 Shorohon Opponents Coalition 11>PP 

12459 10/ 24X Fiche 30-322.8.7/(13/26.0303310192 


0203310409 Response to ASLD 020315 r.omorandnm h ui dor re positions if 
filings 6 litigation of onsite emergency planning issues 
scheduled in advance of offsite emerqenc, planning isuos 
Cer 1 1 f 1 c a 1 1 no of svr enc I 

Shapiro. R North snore Lomniittoe Against Nuclear t. Thercal 

Pollution SHAPIRO. R Career t. Ohaplro 02/03/26 5pp 

12432 094 24X Fiche 30-322. 02/03/26. 020.33 10499 


0203310300 Response Ic ASLD reguests at 820309-10 conference of partH'i 
f, ASLO 020313 memorandnm L order Certificate of Sve enc I 
REPKA. D A Hearing Branch 3 02/03/29 GOpp 12442 C99 r'4X 

Flcho 50-322. 02/03/27. 0203310300 


— 8203310506 Foraards seventh joint monthly status rept on emergenry 
preparedness, in response to 010600 Itr Rept e.rroot as of 
020129 

PALLADIKQ.N J Comsi ss I oner s OIUFFRIDA.L O Federal Eirerget.iy 
Management Agenc.i 82/03/00 SIMPSON. A K Senate 30pp 
12452 |37 24/ Fiche 50-.3.72. 02/03/29. 92/0.3310500 


H General correspondence 


0203190302 Responds to 011014 Itc re censlltvont allegations of 
defective piping at facility Any ueid defect In piping uouid 
nave been repaired prior to burial of pipe Uolds in copper- 
nickel piping installed in Svi ueler sys mere tested 
D1RCK6. U J Office of the Executive Director for nperatlons 
82/01/29 DOuNF.y, 1 J House Rop Ip I237| 042 24X 

Fiche 50-322,02/01/29,0703190302 


--0203190504 Requests that constituent allegations re defective plplnp 
be Investigated 

DOWNEV, T J Mouse uf Rep 01/10/14 PALLAOlNO. N J 
Commissioners Ip 17371 002 24X Piche 50-322. 02/01 /29. 

020319(1502 


0903190137 Responds to 820108 Itr foruardinq RO McCollum 811211 Iti ri- 
feasibility of evacuating South Fork of Long Island in event 
of nuclear accident Evacuation & other protective actions to 
be taken discussed 

OIRCKS.kl J Office of the Executive Oirector for Operations 
62/02/01) D' AMATO. A Senate 6pp 12333 345 24X 

Fiche 50-322.82/02/08.8203190137 


--02O319O143 Foruards constituent RO McCollum 011211 Itr re foaslhtllt 
oT evacuating South Fork of Long Island in event of nuclear 
accident Response requested within 4 uks 

O'AMATO.A Senate 02/01/00 NRC - No Detailed Affiliation 

Given 3pp 12333 351 34X Fiche 30-322,82/02/00.02031901:17 


J tneuranc e S' Indemnity iniomot ion 


8203310446 Forwards NELIA NF-269 Policy Dec larat tons, leh |< h provide 
confirmation that facility form coverage IS in fcirce Info 
filed In accordance w/tOCFRHO 13 6 140 13 

SMITH. J L Long Island Lighting Co 02/03/10 OINITI.I Aiititriis 
b Economic analysis Branch (Utility Finance I 6pp 13434 074. ^Ax 
Fiche 30-322.83/03/10.8203310446 


K Utility Final Safety Analysis Report lf9AR) t. amends 


8203090343 Certificate of Sve of Amend 43 to OL application constettny 
of Revision 23 to FSAR on 820293 

OBUNSEtCH. R U Long Island Lighting Co 02/09/25 Ip 12161054 

Aitsm ea.aa.as •5mk«v 


O tn«P«<'ticn reports. IF BullPtln^ C> c orresp ondenc « 


Foruard^ t(I Info Not>c« OL’-O I . R* v i » ioi> I. "Auilliafv 
Fdedi^iater P«i«np Lot lout Re^ltltin^ Fro<r M»« 1 1 W-? 

Suttc^- C)rcu>t I'od '* K«vis»4 lAble I a\%o ettc I Xo 
ilartfv circuit dtagran^ No (.ritten r<>4ponap required 
IIAVNoM. R C Reqlon 1< Offite of Director »?/U3/?C^ U'TCULII.J I) 
Con«ci 1 1 dated Cdl^on Co of Neui Vort HrCIDF«G K Niagdrs Nohauli 
Fcuer Ccrp CORTts. N W Renneqlvania Power t< Liqht Co Spp 
ISind l/r 34* ficde 30-0CO B3/03/?<>. B303050440 


(1301110390 Act i-eteipL of B30319 Itr inPoreiinq liRC of slep« talon to 
correct vintation noted tn IE Insp Ropt 30"322/Ui^32 
SI AHC3S1ECKI > R Oiut^ion of Project t Heiident Prosrart B3/0J/0U 
rOuLDCIi-M 6 Long Island Lighting Co ip 12Jlf> ODB 34X 
riche 50-:i32. RP/OJ/OI- 02031 10290 


-02031 10294 Responds to NRC il?01l4 Itr re vi o tatioos noted In )l Inr.p 
Hept S0-;ia2rm-32 Corrective accionb te»t engineers 
relnstriic t e rf in correct t np I emenia 1 1 on of startup 
iiietr uc t ion s 

PUULOCK. n & Long island Lighting Co 09/03/19 STAR05IECKI.lt 
Division of Project t Resident Programs 4pp 19916 009 94x 

Fiche 30-399. H9/03/03. H9O3UO990 


030.1310333 Forwards IE Info Notice 03-OA. "Failure of Stea-s Oenerator 
Pri.-sarg Side Nanuaq Closuir Studs " No written response 
r equ t r ed 

HAvr.CS.RC Region 1. Office of Director 03/03/12 O'TOQLE.JIi 
Consolidated Fdlson Co of New Vorl TALLHAN, U C Public Seivlir 
Co pf Ne.j tfampshire 3pp 19432 064 34* Ftche 30-000*69/03/12. 

820,33 I 0333 


0203170273 Foruards IE Info Notice 02-03. "Environ Tests of flettrlial 
Terminal Olocts " No written response required 

MAVNES.R C Region I. Of f t ce o f Dt r ec tor 62/03/13 O-IOOLC. J 0 
Consolidated Edison Co of f.'ei.' Vorl TALUNAN. W C Public Service 
Co of New Har-pshire Bpp 12312 939 94* Fiche 30-000-02/03/13. 

0203170273 


6203170486 Foruards IE Ii.fo Notices 62-U4. "Potential Oeficlencg of 
Certain ACAaTAT £-7000 Series Tlms-Delag Helags” b 92-03. 
"Increasing Freqoencg of Drug-Related Incidents " 

KAVNES-R C Region I. Office of Director 69/03/13 O'TOOLE. .ip 
Consolidated Edisof. Co of New Vorl TAI LNAN. 1.1 C Public Service 
Co of New ffampshife 3pp 12320 091 94* Fiche 30-000.02/03/13. 

820317048* 


89032*0302 Forwards revisions to ptuservice insp program in response tc* 
NRC Request 121 1* 

SHITH. J L Long Island Lighting Co 82/0.3/1* DENTON. H R UffUi- 
of Nuclear Reactor Regulation. Oirector Ip. 12493 331 24X 

Kiche 30-392. 62/03/1*. 89039*0302 


--82039*0305 Foruards instruction For inserting OA program plan for 
InservIce Insp program in preservica insp program plan 
manual 

PEIER. A Long 1 s i and t i ght jng Co 82/03/1* DENTON. II R OfUie 

of Nuclear Reactor Regulation- Director Ip 12423.332 94* 

Fiche 30-322.82/03/1*. 62032*0302 


--02032*0306 OA program plan for Inservice insp program 

LIZIEl.A . OOHNSON. I A . HA/ilLION.O T Nuclear Energg Service. Int 
77/03/16 13pp 12423 333 24* Fiche 50-332.62/03/1*. 

62032*0302 


89033103*1 Foruards IE Info Notice 63-07. "Inadequate Securltg 
ScrcOhlng Programs *' No written response required 

HAVNES. H C Region I. Office of Director 69/03/1* O'TQOLC.J 0 
Consolidated Edison Oo of New Vorl- KEMPER* J O Philadelphia 
Electric Co MARTIN. T J Public Service Electric * Gas Co of New 

Werseg Spp 13433 073 34k Fiche 30-000. 69/03/ 1*. 820331 03*1 


elated correspondence 


theek valves 


delag 


T Hearing transcripts on nun -ant I trust ratters 


8303155000 Transcript of 620309 conference of parties In Port 
Jefferson. NV pp 144-339 

e Atomir Safetg and Licensing Dnard Panel 82/03/09 19*pp 

12957 372 94 « Ficre SO '339. 62/03/09. 890.31 50006 


09O3IS0C03 Transcript of 820310 conference of parties In Port 
Jefferson. r<V Pp 340-529 

« Atomic Safetg and Licensing Board Panel 82/03/10 t9lpp 
1335* 000 94X Fiche 50-3.33. 82/03/10. 03031 50002 


U Cong r OSS lona l/E* ecvt ive Correspondence 


6203310484 Requests all not i c es. memoranda * orders In proceeding be 
sent to Congressman u Carneg 

SCMERWtLLF-CAMP Atomic Safety and Licensing Qoard Panel 89/03/9* 
P39NtN0. P I Ooctettng (r Dervices Branch Ip 124 52 352 34X 

F icse 50- 399. 82/03/96. 9903310464 


--0203310407 Requests receipt of all orders t> memnranda in proceeding 
CARNEY. U House of Rep 89/03/1* DRENNFR.L Atomic Safety and 
Licensing Doard Panel Ip 12453 353 24 X Fiche 50-323. 82/03/2*. 

8903310404 


COCKET 50-323 OIASLO CANVON NUCLEAR POWER PLANT. UNIT 3 


A App I I c at lon/c onstruc t Ion stage documenta * correspondence 


8903010001 AddI resoonse to fOIA request for 30 categories of documecsts 
re NUHEO-0660. "NRC Action Plan " Foruards documents listed 
in Apps A. 0. C * D Info partially withheld Cref FOIA 
Exemption 51 

FELTO.N. J M Olvtsion of Rules and Records 81/08/04 MADDEN. 1 .» 

Kaye. Rcholer. Fiernan. Hays t. Handler 9pp 13/50.00* 34X 

Fiche 50-323. 81/00/04. 0303010001 


--60111*70165 Provides comments on facility responses to NRC 000310 info 
request re basis for auxiliary feedwater sys flow 
requirements Qys must be supplied to at least two steaoi 
generators in order (o provide adequate heat transfer area. 

SPEI&. T P Reactor Bystems Branch 00/10/3/ PARR. Q. Auxiliary 
Systems Branch 3pp 19753 271 34X Fiche 50-000. 01/00/04. 

8203010001 


82033900*3 Board Notllicatlon 03-11 forwards K9 Herring 820303 trip 
rept re potential deficiency In seismic analysis of 
equipment * components In containment annulus 

EISCNMur. 0 0 Division of Licensing 03/02/08 PALLAOINO. N J . 
alLINSiCV. V . OraDFORO.P A Commissioners 3pp. 13172.350. 34X 
Fiche 30'273. 02/02/00. 89030900*3 


--69030900*0 Advises that enci Info re KS Herring trip to review URII/ 
Dlume calculation boots for Hosgri analyses should be sent 
to appropriate Boards L parties per procedures of Ofc t.tr 
19.Revision I 

EIBENhJT.O 0 Division of Licensing 83/03/08 TEOESCO. R 
Assistant Director for Licensing ip. 12173.353 34X 

Ftche 30-37 5,83/03/08.83030900*3 


--0303090073 Recommends that end proposed Board notification of trip 
rept re revteu of URR/Blume Hosgri analysee of auxiliary 
bldg. intake strut ture, c onta Inment polar crane * containment 
annulus be transmitted to Commissioners 

TEDESCO-R L Assistant Director far Licensing. 83/03/08. 
EISENhUT. 0 0 Division of Licensing Ip 13172 353 34X 

FithP 50-375.83/09/00.0203090062 


--6203090070 Irip rept re 030135-36 review of DR9/Blume Hosgri analye 
of auxiliary bldg. Intake strut ture. conta 1 nment polar crane 
L containment annulus Info In F6AR iHosgri reptl.on which 
NRC 8CRS 8. suppls are based, le not accurate. 

HERRINQ.K S Systematic Evaluation Program Branch. 82/03/03 
HtflAOLlA.F Licensing Branch 3 lOpp 13173 354 SAX 
Fiche 50-375.03/02/08. 8903090062 


8903030163 Responds to Itrs to President Reagan supporting license 
re instatement Addl info being reviewed to assure properly 
designed piping * component restraints prior to 
re ihstatement 

BERKOsl. H. N. Management Analysis Branch. 89/02/16. DOOMERRA. 8 . 
draper. 0.0 . RANDOLPH. P. A Affiliation Unknown. 7pp. 13109:340. 
34X fiche '50-973.03/02/16.8203030163 


0303040037 Forwards annotated draft Commission paper requesting 
approval of AO determination re seismic design errors. 

MICHELBOM.C Director's Office 02/03/1* DENTON. H. R Offite of 
Nuclear Reactor Regulation. Director lipp. 13I19;396 24X 

Fiche. 50-275. 83/02/16.0903040037 


- • 0JO3O'tOO3a Forward* draft Con.->is«ion papei !. prapo*d(: FO ciottcr ol 
potpntlal AO r« «®ise>lt dr*ign eridts at factlitv ah i c h 
rr*ultrd i'> *u*pan*iaci of Unit I fool load & low 

power Ow HP V I rx.. t oriTient t t t one uri t-nc pt. roquostod bg H;>03I;.’ 
HICHElSOK. C Diroctor * Office U3/03/05 IiENION. M H O f f i c r 1. 1 
Nuclfar Heae tor Regulation. Director DAVI&. C Office o< 

Hjeltar rlatfrial Safety fc Oaf f guard *. Di r ec tor MfwJO'yE. B o 
Office of Nuclear Regulatory Reiearcli. Uiroctoi app 13119 .K*l> 
2ax Kichp 30-379. 03/02/ 16. 930304003/ 


0303040037 Draft Cocmieelon paper requenting approval of A3 

dPtore'.lnat 1 on ro sotanic design error* at facility Proposed 
FH notice e nc I 

DIRCKS. U J Office of the Ejocullve Ofrector for Operations 
93/03/05 Upp 13119 307 34* Flci.c 50-375, 03/03/ 1 6. 0303040037 


9203090271 For-aards info iton re potential deficiency In seisritc 
analystt of equipment f> conponents in c on ta i cnreiit in 
analysts of t/nit l.iQoard Notification 02-141 

El3£fiHin.O O Division of Licensing 03/09/19 f’A'. LAOINO. N •> . 
OlLlnSKY. V . ORACFtini). P A Comnt ss I oners 2pp 121/5 001 34* 
Fiche 50 279. 63/02/ 19. 020309037 I 


--02O3O9O2O2 Oummary of 020203 o.ePtlng ui/utll.111. Cloud Assoc late*. Inc i, 
HF Reedy. Inc m Bethesda.tio to discuss selentc verification 
program (Phase I 1 

SCHIERLINO. M E Licensing Oranch 3 B3/(}3/lV Licensing llrnin |, 

3 llpp 12179 003 24* Fiche 30-2 75- 02/02/ 1 9, R30309027 1 


8203030335 Advises that util detorninod that spectra For l40-ft level 
used In piping analyses may not have been r nnsorvat I ve ro 
piping above JAO-f't level Appropriat^nt^Qs of spectral Input 
being ver I f t od 

CRANE. P A Pacific Oa s b electric Co 02/03/24 HOLF.J K Atumn 
Safety and Licensing Board Panel Ip 12(199 004 24* 

Fiche 50-279. 03/02/34.0203030325 


12 3004 V staff I eyui r esen ts meno re H30304 discusslo'i b vote on NIK 
( ec ortsenlat I on* on program pl.sn b independent audit NMr 
should proceed l./ so I ec 1 1 on of ruhtractor if parties agree on 
one nr nn short list Absent og reenent . SECY-02-H9 governs 
CM ILK. 5 J Office Of the Secretary of the Coe.-.! ss t on 02/03/(11) 

OlRCKcj. u j Office of the fietutive Director for Opeiations L'pp 
1 3392 .923 2 4* Fiche 50 - 7 5 03 /D.9/ OS. 03033 90IIO 9 


0203110001 venpric Ltr 02-04 to all licensees uf operating plants, 
applicants for CL b holders uf CP re use of INI'O SEC- IN 
p rug ran 

EIOENMOT.D O Division of Licensing 02/0;i/0'l HAVlUPuRG.A 
Consolidated Edison Co of New Vorli 3pp 13291 031 24X 

riche 90-000. 02/03/09. B./OHl UlOOl 


6303160340 Advises that no applications or requests for reviesi sit I 1 b 
submitted before 041231 re Generlr Ltr B2-1 neu application 
survey 

crave. P A Pacific Gas t Electric Co 02/03/|t TEDcafO.il I 
Assistant Director for Licensing Ip 12307 310 24* 

riche 90-000. 82/0:1/11.0203160340 


9203300321 Requests addl info re area designated as &tU-2 Info 
necessary to Initiate determination of eligibility request 
to Keeper of Natl Register 

MIRAOlIA.F j l icensing Branch 3 92/0.1/12 KunoUSM.HM I'licill 

Oas I Electric Co dpp 1246,1 0/1 24* Fiche 50 -279. 02/03/ 1 

0203300321 


9203100326 Foic/ards dat.T b seven overslie droulngs For structur.il 
analyses of Unit I, In response to BNL request Modeling 
paraJselers fot tl/itt 2 c on taJnejent Interior str^.riure also 
one I Aperture cords are available in HiiR 

CRANt:, p A Pacific Gas b Electric Co H2/03/19 MIRACl.IA.r .1 
Licensing Oranch 3 */pp 12333 .740 24* Fiche 90-2/9.02/03/1:). 

0203100326 


6303020470 Updates status of uorl) on hr salnual ei dasiago uhleh ocdincd 
on 010128 b 1113 Program Includes physical model study. 

Investigation of historical eitrome uave conditions b 

historic da.sa g 6 . des I gn mods b reconst of breakuiatoi 

CRANE. P A Pacific Oas b Electric Co 02/02/29 MIRAOLIA.F .( 

Licensing Branch 3 4pp 12009 275 24X Fiche 90-279.02/09/25, 

8203030470 


0203190287 Foruards ''Oa Rovieu Rept Phase 1.0els<rtc Baf e t y-Re I a t ■ <! 
Design Bves," performed by UYLE Labs prior to June 1970 
reedy. R F R F Reedy. Inc 02/03/01 CLOUD.H I. Robert L Llouil 
Associates, Inc Ip 12349 122 34X (Mchp 90-979, 02/03/01 , 

B3031 90207 


--8203190289 ‘•OA Revleiu Kept. Phase I.Bolsmlc Saf ety -Re lat sd Design !Jvi s. ■■ 
performed by UYLE Labs prior ta June 19/fl 
s H F Reedy, tne 02/03/01 6Ipp 12349 123 24 x 

Fiche 90-27 3, 82/03/01. 8203190207 


D20329C017 Fnru-ards Qnard Notification 82-26 of various subml 1 1 ,• 1 1 . Iiij 
RL Cloud Associates re seismic verification prngram Phase I 
TCDEGCU. R L Assistant Director for Licensing 02/03/19 
CISEtiliUT. 0 G Assistant Director for I tconslng Ip 12444 PJI 
•14X Fiche 90-279. 02/03/15.090,3290017 


--R203020694 Forwards 'Progress Rept of Seismic flvc-Related Control ts 
Prior to June 19 / 0 . • Project 109-4. Prog re ss Dept 0 for xjork 
period H202t:l-26 

CLOUD. n (. Rebort L Cloud Assorlates. Inc 02/02/26 
DENTOv.K R Uffice of Nuclear Reactor Regulation. Director Igi 
12444 226 24* Flihe 90- 279. 02/03 / 1 3, 020329001 7 


--U903020660 "Progress Reft of Beismtc Bvc-Relatod Contracts l*rlur to 
June 1970." Project 105-4. Progr ess Rept 0 for murk period 
020213-26 

* Robert I Cloud Associates. Inc 02/02/26 49pp 12444 22/ 
24x Fiche 30-273,09/03/19.0903290017 


6203160320 Forwards "OA Review b Audit Rept. Phase I." re seismic 
safety-related design sve s performed for PObC prior to 
June 1970 . 

REEDY. R F H F Reedy. Inc 02/03/09 CLOUD. R L Robert L Cli.ud 
Assoclatee, Inc Ip 12307 298 24X FUhe 90-273.09/03/03, 

S203 160320 


0^032^3^9 pr^gre9* rept re seismic verification 

proQrarte “Progress of C«/c -R»|a ied Contracts 

Prior to Juno lV7n*Olablo Cangon Nuc t ear Pow^r Ptont *' 

CUOUD. n L Robert L Cloud Asuoctate^. Jnc 03/03/2'J OCMION 
Office of Nuclear Reactor Me9til«tlon. Director ?pp OOl 

34 X riche 50 ^^ 373 . 03 / 03 ^ 33 ^ 02033903 ^'? 


8303160324 “OA Revleu; 8* Audit Rept. Phase t " 

s R F Reedi/s Inc B3/03/03 43pp 12307 339 2ax 
Piche 50-27^. 03/03/05. 0303160330 


B203190243 Requeett list of propoted contractors m/llttle prevlout. 
Ihvolveirent u/POtr£ 6 up/experlenced staff Jo plant daeipo 
OA th perform seismic design verification program Lists 
submitted to be discussed at 030310 meeting in Oethesda«nD 
DENTONjK R. Office of Nuclear Reactor Regulatlona Director 
02/03/05 FURDOQM.M Pacific Oas fi. Electric Co OROWN* E 0 
CaJifornla. State of REyWOLDSa Center for Lao/ in the Public 
Interest Ip 13372 037 24X Fiche 50-379. 02/03/03. B203I90:M3 

6203160309 Foruards **QA Revlsu ti Audit Rept- Phase 1»‘* re selsrilr 
te d design sves performed for PO&E prior to June 

1470 

HEEOYgR F fi F Rtfedg. Inc B2/O3/O0 CLOUD<H L Robert L Clnud 

Associates. Inc Ip 12307 337 34X Fiche 90-273.03/03/08. 

6203160309. 


—0203160313 -QA Revteui & Audit Rept, Phase I " 

REEDYaR F rf Reedg. Inc 82/03/08 89pp 12307:338 2dX 
Flch# 90-27 9, 02/03/08. 8303160309 


--0203290277 "I'ragress Rept of Seismic Bvc-Ralated Contracts Prim- In 
June 1970. Diablo Canyon Nuclear Pouor riant " 

DENISON. E Robert L Cloud Associates. Inc 02/03/23 5/pp 
15420 003 94 X FI the 90-279.02/03/23.0203290269 


0203310303 Forwards addl Inf o. sup P I omen t Ing 020302 Teledynp Engineoi'l 
6vc s response to NRC 020203 questions re EF-1 -007. due l yn 
verification program 

CRANE. P A Pacific Oas b Electric Co 09/03/23 NIHACUIA. F J 
Licensing Branch 3 2pp 15459 110 24X Fiche 30-379.82/03/23. 

0203310303 


F Security, medical, emergency b fire protection plans 


8203110147 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division Qf Rules and Records D2/03/05 Document 
Management Branch Ip 12243 037 24X Fiche 90-279.02/03/0!), 

82031 10147 


-•0203110152 Forwards public version of revised emergency plan 
Implementing proc edures. 1 nc lud Ing Procedures EP OP-15 re 
loss of feedwater flaw b EP OP-20 re e.cesslve RCO leakage 
Privacy b proprietary Info deleted per Generic Ltr 01-27 
CRANE, P A Pacific Oas b Electric Co 02/03/03 ENOELKEN.H II 
Region 5- Office of Director 6pp 12343 098 34X 

FUhe 90-275.02/03/09,9203110147 


--Hi’OD 1 10156 rjtiic u# »t>er)«ncj pl«n imp I rnrnt Ing 

(roc»)t;r«s lr(ludl'i9 f' r C r kJo' » » £P CH-15 rf lo«« ut 

^Icj £P CP"2\> RC5 Icdkd^p l» EP CP-35 

re rca ejectior. Pe<.t«e:) taMr of contents one I 

« p»«>f»t Gat •.Clecftt Cc I00;t 13343 054 34> 

FiChe fO iV 5. 03/03' 05. 030311014 7 


^•.’03160333 netpendt to Gererii Ltr 0i-C4 re e.'cr^ero, procedurot (> 
trainio; Icr tidtion MPCIott event ». I tf "S A.6.E ^ C 
Meat inj^cute oui-ert jruup proprot uill be implemented prior 
tc «o**ercl«t opereiion A;pro> 00 5ci;rt eiperded 

SCHU'i-ER, JO Pdtific Cot I Electric Co 03/03/09 EISENHyl.OC 
Owiticn of Liceotird 3pj 13307 313 a4X Fttbe 50-375.93/03/09. 
03U3lb0j3J 


9303190303 Ferc-ertft tdfejjardt info re ebanget imp I e.-oot ed to securitg 
plan Ir.fo witr*'elo iief ICCFBTJ 2li 

CRA-.E.P A Pacific Cat 1 Electric Cc 03/03/11 DCNICN.H B 
Office of Mjt lear Reactor Regulation. Director ip 13350 046 34X 

f ict.e 30-375- 03/03/11.9303190303 


9303030090 ForuarJs V Oilinttv a«<H vteat re Cl.t-03-\ 

STfCKV. S M Docketing t Services Oranch 93/03/36 Office of tie 

Eiecutive Legal Director 7pp 13077.319 y4X 
Ficne 50-375.03/03/36.0303030090 


0303040SR4 Questions leledgne Engineering 3vt atillltg to perform 
rever I f icatinn program in light of enc I Toledgne 811034 ltr 
revealing previous worlr done for P0S.E on piping support sgs 
Rf. 9 U 3 l.PS.jn Center tor cau in the Public Interest • Joint 
Intervenors-D lab I 0 Cangon 83/03/36 DENTON. 11 ft Office of Nuclear 
Reactor Regulation. Director 4pp 13130 346 34X 

f iche 50-375. 03/03/36.9303040594 


3303110138 Memorandum 6 order scheduling filing of proposed findings t> 
conclusions In new format 6 stglo Findings due bg Joint 
Intervenors 6 CA Governor Brown on 630319.bg NftC on 930339 6 
bg ajpl leant on 030413 

h3l F. j F Atomic Safetg and Licensing Doord Panel 93/03/09 
Joint 1 nt ervencir s-Olab 1 o Cangno 3pp 13313 303 34X 

Fiche 50-375.03/03/08.0303110139 


0303190349 Forwards At la: nr ent s A t D to safeg-aards contingency plan 
Attach-ents uttr'eld iref I0CFR73 3II 

CRAi.E.P A Pacific Car t Mectric Co 03/03/13 OENTQn. H Offiii- 
of Nuclear Reactor Heqvlaticn. Director Ip 1334/ 131 34» 

Fide 50-375- 93/03/ |3. 0303190344 


9303340199 Releases public ve-sicn of amecid to Di_. const st ing of changr-. 
to er«eTgencj plans 

rEI.T0.9.j n Division of Rules and Records 63/D3/16 Document 
Managemert erar.tn ip 13400 099 34x Fiche 50-375,93/03/10. 

0303340199 


02O317Q491 Forwards M Sinclair B11303 motion for Independent audit of 
Midland 6 requests info on Diablo Cangon audit process 
ALSOSTA. D House of Rep 03/03/03 PALLAOINO. N J Commissioners 
Ig 13315 394 34K Fiche 50-000. 63/03/08. 93031 70480 


9303190097 Attachments A 6 0 to motiun to suppl petition to enforce b 
modifg license conditions or a 1 1 etna 1 1 vel g. to lodge 
doc uments 

» Spiegel 6 HcOtareid 03/03/10 Commissioners ISOpp 
13345 170 24X Fiche 50-375. 02/03/10. 03031 90097 


--03O334O3I1 Far..;ards public versior. of Ar-end 07 to application for Oi , 
consisting of Charge 1 to Revision 3 of erergeneg plan t. Mag 
]9f)l draft of San Luis Oolspo Countg emergeneg response 
plan Proprietarg info deleted per Generic Ltr 01-37 
CRASEP A Pacific Gas S. Electric Co 03/03/33 DEMlOft. H R 
Office af Nuclear Reactor ftegulation. Director 3pp 13400 099 
34X Ficoe 50-375.03/03/10.0303340199 


--U3032403I/ Public version of Revision 3 to e.*ergencg plan 

• Pacific Cas t Electric Co 91/01/26 900pp 13400 101 34« 

Fiche 30 375. 83/03/10-8303340199 


0703330111 Advises that Commission declined to grant petitions for 
review of ALAO-644 on 830310 Individual Commissioner views 
enc 1 U/o enc 1 

CHILK.S J Office of the Secretary of the Cn-nmlsslon 83/03/10 
GEOROtOU.e Catlfornla. State of Ip 347 Fiche 50-375, 03/03/ IB. 
8303330111 


.--9303230117 Advises that Commission doc 1 Ined to grant petitions for 
review of ALAO-644 on 830318 Individual Commissioner views 
enc 1 R/o enc 1 

CHILK.S J Office of the Secretary of the Commission 93/03/10 
LANPiiER. L C K| r h po tr 1 c li . Lockhart, lit 1 1 * Christopher 6 Phillips 

IP 12380 003 34* Fiche 50-375.03/03/10.8203330111 


--0303340233 Public versicn of Draft Revision B to San Luis Ubtspo 
nuc lear power plant emergency response plan 
♦ Gan Luis Obispe-CA 01/10/31 30Cpp 13403 115 24X 

Fit re 50-375. 03/03/ IB. B3033401S9 


0303310360 Releases public 
Implementing procedures 
FElICN. j H Division of 
Kanagorent Branch Ip 
0303310360 


version of revised erergeneg plan 

Rules and Records 02/03/39 Documeiil 
13473 001 24* Fiche 50-375.03/03/37. 


--0303310363 Forwards public version of revised emergency plan 
implementing procedu* es . i r< I ud ing Procedures EP CP-0 re 
reactor trip u/safetg injection 6 EP UP-3 re loss of 
coolant Proprietary Info deleted per Generic Ltr Bl-27 
CRMIE.P A Pacific Gas 6 Electric Co B3/D3/1Q ENCELKEN.ft H 
Region 3. Office of Director Ip 13473 0D3 34x 

Fiche 50-373.03/03/59.8303310360 


-•8303310360 Public version of revised emergency plan Implementing 
procedures EP OP-O re reactor trip w/safety Injection. 

FP OP-l re l.OCA & EP OP-2 re loss of secondary coolant 
♦ Pacific Oat t. Elertrit Co 93/03/03 300pp 13472 004 ."'Ax 

Ficne 50-375. 83/03/39. 0303310360 


G Adjudicatory correspondence 


‘hat util determined that spectra for 140-ft level 
IS .-ag r.cit have been conservative ra 
vel Appropriateness of spectral input 


b Electric Co 93/03/34 WOLF, j F , 

nsing Board Panel Ip 
335 


-ne 6 


--630323012I Advises that Commission declined to grant petitions for 
review of AlaO- 644 on 030310 Individual CoF.ml ss 1 oner views 
enc I 

CHILK.S J office of the Secretary of the Cummlsslon. 02/03/10 
NEvNOlOS. J R . PHILLIPS. JR Center for Law In the Public 
Interest 36pp. 12300 004. 34X Fiche 50-373. 93/03/ lU. 03039301 1 1 


6303330360 Motion for deferral of ASLO decision on issues In full powet 
hearing pending evaluation of newly discovered util design 
errors re block 6 relief valves 6 pressuriior heaters. 

Ctrtlfltate of Sve entl 

BROUN. H H California- State of DROWN. II H Kirkpatrick. Lockhart. 
Hill, Christopher 6 Phillips 83/03/18 Atomic Safety and 
Licensing Board Panel. 4pp |33B4 106 24X Flc he 50 - 978 . 82/03/ IB. 

8303330360 


9303330900 Proposed findings of fact 6 conclusions of law. Csr 1 1 f I c a t e 
of Sve enc 1 

CEOROIQU.B 3 California. Stats of OEQROtUU.S S HI 1 1 .Chr Istophsv 
«. Phillips 63/03/19 67pp 1338! 170 24X Fiche 50-973. 93/03/19. 
93039.30300 


0203950545 Proposed findings of fact 6 conclusions of law. 

C#rt(f|(At9 of 8vc •ncl. 

REVNOlOS.JR joint tntervenors-Olab lo Cangon REYNOLDS. J.R 
Center for Lew In the Public Interest B2/03/19 B7pp 19407 313 
34X Fiche 80-375.83/03/19,0303350545 


H Oeneral correspondence 


8303040051 Discusses Imp 1 omenta t i on of IE programs to raise level of 
confidence that nuclear plants can bs licensed 6 operated 
w/o undue risk |n response to 811910 concerns re plant 
licensing u/newspaper articles 

TEOFSCO.fi L Assistant Director for Licensing 83/09/09. 
CQCKEfiKAM. M Affiliation Unknown Bpp 13198 098 34X 

Fiche 50- 000. 89/03/09. 820304003 1 


1 PS 

I a) Pner a 


1 f Icete 


8203100564 Responds to 810919 ltr to President Reagan re deleys In 
licensing of plants NflC suspendod low power OL on 8111 19 & 
requested that addl info be submitted to assure that piping 
I. component restraints were properly designed 

6ERK0U. H N Management Analysis Branch B9/03/I6. DRAPER. 0. 0 
Aff 11 tatton Unknown 3pp 19211:339. 94X Fiche. 80-373. 83/09/16. 

9903100594 


19103 0|7 


iicvnmn; or pjanc^ oiKt. Qiippefictfo I nu poioer iii. on Ullliv 
r«qu»st«d t^at a<tdl tnfo bp «utnlttPd to dSSurp that piping 
t cc^ponent rptfaints -narp proporig dPtignsd 

OEflAOid. H N MatiOgSP'pnt A>iali)«tt Branch B3/09/t6 RANOCUPH.I' /> 
Affiliation Untnoun Jpp 13217 143 34t Ficho SO-373. 03/03/ 1<». 

0303100306 


0303190390 Supports facllitg operation 

FOMH.W . MlJLH0‘_AN0. C F Cha-ibpr of Coirnerco. PI pen. CA 03/03/1:/ 
PALLAOlNO. N J Corir.l lonprs Ip 13349 273 24* 

FI the: 30-273. 02/03/13. 0303190390 


6203300070 Retponde to LK Barber 030113 Itr to R Reagan oppoflng 
Ilcen4lng of plant No Itcentes tttued folloutng iki 
ac [ tdent. unt I I NRC aao assured that lefttono learned could be 
aultablg Incorporated Into plant deelgnt 

BERHCltf. H N Managoinent Ana Ig a 14 Branch 03/03/17 OAHOER. U M LHP 
Hand Rehab Products, tnc BRUNO. V F . LANOERT. N Affiliation 
Untnoan 27pp 13460 316 24 X Fiche 30-273. 02/01/ 1 7. a20330C07n 


0203300109 Foruardt llr addressed to R Reagan uhleh sias incorrpctlv 
sent to ODE 

BETANCOURT. 0 Energg. Oept of 01/12/22 COMBO. T 
Correspondence & Records Branch 31pp 13460 343 24X 

FI the 30-27 5.02/03/17.8303300070 


--9111030300 Requests that license be rescinded 

AQRECmT.H 0 Affiliation Uninoen 01/10/36 NRC - No OelaJled 

Affiliation Olven Ip 63670 293 24X Fiche 30-373.02/03/17. 

0303300070 


n. Antitrust correspondence 


0203190333 Motion to ii/ppl pelltlan to onPorce & aiadlFg license 
condition or a I lernat Ive I g to lodge docu-cents Util varied 
interpretations of obligations t. evidence of otigolng 
violation of license condition Certificate nf Gve enc I 
MCDIARMIB. R. C • AORAONA. J M Northern California Pos/er Agencg. 
Cat 1 fornla. State of. hCOIARMlO.R C Spiegel t. HcOlarnld 
82/03/10 Cofflsissloriers. 19pp 12346 119 24X 

Fiche 30-273. 82/03/10, 0303190233 


P nparating license stage documents t> correspondence 


Q203020331 Foru/ards clarification on correlation betuaon contractor 
performed uort U Independent sanples re seismic 
rever If I cat Ion program t. criteria for addi verification re 
deficiencies in OA revleia & Independent calculatlens 
ClOUO.R L Robert I. Cloud Associates. Inc 02/02/27 PENTUN.II ft 

Office of Nuclear Reactor Regulation. Director llpp 12444 271 
247 Fiche 30-273.83/03/15,0303290017 


Q tnepection reports, IE Bulletins t. correspondence 


8203180375 FOIA request for documents re OAO eudlt of facilities from 
770330-0610 Eicerpl from Region 5 770H23 llr to PC«.E re 
770711-0003 1 nsp enc 1 

ECHN6LKER.U Commlctee to Bridge the Oap. 01/10/26 Officr of 
Administration Ip 12341 316 24X Fiche 30-275.01/10/26. 

0203160373 


6303100360 Responds to FOIA request for documents re OAO audit of 
facilities from 770330-0610. Foruards documents lilted In 
App A 

FELTON, j.M Division of Rules and Records 01/11/10 SCMNELKEK. U 
Committee to Bridge the Oap Ip. 12341 310 24X 

Fiche 50-275, 81/11/18,8.703100300 


--0203100304 Provides Info re OAO findings 6 Region 3 follouup rr 
const of nuclear fac 1 1 1 tl es. In response to 771117 request 
OAO observations Impliad NRC negligence u/o documenting 
specifics ft facts 

ENOElKEN. ft. H. Region 5. 6en Francisco. Office of the Director 
77/12/03 JORDAN. E U Eiecuttve Officer for Operations Euppurt 
4pp 12341 319 24T FIf he 30-273. 81/11/18. 8303100380 


--8203100390 Discusses OAO 770613-16 audit of Region 3 Implementation 
Of IE program Follouup indicates OAO allegations lacked 
specifics. 

SPENCEfl.O 6., CRERS. J L Region 3. Ban Francisco. Reactor 
Construction 6 Engineering Support Branch. 77/12/03 Region 3. 
San Francisco. Reactor Construction 6 Engineering Support Branch 
30pp 1234 1 323 24X Fiche 30-273. 81 / 1 1 / 18. □203100300 


— 8203180408 Forwards request for Info re OAO audit of facilities t> II 
followup for response bg 771200 

JORDAN. E L. Eiecuttve Rfflcar for Operations Support 77/11/17. 
ORIER.B.H Region 1 . Philadelphia- Office of the Director 
O'RCILLV.J P Region 2. Atlanta. Office of the Director 
REPPlER.J 0 Region 3. Chicago. Office of the Director 7pp 
12341.332 24X Fl c he 30-273. 01 / 1 1/ 16, 8203100380 


77060V Items of concern include imprupei instdllation of 
pipe hanger s . rdc i I f. seismic limite's Fre fabi i c a Cod fields 
on Unit I seismic lesfaints are of poor quaittg 

OARNl ui . S P Oenerel Accounting Office /7/07/22 KNCCIKLN. I« II 
Region 3. San Iranriscs. Office of the Directur 31cp 12341 33V 
24X Fiche 50-275 01/11/10.0203100300 


* -0203 100423 Responds tv 7/Od23 notice c.f violation Curreitive a.tionf 
contractor spec changed to clarif.^ when insp points are 
applicable t, pipe rupture restraint welds repaired 
CRANE. P A Far I fit Cas •. Electric Co 7 7/09/21 EN5 ELKFn.Ii H 
Region 3. San Francisco. Office of the Director 2pp 123'i;* OIH 
24X I ichP 30 275. 01/ l 1 / 1U. a203in03HO 


--82O310O42H Forwards IL Insp Hepts 30-273/77-1/ t 30-323/77-07 nii 
770/1 I -0003 and mitice of violatinn N/o insp repts 
SPENCEH.5 8 Region 3. San Fr.sr>cisco- Reactor Ccins true 1 1 on 1. 
Engineering Support Drench 77/011/23 CRANE. (■ a Pacific Ooc t 
Electric Co 2pp I23«2 02« 24X Fiche 30'.773. Bl / 1 1/ lO. 

0203180390 


-0203190437 Fort-ards It Investigation Hepts 30 2/3/77-17 t. 50-32.3/7/ i>/ 
on 770711-14.23.29 *. 0002-03 

ENGElfEN. R H Region 3. Ban Francisco. Gffire of the Director 
77/00/23 OOVCE. j A General Accounting UfFtcO 2pp 12342 c*2.i 
24X Fiche 50-2/3.017 11/10.0203100300 


--8203180442 It 1 nc es C t ga ( I an Repts 50-275/77-17 i 50-323/77-0/ t-" 
770711-14.23 I. 29 ?. 0002-03 None omp 1 1 ant e nolei failure 
to follow Insp t. record icop ing procedure 

KIRSCH. D f spencer. C 6 Region 5. San Francisco. Reactor 
Construction S. Engineering Support Branch 7//0U/I/ l4pp 
12342 023 34X Firhe 30-275.01/11/10.0203100300 


0203220310 Requests a-send to 810014 record re IE Circular 00-04. 
"Securing of Threaded locSing Devices on 0d f e tg -He 1 a t ed 
Fqu I pmenl. '* due to safetg injection pump failure All safetg 
Injection pumps will be inspected ft action implemented 
crane. P A Pacific Oas 6 Electric Co U2/03/II F.NSEI KEN. Ii II 
Reglori 2. Office of Oiiectoi 2pp 12359 23V 24x 

riche 30-2/3. 03/02/1 1.8203220310 


0203160516 forwards IE Insp Repts 30-275/02-04 I. 30-323/02-04 on 
U2020I-03 No none omp 1 lant e noted 

BnOK. II E Division of Radiological Safetg & Safeguards Progrcjc. 
82/03/23 crane. P A Pacific 5as 6 Electric Co <9pp 1230*7 O'Jl 
24X Fiche 50 - 273. 02/02/25. 0203160316 


- 0203 1 60 323 IE Insp Repts 30-273/02-04 h 30-323/02-04 on 02030 1-03 N<. 
none omp I Sane e noted Major areas tnspociad radiation 
protection e.rgan i tat 1 on. s ta f f mg 6 t ral n i ng. ms t rumen t 
cal ibr. preoperatlonal testing 6 hGHEO-0737 Condltluns 
OAHCIA. E* M , nCHTii. H S . UEN5LAUSHI.F A Division of Rad I o 1 ug 1 1 <■ I 
Safetg h Safeguards Pro 9 ra.m 03/02/23 6pp 13309 033 PAX 
Fiche 30-273. 02/02/23.8303160316 


0303030584 Advises that IE Info Notice 02-01 . flevi s I on I. "Auiillnrg 
Feedwater Pump Lockout Resulting From Nes t I nghouse 0-2 
Ewilch Circuit Mod" was sent tti listed utils 

* Region 3. Office of Director 02/03/36 Region 3. Office of 

Director Ip 13093 240 34X Fiche 30-000.02/02/26.0303030294 


0203040000 SPECIAL INSPECTION OF * PBEI. 1 MINARV REPORT. SE ISMIC 
REVERIFICATION PROORAM" AT OlAOLO CANVON U.NII8 I AND 2 
Docket Nos 30-273 And 50-323 iPaciflc Cas And Electric 
Compang 1 

FAULKEnDF.RRV. 0 . MORRILL. P J . FAIR. J R Division of Resident. 
Reactor Project 1. Engineering Programs NUREO-0063 103 02/02/20. 

640pp Available at IITIE S13 00 I2I2I 031 34X 

riche 30-273.83/02/28.0203040080 


8203290226 Foruards IE Insp Repts 50-273/82-01 E 50-323/B2-01 on 
020104-08 E 13 E notice of violation 

FAULKENOERRY, B Division of Resident. Reactor Project E Engineering 
Programs 02/03/01 CRANE. P A Pacific Qas E Electric Co. 2pp 

12429 001 24X Fiche 50-273,62/03/01.8203290236 


--020339023D Notice uf vlulattnn from Insp on 020104-08 E 13 

s Division of Resident. Reactor Project E Engtneei'lng Progrnms. 
82/03/01 Ip 12439 003 34x Fiche 50-275, 82/03/01. 8203290226 


--0203290233 IE Insp Repts 50-275/02-01 E 50-333/82-01 on 820104 011 E 13 
NoncOiSp I Ian c e noted failure to provide qualjtg engineering 
coverage during olecirlcal rarewag supports verification 
program 

OUROOIN. J F . BIBPDP.T U Division of Resident. Reactor Project E 
Engineering Programs 02/02/19 Bpp 12429 004 34X 

Fit he 30-27 3.02/03/01. □203290326 


Advi^PS that Cf liifc rioticps 6^-04. •Potpiilidl Dpf»c U-nctj 
CpPtAin A(;A!iIAr r /OJO S»rie« I|m«-Opla^ fieldij»" t> 

G?“05- "JiKPi/d^in^ frpit.e*'T'j ot Druj-Rplatpd IncnJ©nt%. " 

•jeT« to ulils cr tlSOJID 

» Heeler 5. Iltfue ot Oiffcto' S2/0:l/|0 Soqtcn 3. Otfi«A of 
OlToctor IP l?29G 3l5 ?4» Fi<l>e 30-000. B?/OJ/ 10. H203160;.VV 


fliODK.OGIB Atfvkios toat f ne I IE tofo .‘Jotitt Oa-OA- Tailorp of lileu". 
fjoAprator Priiparij Stoa Ma'*-a<| Closoro 5 to 3%.' oaa la^uod tc 
1 1 oted I 1 1 exaava 

* He<)IOn 5. Office of Oii-ector 03fO3fI? Begien 5. OffltF of 
Director |p iaJ07 313 34» Ficfe 50-000. 0.7/03/ 13. B303I<.03U9 


1)30333031? 9rap(,i>di tu 050303 Itr rr^ue^ting infer rr pipe supports 
ease plate eeetgn Gtatoa -ept containing outline of 
facilltiet planned action *. «tdtu% of review of IE Bulletin 
79 -«3 ecivt 

crane- P A Pacific Ddc h Electric Cn 03/03/13 Fr.SELHtN. R II 
Region 3. Office of Director 3pp 13339 341 34jl 
Ficno 30-373. 03/03/ I?. 6303230313 


0303330.360 Advisee tfat IE Info Notice H3-07. 'loadeguate Security 
Screening Prugrams. " oas issued to listed licensees on 
020316 

• Reg inn 3- Office of Director 112/03/ 16 Region 3. Office nf 

Direr ice |p I3J62 297 34* Fide 50-000.03/03/16.0303320369 


5 Reportable occurrences. lFRs 6 lelated correspondence 


1120333033/ Iriteriai deficienrg rept re inadequate design of sgs 
contained in annulus area uf containment 3 I dg. |ni 1 1 al 1 g 
reported 811103 Furtber info of progress IS identified in 
suppis to (EH 81-002 

CRANE. P A Pacific Ras t. Electric Co 02/03/16 EtiGELKEN. R M 
Region 3. Office of Director ip 12390 323 ?4x 

Fit fie 30-323. H3/03/ 16. 020.3JJ053 7 


T Hearing transcripts on non-ant l trus t matters 


0203090271 Furiaards Info item re potential deficiencg in seismic 
analysis of equipment ^ ec.-ponents In containment in 
anaigsis of Unit l.cDoard Notification 82-141 

ElS3.t»lUt-0 0 Division of Licensing 82/02/19 PaleADINO. N .> 
Commissioners 3pp 13175 001 34X Fiche 30-2/3,03/02/19. 

B203090271 


0203090391 Transcript of 030223 meeting m Bethesdu.hO to discuss 
seismii design review Pp l-26ft Viewgraphs t handouts en< l 
♦ NRC - No Detailed Affiliation Given 82/02/33 3D3pp 
13175 03l 34* FIcbe 30-3/3. 82/02/33, 0303090391 


8303150203 Unofficial transcript of 020304 public meeting in 
Uasn tngton. OC re briefing t, possible vote on staff 
recommendations In fac 1 1 t tg program plan 6 independence of 
aud 1 1 

♦ Commissioners 03/03/04 93pp 13309 310 34« 

Fltbe 50-373. 83/03/04. 0203130303 


prtciT f mandat 
in nuc lear 
ver Ificatlon 

T for Operations 
34 X 


0203190469 Forwards Commission determination releasing transcript of 
830203 discussion of Phase 1 of Diablo Gang on Rept 
CHILK. 9 J Office of the Secretarg of the Commission 83/03/13 
Public Document Branch 3pp 12373 037 34X Fltbe 50-373,82/03/13, 

8303190469 


--8303190473 iranscnpt of 8,70305 closed meet ing-E'iemption 5 in 
(lash ibgton. DC re Phase 1 of Oiablo Cangon Rept Pp |-33 
e Commissioners 83/03/03. 57pp 12373 039 34X 

Fltbe 30-373.03/03/15.0203190469 


8203240213 Foraards Cnnisslon determination releasing transcript of 
020127 discussion of Oiaolu Cangnn Kept 

CHII.K. S -1 Uffice of the Secretarg of the Coir.ml s s t on 83/03/13 
Pot 11c Document Branch Pp? I239R 152 24X Fiche 30-273.83/03/13. 

0203340313 


--0203240222 Transcript of 83013/ closed hearing Eremptlon 5. In 
Washington. DC to discuss Dlatlo Cangon Rept Pp 1-60 
« Cni-miss I oner s 02/01/27 69pp 1339B 134 24X 

Fiche 30-375. 03/0.3/15. 8203240313 


6203330038 Forwards Car.i'.l s s t on de term na t lun releasing transcript of 
820121 discussion of Region 3 rept 

CfllLH. S J Office of the Becretarv of the Coi-.misslon 83/03/15 
Public Document Branch 2pF 13420 OUl 34x Fiche 30-373. 0u'/O3/ 13. 
820;)23OO3e 


-8303250063 Transcript of 83012/ closed meeting - Eiormptlon 3 In 
Wash ington. DC re discussion of Region 5 rept l*p 1-173 
* Cor h l s 5 I oner 6 82/01/27 I76pp 12430 083 24X 

Fltbe 30 -27 3 . 02/03/ 15. 0303230038 


0303290366 Forwards portions of fearing transcripts In which FEMA 
witnesses testified, to response to 820316 Itr Vi/o enc 1 
CHRIBTENDURv. E Hearings uivislon 82/03/23 PGRRv. 9 W Federal 
Emergencg Hanagpiment Agencg Ip 13433 013 24X 

Fiche SO-OCO. 83/03/35. 0203290366 


t) Congr ess 1 ona 1 /E tec u 1 1 ve Correspondence 


8203090067 Forwards criteria tor selection uf Independent auditor to 
conduct design rever i f 1 ca 1 1 on prograir Info requested from 
contractor outlined in Attachment 1 to Cooimlsston 811119 
order 

PALEAOIAO.N Coririssioners 02/02/22 9tMP60N.A K Senate. 
Environment V Public Works 3pp 12173 104 24X 

FVthe 30-373.82/03/22.0203090067 


0203110143 Advises that NRC 030201 response to 011113 unsat 1 sfac torg 
Commission should reforr-ulate criteria lo evaluate 
Independence of audit ordered on 611119 Failure to use 
precise language confuses all concerned 

OINCEll. - 1 D . OTTINCCll.R U House of Hep . Energg 6 Com.merce 
83/02/23 PAEUA0IN3.N .1 Commissioners .Ipp 12213 393 :.'4X 

Fiche 30'273. 83/03/33.8303110143 


6203170416 Forwards written in lieu of oral questions which would hove 
been asked at 9i/bc ommi t te e on Energg Conservation & Power 
hearing Independence t mtegritg of Commission should not be 
c omproml sed 

hOUHENEAD. C J House of Rep . Energg Commerce 83/03/00 
PA’-IADInO.N j Commissioners 3 fp 13,116 333 24X 

Fiche 30-373.82/03/08.030 317041 6 


0303170480 Responds to 020203 llr re independent aud 1 1 8p ec 1 f 1 c factors 
to he considered In determining Independence 6 technical 
qualifications of organi i at ions 6 individuals set forth In 
response to Representatives Dlngell t. Otltnger 
DIRCkS. U J Office of the Executive Director for Operations 
03/03/06 AEB09TA. 0 House of Rep 3pp 13313 392 24X 

riche 30-000. 83/03/08,0303170480 


8203170420 Ack receipt of 820323 Itr re unusa t 1 sfac t org 820201 response 
re independent audit Cnmimtslon attempting to deal w/unique 8. 
difficult situation Paramount r espons lb 1 1 1 tg under taw is to 
protect public health safetg 

PALLADII/O.N j Commissioners 82/03/09 OTTINOER.R House of 
Rep . Energg & Commerce ig 12316 338 a4X Fiche 50-275.82/03/0'/. 
82031 70420 


--8203170429 Ac k receipt of 820323 Itr re unsat 1 s fac torg 820201 reeponse 
re Independent audit Commission attempting to deal w/unigue 
6 difficult situation Paramount r espons t b 1 1 1 tg under law IS 
to protect public health «. safelg 

PAELAOtNO.N J Commissioners 03/03/09 DINOELL. L 0. Haueo of 
Hep . Energg I, Commerce Ip 12316 339 24X 

Fiche 50-27 3.03/03/09.8303170420 


8303240003 Forwards Cemmission determination releasing transcript of 
830209 discussion of Phase II of Otablo Cangon Rept 
CHILH. S J Office of the Secretarg of the Commission 03/03/15 
Office of the Secretarg of the Co.mmissiEn 3pp 12398 322 24K 

Fiche 30-273.82/03/15.8203340003 


mo 


;.'4x f icr.c 90- w4. uj/o:t/o:'. tironi sonno 


020303034^ Notifies thot regardless uf aiii| oral c our ot-r enc es provioniji) 
re< eived, requ I renent for fire barriers remains in effect 
Requirements must be complied u< th unless eteirption from 
lOCFR Section III G App H reiioested 

WASSALLO. 0 n Licensiiiq Orecich S 03/03/01 ./ONES. J A Cdinllii.i 
Pouer b Light Co 3pp ISlOf 399 34 X Fiihe 90 *334. 1)3/03/0 1 . 

8303030343 


8303 1 00003 Notification of cancel lotion of H3033.') meet mg w/ntll In 
Bcthesde.MO to discuss licensee plans for emergencg 
response foci II tg 

VAN VUIET.J A Operating Reactors Uranch .7 83/03/17 

VASSALLO. 0 0 Operating Reactors Oranch 3 3pp 13191 390 34X 

FIChe 50-000. 03/03/17. 8303 1 00003 


0303030536 Foruards Revision / to industrial securitg plan Revislun 
ulthheld Cref 10Crn3 7901 

FURR. 0 J Carolina Pouor t. Light Co n3/0?/?3 VASSAL L 0. 0 R 

Operating Reactors Uranch 3 ip 13099 163 34X 

F i c he 30-334. 03/03/33. «3030,T0536 


030313034tJ Outlines NRC approach re use of floiacharl roncept for 
esiergencg procedures immedtato ac 1 1 ons. pend I ng revision to 
NVREO-0799 Soparation of Immediate & subsoguent actions have 
to be evaluated on p I ant- spec i f ic basis 

VASBALLO, n 0. Operating Reactors branch 3 03/03/03 JtihEB. .■ A 

Carolina Pouer S. l ight Co 3pp 1P353 003 34X 

FI Che 30-324. 03/03/03. 0303 1 30J43 


8303120107 Advises of intent to furmallg file reguest for eseceptii.n 
from Suction 111 O App R to I0CFR50 re fire barriers fur svr 
laater bldg Supporting dnc umeci ta 1 1 on to accompang request 
schoduled for 030630 

HOWE.P ti Carolina Potaer «. Light Co 03/03/00 VASSALLO. 0 0 
Operating Reactors branch 3 Ip 13346 101 34X 

FI Che 50-324. 03/03/00. 0303130107 


H. Oecieral correspondence 


Q303330543 Responds to 811314 Itr re constltuecit interest In issoi'f. 
re radiological emorgencg response planning In vicinllg 
of fac 1 1 1 1 1 ee 

OtRCKB.U J Office of the Freci^llve Plrector for Operations 
03/01/15 ROSt.C House of Oep Ip 12373 344 34X 

Klche 50-334. 03/01/13.030333034 3 


— 0203330344 Forwards “Criteria for Praparatloo t. Evaluation uf 
Hadlulogtcal Emergecicg Hespunse Plans L Preparedness In 
Support of Nuclear Power Plants " <NURE0-0654) W/o enc 1 
ORIMC0. 8 . Division uf Emergenctj Preparedness 03/Ot/ii 
SNVDER.F D Affiliation Unknown ip 13:373 343 24/ 

FIche 30-334. 02/01/13. 0303330343 


030315004/ Forwards tndor >e.-ient 6 to WAFI II Binders Xl)-*54 t. LR-55 
BARHAM. C 1) C.irolin.i Power », Light Co ()3/0:i/0.7 SALt/MAN. .< 
Aiititruit h I'coniimic dii<il.|Sis branch IlftiliCg I' t nance) 3pp 
1333/ 167 34X I I the 50- 334. h;!/03/0.'>. H.'W3I 50U47 


P (Iterating license •. t.ige documents h c orre-.pniidenc « 


U20334OI. Forwards requests fnr add I info re equipment envirun 
qua I I f 1 1 at I on review Heqnrsts info hr submitted within 30 
dags of receipt of Itr 

IPPOLIIO. r A (lper<Uinq Reactors Branch 3 (13/01/15 JO'jlS. .1 

Carolina Power •. Light Co :lpp 13405 344 34X 

l iche 50-324. H 3 /OI / |3. H30 I340133 


-8113310016 Request for addi info re “tquipment Lnviron Ouallfti. 
Roulew of Llrenlce Resolution of (lulstandmg Issues Iron NIK 
Gqulpms'nt Lrivircin Qu.i I I f I c . 1 1 1 on Safelg Lv.iloation Repts h 
IMJ Art I on Plan )r. st<liled EqvJpmml “ 

« rrjilkllii 1 ns t I tut<-/r I ank I I II flesrarch Center NRC 03-77- I M 
MF I -C'j 35' 4 73 Ul/ll/ll NRf - tJo Detailed Affiliation Oi. 

6pp 13405 34/ 31 < Tithe 50-334. 03/01/ 15. B303240133 


--8301110750 Request for addl info re ‘'Equipment Environ Ouallfii. 
Review of Lirensee Ifeso 1 iit i on of Dutstandlng Issues From NIX 
Equipment Erivll'on Otia 1 I f I r a c 1 on Safetg Kvaloation Repts f. 
fMI Artlon Plan tnst.illed Equipment ■■ 

M Franklin 1 ns 1 1 1 u t e / E r .ml 1 1 n Rosoarrh Center NRC 03-7'?- I M 
RFl C 5337-4 73 in/ll/II NRC - No Detailed Affiliation 1: i •, 

6 pp 12405 35'J 34« Tithe 90 334. 113/01 / I 5. 83033401 33 


0303010300 Informs that NOT, would accept p ] an t -spec t f i c ref to ('I 
position in 810506 t 30 Itrs that credit fur approved. but 
unapp 1 1 ed. Ei:ct'. evalu.itinn rrcrjel ch.iciges he used to offset 
hlAPl.HOR pen.ilbies on operating ro.ictors 

VASSALLO. D II operating Reactors Ilr.inch ^ 03/03/08 J0NL'.i..l 

Carolina Power t. Light Lo 3pp 130/6 3/9 34X 

h iche 50-334. 0.7/03/00. O.RO'lOlO'.lOO 


tl30304048H No tification of 030333 mee ling w/ oil I In Rethesda. ND t c 
discuss justification for Interim operation re environ 
qua 1 I f 1 c at 1 on 

VAN VLIEF. J A OperalJcig Reactors Wrancji J VD/OJ/ift 
VASSALLU. I) B Operating Reactors Uranch 3 ?pp 131 JB 331 ; 

Fiiho 50 334, (13/03/16.830:1040480 


0303050469 Nutificattun of lime change for B:.'0:il I meeting w/otlt 1 
Rethesda. MO to discnss plans for perfoiming reload anaiqses 
1 n-house 

VAN Vl.lCl.J A Lrcensing Branch 3 03/03/16 VASSJALLfl.D I) 

Licensing Branch 3 ?pp 1313V 215 34X l iche 90 334. ((2/03/ IC 

0203050469 


--S203330946 Forwards constituent itr re regulations for emergencg 
planciing at facilities. 

ROSe.C House of Rep B1/I3/I4 KAHIEREH.C Office of 
Congressional Affairs 3pp 12373 347 SAX FIche 90-334. 
B2/0I / 1 3. 8303330543 


6303090431 Notifies that OB Vassallo has been assigned as chief. 
Ciperating Reactors Oranch 3 

NGVAK. T n Assistant Director fur Operating Reactors 03703/13 
JONES. d. A. Carolina Power 8 . Light Co 3pp 13193 363 34X 

Ficbe 50-334.03/03/13.0303090134 


I. Financial in for/nat ion 


8203040053 Forwards Amends 45 t. 60 to Licenses DPR -71 6 flPR-63 
r e spec 1 1 ve I g. safetg evaluation h notice of issuance t. 
ava 1 1 ah 1 1 1 tij Amends revise Tech tipeis to require release 
rates of gases 5 gialls be averaged on calendar gr basis 
VASSALLO. B 0 Upurating Re.ictors Bronch 3 83/03/19 J0NL3..I 

Carolina Power X. Light Co 3pp 13130 342 34X 

fiche 90-334. 03/0,7/ 19. 0203040053 


--0303040059 Amends 45 6 68 to Licenses OPH-7 1 8 , nPB-63 respect iv< 
revising Tech Specs to require release rates of noble gases. 
I-13I & radioactive malls to bo averaged on calendar gr 
bas I s 

vassal L U. 0 0 Operating Reactors Branch 3 83/03/19 i4pp 

13130 344 24X Fiche 50-331. 03/03/ 19,8203040093 


B303310305 Forwards Annual Financial Ropt 1901 8 . projected cooipaiig * ai h 
flow statement for CV83 

BARHAM.C 0. Carolina Power & Light Co 03/03/34 SAL T 2 MAN. J 

Antitrust $1 Economic analgsls Branch (Utllitg Finance) 4pp 
13494 300 24X FI c he 90-000, 03/03/34. 03033 10305 


— B303040063 Safetg evaluation supporting Amends 48 t. 6 U to L 1 1 i-n- 
Drn-7t S. DPR-63. respec 1 1 veig 

• Office of Nuclear Reactor Regulation, Olrertor 03/03/1*/ 
13130 358 24* Fiche 90-334.83/02/19.0303040093 


— 0303310310 Annual Financial Rept 1981 

smith, S H Carolina Power t, Light Co 02/03/01 40pp 
13494 304 24X F Ic he 90-<X)0. 83/03/34, 8303310303 


— 0303040067 Notice of issuance X. evallabilitg of Amends 45 6 68 
Licenses OPR-71 I. OPR-63 rospectlvelg 

VASSALLO. 0 B nperoting Reactors Branch 3 83/03/19 3pp 

13130 361 34X Flcho 30-334. 03/03/ 19. 8303040092 


J Insurance X. indemnltg inforeiat ion 


0203150036 Forwards Endorsement 7 to ANt Binders EB-34 b £0-53 
BARHAM.C.O Carolina Power & Light Co 03/03/03 SALTZMAN. J 
Antitrust X. Economic analgsls Branch (Utllitg Finance) 3pp 
) 2237 369 34X Fiche 30-'J24, 02/03/03, 82031 30036 


0203040131 Application for amend to Licenses DPR -71 X. OPB-62 
supp leirent 1 ng t. revising 020303 amend request lo extend 
end-date far performance of lech Spec surveillance 
rogul remoiil 

HOUE.P hi Carolina Power X. Light Co 83/03/33 Operating 

Reactors Branch 2 7pp 13117 174 2gx Fiche 50-334.82/03/ 
8203040131 
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,■*030^0*34 1*^51 J IS f repdr^f •'-■‘ted in 810^16 & f-40V re^l** 

ec.tltled Vclld;«» :fn5 #cr cC8/ t Skfelg- 

Helased icdds- *. »'e?l '*te voltage Study * will tie 

l•evl<*^Jeo bs A'l. # cr l r.c c* rr>4 

W CrtfjJi* «* Px-uvr K Light Co VAbSALLC* U li 

CpeeaT irg Ped-'tors C Ip l«,’l36 e«V «4>f 

Tiche ‘iJ 'J?4 •■■•**') ■•,^0».|4 


\u lil-tL 'Ja.*M 27 (Of 4 dCl infp le ift^d pr.udt I* 

tore cpoli »*9 tfeieftron Of r c.-.-.po *a 1 1 on ^ of CE Svf Jofn Ltr 
p-tW t tvr lh#o Ltr /-rfV. *;^|.pl I teef. implemented 

EvRY,L W Car’oJi'ij *. I iqM Co 02/03^0? flSENHUT'O C 

Uivi^io'. of ( irefst-vi i> iri 3 '» ’>**1 J 4 < fithe 20 - 134 .b 5 /OJ/u;*- 
g?? 33 ®'J 4 W. 


• 37 J:I)VC^ 3 i Onurents I'-fi •>ttdioe 4 at OCO^S.I <r*eetirg v/^l«C re eavliun 
qLd: I f notion of sa f e i , • n e I eO plectrical pquiponrnt Info on 
em/ipe»e»^t identifieJ a*, 'i^sririn^ replacei^ent-fuljie lesti ng 
ct ad'll '•e^eants vni » 

fiMiLPftAfi S R Cartlih^ pQwer t. ttg^t Co b<?/03/03 VASSAlL(lU II 
Uper’^tl”! WvoCters prjnt.h ? i-- 4 pp li^lbO f ^36 24 K 

^ icl'e bO' 324 * / L G^x'O fv. y 0530 


y203l6030? For*»»f 4*> i, fe9 to Lirerset 0>»-7l V SHR-h?. 

rpspec timely, safety evdisation (> notne Of > ssuancp & 
a-/a 1 1 ab 1 1 1 ty A-sei^d pe'*it» eiten^ion cf certain surveillance 
intenvals to alloo reivired testing to be perforired 

VAS3ALL0 0 fl l i'e'>sin3 tiranrh P 82/03/03 JONCS- J A Carol *'tO 

P'^tr *- H;hl Co ?PC 1^311 006 34i F|fbp 50-324 . 02/0'J/0*»- 

e?03t60002 


--0203160003 »i-sen<is 46 C t'/ tc t.icpnaps OPR-71 t> DPR -62' r espPi I I ve I g. 
;er-ctting rrtensirr. of ce'tair surveillance intervals lo 
al\ca rtyi,irel testing t.» ‘je ppifonsei 

VAS?:AlLO-f> P Litensinj Pranch 2 02/03/05 7pp 12J11 fXK' 

24/ Fi:he Or'324 0*:/0.»/O0 0203160002 


--620J16CC04 Safety Pvalnatior Sopportlog Amends 46 6 6^ to LlconfcPf 
DPR -7 I h OPR /?. respof t 1 ^ely 

« OFfiip pf Npcicar Reactor Regulation. Director 02/03/05 «'pp 
12311 095 24t Fic^ie 50O24 . 82/03/03. 0203160002 


--97031^0006 ti'otit? o* ssssionce t« availability of A-vends 46 t* 6'c in 
Licenses TPR-ZI & (.L4 r>2. resp e< 1 1 vP I y 

fiOOWCV.VL Licessir.g Ora-ith 2 82/01/03 2p? 12311 O^Xr 1'4X 

Fic he 30-324. 62/03/0". 6203160002 


9203110001 Cer^eric Llr 02-04 tn all licensees of operating plant** 
applicants for V •'olders of CP re use of INPO StC^'lW 

p rograis 

EISe'rtf'JT-DO division of licpnsing B2/03/09 flAOSPURG- A 
ConscliJated Edisnr. Co of Ne«v York LINl>ER«F Deifyland Pocvi r 
Cooperative POtCf.W 3 Oel/sarva Pouer 6 Light Co 2pQ 
I22M 03l 24X Fiche 50-CCO. 82/03/09. H203I lOOOl 


620372044B Advises t^at infc provided to supp 1 90-day response to 
safety evaluation re environ qua 1 1 f I c a t ton of saf ety-'re latpd 
electrical equipment supports interin» AA©f.^*»— » 
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• 82 ') 32202 #( Revision 1 i*' “Upprit TueJ Btoiaye Eipanelon Rept ‘ Imp 
i^.ersire figure enc 1 Apprturp carj is available in PUR 
• Caiollria Pojot % t Vgbt Co 82/03/16 ISApp 12398 003 SAx 
F»cbe 50 ji?4. 82/03/ !*■ 0203230283 


--0203220293 hligh Densitg Spent Tuol Storage S^s Trictiori lasts Slid^i 
Pad Support Oase llitl^ " 

v;»«eAOON. w C Oenerjl Klectnt Co 81/04/30 31 pp 12358 180 

24X fjche 50-324.03/03/16*8203220303 


0301330303 Application foi anend to l.icensco nPH-63 4* OPH-71 to 
mcorpuiate r equirereni^ for tiwe delay relay r.od tnti> 
stea^n line break detection circoitrg of HPC t At reactor cote 
Isolatun roPliTig sySi per nuRC 0"O737. I ten 11 K 3 |3 
liO-./E. P W Carolina f'ower 6 Light Co 83/03/16 VAGSAllO. D 11 
Operating Reactors Oranch P 5pp 12378 299 24X 

Fic he 50-324* 83/03/16*0203230303 


“0203230307 Proposed Tech Specs re Tables 3 3 2-t. isolation actuation 
instruTienta ttori. 3 3 2-2. i ns truirenia 1 1 on setpoints. 3 3 2-3* 
isolation Sys response ti.^e 6 4 3 2'l*suf velllance 
T eyuir ervents 

» Carolina Pouer 6 Light Co 02/03/ 16 l6po 1237U 264 24K 

Piche 90-324.82/03/16. 8203230303 


8203230489 Requests concurrence c/ I nt erp r e ta t l on of viordlng contained 
in facilities lech Specs re OA prugra/s Concurtonce yi/ 
interpretation of ANGI NIU t-l97| required to continue 
evali^atlon of t ra in lng/» e t rai m ng prugra*rs 

/imERKAN.G H Carolina Power 6 Light Co 82/03/17 DENTOM. 11 f| 
Office of hJuClear Reactor Regulation. Director 2pp 12302 171 
2<VX r>the tO-COO.02/03/ V7.H2032304U9 


8203230749 Notifies that NRC review of utU submittals re nUREO“ 07!|/. 
Iteci III D 3 3. "'lispreved In-plant Iodine t ostruaientat I on 
Under Accident Conditians." indicates no technical deviation 
requested Stated positions of NUnFC-0/37 will be met 
VA5SAI Lfl. D fi Operating Reactors Branch 2 02/03/17 JOMfcS. J A 

Carolina Po^or t Light Co 2pp 12J97 24V 24X 

Fiche 50-394.82/03/17.0203230745 


8203230580 Forwards withdrawal of 81072/ petition for hearing Revised 
completion dates for nods prior to Cycle 9 6 Cycle 6 found 
ceasonat le 

FLYNN. 5 F Casolina Rower !t Light Co 02/03/10 DENTON.K R 
Office of Nuclear Reactor Requiotion. Director 3pp 12390 174 
24 X Fiche 90-324. 02/03/18.8203230300 


Q Inspection reports. IE Oulletins ^ correspondence 


8101270269 Discusses dissenting professional opinion re compressed atr 
sgs.SRP Section 9 3 ]«Prqposod Revision t Identifies events 
involving sa f e ty - re I a t ed air problems 0RP should be promptlg 
imple'tented for all operating reactors S* applicants 

CAI/TREll.F S Region 2* Atlanta. Reactor Construction 6 Engineering 
Support Or.inc h 80/07/07 MURPHY. C £ Region 2. Atlanta* Rpoctnr 
Construction t Engineering Support Oranch 3pp 12295 164 24X 

Fiche 90-000.80/07/07,8101270209 


6203080213 Act receipt qf 811218 ltr informing NRC of stops taken to 
correct violations notod in IE Investigation Repts 
50-324/80-44 6 50-329/80-46 

LfUlS.R C Division of Resident 6 Reactor Project Inspection 
62/01/28 jON'ES. J A Carolina Power ti Light Cn Ip 12190 IP7. 
24X Fiche 90-324, 62/01/28. 8203080213 


~-8203080.£23 Responds to NRC 811021 ltr re violations noted In H' 
Investigation flepts 90-324/80-44 90-329/00-46. Correc t Iva 

actions environ oionftoring program completed & radiation 
protection t control procedures revised 

FURR.D j Carolina Power t, Light Co 82/12/18 O'REILlV* P 
Region 3. Atlanta* Office of the Directdr (01/03/01 I 9pp 
12198 120 34X ruhd 50-334. 02/01 / 20. 02030002 1 3 


-B2030ti0228 Forwards It Investigation Repts 50-324/00-44 Si 50-329/00*46 
on 001116-810900 t notice of violation 

O'REILLY.j P Region 2. Atlanta. Office of the Director 
(81/03/01) 01/10/21 JONES. 3 A Carolina Power 4. Light Co 

2pp 12196 137 24 X Fjche 90-324.82/01/20.8303000313 


--020308073J Notice of violation from Insp on 801116-810500 

* Region 2, Atlanta* Office of the Director (8t/03/0ll. Bl/lO/21 
3?p 12l9S 13V 24X Fiche 90-324.82/01/20,0203080313. 


— 8203000253 IF Investigation Repts 50-324/00-44 8, 50-329/80-46 on 
891116-010908 None omp 1 1 anc e noted failure to perform 
required sot vey s* mon I tor ing t reporting of radioactive 
releases, wastes 6 liquid effluents 

MARSH. R J , AlDCRSON.C E Enforcement 8» Investigation Staff 
PUCKETT. jM Facilities Radiation Protection Section ei/OV/OV 
41PP 12198 142 24X Fiche 90-324 . 02/0 1 /SQ* 0203080213 



BP03030387 Ac !> receipt I $upp I snentti 1 Itr inforfning NHC i>( 

steps tdhen to correct violetione noted in It Insp Repts 
30-324/81-89 i. 30-323/tll -29 

LEI4I9.R C Division a* Project b Resident Progrens 62/02/1'/ 

jOVES. J A Ceroline Pouer t Light Co Ip 120/7 003 247 

Fiche 30-324. 02/02/19. 0303020387 


— R203030391 Responds to IIRC Bit 123 Itr re violetions noted In It Ir.i p 
Repts 30-324/01-29 \ 30-325/01-29 Corrective jettons 
procedures affected bj plant rinds to bo revised bg 020001 
DIETZ. C R Carol ins Pouer S. tight Co 03/02/11 0'REIlLv..i I- 
Region 2. Office of Director 2pp 12077 C04 24K 

Ficho 30-324. 02/02/19. B2030.3030/ 


8203100413 Forii.-ards IE Safeguards Insp Repts 50-324/02-04 j. 
30-325/82-04 on 020201-05 Mo none oeip I lane e noted 

CANTRELL. P Division of Project <. Resident Programs 02/02/1'/ 
UO.NES. J A Carolina Pouer & Light Co 2pp I2IBB 120 24 X 

Fiche 50-324. 82/02/19. B303 1004 I :i 


--B2031004IO IE Safeguards Insp Repts 50-324/02-04 *. 50-335/112-04 oi. 
820201-05 No none oe.p 1 1 anc e noted Major areas Inspected vital 
area barr i ers. 1 1 gh t Ing H. personnel access c on t r o I s Oe t a i I s 
ulthheld iref 10CFR3 7901 

TOOIM.U J . MCOUIRE.D R Division of Project t. Resident Prnnranr- 
G2/02/IA Ip 12108 130 24X Fiche 50-324.02/02/19,0203100413 


0203000349 Foruiards IE Info Notice 02-0 1 . Rovi s I on 1. 'Auilliarg 
Feeduater Pump Lockout Resulting Hrnn Mas 1 1 ng house tJ-2 
Switch Circuit Hod " No response required 

O'HEILUV. J P Region 2. Office of Director 02/02/2* u'-BID. R 1 
Florida F*oiaer t. Light Co HANCOCK. J A Florida Poaer Corp 
HILLER. S H Oeorgla Pouer Co 4pp 12130 10.3 24X 

Fiche 50-000.82/02/36.6203000349 


8203170441 Foruards IE Info Notice 02-03. ’'Environ Tests of Electrical 
Terminal Qlocks. " 

O'REILLY. J P Region 2. OffUe of Dtreclor 02/03/04 OIIRIb'.R I 
Florida Pouer 6 Light Co HANCOCK. J A Florida Pouer Corp 
miller. J H Oeorgla Power Co 4pp 12315 -309 24x 

Fiche 50-000. 02/03/04. 0203170441 


0203170509 Ac k receipt of 020210 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50 -324/01-25 >■ 
50-325/82-26 

LEWIS. R C Division cif Pt oject 6 Resident Prcigrame. 02/03/1(1 
FURR.D J Carolina Power 8. Light Co Ip 12'J2l 284 24X 

Fiche 50-334.02/03/10.0203170509 


— 0203170522 Responds to NRC 020111 Itr re violations noted In IC Insp 
Rept 50-324/81-25 & 50-325/01-26 Corrective actions 
corporate emergrneg plan Is being revised & evaluation will 
be completed bg 020401 to determine need for mods 
FURR.O J Carolina Power 6 Light Co 03/02/10 O'REllLY. .1 P 
Region 2. Office of Director 5pp 12331 283. 24X 

Fiche 50-324,03/03/10.0203170509 


0203170519 Foruards IE Info Notice 82-04. "Potential Deflclencg of 
Certain AOASTAT E-7000 Series T Ime-Oo lags. " 6 IE Info 
Notice 03-05. "Increasing Frequeneg of Drug-Related 
I nc 1 dents . ’* 

O'REILLY. J P Region 2. Office of Director 82/03/10 UMRID.R f 
F'lorlda Power 6 Light Co HANCOCK, J A Florida Power Corp 
NILLER. J H Oeorgla Pouer Co 4pp 12331 206 24X 

Fiche 50-000. 82/03/10. 0203170319 


6203170393 Foruards IE Enforcement Meeting Repts 50-324/83-07 t. 
30-335/02-07 on 030324 No noncompliance noted. 

□ 'REILLY. J P Region 3. Office of Director 02/03/11 JQNE3. J A 
Carolina Pouer i, Light Co Ip. 12317.140 24X 

Fiche 50-324. 02/03/11.8203170393 


— 8203170402 IE Enforcement Meeting Repts 50-324/82-07 <■ 50-325/82 07 i.ii 
020311 No noncompliance noted. Major areas discussed proposed 
corrective actions re eiceedlng limiting condition for 
operation 4, failure Of RHR svC water sgs. 

LEUIB.R C Division of Project <• Resident Programs. 82/03/11 
2pp 12317 149 24X K1 Che 50-324. 02/03/ I 1,8203170393 


6203250401 Foruards IE Info Notice 62-06. "Failure of Steam OenerAtnr 
Primerg Side Manuag Closure Studs *' No written response 
requested 

O'HEtULV. J P Region 2. Office of Director 82/03/12 UPRIO. R I 
Florida Power 1. Light Co 5pp. 12409' 186 24X 

Fiche 50-000, 02/03/12. 8303250481 


0203360250 Forwards IE Info Notice 83-07. "Inadequate Security 
Screening Programs " 

O'REILLV.J P Region 2. Office of Director 83/03/16 UHRIC.H F 
Florida Power 4, Light Co HANCOCK. J A. Florida Power Corp 
MILLER. J.N. Oeorgla Power Co 4pp 12434.107. 34X 

Fiche 50-000. 82/03/16. 0203260250 


roll ..' 1 1 opf.iiv-; rK.'oit'. L -e let el i ur r e spondent e 


P2032'J069/; ForueidS ssrthig operjli;.^ reel for (’..I, 1962 

PIFT/. C R Cetolisj Pov.T (. Light Co 02 '03/ 1 1 blELLO. V 
Di"ectsr S Office. I'ffice <>» Inspectijn .ind Cn f ore erne nt Ip 

I23U’7 J5I 24X i ICl.r 5; 324. 02/03/ 1 1 0203235696 


■P203230702 Ml !• t h l , upecu*. iiig repts for Feb 19112 

HARR 1 SUN. F Carol > '’a foLfr ?. > ighl Cc 02/O'.'/O4 opp 
12-'H9 .152 :;4X ( ir'e 50 :J3«. 92/03 •' 1 t . 3203230696 


RBro-totle I c ur r eiir rs 1 FRs 4 related c or " rsposd enc o 


020317057 a FI.O-- I l ‘IH -ObH c* P 107 1 7- uor v er received whole bodg dort- 
of 42ir milli'd-. jeer urrii.’} on baii>L..ish re.eivpr tar.v 
resin transfer line t.iused bg resin mo ve.-on t In line 
I n\ cs 1 1 g.s t Ion c or, 1 1 no mg 

IHClP.G L . HCSCV. t H Region 2. Office nf Oiiector 0l/O7/:'(i 1 

13320 142 24 « Fiche 50 ;ir4. 0 1 /07/20 0203170574 


03O3Ot'OI69 Fgruarps lC 4 GC' OIl/OJL 0 

DIETZ, C ft Carolina <>over 1 l ight Co 32/02/11 O'KEILLV J I* 
Region 3, Lifice of Oireciui ip 12153 121 24 X 

Fiche 50 324. 02 ()2.' I 1 ■ e2<'.3fil'OI69 


•-P3O:iC0O1 73 Ll H U2-0n-'0?- O on RJOI l*. reac t ur lo-j level switch 
2-1121 -L 13-907 0- 1 .ictuaied below min level Caused bg loose 
setscrew alluiLlng insttonent TechAni5<" to slip 4. prevent 
accurate In si rcimei’. I lescunse Screw tightened 

PASTVA-.I J Carolina F'pwer & Light Ct 02/C.3/11 Region 2, 

Office uf Director 2pp 12153 122 24 X Fuhe 50 -324. 62/0.*/ I I . 

□2030001 ',9 


020300056(1 Forwards lER 02 01 •1/031, 0 

DIET/.t H Carolina Fewor * Light Co B2/02/II O HLILLV. 7 I' 
Region 2. Office of Director Ip 12156 249 24x 

( icha 50-324. 02 '02/ I I ■ C-i(norO560 


“-0203080572 LER 02-01 4/03i. -0 on 0201 1 7. p r Ima r g containment atmnspher 
oiggen anj l g | er . 2- CAC -Af I263"2.dld not show eipecteJ trend 
In drgwell c one eft r at I on Caused bg analgier components 
beating up dee to stuci ther.-iostat electrical contacts 
PaSTOA.M .j CArolina Power t light Co 83/02/11 Region 2. 

Office of Director 2pp 12155 ;;50 24 x FUhe SO 324. 82/0;*,' 1 I . 

0203000566 


0203000561 Forwards LEO 02-01 //O3L0 

DIET/.C fl Carolina Powor f. Light Co 02/02/12 O'HBiLLY.J I' 
Regioi, 2. Office of Oirectoi Ip 12156 25*/ 24X 

F iche 30-324. 02 '02/ 1 2. Il2030o056 1 


--02O3OOO567 LFH 03 01 7/0,3;. -0 on Fi.'Ol 18. r enut e shutdown panel suppris 
chamber w,itei temp recorder 2-C.tC" IR- 7/tl did not record 
te.mps Caused Pg print head actuation linkage separating from 
solenoid due tu lack of spring tension 

PASTVA.M J Carolina Power L Light Co 02/03/12 Region 2. 

Office of Director if 12156 2tO 24X Fiche 50-324.02/02/13. 
8203080561 


£203080300 foruards Lt» 0.3 0I5/O3L-0 

DIETZ. C R Carolina Power 4 Light Co 02/03/15 O'REILLY. J I- 
Region 2. Office uf Director Ip 12154 131 24X 

Fiche 50-324. 03/02/15.0203000300 


--0203000310 lER 82-01 5/031. -O on 0301 1 7. ii.termed I ate range monitni (I 
C declared inoperable due to erratic indication 4. IRM E.uhei. 
on range 9. indicated downscale Caused bg tear In detectnr 
signal cable In IRM E L defective detector In IRM C 
PASTi/A.M 3 Carolina Fewer L Light Co 02/02/15 Roglon 2. 

Office of Director 2pp 12134 |32 24X Fiche 30-324. DP/o;-/ 1 1- 

0203000300 


8203000573 Forwards LER 820in/03L0 

DIETZ. C n Carolina Power 4 Light Co 02/03/17 O'REILLY, J I* 
Region 2, Office of Director Ip 12136 261 34X 

Fiche 50-324. 03/02/17.03030005 73 


■-02O3O8OS06 LER 82-0187031.-0 on 020130. rout I ne surveillance revealni 
drguoll flour drain DFij'D flow integrator. 1-016-F0-K60 1 . 

Indicating UuiFD su'sp riow w/n pumps running Caused bg square 
root convertec 4 flow transmitter out of callbt 

PASrVA.M J Carolina Power t. Light Co 83/02/17 Region I'. 

Office of Director 2pp 13156 363 34X fiche 30-324, 03/0;*/ 1/. 

0203000373 


8203000353 Forwards LER 03 024/017-0 

DIETZ. C R Carolina Power 4 Light Co 82/02/18 O'REILLY. J I* 
Region 2. afflce of Director Ip 12149 165 24X 

Fiche 50-324. 03/02/ in. B203000353 


t » jli I'j . ir<' ' 0 I • • ' tj«!OiCS. «. antr 0 1 61:5 «*«'grntv 

. 6 f 1 8 Jrt*. ; c<' 4 %^ r. c t ijPi'* rece:?l of 

<s>it»ol .si !'■ Or* 

iiKit j-.l< '«< • ir ti Desi';'' re.»e. bf.deruag 
P'.'it .A ~ • '■•.■wpr t fc fi?/Uc?/ta rtpgion ;•. 

.< 121'*’’ J')t» tui.e tiO-'.Cg. t3<u2^ Iti. 


r<.r.4-:i 1 r-’ -j; ■or./uji-o 

; ;tlf ' “ ' I'. liid • lig"'. Co <<;.vOr'«i’ O BEItl V. J !• 

• , .-f ‘•■. :.■) c. r; 3 : f.w.’i 


OTd'C '.■>■ -f “ 'iZ-'H lf"i ’.' .1 P 2 Jl i'<. ■ c-jt 1 r.e to<*pari 4 Cn of s j;^p > t s< t a<- 
.Iter I.-.el ii;i'il'tt <.o B'OU revejleC 1 5 inch 
« ; 1 '. I e ;a-'t , b»t.re' lo'ijj I •.n<e ro-ijp initri»enl» Ceuieif 
t 'I i "■o^era" I T : I j jf hlti2 le*el I'lt t r jrer»c t 

Pf-Sr-.-A r . Car 'I I'd f’t.er *. Lijhi Co 32/C2/22 Be 5 *oci 

0<<i:e -( ; ire, I.r 2? e 12154 Or.b 24 r Fiche 50 J2«. P2/02/;’;‘. 


.• ’.vC-'. -b ‘•--.A'JV r= =:■ r..J/03L-C 
MF'I C F .e»c«: a P.-.e- '• light ic 9C‘02/-‘’2 0 <' 

iiegicr 2 1*1 ire cf Cire: tr* lo 12154 oOb 24* 

i I ( 0 e 1 . - j; 4 i? w'2 e 2 ;(.'.oC05ii 


2t3.;wPCCf5 IFF -jc C2C-C_'»."‘5 00 02 Clt'f. pi iro ccnteini'ent atoicapFer 11 
rijgpo aoa:i,ier *' ca* r'T-l 2 oi -2 Fo-ioc trijicacir.g r-ign 
\o-te: ''r.ioti.fe iri-ctc II or a. lie" 4e-;le piping 

r-ii»i-e t c er >. recdli:r 

FAoF.a ** Cari.;;'ii F O'.er t. Light Co 9^:r02'23 Poqioii 

Of'i.e :< C I'ett.'r 2p p :ri34 cio7 24* Fife 5C-334. 02/O;’/:;;’. 
51..t.:5.‘. 


•32 :3Ce3i- .e F6i-,ai:ti LFF 8 .' p;a/0?l-C 

( ItW C 3 Cdr.liio Po.e' L.jrt Co D2'02r22 0 REILUV.J i- 

r-egioi- 2 fi'fi'e :f 3iie;tcr j. 12:tO 199 24< 

'■il'e ' 324 1=2 '32 :z SJ i^C.^'gijlfl 


;20:C-jOc22 -cB fl2-‘;Cb.ij:i J or. fa2DlS9.HIc;3 iiiatrcoent 2-CAC -i.li-2f,(i2 
iojipol.cfr eireelr; lee' bpeeo CeuseJ tg loos of flow to 
t r ar s-e i 1 1 e - 0 •ra-s-if.er ealihr 

F44fvA 10 ; Cd'nlird Pc.ce f. Light Co 32/03/22 Rogtoii 2. 
Office of Ci-ectof 2?p 12lii0 300 24 « Fic'e SO 324.S3/0.V22. 

0 ^;f. 3ti9C<. ! ~t 


E'2-33'3B357 I For.a'cs I Fh F*. ■ 023/031 -Cl 

rifT7,C O Cd'rli'it. F).pr t Light Co 02'02/24 0 HE ILLV. J (• 

Peji-jn 3. 3i«i;e if Oireitor |p I 1 38 266 24* 

Fithe j?4 82/02/31 82C 1380579 


- -t:2t 3050503 lFH 82 -022 rC"*i -0 on 020216- isolating function of tiunaient 
;n-itire crpte A gc-ijr- iibe pii-ta-M tontainrent isolation 
pill -.al.e le/jee ir.opeiable dutirg eicmtor calibr F. base 
0 1 St r I bet 10 II Cacse-i bv probe not *ullg retracting 
FASl'OA ft j Carcicna PcLOr b Light Co 82/02/24 Region r*. 

Iiffite if Director |p 12136 267 24* Firhe 30 324. 82/03/2'4. 

8203080575 


<)2w31B02B4 rc,r,.arcs l£R 63 •026/0.iL -0 

PIET7.' H Carol ira Po.er *. Light Co B2'0.2/25 0‘HEILLV. j f 
Hegijn 3. Cffita ^f Oirectoi Ip 12334 ? /4 24* 

Fiete 50 324. e2-C2.2S. G303!60PQ4 


‘203100285 lER 02 “036/03i. — O or. 020202. toa level switch. 

3-D2.-Lt3 UG.SIfi 2. wb 1C s piuvides one of signals reguired Co 
initiate avti-atic depr essur 1 ta 1 1 on sgS failed Cause could 
oit be deterisinei Gaitcn replaced 

PASTOA.f* J Cdirlma fc.er b Light Co 02/02/25 ftpgioi. 3. 
Cffice of Oir-ect-ir Ij 12334 275 247 Fitha 50-324. e2/0;:/;'tj. 

03031 erpoa 


U203|704'/4 Forwards LEW 62 039/031-0 Detailed event anal.sis «ni I 
Olf.I7.C fi Carclina POLcr t Light Co 62/03/01 O'BEtLLV.j i- 
Regior. 2. Office of Director 3pp 12315 280 24« 

Ftche 3C-324, 02/03/01 02031/0474 


--82D31/C470 LER 92-029/00- -0 on 020203. d Iscoverpd Suction fieadei liw 
pressure loctout rendering aivs | fc it hhr svt water 
subsgsier- inoperable Caused tg loss of operating fluid level 
in dlaphrag-i sousirg of suction header pressure switch 
pASTvA.n J Carol ina Fnver fc Light Co 02/03/01 Region 2. 
Office of Director ip 12313 291 24* Fiche 50-324.02/03/01. 

82031 70474 


Wa03l30463 Forwards UER 93 U27/03L-0 

01ET7.C 6 Caiolioa Poser fc Light Cc B.';/03/03 O'REILUV. J w 
Region 2- Office of Director ip 12316 182 24> 

Fiche 50-324. 83 03. 03. 02531 / 04 f, 3 


;;U’34iJ LER .la-Oi.’/C^. C on 820202. eain ttean line radlatloli high 
cnanrel t -o.ild r-nt actuate jher test signal was applied to 
cnanrel input irstr utei.t 012-Hf 1*6020 Caused bg nelted 
insulaiio’i ‘ra<n rela, coil of Channel actuatton relag 
P.SS1VA. 8 J fa-jlifia Pcaer fc I ighi Co 03/03/03 Region 

Office of Dll ec tor 2; p 12316 103 24 X Fiche 50-324.82/03/03. 

82021 ’04fc2 


52‘2230404 Foi wards LER 02 OIO/OHlO 

OIEI/.C W Carclina Rower r. Light Co 82/03/04 0 'RE ILLV. J I* 

Regior 2. 0‘fice Of llirectsr Ip 12303 .334 24X 

Ficte 50-324. 02/03/04 • 0203220404 


. 6203230«CCi LER 62-010/031 -C on 02020/. soppr essl on chamber water temp 
rec or ie- . CAC - IR 778. St Owed norral temp indications but 
Intermitten recordirg eri chart recorder Caused bg recorder 
print actjatior saienoid ajt of adjusimont 

PASIVA. M J Carolina Power fc light Co 62/03/04 Region 

Office of Dliector Ip 12303 335 24X Fiche 90-394.02/0.1/04. 

0203232404 


•22032J0532 forwards LER 62 -031 /03l "0 

31617-*: n tarolino Power I Light Co 82/03/04 O REILLY. J F' 
Region 2. Office of Direr toi Ip 1230.3 096 .34X 

Fiche 50-324. 02.-03/C4. 8203220532 


- -62032305311 Utfi 02-031 '03t -0 on 02O2O'». water leat dripping on pt Inai g 
c onta inr.eht at-'cspheric 1 -rnitor 2 C AC-ATH- 1 963. c ame in 
contact w/monitcr power swpplg transfornor resulting in 
less cf power Transferrer replaced 

PADTvA.r* J Carolina Rower fc Light Co 82/03/04 Regioii 2. 

Office of Director 2pp 12302 097 24 X Fiche 30-324.09/03/04. 

8203230532 


0203230591 fo'warcs LER 09 025/03L 0 

0IET7.C fl Carolina fewer b Light Co 02/03/00 O RFILI.V. J i* 
Region 2. Office of Dtrectnr I? 12309 031 24X 

Lithe 50-,334. 02/O3/CO. 0.-Q323332t 


8203230536 LER 02-O25.'O3l -0 on 09021 5. ruut I lie surveillance reveoled 
illg film on inside window to main steen line tunnel tenp 
high channel L* actuation lelag A71D-K9U Caused hg iselted 
insulatior. froT relag COll Rclag l2HmA5lA49F 

PariTVA.i- Ca-olina Power fc Light Co 82/03/00 Region 9. 

Office of Director 9pp 12302 052 24X Fiche 50-394,09/03/00, 

0203230521 


e233230<.06 Forwards LER 89-016/031.-0 

0IET7.C R Carolina Power b Light Co 0.3/03/09 O'REILLV.J I' 
Region 2. Office of Director Ip 12309 349 24x 

Fiche 30-324. 02 /03. C9. 0203230608 


--E203230694 LER 82-0lf'/0I.L-0 on 02021 4. dur 1 ng plant operat ion. roac toi 
rec I r c u 1 at I wn pump tri;ped Caused bg accidental dropping of 
RTOO on/off indication lights for pump ndtor generator set 
drive motor power supplg hroaker into module soclet 
PASTvA.M J Carolina Power fc Light Co 82/03/09 Region 2. 

Office of Director Ip 12.309 350 34 X Fiche 30-324.02/03/09. 

8203.'’30606 


CCCWEl 50-325 ORL'.SWICK SlEAM ELECTRIC PL/VNT. UNIT I 


F Securitg. redlcal. erergencg fc fire protection plans 


C.2C.3030242 Notifies that regardless of ang oral concurrences prevlooslg 
r ec e 1 V ed. regu 1 - oihent for fire barriers remains In effect 
fieguirements must be complied with unless eiemptlon from 
ICCFR Gee lion fll 0 App R requested 

VA0SALLO. 0 8 Licensing Oranih 3 Q2/0Q/01 OClwES. 3 A Carolina 

Power t Light Co 2pp 12109 355 2<X Fiche 50-334.82/09/01. 

0203030242 


13203100003 Notification of cancellation of 03O992 meeting u/utll lii 
Bethesda.PO to discuss licensee plans for emergeneg 
response f ac 1 1 i tg 

VA'I vlIET.J a Operating Reactors Dranch S 02/02/17 

VAGKA'-LO. D D Operating Reactors Branrh 2 2pp 19191 250 94X 

Fiche 30-000. 02/02/1 /. 0303100003 


0203030526 For-wards Revieton 7 to industrial serurttg plan Revision 
withheld I ref 1CCFR9 7901 

FLRR.O J Carolina Power fc Light Co 62/09/92 VASSAL LO. 0 U 
Operating Reactors Qranch 2 ip 19099 162 g4x 
Fiche 50 - 324 . 82/02/33.6303330536 


9203190343 Outlines NRC approach re use of flowchart concept for 
emergeiicg procedures Immediate ac 1 1 one. pend Ing revision to 
r.UREC -0799 Separation of irmediate fc subsequent actions have 
to be evaluated on p Ian t - spec 1 f ic basts 

VA63ALL0. 0 0 Operating Reactors Oranch 2 02/03/03 JDNC9. ,1 A 

Carolina Power fc Light Co 3pp 12233 C0.3 34X 

Fithe 50-394. 02/03/03.6203120343 


G203ir01B7 Advisef Of intent to Fornolld file request fur etemptiun 
from Section 1(1 C App B to lOtfBSO re fire b.trriers for svc 
oater Dldq Supporting due uepnto 1 1 on to oicuoipanij request 
Sll>ei)u)eil (or B20(>3O 

HOWE. P M Carolina Pou.er £, Light Co 02/03/00 VAtitiALl.n. I) II 
Operating fteactors Drench .? tp i220ft (111 (I4X 
ft Che 30-324. 02/03/C0. 0203130107 


M Oeneral c or r espondonc e 


0203320543 Responds to 0IIP14 Itr re constituent interest in issuts 
re radiological eriergencg response planning in viciiiltg 
of fac 1 1 1 1 tes 

0IHCK5.U J Office of the Ltecutive lliiectui for Operaiinns 
02/01/15 nOGE.C House of flep Ip 12373 34d 24* 

flche 30-334. 02/01/13. 0203220543 


--6303220344 Toruards "Criteria for l*r eparal i on h Evaluation uf 
Radiological Enrrgencg Response (Mans t> I’reparedness in 
Support of Nuclear Posier Plants ' (NJRCO -O/.Sa I W/o one I 
ORIMED.D Olvislun of Energencg Preparrdness 02/01/11 
GWVfiER.F B Aftllvatlon UnVnoun ip 1 3372 343 24* 

Flche 30-32 4.63/01/15. 0203220342 


--820323034& Foruards constituent Itr re regulatinns for eoorqriug 
planning at facilities 

ROSE.C Mouse of Rep 01/12/14 HAtTiFHER.C Office uf 

Congress 1 ona I Affairs 3pp 12372 347 24* Flche 50-324. 

02/01 / I 5. 0203220542 


□303090434 Notifies that OB V/assallo has heon assigned as chief. 
Operating Reactors Branch 2 

UOVAK. T H Assistant Otroctor for Operating Reactors 02/02/12 
30NEO. J A Carolina Poser (.Light Co 2pp 12192 262 24* 

Flche 50-334, 63/09/12. 0203090434 


I Financial Information 


0203310303 Forieards Annual Financial Rept 19131 t. projected enrspang . .u.i. 
flota statement for CY02. 

BARHAM. C D Caroline Pouer (. Light Co 02/03/24 6AL1ZHAN. .f 
Antitrust & Fcononlc analgsls Branih (Utilltg Financol 4pp 
12434 300 24X Flche 30-000.82/03/24.02033103115 


--6203310310 Annual F 1 nanc t a 1 Rept 1901 

GHI1H. Q. H Carolina Pouor h Light Cn 02/03/01 40pp 
12434 304 24X Flche 30-000.03/03/24.0203310303 


j Insurance (* Indeirnllg Infuriratlon 


6303130036 Forwards Endorsenont 7 to AMI Binders CO-34 t. £0-33 
DARHAM.C 0 Carolina Pouor t, Light Co 03/03/02 SALTZHAN. .1 
Antitrust 6 Economic analgsis Branch CUtllltg Financel 2pp 
13257 369 24X Flche 30-324,03/03/02.0203130036 


□203150038 Foruards Endorsement 37 to MACl.ll Pol teg MF-OO 

DARHAM.C 0 Carolina Pouer «. Light Co 0.3/03/02 OALTZMAN. J 
Antitrust (« Economic anaigsts Branch fOlllllg Financel 2pp 
12337 I BO 24X Flche 30-334, 02/03/02. 02031 5003B 


0203150047 Foruards Endorsement 6 to MAELU Binders xB-34 6 EB-55 
BARHAM, C I) Carolina Pouer t. Light Co 03/03/02 BALTZHAN. .1 
Antitrust t Economic analgsis Branch (Utilllg Finance! Jpp 
12257 167 24X F 1 c he 50-334, 02/03/02. 82031 30047 


P Operating license stage documents (■ correspondence 


3333340122 Forwards requests for addi Info re equipment environ 
qua! tf nation review. Requests info be submitted within 30 
dags of receipt of Itr 

IPPOLITO. T A Operating Reactors Branch 2 02/01/13 JONES. J A 

Carolina Power t* Light Co. 3pp 13405-344 24X 

Flche 30-334.03/01/15.0203340133 


--8112310016 Request for addI Info re “Equipment Environ Oua 1 1 f ic at 1 on 
Review of Licensee Resolution of Outstanding Issues From NRC 
Equipment Environ Oua 1 1 f 1 ca 1 1 on dafetg Evaluation Repts (. 

Till Action Plan Installed Equipment " 

a Franhlin Inst I tule/Franl. 1 1 n Research Center NRC-03-79- 1 10 
BFI-C3237-472 81/ll/U NRC - No Detailed Affiliation (llvoii 

6pp 13403 347 34X F Ic he 30-334. 83/01 / 1 3, 0303240122 


0203010300 Informs that NRC would accept plant-specific ref to CJ.- 
posltion in 610306 & 26 Itrs that credit for approved. but 
unappi i ed. ECC8 evaluation model changes be used to offset 
MAPLHOR penalties on operating reactors 

VA58ALL0. D. B Operating Reactors Branch 2 02/02/00 JONES.,! A 

Carolina Power & Light Co 3pp 12076 2/9 34X 

Flche 30-334.82/02/03,8303010300 


.'i ...J.ulun ‘lot I « : f J t I cr. i:l rretiuy « ,lil ii 3r I ■ f sc a. Pl» 1 

discuss JUS ■: 1 f I f ,11 I r.n la' iciterie apeiati:i'> r r environ 
■)ua I 1 < 1 cat 1 

•.•All VI If 1 7 A riper at If.s M eac lets 3ronrii 32/02/ ifc 

ASr-Al.l 0. t> B llperatii.g Reactors :.r.i<.ii, , Jpj, Id JO 231 
l iche *>0 3 J-l 63 ■ C2 . : 6 t>,’ '.^C-lOdflO 


'2". 1050*1 p9 Nut 1 f 1 c a t . Or. of i I se cha*:ge fur OJOIl; ..seetsfiq a/util 1 
Be the s da. MU t f. discuss pi. ms for pel fui ring leliiad analgses 

III- house 

VAN VI IM J A liieisli; U'oiiih 3 f),!/03 ' 16 VAESAI i 3 0 0 

LI en sing Br.inch .? 2p,-. 121 J9 2 1'.; ;><* Fiche 50 334. 05/02 / I /• 

I)2030304<-9 


0303040052 f nruai CS A-seidv 4-. *. /,□ t'. : iirn.i". f-PR 7l J, UPR- 63 
r espec t i-.r 1 g . S .1 r e t -J e.alaatiun t. imtica qf issuance t. 
availability Amends rpsise ler*- Specs to requur release 
rales nf gases !, mails be averaged on calendar yr basis 
VASSAL LO 11 0 Opel at I nq Heat tars O'anrh 03/02/19 .|(J6F;!..' 

Carnlina I'ouer 6 Ltg/t Cu 3pp 1.3121' 343 24* 

Fir ho 50 :i;/-l. (12/03/ 19. 8Jv 3040032 


-820304CO5-7 At ends 4b 6 /-fl bn Licenses nnu - ' i *. |ipR-63 respefli-'r 
revising Teel Specs In require ret*. ase i.ibes t,f r. otlv gases. 
1131 f. raciciacti.e ...iils ti> tv av.'rage.' on caleicat -ji 
basis 

VASSAL 1.0. I) U Cperati-ig Re.nturs llranih 2 U3/02'1'7 1-lpi' 

I2l."’0 J44 24* Firt.e 50-324, 02/03 19 uiO:‘C40052 


030304O3''3 0.1 let J e .a ; .la*. 1 nn suPpanting Aren-.'s 43 t- {,11 to lir..n' 
0PM - 7 I t- 0*' fl -62. respect 1 .vl«| 

» Office 01 Hue 1 e.ir Reactor Regulatinn. Uliector fl 2 / 02 'iv 
12120 330 34* Flche 30 331 O.’’/ 03/ 19, 8P 030400 53 


--0303040067 Notice of issuance t availability of Amonds 4a t 6IJ 1. 
Licenses I)PR--71 r. HPR 63 respectively 

VASSAL L,l. 1) D Operating Reactors Qrancr. 3 02/03/19 3ap 

I.3I30 3r>l ;sx Fiche 50- 324. 03/03/ 1 9. 63('304C052 


02030*10131 Application lot a send to ticei.sos b 1.1-11-6.7 

supp I edieot i ng t, revising 020303 amend request to ertend 
end-date for perforrance of lect. Spec svrveillat.ee 
requl I ©nont 

JIOWE.P 21 Carolina Pnuar 6 Light Co 112/02/35 Operating 
Reactors liranci. 2 /pp 131 17 174 34* f iche 50 334 03/03/. 

0303040131 


0,''0304045a Responds to NRC 020115 Itr requesting .sddl ir.fo re r es j . 
qua I 1 f 1 c atoon of electrical equipment More cost effective 
levies, coulil be conducted by N'K. 1. Lrancltn Research I'tr at 
util central files in Philadelphia 

OILEY.E E Carolina Pouer f. Light Co O2’/0J/OI ElECNmUT.B < 
Division of Licensing 3|.p 13114 113 34« Fiche 50 -334. 03/0 ), 

0203040453 


030'I050234 Advises that discrepancies noted in 810316 t 0409 repts 
entitled. "Voltage Drop Studg f oi L'OO/ 1 20- Vol t Bafetq- 
Rolated Loads." 6 ‘Rept on Site lest Vult.ige Study" will be 
levlewud bg A/E Revisions Pcrihcos'ing 

ZIMMERMAN. G fl Carolina Pouer b Light Co <12/03/03 VASSAI I l>. ( 
Operating Reactors Braocr 2 Ip I3136 529 34* 

Flche 30-324. 02/03/02.8303050334 


03030504 1 6 Responds to NRC 02012/ request for addi info re iciudeguv 
core cooling deleclion Ilec oevsendat I ans of 0£ Bve Info Itr 
299 b Live Info Ltr 599. SuppI I have been implemented 
EURV.L W Carolina Pu-ao- t- Light Co 03/03/02 FIBENiiuT.O O 
Olvlsinn of Llcenslnq Ip 12136 081 24X Ftiha 50- 324. (13/03/( 

02030504 1 6 


8203090530 Documents Info obtained at 020233 meeting u/KRC re onvii 
qual 1 f 1 cat I on of saf r t y-r e 1 at ed electrical equiprient Info on 
equlp.sent identified as requiring rep 1 ac ement. future testing 
Of addi research enc 1 

ZIMMERMAN.B R Carol loa Pnuer 6 Light Co 02/03/03 VASBAb((>-l 
Operating Reactors Brancf 2 34pp 12160 036 24* 

Fiche 30-324. 82/03/03. 8203090530 


U303I60003 Foruards Amonds 46 t 69 to Licenses OPR-71 t, DPR-62. 
respectively, safety evaluation 6 notice of Issuance b 
availability Amend permits ettenslon of certain surveillance 
Intervals to allow required testing to be performed 
VASBALLO. 0 0 Ltrensifig Branch 2 62/03/03 JONES..! A tai ul : 

Power b Light Co .7pp 12.111 006 24X Fiche 50-3,74.82/03/0;,. 

8203 1 /.O 002 


--8203160003 Amends 46 b 6'/ to Licenses DPH-7 1 J. DPR -62. r espsc t I vi- 
permitting eitenston of certain surveillance intervals to 
allow required testing to be performed 

VASBALLO. D B Licensing Branch 2 O2/OJ/05 Zpp U’3I I (>«0 

24 X Flche 3 0-324. 02/03/05. 0203160002 


220 


DOCKETED ITEMS 


lF<- t-.'-'i'’ Cl ! • '’ £<•• . <• CTt £ C I alij e-et9»nc, 

t »f>t i.p»n recfist of 

1 '. clati.ic ..“pn ccnlrol S.itih <.4t in on 

vSj^p wI Jt ■ « ' • I 'va PPSifl'i onaerua^ 

•'.-.Cl /A M ; Co'cli"-* ~r..»r *. v.i;“t Cj Di”CJ/l9 HeOioii 
Zlli'f il Vi-Pil.' iV \tt ?nnp SO-32H. 6ii(0fV t(i. 


I ■ IT; ‘ f p . ar ; » l t “ S." vL i pO’L - 0 
."IFrZ ' ° Ca-sliP*' >•;.£' ’ LiiM -n '32'^2/22 C Rf tuLV. J '• 
. .'<•»'.» t' -cr lo i:!";-* Ot^ ?4» 

• 1 .-y t-; Zii ■■. ~i. .v ei'. ;.•■•. Jo.' I 


n-i'c.*-* , i e; I'.'x • : n (273 1 T" . p c-‘ c i np conparinor of iuppPctmoti 

'."a-tpf .lie- 1 -.p: ir.'Kji-.'s i.t P loE reveajp; ) J iicS 

tpt^pe: PaftPj K ^x4e ran^P inplrjnpnta CauSPi 
t, irva; e r d% I I 1 1 V £f ipvpl ;r«lruTentS 

PASp^a >' , <dPc; ’d f'ojpr > LljM CC l3i'C3/;?3 RpJlOti 

Of'ifp ■-* Ci'PC-:.p 2i>; III54 0*6 2*' Fiinp ^0-3?0. e?POy Z^.-- 


> .-lS- v‘. * =■<■•. alii C, .;c/' 3 L-r. 

tin? ‘ •• Tar; I I1J raver • H9'>t Co 02 'OP- 22 O'RCILLp J !■ 

“e;io< a tiz . , f If Ui'eci-r Ip iri'aa 006 ;?4i 

* . fe OZ-’-Zi -r ve -2 teo:>. 


?iC”0P.”<3‘* Lt’ pc.' CZc O.i -j 01 tUtClL*! pr.nar, con'ain'ipnt alnosfhprn 
aial^ier tOAl •'*- ic-6.)’ P 'tone inrticatt'n nijC 

CaaveP Pc r-c*£tjre ‘jllJop in aralolp' pa'Ple plplOc 

":i;ro'e • . -t ■ n c <jnal<iiar -pcaliar 

PAS’c'p rt * 'oroltna P ever t- Co 02'03-'22 Rpoion P- 

f . p I < n • e( • :r la I iri?4 oH/ J4X cithp 50-3^4. o<?/o;’ 


rr * ‘33926 I li fcr*aflt I ( FT I'Cr/OH C 

3 IEt? C n 'aral.-.a Foatr • Lijlt Co tl?' 0 ir /33 ORFILLV. J I' 
hp£ior> c*. OP'i/p .a I !»ire."tc‘ tC 131 60 I 34 X 

* l£6P 60 •'’34 t2'Ce Je 3'J I T-vP J6*. 0 


i'c.'C-jOuOa.Tc'' •. t'R P 3 -P 3 ?‘ oil ' 3 o*i 630 I 3 V. RlOO ir.strurpot 3 -rAC-l l*-l*?>l *3 
1 06 1 f a I ICI.V Picpp 6 rj IP 4 ‘ 3pe£4 Convpa be loss of fJo-i to 
I r a%s<a 1 1 *. e* s * r 0“ s • i 1 1 e r '.alibf 

OAS'VA “ I tarclira PeePr ( U1()M Cr e2/Q?/33 flexion 2. 

(1‘firp of Dl'pcior Sap 13160 PZu 34 X fiti.p 50 -334. B2/0.'’/S3. 
aSOaJeOi.IP 


yi‘13CBC374 ‘o'.aras LI'P t- 3r?/03L-0 

rtP*? C R (arpl.aa f L136' Co 02 ZC 2/34 O-pCtUIV. J !• 

Fp^icr c*. 'll f I ; p af 3 trp:tcr Ip lc'IS 6 366 34 X 

firnp 60 124 62-02, 34 prt 'J 3905 


- -f-1 63CF036.'* LtR 1*2 -022 'C’.'c 0 on 920210- isolating fonction of trat*siptil 

in torp jrctp A gvile ti.bp pii<-i'v t orta i nn-pnt Isolation 
ball valcp tpcairp ircperatle ai^ring 'ncnitbr calibr t* taso 
distritcttan Cavspa bs* prebp not foljg ret-arting 
PAblvA PI a CarclK'a Pocer t Li;ht Co 62/02/34 Rogior* i'* 
Offltp *>1 C-irpctor Ip 12136 267 24» Fifbe 50-324.02/02/24. 

82030903/3 


6203100204 Pcr.aras LEK S .3 ■ 026 / 011.-0 

PIEI 2 -C 9 Carol ira Pc-er 5 LigP*t Co E 2 ' 0 , 7/23 O'REILLY. J p 
'/pbl'jn 2 '. Cffirp of Oirprtcr Ip 12334 274 24 k 

Fic-P 50 - 324 . B 2 . 02 .'P 5 . G;'() 3 iB 0204 


■-£203190206 LER 92 - 026 / 03.— 0 o*' 820202 lo- level sviltch. 

C-B2I -L !9 IJO.ilfl -2. *-h if n piovidPS 0**e of signals rpquirpa to 
initiate auto-attf dept essur 1 Pa t Ion s^s failed Cause could 
naP be aeterninp? 5-itch teplaced 

PAS*'/A. r J Carolina r(..or t Light Cd 02 / 02/25 Regioi* 
Cffire ff Oirpitcr Ig 12334 2/5 24 X r sthp 50 - 324 . 02 / 0 ;* /'c.-'a. 

92031 9 ( 294 


4 / 2031704/4 forwards LFR 92 02 R/ 03 L -0 Optalled event anaigsis enc 1 
0 ItT ?.0 n Carolina Poicer 6 Light Co 02 / 03/01 O'REILLY. J !■ 
Regior 2, Office of Uirpctot 3 pp 12315 209 24 X 

Fichp 3 C- 324 . H 3 C 03 /P 1 02031/0474 


--6203170470 LER S2-02‘»/0'-L-0 on 020203- d iscovered suit ton headei U.j 
pressure lockout rendering dive t {. M RHR sve uater 
subsgste<n Inoperable Caused bg loss of operating fluid level 
in diaphrags housirg cf suction .Spader pressure switch 
RASruA..-! ./ Carol I ra Pover t Light Co 02/03/01 Regloi- 2. 
Office of Uirpctar Ip 12315 29l 24X Tlche 50-324.92/03/01. 

02031 7C474 


0203170463 ferwatis LER 62 037/03L 0 

CIETZ.C H Carolina Po-.er S, i.igrt Co 02/03/03 0 'REILLY. J !• 

Region 2 Office of Oirectcr Ip 12316 102 24 X 

Ficsp 50 -.124. 6 3. '03. '03 ■ P2P HI 7046 3 


._j;724r.3 lEP l 2-C2.'/C*':1 -0 on 020.702. r>a in slear line radiation high 

rhuinel 0 jii.ld rot actuate when test signal was applied to 

charnel in; ut instri.-ent D12-RM-A6030 Caused bg nelted 

trsulation froir relag Cull of channel actuation rolag 

PASTs'A. .1 u Carol i ia Power i. Light Co 03/03/03 Region 2. 

Office of Oi'pttjr 2pp 12316 193 .■’4X Flche 50-324,02/03/03. 

9203170461 


0203320404 Forwarcs '-ER Hu OlO/O.lL-O 

DlET/.c R Carolina Power f. Light Co 92/ti3/04 O'REILLY. J f* 
Reg-.or P- Office of Director Ip 12301 334 24X 

Fiche 33 -324. 0-'’/03/(/4. 92032 30404 


iS0323240-3 lES 02-t'lO- O.IL -0 on 020207. sup pr ess 1 on chamber water terp 
rec order. CAC-TH 7/8. shoiiied nurnal tenp Indications but 
ii'terTitten recording or* chart recorder Claused bg recorder 
aririt actuation solenoi; out of adjustirent 

paSTVA, 8 J Carol ira Power 5. l ight Co 82/03/04 Region 

Of fire of Director le 12383 335 24K Flche SO -324. 02/0 J/04. 

6;032304L-4 


€2:3230532 f oiwarcs I F.R L2 -OSl /OJL -0 

DILI?-': n Larolma Power 1 Light Co 82/03/04 O'RFILLY.J P 
Regiiin 2. Office of Olrertor 1? 12.102 0'/6 .74X 

m-e 50 -324, 02.-0.'>‘ 04. 8203220532 


6?2'j2j 050U LLR 92-031 '03V -O on 020209 . eater leak dripping on prlearg 
f onto i n-.er t atsospreri; -irnitor 2- C AC -ATII- 1263. c arae In 
contact w/sonitcr power supplg trensforirer resulting In 
loss of power Tr an s r or-.er replaced 

PaETva.p j Cari-lina Power 8. Light Co DP/03/04 Region 2. 

Office cf Uirect.ir 2pp 12382 O')? 24x riche 30-324.62/03/04. 

6203230535 


050J2205S1 forwarcs LtR L’2-029/03L O 

0IEI?.C R Caralira Power h Light fo 82/03/00 Q'HtlLLV.J f 
Region 2- Office of Director Ip 12302 031 24X 

f iche 50-124. 02/03/00.0203210521 


• ‘-'201230536 LER 02-025.'01L -0 on 02021 5. rout I ne surveillance revealed 
ullg fil-* oil iriside aindc.w* to na 1 n stea'r. line tunnel teaip 
high channel U act-jation relag A/iO-itPD Caused bg iceltod 
insulatior. froT* re lag coll Rcla>i 12iiFA3IA49F 

PaRTVA. 8 Carolina Power 8. Light Co 82/03/08 Region 2. 

Office cf Director Ppp 12392 052 24 X F I c be 30-324. 02/03/00. 

020'.>230521 


e2-'>3220696 Forwards LER 02 016/031.-0 

Dt£r?.c R Carolina Power 8. Light Co 02/03/09 O'flflLLV.J P 
Region 2. nffice of Director Ip 12309-349 24x 

Fiche 50-324. 02 '03. 09. 0203230600 


--£203230694 I.ER 02-O16/OjL-O on 020214. dor tng plant operat ion. rt-ac tor 
r ec I T c o 1 a 1 1 on pu-np tripped Caused bg accidental dropping of 
RTOO dn/off indicatior. lights for pu-np F.otor generator set 
drive notor power suppig breaker inte nodule socket 
PASTvA. K J Carolina Power & Light Co 02/03/09 Region 

Office of Director Ip 123B9 350 34X Klcho. 50-324, 02/03/09. 

9203230660 


LCCKfl 50-325 PRL'.'sSUlCK 5TLAM ELECTRIC PLANT, UNIT I 


F Securilg aedlcal- ea-ergeneg t. fire protection plans 


9203530242 Notifies that regardless of ang oral concurrences prevlouslg 
r ec el V ed . rec|u I reireo t for fiie barriers remains In effect 
Rego I r e'nent s .-sust be corpjied with unless e«enptlon from 
lOCfR Dection III C App R reguested 

•/AESA'-LQ. 0 B Licensing Orench 2 02<O2/01 J0ME8. J A Carulkna 

Power t. Light Co 2pp 12109 359 24X Flche 30-324. 02/02/0 ) . 

0203030242 


3203100003 Notificatior of cancellation of 820222 neetlng w/utll in 
detr.esda- 80 to discuss licensee plans fgr emergeneg 
cespense faciiitg 

VA'I VLIEf-J A Operating Reactors Branch 2 82/02/17 

vaSEALLU. 0 B Operating Reactors Oranch 2 2pp 12191.230 P4K 

Fiche 50-000.02/02/17,0.703100003 


8203035526 Farciards Revision 7 to industrial saruritg plan Revision 
■withheld iref 1CLRR2 790 1 

FLRR.B j Carolina Power 8, Light Co 82/02/22 VASSALLO. f> U. 
Operating Reactors Qranch 2 Ip 12099 162 24X 

Flche 50-324. 02/02/22. 8203030526 


82'33120343 Outlines NRC approach re use of flowchart concept for 
e-iergencg procedures irmediate ac ti ons, pend Ing revision to 
t.URCC-0799 Reparation of lemedlate t. subsequent actions have 
10 be evaluated on 0 lant - spec 1 f 1 c basis 

vaS)3AlL 0. D B Operating Reactors Qranch 2 82/03/03 JONES. J A 

Carolina Power 8, Light Co 2pp I22S3 002 24X 

Fiche 50-324. 112/03/03.6203120343 


fro*' Section 1(1 G ^PP to lOCrn^O re fire bji Tiers for svc 
LOter bids Supporting doc umrntdt i on tc dc c un:pdnij request 
scheduled foi lirObSO 

HOUiV'H.H Carolina Power h Light Co 0?/(>:1/oa VASSALLO. I) II 
Operating Reactors Dranch J ip 1^046 llil PAX 
f Ic he 90-n.7A. O3/03/CO. 030.1 1 3010 7 


II Oeneral correspondence 


030332094? Responds to U118IA Itr re constituent interest in Issues 
re radiological energencg response planning In vlCInltg 
of Pac 1 1 < t les 

DtRCK0>U.I Office of the Eietntlve Oirettor fnr Oporatluns 
09/01/19 ROGf. c Mouse of Rep Ip 13.1/3 JAA PAX 
Fiche 50-394. 02/01/13. 03O33PO9A3 


--0203920544 Forcjards 'Criteria for Prepafatlon 1. evaluation of 
Radlologiral Enorgeneg Response Plans t Preparedness in 
Support of Nuclear Power f'lants f NuRFO- 0634 1 N/o encl 
ORtMGS.D Division of L'e.ergoncg Preparedness 02/01/11 
SMrOtlR.r 0 Affni.illon Unlinown Ip 123/2 14D 2AX 
Fiche 30-324.02/01/13.0203230343 


--0303220346 Forwards constituent Itr re regnlatlnns for energenig 
planning at facilities 

(lost. C House of Rop 01/12/14 HAMMEREII.C Office of 
Congressional Affairs 2pp 12372 347 9AX Flrho 90-324. 
02/01 / 1 5. 0203230542 


0203010434 Notifies that GO Vassal lo has been assigned as chief. 
Operating Reactors Oranch 2 

f.OVAK. T M Assistant Director for Operating Reactors 112/02/12 

JUNES. J A Carolina Power t. l ight Co 2pp I2IV2 262 24X 

riche 30-334. 02/09/12. 0203010434 


( Flnanrlal Information 


6903310309 Forwards Annual Financial Rept 1901 t< prnjocted coirpang >•■■.1. 
flosi statemont for CY02. 

UARHAH. C n. Carolina Power t. Light Co U9/U.1/24 nALI/MAM. .i 
Antitrust 4 Econonlc analgsls Qronch (lltilltg Finance) 4pp 
I2A34 300 24X Ft che 50-000. 02/03/94. 02033 1 0303 


--09033I0310 Annual Financial Itept I901 

SnlTlI.B. II Carolina Poster t, Light Co 09/O3/O1 40pp 
12434 304 94X Fiche 30-000,02/03/24.(1203.110309 


J Insurance 8. Indeanltg Inferiratlon 


6303190036 Forwards Endorsenianl 7 to AMI Hinders ED-34 h CO-33 
OARIIAM. C 0 Carolina Power i. Light Co 02/0.1/03 BALTZHAN. .) 
Antitrust t> Economic analgsls Branch (Uttlttg Finance) 9pp 
12297 267 24X FI i he 90-394. 02/03/02. 0203 1 90036 


(1203190036 Forwards Endorsomont 37 to MAEl-D Pol leg MF-00 

DARHAM.C D Carolina Po-aer & LIglil Co 02/03/02 OALTZMAM. .) 
Antitrust 6 Economic analgsls Oranch CUtllltg Flnonce) 2pp 
12237 IfiO 24X Flcho 30-324.02/03/02,0203190030 


8203190047 Forwards Endorsement 6 to MAELlf Dindoro XO- 94 t, EQ-93 
DARHAM.C 0 Carolina Power «. Light Co 02/0.1/02 OALTZMAN. .) 
Antitrust 8. Economic analgsls Oranch (Utllltg Finance) 3pp 
19257 I67 34X F I c he 30-324, 62/03/09. 02031 30047 


P Operating license stage documents 8, correspondence 


9203240122 Forwards requests tor addl Infn re agulpment environ 
qua 1 1 Pleat Ion review Requests Info be submitted within 30 
dags at receipt of Hr 

tPPQLIIO.T A Operating Reactors Branch 2 09/01/13 JONES* .) A 

Carolina Power 8, Light Co 3pp 12409 344 24X 

Fiche 30-394.02/01/13.0203240122 


1 1 Sf - s s j.iS *■ I ( 1 1 .1 1 ; 0*1 » i f »*.l c-r w ape i a 1 1 c*. r r eriv 1 r r:n 
■lua I 1 f t c at i on 

VAN V..:hl.JA Ur crating f'eaclcrv Bi .mrr. i fi.i/OP.'Ic 

VAtifiA I (1. D 11 nc era ting 'l(■,»cto'•s U'ji.fh ^ t’p9 J2I <.'4X 

Ficre 30 :i.74. (i,'.0-. I'. P. 


•C’C 3050469 N.s r I f 1 : at I or o( I r« rhauge fc< njl)i;i .iveting w/a*. i I 1 
Ucthesda. Ml) *• w d l sc us*. .; ) a-s f .ir t** f *•! s» r.g i e) uad ana) gse s 
I n- hou se 

VAN' VL)Cf.J A Licecisli.g (I i. inch 02 'Va.'!/, '/ASSA. I U. D B 

licensing (Irant). 2 Ppp :2l'JV 2)9 .'■•I X » i* ••c 50 324. 02/02/ 16 

02030001 <9 


UJ03C)4C092 Ftirwards A‘-ends 43 *. 60 to UKcnse* l>i 'l 71 V DPR •62 
T espec 1 1 /el g- s.i feCg evaluation *. notice of issutince h 
av A 1 l.ib 1 I I tg Amends revise Tech Opeis tc "egclre release 
-ates nf gases i matls'bc averaged an cale-idai gr basis 
VAOiCAi.l IJ. n H Operating Pc.ictors .Irjnch 2 02/02. 19 FJVl'U ■ A 

Carulina Cower 8, Ligll Cc 9pp 1J120 142 24 X 

( iihc 30 124. 02/02- 19. S2ci3'j40rt32 


n2O'J('.1P037 Aesnds 13 ». 60 t c I Icensel OCR- 7 I J. li;>R-62 f e s c Of t- 1 g . 
revising Tech (iDccs tc requ|i-e release tales of nohle gases. 

1-131 t. radi na 1 1 1 ve /.a t's to he averaged on calendai gr 
basis 

VASl.A'. I (1, l> U Uporating Peat", sis Hr.inrh 2 tl;’/(l2/19 I4o.. 

12(22 3 *: 4 24 X Pii'.e 9C 3.24. fi.’’ 'O.'’.' I v 0.30304009.? 


- - 020 'J 040061 Safetg evaluation suppci ting Atierds 4(1 8 . 611 to Llri*n*-t*- 
DPR - 7 I S. OP R -/, 2 - r e s p ac t I . e 1 1 | 

e Office of Muclc.st Reactor Re gul a 1 1 on. t'lrocVui 02 / 02 / 1 */ .IV 
I 2120 .190 24 X Fiche 90 'J 24 . 02 / 02 / ( 9 . 0203040032 


- ‘ 02'03040067 Notice cf issuarce 9 avatlAbilitg of Amends 43 8 . 6 U In 
Licenses DPR - 7 1 L l)P (''62 respective I*; 

VASLiA*. LI). I) (I Operating Reac toi s (Iranch 2 l) 2 / 02 /lv 2 |ip 

l.?) 2 C) 36 l 24 K Fide 50 - 394 . R.''/ 02 . 1 9 . 02 O:ir. 4 oO 32 


‘1203()4()1 3l Arritcatlon f.ii amend tc Licenses 'JPII /| •. cpr, e,.’ 
sup p I eoeii i ing 8. revising 0.T020J a'serd request tu eitend 
eiij-d.sfe for perforrance of Tech Gpec Sure e 1 I I am e 
r e-iul r omonl 

iiawE.P W f..iro)ina I’cwar f. Light Co H.7/02/23 Dperating 

Reactors Hranth J Zpp 12117 174 24x Fichr 50..)2A.il2/02/,-'-- 

H2O304Ol.1l 


H90.IO4O433 Responds to M-IC 020113 Hr requesting odd! info re rirvism 
qua 1 I f 1 c aloon uf oleilric.il equipment hoi e rest effective 
levlew could bo conCnclod bq NRC 8. Fi.mllin Research Ctr at 
util central files in PC. i 1 a.ie I ph i a 

Ull E'V. r C Carolina Pojtr 8 . LlgH Co 02 / 03/01 Cir.rNHUl.n t 
Division of L Hens mg ?pp 12114 11 .) 2 > 4 x Fiche 30 - 324 . 02 /Ol/O I 

1190 , 104049.1 


0203030934 Advises that d i sc r epanc i es noted in 0)0216 f. 0409 reptt 
entitled. 'Voltage Drop 3tudq for .lOO/ I2()-V0H bafetg- 
Retalcd Loads." f, ••Ref. t on bito Test Voltage htudg" ail I be 
revieiuod hg A/E Revisions forthco*ring 

ZIMMCRMAN.fi R Carolina Power 8. Light Co 02/03/02 VA'jSAlLD. D D 
Operating Reactors Or.inch 2 Ip 12136 229 24X 

Fiche 30-324. 02/03.09.0903050234 


09030304 16 Responds to NRC 69019'/ request for addl info le inadr*i|ual< 
core cooling detection Rec or/rendat i ons of RE Gve Info Ltr 
999 8. Gvr (nfo Ltr 9*r9.fiiipp) 1 hove been I m p I eiron t ed 
EORV. 1 . w Carolina Power t. Light Co 62/03/09 ElSEKiil/l. 0 (. 
Olvlslon of Licensing Ip 19136 001 24X FUha 50-394.02/03/0;*. 

09030304 1 6 


6203090330 Documents Info obtained at 090993 .npoting w/NRC ro envirc.u 
final I f 1 1 aClbn of saf e tg-r s 1 ated eletcrical equip'ser.C Info cm 
oqirlpmont identified as requiring repl a come nt. Future testicig 
or addl research encl 

ZIMMERMAN. 3 H Carolina Power ». Light Co 89/03/03 VASSAL! D. D H 
Operating Reactors Branch 9 94pp 1916B 036 94x 

Ficho 30-394. 82/03/03.0203090930 


--81I93IO016 Request for addl info re “Equipment Environ Qua 11 f Ic o 1 1 on 
Review of Licensee Resolution of Outstanding Issues From N'R(. 
Equipment Environ Oua 1 1 f 1 ca 1 1 on Safetg Evaluation Repts 8. 

IMI Action plan Installed Equipment " 

e Franklin Inst 1 tute/Frank I i n Research Center NRC-03-79- 1 10 
nFf-C9997-472 01/11/11 NRC - No Oetailsd Affiliation Olvon 

6pp 19409 347 34X F iche 90-394. 83/01 / 1 3. 03039401 93 


0303160003 Forwards Amends 46 8. 69 to Licenses DPR-71 I. DPH-62. 
respectively, safety evaluation 8. notice of issuance 8. 
availability Amend permits extension of certain surveillance 
Intervals to allow requtied testing to be performed 

VASSALLD.O 0 Licensing (Iranch 3 09/03/09 JONES. J A Caiullnci 

Power IF Light Co 2pp 12311 006 34X Fiche 50-394.03/01/0 3. 

6303160002 


6203010300 Informs that NRC would accept plant-specific ref to GL 
position in BI0306 8. 36 Itrs that credit for approved, but 
unapp 8 i ed, ECC8 evaluation mode) changes be used to offset 
MAPLKCR penalties on oporatlng reactors 

VASSALLO, D B Operating Reactors Branch 3 09/09/08 .(ONES, . I. A 

Camllna Power 8. Light Co 2pp 13076 3/9 94X 

Fiche 30-334.63/03/08,8303010300 


•■B9031 60003 Amends 46 8, 69 lo Licenses DPR-71 t DPR -62. r espec t i ve 1 g, 
permitting eitensien of certain surveillance intervals to 
allow required testing to be perfor.med 

VAGSALLO. 0 D Licensing Oranch 3 69/03/05 7pp 12311 fjHl' 

34X Fiche 90-334. 89/03/03. 0303160002 


‘jofvt-j «v«;ortinj A->eo;<i 46 4 a 9 »» LICcniet 

CPH-’; ' Ct- H 6?' 4' t 1 

• Oftite fit t.jitttr •iifAt’.rir Aeji. I o I >C'i. Oirertor 02/03'0!> ••fi- 

ll'.';! Oii^ r4» F.tft, 50 3?4. 62/03/0^. 0S&316CC02 


• •5103! ftf 00< cf a4^;y6rre ?, avjildtllitv of AnenJi 46 t AV to 

LiC 0»S04 t( fi-71 t. CfH-62 rotp ec 1 1 ve 1 <a 

ATCurv-V I Li'fxttpq D^a^c^ 2 83/03/05 y>ff 13311 O'?!! ;;4x 

FlCt.f JO 33 4 03/03/05 0303160003 


5 .:A 3 | i-iOOl Gei'pric i tr B? 04 ic all llcrn»««s cf r.perattnj plant'- 
aftll^ 0 ''t 4 fir r.L 1 h..l 4 fr 4 of CP rp u 4 P Of lf<PQ SEE- IN 
prc9ra'- 

Et3.E‘-M'JI t C r>lyi4l,ji 3f Llcpntipq 03/O3/C9 HAUS“unC. A 
Ccrv4 3 1 lOat od Edison Co of /.pw vnrl ItsOEfi-E Oairyland Po-yi*f 
CiOfp/ati.P PPirF-M 0 Oplmar.a Po.er U Light Co 3pp 
ir35l 031 24* fit-e ;0 - 005. 03/03/C9. 02031 lOOOl 


□3033.30800 rorwardt c-lthdra^jol of 0I03S7 pptttlon for hpartng RovtSPd 
ronpipticn datet fur •40ds prior to Cqcls 8 ti Cycle 6 found 
rpatunab 1 e 

ri.VNN-S f Carolina Power 6 Lljht Co 03/03/10 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 3pp 13390 174 
54x FichP 50-334-03/03/10.0303330530 


0 tnepectlun reports. IE Oullettne & correspondence 


0.01370385 Discusses dissenting professional opinion re compressed alr 
SjS.SRP Section 9 3 1. Proposed Revision I Identifies events 
Involving sa f e t g - r e 1 a t ed air problrns 8RP should be promptlu 
lip le^sent ed for all operating reactors 4. applicants 

CANTRELL. F S Region 3. Atlanta. Reactor Construction 4. Engineering 
Support Oranch PO/07/07 r^URPilV. C E Region 3. Atlanta. Reactor 
Construction 4. Engineering Support Branch 3pp 13395- 164 34X 

Fiche 50-CG0. 00/07/0/. 0101370305 


P'OJtt Ad. ISPS f:ai irfo pts.idec to Supp I 90-da, response ti. 

safetv e.al.-aricn re er.ircr. -ua 1 1 f ic a t ion of safatg-re lateC 
electrical egjipr-ent supports interi-s operation Revleu 
contin.-in; 

vaSsAllO 0 0 operating Heacturs Draoch 3 02/03/C9 uONES- .* A 

• araltna Poc.e r s, Lip’-t Co 3pp 13391 344 34X 

fiche J^j-J34 03 -03/09. 8303230* 46 


ctJJl '045' fro. Ides status -e f.gd'cgen contial fii.a! rule Petitii-n 
filed j/u5 Crurt uf Appeals fcr Fcurts Circuit for review of 
final rule Hgdroger recc-bmer t technical bases undergoing 
revieu S;‘-edute eie-ptioo r-ag be reguested 

c'ILE> £ E Carolina Pc.er 4. Light Co 83/03/10 DIRCiCS. U J 
Office of the Etecvtive Director for Operations 3pp 13316 304 
34t Fiche 8t CCc'. 03/03/ 1 C. ei031 70457 


03030B0313 Act receipt of 811310 Itr Informing NRC of steps taten tn 
correct violations noted In IE Investigation Repis 
50-334/00-44 4 50-335/80-46 

l.EUIS.R C Division of Resident 4 Reactor Project Inspection. 
82/01/36 JOr.CS- 3 A Carolina Power 4* Light Co Ip 13150 j ?7 
34X Fiche 50-334.83/01/30.0303000313 


-8303080333 Responds to NRC 011031 Itr re violations noted In li 
Investigation Repts 20-334/00-44 4< 50-335/00-46 Corrective 
actions environ monitoring program completed t> radiation 
protection 4 control procedures revised 

FuRR.D J Carolina Power 4 Light Co 03/13/10 □'REILLV. J P 
Region 3- Atlanta. Office of the Director (01/03/011 9pp 
13150 ISO 34X Fiche 50-334, 03/01 /3R. 0303000313 


8203160346 Discusses final rule. '!fiterim Reguirements re HgOrogen 
Cortro!.' effect cn co--ifsents to satisfg KL'B£G-0737 ttsiii 
If E 4 1 re dedicated hgjrogeo penetration Installation of 
peretration deferred until requirements analgied 
UTLEV.E E Carolina Pr-.ei 4 1 ight Co 83/03/il FISEM-UT.O O 
Division .sf L irensing 3pj 1230/ 069 34X fipne 50-334-62/03/11. 

Ci03 160346 


Foijards respcrse Ic NBC R107|4 4 1105 reguests for addi 
info in scppo-t of uiit 910416 license amend application re 
spent fuel pool storage .--od Revision I to "Spent Fuel 
Storage Eitansicn Heft" enci 

J If'i'.EBKAN. G R Carol ii.a Poser 4 Lignt Co 83/83/16 VASSAL L U D 

Operating Reactors Branch 3 3pp 13350 001 34x 

Fic'e 50-324 P3. 03,' l6. 823323030 3 


8 ;c'J 22 C 29 | Revision I Ic 'Stent fuel Ctorage Eipanston Ropt '■ line 
Ovorsite figure eni I Aperture card is available in PDR 
« Carolina Power 4 Light Co 02/03/16 164pp 13350 003 34X 

Fic-ie 50-32 4.02/03/ 16 8203330303 


-• 8202320293 'High Oensitg Spent fuel Storage Sgs Friction Tests Slldei 
Pad Suppurt Base r*a 1 1 s " 

t/ifCACCug. Cl C General Electric Co 01/04/30 3lpp 13356 I8'i 
34X Fiche 50 324. 02/03- 16-8303330283 


8203330303 Application for amend to Licenses DPR'63 4 DPR-71 to 
incorporate requirements for time delag relag mod into 
steam line 9r eat detection circuitry of f<PC 1 4 reactor core 
isolation cooling sgs. per N.41E0-0737. Ite-s 11 K 3 is 
P3.4E.P « Carolina Power 4 Light Co 03/03/16 WASSA'.LO. 0 0 
Cperating Reactors Branch 2 3pp 12'J7B 259 jqx 
Fiche SC-334. 02/03/16.8203230303 


-6303230307 Proposed Tech Specs re Tables 3 3 2-1 . | sola t ion actuation 
i 1 r 1 1 oHa 3 3. ?~2. in^tr t Icn S^tpotnt 5«3 3 2-3. 

isolation r«$porto ti<Ra l» 4 3 2- 1 > curvet 1 lance 

reqtii rement & 

• Carolina Pcwer 4 Light Co 82/03/16 I6pp 12378 264 24X 

Fifhe 50-324.82/03/16. 8203230303 


0203230409 Requests concurrence w/ Interpretat Ion of wording contained 
tn Facilities lech Specs re OA program Concurrence u/ 
interpretation of ANSI Nie 1-1971 required to continue 
evaluetlon of tra Ining/re tra ml ng programs 
TIMMERMAN. S R Carolina Power 4 Light Co 02/03/17 
Office of Nuclear Reactor Rejulatton. Director 3 «p 
24 X fiche 50-000.82/03/17.8203330409 


DENTON. II if 
12363 171 


°^Uam°ill of submittals re NUREO 073/. 

Item III 03 3. 'Improved In-plant Iodine Instrumentation 
Under Accident Conditions." indicates no technical deviation 
veciuested Stated positions of KUREO-0737 ui 1 1 be met 
VASSALLO. 0 B Operating Reactors Branch 2 82/03/17 JONFS I A 

Carolina Power 4 Light Co 2pp 12397 249 24x -JONKS. >' A 

Fiche 50-324. 83/03/17.020323074 3 


--62O3O0O22B Forwards IE Investigation Repts 50-324/00-44 4 50-335/00-46 
on 801116-010508 4 notice of violation 

O'REILLV.j p Region 2. Atlanta. Office of the Director 
(81/03/011 Bt/IO/21 ./ONES. J A Carolina Power 4 Light Co. 

2pp 12150 137 24X Ficho 50-324.02/01/39,0303000213 


--0203CR0233 Nu tice of violation from Insp on 001116-010500 

• Reploo 2. Atlanta. Office of the Director <01/03/017 Ol/iO/i/t 
3pp 12150 i39 24X Fiche 50-324.02/01/20,8203000213 


--6203000233 IE Investigation Repts 30-324/00-44 4 30-325/00-46 on 
001116-610506 Noncomp 1 1 anc e noted failure to perform 
required surveys. roni tor i ng 4 reporting of radioactive 
re I eases. wa stes 4 liquid effluents 

IdARSM- R J - ALOERSn.V. C E Enforcement 4 Investigation Staff 
PUCKETT. J M Facilities Radiation Protection Section Bl/OV/09 
41pp 13138 142 24X Fiche 30-324.02/01/20.0203080213 


0203020387 Act receipt of 820211 Supplemental Hr Informing NRC of 
steps taten to correct violations noted In IE Insp Repts 
50-324/01-29 4 30-323/01-29 

LEttte.R C Division of Project 4 Resident Programs 02/02/19 

JONEB. J A Carolina Power 4 Light Co Ip 12077 003 24X 

Fiche 50-324.02/02/19,0203020307 


0203020391 Responds to NRC 011125 Ur re violations noted In IE Insp 
Repts 50-324/81-29 4 30-323/0 1 -29 Correc 1 1 ve actions 
pr(>cedures affected by plant mods to be revised by 820801 
DIETZ. C R Carolina Power 4 Light Co. 02/02/11. O'REILLV.J P 
Region 2. Office of Director 2pp. 12077 004 24X 

fit be 50-324.82/09/19.0203020307 


S203100413 Forwards IE Safeguards Insp Repts 30-324/02-04 4 
50-325/02-04 on 820201-03 No none omp 1 1 anc e noted 
CANTRELL. F Division of Project 4 Resident Programs 09/02/19 
uCNES. J A Carolina Power 4 Light Co 2pp 12100 120 24X 

Fiche 30-324.02/02/19.0203100413 


--0203100410 IE Safeguards Insp Repts 50-324/82-04 4 30-323/82-04 on 
820201-05. No noncoirpUance noted Major areas Inspected vital 
area bare le rs, 1 1 gh t Ing 4 personnel access controls Details 
withheld Cref 10CFH2 790). 

Division of Project 4 Resident Programs 
82/02/16 Ip 12168 130 24x flc he 30-324, 02 / 02 / 19 , 02031 004 1 3 . 


r vr ;4l ArO 9 




- - -- VIP Twvi^tun »e 

■‘••duater Pump i.ocbout Re^ultinQ From (l»«tinohouft» M-a 
Quitch Circuit Mod “ No rapport so required. 

O'REILLV, J p Region 2, Office of Director 82/02/26 UHRTO, R E 
*• STAMPlEV.N L. flissistlppl Power 4 Light 

Co COLLIER, A R Offshore Power Systems (subs, of Nest Inghouse 
62030 ^ 349 *”^** ' 12130.183 24x Fit ho: 30-000. 02/02/26. 


bnvirpn Tpftft of biectrlcsl 

O'REILLV. JP Region 2, Office of Director. 02/03/04 LIHHIQ.R E 

el!! ‘•‘l!:* ^ • P^KER.W □ Oute Pow.r Co 

4pp 12313 309. 24 X Fiche 30-000.02/03/04.8203170441 


LCUIU'R C DlviHlon of Projoct U Hendont Pro()ran% 03/03/ I (> 
FUKR.O J C»ro\lnd Pouet •, Light Co tp 12321 20-1 2<H 

Fichp 90-32'>. 82/03/10. 0203170909 


--0203170933 Reppoodt to NRC 030111 Itr re violations noted In II li.e|. 
Bept 90-334/81-29 t 90-325/B1-36 Correctlvo actions 
corporate energencg plan le being revised & evaluation ulll 
be eoirpleted bg l}?6401 to oeteraiine need for nods 
FORH. B J Carolina Pos;er i. Light Co 02/02/111 D'fteiLLV. J !■ 
Region 3. Office of Director 5pp 1332 1 309 34X 

FlChe 90-324.02/03/10.0303170909 


B203170S19 Foruiards IE Info Notice 02-04. ''Potential noficioncg of 
certain ACASTAT E-7000 Series T lir.e-Oe lays. " t. lb" Info 
Notice 02-05. "Increasing Frequency of Drug -He 1 a tod 
Inc I dents " 

O'REILLV. JP Region 2. Office of Director 03/03/10 IfMlIG’.R I 
Florida Pomer 1, Light Co HANCOCK. J A Florida Pouor Corp 
MILLER. J II Oeorgla Poaer Co 4pp 13331.306 34X 

Flche 30-000. 82/03/10. 0303170319 


0303170393 Foricards IE Enforcement Meeting Reptt 30-324/03-07 «, 
90-329/02-07 on 030334 No none oir.p I lane e noted 

O'REIULV.J P Region 3- Office of Director 02/03/11 dONES/.J.A 
Carolina Poter L Light Co Ip 12317 148 24X 

Flche 90-324. 62/03/11. 0303170393 


--8203170402 1£ Enforcerront Meeting Hepls 90-334/03-07 e. 30-333/03 07 ,.i, 
830311 No none omp 1 lane e noted Major areas discussed proposed 
corrective actions re otceedlng limiting condition for 
operation K failure of RhR sve water sgs 

LEUfB.R.C Division of Project 8. Reoldent Programs 02/03/Jl 
2pp 13317 149 34X Flche 30-324. 83/03/ I 1.0303170393 


8303290401 Foruards IE Info Notice 02-06. “Failure of Steam Oenerotor 
Prlisarg Side Manuag Closure Studs '' No written response 
rPAueeted 

O'REILLY. J P Region 2. CJfflce of Director 03703/13 UHHIO.H.I 
Florida Power L Light Co 9pp 13409 106 34x 

Flche 30-000. 82/03/12. 020329040 1 


0203360330 Forwards IE Info Notice 03-07. "Inadequate Secui'ltg 
Screening Programs " 

O'REILLV. JP Region 2. Office of Director 03/03/16 UMRKI.H I 
Florida Power t, Light Co DAIL.L C.. PARKER. N 0. Duke Power Co. 
4pp. 13434 107 24X Flche 90-000.03/03/16.0303360330 


R Periodic operating reports & related correspondence 


6303330696 Foruards monthly operating rept for Feb 1902 

DIETZ. C R Carolina Power t. Light Co 03/03/11 STELLO. V 
Director's Office. Office of Inspection and Enforcement Ip 
13389:391 34X Flche 90-334.02/03/11.0303330696 


--82O3230702 Monthly operating repts for Fob 1983 

HARRISON.F Carolina Powrr <. Light Co 03/03/04 6pp 
12309 392 24X Ft c ha 90-334. 02/03/ 1 1 . 0303230696 


S Reportable occurrences. LERe t. related correspondence 


8303000362 Foruards LER 02-01 7/03L-0 

DIETZ. C R Carolina Power b Light Co 82/02/11 O'REILLV. J P 
Region 2. Office of Director Ip 13194 323 24X 

Flche 90-329. 03/02/11.0303080363 


--8303000272 LER 83-01 7/03L-0 on 030130. El I-F040A valve found w/no 
Indication on RT08 during normal operation Caused by velve 
breaker magnetic trip tripping breaker w/valve In open 
position due to loose 0 1. C phase power leads 

POULK.R H Carolina Power 8. Light Co 82/03/11 Region 2. 

Office of Director. Ip 12194:336 34X Flche 90-339. 83/03/1 1. 

B3O3O0O363 


0303080639 Forwards LER e3~009/03L-0 

DIETZ. C R Carolina Power t> Light Co 03/03/11 O'REILLV.J I' 
Region 3. Office of Director Ip 13160 1 63. 34X 

Flche; 90-329. 83/02/11.8303080629 


- -8203080632 LER 02-OO9/O3L-O: on 6201 16. centre 1 rod 14-11 had rod drift 
annunciation S. no RT08 position Indication at rod posltlens 
34 L 39. Apparently caused bg defective rod poeltton. 

PASTVA.n. J. Carolina Power L Light Co 03/03/11 Region 2. 

Office of Director. Ip 13160 164 34X FI che 90-339. 03/O<.>/ 1 1. 

8203000629 


Fichc 90-329. a'.' 02 .'I.' P.'’0;iUU09.'0 


8303003975 I Efi 83-01/./0"! -O On 030133. c on t.i inrent atmnsphere uiygti. 
monitor tAC ■ AT- 1;’63-2 would not calibr Caused bg burned out 
monitor eic iter larp Lamp replaced t. monitur returned to 
Svi 

POULR. H M Carolina Power f. Light Co 02/02/12 Region 

Ilf flee of Direetpr Ip 13196 269 34X Fithe 90-339. 03/0;’/ 1 

Q303060'j70 


6203000332 foruards LF« 03-010/031.-0 

DIETZ. C H Carolina Power 9 Light to U.T/02/16 O HLII.I.V.J !• 
Reg ton 3. Off ice of Dtrec tor |p 12149 301 24 X 

Ficho 90-329. 83/02/16. 020 3O0O3.‘»3 


--8203000329 LER 83-OIO/Ojl -0 on 0301 I B. foil owl rq power deircati. 
surveillance requirements for reartor coolant sampling not 
performed Paused by Personnel eriar Personnel counseled 
PASrvA.M J Carolina Pajicr 1. Light to 02/02/16 Regioi. 3. 

Office of Director Ip 1214“? 302 2.1X Flche 50-329. 02/0.'.'/ 1 6. 

a2O33Q0'J22 


8203000,3/0 Forwards LER 02 001/03L 0 

DIETZ. C H Parollna Power *. Lilht Co 02/02/16 O'HEIl.tV.J (■ 
Region 2. Office of Director Jp 12149 134 24X 

Flche 90-329. 02/02/16.03030603/0 


--02030003/3 LFH 03-C01/03I - 0 on 11201 1 8. deque I I equipment Ctnin f 1 i.w 
integrator 1 -0I6-F(i-K603 found out of calibr Caused by 
integrator square root converter 1 -01 6-F v -K602 b flow 
tronsmiiter 1 -016-FT-N01 3 being out nf calibr 

PASrvA.H J Carolina Power b Light to 82/02/16 Region 1'- 
Office of Director 2pp 12 14'/ 139 .'Ml Fiche 50-325. 02/ 02/ 1 6. 
0203000370 


(1203080612 Forwards LER 62-01 1/03L-0 

DlffZ.C R Carolina Puver t Light Co 62/02/16 O RFlLLV J I' 
Region 2. Office of Director Ip 12160 l71 24x 

Flche 90-329. 03/02/16. 0203000612 


--0203000619 LER 02-011/03,-0 on 030110.10 reactor rec I > t u la 1 1 on pnc.p 
tripped while technicians were Investigating slight 
Indication variance of ATMS-HPf I ns t rumm t. I - 1121 -U IM-N0P50-. • 
to other redundant Indications Caused by use of wronq meter 
PAbTVA.n J Carolina Powor b Light Co 02/02/16 Region I*. 
Office of Director Ip 12160 1/2 24X Fiche 90-329, 02/0;,'/ 1 6. 

(1203080612 


0203000340 Forwards LER D3 OI3/03L-0 

DIETZ, t R Carolina Power ». Light Co 02/02/17 O'HEULV.J I* 
Region 2. Office of Director If 12149 170 y4X 
Flche 30-229. 02/02/ I V.D203090340 


--0203000344 LER 02-013/031-0 uo 030121. while cycling UPC I sys tuiblni- 
steemi supply outboard PCIV, 1 *E4-r003. va 1 ve motor breaker 
tripped on magnetics Caused by failure of valve motor Motor 
rebuilt Addl info will be submitted 

PASTVA. M J Carolina Power b light Co 02/02/17 Region 2. 

Office of Director Ip 12149 179 24X Flche 30-339.02/02/17. 

82030110340 


8203000297 Forwards LER 0a-013/O3L"0 

DIETZ. C II Carolina Power b Light Co 82/02/10 0 'Rf ILLV. J. I' 

Region 2. Office of Director Ip 12134 1 3U 24X 
Flche 30-325. 02/02/10. 8203000397 


• 0203080301 LER 02-01 9/03'_-0 on 8201 22. acc omul at or low p ressur e/h I qh 
level annunciator received for hydraulic control unit to 
control rod 30~47 Caused bg failed open switch contacts in 
switch Cll-LOSH-129 t Switch Ctl-POL-130 out of cal Itr 
PAS1VA. M J Carolina Power b Light Co 03/02/18 Region 
Office of Director 2pp 12134 139 34X Flche 30-329.02/02/1(1. 

0203080297 


0203060033 Forwards LER 82-014/03L'0 

DIETZ. C R Carolina Power b Light Co 03/02/22 □'REILLV. J I' 
Region 2. Office of Director Ip 12194 071 24X 

Flche 30-323. 82/02/22. 0203000032 


--0203080037 LER 03-014/031.-0 on 020127. post-act ident monitors 
2-CAC-A0H-1260-1 b 3 b 1262-1 b 3 showed upscale 
1 nd Icat Ions . a long w/severel Unit 1 monitors Caused bg 
moisture accumulation In sampling chanbers Moisture removed 
PASIVA. M J Carolina Power b Light Co 02/02/32 Region 3. 
Office of Director Ip i2l34 072 24x Flche 30-323.02/02/23. 

8203000032 


224 


DOCKETED ITEMS 


:r.'ii704Ul Fa'udrss tl H 0liV03L->* 

CIEI2." H Caralira I'svr' f. L i < Co D'^EtLLV.J I' 

■<ei;i0‘»2 Dffici^orCireclor Ifi li.)l3C73 J4« 

5D-3?2 . C;^'.*r<t704'JI 


■ brOT 1 ^04tl!v LEP Eitf -0 I .“*.*03;. -O on J . p r t (oa r g r on tal'^oent atrdtphprif 

ciggpn ana;-jiar i f AC - n T • ;r5'?-3 showed unripoctcd 
indi.-atiurs -jncr rprurnec to follc^tn^ routine -aint 

Cauiu;; tg in^trtrerit iprc ref ^p|ft ir analgtur 

PASIvA.fl .J J'nuer *. Light to G^/03^2fi Region £'. 

n«»ic» of Oirectcr ipj 373 34* rirh* 50-325. e3f0;:/3i.. 

33J3l7r4Ri 


«.‘'Cjl7C4V0 EorvorJ-i LtK bl O.'.t/OJL U 

Cti:r:.t P Cdratma rr..pr f. H;nl Co 0ii703/03 O'HEIlLV.J P 
Megijn 3. t*!* f 1 ' e of Di-e:tor 1 1 ; 12J13 307 ?4X 

FiChP 50-335. !»3 'Or./O >. flcr0 3t 704 90 


0303170495 LER 03 -OOt/COl -O on 030305. d ur i ng ^ncondarg c untal nireni 
tntegi itg « er i f 1 1 a 1 1 or». i ; u-i rate could not 5e achieved 
(uit*’io leti Spete lir-it Coode^ Og failure to r'dlntain 
greater thai., ,>5-jiith vacuo.!- j ju to peretrstion air leaii 
PnGTvA-H J Carolina Poiaer t Light to 03/03/03 Region 3, 

■Office ©f Director Ip I33I3 3CB 34/ Tiche 50-.33S. 03/03/0'J. 
ri303. 'Lf-VO 


Rrr-333ttll f^orjarm LLP b." 0;a/03L-0 

C-IEI7 P Carpi na Poxer I. Light Co 03/03/09 O'REILLV. J P 
Pegiun 3. Offite of Director Ip 13390 160 34X 

Firne 5t 335 C-3 '03/05 HL'(j33r)06 1 1 


-0303330617 LEW 63-tllfi/ 03.-0 nn 0203 I 1 . poa t -ac ( 1 dent drguell purticululc 
radiaticn JeteCtioi. Injtcunents 1 -C AC -AOH- 1261 - I 6 1362-1 
indicated d -nxn t cd I e. r ende t mg crannett icingeratlc Caused bg 
failure of phc I o-iu 1 1 1 p I i e r tube 6 broten o-ipllflpr lead 
PaGTvA. M J card II a Pc,er 6 Lljit Co 03/03/03 Region 2. 

Office uf Oiiectcr 3 pp 13,(90 161 24X Fiche 50-333.03/0,3/05. 

0303333/ I 1 


=303230490 F:,tiearo» Lf.li rt3 - .35 1 /03L -O 

3IEr2,C 9 Carolina Poeer t Light Co 83/03/C0 O'REILLV.J P 
‘legion 3- Off ire of Oirettor ip 1 33D3 I »3 34X 

f irne 50 320. 03/03/00. G20 j3304V0 


•■ r;30J2J('49a LER 02 021 '031 0 Oil P2021 1 -31. rods 30-39.38-31.10-35 t, Jfl IiV 

hac lu i-rdicationt at potiticne lieted Caused bg defective 
pcaitiOii reed auitc'-eg 0uitc.hev to be repaired dur I ng 
r e f ae 1 1 r.g ou tage 

fAGIvA.M .) Carol ira Pp.uer 5 Light Co 03/03/00 Region 3. 

Office of Uirectoi IP 13103 176 24X Fiche SO-323. 03/03/00. 

132O3..-304 90 


CCCKfT 5CI-337 bEOJOVAl' WJCl (‘/-H Pt.ANT. v.NI F I 

C i.RC Safet.f CvaliiatIQn llepcrt CSEpi. suppla it corregpondence 


0503010001 Add I ronponte to FOIA request for 30 categories of documc-rits 
r e NURCC 0650 . * N/IC Action Plan " P* oriva r d Q d oc u-nen ts listed 

In Apps A. 0. C 6 I) Info partiallg uithheld <ref t'OIA 
Eieinptlan 31 

FCLIOh.J M Division of Rules and Records 01/00/04 tIAOOCN. I..i 

P age. Sc no le r . F l er- an. I'ags C> Handler 9pp 13730 006 34X 

f icne 33-337. 01/00/04.3203010001 


- 0037290633 Focxiards SCR input re l-sp 1 er.antat 1 on of r ec on-ienda 1 1 one fui 
auslliarq feedwater sgs 

check. P S Assistant Director for Plant Sgstems 30/07/10 
TCntSCO-R L Assistant OlPector for Licensing I6pp 12733 074 
34* Fiche 90-000.81/03/04.0303010001 


r Securite- 'nedical. ei-erger.cg 6 fir*e protection plans 


0109010014 Releases public version of revisions to radiological 
ec-ergencg I -sf | ©neo t ing procedures 

FElIC'I.O It Division of Rules and Records 81/00/24 Oocueieiit 

ranage.- eiit OrancA lo 07006 001 34* Fiche 50-337.01/03/24. 

3109010014 


--01O9O1OO16 For-xiards public version of reyistuns to rad lotogsc at 
emergency > ap I epent tng procedures 

•tlLLS.U Id Tennessee t/alleg Author I tg St/03/31. OCNTDbl. II R 
Office ef rluctear Reactor Regulation. Director 2pp 07306 001 
34* Fide 50-327. 0t/Ce.'24.B 10901001 4 


-GiO90100l7 Public version of revisions to radiological e-nergentg plan 
i-olementing proieduras 

* Tennessee Valleg Authority 91/03/37 tSpp 07806:001 114* 

Fiche 50-33 7. ai/CB/34. 0109010014 


i>a'.*309O5/6 Forwards Autiliarg Sgs Branch 011113 response to request for 
add 1 into re fire protection based on until 011001 submittal 
b 011037 reetlng re differences In plant design 6 10CFR30. 

App R.Secticins III G. 1 1 1 J. Ill L b 111 o 

HiLLG. L M Tennessee Valleg Autborltg 03/03/03 AOEN5A0. E 
eperatin; Reactors Uranti- 4 t6pp 12167 29l 34* 

Fiche 30-327. 03/03/03.03030*70576 


0203260019 Forjards comments on 030122 sot/nittal Addl info in form of 
revised physical security plan should be submitted within 
30 days of itr rscetgt Cga-sonts silthhold ersf IQCFR73 211 
AOENSAM. e 0 Licensing Branch 4 82/03/19 PARRIS. H 0. Teniiesner 

Valley AuthoriCy 3pp 12439 330 34* F 1 c he 30-327. 02/03/1 9. 

C30326OOI9 


.1 Insurance 6 indemnity Information 


820333036D Forwards Endorsement 35 to ANl Policy NF-247 

FIEDLER. J Harsh 6 McLennan.tnc . H h M Nuclear Consul tants. Inc 
Div 03/03/16 SAtTIMAti.j Antitrust b Economic analysis Bronch 
(Utility Financel 2pp 13413 169 34* Ftche 30-32/. 82/03/ 16. 

8203250363 


0303360103 Forjards Endorsement 6 to ANl Binder CB-66 b Endorsement 3 
to 5FP Olnler eB-75 

FIELDER. J Harsh 6 McLennan.tnc . H b M Nuclear Consultants. Inc 
Olv U3/03/I6 RALT/MAN.j Antitrust b Economic analysis Branch 
lUtllity Financel 3pf 13423 193 34* Flcho 50-000.03/03/16. 

G20336OI05 


P Operating license stage documents b correspondence 


B203010001 Addl response tn FOIA request for 30 categortes of documents 
re fvl;REO-0660. “NRC Action Plan “ Forwards documents listed 
in Apps A' B* C b 0 Info partially withheld iref FOIA 

L 1 emp 1 1 o n 5 1 

FELTON. J M Division of Rules and Records 01/08/04 HADDEN. T J 

Kaye- Br h ol er . F I er-san. Hays 6 Handler 9pp 13730.006 24X 

Fiche 30-32/. 01 /00/04. 8203010001 


--8007230090 Submits comments on util response to NRC 790921 request re 
basis for auilliary feedwater sys flow requirements. 

Auitllarg feedwater sys must have capacity to supply at 
440 gallons per minute total 

SPE16. 1 f Reactor Systerns Branch 00/07/11 PARR. 0 Auilliary 
Cystems Branch Ip 13/93 070 34* Fiche 30-000.01/08/04. 

8303010001 


9303040106 Forwards response to 820312 Itr re RbO program on hydrogen 
control b combustion Periraneot hydrogen mitigation sys will 
replace present interim distributed ignition sys 
Htl.LS.L M Tennessee Valley Authority 03/03/33. ADEN8AH. E 
Licensing Branch 4 4pp IB117 190 24X FI the 30-327.02/02/23. 

0503040106 


0303030367 Advises that seismic qua 1 1 f i ca tl on of all safe ty-rel ated 
electrical b mechanical equtgmecit possesses sufficient 
margin lo envelop higher level B4 percentile criteria 
fleeting u/NRC planned for Har 1983. 

HILLS. L H Tennessee Valley Authority 03/03/01 ADEN8AH. E 
l icensing Branch 4 3pp 13099 139 34* Fiche 30-337-03/03/01. 

8203030967 


0203040400 Application to amend License OPR-77 changing met fuel 
enrichment for reload fuel b new fuel 

HILLS. L n Tennessee Valley Authority 02/03/01. DENTON. H R 
Office of Nuclear Beactor nagulollon. Director 4pp 12114. 280 
24* Fiche 50-327-03/03/01.0203040400 


--0203040410 Proposed Tech Specs changing mat fuel enrichment for reload 
fuel & new fuel 

• Tennessee Valley Authority. 82/03/01 34pp. 13114:293 24X 

Fiche 30-337.02/03/01.8303040408 


8203040479 Forwards response to NRC 010203 Generic Ltr 01-7 6 NRC 
E01232 ltr re HuRE0-06ia. “Control of Heavy Loads “ 

Procedures b 15 oversite drawings enc I Aperture cards 
available In PDR 

MILLS. Lil Tennessee Valley Authority 02/03/01 AOENBAM, E. 
Licensing Branch 4. I9pp 13113 003 24* Fiche 30-327, 83/03/01 > 

0203040479 


--820304036I ' I nsp. Test tng. Malnt S< Operation of Nuclear Plant Cranes. 
Holsts b Rigging Equipment.” 

HCCDV. E N . anOREU. U E . GRECM. H J. Tennessee Valley Authority. 
Ql/10/09 3lpp 13113 022 24* F I che 30-327, 82/03/01 . 6203040479. 


--0203040569 "Polar Crane Checkout " 

MATSON. U A Tennessee Valley Authority. SO/04/33 I6pp 
12U3 076 24* flcha 50 -:S17. 02/03/01, 0203040479. 



DOCKETED ITEMS 


--02030*057? 'Auiiliai'^ BIJ^ Crane Crectout (Stil Practice SOP.TI Piimui- 
ln»p) •• 

OUlNM. U « . craven. D C . weST.S Tennessee Valle.j AutnoT)t«| 
00/03/19 I2pp 13113 093 3*X Fiche 90-337. 33/03/01 . BSO^fXIO* /•/ 


--02030*0976 'Control of Keavi| Loado In Critical Lifting 7on«« 
MJREO-0613 •• 

* Tonneosre Valleij AutSorttq 01/0//31 llpp 131 13 10* 
Fit he 20-337,83/03/01.0303040479 


•-6203040564 "Lifting Device Preventive Matnt Progran *' 

* Trnnettee Valleg Authoritg 77/0.1/15 6pp 131 13 115 34 X 

Flcho 30-32 7.03/03/01. 0303040479 


--8303040571 "Tettlng K, Inspecting Olingt I, Pittinyi • 

• lennesses Valleg Authorltg 80/10/03 40pp 13113 133 IMX 
Flche 30-33 7. 03/03/01 . 02030404 79 


--03O3O4O973 "Opera 1 1 on. Na 1 nt> Tee 1 1 ng L Inep of Nuclear Plant Cranot, 6 
Holst* 

* Tennestee Valleg Authorltg 80/08/03 14pp 13113 171 ;*4X 

Flche 30-337.03/03/01. 03030404/9 


--8203040577 "5 1 1 ng. Tagg 1 ng . Rec or de. 0 to rage, C « a<r L Pronfload 

e Tennessee Valleg Authoritg 01/03/11 I9pp 13113 1G3. 34X 

Flche 20-337, 82/03/01 , 830.3040479 


B303080317 Forwards resporiso to 811029 Generic Lti 01-14 re seienlt 
qual I f I c a 1 1 on of auiillarg feedwater sgs Auilllarg feedwater 
sgs de* I gned. c onstruc t ed 8, maintained In accordance 
w/selsmic Calegorg I requirements 

HILLS.L N Tenneetoe Valleg Authoritg 82/03/01. ADEN8AI1. E 
Licensing Branch 4 3pp 13130:341 34X F i c ho 50-33/. 02/03 /01 . 

8303080317 


02030G0609 Application for asend to Licenses OPR-77 L UPR-79. c h ang 1 ng 
Tech Specs 6 4 L 6 5. reflecting changes In plant 
organliatlon 6 plant operations review committee Class III 
fee for Unit 1 S, Class I fee for Unit 2 one I 

tItULS.L « Tennessee Valleg Authoritg 02/0.3/03 UENtOM. II R 
Office of Nuclear Reactor Regulation, Director ip 13160 102 24x 

Flche 90-327.03/03/03,0303000609 


--8203000614 Proposed changes to lech Specs 6 4 6 6 5. reflecting chnnijes 
In plant organliatlon 6 plant operations review committee 
* Tennessee Valleg Authoritg 63/03/03 13pp 13160 1H3 L*4X 

Flche: 30-327, 02/03/03. 0203000609 


0203090369 Forwards revised "Puirp 6 Valve Insorvlco Testing 
Prograis. '■ per NflC Ouestlon 05-9 for FnAR. Revised program 
will be Incorporated into F6AR. 

HILLS.L M Tennessee Valleg Authoritg 82/03/03 AOCNSAH. f 
Licensing Branch 4 5pp 12163 336 34X Flche 30-327.03/03/113. 

8303090369 


--8303090303 "Pump & Valve insarvlce Testing Program *' 

e Tennessee Valleg Authoritg 02/03/03 03pp 13163 341 L'4X 
Flche 30-32 7. 03/03/03. 0303090369 


8303150071 Forwards response to RL Tedesco 011110 Itr to HG Par i 1 s rr 
tornado missile protection for 480-valt transformers. 

Positive protection from l-lnch diameter missile for Intake 
6 eiheust openings over transformers will be provided 
HILL8.L H Tennessee Valleg Authoritg 03/03/05 aDFNDAM. F 
Licensing Oranth 4 3pp 13239:030 34X Flche 30-337.03/03/05, 

0303130071 


6303390303 Forwards proposed changes to Tech Spec Figure 6 3-1 ir 
organi lat Iona 1 c hanges, Inadvsrt enl Ig omitted from 830303 
request for amend to Licenses DPn-77 6 DPR-79 

HILLS, Lh Tennessee Valleg Authoritg 03/03/03 ADENBAH. C 
Licensing Branch 4. ip 13434 310 34X F ic he 30-337. 03/03/03, 

B303390303 


- -8303390308 Proposed changes to Tech Spec Figure 6 2-1 re orga nl t a t loi,a 1 
changes 

» Tsnnetsee Valleg Authoritg 03/03/09 3pp 13434 311 34X 

Flche 30-327, 03/03/03. 8303290302 


8303190149 Forwards requsst for addl Info re in response to THI Action 
Plan Item It B 1 re RCS high point vents Response requested 
within 60 degs of receipt of Itr.U/o end. 

AOEhSAM. E. 0 Licensing Branch 4. 83/03/08 PARRIS, H 0 Teiinesi ee 

valleg Authoritg 2pp 13393 396 34X Flche 90-337.83/03/00, 

8303190149 


> 1 ;0Ui; I Oeii-iir Ltr ll.''-0*, to all licensees of operating plant- 
applicencs for Cl 6 r,, ),jei*s of CP rc use of INI'U SEE-t,*J 
program 

FmfNII.fl. D G Division of Licensing 02/03/09 HAUr.PURO- A 
Con sol 1 dal ed Edison Cu of New Vor I 3pp 13331 031 34 X 

f ithe 3O-C00. fl.')/03,09, 8i03l lOCOI 


0203130131 Application for amend to 1 irenses 0PR-/7 J. UPR-/9. c hang mg 
TecL Gpec l.lblos 4 7 0 L 4 ,3-9 to reflect downscale failure 
alarms. pel iTi Conditions 3 Cllflia 6 3 Cdtia fur Units 1 I. 

3- r sspec t Ive I g 

wiSENDRUC.H R Tennessee Valleg Authoritg 63/03/09 AEtN^AM. I' 
licensing OranrS 4 tp 13347 311 34X Firhe 50-337. 03/0,7/0'/. 

82031,70121 


-6203120130 Proposed lech Spec pages . c hang i ng lables 4 3-8 1, 4 '« 'r i 
reflect downscale failure alarms, per (X. Coridltlons 3 C<l8),r 
6 2 Clllla for Units I 6 2. re spec 1 1 ve Ig 

• Tennessee Valleg Authoritg 82/03/09 9pp 12347 313 34< 

F Ithe 30-337. 03/03/09, 0303130131 


0303170018 Advises that fee for 02O1OU invoice for applications tho.il 
be remi tted 

HILLER, u O License fee Hanagement Otan;h 02/03/09 PARRI!>. Il C 
Teni-essee Vallej Authoritg Ip 12323 333 24X 

Flche 50 OCO. 62/03/09,63031/0016 


6303170311 Updates response to Generic Ltr 03-01. new license 
applications surveg One appllcatlan submittal re Drowns 
Fprrg spent fuel storage demonstration, involving drg storage 
of spent fuel in two casts schoduleri 

HilLR.L H Tennessee Vallei Authoritg 03/03/09 fCUCSCO. R I 
Assistant Director for licensing Ip 13730 296 2*X 

Flche 30-000.03/03/09.0203170511 


8303230341 Forwards final pos t-ac c i den t ironitorlnq i nslr umon t a t i nn li 
r. design criteria for caxpllance w/Reg Guide 1 9/ 

MILLS. L H Tennessee Valleg Authoritg 63/03/15 ADENSaH. E 
Licensing Branch 4 I3?PP 13362 350 34 X Flche 50 337. 03/ Oil/ I T.. 

630333034 1 


6303230040 Confirms NRC 030100 ltr re final determination of fee. 
for facililg Fee wilt Le sent bg wire tr.insfec 

Mil. LG. L H Tennessee Va 1 I c j Authoritg (13/03/16 MILLER. U Cl 
License Fee Management Branch Ip 12379 316 24X 

f lche 50-327. 03/03/16.02033:10040 


0303390316 Requests deletion nf 907. power level requirement from 
Startup lest GU-IO 2. 'fiteam Generator Mststure Carrgover 
He a sur ement . " per 830:132 L 23 telcons Just l f 1 c a 1 1 on enc I 
HIi.i.G.L H Tennessee Valleg Authoritg 62/03/33 AOGNSAM. F 
Liconslng Bronch 4 3pp 12439 314 24X Firhe 30-337. 62/03/;M. 

8203390216 


0203310534 Advises of fees due for listed applications 

OlOCS. n H License Foe Management Branch 82/03/37 PARHI3.II h 
lennessee Valleg Authoritg 2 pp 12471 345 24X 

Flche 50-32/. 03/03/33. 03OJ3IOSJ4 


Q Inspection reports. IE Bulletins L correspondence 


13203030332 Forwards !E Insp Repts 30-337/01-40 L SO-3?n/Ol -49 on 
811316-17 No noncompliance noted 

UEPJtS.R C Division of Project L Rostdent Programs 63/03/05 
Parris. H O Tennessee Valleg Authoritg 2 pp 12008 tlR 34X 
Flche 30-327. 02/02/03. 0203020333 

— 0303020347 IE insp Repts 50-327/01-40 L 50-330/01-49 on 011316-1/ h 
(loncomp 1 lane e noted Major areas inspected radiological 
erergeneg cierclse 

ANDREWS. 0 L . MAR3I8N, n R , STANSBERRY, tf U Division of Erne i gem 
Preparedness & Operational Support 03/03/03 t3pp 12000 IL'li 
24X Flche 50-327.83/02/03.0303020533 


0203030717 Forwards IE Insp Repts 30-337/02-02 6 50-320/03-03 ofi 
620118-33 No nonconp 1 lane e noted 

CANfftEt-L. F 9 Reactor Project Branch I 92/02/09 PARRIS. H 0 
Tennessee Va 1 leg Authoritg 3pp. 13099 330 34 X 

Flche 30-327.83/03/09.8303020717 


••-8203020731 IE Insp Repts 50-327/83-02 «, 50-338/02-02 on 02OUQ 22 
No none amp 1 lane e noted Major areas inspected nonconforming 
conditioning rspt review h LER review 

CRLENJAK. H V , QUICK, 0 fl Division of Resident 6 Reactor Pri.jec 
Inspection 82/02/09 4pp 13069 333 34X Flche 30-32 7. 

83/03709. 0203020717 


•; AC ■ of ilcCi-Oa Hr infor.-m; NUC of »lep» lafot. ti. 

.cririt v>ioloii 3 'is fmCed ir> If tji»> f'opto 5(>- j37/H I -4 1 !> 
lO-'Od/CI -SC 

CAvnifLL.f Di.'i^toii >f •’rcjoct t feiiJont Proijra-xi 63/03/';’ 
CABWIli.ll 0 fenOOiOoo Valley Actooritij Ip 1300(1 l#>f> 34 X 

f ! SC-nr?. o;.- O?.'??. 05C3 C;o46‘» 


- -03v3O5C4G£> l<e»p«i><l» to NtC 611331 i tf ro ololationo niil«d i It (<•»? 
Bopfi iO-Siffill t 50- 330/01-50 Corrective acttote 
iopp 1 e-.Ffitec rarfiCA^tioe ajrpcrne i»urveip piosrart* le/addl 
Sorvet,s »o ^rcat of Ain dir 'noveAent 

MtllS-l t* lerriensoe '/dlleo Auf'etit'i 021(13/03 O 'WC tlt-f* -J 1* 
Region 3. Office of Oirector 3pp 13000 1i/ i’lx 
f icr.r 7 03/03/33- R?030?04f.O 


- -020333Cf?A Fcr.srdi IF Incp Repti 2C-32//S1-41 & 50-330/01-93 
Otl3C/-JI t nclice cf viol j lion 

iFutC.o C Oivieiro 3t (fpiiCeot X> Reactor I'roject Inepec 1 1 uo. 
0l'l3/j| r'A'(RI3. H O lenoes^ve Vdileg Aothoi-it-j 3pp 

irOoH :/.<? 34« fir-* iC 33 7. 03/03/23.0213030469 


0203030506 (.3 lire cf violaiiao ProA m&p oi> 01 120/- 1 1 

* Oivi^lOfi cf Resident t. Keac Cnr Oroject tnepecClon f11/t.f/31 
IP IctOH |7| 2«« FiChe 30-33/. 63/02/23. 0303020467 


62D303C.H5 IE Imp »ept» 50-327/01-41 %, 50 3?0/av-03 nn fl»t20f-ll 
fionc c-p 1 1 an r e noted Failure iP .-ale cult a Pie measur oAenCa 
of rad 1 oac 1 1 V I tg in ai- 

COl I iN'j. I H . II05EV.C M lechiilCdl Inspectinn Ordnrh 01/12/27 
5p? IPJBa 172 24» 50 327. □2/02/33- (1.203030467 


0203000349 fpr.ardv IF Info Ontice 03-01 . Revi s i on 1. 'Auiiltarg 
I'eelvater Puaj loitovt Resulting Fro- tfec 1 1 ng house H-2 
C<.itcii Circuit nod ■ llo reeponse required 

II RCIllY. j H Region 3. Office of Director 02/02/36 UH(H0.6(- 

riurlPd Poser >, Light Co 4pp 121 90 103 34* 

r 1 1 he SO-000. U2/0.'/26. 0303000349 


1-203090319 Respcncs tu f.RC R30204 Itr re violations noted lis 1C Insp 
Rept SO 337 / 81-43 t 90- 33tj/fii -93 Corrective actions rules 
lor seating I. testing Sue eng GL t classes es tat 1 1 shed 1. 
distrituteP Represencat 1 ve leguired to te on hand. 

MILLG. L « Tennessee Valleg Avtrorltg n2/03/(}4 U'HEILLV. J f* 
Region 3. Office of Oirettur 4pp 12163 361 24* 

Ficse 90-337. 9.7/i/,l/04. 8303070339 


•1303170441 Poruards IL Info Notice 82-03. "Cnviron Tests of Eloclriial 
lorsinal Oloc Is " 

O'REIllv J P Region 2. Office of Director 02/03/04 i,i.ni0.6 ( 

Tier I la Pcuier G Light Co «pp. 12319 .307 34* 

ricre 5a-OCO. 83/03/04. 030 3170-14 I 


6203390947 For.ards IE I'isp H.-pts 90-337/63-03 h 90-330/82-03 on 
820106 . 0.705 i^o nor-c oAp I lanc e noted 

CANTRELL. F S Division of Project 6 Resident Prograire 02/03/05. 
P6R111S-HG Tennessee Valley Authoritg 2pp 12410'093 24X 

Fiche 50-327. 03/03/03. 0203390947 


820106-0305 N» 
sa Fety 


■ lec t 6 He s 1 dent 
1-337. 92/03/09. 


to 


ItiSp 


P 


• 8203170429 IE Insp Repts 90-327/01-37 t, 90 320/8t-40 on QM006-I209 
Ncur or; I lanc e noted failure to follou surveillance 
procedures for sdf r Ig -r e lated equIpAent & reel Tech Specs 
for ogc'atte autaratic trig logic 

IC'TD. (; J . OUILER. 3 0 ■ QUICK. 0 R Reactor Project Oranch I- 
83/01/10 I3pp 12317 103 P4X fiche 30 327. 02/03/09. 0203170305 


B2U3I709I7 Foruards IE Info Notice 02 '04. "Potential Deficteneg uF 
Certain AGASPAT £-700(1 Scries I lire-Oe lags. " & IE Info 
Notice 02-05. "Increasing Frequency of Drug-Related 
Inc I dent s ” 

O'REULV.J P Region 2. Office of Olrector 02/03/lQ UHRlC.h b 
Florida Poser ni.tghtCo 4pp 1232 1 206 24* 

( iche 30-000. 83/03/10.8203170319 


02<1,325040l Forsiards IE Info Notice 82-06. "Failure of Stean Oeneraten 
Pri-iarg Side Manuja.| Closure Studs “ No written response 
t eques led 

0'BF,ltl.y. J P Begion 2. Office of Olrector 02/03/12 uiiniO.R t 
Florida Po-aer t, l ight Co 9pp 12409 186 24* 

Fiche 30-000. 03/03/12. 0303230401 


0303360290 For;dords IE Info Notice B2-07, "Inedequate Security 
Screening Prograns ** 

O'RCILbV. 3 p Region 3. Office of Director 02/03/16 UHRtO.tt.L 
Florida Power f. Light Co 4pp 12434 107 24* 

Fiche 50-000. 03/03/16.0303260230. 


0303350549 Ac* receipt of 820304 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-327/01-42 t, 
30-328/(11-52 

CaTITHEll. f S Dlvisldh of Project 6 Resident Programs B2/03/I7. 
PARRIS.d 0 Tennessee Valley Authority 4pp 12410 077 34* 

Fiche 50-327. 33/03/ 17. Q3<13a90549 


--030333053D Forwards IE Insp Repts 50-327/81-42 6 90-328/81-92 
on 811206-030105 6 notice of violation 

CANfREl.l..F 8 Division of Project 6 Resident Programs. 82/02/04 
PAllRIB. H O Tennessee Valley Authority 2pp 12410 082 24* 

Fiche 90-327.02/03/17.8203250549 


--B303250966 Notice of violation from Insp on 011206-820105 

CANIRLLl.F S Division of Project !■ Resident Programs 82/03/04 
2pp 13410 084 24X Fiche 30-337.83/03/17.0203350549 


--8303230583 1C Insp Repts 50-337/81-42 6 50-320/01 -33 on 811206-830109 
None omp I lane e noted failure to Implement SOI 59-0-M-12 for 
2 -011-90 '1 12 Instr ■imeist raltunc t Von annunciator t. to 
adequately demonstrate proficiency during employee training 
FORO.E. J . OUTLEH. 3 O • QUICK. O R. Division of Project 6 Resident 
Programs 03/03/03 9pp 12410:086 24X Fiche 30-327. 02/03/17, 

8303390549 


R Periodic operating reports t< related correspondence 


8303190407 Forjiards monthly operating repts for 3an 1962 

HA30N. C C Tennessee Valley Authority 83/02/16 Office of 
."lanagenent and Program Analysts Ip 12330 397 34X 

fiche 30-327. 83/03/16.0303190407 


--03O3I70413 Monthly operating repts for Jan 1982 

EDPHEE.O ■ ED&UWS.D Tennessee Valley Authority 82/02/05 
27pp 12390 398 24X Ficlie 90-327.03/02/16.8203190407 


8203080113 Foruards NP0E5 discharge monitoring rept for 811101-030201 
SIFIAER.O R Tennessee Val ley Authority 03/03/02 PATRICK. JR 
Envi ronmenta 1 Protectlan Agency (p 12153 239. 24X 

F'lcha 50-337. 83/03/02.62030801 13, 


--8303080118 NPDES discharge monitoring rept for 811101-630301 

* Tennessee Valley Authority 82/03/03 90pp 12133:340 24X 

FlcAe 90-327.82/03/03.8303000113 


B Reportable occurrences. LERs 6 related correspondence 


8203170309 PNO- 11-81-074 on 810911, approi 4,000 gallons sulfuric acid 
spilled Into uater treatment facility Caused by failure of 
transmitter isolation valva diaphragm on acid storage tank. 

Spill contained eicept for approi 300 gallons. 

CRLENJAK. R V. . QUICK, D H Region 2. Atlanta, Office of the Olrector 
(81/03/01) 01/09/14 Ip 1232r 184 34X Fiche: SO-337, 81 /09/ 14. 

0303170969 


8303060444 Revised final deficiency rept re reeponee to Severity Level 
tv violation t> four def ic I me 1 es . Supp 1 rept submitted on 
010924 Emergency operations facility replaced by local 
recovery ctr. 

MILL6.E M Tennessee Valley Authority 83/02/12 O'HEtLLV. J P. 
Region 2. Office of Olrector 6pp 12197 246 34X 

Fiche 50-337.83/02/12.8203080444 



DOCKETED ITEMS 


S3O3CQ0309 ForjarOi lER 81 -020/03*' I 

CREEN- H J T»nn«t9ee Valleg Authorlt.| 03/03/16 O'HEILLV. J (■ 
R» 4 ton 3. OFF ice of Director Ip 13137 133 34X 

ric*>< 30-337.03/03/16.8303000309 


-'0300080316 lER 01-030/00*- 1 on 810307. u/unt t In node 5 t- au/llior^ blog 
go* treottrent tg* train 0 fan ai*charging through shield 
bldg ethdu* t vent . r ad 1 a 1 1 on .sonitor for ethaost path 
S“-Rff-90-IOO discovered Inoperable Cauae not «tatsd 
carver. A f1 , ffARDlNO.fl fi fennessee Valleg Authorltij 83/03/16 
Region 3. Office of Director Ip 13137 134 24* 

Fit ho 30-337.03/02/16.0200000309 


8203080303 Forward i LCR 02-012/OOU'0 

OREEff. M J Tennessee Valleg Authorttg 03/03/19 O'HEILLV.. I !■ 

Region 3. Office of Director Ip 13134 136 34* 

Flche 30-337. 83/03/19.8203080003 


8200000313 LER 82-O13/O0L-O on 830122. whan divider barrier egulpeicnt 
natch 3 uas opened. teal gasket discovered missing Probablg 
caused bg personnel failure to vertfg gasket re I ns la 1 1 at 1 on 
on 811016 Oasket installed Engineers reinstructed 
carver. A H . IIARDINO. H R Tennessee Valleg Author ttg 83/03/19 
Region 3. Offlco of Director Ip 13134 137 34* 

Flche 30-337.02/03/19.0203080303 


0303180327 Forwards LER 02-O!7/O3L'O 

OREEN. H J Tennessee Valleg Authorltg 02/02/26 O'REILLV. d P 
Region 3. Office of Director Ip 13334 196 24* 

Flche 30-327. B2/03/36. 0203100237 


3303180343 LER Q2-017/03L-0 on 830138* dur Ing Insp t. t e s t Ing . so f e tg- 
related mechanical snubbere 47A033-372. 47A033-300 t 
t-CV7CH-714 discovered inoperable Caused bg corrosion of 
first fc bent retaining nut guide rode on latter two 
CARVER. A M . llAR0tK0.l1 R Tennessee Valleg Authorltg. 83/02/26 
Region 2. Office of Director Ip 13334 197 34X 

Flche 30-337,83/03/36.0203100227 


B3031Q0023 Forward* LER B3-020/03L-0 

OREEN. H J Tennessee Valleg Authorltg 82/03/03. O'HFILLV. J I* 
Region 2. Office of Director Ip 12333 360 24* 

Flche 30-327. 82/03/03, 8203180033 


'8203100030 Ltfl 82-030/03L-0 on 030303. emer g enc g gao treatnient sgs rnom 
cooler declared Inoperable due to fuses blowing In coolers 
control clrcultrg Caused bg shorted solenoid coll of 
2-FBV-67-338 Coll replaced. 

OREEN. H d Tennessee Valleg Authorltg. 03/03/03 0 'RE 1 LL V. J. I- 

Region 3. Office of Director Ip 13333 361 34* 

Flche 30-337. 82/03/03. 02031 00022 


0203170492 Forwards LER 0a-Ol8/O3L-O 

ORECN. H J Tenneesce Valleg Authorltg 03/03/00 O'REILLV. d P 
Reglo.n 2. Office of Director Ip. 12313 267. 24X 

Flche 30-327. 02/03/00.8303170493 


DOCKET 50-320 SEGUOVAH tj'.Cl EAR PLANt. UNIT 3 


A App 1 1 : at ion/ c ons 1 1 uc 1 1 on stage doCurents V c urr esp and enr e 


0101370385 Discusses dissenting professional opinion re compress 
sgs. SHP Section 9 3 t.Prnposei Revision 1 Identifies events 
involving saf e Ig - re ] a tec air problems BRP should bo prompclg 
1 Tp I emented for all operating reactors S. applicants 
CAWrRt'LL.f S Region 2. Atlanta. Reactor Construction t Engin- 
Support Deane h 80/07/0/ MURPHY, t E Region 3. Atlanta- Re. 

Construction h Engineo'ing Eupfort Qi-anch Dpp 12395 164 ! 

1 I Che 30-C00 00/07/07.8101370305 


E MRC Gdfetg Evaluation Report CSEHI. suppls 8. correspondence 


0203010001 Adil response to FOIA regoest for 30 categories of doi 
re NUrlEO - 0660 . "NflC Action Plan * Forwards doiursents listed 
in Apps A.O.C 6 0 Infc parttallg withheld (ref rOlA 
E lerp 1 1 on 5) 

FElTON. J M Division of Rolos and Records BI/00/04 MADDEN. 
Kage, Gc holer . F 1 erran. Hags 6 Handler 9pp 13750 006 24* 

Flche 30 330. 81 /OU/04. 0303010001 


• 800/390653 Forwards SER input re i^p 1 er ent s t ton of rec oin.*enCo t 
ausiliarg feedwater sgs 

CHECK. P S Assistant Director for Plant Sgstesis 00/07/10 
TEOCnCO. R L Assistant Director fnr Licensing 16pp I275I 
3-lx Flche 50-000.01 /08/04.0303010001 


f Securltg. medical, emergeneg t. fire protection plans 


8109010014 Releases public version of revisions to radiological 
emergeneg Ir p I er ent 1 iig procedures 

FELION. J M Division of Rules and Records 01/00/34 Doc nr 
Management Oranch Ip 07006 001 34x Flche 50-337.81/08/34, 
0109010014 


--B109010016 Forwards public version of revisions to rad I o log 1 c •• I 
emergeneg implenenitng procedures 

MILLS. L M Tennessee Valleg Authority 81/03/31 OCNTCN. H 
Office of lliicloar Reactor Regulation, Director 2pp 0/806 
24X Flche 30-337. Bi/00/34. 010901001 4 


--0109010017 Public version of revisions to radiological enorganc 
Implementing prorotlures 

* Tennessee Valley Authority 81/03/37 lOpp 0/806 031 
Flche 50-32 7. OI/OU/34. 0109010014 


0203090576 Forwards Ausiliarg 8gs Oranch 011113 response to reyiit 
addl Info re fire prutecllon bated on until 8I100I tubmitia) 
011037 meat Ing re differences m plant design !. 10CFH30. 

App n. Sections til 0. 1 1 1 J. 1 11 1. & III o 

MILLS. L M Tennessee Valley Authority. D3/03/03 AD E NS AM. E 

Operating Reactors Oranch 4 16pp 13167 391 34X 

Flche 50-337.83/03/03.0203090576 


*'0203170497 LER 02-O1B/O3L-O' on 830307 • d or 1 n g star tup. C onto 1 nmoiit lour 
CO'hpartnient average air temp discovered at 134 19 F Two 
lower cov>p»rlmant train A cooiars temp control valves had 
wrong eettlngs Causa unknown. 

CARVER. A M . HAROINO. M. R Tennatsee Vallag Authority 03/03/00 
Region 2. Office of Olrector. 2pp 12315 260 34X 

Flcha* 50-337. 03/03/00, 8203170492 


V Oparator Examinations 


S20303023J Informs of 800612-13 site visit bg Analysis I. Tachnology.ini 
to collect info in support of NRC reassassment of 
ra<|u iramtnt* re 1 1 1 ec t ion, tra I n 1 ng <■ llcantlng of nuclaar 
power plant partonnal Cooperation raquastad 

COLLtNS.P F Operator Licensing Oranch 80/05/12 JOHNSON. R J. 
Ta'nnasst* Vallag Authorltg 3pp 12771,003 24X 

Flcha: 50-000. 01/08704.8203010001 


"8203030552 Notification of BOIOOB preliminary simulator program resul 
revtaw meeting in Bathesda.MO to discuss initial ratearch 
effort at a Imulator facllttg re almulator tailing w/actual 
poeiar plant craws using Pm safety-related occurrences. 

FARMER. U a Plant Ins trueantat ton. Contro I Ic Power Systems Uranch 
00/09/26 MURLEV.T E . HANAUER, 0 , MCXIRE.V. NRC - No Ootalled 
Affiliation Olvan 3pp 127 72 030. 34X Flche 50-000. 0I/OC1/O4. 

8203010001 


J Insurance ti Indemnity Information 


0203350363 Forwards Endorsement 35 to ANI Policy NF-347 

FIEDLER. J Marsh I. McLennan. Inc , M t. N Nuclear Consultants. ti 
Olv 03/03/16 SALTIMAN.J Antitrust C. Economic analysis Uri 
Clltlllty rtnancel 3pp 13413 169 i;4X Flche 50-337.83/03/11 
0303350363 


8203360105 Forwards Endorsement 6 to AN! Binder EO-66 6 Endorseiri 
to 6FP Binder £0-73 

FICLOCRtsJ Marsh 6 rtcLennan. fnc • M 6 fl Nuclear Consul tanC a , li 
Olv 83/03/16 SALTZMAN, J Antitrust «. Economic analysis Or/ 
CUlllltg Finance) 3pp 12423 193 34X Flche 50-000.03/03/11 
0303360105 


P Operating license stage documents & correspondence 


B3030I0001 Addl response to FQIA request for 30 categories of dm 
re NUHEO-0660. "MRC Action Plan " Forwards documents listed 
In Apps A.D.C {■ 0 Info partially withheld Iref FOIA 
Ekomptlpn 5). 

FELTON. JN Division of Rules and Records 81/00/04 MADDEN. 

Kaga • Gcholor. F I erm.an. Hay s S. Handler. 9pp 13750 006 34k 

flche. 50-320. 01 /OS/04, 0303010001 


- -8007330098 Submits comments on util response to NRC 790931 req 
basts for ausiliarg feedwater sgs flow requirements. 
Ausiliarg feedwater sgs must have capacity to supply at 
440 gallons per minute total 

SPEtS. T P Reactor Systems Branch BO/07/U PARR.O Au * 
Bystems Branch Ip 13753 070 34X Flche 50-000,01/00/04. 

0303010001 


228 


DOCKETED ITEMS 


tC075SC070 Porwjtd* bra’-:!! io#ut te «vali,atlO’> irp 1 i>'>enta t Kii. 

rt* rpt Jat I 

t\ 0 t :a-vcletfr for Re< c* -«r cac I ons Cfi-6-G.."5 ^ 1 Of 

I tr 

Ch<<!»*.P S Diractor for Pid'ii Sy^ter'^ 00/06/S3 

l£C£otO,R r^iv«ctCT <Or Lic^«%itv^j I^VAn. T M 

Ai^litant Oirettcr lor Cjerann; Reactors I4PP 1^/93 010 i-'IX 
Fic'-e 50-OJO. Bl'Oe/O^. fl?C30IOCO) 


jZ'-.'CdOlCfc Far-Jard^ resjoriir tc 8S0213 Ur rt RSO jrojrai’ on hijdrogri* 
control t co'^bu^llo^ Par-'anonl ngdrogar. rtttlgation bja will 
ropldcr broken irtorir d i s I* ibulrd lgnt\vct\ 

L H TbrnOdibb Vallog Autbcrilg 82/02/23 ADCNSAM-E 

Licanirg Drant' « «:F 12117 190 ?«» Ficb* 90-32.’.82/02/.'’:-. 

62030^0 1 OF- 


8203030567 nav : dr<s lial trisiit gua 1 1 1 1 1 a 1 1 on of all saf f tg-ra 1 alpd 
alaccrical 5 -.etnanical aoulpranl ooO^aaaat oalficiant 
trargin to anralop bignar la<»al B4 parcanttla crttarta 
Heatin- yi/K9C planned Inr r^ar 1902 

Mlt-tS-t ?t Tennaaoae valleg Autloritg 02/03/01 ARE NS AM. E 

Ltcantlro Erantn 4 2pf 12099 139 24X Fiche 50-327. 82/03/01 . 

8203033567 


8703080609 Appllcattori for atrpnd to 1. I C ernes 088-/7 t> OPn-79. c h s'lg ir; 
Tech opece 6 4 t. 6 3. reflecting changes In plant 
organtiation 6 plant operations revjeu coirmittee Class til 
fee for Unit 1 S. Class I fee for Unit 2 one I 

MILI0.L M lennessee Vail eg Author I tg B3/03/03 CCNTON. H II 
Office of Nuclear Reactor Regulation. Director ip 12160 182 24> 

Ficha 50 - 327 . 82 / 03 / 03.6203000609 


•8203000614 Propose): changes to lech Specs 6 4 t> 6 5.retlecttng i)>an;ps 
In plant organiiatlun 6 plant operations revleu cocnnittee 
a Tennessee Valleg Autnorltg 82/03/03 12pp 12160 1U3 241 

Fiche 50-32 7.02/03/03.0203000609 


0203090369 Furuards revised 'Puep U Valve Inservtce Testing 
Frograe. ” per NRC Ouestlon 05-9 for F9AH nevised program 
ulll be Incorporated into FGAR 

MILLS. L M Tennessee Valleg Authorltg 02/03/03 AOEN0AM. E 
Licensing Branch 4 5pp 12163 336 34* Ft the 50-327. 82/03 /03. 

8202090369 


--8203090382 "Puirp 6 Valve Inservice Testing Program '* 

» Tennessee Valleg Authontg 82/02/03 05pp 12163 34 1 24* 

Fiche 30 -327. 82/03/03. 0203090369 


8203045400 Application to aneos License EPS 77 changing mar fuel 
enricimant for reload fuel 6 nec. fuel 

r.tLLS- L M lennessee valles AuChortti, 02/03/01 DENTON. H l< 
Office of Nv clear Reactor Regulation. Director 4pp 12114 200 
24* f iche 50- 327.02/03/01.0203040400 


-8203040410 Proposed Ted Specs changing .-ai fuel enrichment for relond 
fuel «. ne/ fael 

s tervr.essee valleg Autnorits 62f03/0t 34pp 12114 292 24* 

Fiche 30-32 7,02/03/01.6203040408 


0/03040479 Fpr.ards response to .NRC 010201 Generic Ltr 01-7 6 NftC 
601222 ltr re NOREC-0612. Control of Heavg Loads ' 

Precedvres t 13 overslie irai/iogs enc I Aperture cards 
available in POO 

mills. L n Tennessee valleg Authority 82/03/01 A0EN9AM.E 
licensing prancr 4 I9pf 12113 002 24* Fiche 50-327.82/03/01. 

820304047? 


--8203040561 ■■ I nsp. Test I ng. Ma Int t* Operation of Nuclear Plant Cranes. 
Heists t Rigging Egulp/ent 

rtCCOV.e N . A-.OREM. V t ■ CREFN.H j Tennessee Valleg Author I tg 
81/10/C9 5lfp I2I13 022 24* Fide 30-32/. 09/03/01. 02030404/9 


-0203040565 Polar Crane Ciectri/t " 

UATsgv.UA Tennessee Valleg Authontg 80/04/23 16pp 
12113 076 24* FIcne 50-327.82/03/01.8903040479 


-*0303040572 'Auilllartj Qltq Crane Checkout C6t4 Practice 00 ^ 3 * Pertedte 
Ins? ) 

CUINN.Nm . craven. 0 C . ueST.S Tennessee Valleg Authority 
00/02/15 13pp 12113092 24* Fiche 30-327.09/03/01.0203040479 


--0203040576 "Control of Heavg Loads in Critical Lifting Zones 
NL:KCO-O6t2 •• 

a Tennessee valleg Authontg 81/07/21 llpp 12113 104 24* 

Ficne 50-327. 82/03/01. 0203040477 


-0203040564 “Lifting Device Preventive Malnt Progra-s - 

ee Valley Authontg 77/03/13 Bpp 12113 115 .?4X 

- " ST9 


8203150071 Fpri/ards response to RL Tedesco 611110 ltr to HO Parris le 
tornado missile protection for 480-vo 1 t transfornere 
Positive protection from l-inch diameter missile for intake 
6 eihaust openings over t rant Former s i/ill be provided 
MILI.S'L H Tennesgee Valleg Authority 02/03/05 ADEN 6 AM.F. 
Licensing Branch A 3pp 12259 050 2AX Fiche 50-327.02/03/05. 
0203150071 


0203290502 Foriaards proposed changes to Tech Spec Figure 6 2-1 re 
organ I tat Iona 1 c hanges. i na dver t en t ig omitted frum 020303 
request for amend to Licenses OPR-77 6 008-77 

MlLLO-L M Tennessee Valleg Authority 82/03/03 ADENSAM. E 
Licensing Oranch A Ip 12434 210 24* F 1 die SO -327. 82/03/05. 

0203290302 


-0203290308 Proposed changes to Tech Spec Figure 6 2-1 re organl latlc.-al 
changes 

s Tennessee Valley Authority 02/03/03 3pp 12434 211 24* 

Fiche 30-327. 82/03/03. 8203290502 


0203190145 FoTsiards request for addl Info re In response to TMl Action 
Plan Item 1 1 B 1 re RCS high point vents Response requested 
ijithln 60 days of receipt of ltr N/o end 

ADENSAM. E G Licensing Branch 4 82/03/00 PARHIS.IIO Teiinessee 

Valley Authority 2pp 12333 336 24X Fiche 30-327. 02/03/0U. 

8903190143 


8203110001 Generic Ltr 82-04 to all licensees of operating plants, 
applicants for OL 6 holders of CP ra use of INPO a£e-lM 
progra)-' 

EISENHUT.O 0 Division of Licensing 82/03/07 HAUBPURO. A 
Consolidated Edison Co of New York 3pp 12231 031 24 * 

Fiche 50-000. 82/03/09. 8203 1 1000 1 


02O3T2<1121 Application Cot aihend to Licenses OPR-77 L OPfl-79. changing 
Tech 0pec Tables 4 3-8 6 4 3-9 to reflect dO)»nscale failure 
alarms. per OL Conditions 2 CIlBla t, 2 CCIlla for Units I & 

2 . r espec t i val g 

UIEENDRL'O.M R Tennessee Valleg Authority 02/03/09 aSENSAH. E 
licensing Oranch 4 ip 12947 211 24* Fiche 30-327.02/03/07. 

0903120121 


— 0203120130 Proposed Tech Spec pages, c hang I ng Tables 4 3-8 l« 4 3-9 to 
gs & Fittings ” reflect doienscale failure alarms. par QL Conditions 2 CflBla 

10/03 4B?p 12113 123 24* t. 2 CHUa for Units I t 2. re spec 1 1 velg 

* Tennessee Valleg Authority 82/03/07 9pp 12247 912 24* 

Fiche 50-327,82/03/09.8203120121 


. Insp of Nuclear Plant Cranes 6 
•00/02 14pp 12113 171 24* 

irage.Etam t. Proofload “ 

•02/11 15pp 12113 105 24* 


Generic Ltr 01-14 ra seistsic 
sgs Auiillary feedwater 
in accordance 

y 82/03/01 ACENBAM. C 
24* Fiche 50-337, 02/03/01 . 


Q2031700I8 Advises that fee fnr 020100 invoice for applications should 
be remitted 

miller. U 0 License Fee Management Oranch 89/03/09. PAfl818.H. G 
Tennessee Valley Authority ip 12323 323 24* 

Flcho 50-000.02/03/09.0203170018 


0203170311 Updates response to Oeneric Ltr 62-01, new license 
ippltcatlons survey One applUation submittal re Orociins 
Ferry spent fuel storage demone trat Ion. Invo 1 vlng dry storage 
of spent fuel in tuo casks scheduled 

MILLS.L M Tennessee Valleg Authority. 82/03/09 TEOESCO- R 1 
Assistant Director for Licensing tp 12320 290 34 * 

FUhe 50-000- 02/03/09, 020317031 1 


9203990241 Foriuards final post-accident monitoring Instrumentation list 
tr design criteria for conpltance u/Reg Ouidg 1 77. 
niLLO. L M Tennessee Velleq Authority 82/03/15 aDENBAM. E. 
Licensing Branch 4. I25pp 12362 350 24* Fiche 50-327.02/03/15. 

0203920941. 



8303S3C040 ConfiTirs NRC 030100 llr re final d e t ernina 1 1 on of 
for focllitii Fee ulli be «otit by ulre transfer 

MILLS. L M Tennessee Valloy Authority 03/03/16 MILLER. M 0 
License Fee Mandyenent Rranch Ip 13379 316 34X 

Flche 30 '337. 03/03/16. 9303330040 


0303390316 Requests deletion of 90X pouer level requireoient from 
Startup Test BU'IO 3. "Steam Oenerator Mo I s ture. Can yover 
lieasureirent. " per B30333 t> 33 telcons Justification enc I . 

MILLS. L M Tennessee Valley Authority 03/03/33 AOENSAH. b* 

1. 1 censing Drench 4 3pp. 12439 314 24 X Flthe 30-327. 03/0:1 /1'3. 

R 2033902 16 


3. Inspection reports. If Bulletins h correspondence 


3203020333 Forwards IE Insp Hepts 30-337/01-40 K 30-320/UI-49 on 
B1I236-17 No none omp 1 lane e noted 

LEMI5.R C Division of Project 6 Resident Programs H2/02/0!i 
PARRIS. H 0 Tennessee Valley Authority 3pp 13000 110 24X 

Flche . 30-337. 02/03/03. 0303030333 


--n303020347 IE Insp Hepts 30-337/01-40 6 30-330/01-49 on 011216-1/ No 
none ofrp 1 1 an c e noted Major areas inspected radiological 
emergency eterclse 

ANDREUS. O L . MARSTON. R R . BTANOOCRRV. U M Division of E-set gene y 
Preparedness 6 Operational Gupport 03/02/03 13pp I20UU I2(>. 
24X Flche 30-337.02/02/03.0303020332 


3303030717 Forwards IE Insp Repts 30-337/03-02 L 30-328/03-03 on 
820tIQ-32. No none ortp I lane e noted 

CANTRELL. F 8 Reactor Project Branch 1 82/03/09 PARRIO, H M 

Tennessee Valley Authority. 2pp 12009 230 24X 

Flche; 30-327. 83/03/09.0303020717 


•0203020731 IE Insp Repts 30-327/B3-02 «. 30-:i20/02-02 on 020110-22 
No noncompliance noted Major areas 1 napec ted : none onfor-nlng 
conditioning rept review 6 LER review 

CRI.EMJAK.R V . OUICK.D R Division of Resident «< Reactor Project 
Inspection 82/02/09 4pp. 1200? 232. 24X F I c he . 30-327. 

83/02/09. 0203030717 


1203020469 Act receipt of 020203 Itr Informing NRC of stops tat eti til 
correct violations noted In IE Insp Repts 30-327/01-41 l< 
30-330/81-30 

CANTRELL. F Division of Project 6 Resident Programs 1)2/03/2;’ 
PARRIB.H 0 Tennessee Valley Authority Ip. 13008 166 34X 

F Iche; 30-337. 82/03/33. B30303046V 


--BS03020408 Responds to KRC 011231 Itr re violations noted In IL liitp 
Repts 30-327/01-41 6 30-330/01-30 Corrective actions 
supplemented radioactive airborne eurvey program w/addl 
surveys In areas of min air movement 

MILL6.L M Tennessee Valley Authority. 02/02/03 O'nEILl.V. J I*. 
Region 2. Office of Director 2pp 120U0 167 24X 

Flche 30-327. 82/02/22. 0303020469 


-8203020496 Forwards IE Insp Repts 30-327/01-41 & 30-320/01-30 un 
811207-11 L notice of violation. 

LEWIS. R C Division of Resident & Reactor Project Inspection. 
81/12/31 PARRIS.Ii. 0 Tennessee Valley Authority. 2pp 
1 2088 169 24X Flche 30-327.02/03/22.0203030469 


--0203030306 Notice of violation from Insp on 011207-11 

e Division of Resident S. Reactor Project Inspecllen 01/12/31 
Ip 1208B 171 24X Flche 30-327. 03/02/22. 0203020469 


-0203020313 IE Insp Repts 30-327/01-41 6 30-320/01-30 on ail20/-ll 
None onp 1 lane e noted, fal lure to male suitable measurements 
of radtoac t Ivlty In air. 

COLLINS. T. R. , hOSEY. C M. Technical Inspection Branch. 8t/l2/2V 
3pp. 12068:172 24X Flche 30-327,02/02/22.8203020469 


B2O3000349 Forwards IE Info Notice 02-01 . Revl s 1 on I. ’’Auslllary 
Feedwater Pump Lockout Resulting From Westlnghouse W-2 
Switch Circuit Mod *' No response required 

O'REILLY. J P Region 2. Office of Director 82/02/26 UHRtO. R F 
Florida Power i, Light Co 4pp 12138 183 24X 

Fichs: 30-000. 82/02/26.8203000349 


3203090339 Responds to NRC 020204 Itr re violations noted In IE Insp 
Rept 30-327/81—42 & 30-328/81—32. Corr ec tlve ac 1 1 ons . rul es 
for saatlng S. testing during OET classes establishad I. 
d Istr ibutad. Reprasantattve required to be on hand. 
nlLLS.L M Tennesses Valley Authority 02/03/04 □ 'HEILLV. .1 1’. 

Reglon 2> Office of Director 4pp 12162 261 24x 

Flche; 30-327, 82/03/04, 8203090339 


9203i7044I Forwards IE tofo Notice 02-03. "Environ Tests of Electrical 
Terminal Bloc kt " 

□ •REILLY, J. P. Region 2, Office of Director. 83/03/04 UHRIO. H F 
Ftoride Power 6 Light Co 4pp. 12313:309. 24X 

Flche; 30-000, 02/03/04,8203170441 


8203230547 Forwards It Insp Repts SO- .127/02 03 I. 30-328/02-03 on 
Q20106-0203 No none c-rp 1 1 .inc C noted 

CANTRELL.r S Division of Project t Resident Programs 02/03/03 
PARRIS. H (J lennpssee Valley Authority 2pp 12410 052 24X 

Fiche 50-32/. 02/03/03. □203330347 


- -0203250556 It Ins; Repts 50-327/02-03 6 50-330/80-03 on 020106- Ol'DS 
none uirp I lane e noted Major areas Inspected operational safety 
ver I r I c at I c n. independen t insp effort. plant Incidents, 
protective coatings t general employee training 

FORD. E J . BUTLER. S 0 . UtLCOX. J D Division of Project 6 lU-sldci, 
Progra-as 02/03/03 8pp 124 10 034 24X Fiche 50-327. U?/0;)/or.. 

8203330547 


8203170385 Ac V receipt of 820219 Itr informing NRC of steps taken ti» 
correct vlolatlcns noted In IE Insp Repts 30-327/81—39 6 
30-330/01-40 

CANTRELL.r S Division of Project 6 Resident Progra-ns 02/03/09 
PARRIS.II O Tennessee Valley Authority Ip 12317 172 24 X 

Flche 30-327. 02/03/09. 02031 70303 


--8203170394 Responds tj NRC 8201 10 Itr re violations noted Iri IL Insp 
Repts 30-327/01-39 *. 30-328/01-48 Corrective actions 
established recorder surveillance program !. corrected 
defective trip logic 

CROSS. J L Tennessee Valley Authority 02/02/19 U RE ILL Y. .1 l> 
Region 2. Office of Olrectur 6pp 12317 173 24X 

Fiche 30-327.02/03/09.0203170365 


-•0203170403 Forwards tE Insp Hepts 50-327/81-39 6 50-328/01-40 on 
811006-1203 6 notice of violation 

LEWIS. fl C Reactor Project Branch I 02/01/18 PARflig.H 0 
Tennessee Valley Authority 2pp 12317 179 34X 

Flcho 50-327.02/03/09.0203170303 


--0203170411 Notice of violation from loop on 011006-1203 

• Roector Project Branch 1 02/01/18 2pp 12317 ini 24x 

Flche 50-327. 02/03/0-7. 82031 70305 


--B203I70425 IE Insp Repts 50-32//RI-39 %, 50-320/01-48 on 01 1006- 1 ;.‘03 
Noncompliance noted failure to follow surveillance 
procedures for sof e ty -- r e 1 a t ed equipment 1. meet Tech bpecs 
for operable automatic trip logic 

FORD. E J ■ BUTLER. 5 O . QUICK. U H Reactor Project Branch I 
02/01/18 I3pp 12317 183 24X Flche 30-327.02/03/09,0203170303 


8203170519 Foraards IE Info Notice 02-04. "Potential Deficiency of 
Certain ACACTAT C-70C() Senes T tme-Oe I ays. ' 6 IE Info 
Notice 02-03. -'Increasing Frequency of Drug-Related 
Inc Idonts " 

O'PEILLV.J P Reglun 2. Office of Director 02/03/10 LHRIC.R I 
Florida Power 6 Light Co 4pp 12321 206 24X 

Flche 30-000. 82/03/ lO. 02031 70319 


0203230401 Forwards IE tcifo Notice 62-06. "Failure of Gteam Oenerator 
Primary Side Manway Closure Studs No written response 
requested 

O'REILLY. JP Region 2. Office of Director 62/03/12 UHRIO.R I 
Florida Pewer t. Light Co 5pp 12409 106 24X 

Flche 30-000.02/03/12.0203230461 


6203260250 Forwards IE Info Notice 02-07. "Inadequate Oecurlty 
Screening Programs " 

O'REtLLV. J P Region 2. Office of Director 82/03/16 UKRIU.R L 
Florida Power t, Light Co 4pp 12424. 107 34X 

Flche 30-000. 02/03/16. 0203260230 


8203230349 Ac k receipt of 020304 Itr Informing NRC of steps tak on to 
correct violations noted In IE Insp Repts 30-327/01-42 6 
30-328/81-32 

CANTRELL. F 3 Division of Project 6 Resident Programs 02/03/17. 
PARRIS. H O Tennessee Valley Authority 4pp 12410 077 24X 

Flche 30-327, 82/03/17. G203230S49 


—8203250550 Forwards IE Insp Repts 50-327/61-42 t- 30-328/01-32 
on B1I2O6-02OIO3 £. notice of violation 

CANTRELL. F S Division of Project 6 Resident Programs 02/02/04 
PARRIO. K O Tennessee Valley Authority 2pp 12410 002 L*4X 
Flche 50-327. 02/03/1 7. 0203230349 


--8203230366 Notice of violation from Insp on 011206-020103 

CANTRELL. F 6 Otvislun of Project t. Resident Programs 02/02/04 
2pp 12410 084 24 X Flche 30-327.02/03/17,8203230349 


— 8203230382 IE Insp Repts 30-327/81-42 «. 50-328/81-92 on 811 206-02011 
None omp 1 1 anc e noted failure to Implement 601 33-0-M-12 for 
2-RM-90-112 instrument mal f unc t ton annunciator 6 to 
adequately demonstrate proficiency during employee training 
FORD.E J . BUTLER.S U . QUICK. 0 R Division of Project 6 flesidrii 
Programs 02/02/03 9pp 12410 086 24X Flthe 30-327,63/03/17. 

8203230549 


J £\-(i2-0C5 or no t t c e of vtalatlon <. of t'njcsei 

irpotltlon e( civil ;ri<<ilti(« to se Msu«d to llctr««i 
Ac 1 1 or (lotsc on r'altjr* to ra into in aoetuoto staTf 
tetroirin^ projrdff t. tc InaVenirot t>rote4uTe» 

uruitUSCS. J . LIOtBrtAN. vt m roc tor's Office- Office of Inspection 
onij Fnforcs-ent (}Pf03/25 Ip i:’42B i>V7 S4)( 
fiche 50 'JJO. ft2<03/35 0203390273 


M Periodic aperotir-s reports t, relate' c orre spon jenc e 


0253190407 For-ards (renfli, operating repts for jan 1903 

fASHM. C C Tennessee Vo I I ey Au thor 1 tr, 03/02/16 Office of 
eenaqe-ent era A--at,sis Ip 12350 357 34x 

Ficre 50-337- 02/02/ 16. 0203190407. 


'-020,1190413 t'cntrlv operating repts for Jin 1992 

OOPBCF.l) . EOOtNOS.M Terrnesses Va 1 1 e^ Author lt^ B2/02/05 
3’;p 12350 33R 34* Fic-e 50-32 7. 82/02/ 16- 8203190407 


0203080113 Fer-aards r-^CF-S discrar^e ntonttpring rept for 811101-0**0301 
SFEINFA-C 0 Fennossee vjUe, Authorttg 02/03/02 PATRICK. J It 
Envir onr-enial Protection Ajencv Ip l2l53 239 24* 

Fiche 50-32 7. 02/03/02. B20309DI 1 3 


--0203000118 hPDES discharge oom coring rept for 01 1 101 -820201 

a Tennessee Valleg Aotnorit, 02/03/02 90;p 12153 240 24X 

Fiche 30-337. 82/0;i/02. 0203000 1 I 3 


b Reportable r c c or r enr es • LERs 6 related correspondence 


82031 70505 Pf*C- lt-61-074 on 0 1091 l.approi 4* 000 gallons sulfuric acid 
spilled irto aater treac<nent facility raused 6g failure of 
transmitter isolation valve diapnragr' on acid storage tank 
Bp 1 1 1 contained errept for appro* 300 gallons 

CRLENjAk.k V . QUICK. 1) P Regron 2. Atlanta. Office of tha Olrectni 
<01/03/011 81/09/14 Ip 12321 104 24X FicRe 30-327.81/09/14. 

02031 70505 


8203080444 Revised final deflclenCQ rept re response tn Ssveritg Level 
Iv violatiun t. foi-r deficiencies SuppI rept submitted on 
010934 E-verguncg operotlons faclllcg replared tig local 
r sr ovo rg c t r 

MILLS. I. H Tennessee valleg Authority 82/02/12 O'REII.LV. JP 
Region 2. Office of Director 6pp 12157 246 24» 

F lcha 50-327, 62/02/12 0203003444 


aC030S04lS foTivaris LEn 82 -OJ 1 /03V--0 

OAEEN.H J 'annessee Valley Authority 82/02/17 a'REtl.LV. JP 
Region 2. Office of Director Ip 12197 325 247 

Flthc 50-320 . 02/02/17.8203080414 


— 8203500430 Lfp 82-01 1/03--0 on 0201 22 . pprf o rieanc e of SI- 16 revealed 
boron tniectlon tank rocorls not sept Caused by Inadequate 
prot educes. Revlslorvs to 81-16 T os or Sldsp 1 og procedures 
include boron Injection tank heat tracing 

KFRK.O 0 . HARO 1 NO. MR Tennessee Valley Authority 02/02/17 

Reglcin 2. Office of Director Ip 1215*7 32b 247 

Fiche 90-32 8. 03/02/17. 02030804 14 


0203080623 FlPlh interie deficiency rept re foa** seats In mechanical 
pipe sleeves. Inlttallg reported BI0416 Evaluation of effects 
of foam seal on pipe t- on seal iirsdercrag Pipe move.sent data 
compilsd for evaluation iJevt rept by 820402. 

niLL8-l- M Tennsssst valley Authority 02/02/17 O'BEIULV, j P 
•Region 2. Office of Director 2pp 12160 161 24X 

Fiche 50-328. 82/02/ 17. 02O3ORO623 


8203080625 Forwards lER 82-01 3/03L"0 

OREEN, H J Tennessee Valley Authority 02/02/17. Q'HEILUV, JP 
Region 2. Office of Director Ip 12160.202 24* 

Ftcfce 50-328. 02/02/17.8203000625 


••-aa030P.&b27 LER 8a-0l3/03..-0 on B30t 16. stsa-h generator 3 feSOuatbr fluo. 
transnilttet loop 2— FT-3-90A declared inoperable Caused by 
frozen sense lines Lines thaued &. Insulation added Design 
change request initiated. 

ROOCRS.ri fl . HAROINO. M R Tennessee Valley Authority 02/03/1/ 
Region ?. office uf Director Ip 12160 203 SdX 
Fiche 90-328.112/02/17.8203080625 


8203000931 Foriuards lER 82-01 5/03L-0 

CREEN. H J Tonnes see Valley Authority 82/02/18 □ REILL/. ./. f 

Region 2. Office of Director. tp 12157 063 24X 

Fiche 50-338. 02/02/18. 0203080531 


--820358-3562 I EB 82-01 5/03L-Q on 830131 . safet y injection puop 28.0 
tripped l<-.e ed late 1 y after starting on ix start relay 
Caused 5y I ntarri t tent contact closing due to bent contact 
finger Cbntact finger replaced Puep retested 

RCMltfr. Id D . HAROINi.M R Tennessee Valley Authority 83/00/18. 

Region 2. Office of Director Ip 12197 064 24X 

Fiche SO-320. 82/02/10. R30.T08093I 


8203930440 Third Intcrle deflclericy rept re Class IE electrical 
components for essential rau cooling water travelling 
scr eens. Inl ti aV ly reported P1O510 Oefltlency still under 
analysis Detailed rept ul 1 1 be sutml t ted by 020604 
MILIR. L M Tennessee Valley Authority 02/02/19. O'REILLV. J P 
Region 2. Office of Director Ip I2l57 32*7 24* 

Fiche 90-330. 62/02/19. 8203000440 


E,'>03930616 Forwards LER 82-01 4/O3L-0 

CREEW- ri J Tennessee Valle*. Authority Q2/02/23 O'REILLY. J P 
Region 2. Office of Director Ip 12160 167 24X 

ric-e 90-320. 02/02/23.0203080616 


- 02039806.70 LER B2-0I4/03L-0 on 030129. vital battery bank 11 declared 
Inoperatle when terminal to cell I connection resistance 
eiceeded Tech Spec Caused by corrosion Connection cleaned 
fiCMAU.E.U 0 . AAROIhO. 14 fl Tenrressee Valley Authority 02/02/23 
Region 3. Office of Director. Ip 12160 168 24X 

Fiche 50-320. 02/02/23. 0203C00616 


8203100232 Forwards I EB 02-O16/O3L-O 

GREEN. H J Tennessee Valley Authority 02/02/25 OREILLY. JP 

Region 2. Office of Director Ip 13338 049 24X 

Fiche 90-320. 02/03/35. 0203100233 


--G2O3I0O236 LER 83-016/031.-0 on 020137. stea-s generator pressure chonneli 
for loops 3 h 4 ta re-iate shutdown instrumenta t Ion declared 
inoperable due to failure to moet channel check 
veyuieeirents Caused by open circuit on loop a-Pl-l-19C 
ROOtRS. H fl . IIAROINC.M fl Tennessee Valley Authority 03/02/3.7 
Region 2. Office of Director 3pF 13338 090 34X 

Fiche 50-328,02/03/25.0203100232 


0303000466 Final deficiency rept for Sequoyah 6 Malts Oar re 
inconsistent estab 1 1 shrent of tnsp pr ogram. I n 1 1 la 1 1 y 
reported 810324 tit 1 1 evaluating appropriate corrective 
actions 

MILLS. L M Tennessee Valley Authority 83/03/26 O'flCILLV. -J P 
Region 2. Office of Director 4pp 12157 239 34X 

f Ic-e 90-OC0. 83/02/36. 0303000466 


0303100309 Forwards LEO 83-031/01 T-O 

CREEN. H J Tennessee Va I I ey Author 1 1 y 03/03/03 O'REILLY, JP 

Region 3. Office of Director Ip 13333.330 24X 

rich* 50-320. 03/03/03.8303100309 


--6203100311 LER 03-031/01T-0 on 82021 7, dur inQ star tup. shutdown rods it. 
Shutdown bank A eiceeded plus/mlnus l2 steps of actual 
position on Indicators Caused by .misinterpretation of 
limiting condition for operation 3 I 3 3 Rods rscalihr 
CARVER. A M . HARDth'O.n R Tennessee Valley Authority. 03/03/02 
Region 2. Office of Director 3pp 12333 331. 24X 

Fiche 90-338. 03/03/02.8203 too 309 


0209230931 Forwards LER 03-023/03L-0. 

CREEN. K J Tennessee Valley Authority 03/03/10 O'REILLY, J P 
Region 2. Office of Director Ip. 13390.393 34X 

Fithe 50-320.82/03/10.0203290901 


--0203339384 LER 02-O23/O3L-O on 020309,10 Mode l.loop 4 main eteam 
header reriote shutdown pressure Channel 2-PT-1-26C declared 
inoperable Caused by failure of amplifier card In OE 
transmitter due to eicesstve heat from stear. teaks 
RCCER6. H P . HARDIN3. M R Tennesssc Valley Authority 03/0'J/IO 
Region 2. Office of Dlroclor. Ip 12390 334 34X 

Fiche 90-338.02/03/10. 0303310581 


V operator Eseminatlons 


0203010001 Addl response to FOIA request for 30 categories of docueients 
re N'JREG-0660. '"NRC Action Plan ** Forwards documents listed 
In Afps A, 0, C h D Info partially withheld eref FOIA 
Ecemptlon 5> 

FELTO'I- JH Division of Rules and Rscerds 01/00/04 MADOEK.T J. 

Kay e* Sc hoi er • Fl erman, F/ays & Handler. 9pp 13750' 006 24X 

Fiche 50-328. 01/08/04. 8303010001 


'8203030231 Informs of 000612-13 site visit by Analysts & Ttchnolog y • ) i 
to collect Info In support of NRC reassessment of 
requirements re t e lec b loo. tra 1 ning <• licensing of nuclear 
power plant personnel Cooperation requested 

COLLINS. p F Operator Licensing Branch 00/05/13 JOHNSOM.R J. 
Fennessee Valley Authority Spp 12771 003 24X 

fiche 50-000.01/00/04.0203010001 


--8303030SS2 NoCtflCAtlon ot DO 1 00(1 prelimin^rg 9tnul.»tot progrpo rr-,ult(. 
r«vlru ireetlng in DeCPatda.MD to dltcuee tnltlol rosoarch 
• (fort at «t<rol»tor (sctltt-.) r« ttmulotor totting ufattuol 
poucr plant creu* utlng P'M tdfotg- ro lato d ciccurrencoo 
FAfltlEft. W S Plant loot romontat ion. Contro I t> Pouer Suster>» til am h 
eO/09/36 MURtev. T C NRC - No Detailed Affiliation 01 van L'pp 

13772 028 34X Fiche 30-330.01/08/04.0303010001. 


OOCKCr 90-329 MtOLANO PLANT. UNIT I 


A. App 1 1 c at ion/ c Dtit tr uc 1 1 on etage docunenta f. t orr e tpondenc e 


8203040330 Summary of BllOOl meeting u/utll QecMsl Pouor Carp In 
8«tnotda.M0 re detign (■ coiiet atpecte of underpinning 
planned beneath autlliarg bldg 

nOODt 0 S. Licencing Dranch 4 02/02/09 Lltcnalng Oranch 4 

I9pp 13130 129 341C Flcho 90-339,82/02/0 9.0203040330 


9203010048 Provide! addl info re llreneee gua I 1 f 1 c a t ion. per NHL 
requoet Info addreaeea eeven le&uro dealing ui/c orit ingenc g 
plan! should 01.! not be Issued s le-u 1 1 aneous 1 g 

COOA. J M Consumers Power Co (12/02/11 DENION. 11 1) Office of 
tlucloar Reactor Regulation, director 7pp 12070: 1 10 24/ 

Flcho 90-329. 02/02/11.0203010040 


6203030140 Advises that NRC concurs u/ulll plans to activate 
f raoteua 1 1 . sub j to successful audit bg hflC roglonat ofc nf 
inplo.nentallon procedures for eicavatlon t< nionicorlng. 

TEOESCO.R L Assistant Director for Licensing 02/02/12 CUUK.J II 
Consumers Pouar Co 4pp 13109 330 24X FUho 50-329.02/03/12. 

8203030148 


8202240264 Application for Amend 102 to CP t. OL app I 1 cat 1 ons. c onsl at Ing 
of Rovlslon 41 to F3AR 

COCK. J U Consumers Power Co 02/03/13 DENTON. M H Office of 
Nuclear Reactor Regulation. Director 4pp 12036 001 24* 

Flcha 90-329.03/02/19. 030224026 4 


6203030401 Submits final rept on status of corrective actions re 
• nomalles in NSS8 seismic 6 LOCA anaigses DliU transmittal 
of analgtlcal input regulrerents spec accomplished on 
611006 design oiatrli will be added to manual by R20331 
COOK. J U Consumers Power Co 02/02/19 KEPPLtft. J O Region 3, 
Office of director 2pp 12099 299 24* Flcho 90-329.02/02/1*... 

8203030401 


8203040249 Notification of 020303 meeting w/utll In Bethesda.MD to 
discuss site dewatering criteria C. status of ongoing 
recharge test. 

KOOO. 0 8 Licensing Branch 4 82/02/19 ADFNSAM. E 0 Llconsiiig 

Branch 4 7pp 12128 290 24X Flche 30-329. 02/02/19. 020304024'/ 


0203010297 Responds to 811130 request for addl Info ro Unresolved 
Safotg Issues A-1 . A-2. A-3. A-9. A- 1 1 • A- 12. A- 1 7. A-24. A-26. A-31 . 
A-36.A-40.A-43.A-44.A-49.A-46.A-47.A-40 t. A-49 

COOK. JU Consumers Power Co 02/02/22 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 34pp. 12069 290 24X 

Flcho: 90-339. 82/03/23.0203010297 


8203040360 Forwards Port II responee to KL(1E0-0613. "Control of Hcflvg 
Loads at Nuclear Power Plants." par DO Elsenhut 001322 t. 

810303 Itrs.ln response to 811321 c omml tment. Drawings 

supersede Part I tubmlttal Add! anaigses forthcoming 

COOK. J N. Consumers Power Co. 02/02/26 DENTON. H. R Office of 

Nuclear Reactor Regulation. Director. tSOpp. 13119.099 24K 

Flcho: 90-329. 02/02/26. 0203040360 


6203080009 Notlficotlon of 030303 mealing w/utll fc Keeton Oeophyalco) 
in Betheeda.MO to review final rapt re unique geology 

f ealuree. 

HERNAN.R.U Licensing Branch 4 03/02/26 ADENBAH. £ 0 Licensing 

Branch 4 4pp 12199 291 34X Flche: 90-329. 03/02/36. 830300000? 


6203160033 Concurs on removal of surcharge from boratod water elorago 
tank valve pile. per 020223 meeting 

TEOEBCO. R L Atsislant Director for Licensing 82/03/36 COOK.Ju 
Consumers Power Co 3pp 12339 097 24X F Ic ho : 90-329. 02/02/26. 

8203160033 


0203090233 Forwards BhN sgs analysis of loss of feedwater accident I. 
Pickard. Lowe h Garrick. Inc auilllary feedwater reanalyels. 
Owldsllnei of NUREO-0737 Item II. E 1 I «< 5RP Bectlon 10 4 9 
met tubj to addition of 4160-vatt breaker 

COOK.J U. Consumers Power Co 02/03/01 DENTON. H R Office of 
Nuclear Reactor Regulation. Director. 2pp 12136:203. 24X 

Ftchs 90-329. 82/03/01.8203090333. 


--B203090339 "Lost of Feedwater Accident.” 

SHIEK. K C Babcock *. HU cot Co aHNP-20440 83/03/01 13pp 

18136:203. 24X Flcho 90-329.02/03/01,0203090233. 


--02O3O9O242 "MidluUi) Auiiliury Feedwater Heanalysis ' 

* Puiard Lewe (< Oarrick. Inc 02/02/29 9pp 12136 210 iMX 
flcho 90-329. 02/03/01 . 0203/190233 


0203110306 Summary of 01O62O''34 reetl'igs w/utll in Ann Arbor. Ml re 
1981 audit ot seismic *. structural design calculations 

MOOO. D LICUfising Branch 4 02/03/03 Licensing Branch 4 l.'pp 

13291 065 34X Flche 90-329. 03/03/03. 0303 I I0;i06 


8303120063 Infprrs t^a^ adj I info necessaiy re ahlllty to achieve tcilj 
shutdown outside contiol rucir 

TEDEliCO. R L Assistant Director for Licensing 02/03/03 COOK. J II 
Consumers Power Co 4pp 12391 343 24X flche 90-329.02/03/02. 

8303130063 


8303130063 Forwards "Cvatuatlco of Cracking in Sve Water f'limp Otructuii 
at Midland Plant." per 820111 meeting c cirmi tment 

CCOK.J U Cunsuo-ers Power Cu US/03/02 OENTITN. tl R Office of 
Nuclear Reactor Regulation. Director 3pp 12240 130 24t 

Fiche 90-329. 82/03/03.0303120063 


*--8203120066 "Evaluatiun uf Craclmg iii 8vc Mater Pusp Structure at 
Midland Plant " 

CORLEV. M C . F IQRATO. A E Construction Technology Laboratories 
03/02/28 60pf 13240 140 2 dx Flche 50-33'/. 02/03/03. 020313006:1 


0203150130 Forwards svr sater pump structure three-dimensional, finite- 
eicTont models. per util 010(126 A 1106 submittals Results 
from models will be discussed at NRC 820315 audit 

COOK. J M Consuaiei-s Power Co 8,-’/03/02 CENfn.N. H R Office of 
Nuclear Reactor Regulation. Director lipp 12296 219 24X 

Flcho 90-339. 02/03/03.0203150130 


83031C0344 For.jiards Trip Repts 3 A *1 of 62U234-36 meeting In Betheudo. 
MO re underpinning plans for svC water pump structure 
POUl.OS.B J Oootechnlcal Eng ineoi s . I i>c NRC -03-02-093 03/03/0:1 

KANE. J Olvlslun of Engineering 9pp 12180 :)46 34x 

Flcho 50-329.03/03/03.030310024 4 


B20319014I Foriaards Revision 7 of piping design package of decay hunt 
removal A core flout sgs for NRC Independent conflrratnry 
piping anali|Sis performed by Lnergy Tochnolcgy Engineering 
Ctr M/one oversite drawing one I Aperture card Is In PCR 
COOK. J U Consumers Power Co 02/03/04 DENTON. H R Office of 
Nuclear Reactor Regulation. Olroctur 19pp 122'96 001 24X 

Flche 90-329. 03/03/04,0303190141 


0203320441 Notification nf R203I7 meeting w/utll In Bethesda.MD to 
discuss seismic qualification of equipment Agenda enc I 

HERMAN. R U Licensing Branch 4 82/03/04 A0CN8AM.E 0 Llcrnstnq 

Dranch 4 4p p 12391 291 24X Flche 90-329,83/03/04.030332044 1 


0203110001 Oeneric Ltr 02-04 to all licensees of operating plant'-, 
applicants for CL t. holders of CP re use of ir.PD SEE-IN 
pr ogram 

EISENH0T.DO Division of Licensing B3/03/C9 HAUBPURO. A 

Consolidated Edison Co of New York MAVER.L 0 Northern Biates 

Power Co GAALOO-RN.O Nuclear Energy Service. Inc 2pp 
12231 031 24x Flche 90-000.02/03/09,0303110001 


8203120138 Submits response to Generic Ltr 03-01 0t 11 anticipates 
review to permit consolidation of spent fuel in spent fuel 
pool A to permit dry cask storage of spent fool on plant 
site 

DEHITl.R D Consumers Power Co 02/03/09 TEOE0CU. R L Assistant 
Director for Licensing 2pp 12246 208 24X Fiche 30-000, H2/0:j/0'/. 

8203130130 


B20317013I Submits notes re protection uf eicavatlon face, to be 
Included in design docu.sents for auilllary bldg underpinning 
access shaft, per 020301-09 audit discussions Ned audit 
scheduled for 030316-19 in Ann Arbor, MI 

CGQK. J W Consumers Power Co. 82/03/10 DENIOM, H R Office nf 
Nuclear Reactor Regulation. Director 2pp 12314 337 34X 

Flche 90-339, 82/03/ 10. 0203170131 


0203170979 Forwards Heston Oeophyslcal Corp "Description A Evaluatinn 
of Bedrock Structure In Vicinity of Midland Plant - Units 1 
A 2 Midland. MI" A reviews by JH Fisher A AT Cross 

COOK. J M Consumers Power Co 02/03/10. DENTON. H R Ufflce of 
Nuclear Reactor Regulation. Director 2pp 12338 011 24X 

Flche 90-329,02/03/10,0203170979 


--8203170986 "Description A Evaluation of Bedrock Structure In Vtcinltij 
of Midland Plant - Units I A 2 Midland. Ml " seventeen 
oversize maps enc I . Aper ture cards are available In POR 
V Heston Geophysical Carp. 02/02/20 500pp 12326 013 ('4X 

Flche 30-329. 02/03/10.0203170979 



-Q3031 7t’S*»0 of Ue;ton f^oopiiys t ( 0 ■ Rept oti (ioorocl Struttuir iii 

VUif'ttj of ( 1 td)dn<: Nucloar RJart • 

FtSHifi.JH fiiroiqa'i <.1016 Uo|V U?/0'J/0l I3;j titJSO i'OO 
24* Hthe ^0 33'J. a^/03/' 10. fia03l7f,3/9 


-R703 17059/ "Re^ipu. tr Csotir^nts Of> fob IVQc’ Rept Uostoo Otoph^'. I ■ <11 
Cofp cr Detiription I Kvoluotion of BeJ.'OCk Surfoco 
St'«rtur04 in Vicinity of “lldloncl Ptaol - Unici, I (. 2 
nto id'ij. nt • 

• Hi<.niyan State Uriv 02/0.1/02 llpp 12120 221 24>' 

f I< he 50-129. 05/01/ lO 35031/0 5/9 


020122051 1 Se-narii of 0301 10 audit oi> plant for etraeatiun tane.itr 
feeduater val«e pitt /• turbine bldg far a<iilliari| tld} 
undetp 1 a'lirig 

HllO. 0 S Llcentirig Dranc'* 4 02/0T/IC l.lcenelng flranch 4 

ti jpp 13371 033 24 f P tc.be 50-3."9. 01/01/ 1 0. 02033?0^ai 


0301310366 Infortit that ettidiated tettle<ren( ol loote tan; layer iieni 
underground diesel fi.cl tanks due to sets-iic shake/OL.'i Is 
althin design rapabilit.; of sys 

ccoit. J M Cons.ir-ers Povpi Co 03/03/ lO DENTOH H fl Office of 
Muc 1 ear Heaf t or Regulation. Oiiector 2pp 133/fi 14.7 24X 

ricite 50-3?9. 03/01/10.321333026,6 


0301340147 Disc esses G90309 telcon v/D Dcdcik.t/ Cloutier b u Rub) ri. 
borated uater storage '.ants t schedule changes 

11030.0 Licer.siiig Dranc h -1 63/03/11 Licensirig Orancb 4 4pp 

IP.Ifl 0*1 34)( Picbe SO -13V. 03/01/ I 1 . 0303340147 


8301230507 Provides aJdl Info requested by l/RC for Chapter 13 re 
licensee q ja I • f i c a t ■ on. inr I ud I ng operator procedures. 
operator recognitior & alar-i procedure leip I eaien ta 1 1 on f. 
codipliarce u/Reg O^.ide 1 11. Revision 3 

COCK. 1 0 Consufers Poaer Co 02/01/1.'“ OtMTChi.H B Office of 
flue tear Reactor Regulation. Director llpp 13391 DIB 34> 
Fiche 50-339. OS/Ol/IP. fi3O.733O50V 


020334045* rio 1 1 f i c a 1 1 on of oroilf. neetinj a/atil ir. Oethesda.MO to 
discuss scheiuies for facilities 

11010- 0 S Licensing Rran^b 4 82/03.' 12 DDE«SA“. E 0 tlcensinp 

Orancl- 4 P;g t?4o5 15*7 24* Fiche 50 'J39. 83/01/ 12. 0303240'. 56 


13301360036 'Orv-arrts reiciil of 030113 telcon notlfylhg fsVC of loose sand 
in plant fill. north of sve -aater structure Applicant Co 
rervove rail to avoid potential liquefaction proble.os 
MOUD. 0 l.icensing Draric/i -4 03/01/16 Licensing Orancb 4 .Ipp 

134 40 001 . 94 1 Tithe 50-339.03/03/16.03013600.76 


l}201390'5CO Forwards "f uture Honi taring Program of Eiisting Our 1 ed 
3vc Rater Piping for Micland 1 L 3" L "Re 1 n s tal la 1 1 on 
Program for 2*-tncb 1 . 16”lhcb Olareter Duried Sve Rater 
Plpfs at Midi and ' 

CCriR.J W Consu-Iers Poser Co B3/03/16 OfNTCN II R Off let of 
Nuclear Rear tor Regu I a 1 1 on • Oirectar 2pp 13438 098 34X 

ricte 50-139. 03/03/ 16- B?012'#0500 


--03O339O3O6 "future Monitoring Prograr. of t'llsting Ourled Sve Mater 
Piping for Midland 1 L 3 " tile oversl/e figures enc I 
Aperture cards are available in PCR 

a Consii-iers Poiaer Co 03/01/16 1 ^PP 134J0. 100 34X 

fiche 50-339,83/03/16.8301390500 


--Q3O13905I0 **R e 1 ns t al 1 a 1 1 on Program fur 36-]nLh 6 16-lnch Diaiieter 
Ourled Gve Mater Pipes at htdiand '* Ore oversIte drauilng 
end Aperture card is available in POR 

• Consumers Po-ver co Q3/03/31 5Dg; 12418 115 24* 

Ficbe 30-32 9,02/01/16,03013905110 


B303310154 Foriaards seismic eafety margin uorlscope describing 
screening evaluation L analysis of selected structural 
e I emed ts. equi pe ent t piping to be conducted by Structural 
Mechanics Ass oc idtes. I nt 

HlQD. 0 9 Llcehssuq Branch 4 Q3/03/16 Licensing Branch 4 

27pp 13466 188 34X FicrtP 30 -139. 83/03/ 1 6- 8303110134 


B303230333 Informs tbat surcharge loading on borated uater storote 
tank valve pits is being d 1 sc on t liiued 

CLDR. 2 W Consumers POuer Co 83/03/10 CtNrON.ffR Office of 
Nuclear Reactor Regulatfon. Director 7pp 13363 334 34* 

T 1 c b * 50- 32 9 . ea /o'.i / le . aaoiaioii 3 


6301110559 Foruards "lest Results Retaining Mai Is. Soil Boring t. lestliig 
Program." by blooduard -C 1 yde Consultants Riscusslon of call 
stability b bearing capacity evaluation utllliing sheer 
strength pararreters encl 

CQOK.J M Consumers Pouer Co 83/03/33 OL'IMTaN, H. R Office of 
tiudear Realtor Regcil all on, Dirsctar 4bp 13451 099 24X 

Fictie 50-339. 03/03/33. 0303310595. 


- 83031I055S "Test Results Retaining Ha I I s. 6o 1 1 Ooring t, Testing 
Preg r a<- 

L 600.8 S . CAKPOELL.L M Mood«.aT d-Cl yde Consultants. Inc 01 

83/03/33 3C0pp 13451 104 34* Fiche 50-339,83/03/23. 

63033 10959 


03O33IC4C9 Coofirvs 830333 discussion re 020330 meeting in Qlen Cl 
IL to Clarify unders land I ng QA program for underpinning 
const ar tivitles at site 

NORELlLj-C £ Division of Engineering L Technical Programs 
83/03/39 COOK. J u Cdtisumers Pevsr Co Ip I3AS4 244 24X 

Fiche Sri-329. 03/03/35. 0203310409 


0 NBC llraft/Final Environmental Statements, suppls (> torresponden 


83D3v4C3fc4 Feraards mWFO- 053/. DCS for facilities & notice of 
aval I ability w/o OFS 

TfOESCO. R 1. Assistant Director for Licensing 02/03/06 CUOA 
Consumers Power Co I? 13130 333 34X Fiche 50-339. 03/02/00 

820,1040364 


- -030.1040360 h.ot ice of availability for NUREO-03J7. 0E8 for facllit 
AOtn'SAM. E G Operating Reactors Branch 4 03/03/13 3pp 

13130 234 24* Fiche 50-339. 83/03/00. 0203040364 


L’203020340 Requests coirmenls on encl OtS re operation of facllttie 
Response sipected uitthin 45 days bf FR publication of 
EPA notice of issuance U/o encl 

ADEIIGA.M.E C Licensing Branch 4 03/03/12 Michigan. State 

Ip 12092 155 34* Ficne 30-339.02/02/13.0203020340 


0303030120 Forwards DEC for revteu R corirents Coirfflents due within 
days of publication In FB M/u encl 

ADEMShM. E 0 Operating Reactors Branch 4 03/03/12 GRANT, R 
Commerce. Oept of 3pp 12109 109 34* Fiche 90-329.03/03/12. 
03030301 30 


8203010367 Foruards FR notice of avellabvtlty for 0E8 M/o end 
ADE.'.'OAM. E <1 Licensing Branch 4 03/03/12 Outiel t, Kase 

13113 398 .■»4* Fiche 50 339. 03/03/ 13, 8303030367 


0303040568 Forwards DEG Pending receipt of comneots from federal. s 
ft local agenc les-FES ui 1 I be forwarded M/o encl 
ADENSAM. E 0 Licensing Branch 4 83/03/13 SHECKELLB. T 

environmental Protoetton Agency Ip 13130 098 34X 

Fiche 90-339. 03/03/13.0303040360 


830305016/ Forwards OEti for review ft corment W/o eocl. 

AOEASAM.E C Licensing Branch 4 83/02/12. ntdland Ctty. Mt 

Ip 12149 314 24X Fiche 90-339. 03/03/13, 8303050167 


B3030I0310 CormentS on DES |ieltu.b gas Instead of hydrogen should b 
used for cooling turbine t'elium has thermal conductivity of 
6.33. Is inert S, nonf lamraP I e tt would avoid eiploslve 

nON.AHUt-H m Affiliation Uninovin 02/02/24. HERHAN. R w Offl 
Nuclear Reactor Regulation. Director Ip 12069 179 34 X 

Fiche 90-329. 02/02/34.0203010318 


8203050361 Submits no comment on facility DEB Items re prime 
agricultural 1 and. f I ood 1 ng t, erosion control were discussed 
ft reviewed in Mar 19/3 EIS for const 

HILNER. H R Agriculture. Oept of 92/02/26 Office of Hoc leo 
Reactor Regulation. Director Ip 12132.159 S4x 
Ficne 50-339. 83/02/36. B303050361 


0303010400 ORAFI ENVIRUMENTAL QTATEMENT RELATED TO THE OPERATION 0 
MIDLAAO PLANT, units I AND 3 Docket Noe 90-339 And 90-330 
iConSumers Power Coirpanyi 

• Office of Ituclesr Reactor Regulation. Dlrettor. NUREO-0537. 
03/03/38 ll9pp 13076 060 24X Fiche 90-329.03/03/30,0303010 


0303030397 Requests removal of CW Carlson from reviewing list for 
Boll Conservation Sve will Inform Oept of Agriculture of 
agricultural problems arising from nuclear plant 
1 ns ta 1 1 at 1 ons 

AHMX.T J AgricuTture-Oept of 82/03/02 DENTON.H Office of 

Nuclear Reactor Regulation. Director Ip. 12149:193 24X 

Fiche 30-.339. 83/03/02, 8203080337 


8303170186 Requests ei tens ton until 0SO43O to file comments on Dt8 
STAMINIS. 0 Stantrls, B B3/03/09 HFBNAN. B Division «f 
Licensing 3pp 13313 335 a4x Fiche: 90-339, 83/03/09, 83031 701 


82031604*6 Comments on OES. radtet I on rl shs, evacuat ion, pc onomt c s , 
decommissioning 6 subsldlung facilities 

flOTH.P E Af f I nation Unknown 83/03/11 HERNAM. H H NRC -N 
Detailed AfftUattOA Given Ip 13302 315 34X 

Flchr 50-339.03/03/11,8203160476 


0203330042 Sequent* e«tqi>siofi unt»l 020420 to fjle cor-psrvti on 01 S 
Oolav I>ac«»»i totad by ABUO 020406 oa^dltne for filjnj 
contantlona for OL hparing^ 

iitNCLAIR-ft Affiliation Unknown 02/03/17 TEOiiSCn. R A««ltl.int 
Director for Licensing ]|> 13379 360 24X Fiche 30-329.83/03/17. 

8203230042 


B3D3300244 Corirenls on Section 3 11. "Dec omul «s Ion ing. ‘ of NHC 
(rsllmnarg draft rept on environ t-npact of facility Costs 
llsteo as being reasonable are in fact esorbitant 

ThIOOOEAU.H a Affiliation Unknown 83/03/23 hEHNAN. H U NRC 
Mo Detailed Affiliation Otven Ip 12446 069 24K 

Fiche 30-339. 82/03/23. 020330024 4 


6203290360 Con-ients on tadlological Impact section of WES Isswaticv nf 
OL shoold be suspended as result of recent LLL studies on 
atomic blast radiation 

lltLSON. A K Affiliation Unknown 02/03/24 NRC - No Detailed 

Affiliation Otven 3pp 12432 299 24* Fiche 50-329.82/03/34. 

8303290360 


6303300094 Responds to NRC 030312 Itr re DES Applicant should 
coordinate u/local road authority on proposed isitlgation & 
fog fsonitorlpg program 

CEATCH. 3 F Coast Ouard. Transportation. Dept of 82/03/36 
AOEnSAM- E 0 Licensing Oranch 4 Ip 13446 29U 34X 

Fiche 50-329,83/03/36.0203300004 


C hRC Safety Evaluation Report (SERI, suppls 6 correspondence 


6303100439 Oummarltes 030203 telcon u/appllcant re QER Chapter 14 open 
Items concerning proposed Initial test program Meeting 
tentativeig scheduled at plant site for 020335 6 36 
HERNAfd. R M Licensing Dranch 4 83/02/23 Licensing Oranrh 4 

5pp 12217 004 24X Fiche 30-339. 02/03/25. 0203100439 


R303160034 Foricards 8AR Change Notice 3093 for OA program In response 
to 8E6 Section 3 3 open Items re mat! toughness 8. OAU-1343. 
'Integrated Reactor Vessel Matl Burvelllance Program *' 

COOK, cf W consumers Power Co 03/03/04 DENTON. M R Office of 
Njclear Reactor Regulation. Director 53pp. 12300 304 24X 

FI ch# 30-339, 02/03/04, 0203160034 


■; Adjudicatary correspondence 


020302044/. Brief iii support of eiceptions to ASlO 011322 partial 
initial decision Appropriate sanrtions should be Imposed on 
util for deliberate i.ithhaldlng of natl Info (‘ertificate of 
Svt one 1 

CHERRX. N H Intervenors Other Than Dow CHFRRV. M M Cherry. M 
M /Cherry. Flynn *< Ranter 03/02/22 Atomic llafety and LlCriisM 

Appeal Panel 30pp 12080 C67 24* l ithe 50-339.0.7/03/23. 

0.703020444 


0203100134 Requests Info re preventive action to be taken re erosion 
cable 6 wiring integrity due to rodents Related 
c orr espondvne e 

r/.nsT'ALL.W II Mepleton Intervenois S3/03/01 nCPPLER.J 0 Heal 
3. Office of Director 2pp 12103 095 34* Fiche 50-339.02/(13/01 

B303IC0I J4 


0303090332 Requests info re total cost involved in perfor.ning *ind s tc 
feedwater isolation pits 6 concrete cracks cited in util 
030135 Itr to NflC 

marshall. M M Mapleton Intervenors 02/03/03 OEnTO.’i.hR (Iffii 
of Nuclear Reactor Regulation. Director Ip 12164 000 24X 

Fiche 50-339, 02/03/03. 0303090332 


03031 704B0 Responds to 030303 Itr re independent audit Specific fai tr 
to be considered in -letero-inlnq Independence 9 technical 
qua I 1 f I cat I on s of ur gan 1 1 a 1 1 ons 6 Individuals set forth in 
response to Representatives VIngell L Otliriger 
OIRCAR.W J nffice of the Eiecotlve Director for Operations 
02/03/00 At.OOSIA. n House of Rep 2pp I33I5 2V2 24* 

Fiche 50-000. 03/03/00. 63031 70480 


--02O3I7O491 Forwards M Sinclair Bl 1203 motlun for independent audit 
Midland ». requests Info on Diablo Canyon audit process 
AlOOBTA. n House of Rep (12/03/02 I’ALLAOINO. N J 
Commissioners Ip 12315 394 34X Fiche 50- 000. 02/03/00. 

8303170400 


"-0203170493 Motion For Independent audit of plant const 

SINCLAIR. M Affiliation unlnown 01/12/03 Commi ss 1 one i s 

4pp 12313 295 24* fiche 50-000.02/03/00.0303170480 


— 8203160036 "Integrated Reactor Vessel Matl Ourveillance Program '■ 
LO'WE. A L . MOORE.lt E . AADLAND. J 0 Babcock *, HI ten* Co 
OAW-1343 81/11/30 9lpp 13300339 34X Fiche 50-329.02/03/01, 

0303160034 


0203160304 Discusses open item re decay heat re.moval sys design 
marshall. NH Mapleton Intervenors 02/03/09 TEOF9CO. R L. 
Assistant Director for licensing Ip 12301 161 24X 

Fiche 50-329,03/03/09.6203160204 


0203160200 Forwards eipandad response to 6ER Open Item 361 M9l9s do 
not need to be environmentally qualified 

COCK, .3 W Consumers Power Co 03/03/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 12301 165 24X 

Fiche 30-329. 82/03/10.0203160200 


F. Security, medical, emergency t< fire protection plans 


8203040174 Forwards guard training U safeguards contingency plans Plant 
withheld (ref 10CFR2 790) 

COOK. J. W. Consumers Power Co 02/02/02 OENTON. H R. Office of 
Nuclear Reactor Regulation, Director 2pp 12117' 172 24X 

Fiche 30-329- 82/02/02.020304017 4 


0303100316 Order scheduling further evidentiary hearings for 820406 t 
28-30 t. 0511-14 Conference scheduled for 820406 Applicant 
prepared testimony to be filed by 020323 S. NflC testimony 
by 020330 

DECMHOEFCR. C Atomic Safety and Licensing Ooard Panel 82/03/15 
2pp 12333 106 24* Fiche 30-329. 02/03/ 1 3. 03031 00316 


0203230212 Forwards proposed supplemental findings of fact b 
conclusions of law for partial decision on QA 1, mgt attitude 
issues 

BlOOH. j 0 Consumers Power Co BLCOM. J 0 Isham. Lincoln t. Beall 
02/03/15 Atomic Safety and Licensing Board Panel 2pp 

12391 316 24X nche 50-329.82/03/15.82032 30212 


□303100230 Forwards Amend 103 to application 
Revision 42 to FBAR. site emergency plan 
COOK. J 14 Consumers Power Co 62/02/23 
Nuclear Reactor Regulation. Director Ip 
Flthe 30-339, 82/03/33.8203100230 


for Cl’ t, 01 .. const sting of 

DENTON. H R Office of 

12179 134 34X 


--02O31OO267 Bite emergency plan 

• Consumers Power Co 02/03/20 200pp 12179 130 24X 

Fiche; 30-339, 83/03/23. 8203100256 


0203080004 Notification of 830318-19 meeting w/utll t, Bechtel m 
Midland, Ml to conduct preliminary onsite rovloui of fire 
protection program t> Installation. 

HERMAN, R U Licensing Oranch 4. 83/02/36. A0EN8AM* E 0. Licensing 

Oranch 4 4pp 12159 207 24X FI c h e 50-329. 82/02/26. 8203000084 


0203120108 Releases public version of conceptual design of emergency 
response facilities per NUREO-0696 

FELTON, W M. Division of Rules and Records. 02/03/03 Oncuiment 
Management Branch Ip 12293 114 34X Fiche 30-329,82/03/05. 

8203130108 


--0203I20II3 Forwards public version of conceptual design of emergency 
response facilities per NUREO-0696 One overslte drawing 
snt 1. Aperture card avatlble In PQR 

COOK.U H Consumers Power Co 82/02/19 DENTON, 11 R Office of 
Nuctear Reactor Regulation, Director 46pp 12293 115 24x 

Fiche 30-329, 82/03/05.8203120100 


--0203230214 Supplemental proposed findings of fact t< ronclusioiis of 
Certificate of Sve end 

» Consumers Power Co 82/03/13 4lpp I238I 310 2ax 
Fiche 50-339,03/03/13.8203330212 


0203230354 Motion for oitension of time until 820405 to file brief 1; 
response to Baglnaw Valley Nuclear Study Group 020117 
eiceptions 6 020222 brief In supprot of eiceptions to ASLO 
811323 partial initial decision Certificate of Sve enc 1 
CKARNOFF.O Consumers Power Co CHaRNOFF.O 8haw. Pittman. I’oll 
Trowbridge 02/03/17 Atomic Safety and Licensing Appeal f'anol 

3pp. 12304 173. 24* Fiche 30-329.02/03/17,0203230354 


0203240192 Forwards cover of mRC Practice L Procedure Digest. 1 1 st I ng 
organtiatlon from which publications on NHL work can be 
purchased U/o end. 

PATON, W 0 Hearing Branch 4 02/03/22 MARSHALL. W H Midweet 

environmental Protection Association Ip 12397 099 24* 

Fiche 30-327,02/03/22,8203240192 


8203390352 Forwards findings of fact 6 conclusions of law supplement 
011330 findings. 

HIUCO'/E.M N Office of the Eiecutlve Legal Director 82/03/26 
BECHHOEFEH.C . DECKER, fl 8 . COWAN. F P Atomic Setotg and He out. In 
Ooard Panel Ip 12433 030 24 X Fiche 30-329.82/03/26.020329035 


'8c;03390:)^9 ijupp td I finiiings fa< t t. < 0 '>cli/tl<in« of iPw 

CertiFKPtd of 8»c pni I 

^tLCavE•^! N Office 9 * CAe Ciecutivv Legal Director PaTOM. U I) 
Hear in; QrancA « 83/03/'<l6 3C»P 13433 0!19 34 « 

Ficr® 90-339.03/03/36.0303390353 


0303090193 Forcardt affidavit of tvc for Anend 103. Revltlon 41 
& A'nend 103. Revision 43 to P8AR 

i;ELl8.B a Consvners Power Co B3/03/C4 OENTOM. H n Off 
Nuclear Beactor neguloXioii. Director 3pp 13164 09/. 341 
Fiche 50-339. 03/03/04. 830 3090 1 93 


H General ccrr rspondenc e 


0 Inspection reports. IE Oulletlns t. correspondence 


0303100130 Forwards constituent TR Miller 0301IB ktr t. reguests info re 
steps taren to re-evaluate a-ount t t^pe of regularly 
released radioactivity 

trailer. 9 House of Rep 83/01/35 KfneRER-C Office of 
Ccngressicral Affairs 3;p I3IB3 015. 34l f'lCAe 50-339.03/01/39. 

8303100138 


8303110139 Advises that IE Info Notice 83-01 . fievt s 1 on I, "Auil 
Feedwater Pu-ip Locbout Resulting Prori Ueitl nghouse W-3 
Scitch Circuit Mod. " was sent to listed licensees 
• Region 3. Office of Director 83/03/36 Region 3. Off 

Director Ip 13313 313 341 F Ic he 90-000. 83/02/36. 03031 1 


030.3110149 Responds to 830133 Itr requesting Info re studies Of U&M 
designed reactors prepared P.j flRC or 06.11 Id/ o encl NUREO- 
0560. NL'Re0-O565.6JREC-O649 !. NjREG-066/ 

OlRCnS. Id J Office of tne Eiecutive Director for Operations 
02/03/19 AL0OSTA. 0 House of BoP 4pp 13350 317 34* 

Fiche 50 339. 02/03/19. 830.31 10149 


— B303IIOI54 Requests dese r i p 1 1 on/su.*- >ory of studies of B&U nuclear 
reactors hr* NftC or Btu 

ALBGSTA.D Mouse r.f Rep 83/01/33 PALLAOINO.N J 
Cc<r.-l SSI oners Ip 13350 331 24 x Fiche 50-339.02/03/19. 

03031 10149 


8303160319 Requests justification for orjor granting util 810733 
request fer CP eitenslon Action should require £19 
MARSHALL . M M Hapletun Interveners 02/03/10 EISENIUT.DO 
Division of Licensing 3rp 13307 107 241 Fiche 50-339.02/03/10. 

9303160319 


0303170354 Opposes const 6 operation of facilities 

ARL'CER. M Affiliation Unlnci-i 02/03/11 hERIiar.R W NRC • No 
Detailed AHiitatton Given 3pp 12313 2*2 34* 

Fiche 30-339.02/03/1 1.8303170354 


B303190340 Informs of problems u/plant siting on flood plain & w/c loee 
proslmity t small gap bet.een turbine btdq 6 adjacent 
struc tures 

GACLER. S J Affiliation Unknown 83/03/11 PALLAPINO.N J 
Co— itssioners 3pp 13346 143 24* Fiche 30-339.83/03/11. 
0203190240 


1 financial Information 


8303160030 Forwards Annual Financial Rept.l9Gl 

PEHHV. P Conturers Power Co 03/03/11 OIAMOUUSO, A hRC - Mo 
Detailed Affiliation Given Ip 13300 143 24X 

fiche 50-000.83/03/11.0203160038 


--02O3I6CO4O Annual Financial Rept.I9Bl 

• Consumers Po.,er Co 82/02/12 a4pp 12300 MS. 34* 
Ficne 50-000.82/03/11.0303160039 


K Utility Final Safety Analysis Report IFSARI 6 amends 


9303340264 Application for A-.end 103 to CP 6 
Of Revision 4] to FSAR 

COOK. J 11 Consumers Power Co 83/03/15 
Nuclear Reactor Regulation. Director 4pp 
Fiche 90-339. 83/03/ 1 3. 0203240364 


Ol. app 1 1 cat I ons- cons 1 St trig 

DFNTOM-H fl. Office of 
13036 001 24 X 


--8202340267 Revision 41 to fSAR. Vais 1-4 W/594 
Aperture cards are available In PCR 
• Consumers Power Co 03/03/30 3300pp 

riche 50-339.02/03/13.0302240364 


overslte drawings. 
18035 004 34 X 


0203100330 forwards Amend 103 to application 
Revision 43 to FSAR.slte e.-ergency plan 
CODA. J vj Consu.Ters Power Co 03/03/33 
Nuclear Reactor Regulation. Director. ip 
FIthe 30-329.02/02/23.0303100338 


for CP t. OL. consisting of 

DENTON. H R Office of 

13179 154 34X 


0203110079 Advises that IE Info Notice 83-03. "Environ Tests 
Electrical Terminal Blocks. " was sent to listed licensees 
• Region 3. Office of Director. 83/03/04 Region 3. Ofl 

Director ip 12313 344 sqx Fiche 50-000.03/03/04.030311 


0303330449 Notification of 830319 nesting w/utll In Dsthesde.l 
discuss preservice Insf program 

HERnaN.R W Licensing Branch 4. 03/03/04 ADENSAM. E 0. I 

Branch 4 5pp 12391 333 24* Fiche 30-329.02/03/04.8303: 


0303190233 Forwards IE Info Notices 03-04. "Potential Oeflciet 
Certain AOASTAT £-7000 Series Tlne-Dolay Relays" i< 02-03. 
'Increasing Frequency of Drug-Related Incident* ” 

* Region 3. Office of Director 82703/10 Commonweal tti 

Co Ip 12347 090 24* Fiche 30-000.82/03/10.0203190333 


8303190209 Advises that IE Info Notice 02-06. "Failure of Ote/ 
Generator Primary Side Manway Closure Studs." was sent to 
listed lie ens ees 

» Region 3. Office of Director 02/03/13 Region 3. OFI 

Director ip 13349 208 34* Fiche 30-000.02/03/13.020311 


8203330669 Forwards IE Info Notice 02-07. "Inadequate 8ecurlt| 
Screening Programs " No written response required 
• Region 3. Office of Director 83/03/16 Conunonweal th 
Co Ip 13388 314 34X fiche 30-000.82/03/16.0303330669 


R Periodic operating reports 6 related correspondence 


0303040271 Forwards ALA0— 106 rept for Oan 1903 Includes Bechti 
nonconformance rep ts. qua 1 1 ty action r eques t s. mg t corrective 
action repts. QA findings t> DIcU repts of nonconformity 6 
inservlce Insp nonconformance repts 

COOA. J W Consumers Po-wer Co. 83/02/33 OevOUMO.n C Dll 
Office' Office of Inspection and Enforcement 600pp 1311! 

34* Fiche 30-339. 03/03/33. 0303040271 


S Reportable occurrences. LERs b related correspondence 


0303030506 Interim deficiency rept re rodent damage to electr. 
penetretlon wiring Itisul at ton. ini t la I ly reported B30130 
Rodent control measures Improved. Damaged nodula wires 
repaired/replaced Neil rept eipected by 030419 
COOK. J N Consumers Power Co. 03/03/19. KEPPLE. J O. Reg 
Office of Director 6pp 12096 079 34* Fiche 30-329.02/1 

8303030300 


8303230066 interim Part 21 rept re radial shear ralnPorcament 
major contalnmrnt pane tra t Ions . Anelgs 1 e of personnel lock 
under review Next rept iipected by B306O4 

COOK. .7 N Consumers Power Co 82/03/13 KEPPLER. J 0 Rt. 
Office of Director 4pp 1 3380 269. 24X Fiche. 30-339. B2/< 
B3033 30066 


6303330599 Interim Part 31 rept re erroneous borated water st 
tank foundation OL design calcu lations. Inl t ial ly reported 
810330 Addendum to previous rept will cover tank analysis 
for future predicted settlement 

COOK. J U Consumer* Power Co 83/03/19. KEPPLCR. J O. Re- 
Office of Director. 3pp 13390 I3I 34* Fiche 30-339. 83/i 
0303330399 


0303100369 Amend 103 to application for CP 6 DL. 
43 to FSAR. site emergency plan 
COOK, J (7 Consumers Power Co. 02/03/01 Ip 
Flchr 30-339.03/03/33.8503100330 


consisting of 
13179 155 


Revision 

r4X 


--0303100267 Site emergency plan 

a Consumer, Power Co 03/02/28 SOOpp 
Fiche 30-339. 02/03/23. 6303100338 


13179 158 34* 


T Ksarlnq transcripts on npii-entt trust matters 


0303100351 Forwards errata to transcripts of 830303 hearing li 
Mt 

INMAN. A P Alderson Reporting B2/03/15 MCNAMARA, A NR' 
Detailed Affiliation Otven Ip 12334:334 34X 

Fiche 50-329, 02/03/13. 0203100331 


— 8203180356 Er rale to transcripts of 820303 hearing In Hidla 
a consumers Power Co. 03/03/03. ip. 13334 233 24X 

Fiche 30-329. 03/03/15.8203180351 


U Congret^iftna l/t;«®tui.tvp Correspondent® 

0303170400 Hesponds to 020S03 »tr re independent Audit Bpetlfit fottm. 
to Pe considered In determining Independenie t< lechnlcol 
Qual lei c *t I on s of organ 1 1 a t ions S> individuals sot forth in 
response to Representatives OlngeU t> Dltlnger 
OIRCHS-M J Office of the Eietutlve Oliettor for nperations 
B 3 / 03 fOB AI.BOBIA. D Moose of Rep i>pp 13313 392 24X 

FUhe 30-000. O2fO3/0U. 8203170400 


DOCKET 50-330 MIOLA'IO PLANI . WJIT 2 

A AppUcatlon/construc tloo stage docunents t i or respofldonc e 


0203040330 Surasiarg of 01 1001 meeting u/ulil t, Clechtol I’ooier Corp in 
Bot»eeda.r!0 re design t. const aspects of underpinning 
planned beneath auxlllarg bldg 

HOCIO. 0 3 Licensing Oranch 4 02/03/03 Licensing Oranch 4 

|7pp 12130 123 24K FI Che 30-329. 02/02/0 5. 0203040338 


0203010040 Provides addi info re licensee qua 1 1 f I c a 1 1 on. p er Nflf. 
request Info addresses seven Issuss dealing vi/cnnt Ingencq 
plans should OLs not be Issued s 1 mu I taneous 1 g 

COOK- J W Consumers Power Co 02/02/11 II6NI0W. H R Office of 
Nuclear Reactor Regulation. Director 7pp 12070 1 10 24X 

Flthe 30-339.82/02/11.0303010040 


0203030148 Advises that NBC concurs u/utll plans to activate 
f ree I fwal I . sub j to successful audit bg MIC regional ofc of 
Implementation procedures for escavatiun & nonltoring 
TEOEBCO.n L. Assistant Director lor Licensing 82/02/12 CODH.J u 
Qpfisuaers Power Co. 4pp 12109 330- P4X Flcho 30-339. 02/0.1/ 1 
8203030148 


0202240364 Application for Amend 102 to CP (. OL app 1 1 c a 1 1 ons. c onsl s t inn 
of Revision 4 1 to FOAR 

COOK* J W Consumers Power Co. 82/02/13 DENTUN* H I? Office of 
Nuclear Reactor Regulation. Director 4pp 12036 001. 24X 

Ftcht 30-329. 92/03/ 13. 0302240364 


8203030401 Submits final rept on status of corrective actions re 
anomallfs In N08B seismic 6 lOCA anaigses Ot.U transmittal 
of anelgtlcal Input requirements spec acc omp 1 1 shod on 
81 1006- Dts I gn matrlv will be added to manu<i I bg 820331 
COOK. J M Consumers Power Co 02/02/13 KEPPLF.R. J 0 Region '.u 
Office of Director 2pp 12093 293 24X Pic ho 30-329,82/03/13. 

0203030481 


8203040249 Notification of 820303 meeting u/utll in Oethesda.MO to 
discuss site dewatering criteria 6 status of ongoing 
recharge test 

HOOD. 0 8 Licensing Branch 4 02/02/19 ADENSAM. E 0 Licensing 

Branch 4 7pp 12120 398 24 X Flche 30-339.03/03/19,030:1040247 


8203010237 Responds to 011130 request for addl Info re Unresolved 
Safetg Issues A- 1 . A-2. A-3, a-9. A- 1 1 . A- 13. A- 1 7. A-34. A-36, A-31 . 

A-36. A-40,A-43, A-44. A-43. A-46. A-47. A-40 6 A-49 

COOK. J. M Consumers Power Co. 82/02/32. OENrUN. H R Office of 
Nuclear Reactor Regulation* Director 34pp 13069' 230 34X 

Flche 30-329, 02/02/22, B203010337 


8203040366 Forwards Part II response to NUREO-0612. "Control Of Heuvg 
Loads at Nuclear Power Plants." per DO Elsenhut 001332 t, 

810203 Itrs, In response to 011221 commitment Drawings 
supersede Part I submittal Addl anaigses forthcoming. 

COOK.J H Consumers Power Co 02/02/36 DENTON. H H Office of 
Nucleer Reactor Regulation, Director 150pp 12113 099 24X 

Flche 30-329, 02/02/36. 0303040368 


8203000089 Notification of 030803 meeting u/util & Heston Oeophgolcal 
in Bsthssda.HO to review final rapt ra unique geologg 

features 

KERNAN. R H Licensing Branch 4 83/03/36 AOENnAM. E 0 Licensing 

Branch 4 4pp I2I39 291 24X Plche 30-329.82/02/36.8303000087 


8203160033 Concurs on removal of surcharge from boratad water storage 
tent velve pits, per 020223 meeting 

TEOESCO, R. L. Assistant Director for Licensing 83/03/36 COOK, J. If 
Consumers Power Co 3pp 12323 097 24X Flche 30-329, 02/03/36. 

8303160033 


0303030333 Forwards B&U sgs analysis of loss of feedwater accident t, 
Plckard.Loue 1. Oarrlck,tnc auilllarg feedwater reanaigsis 
Ouldellnet of NUREO-0737 Item It E 11 t> BRP Oeetlon 10 4 9 
met lubj to addition of 4160-voU breaker 

COOK.J.M Consumers power Co 03/03/01 DENTON. H fi Offlcr of 
Nuclear Reactor Regulation, Director 2pp 12136 303 24X 

Plche- 30-329, 02/03/01.8303050333 


• 0.7030502 JV Loss Of I eedw.stfr AC cl Jen I ' 

SHlEK.KL Oahto/k t U.Uo« Co nMNP-20-140 03/03/01. Uj.l' 

12136 305 34X Fle.be So •339, 82/03/01 . 8203050333 


'-D2U3US0243 "HIdland Aui i 1 lurg Feedwater Reanaigsis 

• Piciaid I owe 8. Carrlck. Inc 82/03/35 9pp 13136-218 ••4« 

Fiche 50-339. 82/0 J, '01 . 0.'’037502j;i 


0203110306 Ssafearg Of 01 0630 .34 meetings w/utll In Ann At bur. MI 't 
1901 audit of seismic K sCrucCurel design c a It u 1 at I ons 
MOOO.O Licensing 3ra>Mt 4 W2/03/02 l icensing Branch 4 

13251 065 24 X Fiche 50-329. 03/03/02- 8203 I 10306 

8203] 20063 Informs that addl info necessarg le ahilltg to achieve- c,i)<l 
shutdown outside control raea 

TFOESCO. R L Assistant Director for Licensing 82/03/03 COLK-.i I.' 

Consumers Po'aer Co dpp 12251 343 24X Flche 50-329.02/0-3/(12. 

0303130062 


3203120063 Forwards 'Evaluation of Cracklt.g in Ovi Water Pump Otiucluir 
at Ntdland Plant." per 820111 meeting c o'-.mi tmeiit 

COOK.J W Consu-ners Power Co 82/03/02 OLNTaN. H R Office i. r 
Nuclear Reactor Regulation. Oirectur 2pp 12248 130 24X 

Flche 30-329. 02/03/02.8203120063 


• -0203120066 'Evaluation of Cracking in Sve Water Pu.ip litructutr <>t 
Kid I and Plant 

CORIEV.U 0 • FIORATO A F Construction Technolugg l.ahnra t o r t rs 
02/02/30 60pp 12248 140 24X KIc.he 30-329. 02/03/02. 0203120(1.'. i 


T12D3I50130 Forwards sve aater pump structure the ee-d imei.s I onal . tiiiilr- 
eleirent .sodels.per util 8 1 0826 L 1106 subnittals Results 
from models will be discussed at NRC 030313 audit 

COOK.J w Consumers Power Co 82/03 '0.7 DENTON. M H Office uf 
Nuclear Reactor Regulation. Director lipp 12256 2|9 24V 

Flche 90-329. 03/03/03. 0203150130 


0203100244 Forwards Trip Repts 3 5 4 uf 020224-26 -seeting m Oethe.-.i.i. 
I1D re underpinning plans lor sve water pump structure 
POULOG. B J Oeotechnical Eng ineors. I nc NllC'03-Q3-093 B3/t>3/(>:i 

KANE. J Division oi l-.ng ] neer tng 5p p 121U0 316 24X 

riche 30-329. 02/03/03.820:1100344 


0203130141 Forwards Revision 7 uf piping design package of decay hp.it 
removal S. core fleer sgs for NRC Independent confirmatorg 
piping analysis performed bg prnergg Trchnolngg Krigineerlng 
Clr W/one oveistle drawing enr 1 Aperture card Is in POR 
enUK. J M Consumers Power Co 02'03/0« DENTON. » n Ufftce of 
Nuclear Reactor Regulation. Director 19pp I2i.'?36 0(31 24V 

Flche 3D-339. 82/03/04.8303130141 


8203220441 Natl f I cat loo of 020317 meeting w/ulll In Bettiesda.NO « i- 
discuss seismic qua 1 1 f 1 c a 1 1 on of equipment Agenda enc 1 
IIERNAM.fi w Licensing Branch 4 03/03/04 ADENGAM. E 0 Lltinslut, 

Branch 4 4pp 12391 251 24X Flche 30-329.82/03/04.8203220441 


8203110001 Generic Ltr 02-04 to all licensees of operating planti. 
applicants for OL 8. holders of CP re use of INPO BCE-IN 
program 

CIGENKUT.OO Division of l.Uenslcig 82/03/09 HAUSPUHO.A 
Consolidated Edison Co of New Vork CRANE* P A I'oclfic Oas 6 
Electric Co 2pp 12251 031 24 X Flcho 50-000.82/03/09.82031100(11 


020312D130 Submits response to Oeneric l.tr 02-01 Util antlclpatut 
review to permit consolidation of spent fuel in spent fuel 
pool 6 to permit dry cask storage of spent fuel on plant 
s I to 

OEUITT.R (I Consumers Power Co 82/03/09 TEOESCO. R L Assist.inl 
Director for Licensing 2pp 12246 208 24X Flche 30-000.03/03/0'/. 

8203120138 


8203170131 Submits notes re protection of evcavotlon fece. to bo 
included in design documents for auilllarg bldg underpinning 
access shaft, per 020301— 09 audit discussions Meit audit 
scheduled for 820316-19 In Ann Arbor. (It 

COOK.J tf Consumers Power Co 62/03/10 DENION, II R Office of 
llociear Reactor Regulation. Otrector age 12314 337 2AK 
Flcho 30-329. 82/03/10. 0703170131 


9203170379 Forwards Ueston Oeophgstcal Corp "Description 6 Evaluatlnii 
of Bedrock Structure in Vicinity of Midland Plant - Units t 
L a md land. M 1 " t, reviews by JH Fisher 6 AT Cross 

COOK.J tJ c'unsumBrs Power Co 87/03/10 DENTON, H R Office- cif 
Nuclear Reactor Regulation. Director Ppp 12320 OIL 24X 
Flche 90-329.02/03/10.0203170379 


— 0203170306 "Description t> Evaluation of Bedrock Structure in Viclrilt 
of Midland Plant - Units 1 t, 2 Kidland,Ml ” soventoan 
ovcrstie maps end Aperture cards are available m PDR 
• Heston Oeophystcal Corp 03/02/28 SOOpp 12320 013 I'dX 
Flcne 30-329.02/00/10.8203170379 


7CS'(0 of W«<»tnn (><>npft<|4 i C <»1 He ; t op sedrcc li Bt'ut I ciri- 

VKiPtt, •>( el;1Idrid Mil. Ivor Plar.c 

f.SHfH.o H rtit. i 40 i> State yr. i v 63/03' aj 13pp 13336 30P 
24/ Hiche fir/'^3/ 10.0303) /Oav*/ 


13«.’031 •■'levioi. Cor-raeotS on fob 1V62 HepI; Oi, We«ton Geophp ileal 

Co/p on Oeicripttnn L' ea 1 04 1 ( or Of 3eJrocli nurfece 
CtfoitoTpi ir. Vittnity cf "Ildl.iPi Hlent ■■ Uniti 1 8i 2 

Mid Ians, 11 1 •■ 

4 t1tciii;ai> State vn!v nn/oa/Ca Ipp 13333 33) 34 < 

P J< he 50-330. 03/03/10. O^Olil 7057V 


030334/058 1 E/'tiori, cf <130113 ai'c! i t on plans for eicaiation boned th 
feuCwater \4l.^o ;ttl ft torbtne bliq f£r auilliarii bld'j 
.*nSor p I on tri) 

Hr.f)D. D S Liconili >9 Brae’C' a 03/03/10 i.icensing Oranfh 4 
33?? 1337 3 032 34ii Fi.-e 50-327,93/03/10.8303330581 


820J3302n6 Ir. ferms that estimaced neCtle-iient of liio%e iand )4i|er aonr 
under 4 r oijnd I'lesel fuel tame due ic seis/rir ehaiedcan 1« 
tdithtr dee'.in cdpabilitis of 

cClCIi*. d a Cansj-ners Fc.er Co 95/OJ/IO OEMO-’J. H R Office of 
Nocleaf Heaclcr Re^nlatior. Oirertur 3pp 123/3-343 241 

V 1 cl-fr 50--)3V. 02 .'03/ 10. 33033 3024.6 


2303340147 lliifueeee 02033V cetcon up/f1 R-.iSiili'lf Cloutier f. u Kuni rr 
torateo .ate>' eto>4{a taiits (. echeJule ifar-dee 

nCOD. O l.icei'eiJ ‘1 Dranch 4 U3/0.7/1I ULcePetn^ Qranch 4 App 

1. JVO 04 3 i 4« f ;c<ie 50- -■39. 83/0,7/ 1 1 . 830:1240147 


P2onr30309 Oi-oeiden aJal info requestec bp NHC for CSapter 13 re 
licereee qnallficatiun. loclodl/iq operator procedures, 
nperatnr recoqriltiun t alarm procel.tre lep ) ementat i on 4. 
comfliai'ce u/Reg Coido I Dl.Peeision 3 

':OC»‘-d W Ctnii.t-crs P.nuee Co 03/03/13 OENTOV. H P Office of 
lJuclear Reactor Reoulatieo. Director 31pc |33VI 018 .24» 

Fjche 33- 33V- 03/0.1/ l3 a3f;32'j0599 


I130.7?40v 56 Nctificaticr of »33Dni6 -neet mq c/i/t I 1 In Or tt.es da. MO to 
discuss seteduies for facilities 

HOaO- 0 n Liiensirvg Uranen 4 82/03.'l3 ADENaAM. E G Licpr.cin^ 

tcrancr 4 3? P 13435 359 34* ricne 50- 339.03/03/13.0203240455 


O30336C03b fcrjcTd* recctij cl 030 112 teller, notif/ing N=1C of louse soi.e 
in plant ftll.nort.n of ssc u.ater structure Applicant to 
remove r-atl tr auuij pntentlal 1 i -que fac 1 1 on problems 

HOOD'D I icensinq Oranen *1 63/03/16 Licensing Branch 4 gpp 

13440 001 24X fiche 50- 329. 83/O.T 1 6. B303260036 


8203390500 Foru-ariis •Future Monitoring Prtigram of Eitsting Ouried 
Sve Mater Prp ir.g for Ml f V ar.4 i 5 3 * t. * Re m stal 1 a 1 1 on 
Progran. for 26-lr.cn t. 36-tnrh Oiaeietor Our i ed Sue Mater 
Pipes at mill and 

CC:;a- d M Consc-ers Pc-ee to 83/03/16 DEMa.V.H R Office of 
Nuclear Rractor Regulation. Director Tpp. 12438 090 34)1 

Fiche 30-329. 82/03/ 1 6. 620 1290500 


-“0203290506 Future tioi Vtorir.g Piog-siT of Eilsting 0urie4 Svt Haler 
Piping for Midland 163" Sir ocersiie figures enf 1 
Aperture cards are a..aila5Ie in PUR 

• Consudiers Po'-ier Co. G3/03/I6 Idpp 13438 100 24X 

Ficle 50-339. 0.7/03/ 1 6. 8303.790500 


--0203290510 'He 1 nsta I 1 at io n Progran for 2A-rncli S. 36-Inch Ola-eter 
Out I el S'ci Mater pipes at Midland ** One beer sue 1 rawing 
enc I Aperture card is auallatle in P8R 

• CunsUfiiers Pouer Co 02/03/31 50PP 13430 115 741' 

Ft Che 50-32'?. 83/03/16. 8203290500 


8303310154 Forjords seiscit safotg earg i n i-or k sc ope describing 
screening evaluation 6 analgsis of selected stroctoral 
e 1 eoient s. equ I patent 5 piping to be conducted bg Stroctoral 
Mechanics Ass oc i a tes. I nc 

HOOD. D 5 Licensing Oiancr 4 02/03/16 Licensing Branch 4 

3 Tpp 13466 188 24x Fiche 50-339. 82/a3/ 1 6. 82033101 34 


B203230332 Inforeis that surcharge loading on borated water storage 
tank valve pits is being discontinued 

CQOA. d H Consu-sers Pouer Co OBfO'J/lO 1>EI‘I1C*<I. H R Office ol 
flue tear neac t or Regulation. Director 7pp 12393 334 24X 

flcno 50-329,82/0.1/18.8303330333 


S2033I0993 Foruards 'Tost Results Retaining Halls. 9oll Qoriog 6 lestiug 
Hrograiii. * bg ifoodua rd-C 1 g de Conso 1 1 an t s. Di scussido oF wall 
etabllitg t L raring capac i tg evaluation otiliting sheer 
strength paraeetOTS end 

COOH.d U Consu.T-ers Pc-er Co 82/03/23 OENTON.H R Of Fic e of 
f foe 1 ear Reactor Regulation. Director dpp 13491:099 24X 

Fiche 50-339. 82/03/23. 820331035 9 


--83033I0559 "lest Results Retaining Halls. Sol) Boring i. Testing 
Prejran ' 

LaOO. R 6 CIU'PCELL.L M woodviard-Cliide Consultants. Inc UlCSI'i 
82/03/23 200pp 13431 104 34X Fiche 50-339,82/03/33. 

8303310555 


8e033lC409 Canf|r<ss 830333 discussion re 020330 seating In Oten bllgn. 
IL to clarifg understanding OA prograir for underpinning 
const activities at site 

llORELttJE.C t Division of Engineering t. Technical Programs 
83/03/35 COOK, d U Consurers Pouer Co Ip 12454 244 24X 

fiche 50-539. 82/0.3/33.8303310409 


D llRC Draft/Fl-ial Env I r onnen ta t Statements, suppls & correspondence 


0303040364 Forwards MliaF.A- 053'/. CCS for facilities 6 notice of 
availabllitg M/o CCS 

TEDESCO. R L Assistant Director for Licensing 02/03/C8 CO(M. j i 
Coiisu.-iers Pouer Co Ip 12130 323 24X riche 50-329.82/03/011. 

8303040264 


--r30304O:'b6 6att t r of availabllltg for h'URCO -0537. DEB for facllltg. 
ACChB'in.t G Operating Reactors Branch 4. 62/03/12 2pp 

12130 224 241 Fiche 50-329. 03/02/00. 0203040364 


6203330340 Requests coreenii on enc 1 0E6 re operation of facllltieo 
Response eipected uilthin 45 dags of FR publication of 
EPA notice of Issuance M/o enc) 

AOEWSAM. E 0 Licensing Branch 4 03/02/12 Michigan. Stole nf 

Ip 12092 355 24X Fiche 50-339.63/02/12.0203020340 


02D3030I28 Furcards DES for tevieu t. comments Comments due ulthin Ali 
dags of publication in FR U/o enc I 

aDEnSam. L' 0 Operating Reactors Branch 4 82/02/12 GRANT. R. 
Co.r>merc e. Oep t of 3pp 12109 309 24X Fiche 50-339. 82/03/12. 
83030301 26 


0203030267 Forjiards Ffl notice of avallablltlg for DEB W/o enc 1 

AOENSAM. E G Licensing Branch 4 82/02/12 Outtel L Kass dpp 

12112 350 24X Fiche 50-3.39. 02/02/12. 8203030267 


8203040568 Forwards OEG Pending receipt of com.'sents from federal. »tat 
6 local agenc lep. TES ulll be fproerded Vl/o eircl 
ADEHSAm, U 0 Licensing Branch 4 02/02/12. SIIECRElI.3. T. 

Enviran-nental Protection Agencg Ip 12130 09U 24X 

Fichu 50'.339. 82/02/12.6303040560 


0203050167 Foriuards OES for revlesr 6 comment. M/o enc 1 

ADENPAH. F 0 Licensing Branch 4 03/02/12 Midland City. Ml 

Ip 13145 314 24X rich* 50-339.63/03/13.6203050167 


02D3O1O318 Co.srsents on DFS Hellu-n gas instead of hydrogen should bo 
used for cool Ihg turbine Helium has thermal conductivity of 
6 33* Is inert 6 nonf lammab 1 e 6 mould avoid explosive 
haiards caused by hydrogen 

OGNA'ILE.R M Affiliation unknomn 82/02/24 HERMAN. R.U Office 
Nuclear Reactor Regulatioi,. Oirsetor Ip 12069 175 24X 

Fiche 30-339. 82/02/24. 820301031 8 


8203050361 Submits no co-ment on facility DEB Items re primp 
agricultural land, f 1 ood 1 ng 6 erosion control mere discussed 
6 reviewed in Mar 1972 £13 for const 

HILMER.1I R Agr 1 cu I ture. Oept. o f 82/03/26 Office of Nuclear 

Rsactor Regulation. Oirector Ip V2132 159 a4X 

Fiche 50-339. 02/03/36. 8203050361 


930301040B DRAFT EMVIROmENTAL STATEMENT RELATED TO THE OPERATION OF 
moi.ANO rL4NI.U.VtTS l ANO 2 Docket Nos 90-329 And 90-330 
CConsurers Power Coripaiiy 1 

* Office of Nuclear Reactor Regulation. Director NUREO-0337 
02/03/38 1l9pp 13076 060 247 FI che 90-329. 63/03/26. 8203010408 


62D3O0O357 Requests removal of CM Carlson from revleming list foi DUi 
Boll Conservation 0vc will inform Oept of Agriculture of 
agricultural problems arising from nuclear plant 
tnstal lattons 

ARMV. T j Agriculture. Oept of 83/03/02 DENTON. H Gffue of 

UuctebT Reactor Regulation. Oirector Ip 13149. 193 34X 

Fiche 50-329. 03/03/02. 6303000357 


8303170186 Requests erterision until 830420 to file comments on DLS 
STAHRIS. B Gtamtrls. B 82/03/09 HERNAN. B Division of 
Licensing 2pp 13313 335 24X flc he 50-329. 83/03/09. 82031 70106 


8203160476 Coirseots on DCS. rad lat Ion r 1 sks, evacuation, ac onomlcs • 
decorimt ss I on 1 lag S. subsldlrlng facilities 

ROTH. P E Affiliation Unknomn 82/03/11 HERMAN. R U NHC - No 
Detailed Afftttatlon Given Ip 12303 313 24X 

Fiche 30-329.02/03/11.0203160476 


930333C043 Requests 0 < Cent ion until BSOI^O to File c O'^-nontf on i:i.S 
Ooloy nec e«^> I td ted 6y nSl U B20406 deodline for filing 
tontenti oni. for Cl. huarings 

Sif.XLAIB.M Affiliation OnHioeO S3/03/' 1 7 ftllESCO./l AS4iil.iiil 
0l ret tor for Licencing |p 13.)?^ 360 ^■'IX fir he 50 337- I V. 

0203330343 


030330024 4 Co'h'nentt on lioction 5 II. 'Ore crnl i am ng . ' of M>fr 
prellaiinary draft ropt on environ la^pac t of facility Cobtp 
listed as being reasonable are in fail exirbitant 
fHtaOOEAU.W A Affiliation Unlinoi.ii 03/03/23 HERMAN. H U Mil 
Mo Detailed Affiliation Oiven Ip 12446 069 34 X 

riche 30-329. 92/03/33. 0.703300244 


9203290360 Coirnents on radiological Inipac I section of OFO Issuanir of 
01- should be suspended as result of rerent ULI studies on 
atomic blast radiation 

tflLSUN. A K Affiliation unhnoun 02/03/24 NflC - Mo OetailfU 

Affiliation Olven 3pp 12432 299 24X I' lehr 50-.329. 03/03/ ;’4. 

6203290360 


0203300084 Responds tu NRC 020212 Itr rv (>C9 Applicant should 
caordinate u/loca) road authority an proposed nitijalion S. 
fog monitoctng progran 

vEAfCH. J F Coast Ouard. Transportat 1 on. Dept of 02/03/26 
AOEIfSAM. F 0 Licensing 0 ranch 4 Ip 124 46 290. 24 X 

riche 30-329. 02/03/36. 0203300004 


E Mile Safety Evaluation Report (SCRi. suppis 8. correspondence 


B2031C0439 6uri.-iar 1 1 es 020205 telcon iv/applicant re 9ER Chapter 14 i>|ieii 
iters concerning proposed initial test program Meeting 
tentatively scheduled at plant eite for 0202.33 & 26 
iiERflAM. R U Licensing Uranch 4 02/02/25 Licensing uranch 4 

3pp 1231 7 004 24X Fiche 30-339. 02/02/23. U20310D439 


8303I6C034 Foruards BAR Change Notice 3093 for <IA prugra/s in re ••.pciii.i- 
to 6€R Section 3 3 open items re iratl toughness 8. UAlf-1343. 
"Integrated Reactor Vessel Mall Ourvoillanco Hrngran 
COOK. 2 M Conauners Poxer Co 02/0,3/04 OENMIN. H R Office of 
Nuclear Reactor Regulation. Director 33pp 12300 204 P4X 
Fiche 30-329.93/03/04.0203160034 


8203160200 Foruards expanded respcuise to STR Open lien 3 6 l.MOlVs iii> 
not need to be envl r nnmen la 1 1 y qualified 

COOK. O U Cunsumers Puuer Co 02/03/10 DENIUn. M R Office- uf 
Nuclear Reactor Regulation. Director .‘'pp 13301 163 34X 

Fiche 33-329.82/03/10.0303160200 


F. Security, medical, oirergency 8. fire protection plans 


0203040174 Foruards guard training 8- safeguards contingency pl.ms l'laii> 
withheld (ref 10CFR2 790) 

COOA.O U Consumers Power Co U2/03/02 UENIUN.fl H Office i>f 
Nuclear Reactor Regulation. Olrectot 2pp 12117 173 24X 

Fiche; 30-329. 02/02/02. 0203040174 


0203I003SB Foruards Amend 103 to application for CP 6 OL. c one I s t Inq of 
fleuision 42 to FSAR.sito emergency plan 

COOW. J H Consumers Power Co 82/02/23 DENTON. If R UPfico of 
tlutlear Reactor Regulation. Olrector ip I3IV9 |54 34)1 

Fiche 30-329. 93/02/23. 6203 100330 


--92O3IO0267 Site emergency plan 

• Consumers Poaer Co 62/03/26 SOOpp 12179 136 24X 

fiche 30-339,02/03/23.0203100236 


92030B0084 Notification of 030318-19 meeting w/utll 6 Bechtel In 
nidland.nl to conduct preliminary onsite revleu of fire 
protection program 8. Installation 

HERMAN. RW Licensing Branch 4 02/02/26 ADF.NSAM. E O Licensing 

Branch 4 4pp 12139 387 24X Fiche 30-329.03/03/26.02030600114 


0203120108 Releasee public version of conceptual design of emergencii 
response facilities per NURCO-0696 

FELTON. J M Division of Rules and Records 62/03/03 Oocumetil 

Manayement Branch Ip 12293 114 24X Fiche 30-329,02/03/05. 

6203120108 


--6203120113 Foruards public version ot conceptual design of dmergancy 
rasponse facilities per Nl)Reo-0696 One ovorstte drawing 
enc 1 Aperture card aval Ibis in POR 

COOK. J U Consumers Pouer Co 82/02/19 OEMIUN.KR Office of 
Nuclear Reactor Regulation. Director 46pp 12293 113 24X 

rich* 30-339,62/03/03.8203130100 


Ad ju 1 ic j t sr y c or r e-.pi:'ide;. l ■' 


O.'O'IOxuddd Rfief in .uppirt if e>cepli.siis tu aS. B 8II22x' partial 
initial decision Ap^ruprialr s.|ncLiuns shsuld he imposec un 
util for del I her a 1 1 . wi < h> u ; rii nq of m.s t I infc Cert if if -lie i|f 
tiv i eoc I 

f.cItPRf.M li 1 iitei vi-no' ' 1. t-er lhau bow Ci.LRRv M .1 Cr.err,;. fl 
ri /Cherrii. rlgnn 4 n.ii.Cer 02/02/22 Atu-iic tiufety and I icriii 

Appv.ll ".Hiel JOpp l.'OUd 06/ .’dX Fiche 50 -3.''9. (J2/02/."’2. 
6203020440 


62031001,34 Reyui- Sts info i r pievoett.^P action to he taaen re ern-m 
cable t wiring lolegritj ji n ti. lode'its ‘lei. lied 
cur r es p Olid 0*1 c e 

flAHP-'ALL. w H Mapleto'i I n ter ven.ir s 62/01/01 KFPPLLR.J S Hr 
1. Office uf Utiector Jpp l.’1H2 093 24X Fir he 30-129.62/0:1/ 

62031001 J4 


02010902*22 Requests info le tnt.il tost invoived in pei fnriring nulls 
feedwater isol.it ion pits 6 renc-ete cracls riled in util 
B20123 Itr in -iqc 

MARFHAII.WH Maple'an Intervenors IJi’/D-l/OJ DLNrON.HH (Ifl 
uf Nut I ear Reactui degu I .i 1 1 nn. Direct nr Ip 12164 ODH x’4 X 
f ith" 30-329. fi.'’/O j/OJ- (120 1090223 


9203170480 Responds lu ll.‘C2li2 llr le ludependeul audit Specific f.ii 
to be considered in deturninlng independence 6 techni«.il 
yua I I f I c .11 I on s uf tr g.|ni t wt ions 8, Individuals -.ct forth In 
response to R opresent.i' i ves Dingell f. Ottingei 
IMRCKS.W ,) Of (Ire of the Fietutlve Oiieitor for Uper.itions 

ri 2 /o'J/on aluusia. 0 houso m uep , 7 pp 12315 292 24 x 

Fiche 30 000. 03/03/00. ‘)2n:(l 70460 


-0303170491 ruiuaids M E.incl.iir (111203 mntion for i ridepenjeri I j.u(i 
Midland 3 requests mfe oii Diahio (angon audit piocess 
ALOiT'JTA, 0 House ■'( Rep 62/02/02 PAl L All 1*43. N ,i 

Cormissifi.ei s l3 17313 2'I4 2«x liiV.o ^:o 00l>.O2/0JlCU. 

(1303170460 


--■0903170496 Motion fee indepeudunt audit ui plant enust 

blUCLAlH.ti Affiliatiun Uni.Maun Hl/l2/{>.< L oirni ss lone i ■ 

4pp 12315 395 J4« Fiche 50 ():)0. (I.’/OH/OP. (13031 704UO 


3203160204 Discusses open 1 1 e.-i ro decay he.it re-av.il sgS design 
MARFHAM..N H Maplctun Intervenors 6.7/03/09 ILlltFilO.II L 
Assistant Director ‘tii Licensing Ip 1..':iOl 161 24X 

Fiche 5J-339. 03/03/09.030:1160204 


020310D:j 16 Order schedull'ig Further evidentiary .Searinis fur 030406 
20-30 8* 0511-14 Conference scheduled for 020406 Applicant 
prepared testlmong tu be filed by 02CI32J 6 MAC cestlr.ong 
hy 020330 

BFC t*H3EFER. C Atusic Safety and Licensing Hoard Panel 0370-1/15 
2pp I3.i:i3 106 34« ( icse 50- 329. 112/ 0,3/ 1 3. 02031QO;(I 6 


8203930919 Forwards prppnsed supp I er-enl a I findings of fail 8. 
c one lu s 1 uns of las. fur partial decision on DA 8. mgt attitude 
issues 

BLOOM. 5 0 Consumers Po-wer Co (ILLOM. J 0 Ish.-im. Linenin 8. I'e.. 
03/03/15 Atomic Safety and Licensing Board Panel 3pp 

12.361 316 24X Flc-C 30 329. 02/03/ 1 5. 6903230312 


--02O323O214 Supplemental proposed findings of fact f. c one 1 us 1 nns 
Certificate of Cve enc I 

* Consumers Poser Co 82/03/13 4ipp 13381 310 34X 

F iche 50-329. 02/01/ 15. B703230313 


62039 30334 Motion for extension of time until 620403 to file brlc-f 
response to dag in as. Valley Naclear Study Group 02011/ 
exceptions 8. 620929 brief in supprnt of pic options to ASLB 
011933 partial initial decision Certificate of Bve one I 
CHABNOFF.O Consumers Power Co CHaRNOFF. 0 6haw. Pittman. f*i.( 

Trowbridge 03/03/17 Atomic Safetg and Licensing Appeal P/iiit 

3pp. 13364 I 73 24X Fiche 30-399. 09/03/ I /. 6203930,354 


8203940179 Forwards cover of NRC Practice t Procudure Digest, list i 
organitation from which publications on NRL uurk can pe 
purchased (4/o enc 1 

PATON.M 0 Hearing Branch 4 02/03/29 MARSHAIL.U H Midut-*! 

L'civ 1 ronmon t a I Protection Association Ip 12397 099 24X 

Fiche 30-329. 02/03/93. 6203240193 


6203290332 Foruards findings of Pact t. conclusions of law supplooi-i 
81 1 230 F ind in gs 

WtLC0VF,.M N Officd of the Executive Legal Director 63/03/26 
BECKHOEFER. C . OECKFh.R S . coman. F P Atomic Safety and L teens 
Board Panel Ij 13433 030 94 X Fiche 50-329. 02/03/96. 89039*70; 


r‘, '♦r. 'V'# iv : ; I r » tS* » o# t Af •. * of Nv 

1 « f * i < ; : \ ^ ? % • ■ ^ . I 

Jtv'Ovt.- ti c f t^•e I. I <*-14 1 f/i rector PAJt'N W (• 

r r..r % 4 U*413 02V ?4 if 


»» Crr. e^dt ':)r'e%^*.o^eoi.e 


"')*>: C‘- !«.•> f* - >»€*> i 1^ r*ill<»r OeOllTi Hr re^jest^ n.*o 

*• j r< •e..i..4lj •• ''Vyc of reguMrl^ 

: t ■*'• i i 4 1 *.ii 

r#«Ai.fV c of ';UVCi *'5 nerrvrH.r office of 

L.‘f' 9 i e^ii :cr i I |?IU* Cl*> 24)( r»thf 

^i-Oliroufi 


‘1./U014': I' 8.‘il«i.‘ ! ••e'^oe 4 1 if»q info re cf iJirW 

29 fiOr cr G^W w/o i So'ftEC* 
v2-.<> J'- *.^. f. /'4f ^b4 *1 t \ot4t il Oitf*/ 

I C'ffttv c.f rte<.vt»-e iiirertof for Uff^ratiors 

OC t A! t:> lA !> H|.,i»e of wef iTS^O ji7 24x 

fif Ar H f JI7I4V 


• 0 tl tr4C»ifticn/4i*’4r9 of 4lodJC4 of CMJ nocMor 

rcjit'*r% 0 ^ c*(tC j" 

AlfilJ'^rA *t 11 ^ .^e -» ei' Ol'.'.' f-ALLAOlAJ.A J 

C €!'■ ••I ■» % I -k* V r ^ Ip lcr‘0 3Ci i'4j« fic>e %0-ric»9. 9^/03/19. 
ere;: iohv 


i JV it ; f U **U on for cioer granting olll 01073.*' 

'rgvfst ( jr <■» eiter^ivn A«.tior' ^''tnil2 regoive LIS 

IIAAS-^A. U ki »* Mijletnn I '• f er v e r r>r s n?/03/l0 LISEAH’JT.D C 

Ciwlstur. cf w I <■ 1 -t-; iTJO^ IH? 34X lit**e ^0- 33^* 82/0 J/ I 0 

9-C3lrJ>3|9 


U-*03| 7J2 04 U(pc%(>«i <nn^r *4 tof* o* farillttrv 

M inlc'-c.afx n.V03/lt Htownti.p u f^RC ' tU» 

A( f I I lo'i G5 3pp J4X 

I icne 5 -3?- O.M/J/ : I “> <‘11/3^54 


3- v)3l 93«'*4 ^ of arctic w/:.l4r. ► siting cr. flood pidin *• w/ilovi- 

pro»i^il»i \ gjf between t*/rbinr bldg h adjacent 

struct -»r P'S, 

GA0_E9.3 ^ AffiliJtiOo Kri'ic-.n fl2/01/|l PAI tAD)rJ3. N J 
C ariM I onr c 4 lJ34i> 143 *'41 f|cno 30- 329. 02/03/ 1 1 . 

a2-Ol9G34C 


•J It.spfCtiar '■pport.- ir nu)l»t|r>« 8. C or re& p undone p 


aiOJl 10) JV Adv I 409 tl>4t IE Info NotlCf 03- 01 • )* 0 V I s t on 1. "Auitlinry 
I peic-olP*' Hue-f Lockout np»ultiin Fron Wostlnahouse W"3 
ajitch Cii-tjlt lied ' uO» tent to Itlted l»ten»P(»4 

. »P 4 :cci 3. Office of Director ((3/03/36 flpgion 3, Offtce of 

Director Ip 13313 'Jl 3 34X Ficho SO-000. 03/03/36. B303I lO 13'y 


22331 t0't79 Advices tr.4t IE Info Notice 03-03. "Environ Tects of 
Llecl'liel ferTiitisI Dlucic.” u.o 4 tent to listed licensees 
♦ Rejior 3. Office of Oirettor 83/03/0*1 Region 3. Office of 

Direivor U l?aV-i:<''4 WAnflCl.e tlO-QOO. 82/03/04. B2031 1007'/ 

Notifitetinn of 03031D meeting u./uttl in QptV.etda. ISO to 
aiscucs preserelie in4p prograiE 

hLRnAI.. fl W i I censing Dr, inch 4 83/03/04 ACfcNSAM. E 0 Licensing 

O-arcc 4 5pp 13391 ."*55 34X Fiche 50-339.03/03/04.0203330443 


9303190235 lo-jArds It Info Notices 82'04. ‘'Potential Oeflctencg of 
Oet lain AGASfAF E'/'JOO Senes Tlroe-Oelag RelagS' fc 03-09- 
Irersasino Fiep.iiencg of Drug-Related Incidents 
• Region 3. Office c( Director 03/03/10 Coeoionsiee 1 th Edison 

Co Ip i:*14/ 090 ?4» Fifhe 50-000. 03/03/10. 0303190333 


>2303190309 Advises that IE tnfn Notice 03-06. "Fallore of Steart 
Lerieralnr Prirarg Siss r'An.jai Closure Studs." -jas sent to 
listet licensees 

. Region 3. Office uf Director 03/03/13 Region 3. Office of 

Director Ip 13349 ?D8 34/ firhe 30-0DO. 63/03/ 13. 0303190203 


0303230569 Forwards IE |nfo Notice 03-07. "inadequate Security 
Gcreening Piugrars No crltten response required 

« Reg I JO .3. Office of Director 82/03/16 Coomonuea I th Edison 

Co Ip 12308 ."'14 r4X Fichc 50-000.03/03/16.8203330669 


3 Periodic oporatins reports t. related correspondence 


02030403/1 Fotuaros A(. AO-106 rept for Jan 1903 Includes Oechtel 
noficunf oreanc e r ep ts. qua I i tg actioci requests. rgt corrective 
action reptt.QA fincmgs V UVV) repts of iiontonfornit tg t< 
mservice insa none onf jreance repts 

COCA. J U Consumers Pos-er Co 02/03/33 DEYOJNO. R C Director's 
Office. Office of Inspection and Enforcenont 600pp 13115 305 

24 c Fiche 50-329. 03/02/25. 0.203040371 


I Financial icfjfeati‘;i 


G ReporiaOle occurrences. LERs & related cor rospondenc o 


02031tCC39 Fo*uarC4 A-ruil "inane ul Repl.I9Jl 

PfcfiRV P Cnnsvnecs Pover CO H2/0.1/ 1 I OIAM.IOSSO. A RHC - III. 
Drcailei ACCillaiion Given I; I33G0 143 24< 

ri'"e 3C-000 e2/.:3/ 1 1 . 6.'03l rC03B 


--8203160040 Ani ual finai.rial Reft- 1901 

« Co'si.riers ri._»v tJ QC.03CV3 24pp laiOO 149 34X 

F ic he 50 000. 112/03/1 1 . 0203l600;(a 


A Ot 1 1 I 1 1 Final Slfetg Ar.algsis Report CFSAR I I. amends 


11202240264 Afplication for Aa.end 102 to CP 6 LiL app I 1 c a 1 1 ons. c or.s I s t ii.i* 
of Revision -It tu f CAR 

CCGp.j m Csnsu-nerv Rc-ei Co G2/03/19 DENICu.hr Office of 
Nuclear Reactor Rrgulai ion. Director 4cp 13036 001 34 k 

Fiche 50-329. 02/02/15. P307340364 


--0203240267 Revision 4| to FSAR.Vols 1-4 m/ 954 oversite Iramings 
Aperture cards are availatle m PCR 

• Consumers Power Cc 83/03/20 3300jp 13036 004 24K 

Fiihe 50-329. 83, Qn^,^ d2<J-2240264 


8203030508 Interim defteteneg rept re rodent damage to eloctrica) 
penetration uirjnq 1 nsu la 1 1 on. i n 1 1 1 a I 1 q reported 820130 
Rodent control measures improved Damaged module luires 
repa I red/r ep 1 ac ed Ncit rept eepecteo l>g 820415 

COOd. J VI Consolers Po jer Ca 02/03/1*9 l<.£PPl.€. J <3. Region 3. 
Office of Director /.pp 12076 079 24 X Fiche 50 - 329 . 82/03/19. 
8303030508 


0203230066 tnteri'ii Part 21 i epl re radial shear reinforcement at 
major c up ta 1 n.-en t penetrations Analysis of personnel lock 
under revieu Neit rept ripected bg U20604 

COOd. J M Consumers Power Co 02/03/13 KEPPlER. J 0 Region 3. 
Office of Oirettor 4pp 12380 269 34X Ficho 90-339.03/03/13. 

8303230066 


0203330599 Interim Part 21 rept re erroneous horaied water storage 
tank foundation 0„ *lesiqn ce t c u lot i*sns. tn i t la I Ig repaeted 
810320 Addenducs to previous rept .jil 1 1 cover ton! analysis 
for future predicted settlement 

CC5H.. J M Consumers Power Co 03/03/13 V^EPPlEH. J 0. Regloti 3. 
Office of Director 2pp 12390 131 P4X Fiche 90-339. 03/03/15. 
0203230999 


8203100253 Forwards A-sna 103 to applitavion tor CP t. OL. c onsts t >nq nf 
Revision 42 le FSAH.site e.-ser gene g plan 

COOK- J u Consumers Pr_er Co 92/02/23 OFNICN.K R Office- of 
iiutlear Reactor Regulalicn, Director Ip 12179 154 24X 

Fiche 50-329. 92/03/23. (120:)l0O258 


--6203100265 Amend i03 tn applicatijn for CP & Ol. c onsi s t ing of Rpvtsji.ii 
42 to fSAR. SI to e.-erger.cg plan 

COOK. J u Consumers Power Co B.7/P3/01 Ip 12179 195 ,''4K 

Fic he 50-329. 02/02/23- 6203100258 


P203090I92 forwards affidavit of Sve for Amend 102. Revision 41 tc. I 9AR 
f. Amend 103. Revision 42 to FUAR 

UELI.8.ft A Cjnsni-ers Poser to 62/03/P4 UENTOR. H R Office of 

Nuclear Reactor Regulation. Director 3pp 12164 09/ 24X 

Fiche 90-3:9. 82/01/04.630309019 3 


I Hearing transcripts on ncin-ant I trust mattere 


6203180251 Forwards errata to transcripts of 820203 hearing in Midland, 
Ml 

IAMaN, A P Aiderson Reporting 02/03/19. MCNAMARA, A. N8C - No 
OetatleO Affiliation Given Ip. 13334 334. 34X 

Fiche 50-329. 82/03/15.0203160351 


--B3031B0296 Eriata to transcripts of 030303 hearing in Mldland.MI. 
s Consumers Po-wer Co 03/03/03 Ip 13334 3 3 5 34X 

f IC6« 50-329.63/03/15.8303100351 


DOCKETED ITEMS 


U Conflfess lona I /E necvt iwe Correspons eoc » 


8203170460 R?%punii« to B20202 Itr re i tidepen J on t .loOlt !)pv<tfic 
to b* C 004 (<to red in deter -rtntng Indop endecic e t ternntcel 
goal 1 c et ton « of orgent > et t ono h individuals 40t forth in 
response to Representat 1 ves Olngull t Ottingor 
OtRCKS-U J Office of the Erecvtive Oirectnr for npvratlons 
B2/O3/O0 ALOOSTA. 0 House of Hop 5pp >2315 SV2 
Fiihe 30-000. 82/03/00.0303170400 


--83O3170491 Foruerds fl Sinclair 011203 Tottun for Independent audit <>i 
Midland t. requests Info on Oiehlo Cangun aiid 1 1 process 
ALOOSTA, D House of Hep 02/02/02 f ALL AO I Nil. M J 

Co'-hlssloners Ip 13313 294 34X Fiche 50-000. 02/03/00. 

0203170400 


COCKET 30-331 OtlANE ABNOLO ENEHOY CEMTEH 


F. Becurltq. •redlcal. eoergencq t> fire protec tiort plans 


030303036(3 Act receipt of util 030311 Itr eiplalnlng that deficiencies 
re proept notification sgS Identified In 020226 6 29 Insps 6 
830203 subsequent nonthlg tost silll be corrected bg 020601 
KEPPI-ER. JO Region 3. Office of Director 02/03/23 ARNOLII. I» 
toua Electric Light «. Pou-er Co Ip 12103 01* 24x 

Fiche 30-331 . 02/02/23. 8203030260 


0303100370 Foruards rasponso to confirnatorg action Itr re unergrncM 
preparedness appraisal Revisions to eeergoncg (• eirergencg 
response plan should bo avollable bg 830315 for revieui b 
approval Appraisal lirprovonont uork progiossing 

nCOT.L 0 loua Electric Light b Pou-er Co 82/03/01 KEPPLER. J (: 
Region 3. Office of Director Itlpp 131/7 034 34X 

Fiche 50-331. 82/03/01.8303100270 


R203O90512 Proposes late Apr 1902 rsoetlng to discuss detailed coi;put<>i 
based critical path schedule for sefolg paranetor dlsplag 
sgs. meteorologg upgrades. Reg Outdo 1 97. control rooei design 
review S< eddl mods for Integrated eeiergoncg response plan 
ROOT. L. D toua Electric Light (• Pouer Co 82/03/02 OENfON.II. 

Office pf Nuclear Reactor Regulatlun. Director 2pp I2I6J U8i 

24* Fiche 30-331. 02/03/03. 0203090512 


0303230654 Advises that 030.101 responses re App A 1 toms, s 1 gnl ft cant 
appraisal findings t> 011217 App 0 t teas . app rs Isa 1 
Ifliprovenent. are acceptable Response to App C. energencg plan 
deficiencies, to be revleued per lOCFRSO 471 bl 

HINO. J A Division of Eoiergencg Preparedness Operational 8uppoi*t 
82/03/16 ARNOLD. 0 toua Electric Light b Pouioi Co Ip 
13309 ICO 24X F ic he 30-331 . 02/03/ 16. 0203330654 


M Oenprel cow ebpondence 


0203050935 Advises that 00 Vassal lo reassigned as Chief of Hperatlng 
Reactors Branch 3 Correspondence prevlousig directed to 
T Ippollto should be directed to OD Vassello. 

NDVAIt. T M Assistant Director for Operating Reactors 03/02/12 
ARNOLD. 0 toua Electric Light b Power Co 2pp 12147 IV7 PAX 
FIchtf: 30-331. 02/02/13.0203050933 


P Operating license stage docunonts b correspundonc e 


0303030491 Responds to Vassallo 030132 request re NURCO-0737 tte/n 
I.A I 1 Concurs u/lNRO rec oanendattons for delernlnlng 
bachelor degree equlvalencg for nondegreed shift technical 
advisor candidates. 

ROOr.L 0 toua Electric Light b Power Co B2/03/34 DENTON. II 
Office of Nut leer Reactor Regulation. Director Ip 12096 007 24X 

Flchs 90-331.83/03/24.0203030491 


0203090332 Discusses 011213 Itr concerning NUREO-0737. I tem tl K 3 13 it 
separate HPCt b RCtC initiation levels Complete 
lisp ie'sentetton of Item ullt be conducted during Apr 1963 
na int outage 

ROOT. L 0 loua Electric Light b Power Co 83/03/01 DENTON. II 
Office of Nuclear Reactor Regulation. Director Ip 13163 113 34X 

F Ich*; 90-331. 83/03/01. 0303090323 


B203090912 Proposes late Apr 1982 meeting to discuss detailed compulor 
baixi critical path schedule for safetg parameter dlsplag 
sg s . meteorologg upgradet.Reg Oulde 1.97.cantrol room design 
review b addl nods for Integrated emergeneg response plan 
ROOT. U 0 loua Electric Light b Power Co 03/03/02 DENTON. II 

Office of Nuclear Reactor Regulation. Director 3pp 12163 081 

24X Fiche 90-331. 02/03/03, 0303090912 


0203150126 Forc-ards re;-ie«l «or adJl info resulting froi* review ut 
sahr.ittalS or. Tnl 1*. en It G 1. 'Ht'i High P.ii'.l Vents 
Ouestiiins re techrlial -le r 1 1 df proposed operating 
guidelines f.ir HClj vent u-. age should be solved genellcellg 
VASLALLj. 1' A i:fer<itiig h'eactorr. Hr ar c h 2 03/03/04 ARNUIH. Ii 

loua Electric Ligri i- tower Co -Ipp 122V 3 .333 34* 

Fiche 5C ■331. R2 .'03/04. 0203150120 


8203 1/0144 Forwards A-ueiil 72 to I - 1 cense OPR 49 1. notice of issuai.ti* I. 
avatlabiltlq Aaend ’.oliftes Tech Udecs to tneurporate 
o r g an I I a 1 1 one 1 chanies to plant staff b safetg conrittee 
ECCLEWTCV.k I Opeialti.j Reaclors 3rdnt'. 2 02/03/03 aMNOI.H. I) 

Iciua Electric Light b (ojer Co 3pP 13323 327 24* 

Fl cle 90 331. 1)2/03, 05. 6,70:i1 voi44 


--01703170146 A-'Seiid 72 to Lcrense OPR* 49. nod I f j leg Tech Bpecs to 
tncorporale organ i tal i ond 1 changes to plant staff fc safet-; 
c or.n 1 t f o e 

VAbSALLO. 1) R Operating .Tear tors Oranch 2 02/03/05 7pp 

12335 330 24* Ficl-e 50-331.03/03/05.8303170144 


• OSOOITOIA'l Notice of issuance t availabilitg of Ar.end /2 to Litens-t 
DPM-49 

VASbA-.tO. 0 P Operating Heactnrs Uranch 2 02/03/05 lo 

13335 33/ 24* F-che 50-331 . 03/03/05. 82031 701 44 


83O31I0D0I Oenerlc Ltr 02 04 to alt licensees of nperating planic. 
applicants fsr 0™ f- r. uide.s of CP re use of INUO SEE- IN 
pr ogram 

EISENMUI. (> 0 Division of Ltcu'-sing 0.7/03/09 HAHSPlhO. A 
Consolidated Edisun Co of t;ew Vorl 3pp 13251 031 24* 

Fiche 30-000. 03/03/09. 03031 1000 1 


0303320334 Forcards response to NRC 011124 ltr re generic concerns i>f 
vuntliig b purging confainr-ent line overslre craving enc 1 
Aperture card is Ici (*I>H 

HOriT. L n lOj,d Electric Light 6 Power to 03/03/15 DENfON.II 
Ufficc of Nuclear Reactor Regulation. Director IDpp 12398 21'/ 
24 X Fiche 50 331.02/03/ I 5. 0.'’03220334 


0303340303 GuOmt Is status of HcnE0-()73/. I te.o 11 0 3. "Pos t - Ac c l dm t 
6a (rp ling.** b It eci It F 1. "Accident Mon Itorlng '■ Problems In 
procuring su.1 tc ) . c orb mat i un starter b lab cabinet correntlg 
affecting imp I cnentat i on of Item II 0 3 

nOOT.L 0 louj Electric I ight b Power Co U2/03/I7 DENTON. H 

Office of Nuclear Reactor Regulation. Director 2pp 12393 0'/7 

24* Fiche SO- 33 1.82/03/ 17.2203340383 


8203340309 Reguests ei tension until 030331 to ccrplg u/ r equ 1 reo- eiit s 
of ICCFRSO 44ic><:JMll re inatalldtibn of hgdrogon 
reconbiner capaLlllt-f 

HtlUT.I. D loud Electric t ight b Power Co 02/03/18 DENTON. H 

Office of Nuclear Reactor Regulation. Director 2pp 12395 153 

34X Fiche 50 331.92/03/18.0203240283 


8303260149 Responds to Generic Ltr 02-01 No applications or requests 
for review wl 11 be submitted between now b 041231 
ROOT. L D loua Electric Light 6 Power Co 02/03/19 DENTON. H 
Office of Nut leer Reactor Regulation. Director Ip 13422 311 24 

Fiche 50-331. 82/03/ 19. 02032(01 49 


0303260356 Confirms schedule for 820323 enforcement conference at 
util ofc to discuss potential NRC actions re Inoperab 1 1 1 tg 
of Btandbg Diesel Oeneretor 16-31 b other equipment during 
ea0229-03l5 

KEPPLEH, J O Region 3. Office of Director 02/03/22 ARN'JLD.Ii 
low-a Electric Light b Power Co Ip 12434 C85 34* 

Fiche 90-331. 83/03/22. 8203760396 


0383300147 Notifies that util ulH install sodiu.-! hgpochlorite sgs bg 
U3010l.per NUREO-0737 Item III 0 3 4 on control room 
tidbltabl I I tg. in response to telcon request 

ROOT. L D lowd Electric Light b Pouer Co 02/03/24 DENTON. H 
Ufflce of Nuclear Reactor Regulation. Director ip 12449 1 4/ 24 

Fiche 90-331. 02/03/34.0303300147 


D Inspection reports. IE Oulletlns t correspondence 


R3O30406t6 Ac k receipt of 811233 Ut informing NRC of steps taken to 
correct violations noted in t£ Performance Appraisal tnsp 
Rept 50-331/01-34 

TAVLOR. J M Division of Reactor Programs 83/03/ IB RCOT. I. 1> 

loua Electric Light b Pouer Co Ip- 12130 346 34X 

Fcche 50-331. 02. 02/ 18. 63030-1061 6 


0303110139 Advises that IE Info Notice 82-01 . Revl s too 1. "Ao«ll ir-rg 
Feedwater Pomp Lockout Resulting From Uestlnghouse M-2 
Switch Circuit nod. " was sent to listed licensees 

• Region 3. Office of Director 02/02/26 Region 3. Ufflce of 
Director IP 12213 31.3 24X Fiche 50-000.82/03/26.02031101:1'/ 


: .^n: t Of 


;';i i 


r 4 » s^oco. fi?/ 03 / 04 .a 503 noo/v 


jlCOKl? d*?;! iftfr. 1 6 G<.Sl^tio aj’ll* ^ld4C^^^ M^iJ 

■ ;< fej;© •>« \v '.ni ot al 

i:. •» I » < I c at I * f» ^r-i,4Jed *f' c.f td^ftlon 

ai I .rjr^t^ irte»'fd<e 

L - I'vi lie.lri*’ *■ Co e?«/03/C5 USVION.VI H 

ar r«(.i 1?di Hedi'ti.' ha^uJatidr Ojr«£ Icr 7pp l3lB3 0/4 

6 <- iM-e ‘^c 11 : ct 9 ;;jico:ft‘? 


for.d*:^ Jf r«:», lid*. 'j4. Potential OdMctaoc^ cf 

* -''aS’A^ C *;..••"» Sd';e% ri*d-Odldv ^ 03 " 03 . 

* t»«.' r u*i P I'dH^'d^c •, if C'**! J -.‘^diat eJ Jnciddot* 

* J Offt'f Cf Oifp'.tor a?/CJ<lO Cc-TkOhvddUft Editor! 
jp 1114 ? livl .' 4 1 Pif-e CO-r.uO- « 12 / 0 :^/I 0 . e 501 l‘? 03 j 3 


!:42c05c? t'»dt jJiJ niOS;.? Ilr froviCirJ rd490n»d to 1 1 1} I, 

1 r.Oc It' rp ^.*arnMCdtic«- .*»^ r<>diOdctivttv on 

.■‘dfitd* ats5rlrr$ *. ^ -jao \ i f i ; a t ; on pT ob I tdk V>t » V )lr *8*) 

priCT t: i)<»vdrcd !,» »«Pr JnSi wepl GJ'I4 
fiOOT- I 0 J c»/3 £ : rc tr i< I 1 ;r t /. rotter Cc 62/03/11 K£PPl.Ff<.j <A 
C^ Cirdstcr Ip 124^2 ! 37 241 

‘ K^d «>2 Cj' *1 Cie 1 j 2 iC 227 


5rrj|^CJ^ri3 4jvi^et t**ai IC Jnfc ©2 06- ‘Taj lure uf btda'^ 

Orneralor P-ira', Sicv Closure Stocf<i.** was sent to 

i iste 3 ; iter^ees 

• ^d^ior- J O/Cirr of Pireficr 62''0J^I3 Region 3. Office of 

Oi^ett^T tp t2l4s 54 jr V\k*« *0 JOC . 02 /03/ V2 . 02O3l*?O:m 


5 : :’j5e>0:;-43 «’0’*arSs it l».s> Me^t ^0 j3W02-0i on 820138-31 No 

•.o^ic t Tp I laPC e < Jld.l 

H:r,2 J A l;i..siss cf f‘*erje''C<j frepa-e-Jness 02/03/12 APfi(*LU>0 
leva E;efirit Lijrt 2ove' Ca 2r0 12424 167 24x 

c-jcnd ^C -311 ‘-r'OT | 2 . 6 r'> 3 ?'i 0243 


-'A 2 C:; 2 i>ar 46 IE rrs; fiepl IC-Dli ^L> 3 -Cl or G;^ 0 l 2 B- 3 | No none oirp 1 1 ocii c> 
rated rta^or ^rea^i inspected pro’^pl putlU Aut t f ica t ton/ 
jdiT. s^s &> testing Sgs 

CiAUUy.:. J PAIIES CN J O . AtELSOM.W L Oiv|»ion of Project t. 

Pe^io.xt Pr^.jro®' 93 03.11 ^?t» 32A3<3 169 3AX 

r.cr.e 53 J 3 l W/oa'I? tt 203360243 


c* 20323C5”4 AJyito^ l.^ot 8«.033l respon^et re App A i le<ii%. p I gnl f 1 cent 
dppreieol finjmji t 91121/ App 0 i ter-x. apE r o i «a I 
I'^prove-ent. ere eccepl.tle Pexponte to App C. P'ner 9 »n< ij plan 
oefic lerc let. to 5e revieued per I0CPR50 <l/( t ) 

HIt. 3 . 3 A Oiyiiion if £rcr;enC 9 Prepar edne 8 . Operattonal Support 
32 / 03 /lC. ARKCiD. 0 lO'ja Clectric Light !. Pruer Co Ip 
12367 160 34 « Fiche iC 331 . 82 / 03 / 16 . 830323065 '! 


€ 2 <.' 33 D 3 * 6'5 Forua'dc IE tnfn f.ottce 83 * 07 . "tnadeguate Securttg 
^cteaninj Frogta®”! ' Up jnCCen resporne regulred 
» Region J. Office of Director 02 / 03/16 Com.'onaea I th Edleon 
Co Ip 12380 2 M PAK Ftche 30 - 000 . 02 / 03 / 16.8203230667 


9 Periodic operating reports t. related c orreeponcenc e 


- 3233030*66 for..ardt 'Radioactive Effluent Relealc Ser-iannual flept. 
-ol-Oet 1701 •■ 

nlr.ECK.0 L In^a fi.r»r., po^^er Co 02/02/09 KEPPLIfl.J c. 

12097 04 '» 2 <»* 


P A Tech Spec 

2/24 ntPPLTB. ,1 
AX 


020.1100351 Foruardt "Annual Hept of Facllllv Change*, lee t«, Eiper Imeott 
!t Safetg t Relief Valve Failures t, Chat long es. I 9 BI . " per 
NlREC- 073 / I ten II it 3 3 

ItlMCCK.O L load Electric Light 8 . Power Co 02 / 02/26 p.EPPLLh.J <i 

Region 3 . Office of Director Ip 12108 062 34 X 

Fiche 30 - 331 . 02 / 02 / 26. 9203100354 


-0203100339 "Annual Rept of Fatilltg Change t . Test*. Eiperiment 9 & 
Safet-, t, Retied Valve ratlure* V Chat keng e*. 198i " 

• loua Electric Light 8 - Power- Co 81 / 12/31 SOpj 12188 ft 6 'J 
24 » Fiche 30-331 0 S ' 02 / 2 t. 0203100334 


0203170134 Forward* "Perxor.nel whole Oodg Eiposuree for CvBI •■ 

nlt.ECH. b L Iowa Electric Light 8 . Power Co 02 / 03/03 HEPPUN, J t 

Region 3 . Office of Director Ip 12314 27 / 24 * 

Fiche 50-331 82 ' 03 / 03 , 8203170134 


t* 2 'j 3220 1 53 Forward* month I g opera t trig rept for Feb 1902 

Mlf.L'CP.P L Iowa Electric Light *. Power Co 82 / 0 . 1/12 Olrot 
Office. Office of tn*pectlor> and Enforcement Ip 12362 130 
Fit he 50 331 02 / 0 . 1 / 12 . 0203220153 


8203220156 Honthlg operating rept for Feb 1902 

OROW'I.S L lovia Electric Light 6 Puu>or Cn 02 / 03/12 8 pp 

12362 1 39 ?4K Fiche 30-331.02/03/12.0203230133 


5 Reportable occurrence*. LF.K* 8 . related correspondence 


82 u 3 ll 0006 RU on 020225 . RMR *vc water nOV l </4 7 at outlet from 0 I 0 < 
heat eithanger would not close A RtlR sg* had prevluuslg 
been declared inoperable 

ntf.ECK.O L Iowa Electric Light 5 Power Co 02 / 01/01 KEPPLtN 

Region 3 . Office of Director Ip 12214 006 24 * 

Ftche 30 - 331 . 02 / 03 / 01.3203110006 


02 r- 3 HO 19 O Teketopg muBsage of RO on B' 2030 l. snubber 008 - 3 - 85-333 o 
RM.R sg* removed from svC for testing Q fvink fig* 8 . contain-ient 
fiprag sgfi detlared inoperable Due to A Rich *g* also 
inoFeraCle. 24 'h Iiihlting condition for operation entered 
MlhiLCh, D L Iowa Electric Light 6 Power Co 89 / 03/01 HEPPLER 

Region 3 . Office of Director Ip 12219 331 24 * 

Fiche 30 - 331 . 82 / 03 / 01. 02031 10198 


8203160266 Forwards LER 02 - 01 1 / 03 L -0 

nlKECH.O L to-wa Electric Light & Power Co 09 / 03/09 KEPPLER 

Rsgion 3 . Office of Otrector tp 12290 304 24 * 

Fiche 30 - 331 . 02 / 03 / 03.0203160266 


-- 8203 I 60970 LER 82 - 011 / 03 L -0 on 820208 . *e I f-c 1 eao 1 ng strainer 10 - 
suction line to screen wash pu/p D for river water supplg 
sgs beco.-ve plugged Caused hg failed strainer shear pin 
Strainer cleared Oafi* e t s. cap. gearpo i 6 shear pin replaced 
VARHER. 0 M Iowa Electric Light fc Power Co 82 / 03/09 Iteg 

3 . Office of Director Ip 12298 309 24 * F 1 Che 90 - 331 . 82/0 

8203160266 


8203160972 Forwards LER 02 - 010 / 031.-0 

nltJECi '..0 L Iowa Electric Light 8 . Power Co 02 / 03/09 KEPPLtH 

Region 3 . Office of Director. If 19290 306 24 X 

Fichc 30 - 331 . 02 / 03 / 05.0203160272 


*8203160276 LER 82 - 010 / 03 L -0 on 820206 . oiggen analgier B for cent 
atmosphere dilution sgs Pound reading upscale Probablg 
caused bg corrosion on contacts due to bad connection 
between oiggen analgier cell 6 terminal strip 

VARNER. D f 1 lowa Electric Light & Power Co 82 / 03/09 |lrg 
3 . Office of Director |p 12298 307 24 * Fiche 90 - 331 . 82/0 
0203160272 


0303160293 forward* LER 02-012/031,-0 

.“ 1 INECK. 0 L Iowa electric Light t Power Co 83 / 03/09 KEPPLtH 

Region 3 . Office of Director Ip 12301 136 24 * 

fiche 50 - 331 . 02 / 03 / 05.8203160293 


■0203160298 LER 82 - 012 / 03 L -0 on 990208 . d ur i n g Survell lance testln 
leafage control sgs bgpass valve MOV- 8403 C failed to close 
Caused bg failed auitlterg switch on isotor starter 
conCracter coll i»fg bg Allis Chalmers. 8 wl tch replaced 
VARNER. 0 M lo-wa Electric Light & Power Co 89 / 03 / 09 . Reg 
3 . Office of Director Ip 12301 137 24 * F ♦ Che 90 - 331 . B 9 /C 

8203160293 


8203160206 Telecopg of RO on 820307.0 control bldg standbg filter 
train failed to start Caused bg tests being performed on A 
control tram precluding starting of 0 train 

MINECK. D L Iowa Electric Light 6 Pow-er Co 83 / 03 / 08 . HEPPLER 
Region 3 . Office of Director 4 gp 12301 133 21 * 

Fiche 50 - 331 . 02 / 03 / 08.0203160306 


8203230336 Forwards LFH 82 - 013 / 011-0 

MINECK. 0 L Iowa Electric Light i Powar Co. 82 / 03/11 KEPPL 6 R 
Region 3 . Office of Director Ip 12390 1 B 5 21 * 

Fiche 30 - 331 . 83 / 03 / 11.8303930336 


--8203930343 LER 99 -O 13 / 0 IT -0 on B 20320 . fll« egs 8 enubber 0 BB- 3 - 9 E 
removed -from sve for testing Caused bg snubber pipe clamp 
rotated Out of position 6 bent snubber e x t ens ion Pi p e clamp 
reposi tloned. eitension stralghtaned t, snubber replaced. 

VAN SICkCL. J Iowa Electric Light t, Power Co 62 / 03 / 11 . R 
3 . Office of Director 2 pp 12390 lD 6 24 * Fiche 30 - 331 . 
82 / 03 / 1 1, 8203230336 


U?0a5jO570 Foru.dr<>» LF« flP-Ol 'J/OI I -1) 

tItNrCK.O L tdwa Elo<tric Ught I. f'uwBr Co Kt( f'L: K, .1 (■ 

Region J. nFfice u( Oirertor I; 133-70 3<7-l :><t ( 

FlCh« 50-331. 83/03/ I I . P.’’033D0570 


--93P333057A LER OP 0 1 5/0 1 1 0 on U30235.niB ivc water valve MOV-17^/ 
failed to c la<ie during nuiiral operation Caused bg ...ear 
valve operator stem nut Stem nut I^IIV.1*747 Ct gashets 
rep lac ed. op era lor lubricatod t. Ii.nit suitcbos reset 
VARt.tR.DM Iowa tlortrlc Light t. (’ciwer Co 03/03/11 llfpion 

3. Office of Director .?pp 13390 335 3‘IX Fit he 50 :i3l. 

83/ 03/ 1 1.0303330570 


6303330151 Telecopi; of RO on 0303 1 5. stand b., diesel genoratoi l<i .'1 
;^ould not start Caused bg fuel starvation duo to fuel oil 
filter casings not priiperlg rilled llgs primed t. vented 
(tlNCCK.D I loua flectric Light T, Power Co 03/03/15 itCPPl.l H. J i. 

Region 3. Office of Oneitor If 150 PPt 

f lOe 30 331. 03/03/15. 0303330151 


0303350361 Foruards LER OP OI&/03L-0 

illNECK. 0 L load Electric Light t Pooer Co 03/03/17 WEPPM II. .1 fc 
Region 3. Office of Director Ip 13413 171 34X 

Fiche 50-331.03/03/17.0303330361 


--8303330364 LER 83-106/031.-0 on 03031 5. c onl r o 1 bldg vuntllalipn fg'- 
erhaust Isolation deafer failed to close conploteig Caused 
Dg corrosion of dampei operator cgltridor due tu htimiditg 
ffeu; actuator uill be installed Humiditg problem studied 
VfARNER. 0 n loud Electric Light t Power Co 03/03/17 Hi-gii.i. 

3. Office of Director 3pp 1341J 173 34X Kiche U0-3:il. 

aP/03/1 7. 8303350361 


8303350149 Foruards Ltfl 03-01 7/01 T-O 

rilNeCK.O L Iowa Electric Light fc Pouer Co 113/03/19 REPI'I.IH.J t: 

Region 3. Office of Director Ip I34|4 OtIU P4X 
Fiche 50-331.03/03/19.6303350149 


--8203220153 LER 82-017/01T-0 on 030307. dur l ng surveillance testinn* 
standbg filter unit A for control bldg ventllatlori sgs 
discovered to have lou halogonated hgdroc arbo*^ removal 
efflciencg Caused bg moisture in charcoal adsorber hanir 
VARhER. 0 M (oua Electric Light & Power Co 03/03/19 Riglc.n 

3. Office of Director 3pp 13414 0119 34X rtclie 50-331. 

03/03/19. 8303350149 


0303350334 Foriuards LCR 02-OI4/O3L-O 

P.IWeCIt.B L Iowa ElottrU Light t. Power Co 03/03/19 y.EPPl.1 «. .1 1 
Region 3. Office of Director. Ip 13414 361 P4X 
Fiche 50-331.83/03/19.6303330334 


--83D3330330 LER 03-OI4/03L-0 on 03031 9. dur 1 ng normal operation. A mill 
loop declared inoperable due to failed snubber 0011-4-BB-31 1 
tf hanger OD 0-4 -II 10 Caused bg minor image t* pipe move. -sent on 
A RMR Snubber replared & hanger repaired 

VARNER, 0 M toua Electric Light 6 Power Co 03/03/19 tieginn 

3. Office of Director 3pp 13414 363 34X f iche 50-331. 

02/03/19. 8303330324 


030331 01 70 Forwards LER e3-Oltl/03L-0 

MI^ECK. 0 L Iowa Electric Light U Power Co 83/03/33 KEPf'LC II. J <: 

Region 3. Office of Oiroctor Ip 13456 333 34X 

Fiche 30-331. 03/03/33. 0303310170 


—6303310175 LF.R e3-018/03L-0 on 830331 . dur 1 ng normal operation, 
supresslon pool level transmitter LT-43630 responded 
erratic a 1 Ig . trend I ng douiisc a 1 e. Caused bg interference bg RUN 
repairs. Transml tter removed from svc. pending repairs 
VAHhER. 0 M Iowa Electric Light b Power Co 03/03/33 Region 

3. Office Of Director Ip 13436 334 34X Fiche 30-331 . Oi.'/OG/P;), 

03O331017O 


OQCRET 30-333 JAMES A FUZPAIHICR NUCLEAR POWER PLANE 


r Secwrltg. modleal. emergeneg 8. fire protection plans 


8303020617 Forwarils “App 11 to 6afo Shutdown Analgsls Response to 
1OCFR30. App R.Flre Protection of Safe Shutdown Capabllltg ” 
Reguests etemptlon from lOCFROO.App R. Section III 0 for 
specific fire areas listed 

BAYNE. J P Power AuthOrltg of the State of New York 03/O3/(.'6 
CENF0.9. H R Office of Nuclear Reactor Regulation, Director 3pp 
13083 144 34X Fiche 30-333.03/08/36.0303030617 


--G303020635 "App II to Safe Shutdown Analgsis Response to 10CF'R50. App R. 
fire Protection of Safe Shutdown Capabllltg. “ 

« Power Authorltg of tho State of New York 63/03/36 308pp 

1 3083 147 a4X fiche 50-333,03/03/36.0203030617 


; a: .01 I e»purd..''.e 


."liV I'CUOCi: 4 Ad. I set that UR 'Mavsiyrd .ss Chief -if uper.slinu 

Meactnis R-.n-ct .“ t":'' ''•'Se r • dene e previnuSlg directed to 
TA top cl it. I s*-(i.il.j be -II el ted to Vassalln 

I.VI’/A/ . I II Assistarl Oireito' fi. r npei-ating Real, tor 6 63/03 /li' 

■iFiiPX.i; T 1 * 001 ' I- n..ti-orit*i uf t'-e 3t.stw o* 11 e»- Vti*! 3pf- 

13139 331 ;'4« Fi.se 'O I O.'* /O// 1 3 83030(51)01 1 


I Insuiniui' *• irdeenii.i i n ( i .s.si i u. 


•3 r031 00|9i- (oreurds End.ir semei.t 7 lu NEl 1 OinJer LR-47 b EiiJor si-mci.l 
6 t.i t'AEl 1' (liiidei Xil 4/ 

l.lil U- F II Piiwet- Au thill It If Ilf t'le St.ite Ilf New Yiirl 03/03/36 
5iA‘..I7MA') J And trust b rc-giioric uiulijsis Jr.iiirh lUtilit, I'liiai. rrl 
ipf 13IRI r.e I J4» I l.-se SO 93:i. il3/03/.'6. OiOH OOr/6 


I' Operating license stage d ni. 11.11 mts L c 01 rp*i pundenc o 


f;rori04007.J forj. arjs Airr''d At lu 1 icn'.se Dl-fl 59 *. notite sf issii.iiii J. 
ava I 1 ah I 1 1 1 .f Anerd . 1 1 1 ous healers 1 1 : te on i unt 1 nuuus 1 g 
uh lie sifs IS fuiiclliining 11 . Iiw of pipvinus coulrnt bg 
humiCitg olempnis 

s-AC'.JA'. 1 Cl. D 0 (Ippf.iting Reactors (Irjnrt 3 03/03/ 13 OERHV.C 1 

pi;uoP Authorltg n. the Otatc ol Lpi.i von 3?p I3i;>0 lOll L*4X 

f ichp 50 3 J:i. U.'/OP. I,?. 0.''OJ0.-.o0.M 


-. fi. *030*100 fli Ar.enc 66 tc *, :;ei.sp Ul'il-3*i. al lowing Sc'aters tc be **'. 
c ont I ni.aus I g ..ihlli" sgs IS f jnc t ion I ng in lieu of pre-ious 
control bg humlitg elPuents 

VASRAt l-ll. U D Opuralieg Reacturs flraiich 3 113/03/13 5p|' 

I3i;)0 103 34/ li..*.e 50-.3.3J. 83/03/ 13. F30304007.3 


* D3O304COtl3 No lire of issuanrp t. av.silabilitg of Amend 66 to Liiem-r 
f)nM-3V 

VA'jBai I o. 0 (1 Ope.alin; Reactors fir, inch .7 H3/0."'/l,'’ 3,1 p 

13130 ion 34X Fifho 50- :i3:i. ii."'/o,‘/ 1;.> 1130:13400/ 3 


0303000)53 .sdvises of second operator worhst.of on 1)30316 f, 1/ 1 1. 
Uoston.liA Actondai.ee of licensed “Sift porsunne] ro.~,iiosted 
Items to be discussed listed 

CfSEN.Ior.l) 0 Divisicn of Licensing 03/03/13 OEHRY. 0 1 1 * 1 . 1.11 

Authorltg of the Otatv of Nev Vorl 3pp 13160 336 P4K 
Fiche 30-33.1. 03/03/ I 01‘(':)0r:3 r)3 


83030'50610 liegoc-sts i.i.t if it at cc n within '.Kl d.igs of co.-spliAi.ee ptc.Ulim. 
c*/Kt,RG0-0737 Ites II f I J re high r.inqe lajl.ltlon monitors 
Notification of eguipcent de 1 1 -er g / 1 os t ol I a 1 1 on problems 
postponing 830101 ip,i I omen t at I on d.iie also requested 
VAGfiALLO. 0 I) Operating Reactors Oranch 3 03/03/13 OERRV.C I 

Power Authorltg of the State of New YorV 3pp 13176 338 *.*4X 

Ficre 30 -.333. 03/03/ 1 .?• *'30309001 6 


8303020337 Forwards applir alien (or amend to license OPR - 59 . rev 1 * 1 ng 
Tech Specs re line I turbine stoa-n line high flow isolation 
setpoint 

OAVNF. .1 I* I'liaer Aulhiiritg of the State nf New Vorl U3/03/L'4 
VASSAH.n. D H Operating Reactors Ilr.inch 3 I? t30H5 340 ;’4X 

Fltho 50-333. G.3/03/31. 8303030537 


--8303030334 Application fnr an-end to License OPR-59. re vl s I ng Tech !lpi 
re MPC I turbine stc-a.s line h I gt flo-a Isolation setpoint 
UAVNE.J P Power Authorltg of the State of Ne-a Yuri 03/0:’/3*1 
Ip 1.3095 349 3*1 X He he 30-333.83/03/24.0303030337 


--0303030539 Proposed loch Spec Table 3 2-3 re i*PC I turbine steam liiu 
high flow Isolation sotpoint Uafetg evaluation enc I 
e Power Authorltg of the State of New York 82/03/34 4p|. 

13085 330 24K Fiche 50-333. 03/02/34. S30 3030537 


G2()3100603 Forwards safetg evaluation supporting proposed plant mmle 
per NJREO-073/ Iteir til 0 3 4. "Control Ron.rn llab 1 tab 1 1 1 tg ' 
Proposed Tech Specs should be submitted upon completion of 
mods scheduled for Fall 1903 refueling outage 

VAS8ALLQ. D U Operating Reactors Rranci. 3 03/03/34 GtNCuAIH.U 

Power Author Itg of the State of New York 5pp 13193 030 1*4X 

Fiche 50-333,03/03/24.0203100603 


0303100129 Forwards Amend 67 to License DPR-59. saf e tg evaluation b 
notice of issuance t. availabilitg Amend establishes now 
vessel level setpoints consistent u/c oiripon ref level per 
NunEC-0737 Ite.n It K 3 37 

POLK.P J Operating Reactors Branch 2 82/03/36 SINCLAIR* I W 

power Authorltg of the State of New Yorl 3pp 13217 039 ;.*4K 

Fiche 50* 333. 02/02/26. D303 100 1 29 


--0203100138 Amend 67 to l.lcense rirR-59. estab 1 1 sh mg new vessel srtpe 
consistent w/ Insta 1 la 1 1 on of coirmon ref level regutred bg 
NUREO-0737 (tern II h 3 37 

VASSALI.U. D Q Uperallng Reactors Branch 3 83/03/36 1 3p M 

13317 031 34X fiche 50-333.82/03/26.0303100139 


• I iC- j lur !.M ;<| 0 ' ' • f'S P>i»entf f>7 Ic L > i 6ri4» Ot'U •j'} 

^ f I « e of ftocl^.ir f)^«iCvOr 1 a t tc*i. Oiri^ctor tf?/0<?/^6 »'p|i 

OO*. St* f i-.r-t ;o 313- OiV 02 /2<>. 0203100 1 a9 


RrO.llO.'I •? Notice cf i44i.Anfe t. dv« I 1 db i I 1 1 <j of Aienu A/ tc L»i>‘n».p 
OPn-^9 

«COI»if V L <,>eT«t>'>5 «»*«<<)«• <4 Otac\c(v 2 62/03/’2fe ap» 

1231' OOP ,74* Ci'-e SO- 7J3. 82/02/2*. 92031 0012'* 


IJ203300C30 fo'ddcjs A<-e<>4 f.B to LiceOso rHfi -S'?. «af e t<| evoluotioii b 
rcctce of i44i;drice '> o.cdilaM1itd Aoerid revito« HPCl f 1 4 h 
4Vedr- fir.;, trip d I f f «• •■ en t i a I pre^turo jetting, in co~pltonC« 

4./tt IBFO 3/37 |t,j. II K 3 13 

VftSSnLl.O r. C r'?ei'dt »’'3 nejctor4 Oracit.l 3 02/03/04 8)bCl.AlH. U H 

Aa..er A<.tboritg r. I tie State of (leu Vori 2pp 124*0 3?b. «'4* 

Fich* 50 3;U. U2- 03,C4. fc203J<>0030 


-»2203'JC0034 A-.nrij /lU to L)tp:>»« UPO- 59. rev 1 4 ing uPCl ftgh «lean flom 
trip d I t f t r er 1 1 1 1 pressure setting, in cumplianie 
urr.t,RF'iO/J7. t ten !t w J 15 re isolation of liCCI/RClC nod 
VASrnULTI. 0 9 Operating float tors (Iranth 2 02/03/04 4pp 

124*0 320 24* ricne 30-333.82/03/04,0.703300030 


•- £203300036 Safetf eva lu.it icn sup por lint) A.rend *3 to Litense Ol'll-SV 
B Office of t.'dClear Peac inr ffegu 1 o c i on. l/irector U2/03/04 4p|. 

irSbO 332 24* Fithd 50-:)33. 02/0.1/04. 0303:100030 


•B303350l<>/ 'Operating Beat tor Poooe Opetated Valve t f.tC9 

Rppte ■ 

□vbRBECH.O J Franklin tns t 1 tute/Franb I t n Research Center 

NBC -03-01- I 30 82/02/19 CIlOif.E NSC - No Ootalted Affiliation 

Olven 4pp 12421 PtP 24* Fich* 30-333.82/03/17.0203290105 


6203350341 Responds to Slt2'29 b 020312 e«<\uests for info re Tfit Actton 
Plan Itens II F I |.llF|2tiltFI3 Neie high range noble 
gas effluent monitors Installed for s tact . tiirb ine bldg went 
5 raduaste bldg vent 

BAYNF. J P Poaer AuChoritg of the State oi Neu York 82/03/19 
VASSALLtl. D 0 Operating Reactors Branch 2 2pp 12412 149 34K 

fiche 30-133.02/03/19,020333034 1 


0203250*23 Subnits responses to regoest for addl info re hn;BE0-O737 
Item noire RC:1 vents 

SAYME.J P Poi-PT Aothoiltg of the State of Nea VorV 02/03/19 
VASSAL LO. U 0 Operating Reactors Branch 2 3pp 12407 127 24* 

Fithe 30-333.82/03/19.8203230*23 


O Inspection repnrts. It Bulletins t correspondence 


8203050461 Forwards If. Insp ftept 50-333/82-01 on U20lOI-31.No 
noncoep 1 1 anc e noled 

SIAROSTFCKI. H Division of Project t. Resident Programs 82/02/16 
nCNFlLL.C A Pouer Author! tg of the State of Neoi Yort 3pp 
12134 242 24« Fiche 50-333.02/02/16.82030 30461 


.-&2C 3300060 .9:1 1 1 c e of issaanie t. avallabilitg of Amend 6B to Lnef'se 
OPR 39 

VAStAH.I. 0 G Operating Reactors Branch 2 02/03/04 2pp 

124*0 ,13* 24* Ficoe SO 333. 02/03/04.0203300030 


17-203090264 E»b*>l*s into re i.mp 1 e.menta 1 1 on of Gt 3lL 299 t. Supp 1 I tw 
SIL 2v'/. “Miih r.rv..ell Terp tffect on Reactor Vessel Water 
Level 1 ns 1 r u-ieni a 1 1 on. ' i r response to guestlon raised 
at 620127 ire e ting w/UuB ooners group 

OAVr.C. J '■ Pocer Aothcritg nf the State of N'ra York 82/03/05 
VASr.At-V.O. 6 llperatirg Reactors ttr arvc h 2 2pp 12t65'. 204 24* 

I icne 50-333. 82/03/05. fl.7'J33'’036 4 


r>20J230l50 rtntlfles of under s tand t it) that no technical deviations to 
MUSEC-0/37 Item til 033 re improved in-plant iodine 
I n s 1 1 umen ta 1 1 no under accident c onO 111 oPS .are r egue s ted If 
•jnder s taod 1 ng i nc cirr ec t. t.'BC should be notified in 30 dags 
VASSAL LD. 11 B nperating Reacto's Branch 2 62/03/07 SINCLAIR. L if 

Rover Author ii,^ of tie State of Me*/ York 2pp 12392.34* i'4* 

riche 50-1.3 J. 02/03/07. C30-J230130 


82031601/6 Responds to 611215 request for Info re containment venting b 
curgin] Proposed Tech Spec changes re standbg gas treatment 
sys c/I I 1 te s ohm It ted bg 020413 

3AV6E- J P Pc/er Authorl tg of the State of Necj Ynrk C2/03/00 
VASSAL LO. P Operating Reactors Branch 2 lipp 12301.270 ;‘4X 

Fiche 5C-3J3. U2 f 03/08. 82031*01 /6 


8203110031 Oenertc Ltr 62-04 to all licensees of operating plantc, 
applicants for (r- 6 holders of CP re use of IMPO 6Ct.~lN 
pr ogram 

CISEM'VT 0 O Division of Licensing 02/03/09. HAU3PUR0.A 
Consolidated Edison Co of Ne-a York 2pp 12251 031 SAX 
Fiche 50 000. 1J2/03/09. 82031 lOOOl 


0203190318 Forwards appi nation to amend License DPR -59, chan# I ng 
fech Spec fable 3 7-1 re HPCl pump sucttnn line isolatton 
valve closure ti.-e W/Class 11 amend fee 

nAYhit. J P Poeer Autt.oritg of the State of New York 02/03/09 
VASSAUiO.O 6 OferatlPJ Reactors Branch 2 2pp 12347 393 24* 

Fiche S0-:i33, 02/03/09.6.703190318 


--6203190321 Appijcation to amend License DPR -59. chang ing Tech Bpei 
Table J 7- 1 re Hc^CI pulp suction line isolation valve 
c losur e time 

OAYhF..JP Po-ver Authority of the State of New York 02/03/09. 
1? 12347 353 24* Fiche 50-333.02/03/09.0203190318 


--S203I90327 Proposed revision to Tech Spec Tabid 3 /-l.changtog HPCl 
pump suction line Isnlation valve closure time Safety 
evaluation encl 

* Puwer Authority nf the State of Mew York G2/03/09 5pp 
12347 336 P4K Ficre 50-3.13. 02/03/09. 8303190318 


aP0D250i06 Forwards request for addl lofe re TMl Action Plan Item 
It It 1 1 7. rep t on outages of £CCS Response required ulthln 
60 dags. 

VASS*t-U-ti. U 0 Operating Reactors Oraitch 2 e3/<13/l7 SlNCCAltt.L H 

Power Authority of the State of Neu York 2pp 12421 ; 260 24* 

Ktcte 30-333. 62/03/17.0203350106 


--0203030463 te Insp Repl 50 •333/03-01 on 820101-31 No none o<ip 1 lane o 
noted Major areas inspected i.ER r ev I eu. op erat Iona 1 safety 
ver I f I r a 1 1 dn. s urvei I lane e 6 malnt obs erva 1 1 ons. TMl items 5 
Inservice Insp program 

LINVILLC.J C ■ OnERFLEIN.L T KIOTER.H B Division of Project b 

Resident Programs 0.1/02/12 14pp 12134 244 24* 

Fiche 50-313, BP/02/16. 0303050461 


8203050313 Act receipt of 0202IB Itr informing NRC of steps taken to 
correct violations noted in It Insp flept 30-333/01-27 
STAROSTCClit. R Division of Project & Resident Programs 82/02/26. 
MCNEILL. C A I'oaer Authority of the State of Neu York Ip 
12133 043 34* Flc6e 50-333.02/02/26.0203030313 


--0203050322 Responds to IIRC 020120 ltr re violations noted in Ib Ii.sp 
Rept 50-333/01-27 Corrective actions Improperly inserted 
blocks removed 6 sys restored to normal Personnel instructed 
In WACP 10 1 3 requirements. 

I'.CNEILL.C A Puaer Authority of the State of New York 82/02/10 
Region 1. Office of Director 4pp 12133 044. 24X 

Fiche 30-333. 82/02/26. 8203050315 


0203050440 Forwards IE Info Notice 62-Oi , RevI Sion 1, "Auilllary 
Feedvater Pump Lockout Resulting From Uestlnghouse N-2 
Gultch Circuit Mod " Revised Table I Is also encl to 
clarity tircuit diagrams No written response required. 

HAYNES. R C Region 1. Office of Director 82/02/26 O'TOOLL.J 0 
Consolidated Edison Co of New York wPOLEVER. E J Duqueene LlQht 
Co CARROLL. O f Jersey Central Power b Light Co 9pp 12134:177, 
24* Fiche 50-000. 82/02/26. 0203050440 


0203000433 Atk receipt of 82Q20Q ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-333/81-22. 

50-333/01-20 b 50-333/81-29 

martin. T T Division of Engineering b Technical Programs 82/03/02, 
MCNEILL. 6 A Power Authority of the State of New York tp 
12158 013 24* Fiche 50-333. 02/03/02. 0203080439 


--8203000441 Responds to NRC 820108 ltr re violations noted In IE Insp 
Repts 50-333/01-22.90-333/81-20 b 90-333/81-29 Corrective 
actions urea formaldehyde process will not be used In future 
w/o prior demonstration of acceptable result*. 

MCNEILL. C A. Power Authority of the State of New York B2/O2/0Q. 
MARTIN. T T Okvislen of Engineering b Technical Programs. 4pp. 
12198 034 24* Fiche 90-333.82/03/02.0203080439 


8203290519 Forward* IE insp flept 30-333/81-10 on 010414-17 fc 27 b 
notice of vtolaCtoe 

MARTIN. T T. Division of Engineering b Technical Programs. 82/03/02 
MCNEILL. C A Power Authority of the State of New York. 2pp. 

12410 181 24* Fiche 90-333.02/03/02.8203230919 


•8203250926 Notice of violation from insp on 810414-17 b 27 
martin. T T Division of Engineering b Technical Programs. 
82/03/0? tp 12410 103 24* Fiche 50-333. 82/03/02, 0203250519, 


— 0203250534 IE Insp Rspt 50-333701-10 on 810414-17 b 27 None ompl i aiic e 
noted failure to establish b maintain procedures to 
implement IOCfR20 205 requirements re receipt of packaged 
containing licensed matl 

BAER.R £ . knAPP.P. J Division of Engineering & Technical 
Programs 02/02722 7pp 12410:106 24X Fiche 30-333. 62/03/02, 

8203290919 



rTr«ni»r<f> I I UIVI9B011 or lou '** locnniiai i*rogTr)r%6 rr*w''UJ/U;l 

LEONARD. J 0 Pouor Author lt<| of tho Qtdte Of New Yort ifpp 
15363 04V 24X fiche 50 333. 85/03/05. 9503330510 


B203250490 Forwards tE Insp Wept 50-333/02-04 qi> 920200-12 No 
norxompl lance noted 

MARTIN.! T Division of Engineering f. Technical Prograns lK’/03/OV 
MCNEILL. C A Power Authority of the State of New York 3pp 
12411 120 24X Flche 50-333. 02/03/09.9203250490 


—8203250493 IE tnsp Rept 50-333/82-04 on 820200-12 No none omp I tan. <. 
noted Majot areas inspected prlnarg containment leak rate 
tasting & licensee action on previous Insp findings 
DETTENHAUSEN. L. RCktlTD. W A Division of Engineering «, TeChniiol 
Progran 02/03/04 bpp 12411 122 24X F 1 c he 30-333. 02/03/09, 

6203250490 


8203310333 Forwards IE Info Notice 02-08, "Failure of Otoam Oenerator 
Priatarg Side Manway Closure Studs * No written response 
raqu 1 red 

MAVNES. R C Region 1. Office of Director 02/03/12 «-TOOLC,.i Ii 
Consolidated Edison Co of New York. KAY. J A Yankee Atoaric 

Electric Co WOOLEVER. E J Ou<tuesne Light Co 9pp 12452 Ofl4 
24X FI Che 30-000.82/03/12. B2033 10333 


6203170273 Forwards IE Info Notice 03-03, "Environ lests of Eloctriini 
Terninal Blocks " No written response required 

HAYNES, RC Region 1. Office of Director 82/03/15 OTOOLL. J li 
Consolidated Edison Co. of New York KAv. J A Yankee Atonic 

Electric Co HOOLEVER. E J Duquesne Light Co Qpp 12312 i.*:i9 

24X Flche 50-000.02/03/13,0203170273 


6203170486 Forwards IE Info Notices 02-04. "Potential Deficiency of 
Certain AOASTAT E-7000 Series Time-Delay Helays" t> 02-03, 
"Increasing Frequency of Drug-Related Incidents. 

HAYNES. n C Region 1. Office of Director 02/03/13 O'TOOLr.vi D 
Consolidated Edison Co. of New York KAV. .1 A Yankee Atonic 

Electric Co WOOLEVER. E J Duquesne Light Co 3pp 12320 021 
24* Flche 50-000.82/03/13,8203170406 


8203310361 Forwards IE Info Notice 92-07. "Inadequate Security 
Screening Programs " No written response required. 

HAYNES. R C Region 1, Office of Director 02/03/16 O'TOnLU../ 0 
Consolidated Edison Co of New York SMITH. R L Vermont Yankee 

Nuclear Power Corp KAV. \/ A Yankee Atomic Electric Co 3pp 
12439 073 24X Flche 50-000. 02/03/16.0203310361 


6203300060 Informs that due to staffing d 1 ff 1 c u 1 1 1 vs. proposed Onsite 
fleviau Committee will not be staffed 6 functional prior to 
start of Cycle 3 as originally planned. per 811109 notice of 
violation 6 imposed civil penalty. 

OAYNE, J P Power Authority of the Otate of New York 02/03/23 
VAQSALLO. 0 0 Operating Reactors Branch 2 2pp 12447 242 24X 

Flche: 30-333, 82/03/23.0203300000 


R Periodic operetlng reports 6 related correspondence 


0203080442 Forwerds "Effluent Ic Waste Disposal Semiannual Rep t . Jul -Dec 
1901. ■■ 

MCNEILL. C. A Power Authority of the State of New York 62/02/24 

HAYNES. RC Region I. Office of Director Ip 12137 232 24X 

Flche: 30-333. 82/02/24.0203080442 


--0203080447 “Effluent 6 Waste Disposal Bemiannual Rapl.JuI-Oec 1901. •• 
e Power Authority of the State of New York Bl/12/31 32pp. 

12157:233 24X F 1 c he 30-333. 82/02/24. 0203080442 


8 Reportable occurrences. LERs L related correspondence 


6203030366 Forwerds UER 62 - 001 / 01 T-0 

MCNEILL. C A Power Authority of the State of New York 82/02/23 

HAYNES, R C Region 1. Office of Director Ip. 12098 260 24X 

Ftche 30-333. 82/02/23.6203030366 


'-8203030369 LER 82-001/01 T-0 on 820210. Tech Spec setpoint for HPCI 
turbine steam lint htqh flow appeared high. Caused by failure 
to discover error In setpoint calculation during 
administrative review of startup test program. 

CHILDS. W.V Powsr Authority of the State of New York. 82/02/23 
Region 1. Office of Director 2pp 12098:261 24X 

Flche 30-333. 02/02/23. 8203030366 


8203170563 Forwards LER B2-002/03L-0 

MCNEILL. C. A. Power Authority of the State of New York 82/03/03. 
HAYNES. R C Region 1. Office of Director Ip 12321.270 24X 

Flche: 30-333, 82/03/03, 8203170363 


tyc le operacior caused Oy inscrunenc drift Oi f ferunt lal 
pressure gauge installation being investigated 

CHIL08. W V Power Authority of the Stats of New York 02/03/03. 

Region l. Uffice uf Director 2pp 12321 271 24K 

Fiche 30 333. 02/03/03. 8203170563 


8203230182 Forwards LER 82-003/01 T -0 

MCNEILL, c A Power Authority of the State of Now York 82/03/1:.' 
HAYNES, R C Region i. Office of Ot rector Ip 12301 259 24K 

flche 30-333, 82/03/ 12. 0203230102 


--0203230190 LER 02-003/OIT-0 on 920302. during shutdown operat l olib. ]tlM 
channel E bypassed while IRM A was Inoperable Caused Cy 
personnel errors L inadequate procedures IRM A tested b 
declared operable 

ChIlOS.W V Power Authority of the Otate of New York 02/03/12 
Region 1. Office of Direct of 'Jpp 12361 260 24 x 

flche 50-33 3. 82/03/ 12. O2O3P3O102 


DOCKET 50-334 BEAVFR VALLEY POWER SIATICN. UNIT I 


F Security, medical, emergency t. fire protectiun plans 


8203120141 Notifies that modified security plan. per B11231 ltr.m«iy be 
Implemented Ltr withheld (ref 10CFR73 211 

HAVNE3. R C Region 1. Ph i lade ] ph la. Office of the Director 

(01/03/011 82/01/04 CAREY, J J Duquesne Light Co Ip 

12247 102 24X flche 30-3.34.02/01/04.0203120141 


0203120046 Forwards notice of violation re failure to meet 620201 
deadline for alerting 6 providing pump ifie t rue 1 1 ons to 
public located within plume exposure pathway emergency 
planning tone 

DEYOVNO. R C Director's Office. Office of tnspoctlon and 

enforcement 02/03/12 CAREY, J J duquesne Light Co 3pp 

12231 350 24X Flche 50- .134. 92/02/ 1 2, 92031 20046 


--02O312OO53 Notice of violation re util failure to comply w/0261/Dl 
deadline for plume erposure pathway eTergoncy planning tone 
demons t rat i on 

DEYOuNO. J H Director's Office. Office of Inspection end 

Enforcement 82/02/12 Ip 12251 353 24x Flche 50-334. 

02/02/ 1 2. 6203190046 


8203110026 Advises that 820129 request for relief from 620201 deadllni- 
for Implementation of piompt notification ays has been 
denied Mitigating circumstances will be weighed In 
determining enforcement action 

EISENXOT.U 0 Division of Licensing 82/02/25 CAREY, j J 
Duquesne Light Co 7pp 12226 137 24X Flche 50-334.02/02/2!.. 

6203110026 


11 Oeneral correspondence 


8203090043 Ac k receipt of request re updating facility mailing list 
CHANEY. 0 A Operating Reactors Branch I 02/02/17 OREEN. D ti 

West Virginia, State of Ip 12172 >91 24X F I c h e . 50-334. 62/02/ 17. 

8203090043 


P. Operating license stage documents 6 correspondence 


8203010001 AddI response to FDIA request for 30 categories of documoiiti. 
re NOflEC-0660. "NRC Action Plan " Forwards documents listed 
In Apps A. 0. C 6 0 Info partially withheld (ref FOIA 
Exemption 5] 

FELTON. JM Division of Rules and Records OI/OG/04 MADDEN. T .1 
Kay e. 5c holer. F 1 erman. Hay s L Handler 9pp 12750 006 24X 

Flche 90-323.01/08/04.8203010001 


--6005201041 Forwards status of operating PWR auxiliary feedwater sys 
evaluations for Wes tlnghouse. C-E &. OLU NS68 plants 
MATTHEWS. P R Auxiliary Systems Drench 60/02/25 BENAROVA. V. 
Auxiliary Systems Branch MOORE. V A. Division of Site Safety 1< 
Environmental Analysis SATfERFIELO. R Electric. Instrumentation 
tc Control Systems Branch 14pp 12768 329 24X 

Flche 50-000. 8 1 708/04 . 0203010001 


--8011070I79 Subm.lts comments an licensee response to 800122 Info requr 
re basis for auxiliary feedwater sys flow requirements 
SPEtB, T P Reactor Qystems Branch BO/lO/27 PARB.O Auilllory 
Systeng Branch 2pp 19752 272 24X Fl che 50-334. 01/08/04 . 

6203010001 


--8203010101 Forwards addl Info re facility auxiliary feedwater tys Pni 
NflC-03-79-1 18 W/o end 

KENDALL. R NRC - No Detailed Affiliation Olven NRC-03-79- 1 IH 

60/10/09 FERTNER.K Franklin Ins 1 1 tute /Frank I in Research Centui 
Ip 12752 174 24X Flcha 50-000. 81/08/04. 0203010001 


r«jjCSC3<>i Ws«>cf>lt to tt;! BII22d Itr of "o fieri 10 ci:i't(i-ue 

B l♦•en^a » f<,*l «>;r »e 1 1 laoc # t jr Unt|n;^ct■ir |7«l7 fte I 

Availdtli' <Ja(0 d£e« not .arraot ti.4pensicB of 
tia*^ r'-%\ *% <cr->Ht»4 

VA<?Ca. ft Ocarotin; fif3<lor» D'anc*' I 02/02/04 CAH£V. J J 
C.c4<.e»n» Ligftl lO 2 jb 12072 j22 24t Ficfe 50-354.62/02/04. 

0203010365 


0203040252 /;ctifir* of opa'alu:' ../ori^hoo to or frlil 820316-17 li> 
Gcatr.c. rA tt IMI *2 ‘..e-Mont Learned Istl Fotcr final 

Reft if.tSEG-O 5B5> fire o-rmoat i c I 4t5l 

fl5E^Hu■.DG 0l«.|iicn of llCrnein; 02/02/12 CAKEf. J J 
Cjijoenr Ltjit Co 3jp 12120 305 34X Flcfr 50-334.02/02/ 12. 

0203340232 


02C3C.4Q171 for-jaf4i fee fcf A-ert 63 ta Licence OPR -66 

SIECEP. J C Oudorene L 15 M Co 02/02/16 Division of Llcrnsliig 
2fp 12117 1 70 24« f i£i>e 30-334. 02/02/16. 02030401 71 


203103216 ForwariJs irfo per 30C620 rra/rat rr 740502 'Soil Analijeii 
of Turcinr Dldg % vard Area " Soil eye interaction 

a-jlifi»« reSBcnie sjrct-a tansiJered design taslt for plant 
re eeia/iic aC c e 1 era t lor-s 

CasE/.j j Ouiues’ir Lig’t Co 62/02/17 vAflOA. s A Oprratiii; 
livacto-e Branch 1 3ps 12181 076 34< Flthe 30-334.02/02/17. 

8203100216 


0233060342 Aeq-'ests nDtification of passible co.epliance problems 
■j/rA;4EC'0737 Itr* MI 0 3 3 re improved in-p|ant iodine 
instrL-entat I 30 ondrr accident cnnjittons 1/a 1 1 f I c a t ion 
eipected altr.in 30 dags 

V/.BCA.S A Operatln; Bracto'S Branch 1 82/02/19 CABEV. J J 

Owqoasne Light Ct 2»P 13159 339 24* Fithe 50 - 334 . 02 / 03 / 19 . 

8203380342 


9203020716 Application tc ai-erj License GPB- 66 . containing Proposed 
Change Bequest 66 C-ange a.odlftes Tech Specs on rod 
hi sal t indent . c cr e pealing factor llisits 6 associated 
parematers Be/ievi 1 . approval of ctai.ges requested 
CABEV. J J Ouquesne Light Cc 02/02/23 VABCA. g A Operating 
Heactors Orancr I 23pf 1208 9 242 24il Fichp 50-334.82/02/23. 
0203320718 


■ 8203020720 Preposed Tech Spec cianges re rod ail sal 1 gni-ent. c or o 
pealing factor Imits t asset lated para-eters 
» Ouquesne Light Co 62/02/23 I 7pp 12069 249 34x 

Ficr.e 50-334, 82/03/23. 8203020718 


0203033407 Oiscnsses tasic parareters of reload design for Cgcle 'J 1. 
safetg 1 operational aspects of Ues 1 1 ngi-ous e design of 
reload fuel assemblies mill be replaced uhen unit returns 
to poiiier for Cgcle .3 on 020523 

CABEV, o J Ouquesne Light Co 02/02/33 vaROa. S A Operating 
Beacters Brancii I 4 pp 12075 099 24x Ficfe 50-334,62/02/23. 

0203030407 


8203030309 Prcvldes info on Item t I K 3 5 re automatic trip of reactoc 
coolant pumps during tOCA.per NL'fiCO-0737 requirements 
Status sub.-.|tted m 810701 Itr has not changed 

CAREV. J J Ouquesne Llg.st Co 83/02/34 vAftOA. S A Operating 
Beattors Drench I 2c? 12102 274 24» Flthe 50-334.82/02/34. 

6303030369 


6303050399 Foruards Clast III fpe for 820223 loch Spec Change Requost 

O Ouquosne Ligrt Cc 82/02/25 License Fee Management 
Branch |p 12133 283 24x Fiche 30-334,62/02/25.0303050399 


0203120040 for:jards request for addi Info re Tm Action Plan tteio 
II 6 1. "BCS High Point Vents “ Becomm.snds that questions 
concerning technical merit of proposed operating guidelines 
for ACS vent usage be resolved genericallg. 

VARCA. S Operating Reactors Qranch ( 02/02/23 CABEV. J J 

Ouquesne Light Co 5gp 12331 281 24* Flthe 50-334,62/02/25. 

8203120040 


0203220037 foruards safetg evaluation & Franilln Research Ctr 
technical tvaquatlon of control of heavg loads at facllltg 
VAHOa S a Operating Reactors Branch i 02/03/23 CAREV. j J 
Ouquesne Light Co 2pp 13374 033 34x Hch« 50-334.82/02/25 

6303320037 


0203150234 Advises that util 600*09 t 1331 responses to TMI Action 
Plar Item II H 3 3 re repcrtlng of relief ualve fc safetg 
valve failures & challenges have been rovleued Itcf 
f esol ved 

VABGA. 6 A Operating Beartors Branch 1 02/03/04 CAREV. J ,1 

Ouquesne Light Co 3pc IS3I0 124 34X Fiche 30-334.82/03/04. 

0203150234 


8203250013 Foruards r.onthly repts of assigned Multiplane Actions 
0 - 59 , t>'4 >/ r-4l for period ending 020305 

IflA"MELL.C M eporating fleactors Branch 3 82/03/00 ElSENIfUI, B p 

division gf Licensing N'OOAX, T M Assistant Otrector for Clperatisg 
Reactors 4pp I242I 074 24X Fiche 30-000.02/0.3/00,0203230013 


630.3110001 Generic Itr 82-04 to all licensees nf operating plants, 
applicants for Ou t. holders of CP r© us© of IMPO SEE-iM 
program 

eiSEA'IIJT. 0 0 Dlvtsiun of Licensing 82/03/09 MAl/SPUBO. A 

Consc J Idated Edison Co of Meu Vori ORIFFIN. j E. Ver.mons Vantee 

h.oclear Pouer Corp LEASBuPO.fl H Virginia Electric S. Power Co 
2pp 12251 031 24X Fiche 50-000.82/03/09,8203110001 


82031*0405 Confirms arrangements for 820325 mgt meeting tP discuss 
assessment of regulatory performance of licensed facility 
Meeting agenda enc I 

havIvES.P C Region 1. Office of Director 62/03/09 CAREV../ J 
Cuqoesne light Co 2pp 1230* 03* 24x Fiche 50-334.02/03/09. 

82031*0405 


8203I7057I For.jaTds radial peaking factor limit rept for Cgcle 3. 
per Section 6 9. 1 10 of proposed Tech Spec Change Request 
6 * 

CABEV. J J Ouquesne light Co 82/03/09 HAVNGS, R C Region I. 
Office of Director 3pp 12320 147 24X Fiche 50 - 334 . 82 / 03 / 09 , 

0203170571 


820319028* Cocuments 810306 discussions re revised design concept on 
emergeneg bos transient voltage regulation Verification 
method K calculations foe load study one 1 

CAREV. J J Ouquesne Light Co 02/03/11 VAROA. B A Operating 
Aeattocs Branch I 15pp 12349 1B3 24X Fiche 30-334. 03/03/ 1 1 • 

620319028* 


8203250621 Confirms intent of Item I in Conf 1 rmatorg Action Ltr G2-0*. 
per 020312 telcoo Detailed review of all Ni/Re0-O737-r*l*ted 
.-ods ul 1 1 be performed 

CAftEV.j J Ouquesne l ight Co 02/03/12 HAVNEO. R C Region J- 
Office of Director Ip 12409 124 24X Ftche 90-334.82/03/12. 

620.3250621 


8203260208 Forwards request for addl info for revlpim of TmJ Action 
liens 2 A 2 1. upgrading senior reactor operator &, reactor 
operator training t. 1 1 0 <V. training for mitigating tore 
damage 

VARCA. S A Operating Reactors Branch I 82/03/16 CAREV. J J 
Ouquesne Light Co 5pp. 12440 048 24X Fiche 30-334,03/03/16. 

6203260288 


6203290140 Requests approval to deviate from KBC stated poeltton in 
N*JREC-0737 1 1 en II F 1 3 , containment hlgh-range radiation 
monitor, based on procedural control indicated t, ©listing 
schedule for completing equipment qualification. 

CAREV, g J Ouqueene Light Co 02/03/19 VAROA. 8 . A Operating 
Reactors Branch i 2 pp 12430.268. 24X Fiche 30-334,82/03/19, 

6203290140 


Q Inspection reports. IE Bulletins t* correspondence 


0203030505 Forwards lE Safeguards Insp Rept 30-334/91-30 an 011 130-1204 
& notice of violation Notice withheld Cref I 0 CFR 73 . 21 ). 

MARTIN, T T Division of Engineering t. Technical Programs 02 / 02/11 

CAREV. J J Ouquesne Light Co 2pp 12095.333 24X 

Fiche 50-334.02/02/11.8203030505 


•G203030512 lE Bafeguards Insp Rept 50-334/81-30 on 811130 - 1304 . 
Noncomp 1 lane e noted failure to recoi'd details of alarm 
responses Details withheld iref lOCFn 73 . 21 ). 

Smith. 0 C . LAOUN. R. H . OOdy. a T Division of Engineering 
Technical Programs 82/02/09 Ip 12095 335 24X 

Fiche 30-334. 82/02/1 1. B203030509 


-0203320046 Safety evaluation of control of heavy loads at faclUti 
Plaet net In full cqmp I tancs. DnresolvSS items listed 
• Operating Reactors Branch I 82/02/25 6 pp 13374 035 m, 

Fiche: 50-334.83/02/29, 8203220037 


--81133103S3 "Control ot Heavy Leeds. Dusquesne Light Co. Beaver Valle 
Power Station Unit i,' technical evaluation rept 
OVERBECh.O J Frantlin lost! tute/FrantUn Research Center 
NflC-03-79-U8 I£H-C3257'60 BI/12/24 CLEMENSON. F nHC - No 

Detailed Af filiation Given S 6 pp 12374 031 24 t 

Fiche 50-334, 82/03/25.8203320037 


820312004* Foruards notice of violation re failure to meet 830301 
deadline for alerting (. providing puit.p Instructions to 
public located within plume exposure pathway emergency 
planning tone 

DEVOUNO. R. C Director's (Ifftcr, Office of Inspection and 

Enforcement 82/03/12 CAREV. J J Ouquesne Light Co 3pp. 

12251 350- 24X F uhe : 90-334, 82/02/ 12, 82031 20046 


--6203520053 No 1 1 1 e of violation re otil failure to complij lu/BSOI'Ol 
deadline for ptune eipoauro pathuiag er>ergenc<j planning tone 
deiEocittratl on 

OCVOCHO- J H Otreftor''! Offite. Of fit* of Inapacttork and 

enforcement 03/02/12 Ip 13351 353 3<lx Ficho 50-33d, 

03/03/13. 0303130046 


8303050431 Atk receipt of 830300 Itr informing NHC of steps tak oi. to 
correct violation noted in IE Safeguards t«sp Ropt 
50-334/81-38 End D to 030308 1 ti lelthhold IreP 
10CFR73 3HC1 I 

S f AROSTECK I . R Oivisicin of Project t. Residont Progranp 03/03/16 

CAREV.J 3 Ouquosne light Co 3pp I3I34 300 34X 

F| c ■‘.e: 50-334. 93/03/16. 8303030431 


0303130338 Forwards safetg evaluation approving util 011133 request fot 
relief from Inservlce insp requirements & for revision of 
tnservlce insp program No autho r 1 lat 1 on needed to revise 
plan to Incorporate provisions alreadg authorited 
VAROA. B A Operating Reactors Branch 1 02/03/33 CAREV. J 3 

Ouquasne Light Co 2pp 12234 336 24X Fiche 30-334. 03/03/i'3. 

0303120338 


—0303120339 Oafetg evaluation approving util 011133 request for reliof 
from inservlce Insp requirements 

a Office of Nuclear Reactor Regulation. Director 02/02/33 Jpp 
12234 338 34X Fiche 30-334.03/02/23.0303130330 


8303160073 Forwards IE Insp Rapt 50-334/01-31 on 010010-14 & 36 -20 
No none orp 1 lance noted 

PARTIN. T T Divlsldn of Engineering t. Technical Programs 02/03/23 

CAREV, J j Duquesne Light Co 2pp 12300 344 34X 

Fiche 30-334. 02/03/23. 0203160073 


—0303160001 IE Insp Rept 30-334/01-31 on 810BtO-t4 & 36-28 No 
none oep 1 Ian c e noted Major areas Inepected ingt controls, 
selection of pac kage. r r c e Ip t of packages $• preparation of 
packages for shipment 

OAER. R E . KNAPP. P J Region 1. Office of Oireclor 02/03/08 
20pp 12300 346 24X F l cho : 30-334. 02/03/23. 0303160073 


8203030440 Forward s lE Info Notice 03-01 . Ravi s I on I. -Audtlarg 
Feedwater Pump Lockout Resulting From Nasti nghouse if-2 
Switch Circuit Mod. " Ravised Table I is also one 1 to 
clarlfg circuit diagrams No written response required 
IIAVNE0.RC Region 1. Office of Director 03/03/36 O'TOOLE. Jl) 
Consolidated Edison Co. of New York CLARK. P.R General Public 
Utlllttee - GPU Eervlce Corp POLLOCK. M 8 Long Island Lighting Cn 
3pp. 13134 177 24X Fiche 30-000. 02/02/26. 02030304 40 


8203250440 Forwards IE Insp Rept 30-334/02-02 on 020133-29 No 
none omp 1 lance noted 

martin. T.T Division of Engineering b Technical Programs 02/03/08 

CAREY, JJ Ouquesne Light Co 2pp 12409:160 24X 

Fiche 30-334.03/03/00.0203330440 


--830323O431 IE Insp Rept 50-334/03-03 on 830125-39. No none omp I lane e 
noted Major araas inspacted. f oi lowup on Idtntiftad Item b 
RCS leat rata testing. 

CilUNO.v; M , BETTENKAUeEN. L Region 1. Office of Director 
83/02/10 Spp 12409 170 34X Fiche 50-334.83/03/00,8303350448 


82032301 16 Ack receipt of 820236 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/01-31 
SrARQ&TECKt . R Dlvlsian of Project b Resident Progrems. 02/03/10 
CAREV. J J Duquesne Light Co Ip 12379 346 24X 

Fiche 30-334, 83/03/10.0203230116 


--8203330119 Responds to NRC 020129 Itr re violations noted in If Insp 
Rept 30-334/81 -31 . Correc t ive ec 1 1 one . samp 1 es taken after 
eddltlon to assure boron concentrations within Tech Spec 
limits 

CAREV. J J Ouquesne Light Co 82/03/36 8TAR09TECKt.fi Oivlslui, 
of Project b Resident Progrems. 3pp 13379:347 34X 

Fiche: 30-334, 02/03/10.0303230116 


6203230275 Ack receipt of 630114 Itr Informing NRC of steps taken to 
corrective violations noted in IE Insp Rept 30-334/01-33 
STAROSTECKI, R Division of Project b Resident Progra.ms 03/03/13 
CAREY, JJ Duquesne Light Co 2pp 13378.333. 24X 

rich# 30-334, 03/03/12.8203330373 


--0303230270 Responds to NRC Q11213 Itr re violations noted in If. tnep 
Rapt 30-334 /8I-23. Correc t ive ac tt one: rtvl ew of completanaes 
of operating manual revision will ba performed before due 
date b gaskets placed In locked cabinet. 

CAREV. d.d Duquesne Light Co 82/01/14 STAROSTECKI, R Division 
of Resident b Project Inspection epp 12376 324 24X 

Fiche 30-334, 62/03/12, 8303330275 


62033103.13 »orw,irds IE info Notice 03-06. "Failure of Steam Oenerat'ir 
Pnr.arg Clde Manwa^; Closure Studs " No written response 
I equt T ed 

MAYt.r/J.H C Region 1. Of fits of Dire (Lot 82/03/13 O'TOCLTi.J 8 
Consolidated Edison L'c> of New cork FIEDlFH.P 0 General Publii 
Utilities - GPU Service Cofp GARRITv.J II Hairie Yankee Atomii 
Power Co 5pp 12432 064 34 X Fiche 50-000.02/03/13.63033103:13 


6.103170273 Forwards IE Info Notice 02-011. "EnvlCun Tests of Electfliul 
Terminal DIucks ' No written response required 

llAYhEa. n C Reglun I. Office of Director 02/03/13 OTOU-L.J II 
Cunso 1 1 dated Edison Co of New Vgr, ClARK.il R General Puhlir 
Utilities - GPU Service Corp OA-RRITV.J H Maine Yankee Atomti 
Power Co app 12-312 239 24 X Fit he 30- 000. 03/03/ 1 3. 82031 7 02/3 


0203170486 Forwards IF Info Notices 03-04. "Potential Oeflctenc g c>f 
Certain Ar>ASTAT E-7000 Senes Time-Delag Helags" fc 02-03. 
"Increasing Frequencq of Drug -lie 1 a ted incidents " 

HAYNEB.lr C Region i. Office of Director 02/03/13 O'lCOLL.J 11 
Conso I tdatf d Edison Co of Now York FIEDLER. P D General f'uhllt 
Utilities ' GPU Service Corp OARRITv.j ii Maine Vaniee Atomic 
Power Co Spp 12320 02 1 34 X Fiche 30-000.03/03/13.0203170406 


0203310361 Forwards Ik Info Nutiie 02-07. * Inadequate Securitg 
Screeriing Programs " No written response required 

I'AVNES.R C Region i. Office of Director 03/03/16 O'TOOi.L.J li 
Consolidated Edison Co of New York CAREV. j J Ouquesne Light Co 
FIF.UDER.R P General Public Utilities - GPU Service Corp Spp 
13433 073 24X Fiche £0 -000. 02/03/ 16. 02033 10361 


u Periodic operating reports b related correspondence 


0203190433 Forwards -'nontiilq operating rept for jan 1983. 

CARCY. J J Duquesne Light Co 02/02/09 Office of Management and 

Program Aralgsls Ip 12331 0/3 24X Fiche 30-334,02/02/09. 

8303190433 


--0303190434 Monthig operating rept for Uan 1903 

UEAVEII.l N Ouquesne Light Co 03/03/09 3pp 13331 0/4 :.'4x 

Fiche 30 3.14. 83/02/09. B 2031 90433 


0203160520 Forwards "Effluent b Haste Disposal Semiannual Rept. Jul -Rri 
1901 

CAREV. J J Duquesne Light Co 02/02/33 Region 1, Office uf 

Director Ip 133U0 120 24X Fiche 30-3,14.82/02/35.0203160 5211 


--U203160524 "Effluent b Uaste Disposal Semiannual Rept.Jul-Oec 1981. 
• Ouquesne Light Co 02/02/25 79pp 13308 139 34x 

Fiche 50-334,03/02/33,0203160330 


8303020700 Forwards NPDE8 monthig rept for .Ian 1903 

FEIIKNECIIT.C Ouquesne Light Co 82/03/26 REID.R H Operannu 
Reactors Branch 4 iljp 12009 207 24X Fiche 50-334. 02/03 /.16. 

0303020/08 


--0203020709 NPOEQ discharge m.onitoring rept for Jon 1903 

STEED. L 6 Duquesne Light Co 83/03/26 I2p|> 12009 200 24X 

Fiche 50-334.03/02/26,3203020708 


0303030301 Forwards annual rept ro personnel receiving greater than 
100 millirem b associated manrem sipasure hg work function 
CAREV. J J Ouquesne Light Co 82/03/03 DRIER. OH Region 1. 
Office of Director 3pp 19094 021 34X Fiche 50-334.82/03/03. 

8203030381 


B303310276 Forwards "Annual Ropt of Factlltg Changes. Tests b 
Eiper Iments. 1 961 . " including challenges to power operAted 
relief b safetg valves. per NUREO-0737. I tarn It K 3 3 
CAREY. J J Duquesne Light Co 03/03/17 HAYNES. R C. Region 1. 
Office of Director 2pp 13435 161 24X Fiche 50-334,82/03/17. 

8303310376 


--8203310279 "Annual Ropt of Fac I 1 1 tg Changes . Tes t s b E iper imen t s. I'/8I 
• Ouquesne Light Co 03/03/17 dpp 13455 163 24X 

Flcho 50-334.82/03/17.02 03310276 


5. Reportable occurrences. LERs b related correspondence 


8203080492 Forwards LER 03-004/03L-0 

NILLIAMS. H D Duquesne Light Co 82/02/26 HAYNES, f) C Region I. 
Office of Director 2pp 19150 021 24X F Iche 50-334. 89/02/26. 

0203060453 


•■-62030B0456 LEH 82-004/03L-0 on 030127. bac kup HHR pu.mp lost out- of-Svt 
whan normal ac power source last due to fault in section of 
4 k9 bus cable. Cause for cable fault unknown Cable returned 
to vendor for analgsls 

LACEY. U 3 Ouquesne Light Co 02/02/26 Region I. Office of 
Director 2pp 12150 023. 24 X Ftche 90-334.82/02/36,030308041,2 



82031 70 J9? For. atJ? I Efi i‘‘2 005/03- • 0 

UltLlAMS.H r (.ulurs'>° Co b2/03/C» Hfc/HtS.ft C fled Ion 1. 

riffKO c» Oir»c*Cf •"’PP 12318 ODI 24> Flcte 30-334.82/03/04. 

0203 1 /0352 


--8203170388 u£ 8 65-005/031 ■ 0 or H20303. fir? tarrior penotrjtion t>8ti.iPrn 
.HV coile vault t» a>.>llk4r.j t«»<S pw’itp at »* fovnO vnatten4«4 
j/o «ire rataroant saal ir plate Cau*«4 to thange of tonst 
<J»pt raifit ^rcttO'jte Prot»Oate Jill Oe revised 

LACF/.u S Dwgveeno Light Co 82/03/04 Begion I. Offlsr of 

Ovretsct 3j; 1-318 003 24» Ftche SO "334. 02/03/04. 8203 1/0382 


8203170570 Forwards LEB 82 0C6/O3L-O 

u!LL1/‘H3.h P pi.quei>ve Light Co 82/03/04 havnES. B C Region 1. 
Offlte o« Director 2jp 12320 1 3J 24« Fithe SO-334. 82/03/04. 
8203170370 


0203170370 LEM g2-00*/C3L-0 on 820206. dvr ing perfornance of 051 I 47 21 
leat test, c ontai nment Isolattor trip valve Tv-CC-10501 
failed to hold test pressure Caused Og type of gasket used 
under riascnetian guicv chaige trim 

LaCE/.M S Duguesre Light Co B3/03/04 Region i. Office of 
Director 2pp 12320 152 24» Fiche SO -.334, 82/03/04. 8203 1 703/0 


8233250325 BOs B2-007.’01P V ft2-CO0/OlP during update of analysis 
required by IE Oulletin 79- 14. overs tr ess condition found on 
A St ean generator sSeartlir.e Contitton aralyied vn fSAR L 
addressed through emergency procedures 

ulLLtAi-s, tc P Oaguesne l ight Co 92/03/t5 HAYNES, fi C Begloo 1. 
Office of Director 3p? 12413 247 24X Fiche 50-334.02/03/15. 

8203253325 


OCCnet 50-335 51 LUCIf F^am. OnIT 1 


F Security, redical. e-ergercy t, fire protection plans 


020.1030139 Advises that util evaluation of ventilation sys t> (ire areas 
villl Pe revieued prior td action on asscclated eie-nptlon 
rogue Sts 

N2LS0/1- C C Operating Reactors Branch 3 82/02/tl OHBIO.R E 

ricrida Fouer \ sight Co 3pp 12109 323 24x 

Ficro 50-335 02/02/1 1. 8203010139 


82032501 lb Releases publii version of revised e-ietgentj plan 
iv'p lerenl ing procedures 

FELTOM.J K Otvislon of Rules ani Records 02/03/17 Oocurent 
Maragemer.t Branch I? 12421 260 24 x Fiche 50-000.02/03/17. 

0203250116 


- -6203250121 Fcriuards public version of revised eniergencg plan 
lap I esient 1 ng p rcc edur es. i nc 1 ud log Procedure 1101 re duties 
of emergency control officer fer offsite emergency 
organiiation 

UHRIO.B e Florida Peuer 6 Light Co 62/03/08 EISENMUT. D 0 
Division of Licensing 2pp 12421 269 24X Ftche 50-000. 

02/03/17. 02032501 16 


--W203230127 Public version of revised emergency plan implementing 
procedures. including Procedures 1101 re duties of emergency 
control officer for offsite emergency organication & 1301 re 
e'ergency roster for oftslte emergency organiiatton 
e Florida Pourr (.Light Co 02/02/01 35pp 12421 271 24 X 

fiche 50-000-82/03/17.8203250116 


0203240417 notifies that re-evaluation of heavily cabled fire arras 
to resi l0CfR50 App B Section 111 0 2 criteria is scheduled 
for completion (. sutmittal by 620331 Installation of 26 
ne-u fire doors ultl be delayed until revteu is cc-pteted 
UHHIO. R E Florida Pcver t Light Co 82/03/19 EISENHUT.O C 
Division of Licensing Ip 12395 066 24X Fiche 30-335,02/03/18. 

6203240417 


0203310392 Releases public version of emergency plan Implementing 
procedures 

FElTOn. JM Division of Rules and Records 02/03/29 Document 
Hanagsihent Branch |p 12472 300 24X Fiche 30-333.82/03/29. 

0203310372 


•8203310397 Foruards public version gf emergency plan implementing 
proc edures. me lud Ing Procedures 3I0002IE re duties & 
responsibilities ol emergency coordinator b 3100022E re 
c lass I f leal Ion of emergencies 

UHRIO.R e Florida Poust 1. Light Co 82/03/11 ElBShWI. b C 
Division of Licensing 2pp 12472 301 24x Ftche 30-333. 

82/03/29. 8203310392 


--8203310408 Public version of emergency plan Implementing procedures. 
Including Procedures 310021E re duties 4 rasponsibll ttles of 
emergency coordinator S. 3100022C re classification of 
emergencies 

s Florida Power & Light Co 82/02/02 lOOpp 12472 303 24X 

Fitke 50-335. 82/03/29. 0203310392 


j Insurance % Indemnity Information 


3203230260 FotwaeJS Endorsenont 42 to ANt Poltcif NF-aa7 

fielder. J Marsh t. McLennan. Inc . M 4 MNucloar Consultants. Inc. 
Oiv 82/03/16 SalTZMAN, J Antitrust t. Economic analysts Branch 
(Utility Ft nance 1 2pp 1 2383 049 24X F | c he - 30-333. 82/03/ 16. 

8203230260 


8203230201 Forwares Endorsement 0 to ANI Binder E0“39 

FlELCFfl.J Marsh & McLennan. Inc , M !■ H Nuclear Consultants. Inc 
Oiv 02/03/16 SalTZMAN, J Antitrust 4 Economic analysis Branch 
lutmty Finance) 3pp 12378 311 24* F Iche 30-333, 82/03/ 16. 

8203230281 


M Antitrust correspondence 


0203170202 slitndrawal of 7B0B28 request that Commission Institute 
Section 103a proceeding against util FL Cities has settled 
all differences w/utll Certificate of Sve end 
ROTh. A J Florida Cities 02/03/10 Commissioners 4pp 

12313 238 24X fiche 50-000.02/03/10,8203170282 


P Operating license stage documents 4 c orre spondenc o 


0203010001 Addl response to FOIA request for 30 Categories of doci'iseots 
re UUREO-0660. * NRC Action Plan. " Foruards documents listed 
In Apfs A.O.C 4 0 Info partially withheld Iref FQIA 
tigmptlon 51 

pel ton. 3 n Otvtsian of Rules and Records 01/08/04 MAOOEN. 1 J 

Rage- Scholrr. FI erman. Mays 4 Handler 9pp 12730.006 24* 

Fiche 30-213.81/00/04,0203010001 


--8003120937 Foruards licensee accident analyses for main steam lins 
hreat Inside containment Requests safety evaluation re 
increased containment pressure 4 potential return 
to reactor power 

BENAROyA.V Aurlllary Systems Branch 80/02/13 NOVAK. T 

Raaetpr Systems Drench 2pp 12733 129 24X 

Fiche 30-000.81/08/04,0203010001 


--800528104I Forwards status of operating PUR auxiliary feedwater eys 
evaluations for Wee 1 1 ng house. C-E 4 B4U N8B8 plants 
MAIThEHS. P R Auxiliary Systeirs Branch 00/02/23 OENARDVA. V 
Autlllary Systems Branch 14pp 12768 329 24* 

Fiche 30-000. 01/00/04. B20301000I 


--0006020509 fotwaros safely evaluation re containment overpxes sur 1 i all 
potential due to auxiliary feedwater pump runout flow 
following main steam line breat Licensee Should reanalyis 
containment response transient 

RI/6ENSTEIN. i_ Assistant Director for Core 4 Containevent Byotems 
60/03/15 NOVAK. T Assistant Director for Operating Reactors 
2pp 12733 no 24X Fiche 30-000. 01/00/04.0203010001 


--6006020393 Safety evaluation re containment overp ree tur l la t Ion 
potential due to auxiliary feedwater pump runout flow 
following -lain steam line break Peak containment pressure 
will remain below design value 

» Assistant Director for Core 4 Containment Bystems 80/03/13 
Ip 12733 112 24X Fiche 30-000. 81/08/04,8203010001 


--0203020233 Discusses need for reactor vessel level instrumentation. 
Position based on event of flow blociage conditions pccurlng 
In Tni-2 4 St Lucie 800611 event leading to steam bubble 
formation In reactor vessel head 

RDS5.0 F NRC - No Detailed Affiliation OlvtO 80/12/17 

SILVER. H NRC - No Detailed Affiliation Given Ip 12763 121 

24X Fiche 30-000,8l/OB/04.B20301 000 1 


8201130470 Forwards CEN-t89, 'Evaluation of Presturlrod Thormal Sboci 
Effsets Due to Smell BteaV LOCAs U/Loss of feedwater for 
C-E NSS6. " 4 Apps A-J. In response to TMI Action Plan 
Requirement ll K 2.13. 

BASKIN, h P C-E Operating Plants Owners Group. 81/12/31. 
EISENKUT.D 0. Division of Licensing 4pp 11370.034. 24* 

Fiche; 30-253. 81 /12/31 . 820 1 130478 


'-8201130490 “Evaluation of Prossurlied Thermal Shock Effects Due to 
S.-.all Break LOCAs U/Loss of Fcadwatar for St Lucie 1 4 2 
Reactor Vessels." 

• Combustion Engineering, Inc. CeN-ie9 APP F. 81/12/31. 34pp 
11379 024. 34* FI che 30-233, 81/12/31 , 020 1 130478. 


0303080038 "Tech Specs for Redundant Dacay Heat Removal Capability, 
St Lucie. Unit I." technical evaluation ropt. 

5TEVER30N. J. A E0t.D. Inc. FIN A-64a9. B2030B0038. 82/01/31 

DONSHEld. J N. Division of Licensing. 17pp. 12139-303 24* 

Fiche 50-333, 82/01/31.8203080030 


920J030I04 Foruard* request for addl tnfo re environ qualification of 
• afatq-rriated electrical aquipnent 

CLAOK. N A Operating flsactors Oranch Ci 82/03/17 OMRIO.R 
Florida Fouer t, Light Co 4pp 13111 337 34X 

Ftcha 90-333. 03/02/17.8303030104 


83035203«9 Advisee that util submittal re NbREC- 0737. 1 1 e.t 111 0 '.I 
control f oo<T hab t tab I 1 1 1 has teen rpvteii.8d ti Fount) 
ac c eP tab I e 

CLARK. 1 A Clperating Reactors Branch 3 U3/03/1I OHQIG. H I 

Florida Pot,or !> Ligi-t Co 2pp I33‘/I 128 34* 

riche 20-333. (12/03/1 1 . 0.303330369 


630303010? “ Equipment Environ Dual t f 1 c a tion. Rev lew of License ue* 
Resolution of Outstanding Issues FroT fJRC Equiprrent Environ 
Qualification Safetg Evaluation Repts & TMt Action Plan 
Installed Equipment." request for addl Info 

• Pranllln Institute/Franti | n Research Center RAl -€9397- tll6 
02/03/01 KRC - No Detailed Af filial Ion Olven ?pp 12111 34| 

24X Fiihs 90-339.03/03/17,8303030104 


n20323D4?l For-uards auilliaig feedwater sgs evaluation ir respons 
030218 request for addl info re KURtO-0737. Item 11 E I 1 
GI.RIOR F. Florida Rojer 6 Light Co 03/03/19 CLARK, R A 
Oporattng Reactors Branch J 3pp 12383 173 24X 

Hthe 90-335. U3/03/ 19. D20.32304? 1 


8303100039 Foruards request for addl info re IMI Action Item 1 1 I- I I 
re auilltarg feedwater sgs evaluation Response bg 030319 
r eque s ted 

CLARA. R A Operating Reactors Branch 3 03/02/10 UiIRlO, R E 

Florida Pcuer t, Light Co 4pp. 12191 393 24X 

Flche 90-339. 02/02/10. 8203 1 00039 


6303100611 Requests notification If NRC understanding that util 
requested no deviations from NOREO-0737 Item lll.D 3 3 re 
Improved in-p lant Iodine I nst rumenat 1 on under accident 
conditions. Incorrect. 

CLARK.fl A Operating Reactors Branch 3 03/02/23 UIIRIO.H 1; 

Florida Power t< Light Co 2pp 13217 194 S4X 
FlChe: 90-339. 02/02/23. 820310061 1 


0303240193 Advises that 09-2 lender vo I Cage relay to be installed, 
although protabtlltg of operating for significant time 
period during undorvoltage condition small 

UHRIO.R E ) lor I da Power «. light Co 82/03/10 CLARK. R A 
Operating Reactors Branch 3 3pp 13397 096 34X 

Flche 90-339. 03/03/10.0303340193 


0203300192 Responds to t.RC B30333 Itr re NUneO-0737. Item 111 1) 3 ; 
"In-Plant Radiation Monitoring " Util Health Psgslcs 
Procedures HP-209. "Erergencg !n-Pla»'t Air Gampllng. * % 
ilP-306. 'Analgsis of Emergencg Air Samples. " define methods 
UHRIO.R E Florida Poaer L Light Co 03/03/23 CLARK. R A 
Operating Ro.rc tors Branch 3 ip 12493 349 24X 

F IchO 90-339. 02/03/23. 0303300192 


8203110139 Foruards request for addl tnfo In response to NUREO-0/37. 
tten II B I re RCB high point vents technical a-ertt of 
proposed operating guidelines should be resolved genaricallg 
through oaners group Response requested within 60 dags 
CLA-RK. R A Operating Reactors Branch 3 02/02/23 UHRIO.R I- 

Florida Power (. Light Co 3pp 13290 344 24X 

Flche: 90-339. 02/02/23. 02031 10139 


0203120000 Discusses review of responses to NRC 701129 Itr re gonrrlc 
concerns of purging 6 venting containments 

CLARK. R A Opereting Reactors Oranch 3 U3/02/23 UHRIO.II L 

Florida Power %, Light Co 9pp 12299 319 24X 

Flche 90-339. 82/02/23.8203120000 


0203300198 forwards Henrg Pratt to analgsis of containment put g r 
isolation valves per NRC 020223 request 

UHRIO.R E Florida Power «, Light Co 80/03/34 CLARK. R A 
Operating Reactors Branch 3 75pp 12449 307 24X 

FichO 90-333.02/03/24.0203300198 


0203300192 Advises that loch Spec changes re tire response testlnj 
resislence temp detectors (RID) are not noo required No 
evidence of RTO time response degradation evident from 
testing Addl testing proposed 

UHHiC.n E Florida Power t. Light Co 02/03/24 CLARK. R A 
Operating Reactors Branch 3 2pp 12450 067 24x 

Ficha 90-339.02/03/24.8203300192 


--0203120002 Partial safetg evaluation of containment purging tt venllnij 
during normel plant operation. Lie ensee should commit to use 
purge sgs onlg specified number of times par gr. Debris 
screens should bo provided for purge supply L oihaust lines 
• Operating Reactors Oranch 3 02/02/23 9pp 12299 324 24X 

Flche 90-339.82/02/23.8203120000 


0203310292 Foriiiards 133 oversIte drajiings for use 
containment Sump performance. In response to NRC 
Itr Aperture cards aie available in PDF! 

UHRIO.R E Florida Power 6 Light Co 02/03/29 
Operating Reactors Branch 1 90pp 12491 020 
Flche 30-000. 03/03/29, 02033 10292 


In review oF 
01 1007 

VARGA. S A 
24X 


'8303I200B3 Sample Tech Bpec Pages 3/4 6-10.3/4 6-14 (• 3/4 6-19 vo 
containment sgs t> containment Isolation valves limiting 
conditions for operation 

a Operating Reactors Branch 3 02/02/23 3pp 12299 333 24X 

Flche 90-339. 82/02/23. 8203130080 


03030S06I3 Advises of ptens to initiate Cycle 6 operation In early 
Hay 1983. w/84 new EiiOn essemblles L 133 previously 
Irrediated C-E assemb 1 1 es. L 1 s t of documents describing fuel 
i. methodology used by Ekxon for safety analyses enc 1 
UHRIO.R e Florida Power S. Light Co 02/02/26 EISENHUT.O 0 
Division of Licensing 2pp 12160 169 24X Flche 90-339. 82/02/I'6. 

8203080613 


0203190104 Fdrwardt request for info ra secondary water chemistry 
monitoring program Info requestsd within 60 days Secondary 
water chemistry program descriptions for Turkey Point-Units 
3 tf 4. t. Bt Lucie. Unit 2 acceptable. 

CLARK. R. A Operating Reactors Branch 3. 03/03/01 UHRIO.R. E 

Florida Power t, Light Co. 3pp 13309 290. 24X 

Flche 90-339, 82/03/01 . 02031 901 04 


Q Inspection reports. IE Bulletins t correspondence 


0203000349 Forwards IE Info Notice 82-0 1 . RevI s I on 1. "Aui Illary 
Feedwater Pump Lockout Resulting From Uestloghouse tl-2 
Switch Circuit Mod ' No response required 

□ 'REILLY. UF> Region 2. Office of Director 82/02/26 UHRK.'.I 
Florida Power t Light Co HCOQNAlD.R P Alabama Power Co 
JONES. J A Carolina Power & Light Co 4pp 12190 103 24X 

Flche 90-C0O. 0 2/02/26.0203080349 


0203100312 Forwards IE Saleguards Insp Rept 90-339/82-07 on 820211 
No none oap 1 1 ant e noted Rept withheld tref I0CFR2 7901 
LONO.F j Region 2. Office of Director 82/03/02 UHRIO.R I- 
Florida Power (, Light Co Ip 12108 133 24* Flche 90-339. 

02/03/02. 0203100312 


0203290908 Forwards IE Insp Repts 90-339/82-02 h 90-309/02-02 01 . 
020202-09 No noncomp I lane e noted. 

LONO.F J Division of Project L Resident Progrems. 02/03/02 
UHRIO.R C Floride Power t. Light Co 2pp 12409 327 24X 

Flche 90-339. 02/03/02.0203290900 


8203090244 Forwards draft off-normal operating Procedure 0120037, 
"Reactor Coolant Oas Vent Sys Off-Normal Oparatton “ 

UHRIO, R E Florida Power t. Light Co 82/03/02 CLARK. R A 
Operating Reactors Branch 3 Ip 12136 233 24X 

Flche 90-339. 82/03/02.8203090244 


--0203090249 Draft off-norffial operating procedure 0120037. "Reectoi 
Coolant Oas Vent Sys Off-Normal Operation. ■' 

« Florida Power & Light Co 82/03/02 20pp 12136 234 24X 

Flche 90-339. 82/03/02. 8203090244 


8203110001 Generic Ltr 02-04 to ell licensees of operating plants, 
applicants for QL (■ holders of CP re use of INPO BEE-IN 
program 

eiBENHUI.D 0 Division of Licensing 02/03/09 IIAOSPURO. A 
Consolidated Edison Co of New York. RENBEROER, D. L Hashing ton 
Public Power Supply Bystem. BUR8TEIN.6 Ulsconstn Electric Power 
Co. 2pp 12231 031 24X FUhe: 90-000. 82/03/09. 82031 lOOOl 


--0203290914 IE Insp Repts 90-339/82-02 t. 50-309/02-02 on 020202-1 
none omp 1 lane e noted. Major areas Inspected safety— related 
structures L supports, observat 1 ons of work V review of OA 
records 

BI.AKE. J J I HEROT.A R Division of Engineering L Technical 
Programs 82/03/01 6pp 12409 329 24X Flche 50-339.82/0: 

6203290908 


0203170441 Forwards IE Info Notice 82-03. "Environ Tests of Elect 
Terminal Bloc ks. " 

O'REILLY. J P Region 2. Office of Director 82/03/04 UHRIO. 
Florida Power t> Light Co 4pp 12319 309 24X 

Flche 90-000. 82/03/04,0203170441 


8203230344 Forwards IE Insp Repts 30-333/02-06 «. 50-389/02-09 on 
820208-12 No none omp 1 lane e noted 

LEUI3.R C Olvlston of Project L Resident Programs. 02/03/04 

UHRIO.R E Floride Power t, Light Co 2pp 12412 233 24X 

Flche 30-339. 89/03/04.8203290344 
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DOCKETED ITEMS 


IE if.»5 r.crt.x% ?. ^o-oa'^/aa-os «»> arcson-ia «o 

rent c.'p I i^nc « nctvj najnr areas I'v^pacCed Full scale 
coar'inasee raOi c lo^ I c a 1 aiergencv aiercisa 
M.a«Ei.a.!>L . SI ^ . W U . kCFaRlanO. C B Owislon of 
E-erjarcij ■'r* jara Jnass E C?eraCiordl Sjspcrt e?'01/03 1 fj'f 

1^41^ SS-i 34* Flcha 50-335. 02/03/0-1. e3C33J0344 


03.:3lfO339 Ac » recCIRt c* l;3C213 l«r informing riBC cf steps tatan to 
correct viola*! oos noteJ In IF. Ins? ftept 50^335/01-30 
Corrective a:tinns stateC in response are adequate 
itulS.R C Usvislon cf f-roject 8t Resident Froqrams 83/03/05 
E Floriia Pocrer ft Liqhl Cc Ip 154 24* 

f iclie 50-335. 03 . 03/05. 03031 ''0329 


6303170333 Besponds tc NHC 830108 Itr re violations noteC lO IF I'.s? 
Peat 50-335 / 81-30 Ooes no', lor.cwr -u/v lolat l on. v o^evet 
sarve ! I lane e procedure far local l»ak rate testing of 
containnert isolation valves ii.ill be revised 

miatO.B £ flurida Pauer ft l.igbt Co 83/03/13 O BElCt-V. J P 
Bettor 3. Office ef Director 3pp 13319 135 34X 

Ficne SC-315. 03/03/05. 83031 70339 


--03031 70:.:13 forwards 1C insr ftepts 50-335/01-30 ft 50-309/81-33 on 
8II0il'it3'l ft notice of violation 

KELItCG.P J Beactor Project Orantft 2 93/01/08 OHfllG.B (- 

Florida Po-er ft Liqnc Co 3pp 13319 150 34)i 

Ficne 50-335. 03/03/05 83C31 70339 


-93031701J.S r.-^tics of violation fi on Jnsj on OllOli-liP4 

* Reactor Project Branc.S 3 83/01/09 Ip I23I9 lf>0 34x 

Ficte 55 315.03/03/05.6353170339 


- -(;30317034C It Ir.sj Best 51 .335/81-^0 on 011011-1134 Nenc amp 1 1 anc o 
notec/ inadequate Icral Irak rate test procedure 

EtBCy.S A . 8(03 •/ E . OAftCE.H C Division of Besident ft Beor tur 
Protect Inspection 83/01/05 9pp 13319 161 24/ 

FicSe ;c- 135. ri3/03/05 8353l 70339 


fl3031705l9 Forvari/s IE Ir/c fjetice 02-04. 'Potential Oaflclencq of 
Certain AvASTAT C-7CC0 Series T i.ne-De > ayS. " ft IE Info 
r/ottce B3- 05. 'Increasing Krequercq nf Drug -Be lated 
1 rc 1 den t s ' 

O'SEltLV.JP Hejisn 3 . Office of OtrectOT 03 / 03/10 171110.9 1 

flariCa Fewer ft Ligi-t Co 4 pp I 332 I 306 ? 4 X 

Fiche 50 COO. 03 / 03 / 10.9303170319 


63-51190132 Ac It receipt of 830236 Itr inForaiinq tIBC of steps taken tr. 
correct vi-jlation noted in IE (ns; Dept 50-335/61-34 
LO//G- F J Division cf Project ft Besident Progra-rs 02/01/12 
fhllG B E Florida Power ft Light Co ip 13346 355 24t 

Ficte 30-335. 03/03/13. 0303190133 


-'0303190140 Responds to NBC 630137 Itr re vtolattans noted If* It liisp 
Rept 50-315/01 -34 Corrective actions ulthheld 
iTuf lOCfms 51 1 

Cf.MASffir. J A Florida Power ft Light Co 83/02/36 O-REll.LV. J I' 
Region 3. Office of Director Ip 13346 356 3AK 
F IC s e . 30-335, 83 /03< 1 3- 0303190 1 33 


B303350461 ferwacds IE Info Siotice 63-06v “Failure of Steam Oenoratoe 
Priifiarq Side rtan^aq Closure Studs " No cvritten response 
requested 

O'REIllv. j P Region 2. Office of Oinector 03/03/13 OWRl'G.B.E 
Florida ro,er *, Light Co 3pp 13409 106 34X 

Flcse 5O-0C0. a2/03/ 13.0303250401 


0303260350 feiwards IE Info tlotlce S3-07j “Inadequate Securltg 
Sceeentng Programs 

O'REIllv. J p Region 2. Office of Director 02/03/16 l'KRIG.B t 
Florioa fewer ft Li^t.t Cn 4pf 13424 107 24S 

Flcre 30-000. 83/03/16. 0203360250 


6303350338 Atk receipt of 820106 ft 0319 Itrs Informing NSC of steps 
taken to correct violations noted in IF Insp Rept 
30-309/01-22 

lONO-F j. Division of Project ft Resident Programs B2/03/IB. 
OHBtC.R E Florida Power ft Light Co Ip ]24|2 131 24* 

Ftche 50-309. 83/03/10. 0303230338 


--8203230340 Forwards IE Insp Repts 50-335/01-20 6 30-369/01-33 on 
81 1 103-03 ft 09 ft notice of violation 

Q'BEtl.l.y-J P Region 3. Atlanta. Office of the Director 
(01/03/011 81/(3/09 l/tlRIO.H E Florida Pouar ft Light Co 2 pp 

124)2 133 24» Fiche 30-389.02/0.3/10.0303250330. 


--8203230343 IE insp Repts 30-335/31-30 ft 50-389/81-22 on 611103-05 6 07. 
Noncomp I lance noted Inadequate carreettve action for welding 
procedure violations 

SIRARO. E H , hERBT.A R Division of E-ngineering ft Technical 
Inspection 81/11/30 Spp jpa 12 Isa 24* Fiche 30-309. 

83/03/ 1 e. 8303350338 


ft Periodic ogeratlne reports ft related correspondence 


6IC4150393 Forwards inonthlg operating repts for Mar 1981 

SCiiMIOr, A D Florida Power ft Light Co 81/04/04 Office of 

r'aoage-'ient anp Program Ai>algsis Jp 13407 017 24X 

f Ichr 50'CCO. 01/04/04. 0104130393 


-6IC4l503'i'4 Month Ig operating repts for Mar 1901 

CHII.SCN.V r Florida Power ft Light Co 01/04/04 I2pp 
13407 019 24K Fiths 30-000.81/04/04.6104150392 


930'Jl9a403 Forwards r\on*rt-j operating rept for Nov 1981 

kilLL (AMS. 3 U Florida Power ft Light Ce. 81/12/13 Office of 

Management and Program Analgsie Ip 12351 056 34X 

Fiche 30 335- 01/13/13,0203190402 


--6303190413 huntMg operating rept for Nov 1901. 

ClilLSCM.V T Florida Power ft i.ignt Co 01/12/10 4pp 
12351 037 24* Fiche 50-333. 81/ 13/ 1 5. B'30D190402 


S Reportable occurrences- lERs ft related correspondence 


3101370365 nistusses dissenting professlnnal opinion re tn-spressed sir 
sgs.CRP Section 9 3 1. Proposed Revision 1 Identifies events 
Involving sar e tg -re 1 a ted air problems 5RP should Pe promptlg 
iwplenented for all operating reactors ft applicants 

Cantrell. F & Region 2. Atlanta. Reactor Construction ft Engineering 
Support Oranch 00/07/07 MUflPHV. C E Region 2. Atlanta. Reactor 
Construction ft Engineering Support Sranch 3pp 12293 164 i'4X 
Fiche 50-000. eO'07/07. 0)01270383 


G,7/>30006l7 Forwards LEB 02-002/03L-0 

MlLLlAnO. J M Florida Dower ft Light Co 02/03/22 O'REILLV. J P 
Region 3. Office of Director 3pp )2160 163 34x 

Ficha 30-.133. 83/02/32. 820300061 7 


--020308062) LER 03-OO3/O3L-O on 020191 . subc 0 Died margin monitor 
instruirent declared out of svC Cause not determined Honltar 
oegan operating properig during troubleshooting 

PACE. P L FloMcfa Power ft Light Co 03/03/32 Region 2. Off It. 

of Director Ip 12160 166 34x ftche 50-333,02/02/22. 

0203060617 


3.703170564 Forwards LER 83'C03/03L-0 

tflLltAMS- 3 U Florida Power ft Light Co 02/03/00 Region 3. 
Office of Director Ip 12330 230 34X F Icho 30-333. 03/03/00. 
0303170564 


-0303170367 lER 03-OO5/O3!.-O on 020304 ft 14. during full power dperallLh- 
t.o out of three control room air conditioning units out of 
SVC s IFu 1 taneous 1 g Caused bg stuck dampers ft faultg linkage 
J valves Units repaired ft returned to sve 

PACE.P L Florida Power ft Light Co 83/03/00 Region 2. Office 

of Director |p 12330 239 34X FUbe 30-333,82/03/08. 

8203170564 


0303230650 Forwards LER 03 006/03L-0 

WULIAMS. J W Florida Power ft Light Co 03/03/10 Q'RGILLV.J P 
Region 3. DffitB of Director Ip 12309 1 96 24X 

Ficbe 50-335.03/03/10.0303230650 


--8203230665 lER B2-006/03L-0 on 8203CB. srial 1 bore piping mechanical 
snubber 146 found locked up Cause not determined Snubber 
replaced Complete rept of snubber insp available in response 
to IE Dulletln 81-01 

PaCC.P L Florida Power ft Light Co 82/03/10 Region 2. Offlcr 

of Director Ip 13389 197 24x Fiche: 30-333, 82/03/10, 

0303230650 


COCkceT 30-336 MtULSTChe NUCLEAR PCU'ER STATION, UNIT 2 


F Securitq. medicalr emergeneg ft fire protection plans 


0203(740 0 7 7 Responds to 011020 comments on proposed rule change to 
change deadline for I rp 1 ementat Ion of prompt notification 
sgs ft 820110 Hr requesting eitpnslon of imp t enentat Ion to 
020601 Request for extension denied Ffl notice enc I 
ElSENHur.DO Division of Licensing 83/03/03 CDUNSIL.M 0 
Connecticut Yankee Atomic Pt-aOT Co. COvjliStL.U 0. Northeast Nutleor 
Cnergg Co. (subs of Northeast UtillllesI 6pp 12130:137. 24X 

Fiche 30-000. 83/02/03. 8203040077 


0203020697 .Cpnf irms agreement between NRC ft JF Opeka re Interim access 
author t tat ion for contrac tor/vendor emplogces Condlttons to 
agreement submitted 

CRUTCHFIELD. D Operating Reactors Branch 3 82/03/22 COUNDIL.W 0 

Northeast Nuclear Energy Co (subs Of Nortboast Utilities) 2pp 
(3009 27.3 24* Ficbe 50-243. 62/03/23. 0303030697. 



DOCKETED ITEMS 


;>ubllc version of revised e'rerQency plan 
trap lerent ing procedures 

FEuYON.^ n Division of Rules and Records 113703/^4 Docucirnt 

flanageiiient Ocancb Ip IPO'IG 001 ^4X Fiche 50-343. 03/0?/^'1- 

e?o3oao730 


--C20303073I Foruords public version of revised eirergencg plan 
ic'p I eeient 1 ng procedures, including Procedures hPtP 4f02 re 
alert. EPIP 4103 re site area CTergenci^ & F.PIP 4102 ce 
general e-kergencg Station procedure change furn enc 1 
CODNSIL-U 0 Northeast Nuclear tnorgg Co Isoba of Northeast 
ytillties) 03/03/0'^ EtSENHUT.D G Division of Licensing 4pp 
l20'»3 ooa 24* Flchb 30- 343. 32702 724. 0200030730 


--0303020754 Public version of revised energencg plan inplerentiny 
procedures. Including Procedures EPII* 4103 re alert. EPIP 410*J 
re Site area osergencg (. EPIP 4104 re general emergeneg 
a Nort.heasi Nuclear Energg Co fsubs of Northeast Utilities! 
93701/lP 123PP 12093 00<> 24K F iche 30-343, 02703734. 

6303030730 


0203100293 Discusses Insp results of filed tire suppression sgs Diiil I 
turbine deck eiciter roon ranifold piping does not meet nin 
burst pressure of 3.000 psi Unit 3 computer roors utiderfloor 
nust be raised b sealed to maintain Halon level 

CLARK* p Id Boston Fire Ogstems* Inc 63/03/33 Director'!. 

Office. Office of Inspection and Cii f ore oiren t 3pp 13170 JJ7 34x 

flche: 50-343. 03/03/33. 0303100393 


□303090643 Foruards fire protection App R revieci for f ac i 1 1 tg b App f, 
fire lone/cable routing i dent i f leaf Ion drawings 

COmiBlt.* It 0. Cor>T>Bt tlcut Yankee Atomic Power Cn COUtlSlL.M O 
hortheest Nuclear F.nergg Co (subs of Northeast Utilities) 

82/03/01 CI8GNtiJT.O 0 Division of Licensing I4pp 13163 3()7> 
34 X fiche 30-336*03/0.3/01.0303090643 


--8203090647 Fire protection App R review for Mi | I s tone* Un i t 3 
• Northeast Utilities 83/03/31 400PP 13163 330 34x 

Ft Che 30-336,03/03/01.0303090643 


--0203090649 App £ fire lune cable vautlng Identification drawiiiQS 
Twentg-one overslto drawings end Aperture cards are 
aval lab le in POR 

e Northeast Utilities 02/03/.31 3pp 13166 334 34X 

FI the 50-336. 02/03/01.0303090643 


0303190094 Submits updated protect schedule re prompt notification sigt. 
Hontblg status repts will be submitted until sgs declared 
operat 1 onal 

CCU.NQIL.M 0 . CAONEfTA.J P Northeast Utilities 83/03/09 
EieCNl'Ut.O 0 Olvlslon of Licensing lOpp 12296 300 34X 

Flche 90-000. 03/03/03*0303130094 


8203330030 Forwards Amends 03 b 79 to Licenses Dpn-31 b DPn-63. 
respactlvelg b notice of issuance b availabllitg Amends add 
license conditions to include Commission approved guard 
training b gua 1 1 f t cat I on plan 

CtARK.R A Operating Reactors Uranch 3 03/03/10 COUNBIL* U. 0 

Northeast Nuclear Energg Co (subs of Northeast (Hlllties) App 
13374:379 24X FI c ho 90-349. 03/03/ 10* 0203330030 


--B203330060 Amends 03 b 73 to Licenses OPR-31 b OHP-63* respec t t vr I g. 
adding license condition to include Commission approved 
guard training b qualification plan 

IvamSAUOH. T Operating Reactors Oranch 9. 03/03/10 7pp 

13374:379 34X Flche 90-349.83/03/10*8303330030 


8303290134 Forwards Revision 7 to modified amended securltg plan f.nt I 
wfthhald (ref lOCFflS 790) 

COCKS t Li M 0 Mortheast Huclsar Energg Co. (subs of northeast 

Utflltlas). 03/03/10 EIPENMUT.O.G Olvlslon of Licensing. 3pp 
18429 319 34X Flche 90-343*03/03/10*0303370194 


9303390024 Releases public version of revision to emergeneg plan 
imp lenent I ng procedure 

FELTON. J. H Olvlslon of Rules and Records 63/03/17 Document 

ranage.ment Branch Ip 12421 100 24X Ftcho 90-249*03/03/17. 

8303390024 


-'8203390030 Forwards public version of Revision 1 to Emergeneg I'lat* 
Imp I ementtng Procedure EPIP form 4602-1. "Telephone 
Comieun icatl ons Tost “ 

C0UN'81L*U 0 . FEE. Id F Northeast Nuclear Energg Co (subs af 
Northeast Utilities) 82/03/04 EISENHUI.OO Olvlslon of 
Licensing Ip 12431. 101 24x FI che. 90-349* 02/03/ 1 7* 0303390034 


'8203390038 Public version of Revision I to Emergeneg Plan Imp lementliig 
Procedure EPIP Form 4602-1* "Telephone Communlcat Ions 
Test.” Revised leplemspttng forms Indsi end 

e Northeast Nuclear Energg Co (subs of Northeast Utilities*) 
83/03/10 000- 12431 103 34X Fi cha- S0-34S. 82/03/1 7. fiSmSSOO:'.! 


PCO.it ’70337 Requests 1 I si led nfmptlon from requirements Of lOCFR/3 .'’Id;- 
t 10CFI<71 31 e until 0204 30 Mod to filing c ah met. des 1 gnat ion 
of all diavlngs as safeguards Info b installation of lecling 
bars b locks at Millstone will be completed bq date 
Cr,U.NSlL.N C Connecticut Yankee Atomic Power Co COUNSIL.U G 
northeast Nuc le.ir Eneiqg I'm (sobs of Nnrtheast Utilities! 
LOtrNSlL.NG Northeast Utilities Service Co 02/03/20 
Fl'-IEM'UT.O G Divisian of (.tcensi'iQ 3pp 13430 394 34X 

Fiche 30- COG. 83/03/30, U30 '3390.73 7 


0303310349 lieleasaS public version of revised o'prgeiicg plan 
imp 1 ererit 1 iig procedures 

FF.LTn.'’l. j r* Division of Roles are Records 0370*J/29 Dor umrrit 

Management Oianch Ip 13460 060 34 X Fiche 30-343.03/03/29. 

030,7310349 


6307710333 Forwards pobltr version of revised erergeneg plan 
Implementing piocvdures. including Procedures EPIP 4103 re 
alert. EPIP Altj'.l "e site urea emergaficg L CP IP 1404 re 
general C'sergeneg 

COJt.SIt..W 0 Nfirti-east Nuclear Energy Co (sots of Noriheatt 
Utilities) 0.7/OJ/I3 EISENMUI.D G Oivlsteri of Licensing ..’P|. 
134.30 061 24X Fiche 33 343. 82/03/39. H3U3jll)149 


- 9303310330 Publii version of revised emergecics plan 1 irp 1 pr.eri t ing 
procedures, including Procedures EPIP 4|03 request. EPIP 
4)07 re situ area emergeneg b Ef'lP 1404 re general 
emet gene g 

r Nortteast Nuclear Energg Co (subs of Northeast UttlitiPc! 
03/07/10 173*^1 12460 063 ?4k Fithe 20 345. 03/07/39. 

□303310,749 


J Insuranre *. inde.anitg information 


0307330103 Forw.irds Endorse. sent U to NELIA Binders C0--13 b E0'I6. 
Ecidorsem.enC 76 tu NElIA f^oltrg NF- 1 */3. Crider so-ient 10 to 
NELIA Bin«ler (-n-ll b Cndy r semen t 71 to NCI. I A Pollcg Nf'19l 
SIN 19 1 . J M Mar sh b McLennan. Inc . M b M Nuclear Consult acits. In< 
(>lv. 07/07/16 SAl. 1 ft'A'l. */ Antitrust b Economic ana I gs IS Draiich 

(Utllllg linaiice) 6;p 13414 331 34X Flche 30-000.03/03/16. 

0303.''50I03 


C30;)350399 Forwards Codorsoments 77 b /t) to NELIA Pol leg NF -173 
9INIRI..J M Marsh b McLennan. Inc . M b M Nuclear Consu 1 C *>nt s . Inc 
Oiv 03/03/19 SALf/MAN. .J Antitrust b tconumic anaigsis Dr.inrh 
lUlllttg Finance) llpp 13409 167 34X Fiche 30-000.03/03/19. 

0303330399 


P Operating license stage doiunonts t c urres ponconc e 


0.7030)0001 Add! response to FOIA request for 30 categories of ducumi-nt*. 
re NURCO-O6i0. "tJrtC Artlon Plan " Forwards documents listed 
In Apps A. 0. C f* 0 tcifo partiallg ‘withheld (ref FlJlA 
E r emp 1 1 on 51 

FCI.TO.*>l. J M Division uf Rules and Records 01/08/04 MADDEN. T .! 
hago. Sc ho 1 er* F 1 erman, Mags b Handler 9pp 13/30 006 34X 

Fiche 30-376. 0 1 /OD/04. 03O3O1OCO 1 


--Q003130963 Foruards licensee accident anaigsis re main steam 1 iiie bri. 
ifistde sunt a iism.ent llsquosts safety evaluation Licensee plans 
to submit auiillarij feedwater sgs au t o- 1 n 1 1 la 1 1 On sgs which 
dolags auriliarg feedwater flow for three minutes 
DENARUYA. V Auriliarg Ogsloms Oranch 00/03/14 NOVAK. I 
Containment Bg stems Dranch 2pp 1279'J 131 24X 

Fichu 30-000.31/00/04,0303010001 


--0OOS3O1O41 forwards status of operating PWH auriliarg feedwater sijs 
evaluations dor Nest mghnuse. C-E b ObM NOSS plants 
MATTHEU3. P R Auriliarg Sgsteirs Oranch 80/02/39 QENARUVA. V. 
Auriliarg Bgstems Branch I4pp t2’/6(i 329 347 

Flche 30-000*81/08/04,0303010001 


D0033C»030B E o r ma r d s supplemental safety evaluation Supporting llcrnn- 
B00139 respoiiso Peak containment pressure will remain below 
design pressure even w/additlon of auriliarg feedwater at 
run out flow 

CHECK, P C Assistant Director tor Plant Sgstems 80/05/09 
NOVAK. T M Assistant Director for Operating Heectors 3pp 
12733 113 24 X Fiche 30-000.81/00/04.0303010001 


-'GC05300393 Suppl to safety evaluation supporting licensee B00l«*5 
response Pealt containment pressure will remain below design 
pressure even u/addltlon of auxiliary foedwater at ruo-oul 
f 1 ow 

• Containment Systems RrancA 00/03/09 ip 12793 U3 i’4X 
Flche 90-000.01/00/04.8303010001 


-- 8303010149 Forwards 791130.1121.1030.800129 b 1104 Itrs re auilltciry 
feedwater sgs* in cosponse to request W/o ends 

KF.nOAI.L.R NRC - No Detailed Affiliation Otven NRC -0.7-79- 1 111 
00/09/13 FER TNER. K Franiliii Ins 1 1 tute /Frank 1 In Research Centrt 


Ps^u I ^ ••■Te’nt I : K J II 

UaShIN. K P C-E j F|drt6 t'-^nere ttrovp 61/12/31 

FlljEr.i'UT 1 ) </ division rf Llr»n' 3 >P) 4 ;^ 11^70 024 247 

rich« 50-r^a HI ' 13/31 . C!«Ol 1 "0476 


'“UJCil lUS'iyt l-vaWAliwr ct Pr ptsu*’ 1 1 ei Tl>et>-dl SSot I Oov 4<i 

STdll nr<>.>ii lOCa |.■l/l i>«« of f'of 7 <j.otfr for rl||i«tonp 2 Roacloi 
Vf s « « I ■■ 

• Cons«.»^io»i fng I A>> f I r 4 . lf>t CCfl-lfl'? APP E Bl/l?/3l ^14|>1' 
IIS.’J 711 k-1* F tH.P 255. 01 /JS/ 31. 8.7.7 1 130470 


U 20205 C 1 j 3 Po/o^pO^ o^OI »Afo ro SCP Topit ll '4 1 ". "So 1 1 1 o^oAC of 
p n If ndo 1 1 'jrio I Di'Pie^ W/5P jf»pPtorp car"o 

A/o.*ti.rp Cdr44 kPP flVA I 1 4 1 p in PER 

CEOnSM . U f> NcPtl*oA«t l/ui lp.ji' rporiiv I'o <i>uli« Of Nortli»a«t 
Utilities) 02/01/2V CRlitCHr )Ci O I> OpePoting l>eo(toP> Broiicli 
loop 11 me- 231 24> 50-74 5. (13/01/2/. erOkOSOI 53 


e7.3'j320“.Ct AJ-. t' it «et u(>«Titar -jark^l-Qp wilt tie h«Jo o" 

6303 lf> 7. 17 111 nculcn r-A Attpr>^or/« of licenced ihlfl 
perionoel le-guoAtco to oe Oiicui^oO listed 

E letf.M'lT . 0 « Pi«,tsinn !• I iKeiistng 62/02/13 C□J^■Stl..W C 
Nc 1 1 oe.is I IJor IpdP Eneigg Cp Isubs of A*or tfieost Utilities). 

COu;.S(‘_ . 1/ C Cci‘ri.‘<. t it 1 / 1 ii/iiiliPe Alonlr Power Cci 33p 120V2 32J 

34!i FicPe 50 -0 00 ■ 02/02/13. 8=03020305 


8201120320 Pequeit for add 1 mfo re "fgoifrent Environ Qua 1 i f 1 c a t lor. 
Review of Litensee fl e in 1 •# 1 1 cn of OotiCaoding Issues From nRE 
Equipment Eii. Iran Cma I i f r< at r nr: Sofelq tvaluotion Pepts E 
TMt Action Plan tnstalleJ Equipment '* 

= franVlm I ns t i tu\e ^Fr atn 1 1 n Rsseariti Cenlev r.Ril -03-7R- V IP 
‘»FI-C5257'45/ 131/11/11 Ofic - No Detailee Affiliation Oiv,f> 

r.p? IkCCiR 204 247 Fi-.t« 52- 33'j. 92 /03/ IQ. 0203010340 


P233IC01A0 I'oruares safety e t a 1 i/j 1 1 nil re realtor fuels K thermal 
rgdraolic sections of Oasic safety repc (BSRl Reactor fuel 
tnsicn li t ter tiL'iiyil Paul i < r i- nr at ter i st i c s including 
transient 5 accifent analyses addressed in DbR acceptaple 
CLARK. ft A Gperatiny Rearttrs (Ipanch 3 82/02/18 COUliniL.U C 

fro-tr-east Mac i ear Energy Cci Isubs of northeast Utilltiesi 34pp 
12191 1A6 24t Fit ho 51I-.33*. 82/02/ 113. 0203100150 


82330102313 Fsrwards requested add 1 info re response to f.Nl Action 
tsem 1 A i i , shift techt.irat advisoi' Info lonststv nf 
name. nuclear e i p er i enc e. c u I ( ege courses completed & 
training for each nurcegreod shift tecffilcal advisor 
COUflfllL.tr 0 Connecticut VanSee Atomic Power Co COUNSIL- tl 0 
r/artheast ff.ic |ear Criergii Co fsuhs of Uortheast Utilities) 
82/07/19 CflulCHFIELO D Uperalmg Reactors Branch 3 4pp 
120A9 0P7 PdX flrhe 50 CCO 02 /02/ 1 9. U2035 10230 


8=03010=75 Forwards "Lar^e Dr vat LOCA/fCCS Performance Results U/Addl 
I'luQteC lit earn Oeneratni lubes " 

CnunSlt.Vi il Northeast Nuclear Energy Co Isubs of Northeast 
l/ttlities> 92/02/19 CIARK.R A (Iperating Reactors Branch :i 
3pp laotf till a4tFl(*e 50 -'>3S 82/02/19.8203010275 


•■’6203010277 "Large Ureal lOCA/ECCS Performance Wesutts si/AddI l-lugyed 
Steam Oeneratnr Tiiuus 

• Northeast Nuc 1 ear Energy Co isuts of Northeast UtilltlesI 
82/02/.'>G 27FP 17069 120 24X Ficre 50-336. 82/02/ 19. 030 30 107*/ 5 


9203040064 Forwards Amend 72 to License OPR-65. safety evaluation 1. 
notice cf issuance t- ova i I ati 1 1 I ty Amend changes lech Specs 
re Node 6 re.ictivity c on t rot. bo rat i on requirements b special 
test peat linear heat late 

PANIE.C L Operating Reactors Bronth 3 83/02/22 COOhBlU. M C 

Northeast Nuclear Energi; Co isubs of Northeast Utilities) =*pp 
12128 185 34) Ftcbe 50-336.02/02/22.0203840064 


- -6203040069 Amend 72 to 1 icense OPR-65. cheng ing lech Specs re Mode 6 
reactivity r ontro 1 . tora t i on requirements 8. special test peaW 
linear heat rate 

CLARK. R A Operatm; Reactors Branch 3 82/02/22 39pp 

12128 107 247 Pici-e 50-336. 82/02/22- 020.1040064 


--S20304007I Safety evaluation supporting Amend 72 to License pPR 6fi 
r.OliNER-n . LOt£L-H . LIJ3CN.K Office of Nuclear Reactor 
Regulation- Director 82/02/22 dpp 12128 246 24K 

flths 50-336. 82/02/23 3203040064 


- -8203040074 notice of issuanre 6 avaiinbillly of Amend 72 to Llcriise 
□PB-65 

Ct.AftP.R A □per.itir.g Reactors Branch 3 02/02/22 2pp 

12120 228 24* Fichtf iB- 336. 02/02/92.0203040064 


require I ec n Spec rods 

CD'.lNSlL. Cl G Nortl-east Nuclear Energy Co Isubs of Northeast 
Utilities’ 32/02/23 Cl Af’K. H A Operating Reactors Branch 3 
2pp 12059 104 241 Fichn 50-336. 02/02/23- 090303049B 


P.20?'7c 0520 ACgises that djaluatioiis of clad collapse t. fission gas 
pressure have been performed for C-E fuel to be utlllred 
during Cycle 5 

tCU<*.SIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) B2/02/23 L'lARK.H A Operating Reactors Branch U 
I2vru 176 .tAx Ficfic 50-3;i6. 87/03/2.3, 8203020520 


9203020519 Application for amend tu Ll lenses OFR-61 . OPR-21 t. OPU-/,t 
revising Tech Specs to reflect urgaiii tat I onal title changes 
t'Cl)7.5lL. M C Connerticut Vanlee Atomic Power Co COUNSIL.U 0 
Northeast Nuclear Energy Co Isuts of Northeast Utilities) 
03/02/24 CROTChF IFlI)- 0 Operating Reactors Branch 3 CLARK. 1? 
Operating Reactors Drench 3 3pp 120B3 147 347 

flche 50 000. 02/02/24 . S2030205I 9 


--6203020540 Proposed revisions to Tech Specs reflecting orgenltatl 
title charges 

• Connecticut Vanlee Atonic Power Co « Northeast Nuclear Er 
To Isuts of Northeast UttIttiesI 82/02/28 26pp 12003 11 
24t fiche 50-000.02/02/24.0203050519 


8203030455 Bcb.-sits addl Info re plans to assure that required sbifl 
coverage will be available by Q3070I per NRC 820107 request 
Inlo concerns 010928 i equest for delay In | mp I dmenca 1 1 on of 
.^JBe0•07J7 tte.m 1 A I 3 

COuilnlL.'d 0 tiortr.eaet tiutleai Energy Co (subs of Northeast 
Utilltiesi COUNStL.ef 0 Connecticut Vanlee Atomic Power Co 
62/03/01 F. 1 retirtu I . D G Division of LUonslng. 7pp 12157 33( 
24)1 Flche 50-000.89/03/01.8203080435 


n=03I20l53 App I 1 cat 1 111 ) for amend to License OPR-65. provl d Ing dally 
sampling fur gross activity in each steam generator during 
Cycle 5 operation to assure prompt detection f. monitoring of 
primary to Secondary leafage 

COUNBIl.N 0 . FEE. If F Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) 02/03/04 CLARK. fl. A Operating Reactors 
Branch 3 :3pp 17346 301 24* Fiche 50-336.02/03/04,820312015; 


--82031=0161 Proposed Tech Spec Page 3/4 7-0. pr ovt d ing dally oampl 
gross activity |n each steam generator during Cycle 5 
opei.itlon to assure pror-pl detection 6 monitoring of primary 
to secondary leakage 

• Northeast Nuclear Energy to Isubs of Northeast Utilltiesi 
92/0.3/31 2pp 12246 204 24X F I c he 50-336. 82/03/04, 8203 120 


8903120328 Responds to NRC BIOBO/ I tr t, forwards addl Info re 
measurement uncertainties Uncertainties include equipment 
a< curacy. cal Ibr accuracy. drift & c air ulat t onal accuraclas 
Conclusions verified by plant operating history 
CCU.VBIL.u 0 . fEE.U F Northeast Nuclear Energy Co (tubs of 
Northeast Utilities) 82/03/04 CLARK. ft A Uperatlng Reactors 
Oranch 3 6BpF 13940 345 24* Fiche 90-336, 09/03/04, 82031 303: 


920330C077 Forwards Amend 73 to l.tcenss OPR-65. safety evaluation ^ 
notice of Issuance 6 ova i lat t 1 i ty Amend changee Tech Specs 
to allow reactor heatiig for Cycle 5 operation w/lees than 
lOOX Insp of tubes 

CCNVER.C (. Operating Reactors Branch 3 83/03/05 COUNStL.U ' 

Northeast Nuclear energy Co (sobs of Northeast Utilitleo). 4p 
12460 341 24X Ficho 50- 336. 89/0,3/09. 8203300097 


-“9203300102 A-hend 73 to License OPfl-63. c hang 1 ng Tech Spect to «ll 
reactor r-.eatup for Cycle 5 operation w/less than lOOK Insp 
of tubes In each steam generator 

CIARk.i1 a Operating Reactors Branch J 82/03/03 7pp 
12460 343 24* Flth* 30-336. 82/03/05.6203300097 


--02O33OO1O4 Safety evaluation supporting Air.end 73 to License DPR- 
u Office of Nuclear Reactor Regulation. Director. 02/03/05 
12460 35.3 24X Flche 30-336.82/03/05,8203300097 


---8P0330010B NdttcP of issuance b availability of Amend 73 to Lice 
DPR -65 

Clark • R a operating Reactors Branch 3 82/03/05 9pp. 

12460 360 24X f lche; 50-336. 02/03/05. 8203300097 


0203300274 Forwards Amend 74 to License OPR-63. safety 
evaluation i. notice af issuance 0 aval I abt t tty . Amend 
authoriies Cycle 5 operation 6 modifies App A Tech Specs 
CONNER. E L Operating Reactors Branch 3 82/03/05. COUNSIL.U 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4p 
1246? OOl 24X Flthe 50 336- 02/03/03, 0203300274 


— S3033C0375 A*>»f*d 74 to License OPn-65. dotho r » j nifi Circle S ope riSt i <iti (. 
spending App A Tech tipecs 

Cl.ARA. n A Operating Redctors Pranch 3 Oa/03/Oh I3pp 
124*3 005 ?4X Flc^c 50-33*. 02/03/05. Ba03300.^74 


--C30330037R Spfetg evdlontion supporting Axeiid 74 to License Oi’li />:i 
• Ostler c( Nucleor Rede tor Hoguldtlcn. Director 03/03/0*) 

I9pp 13462 010 34X Fltho 50-33*. 03/03/05. 0303300374 


—630330037V Notice of issuence <■ dvdildpilltg of Arand 74 to Ltieiiso 
OPn-65 

Clark. n a ciperdting PedCturs Ordncl; 3 02/03/03 3pp 

13463037 24* Flche 50-336,03/03/03.0303300374 


Q203130204 Act receipt of B0I23I response to fNt Action Pldn T t er. 

1 1 K 3 3. "Reporting Relief Valve i Safetg Vdlve Failures !. 
Challenges ‘ No further revleu planned Item resolved 

CRUTCHFIELD. O Operating Reactors Drench ;l 03/03/08 C0U.NniL. If n 
Connecticut Vankee Atonic Poucr Co 3pp 12349 137 24* 

Ffcne 50-000.02/03/00.8203120304 


8303320050 Foruards Amends 03 «. 75 to L i censes DPR'3l t. OPR-63. 
respectlvelg t. notice of Issuance L aval lab 1 1 1 tg. A-nends add 
license conditions tu include Corolsslan approved guard 
training t. qua I I f 1 c a t ion plan 

CLARK. R A Operating Reactors Orancii 3 02/03/10 COUNBIl. U 0 

flartteast Muc tear Cnergg Co tsubs Of Northeast UttlltlesI App 
12374 273 24* Flche 30-243. 02/03/ lO. 0203230030 


--Q303330060 Atnends 02 t. 73 to Licensee 0PR-3I (. DRP-63. r esp ec t i vi- 1 g . 
adding license condition to Include Coniaiisslon approved 
guard training & qualification plan 

UAKOAUdH. T Operating Reactors Oranch 3 CLARK. R A (Iperatiiio 
Reactors Oranch 3 03/03/10 7pp 13374 279 24X 

Flche: 30-34 3. 03/03/10.0303230050 


— 6203220067 Notice c.f Issuance It aval tab II I tg of A-rends 03 h 73 ti. 
Licenses 0Pfl-2l 1. OPR-67, resp ec 1 1 ve I g 

CLARK. R A Operating Reactors Oranch 3 02/03/10 3pp 

12374 306 34* Flche 30-343.03/03/10,8303320050 


3203230460 foTuards request for oddl Info re TMl Action Items 1 A 1* I, 
'Upgraded 6R0 6 RO Training" 6 II 0 4, "Training for 
Mitigating Core Oatrage " 

CnUTCHFIELO, 0. Operating Reactors Oranch 3 82/03/10 COUNOll.U 0 

Northeast Nuclear £nergg Co. (subs of Northeast UttlltlesI *i)|> 
12411 130 34X Flche 30-243,02/03/18.0303230460 


6203290313 Application to amend License DPR -6 3, rev I s 1 ng Tech Bp ec c to 
alloLi continued pouer operation up tp 7 dagS u/steam driven 
auxlltarg feedieater pump Inoperable 

CDUNBIU.U 0 Northeast Nuclear Energg Co (subs of Northeast 
Utilities) 83/03/20 CLARK.R A Operating Reactors Oranch 3 
App 12433:232 24X Flche 30 - 336 . 02 / 03 / 20.0303290313 


--020329032I Proposed Tech Specs 3 7 I 2 re auilllarg feediuator pumps 
a Northeast Nuclear Energg Co (subs of Northeast Utilities). 
82/03/30 tp 12433 236 24X F 1 c he 50-336. 62/03/20. 82032‘)0'J13 


0. (nspcctlon reports. IE Outlcttns tt correspondence 


6203040320 Forwards notice of violation for failure to meet B20201 
deadline re prompl notification sgs Installation 6 testing 
DEVOUNO. R C Director's Office. Office of Inspection and 
Enforcement 62/02/12 COUNSIL.tl 0 Northeast Nuclear Energg Cn. 
(subs of Northeast Utilities! 3pp 13138 062 24X 

Fit he: 30-345. 62/02/13.0303040320 


— 8203040320 Notice of violation for failure to meet 820201 daadUno rv 
prompt notification sgs installation h testing 
DEVOUNO. R C Director's Office. Office of inspection and 

enfoTcement 82/02/12 Ip 12138 063 24X Flche 30-249. 

82/02/13. 6203040920 


8503110073 Forwards IE Insp Regts 50-245/02-02 1. 90—336/02-04 OM 
820103-0306 No noncomp 1 1 anc e noted. 

6TAR08TECKt, R . Division of Project h Resident Programs. 82/02/31.) 
COUNSIL.If Q. Northeast Nuclear Energg Co. (auhs. of Northeast 
Utilities) 2 pp 12313 348 34X Flche 50-345. 62/03/23,8203110075 


— 8203110064 IE (ntp Repts 50-245/62-03 1. 30-336/82-04 on 830103-0206 No 
tioncomp 1 lance noted Major areas Inspected facllltg tours, 
radiation p rotac t ion. phgs leal secur 1 tg. f l re protection, plant 
operating records & Instrument catlbr 

S 6 EOLOSKV, J. 1 . . LIPtlOKI.OH , ELSA 88 EH, T . C. Division of Project h 
Resident Programs 82/02/19 lipp 12213330 34X 

Flche: 30-34 9, 82/03/22. 62031 10073 


•le;o;m)0«V3 Discusses msp results of fiicd fire '.oppression sgs i.'i.i* 
turbine dec! ecciter rsr.- .-a'lifrli gaping loes not root min 
hurst pres*'. re ol 5. 'IC.' P'.i Unit C ruo.puter rcon underficur 
rust be ral‘.>ed sealed to maintisin Ha Inn level 

CLARK.R la Oostnn C 1 1 e Igstems Inc B3/02/i'6 Director'. 

fie flee. Office cf Inspsilioi and I I'f o-t cmer t 3pp 131/0 'JJV i.'4 ; 

Fiche 50 3'I9. 83/03/35. O^'O'i |<i.0..'?3 


0303030164 At > receitt <i* 630201 itr inf or . ->1119 VVC of steps tal Oi. ti* 
correct vtiilatlnns noted in (L tnsp RepH 50-313/01-14. 

30 •24 3/03-01 t 90 -J3.S /().;- 01 

HAVI.F‘».« r Regiiio V. lUiite of DiTbCtof «r.'03/a6 COLMoll . VI I 
Northeast Nuclear Enei ;g Co Isuts oi Nortiic.isl UtilltiesI 1 1 > 
12095 300 24* l ici i. JO B;'.02/26. a2ri;i0304.»>4 


--02030304 73 Responds to ARC IUt,M5 llr le violations tinted in II ti . ‘1 
Repts 50-2 13/01-14.93-243/02-01 /, 50-336/82 (11 Currertive 
actions forwards Revisi'jn 10 to er-oigentg pi. in (ttviSion u-Zu 
enc I Meeting w/NRC. i'l I'A t, Ltute af Cl proposed 

CU-IhlilL. .4 O Coi.iii c 1 1 : u t vaniee Atomr Pever Co L'Oi'NSlL. ti (1 

Northeast Nuclear Etieigg Co Isubs of Nnrti-rust I'tilitiesI 
CLU'lSlL. I- r. Nnrtleast Utilities bervice Co 02/02/01 Repicn 

|. Office of DiretU.r 4 ;p 123=75 309 34* Fiche 50-0C«. 

82. •03/36, 03030354*4 


6303050440 Forwards IF Info Notice 03-0 1 . Rev 1 s i on 1. "AuiiJiarg 
Feed'/ator Puirp (.ocf'int Reseitirg I -ct ties 1 1 ngi.ouse U-2 
ISwltch Circuit Mn.l * ile/i'.ed lahle 1 is also c-nt I to 
claiifg circuit diagrams No written re s pom e required 
HA/r.'FO. R C Region I. Office of Director 03/03/26 O'TOOLI:..) I* 

Conso I I Jilted Fdisoi Co of New vorl. 5pp 121.34 177 2<1X 

riclie 30-000. 83/43/36. 070 103044 0 


•3'?03130IU1 Forj/ir-Js request for oddl Info rp it.servlte vcvsp tvofliam 
Response le-iuested -..itsin 30 daqs of 'eceipt of Itr 
CLARK.R A Operating Re.irtor e Qranrh 3 02/02/36 i.*iJUNl)l|.. tj ( 

Northeast Nur lear Fnergg Co (suhs of Northeast Utilities) 4pp 
)2n0'> 292 M4« f iche 5C n:i 6 03/02/36. 030.31 30101 


8203160170 forwards IL Insp Oopt 35-3.16/Ul - 1 4 on HI 1201-04 14 10 tu. 

nunc omp I t«inp e tiolnd 

martin. I T Division of Fii j t noer ing 6 Techtilcal Programs cJl'/OL'/lV, 
CQUN 8 tL.fi 0 Northeast f:vrlear Energg Cn (suds of Northeart 
Utilities) ;!pp 12299 163 24X Flche 30-336. 02/02/26. 0203 1 >'.0l /U 


8.703160179 IE Insp Dept 30-3.36/01-1.1 01 . 811201-04 6 14-IBNo 
none nmp 1 Ian c o notad N,ijor areas inspertod rajiacion 
protection p r oc edsr es. ad v one ed pl.inntng L p ropara 1 1 on. 

I ra I n ing. e I posgr e L radioactive rati control * snrvegs 
UAER. R C . CCLLIM0 0 J . 7tlAI'P.t> J Olvislur. of Engineerinq %. 

Technical I'rogrdms 03/03/05 bp^ 13399 170 34X 

f icho 30-J.3 6, 0.7/02/3/- 83031601 /O 


8303160184 Forwards IE tnsP ReplS 50-245/61-17 ?. 50-3.36/81-16 on 
011301--04 6 14-10 No none ompl ianr o nutc-d 

MARTIN. I T Division cf Engineering b Technical Programs 02/02/3/. 

COUNCIL. Ul G Northeast Nuclear Energg Co fsubs of .'iorttoart 
Utilities) 2pp I3J0I 100 24X Flche 50 - 345 . 03 / 02 / 26 . 02031601(14 


--0303160190 It Insp Repts 50-345/61-1/ h 50-336/61-16 on 011201 04 h 
14-tB No none omp I I anc e noted Major areas inspected review of 
facllltg design f. opet a 1 1 on. sarp 1 1 ng/ana I gs I s monitoring 
program 6 status of .: oot ami na ted nonr ad I oac 1 1 vo ogs 
OAER.R E . CDLI.INS-D J ■ KNAPP. P .) Division of Engineermn t. 
Technical Prog-airs 82/03/32 5pp ID'JOt 162 34X 

Flcho 90-34 5, 03)03/36.0303160104 


82030902/3 Documents Info h conclusions presented during 6203]/) 
•neetlng 6 sufhmariies correspondence to date rc steam 
generator insp integritg Plant heatup will cormence on 
or about 620305 

CCUNSIL. bf 0 Northeast Nuc leai Energg Co (subs of Nortbeast 
UttlltlesI 82/03/01 CLARK.R A Operating Reactors Oranch 'I 
33pp 12170 219 34X Fifho 50-336.02/03/01.0203090373 


0203230604 For-jiards IE tnsp flept* 50-345/61-10 6 30-336/01-09 on 
610601-04 No none omp I lane e noted 

MARTIN. T I Division of Engineering 6 Technical Programs 02/03/0; 

COUNSIL.U 0 Northeast Nutloar Energg Co (subs of Northeast 
Utilities) 3f.p 1 3409 097 24X Flche 50-245. 02/03/02. a2D3;;506()4 


--0203250607 IF. Insp Repts 50-245/01-10 *. 90-336/01-09 on 010601-04 N. 
noncomp 1 1 an c e noted Major areas inspected selection (■ 
preparation of packages for shipping, per Reg Guides 7 1 S. 

7 4 

QAFR. R E . KNAPP, P J Dlvistan of Engineering t. Technical 
Programs 02/03/22 /pp 12409 099 24X Flche 50'243. 02/03/(12. 

82Q3'250b04 


252 


DOCKETED ITEMS 


3. 1 A;, rvcfijt «• aiO'D) *.• 05l * 1 ti i. InJoTfMrg ».BC of 

tdi»r la forrett violation"* rol»i) if • 

Ap;.rasia: »«;;•» Sil-.V*'.?. PO ■ I? •. SO - .?:if)/e3- 1 I Actions uil) be 
fiafirvJ (!■•€ I nj f jt ic c I'isp of litonsoo pioj-sn 

“AKTtf.. T ■* Oiviiim of £091 o eor I ng <• lethmcol Prograis □£o/01/0'4 
C lla-'iS : I • »* G noil seas l Not leaf Efefgv Co < s.it s of Mortl-. east 
l.llliMcs> .-’tf IkJ'I ."’SP 2‘l» riOe 50-S4S. flS/OD/Oa. EewaifiOlfin 


f!i;""i.*5<)S40 -'rso-its If loso Goat SO" 'iJC/P?- CJJ oo tiiOllI-lS 4- oolltf of 
V I o I a I I c Cl 

f/iPTIIC ' * Olvisioct *'■ i F' 9 me el log ■ Fecf.r.ifal PriigTasi^ 0 *.*aon/Cfi 

C Ou'ln I - • v* G N*;! I Ci*'ai t n.-rleaf toei gg Cc losts of f^ortfeafl 
•Jli lines* «’r.; l.isil 0 j 3 T'I) liche 50 -13A.- BS f 03/09. 03033 t-OMO 


- -ui.'OOJiOS'le. isct.ce of .iiilafion fro- losp ar Ui/OI 11-15. 

.lAHIlIJ I T nivisio"' 3f Eagireeiiog *. Toco'iical Orogra-rs 
fl2/C5'0a 3pp I3-»n Oj 5 3AX Ficr.e 50 J3S. 03/03/00. 0303 350^4 0 

- Ce0335‘j455 IE Insp Pop'- 50-33t/a3-C3 oi 830111-15 .'Jane ofp H a" c i flulid. 
failLce '.s' j<-jp«rlg ea in tail, area near rear r.or *, spent fuel 
jccis 1* fc-Vtu insti-is c. I nns re tool use *. meentenj |n 
r eac tor jee ! area 

PEIRCiNi C . Of T It'll'/'- eE 11 t Division cf Lrg I r.eer 1 119 t, lerhnital 
Pro;rae.s 01/1,2/57 f.tP t//.tl 017 34X FicAe 50-338. 02 /Ol.'Oa. 

ej0:-35i*54O 


0r<j;i3IC333 forwards It l>fo ‘/,r*:ii.e 92-08 ' Failure cf Sleaei Oaneratoi 

Prii-arv BiOe Panirav Closure Studs " Mo written response 
recui' ee 

HA'i'.'ES-f' f r<eg*3i> 1. Of'ite cf OirectOT 92/03/12 OTCO._t.J I' 
r^cscItJalril E;i so.n C j of lie a vnr I flAl. 1 WO.e’f S 1_ Phil ad el p R 1 a 
Electric Cc BRiCNS. J C Pii»er Authority of tie State u* Moui YorV 
s.if 12452 0B4 24X fic/e 50- OCO. 62/03/ I 2- 02013I0'J33 


<1203170.37.1 Fer-.a-tfs IE le»o IJctlte 02-03. '•tovlron Tests of eiectnlol 
fernmal Clovis ' Ac writtu'i response required 

HA/l.fS. « C Pegion I Offite of Olrertcr 82/03/15 O 'TOn.r . J l> 
Consolidated Edison fs of Aej Vcri OAETHEFr.S 1. Ph i I ade I F <' * <> 
electric Co U«3A5. 2 C Pu»er Aotsoritg of the Gtate of Men Vart. 
Gpp 12312 239 24X flL/ie 50-000 02 /03/ I 5 . 930.1 1 702 73 


t2031 7040& Forja-cs IE Info vaticcs 0.7-04. 'I'ptenClal Oeftcienca of 
Certain AOaSTAT t"7»"00 lieries Tire-Delag Hulags* (• 02-05. 
"IncreasirQ freguenrij cf Drug-Related Inridents 

HAVNES R C Rejicr I. Office of Dlrurtpr OP/03/15 0'T0nil..J 0 
Co-isu 1 1 dated Edison Cu gf ."-eia Vent CAETIlUFF.S t. PI 1 1 I ado I ph 1 a 
Eledlrit Co G9CI.5, .1 C f'tjor Authuritg of the State of New Vnric 
5pp 12320 021 24« FitSe 50-000.02/03/15.9303170496 


I’aOlSIO.lftl Feruards II.' I'-fa '.atice 02-0/. 'Inadequate Seturitg 
Screening Progra-c AM written response required 

HAVAFU C C Regtor i. fltfire cf Director 82'03/i6 O'TOOUt.Jll 
Consclidated Ediscr. Co of h.eu Vor I C Ot^C'NS I u. C. Northeaet Nucli-ai 
tnerc;; Co Isjls Cf Ncrf-east lltllisiesi OAUTROFF.S t 
Philadelphia Flecttic Co 5pg 12455 071 247 

Ficne 5C-000. 02/03/16.820 3310361 


R Periodic operaclng reports F related correspondence 


0203080390 For.'ards ''Seni annual Radioactive Effluents Release Pept..iui 
Dec. 1 99 1 

COb'JSlC.P 0 MorlheasI Nuclear Energs Co Isubs of Norihoasl 
Utilities) e2/02/.73 HAVNES. R C. Ileginn I. Office of Oliectoi 
Ip 12160 00 1 24* Flche 50-245. 02/02/23. 0203000390 


--•>.203030414 (.ER 02-004/03.-0 cn 930126. press ur e channel for I of 2 m 
operated snutdesci roaling Isolation valves found to be 
approt GO psi above lech Specs Caused tg shift 1 11 
letu poir.t af tTansriCtei Fisher-Porter Model 50EP 1O430C3A 
Fll OURN. T Nort'-east Utilities 83/02/23 Region |. Office u 

Director Ip 12095 110 24 X Flche 50- 336. 82/03/22. 0903030393 


'J203390537 BO re steer generator tube plu.;;ing as specified Hi TeCIi 
Spec 44514 Degradation resulctrg tn lube plugging Is 
chaiac teri led bg lucali/ed areas of s-iall fits o'l lube 
outside dtareter (n vest ■ pa t ion of corrosion cause continues 
MSCC?MA E J Mortheast Nuclear Enetgg Co tsubs of Northeast 
Utilities! 82/03/18 IIAVNES. R C Region I. UffUe of Director 
Ip 124 .-a 210 2-t« ric-e SO-336. S2/03/I8. 8203290537 


V Oppratar E la.'ninat 1 ons 


3203010001 Addl response to FoIa request for 30 categories of documen 
re Ml)REC-0660. 'djRC Actior, Plan " Fori,.ards docunents listed 
in Apps A.O.C 6 n Info peitiallg wittheld fref FUIA 
£ I erp 1 1 on SI 

FEI.rCh. J r Division of Rules and Records 81/08/04 MADDEN. I U 
Mage. Scholer. Fieriran. Hags 6 Mandlor 9pp 12730 C06 24X 

F icne 50-336. 01/08/04. 0203010001 


•-Q203033392 Futjaris ope rater /socuur operator toiic sheets t eror 
results Mares shall rgt be given in ptuvlding Analysis f. 
Technolugg. Inc u/reqjested data 

CltaCRT.C tioetheast due teat Energy to Csuts uf tiurtheast 

Utilities) BO/Ot/03 aufV.U f.RC - No Detallod Affiliation 
Oisen 5pp I2/6D 103 24x Fici.e 30-000.81/00/04.8203010001 


0203020306 Advises that second operatoi uorlshop .jlll be held nn 
020316 5 17 I r. Bcsion.rA Attendance of licensed shift 
personnel requested Tofits to be discussed listed 
CIGEAHdT.D 0 Division of l.icensing 82/02/12 COUNBIL.tl 0 
Northeast Nuclear Energy To (subs of Northeast Utilities) 3pp 
12092 353 24X Flche 50-000. 02/02/12. 0203020306 


CCCKEI 50-338 N0.9TH AMNA POEEH STATION. UNIT I 


F. Security, /-edtcal. eeergeneg E fire protection plans 


8203050221 Foruards QlOd22 evaluation meso re security deficiencies 
Issues resolved u/erceptirm qf annual guard requa 1 1 f t c a 1 1 on 
program Encls ulthheld (ref I0CFR2 7901 

OUS'I.E L Physical Security Section 82/01/03 MCCORHUE. 0 U 
Physical Security Licensing Branch 2pp 12134 185 347 

Ficte 30'339. 82/01/05.8203050221 


6203240144 Releases public version of revision to corporate emergency 
response plan 

FELTON. J 1-1 Division of Rules and Records 02/0'J/lO Oocument 

Management Dranth Ip 12397 P72 24x Flche 30-000.02/03/10. 

8303240144 


--B303240154 Fofu,drds public versiori of Revision 9 to Corporate tmprg 
Response Plan. per I0CFT150 App E. Paragraph 5 Enel revision 
updates 811005 submittal 

LEABOURG R II Virginia Electric t. Pouer Co 89/03/08 CLARK. R 
Office of Nuclear Reactor Regulation. Director DENTON. M R 
Operating Reactors Oranch 3 ip 19397 973 94X 

Flche 50-000. 89/03/10. 9203240144 


--fl?03CC039l ''Semiannual Radioactive Effluents Release Rep t. 3ul -Dec. 
1901 •' 

• Northeast Nuclear Energ, Co liuOs of Northeast Utllttlusl 
82/02/23 125p? 12160 00.? 94* FIthe 50-245. B2/09/23. 

8203003390 


--8203240I6I Public version of Revision 2 to corporate omergency 
response plan 

• Virginia Electric & Pouer Co 82/02/03 ISOpp 12397 974 
24* Flche 30-000.02/03/18.8903240144 


O3O3I60371 Foruiards "Annual Rept for Jan-Oec 1981." consisting uf 
Su-risary of cbatlenges to celief valvee-per B006I0 
c onyr. 1 tmep t 

CCUT18tL.l1 G Northeast N-jc lear Energy Co (subs of Northeast 
Utilities) 82/03/01 HAYNEB. P C Region I. Office of Dlrectui- 
Ip 12306 26 7. 24* Ficte 30-2 4 5.82/03/01,8903160371. 


— 8203160373 "Annual Rejt for Jan-Oec 1701 

« Northeast Nuclear Energy Co tsubs of .Northeast Utilities) 
32/03/01 3Spp 12306 268 24* Fiche 50-245.82/03/01.8203160371 


S Reportable occurrences. lEils t related correspondence 


0303030393 Forwards LE*? 82-004/031.-0 

ftSOCTKA.e u Northeast Utilities 69/02/32 HAVMES. R C HeglOf. \. 
Office of Director Ip 12C9S J09 24* Flche 50*336.82/02/22, 

8903030373 


G Adgudicatpry correspondence 


820302009/ Advises of ASLA8 tentative conclusion that addl evidence 
unnecessary re open turbine missile issue A8LA1I will decide 
Issue on record absent further c omisun ic at t on 

0K0Er*AKER.C J Atonic Safety and Licensing Appeal Panel- B2/02/2E 

CHRISIMAN. J N Huntpn K Util laics SHAnSOM. 0 T Hearing Oranch 1 

CHRISIMAM. J N Virginia Electric i> Power Co Ip 12077 213 24X 

Flche 50-338. 99/02/26. 820302009 7 


P Operating license stage documents t> correspondoncs 


8203310001 Addl t es^onse to FOIA request for 30 categories of dotuisei 
re NUREC-0663, "ARC Action Plan " Forwards documents listed 
III Ajps A.S.C ii 8 Info partially withheld Cref FOIA 
Esbrptlon 51 

rei.TON. JM Division qf Roles and Records 81/08/04 MADDEN. T J 
Kaye. Scholar, f'terman. Hays *• Handler 9pp 12750 006 24X 

FIChP 50-338.81/00/04.8302010001 


--03OWU1O4I Forwards <if opordttnq PVJtl dixilldry •,»(• 

evaluations for Ues 1 1 nghouse* C-T t< OKU N<iSS plants 
MATIHEWS. P R Auslll.irg Sgstens flranrh On/QH/S'i OCfWBIlVA. V 
AMtiltaeq Systems Qranc ti lAgg Kt/Wl tir'f SO* 

F iche 50-000. Ul /OB/04. BP030I000I 


H20o04C440 forwards Amends 37 S. 17 to Licenses MJh-4 f, N;*F-7. 
rupee 1 1 vetg. saf e tg evaluatliin A nutite of iseuO«ce A 
ava 1 1 db 1 1 I tg Amend changes lech Spots to i emove sporiFit 
valuer of ftg A atial posier d i s tr tout i on limits 

ENCLC. L B Operating Reactors Oroiich 3 02702/05 LrABBUttO. M M 

Virginia electric A Power Co 3pp 12130 161 24 K 

riche 50-330. 02/02/05. (12030404 40 


— 0303040442 Amends 37 A 17 tu Licenses NPf-4 A NPF-V. resper t i vr 1 g. 
changing lech Specs to retrove specific values of F vg A 
atlal power distribution Itmlts 

CLARK. R A Operating Reactors Branch 3 113/03/05 40pp 

13130 1*3 24X FUhe 50-330- 02/03/03. 0303040440 


- •8203040443 Bafetg evaluation supporting Amends 3/ A 1/ to Lueiisr'. 
NPr-4 A NPr-7, rospectlvelg 

s Office of Muclear Reactor Regulation. Olrettor fl2/03/0!i lipp 
12136 205 24* Flche 50-336. 02/03 /05. nP0;1040.»40 


--830304O445 tie t Ice of Issuance A avallabllltg of Amonds 37 L 17 ti* 
Licenses NPF-4 A NI*r-7. respec 1 1 vo 1 g 

Clark* R a operating Reactors Oranch 3 02/02/05 3pp 

1213B 20D 24* Flche 50-330,03/02/05.0203040440 


□303090IIIO Requests nu 1 1 f i c . 1 1 Ion of compliance problems ui/NOftEO- (»/.i/ 
Item f I F I 3 re high range radiation npnitnrs Request for 
Imp 1 enien ta 1 1 on date ectension to 020701 for Unit 1 granted 
Notification of addi equipment dellvei-g problems requested 
CI./WiK.H A Operating Reactors Branch 3 02/02/03 lliASflURO.K II 

Virginia Electric A Power Co 2pp 13176 3*0 34* 

riche 30-33B. 02/03/05.0303090010 


0203050405 Requests notification of compliance problems iv/NURCu ■07;i/ 
Item Itr 0 3 3. improved in-pIant Iodine I ns tru-sirnla 1 1 on 
undss accident conditions Not t f Icat loci oepocted sitthln 
30 dags 

Ct ARK. R A Operating Hoar torn Branch 3 02/02/10 LEASBUIIC.H 11 

Virginia Electric A Poiser Co 2pp 12147 366 24* 

F i c he : 50-330. 02/02/1(1. 0203050405 


P2030504R2 Advises that NJREO 0737 Item II K 3 3, reporting safetg valvr 
& relief valve failures A challenges has been resolved 
CLARK, n A Operating Reactors Branch 3 02/02/10 LEABBURO.Il H 

Virginia Electric A Power Co 3pp 13147 203. 24X 

Flche 50-33(1. 03/02/111.0203050493 


0203040056 Lists fees due re applications for license amends 

DIOOS. R. ft License foe Hanagooieiit Branch (13/02/19. I.EASBURC, (1 H 
Virginia Electric A Power Co 3pp 12137 243 34X 

riche 50-000. 02/02/19, 0203040056 


8203050333 Notifies of «nc I 611203 application for roissuanco of NI'liLti 
Permit VAO052431 . Two uverslte maps sne I Aperture cards are 
available In P0R 

LEAOBORC.n U Virginia Electric A Pouor to 02/02/23 BENTIWI.H K 
Office of Nuclear Reactor Regulation. Director CLARK. R A 

(Iperatlng Reactors Branch 3 167pp 12133.321. 24X 

1 - 1 c he 50-33B, 02/02/22, 0203050333 


0203050410 Informs that hPDES Permit VA 0052451 . Amend 2. dtd 011015 hai, 
been approved Approval Jtr u/amend pages sncl 

I.EARBURO. R II Virginia Electric A Power Co 02/02/22 OENIDN.II II 
Office of Nuc lear Reactor Regulation. Director CLARK, R. A 
Operating Reactors Branch 3 5pp. 12136' 050 24X 

riclie 50-330. 02/02/22.6203050410 


'-0203050420 Amend 2. to NPOES Permit VA 0052451 . Issued to VEPCO 
• Virginia. State of 01/10/15 14pp 12136 063 24X 

Flch* 50-330, 82/02/22. 8203050410 


0203030334 Notification o( 020301 meeting w/utll in Betbesdo.MD to 
discuss shipment of spent fuel fTb.m fivrrg Pouec Qtatton to 
North Anna Station. 

NEtOHBDRS. O Operating Reactors Branch 1 82/02/23 VARRA U A 

Operating Reactors Branch 1. 3pp l2lt2. 345 24X 

Flche: 50-000. 02/02/33, 0203030334 


0203020471 Proposes RC8 resistance temp detector rsplacemerit t> environ 
qua I if ic a tlon. per License Condition 2 C (41(c). IE Bulletin 
79-(HB»Nl7REO-O380 t NuREO-0009. Rev! ew A approval requested 
LEASBURO.R h Virginia Electric <• Power Co 02/02/24 DENTON. 1 1 H 

Oparattng Reactor* Branch 3 2pp. 12089 093 24X 

Flche 50-330. 02/02/24, 0203020471 


.\Lbl464lU Rvspnn's Ca i..H«erii i.t« tlV-Ol rq I *. ce'ise epp I ic At I'.in s f. 
rnquesls fur hut review I V84 IGffit appliiatloi* Co be 

submitted l>s J.in I90:1 t ‘lui I A'.oa unit 3 comp let iiio 
Stheduled tor v'|69 

IfASBUHO.fl U V>r;ir>ia (lecti K t Pharr C.n O;v0?/24 inilFUfO 
Assistant Pireccui (<>' liiensii.g .’pp I2l|4 ;’06 24/ 

1 I Che 5D-0IIO. 63/A2/J4. U3oUl'.t)410 


ll2l)JI 1 ( 11 /V Responds to H20I27 Itr re imp 1 ea eii t.it 1 1 >« of (eitam 
r e q u I r er.pfi I s .i ( |OCFh.*:i 21 Re'jofSt (Or delag ic. sarfing of 
documents older than | qi af f i used. 1. 1 i. v ided me.isui es are 
taken to Indicate presence of prulected in (a 

CLAHP.H a (Iperatlng (rear tors lirancr 3 02/(i2/«.'4 (.EASO,.-R(:. R 

Virginia Electric A (‘ewer r<i 3p5 31’7 24* 

Ftche 50 000.(12/02/24,826111017'? 


(1203110426 Fo I wards not lie .granting relief frorr ASNc Section Cl 
hgijrustallc lest r eqm rements. p ei (126120 req.iest liquid 
pntie leant et.r.m A leakage test .elll provide «|.| equate 
assurance of steam g oner, s tor blowioun sgs jell totturitg 
n A*1K. 11 A Operating Rear tors nroncr 3 83/03/24 ILaSUI.HO-Ic 

Virginia 1. Icclric A Cower Co "Ipp 12251 L’64 241 

( iche 50-330. n2/0.'’/24. H2O3H0420 


•-02()3( 10427 Nut ice qranting relief from A'J.1C tier t mu xl hgdiost.il 
requirements Liquid penetrant eia-n will provide adeqn.ite 
.issururice of sled's generator hicadciwn sgS weld integi rt^ 

CLARK. R A Dppniting Rear, tor s Branch 3 02/0i,v.'’4 2(‘p 

12.751 267 24X (iche 50- .08. (12/0,-/24 . 82031 10420 


(>20:n 10520 Requests addl tnfo un MmH;-0/37 Ite.s II B I re (ICS vi ii 
Recommends er. c I quest iirns he iesulve .1 qenericjllg through 
owners groups Response eiperted within All dags 

CLARK. R A Operating Meailors Or.sncS 3 02/02/.'‘4 IKA'JOO-'CO-U ' 

Vlrginl.i Elec trie A Power C i. 5pp 1.775I 745 74* 

fir he 50-.3 J0. (l.'’/0a/24. 87031 10570 


(I20'J050276 Forwards final results of Oerieral Oesigri Criteria 17 
ana I qs IS- based an qaideln.es A i oqu i r eacnts tn W<C /966(nl 
800625 A 810407 Itrs 

LFARBUflC.R II Virginia Electric A I’ujer Ca U2/02/7A CFhll).v. 
Ufftce of Nut lear Ileastor Uuquiatlntr. lltrettav C.V.AHV . II A 

Operating Reactors Branch 3 .773PP 171,11 676 24* 

richer 50-330. 02/03/.76. Il2(l;iu;;0276 


(12030110422 Forwards 1170215 r egoest to VA litale Watei Control Bo.ii iJ 
mod* tn Special Condition i in h-lrlrEfi per/.i c 

CFAIKIURO. H II Virginia Electric 8. (‘ower Ca OJ/Oi'/SA OFNILN. 
nffire of Nuclear Roactoi Regulation. Director CLARK. R A 
Operating Re.) r tors (Jr.inch ;) 2 pp 12157 347 24X 

rithf 50 -338. 8.7/02/26. 0703080422 


6203000307 Application to airend Licenses NI'r-4 A N(*F - 7, r ev i * I ng I r- 
Bpecs to odd containment isolation valves 36 A 37 
LEAOBURO. n 11 Virginia Elrclric A Power Co 02/OJ/Ol pCNK'id. 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reac tors Branch :j 4 pp 1214V 10(1 24* 

r Iche 50-330. 0270:i.'0l. 8203000307 


--(12030(103(18 Proposed Tc>ch 0ppc c hanqes . add i ng c nut .i i noon t tsolaii 
valves 36 A 37 

» Virginia Eletlric A Power v.o 02(03/01 IP 13149 112 
flche 50-33P. 07/03/01 . 0?03()ri0307 


--D2030n03UV Proposed Tech Spec c hanqes . add i ng c on t a t n-neri t csolati 
valves 36 A 37 

• Virginia tier trie A I'ower Co 02.’03/0 1 IP 13I4>7 113 
riche 30-330.03/03/01.07030803(17 


8703110001 Generic Ltr 03-04 to all licensees of operaticig pJantr. 
applicants for IlL A holders of Cl* re use of 16**0 EEE-IN 
program 

EineNHOT.D 0 Division of Licensing 83/03/09 (lAOSPuHC- A 
Consol idaled Edison Co of New Vurk 2pp (2251 031 24* 

Flche 50-000.02/03/09.0203110001 


U203170001 Forwards pagment for license amends- In response tu 02():‘ 
1 tr 

lEASOunC.R H Virginia Elciirlt A Power Co 07/03/69 OlOO'.l.tl 
License Fee KaPagement Branch Ip 17315 251 34* 

Flche 50-000. 02/03/09. 02031 70001 


0.703330496 forwards "Control Room llab 1 1 ab 1 1 1 1 g 9tud<j (SuppI to l‘/(i 
Unslte Control Room KabItabtliCg 8tndq)*'* in response to 
fJUnEC-0737 Item III D 3 4 Control room remains habitable 
in event of accidental cbe-mical re I ease- e i c ep t ihlorine 
LEASBURC.R m Virginia Electric A Power Co 02/03/15 BEN I (IN. 
Office of Nuclear Reortor Regulation, Director CLARp.li a 
O perating Reactors Branch 3 3pp 12303 107 24* 

Flche 50-330. 03/03/ 15. D303330496 


C^r»iru) Vdliil ^r..;t.pl to I '?n0 

Cc*)C«‘oi ^, lgJ^> 

• ‘5 *• CoTp IM • i 39/VJO‘i^ 0^/CX*4\ 

i4op ir'^nri n ^ r-i> tm io ?)0-3in. oivoi/ib. B?03.?no4*;6 


>^^0.^?.1^.0^ :< Ap p l » : lOfi fOf t (v .tct-ase^ fl, r^PK-? to ruM<'«t 

rekce»*t r^or^arii^ticr * cF rt'%ror9ltt|)t(<»4 

opKf.^tio^^^ 4!?pV 

IfASnua'J.B M VI I q in I A t I pt ti I C »• r-ccipr Tc n.'>/03/l6 DEMK'U. II l< 
Off lie of Niif". POP =ft’.)rtiir He) o I o t i J'l. Uiei-ct'ir tLARif.M A 
Unproli-i; ((pocturs (I'JIt s :i 3p(> irDff i’O » 

F : C h p 5( ■ • 3 r< ‘I . f:S / r>.J/ I f . •1;'0 J2;!01) I 3 


l)r03«30CI/ IP in rpPin ’pf:?!!!'!? rpcPS.im ut ion t trjnnfpf Cf 

ipntcn'.itilitipn wi\t. II. i.uilcp? Pt'P'AViti.^ OepV 

• V|.*i;i-iio tjpi IPic f. *’c-.pr Cu :l2/0JflP» 1237R 3*'/ *.*f\Y 

F|:iip '^0-3-Tj ri?<01/ir,. lirO.J233on 


■"'“0 liP.Omv Sr.'Mi;^ ri 1 re-non '-I’ rentoonF to ‘•‘•C 00).’523 !(» ro NUurd-Ofil 
Ccpp'Ml of "pa»v t .-aJn Jt iljrJpdi f’ln-ei l’)ei>t» " Ale.n 
fo^voi d s RprI tel 'Mipp P'eii.tt Rpiponee to Mill' Ltr Otd 001222 
0-1 ot Heovt; t.»ndt. <cr VCPCO tloith Anna vi'illn » t. 2 ' 

,fA9Ili'm;.» H Vi I - 3 II I a I- 1 er t p I c t Po-jr' Co IJ2f03f2.? 

El'^tA’ivI 0 G OlvIPljn ■■• i.ifP"nio-| Upp 1.242«l 20U .f4x 

I icnp 30-C03 OiVOi'Cl’. OsO'CtOI 43 


• 0^03.00 14 fi Nl'it ‘:oiitn Pesporni- to NIC I Ir Dti" LUlLVl) on Continl of 
ilpd^o I oadi fn' vFF‘t;<l 'for In Anna Un iti, 1 f. Is " 

» Uecf.Virl Cnrp tlJ.OJ'lt 47op l.VAa't J40 JA* 

Fitnp ^0 00;.. 02/0's/3i’. h3C (.■’to i42 


l> I'l^fPit.pp. repoit* IF n»illocio 5 t c nr ronp ondrni p 


A3O30EI0J43 Al.'iips lf.it c-.ieontfi ifini-rvue irinp liilpp./al is Jwni- IV/II 
l)( I tOiil vane} on ri-vip* eiic I t. jV«>i It*!'. Lili-nnion 
a]]oi.ipd to June IRt't) A-t J I innp Ppllpr rpt)nent« pxpoctpd 
1... I t n 1 M ':D Jao n 

Cl Aon. C A ll,..prat tint Heo. l.'r» Orjfii.n .1 113/03/111 cEaRDURO.I' II 

VlPjiola flpiin- IT/it to 4|.p l,?|/l 3/11 24K 

F itt p *j )• 3 ;0 n:j/03.':n A^o ntioin:’ 


f'303Clf-J',t» Ren/nip.in to tiliC hL>l'»3R It? to v i ul .>l i nno noted In It Ini-p 
ftcc t n SO” Il-IFi / <11 ■ 1 1 K 30 3.l‘f/flJ”.H riireectlvo action® slop 
InclodPC in niart up ptnCMiIuro® to rfvli'u. all peplodic tooto 
'• "'aipl pvn I .j 1 1 pp .4 in priiqir'io to prrrlu-”'« mode change 
I rAI.3.'P0- tl II ViPgmia tlpctPic 4 l*oi/OP to 02/03/34 

O HEILIV »!■ Pegi.iii 3. OfflPO Cl f riiroctor Upp 130*7 00* IfdX 

FichP 50-313. fl2/03/:'4. 33030103111 


93031 7041.'' Cc IL Innp llrpt'.. bU- 'l 3 (l/lt 7 -o ;3 J. 50-339/D,'’” 03 ol. 

030301 “Ob N*o iicfir o*“|i 1 i attc p nnted 

cChO F Rvgip.n 3 Office of Ulirctnr 03/02/34 I rAODURQ. R H 
Virginia tier trie f. I'cpoer to 3pp 13*117 071 P4X 

( ic.bp bQ-3n« fl2/0?/34.R3G'll*/04l3 


-030'J1/I>431 IF Insf Bopi« 10/03 03 t. 50-337/02-03 on 020201 OS 

No none n-p 1 1 anc e inited Major arrao 1 nipoc Ced training, 
per aoniiol q ua 1 i f I c at i an. p o® C i ng t c tint® ol • tn® t rumen tat i on. 

OC Tpteiracor.j ppiigram 4 licenced aettnn on findings 
FRAJIHI I\-. t A . 3AHR.h I* Olvicloii of Engineering t Technical 
ProgrA-c 03/02/17 *p”. 12317 073 24* Fiche 50-330.03/03/24. 

0203170412 


0r030C-f>J47 Foei-arcc IG Jtifn Nut i c e 82- O I . Rev i ai on |. 'Aufiliarg 
Feed.aater Pump unclcnit Resulting FrnP Ueatl nghnese lf-3 
EJitc*; Circuit Mod ■■ No reeponoe required 

O'RElLLV.J P Region 2. Offlr» oc n. «-- - UHRIG.fl I 


34X 


II II 


. 1203 l 7044t F-.irjarda tf Itifi. Mot > c it 63-03. '■tnvIToTi toatb of Ctecl’lial 
lernima I Ulnr l* * 

(TRGttLV. Jf negiitii 3. Office of Director 60/03/04 tlHRIG.R £ 
Florida Poaei b light co 4pp 13315 309 24 X 

I 1C he bO-OOIJ. 02/03/04. 0.'’(>3I 7044 1 


B?I>*J1 704(13 Act receipt of U3l)2l 7 ltr informing NRC of gtepi taken to 
coriect viola t tt)ii» noted in IE Inop Rep to 50-33tt/Bl-a9 t. 

SO 339/01 -.76 

I GUIS. If C Uiv.i 4 ian nf Piojert & Rati dent Program* 62/03/00 
LFADtlURC. It II Virginia Electric «. I’oiuer Co Ip 12319 289 24X 

FI Che 30-33D. 03/03/06. 030.31 704U.3 


--03O317O474 Ifespond* to NRC U20I20 ltr re violation* noted In 11 Imp 
«Bpt.i 50-338/01-29 %■ 50-339/111-26 Corrective action* tstted 
6 reOui It ani/btier. inrtl.itvd accelerated vJ 4 ual tn*p 
schedule f< re -empha* 1 1 ed procedure* to malnt personnel 
LEASOOHO. R II Virginia Electric h Pouer Co 02/02/17 

O'RElLLV.J p Region 2. Uffice of Director 4pp 12319 2 70 24ii 

Fi (he 50-336, 02/03/08- 0203170403 


-0203170514 Foruaid* IE ln*p Rept* 50-338/01-29 t. 50-309 701-36 on 

011106-1203 4 notice of violation 

LEtfIS. R C Division of Resident 4 Reactor Project Inspection 
02/01/20 lEA 0O6*MO. R H Virginia Electric 4 Potver Co 2pp 
12319 294 24 X Fithc 50-336. 02/03/00.0203170403 


--0203170521 Notice of violation from Insp on (111106-1205 

e Division of Resiijont 1 . Reactor Project Inspection 02701730 
Ip 12319 27* 24X Fiihe 50-336.62/03/00.0203170403 


--OP03170520 It Insp Kept* 50-330/01-29 4 50-339/QI-2A on 611106-1205 
None oeng I lane e note4 fat tore to perform required functional 
test on snubber before returning to sve 4 folloer approved 
snubber maiiit prncoduro* 

0>iV0LCpCV..t4 0 , DMtCE.Ii C Division of Hesldenl 4 Reactor Projvt I 
Inspection 62/01/0/ 7fp 12119 297 24X Flche 50-339. 

02/03/00. 62031 70483 


(1203170517 lorciaids IE Info Notice 82-04. "Potential Deftctencg of 
Certain AOASIAI E-7000 Sene* T Ime-De 1 ags. *' 4 IE Info 
Notice (32-05* ''Increasing Fiequencg of Drug-Related 
Inc idenls " 

tl'REILLv.J P Region 2. Office of Director 02/03/10 l/HRIO.R I 
Florida Pp'uer 4 Light Co 4pp 12321 206 24X 

Uthe 50-000. 62/03/10.6203170517 


0203240100 Forevard* request for add) info to complete revlesr of 
inservicc insp relief request* 

CLARA. H A Operating Renclors Dcanch 3 02/03/10 LtASBUHO.M 11 

Virginia Electric 4 PoLer Co 4pp 12393 MO 24X 
riche 50-338. 0.3/03/10.0203240100 


920325040! Forciard* IE tnfn Notice 62-06. "Failure of Steam Qenorotnr 
Primarg nide rtanaag Closure Stud* " No written response 
requested 

U’BEll.l.V. J P Region 2. Of (ice of Director 82/03/13 UHBlC.nii 
Florida Pouer 4 Light Co 5 pp 12409 166 34X 

riche 50-000. 62/03/ 12. 020.3250481 


92033*0250 for.jards IC Info Notice 62-07. “(nadequat* Sccurltg 
Screening Pragrams " 

O'RFILLY, jl’ Region 2. Office of Director 82/03/16 UHHIG.R t 
Florida Power 4 Light Co 4pp 12434 107. 34X 

Flche 50-000. 62/03/16. 82032#iO35O 


G Reportable occurrences. LERs 4 related correspondence 


0303000542 Forwards lEH n2-002/03L-0 

r.ARIMPlOHI.U R Virginia Electric 4 Power Co 83/02/09. 

O'REtULV, j P Region 2, Office of Director Ip 12156 295 24X 

Flche 50 339. 82/02/09. 6203060342 


--820308Q554 LEft B2-0O3/03L-0 on 8201 1 1 . conta inmen t particulate octlvltg 
detec tor. RH- 159 4 containment gaseous actlvitg detector. 

RI4- 1*0. fat I ed low Caused bg loose electrical connector 
on RH- i 59 4 drive motor failure on flH-t*0. 

CARTURICIIf. W ft Virginia Electric (• Power Co 62/02/09 Roglv .11 

2, Office of Director 2pp. 12156 296 24X Fic be: 30-330. 

02/02/09. 8203000542 


82031BOOI* Forwards LED 62'0n3/O3L-0 

CARIURICHT. W R Virginia Electric 4 Power Co 02/03/01 
D'REiLLV. OP Regiciii 3. Office of Director 3pp 123’J3 257 24X 

Fiche; 50-330. 02/03/01. 0303180016 



room t> outside would not Idtth On (i'J0303. IH etrergorici) diesel 
generator access door would not letch Caused by ■ nodrquate I 
lubricated lekchtny nechentsmo 

CARTWRiescr. U n Virginia Electric & Power Co (13/0.1/01 (li dlnn 

3. Office of Director 3pp 13031 3i«B 2 d» Fiche 90-330. 

BS/O.'l/Ol. 0303100016 


8303160313 Forwards Ltn Q3-005/03L-0 

CARTWAICIIT. U n Virginia Electric S, Power Co 113/03/01 
O'REItLV. J P Begion 3, Office of Director Ip 13333 IW 3tX 
Ftehe 90-330.63/03/01.0203180313 


--8303160317 LCn e3'-009/03L-0 on 03031 1 ■ u/uni t In Mode l.RCO un 1 dent I f 1 1 d 
leatage uas deterniined in eecese of fech Specs Caused by 
packing leak on 1-00-121 level Instrunent isolation valve 
Valves l-BC-IS? & l-RC-130 closed 

CARTUntCIIT. M 1 ). Virginia Electric t> Power Co 03/OJ/01 lle»lc>i. 

3. Office of Director 2pp 13333 111 3AJI Flcho 90-330. 

83/03/01. 6303100312 


0203230373 Forwards LER 82-001/19L-0 

CARrWRieUF. U R Virginia Electric 8. Power Co 03/03/10 
O'REILLY. J P Region 3. Uffice of Director Ip 13390 329 3dX 
Fiche 30-33Q. 03/03/10. 0303230373 


--0203230970 LER B2-009/99L-0 on 030216* e 1 ec t r I c driven fire pump 
1-FP-P-l was tagged out L declared Inoperable for longer 
than 7 days Caused by required aialnt on ID circulating water 
puep lieiiundant source of fire uator provided 

CARTWRIOnr. U R Virginia Electric {.Power t:n 02/03/10 (tiMitni. 

3. Office of Director 2pp 13390 330 24X Fiche 50- 330. 

82/03/ 1 0. 03032303/3 


8203010001 A.lcl res poi'se to FUIA regies I (oi- 30 categories of J ni i.a.ii. ( 
re NJRLO-OnrO. *r.RC .Sctiu.i (’!oi' " forwards doiuornts listed 
in Apps A.O.C b 0 Info pa'Cially u.lC'-held iruf llllA 
L I enp t I on !> I 

FFlIOM. V M Division af Rules and Records OI/CO/()4 MAOOSfi. 1 .' 

Ma.jo Sc ho I er . F I eri-ar. (lays t Mangier 9pp 12/30 006 ?q» 

Fiche SO- .11 3. Ol/OO/Og .J.’’033IC00I 


--G00729007B Forwards branch input to safety evalu.ition re lep I 
ef r ec oir -.rna at I ons (or Out i I tar y feedwater s^s Review is 
not coejlete for Ret O'r senoat tons 08-6. <11.- 9 L end «f 79C.92B 
I tr 

ChECA.P 0 Assistant Director foi Plant Systeets 80/06/29 
TEOFbCO. R 1. Assistant Oireitor (tr Licensing |4pp 12/*' l 0‘/(' 

24* Fiche 90-000. 01/08/ 04. 03033 loco, 


■0000130665 Co^ncnts on util response to 0CO3I0 requost fo» Info »i 
a u ciliary fe edwa tor (lew lequic e-ien t s Ap ciliary feedwater 
sys irusl satisfy flow < equi r esirnt s for appropriate 
In 1 1 t<i 1 1 nq event 

&PCl£.T.r Gystpirs Interactluf. Oranch 00/07/24 PARR. 0 
Aodliaty Systems (Iranch 2pp 12732 336 24x 

Ficho 90-000. 01/08/04. B20J0100t)l 


0203040440 Forwards Amends 37 J. [7 to Licvcises KOF-4 8, NRf - 7. 
respdc Live (.}. safety e /.c I eat ton •. ccottce of issuance L 
avallablllty Amend changes Tech iireis to re-sove specific 
values of F»y 8. aital power d t s Cr t but ion limits 

Er;CLE-L H n,-:«ratlny Reactors Dranch 3 02/02/09 I.EaGO.jRc;. (( n 

Virginia Electric 8. Mower to 3pp 121.58 161 24* 

Fiche 30-330. 62/02/09. 0301040140 


DOCHEr 30-339 NQRIH ANNA POWER SFAflON, OMIT 2 


£. MRC Qafety Evaluation Report <8ER). supple 8. i orrespcindenc e 


0203010001 Add 1 response to FCIIA request for 30 categories of doruicenti 
re f(VfREO-0660j "NRC Action Plan " Forwards documents listed 
In Apps A.D.C 8. D Info partially withheld Cref KOIA 
F.kcciiptlap 9k 

FELFON. J M Division of Rules and Records 01/00/04 MADDEN. ! .1 

Kaye. 0c hp I er. Flerman. Hays l< Handler 9pp 12730 006 24X 

Fiche 30-339. 01/08/04.0203010001 


--0003110138 Forwards evaluation of QOOHO Info submittal re aucillcir.j 
feedwater sys flciu requ 1 rements. f or Input to 6F.R 
Cl-IECK. r. 8 Assistant Director for Plant Systems 00/07/23 
FEDE8C0.R L. Assistant Director for Licensing. 2pp 12793; 06/. 
24X Fiche: 90-000.01/00/04.8203010001 


F Oecurity. medical, emergency 8. fire protection plans 


0203090221 Forwards 010422 evaluation csemo ro security deficiencies 
tsmu4s resolved w/ecceptlon of annual guard requa 1 t f Ic at t on 
program Encis withheld (ref 10CFR2 7901 

BUSH.L L Physical Security Section 02/01/09 MCCORKLE.O U 
Physical Security Licensing Oranch 2pp 12134:109 34K 

Fiche; 90-336.82/01/09.0203090221 


8203240144 Releases public version of revision to corporate eraergency 
response plan 

FEU TON. J. M. Division of Rules and Records. (13/03/18 Document 

Hanagament Dranch Ip 12397:272 24X Flcho 90-000. 03/03/ 1 Q. 

0203240 1 44 


--8203240194 Forwards public version of Revision 3 to Corporate l-meroeiK y 
Response Plan, per 10CFR90 App E. Paragraph 9 Enc 1 revision 
updates 011009 submittal 

LEAaOtlRO. R , M Virginia Electric t. Power C<i 82/03/00 CLAHn.W A 
Office of Nuclear Reac tor Regulation. Director OENFON. H R. 
Operating Reactors Branch 3 Ip 12397.273 24X 

Fiche . 90-000. 82/03/18. 8203240144 


— 0203040442 Amerids 37 t 17 to Licenses NMF-.1 8. MMF -7. r esp ec 1 1 vc I y . 
changing lech Upecs to remove specific values of Fiy *. 
arial po^er distribution limits 

Cl ARK. R A Operating Reactors Branch 3 02/02/09 40pp 

12138 169 24X Fit he SO -UIO. £12/02/09. 0203040440 


* -6203040443 Bafety evaluaticn supporting Amends 37 8. 17 to Lltei.i.e- 
NMF-4 8. N(iF -7. r espar 1 1 ve I y 

• Office of Nuclear Reac tor Regulation. Oireclot 02/O2 /(J’j 
12130 209 24X Flcho 90-330.02/02/09.020.1040440 


--G2O304O449 Notice of Issuance I. availability of Amends 37 8. 1 / 1 1 . 
Licenses NPF— 4 8. NPI-7. t espec 1 1 ve I .; 

CLARA. n A nporating Heactors Branch 3 82/02/09 2pp 

12130 200 24* FICfce 90 338. 82/02/03. 0203040440 


0203090010 Requests notification of coirpliance prnblesis w/NURFG -('/i/ 
Item II F I 3 re high range radiation monitors Request for 
implementation dale eitenslon to 020701 for Unit l granted 
Notification of add] equipment deliver.; problems requested 
CLARK. IF A Operating Reactors Branch 3 02/02/09 LEASUII'IO. H M 

Virginia Electric 8. Poaer Co 2pp 121/6 360 24X 

riche 50-338. 112/02/09.0203090010 


8203040017 Forwards Amond 10 to License NPF-7. safety ovalualton k. 
notice of Issuance availability Amend consists of 
one-t Ims. 2-sik eitension to surveillance frequency 
requl re.sen t s for hydraulic snubber testing 

ENOlE.U 0 nporating Reactors Orancl- 3 02/02/18 LEASnuRD.'k >> 

Virginia Electric 8. Pojer Co 4pp 12119 209 24* 

Fiche 90-339.02/02/10.0203040017 


--R203040039 Amend 10 to License NPF-/ establishing one- 1 Ime. 2~ulc 
exterislon tp surveillance frequency reyut rerents for 
hydraulic snubber testing 

CLARK. R A Operating Reactors Branch 3 02/02/16 2pp 

12119 209 24* Fiche 90-339.02/02/10.8203040017 


--020304004] Safety evaluation supporting Amend 10 to License NPI'-V 
ENOLE.L O Office of Nuclear Reactor Regulation. Director 
02/02/10 3pp 12119 291 24* Fiche 30-339. 02/02/ 10. 020304001 / 


--820i3S4Dlbt Pubtlc version of Revision 2 to corporate emergency 
response p 1 an. 

• Virginia Electric I. Power Co 82/02/03 190pp 12397 2/4 

24X Fiche: 30-000. 02/03/18.8203240144 


0. Adjudicatory correspondence 


6203-020097 Advises of A3LAB tentative conclusion that addl evidence 
(ihnecoseary rs open turbine missile issue. A6LA0 will decide 
Issue 60 record absent further communication. 

DHOEHAker.C J. Atomic Safety and Licensing Appeal Panel 02/02/26 
CHRISTMAN. J N. Hunton 8. Util lams SWANSON, D T Hearing Branch I 
CHRISTMAN, if N. Virginia Electric 8, Power Co Ip. 12077:219 24* 

FUhe; 30-338, 02/02/26, 8203020097 


--8203040046 Notice of issuance 8. availability of Amend IB to Liieni.t 
NPF-7 

CLARK. R. A nperaliny Reactors Branch 3 02/02/16 2pp 

12119 294 24* Fiche 50-339.02/02/18.6303040017 


8303030485 Requests notification of compliance protloms w/NllREO -C?;!/ 
I tern 1 1 I D 3 3. Improved In-plant Iodine instrumentation 
under accident conditions Notification evpected within 
30 days. 

CLARK, R. A Operating Reactors Branch 3 82/02/18 I EASOURO. >( II 

Virginia Electric 6 Po'uer Co 2pp 12147:206 24X 

Fiche 30-330. 82/02/10.830:1350403 


Jl W 3 3.r^t^UTt\n^ v<!l'<« 

f. r»iief ?» c^•^llel>5^^ •'J® resolv^ij 

riVV^K i» /• tlperaisr,} a-Ar t’’ 3 fla/OS/va LCftSOWHU . I< H 

Vtrjinis fl metric *> ‘"o.p" Ct Zii( iai4/ •■?03 ?4i 

(■ JI'C 'J0-33‘i. S?fr>S^ I a. 62f<'t-3t,0A>»3 


830308^423 (oTudtil« 8203 VO rei^upfcV. Vo VA 8VaVe VtoVov Controt Board 4f.t 
(•od* to Spot I a) Condi t»of> I in N'PL'ES pornit 

LEAsaoHO.a vv VtrgVriia Elpctric L Pouor Co 83/02/36 DEtlTIVM.tin 
O^ClCP of Nuclear Reactnr Rppulatton. Direc toi CLARK- R A 
Uperating Reactors Orancli 3 2pp 13157 343 34X 

FIche 30-338. 02/ 03/26 ■ 6303080423 


^203040036 Lisle Fees due re opptirdticre for license amends 

ctccs.n M Liresee Fee Canagenei't Oi'drcs 03/03/19 LCASDURO. I< M 
Virginia tiect-ic L Pa.et Co Cjf 34 X F I r h p 50 OOO. 82/02/ IV. 

8303.4 4005* 


8r03G3033'> Nolifies of enc I 811303 a; p I i c a 1 1 on for rpieauance of N/’Mo 
Petr'it CAt0534Si ftc o/«i siie maps ert i Aperture cards are 
aval I at 1 e in PDR 

I tnCPLRC. R 11 Vityini* Elecfic 4 HOver Co G3/03/32 OENTI.N. II fl 
Office 3f Vjr leer Rejrtor Regjlatton. Oceector CLAftK. R A 

Lpprating Peaetprs Grantn 1 1 6/pp 13133 j3I 34X 

Fuse 50- J3R ('3/03/42 02Q;)05<}333 


S 30 :i 05 C 4 I 8 Info.<ss mat I.ROfca Pprr-it VA C 0334 51 . Areod 3 . rftd OllOtO lie-. 
Ifven approved ApprovaV V (.r u/a-isr.O pA^es ereV 

^EaSRURC.R H Virginia Electric t Pover Co 03/03/32 DENIUN. Il ll 
C*Flce of tluc leaf Reactor RegutaiVos Oirpctnr CLARK. R A 
Operating Reactors Orarc.'' 3 5pp l2l3/> 058 34)C 

I IcKP 50-3j*J. a?/03.'?3 83430504;e 


8303350431/ Aeertd 3. to r.'TES Per-ut VA 00534 5 1 . i ssued to VLPCO 
e virjinia State of QI/lO/15 I4pj 1213* 063 34* 

F icne 5-/-3J«. f)3/03/E3. 830.1050418 


r3a33-430334 N> 1 1 I 1 1 at i S'l af 830:;OI resting la/ut I I In OeLhesda.MO to 
discuss shipnent cf sper%t fuel fro<r Sorry Poiver Glatton to 
North Anna St.stion 

HE ICf'3 0R5. O np era tin) Ileacturs U’anch 1 G3/02/33 t/AROrt U A 

Operating Psacters Cranen i 3pp 1 31 i2 345 34X 

F ■- ere 5 3 OOO. 83/‘>2/v’3. 820.7O3033 4 


6303030471 Preposer RCS 'esistance te‘»p detector rep I or er-en t & envticni 
^v.a 1 1 f I c at t or . 3 e r i.tcerse Cotvdttion 2 c t4ifcl*l£ Oullettn 
79-010. NuREO’ 0588 6 f.JrfEO-0609 Revieu L approval roqi/Psted 
uefiS3L;PC.n k vugfno Eteitric S Pouet Co 83/03/34 CEMT8N.ll t) 
Op e rat in ) Reactors Drjrcn 3 3pc l30fW OR.3 34* 

F Itt.e 50-338. 83/02/34. 830303047 1 


R2030404I8 Responds tP Cenerir Ltr 63-01 re license app I I c at I one & 
leguests for f*RC revle- inrougo lRd4 ISFSt application to be 
subrticcee t) Jan 1R33 L North Anna Unit 3 c omp l etlon 
scheduled for |R0R 

t.fAS0l»R3.n H i/irginia tlectnc P Poser Co 03/02/34 rECE'jtd.N I 
Assistant 3irettnr for L i c er.s i ng 3pp 13114 296 34x 

riche 30 000. 63/02/34. 8303043418 


P3O31I0I79 Responds to BPOI."’/ ltr re i -ip I e.-en ta 1 1 on pf certain 
r equi I enent s of (CCFR7J 31 Request fer delay in rarhing of 
lociiirents ulJer than 1 yr appru ved- pr ov ided measures are 
taken to tridicate p-esence of protected info 

CLARK. R A Operating Reactors flranef 3 83/03/34 lEASCLIRO.R ii 

Virginia Electric 4- Rcuer Co 3pp (3350 327 34X 

r It lie 50-CCO, 83/03/34. 83031 101 79 


3303110420 Tpruiaras rotvee granting relief ft or AatIF. fVectlnn XI 
h./drostatic test r egolrerterits. p er Q30130 request Liquid 
penetrant eiar. L VeaSage test s/itl provide adequate 
assurarice of stear generator b]otiids..n sgs weld (ntegritg 
CLARA. R A VIprrating Reactors Oranth :l B3/03/34 lEaSDLRO.R N 
Virginia Electric 6 Po.ei Co 3pp 13331 3*4 34 X 

Kiche 50-333. 82/03/34. 82031 10430 


--8303)1042/ Notice granting relief from ASmE Section XI hydrostatic ti • I 
requ I r e-reii t s Liquid penetrant e laai util pi*ovide adeqi/ate 
assprence or stean generator bloudos.-! Sgs weld Integrity 
CLARK. R A eperating Reactors Branch 3 02/03/34 3pp 

13351 36/ 24X Ftche 50-330. 82/03/34. BrOSI 10420 


8303110530 Requests aCdl infp on M.'NEC-0737 I te.-s M 0 I re RC8 vents 
Heco— fends encl questiqns Be resolved genertcally through 
osiders groups Response eipected vithln 60 days 

Clark. R a flperatlnj Reactors Branch 3 03/03/24 tCASBURO.R 11 

Virginia Electric & Roxer Co 5pp I235I 245 34x 

h Ithe 50-338 82/03/34.8303110530 


0203050276 Forwards final results of Ceneral Design Criteria 17 
ana Igs I s. base d on guidelsr.es t. requirerents ii> tiac 790808. 

3C062S t 810403 Itrs 

LEASBtJRC. R K Virginia £lei trie 6 Power Co 82/03/26 OENION.M tf 
Office of Nuclear Reactor Regulation. Director CLARK. R. A 

Operating Reactors Drench 3 3S5PP ID13I Cf76 34X 
f I che 50-330. 03/03/26. 82030503/6 


8303050369 Forwards "Caleir Unit I 17 « 17 Fuel Assembly Outdo Thioiblo 
lube Rear Eiae Rept ' Rep t fulfills requirements of North 
Anna Puiver fitation Unit 3 License Condition 2 C 1)5) (a) 

LEASBURO-R N Virginia Electric 6 Power Co 83/03/01 DENTON. II It 
Office of Nut Ivar Reactor Regulation. Director CLARK. R A 
Operating Reactors Uranen 3 Ip 12*137 059 34X 

Flcne 50-000.82/03/01.8303050369 


-6203050371 *'Saler\ Unit t 17 s l7 Fuel Asseebtg Outde thteble Tubu Weci 
Eiam Sept '■ 

EKAARtTKA. .) , WIMIDilI.it . SCHMIDT. 0 R Uestlnghciuss Elsttrlt Corg. 

63/01/31 |9pp 13137 060 34X Ficno 50-000. 83/03/01 . 

0303050369 


6203000387 Applicatlpn to amend Licenses W*f-4 6 NPF-7. revi s Ing Teih 
Specs to edd contamcent Isolatlen valves 36 6 37 

LEASBORG.R H Virginia Electric 6 Power Co 83/03/01 DENTON. M II 
of Ni^ciear Reactor R&gal^tjoo. Director CUADl^* R A 
Operating Reactors Braoch 3 4pp 1214? lOB 24X 
Ficho 50-3ia. 02/03/01* 0203080387 


'-0203003300 Proposed lech Spot c banges , add 1 og containment I«ol4ii0fi 
valves 36 6 3/ 

• Virginia Electric 6 Power Co 82/03/01 Ip 13149 112 24< 

Fit he 50-330. 83/03/01 . 8303000387 


8203090403 Application for aoend to License hlPE-7. prqvid Ing Tech 0pec 
3 A I 2t eiemptlon to allow reactor pump to be de-energlied 
ibc boron rvi 1 tng 6 tooldoon test under natural ctrculatton 
conditions using decay heat Details encl 

LEASeuae.R II Virginia Eleitrii L Power Co 82/03/03 OENTTIN.ll.W 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operatii.g Reactors Branch 3 6pp 13161 019 34X 

Fiche 50-339. 83/03/03. 0203090403 


8203160063 Confirms 630303 telephone author 1 1 at 1 on to amend Llcoiisd 
NPF- 7, e I efp 1 1 ng requirecent of having one coolant loop 
operating during performance of boron mixing tests 
NOVAK. T M Assistant Director for Licensing 03/03/03 
LEASBuRO.R h Virginia Electric 6 Power Co 3pp 13335 059 34* 

Fiche 50-339, 83/03/03. 8303160063 


8303160305 Discusses Cycle 3 reload core Core surveillance ropt. 
containing specific power distribution limits for Cycle 3. 
enc 1 

LEAOBURO.R H Virginia Electric 6 Power Co 83/03/08. OENTUN. I< R 
Ufflce of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 5pp 13301 096 24x 

Fiche 50-339.83/03/08.8303160305 


3303160305 Submits atdl info ro sys transient analysis computer codes 
in response to NRC 011329 ltr Includes Info proprietary to 
UestInghouse Proprietary info withheld Iref I0CFR3 790) 

LEASBURO.R H Virginia Electric t. Power Co 83/03/08 OENfON. II fl 
riFfice of Nuclear Reactor Regulation. DIreC tor CLARK, R A 
Operating Reactors Branch J 3pp 13303 359 24x 

Ucho 30-339. 02/03/00.9203160303 


9303110001 Generic Ltr 03-04 to all licensees of operating plants, 
applicants for QL t. holders of CP re use of INPQ 6EE-IN 
program 

eiSENHUT. DC Division of Lleensmy 03/03/09 HAilBPORO.A 
Consolidated Edison Co of New York 3pp 13351 031 34X 

Fiche 50-000. 03/03/09.82031 10001 


8303170001 Forwards paymecit for license amends. In response to 830319 
ltr 

LEAGBuRC-R H Vtvguilo Electric b Power Co 83/03/09 OlOOS. It N 
License Fee Management Drench. Ip 13313 331 34X 

fiche 50-000.82/03/09.8203170001 


8303330468 Forwards proposed Tech Spec pages. Identifying power circiilla 
to be kept du-energlxea for containment integrity, in 
response to 630303 ltr requesting addi info re 830219 
proposed amend to License NPF-7. Affl davl t encl 

LEASBURO.R H Virginia Electric «. Power Co 63/03/13 OENTUN. II 11. 
Office of Nuclear Reactor Regulation. Director 3pp. 13383 303 
34X Fiche 50-339. 83/03/1 3. 8303230468 


B20333047? Proposed Tech Spec pages. 1 dentl fy log power circuits to be 
iept de-energ)<ed for containment Integrl ty. flarlied-pp rept 
on electrical penetration protection control circuits end. 

• Virginia Electric I, Power Co 03/03/13 31pp 12383 305 34* 

riche 30 -339.03/ 02/13,8303330 460 


BP03230496 Fofuaro "Control Boon >1^0 1 1 ob 1 1 1 1 y Study iBuppl to IVHO 
Cr>«tte Control Rooi- Itobr tab il t ty StuOyi.” t« respontc to 
NJfl€C*0737 Iton; 1110 3 4 Control roo»> rrr><)ln« habitable 
In event of eccldentol chemical rel ea oe. e i c ep 1 rhlorino 
LEASBUBO.n H Vlryinia t let trie % Fouer Co S2/03/I5 OENICN. M l< 
Office of Nuclear Heactor Bequlation. Oiroc to> CLA'IK. B A 
Operating Neactoro Dranch 'J 2pp 123B3 lt>7 20* 

KiChe 90-338. 82/03/15,8303230496 


--8203230503 ‘Control Room Habitability Study (Suopt to 1900 lint III 
Control Room Habitability Studyl 

» Stone & Webster Engineering Corp D I 1 392920 -2 02/01/31 

I4pp 12303 109 24* nche 30-330. 02/03 / I 5. 8203230496 


6203330013 Appl Icatton for oTend to I icenseo NFF-4 t NPF-7 to ref lei t 
recent reorgani tatlO» !• transfer of r espans tb 1 1 1 1 1 os ulthin 
nuclear operations dept 

LCASflunO.H H Virginia Electric «. Pooer Co 03/03/16 DENTDN.lt H 
Office of Nuclear Reactor Regulation, Olrec tor CLARK. R A 
Operating Reactors Oranch 3 2pp 12379 235 24K 

FI Che 30-338 . 03/03/16. 8203330013 


--8203230017 Tech Specs reflecting reoi gaol ta 1 1 on fi. transfer of 
responsibilities vlthin nnclear operations dept 

S Virginia Electric J. Poser Co 02/01/16 27pp 123/9 257 .''4)1 

FlCbe 90-330. 82/03/16. 0203230013 


0203240361 Submits addi info re diesel generator mods described In util 
830217 Itr Hods util be installed during Kail I9U2 nalnt 
outage Tuenty-seven oversiio drauinqs enc 1 Aperture cards 
are avallablo in PDR 

LEASOunC.R M Virginia Electric S. Pouer Co 82/03/18 ULMTilN.II II 
Office of Nuclear Reactor Regulation. Olrec tor CLARK. R A 

Operating Reactors Branch 3 lOpp 12394 064 24X 

F 1 1 he 00-339. 02/03/10, 020324036 I 


0303360142 Submits nine-month response to NRC 801222 Itr re NtiRr.O-06ll‘. 
‘Control of Heavy Loads at Nuclear Pouer Plants ‘‘ Also 
foruards Bechtel “Nine-Month Response to NRC Ltr Dtd 801222 
on Control of Heavy Loads for VEPCCI North Anna Units 1 8, 3 “ 
LEASOURO.R H Virginia Electric (. Poser Co 02/03/22 

E18EMHur.O 0 Division of Licensing 31pp 12424 200 24* 

rich* 30-000. 02/03/22. 0203260142 


— 8203260148 “Nine-Month Response to NRC Ltr Dtd U0I220 on cantrul of 
Heavy Loads for VEPCO North Anna Units 1 L 2 ‘‘ 
e Bechtel Corp 02/03/31 47pp 12424 240 24X 

Fit he 90-000, 82/03/22. 8203260 142 


8 Inieectlon reports. IE Bulletins 4. correspondence 


0203010210 Responds to NRC 820129 ltr re violations noted in IE Insp 
Repts 90-338/81-31 6 90-339/01-20 Corrective actions step 
Included In start up procedures to fOvtsu oil periodic tests 
%t r-alnt evolutions in progress to preclude mode change 
LEABBURO.R M Virginia Electric J. Po.aer Co 02/02/24 

O'RCIULV.J P Region 2. Office of Director 3pp 12069 006 24X 

Fiche 30-330. 82/02/24.8203010210 


9303170412 Forwards IE Insp Repts 90-330/02-03 8. 30-339/82-03 on 
020201-09 No none omp I lane e noted 

LONO. F Region 2. of lies of Director 82/02/24 lEAfiOVRO. R II 
Virginia Electric L Pouer Co 2pp 12317 091 24X 

Flche 30-330. 82/02/24.8203170412 


—8203170421 |E Insp Repts 90-338/02-03 K 90-339/82-03 on 020201-09 
No none opip I lance noted Major areas Inspected training, 
personnel gual I flcatlon. posting L c ontrol . instrumentat I on. 

OC respiratory program <. licensee action on findings 
FRAf.'KLlN, L A . BARA.K P Division of Engineering (. Technical 
Programs 82/02/19 6pp 12317 093 24X Flche 90-330.02/02/24, 

82031 70412 


6203060349 Forwards IE Into Notice 82-01 . Revl s I on 1. “Auilliarg 
Feedwater Pump Lockout Resulting From Westlnghouse w-2 
Switch Circuit Mod." No response required. 

O'REILLY, JP Region 2. Office of Director 82/02/26 UHRtC.R 1 
Florida Power & Light Co. dpp. 12190 183. 24X 

Flche 90-000. 82/02/26. 8203080349 


0203100376 Forward t IE Safeguards Insp Repts 90-338/82-02 t 
90-339/82-02 on 620208-12 No noncomp 1 1 ante noted. Repts 
withheld (ref lOCFfl73 21 1 

LONO.F J Division of Project <. Resident Programs 02/03/02 
LCABflUBO.R H Virginia Electric U Power Co 2pp 12188 133 IMX 
Flche; 90-338. 82/03/02. 0203100376 


8203160067 Orants 811229 request for relief from visual Siam of 
reactar vessel closure head cladding 4. vessel cladding Insp 
leiprac t teal 

CLARK. R A Operating Reactore Branch 3 02/03/04 LEA80u8O.lt II 

Virginia Electric & Power Co. 6pp 12311 354 24X 

Flche; 50-338. 82/03/04.8203160067 


u. U.'l 160474 tin I ice f)f qt.)nl;|..q relief frer A'jMr Code SeitiO« *1 
l user vice « «sp re-.ui ’ c* ei Is 

CuAR.i.li A ttperatin; Fe.iclors *irau;h .1 02/ 1 >! 1/0 4 2PP 

1.7JI1 .160 24* Firsa 30-3:)8. H.7/C3/04. D..’03160()6 / 


11203 1 7044 1 rotUfirds IE I*, (n No 1 1 c e 87 - 03. ‘Lr. viion lasts of Eleclrii 
I era. I (Id 1 9 1 DC I s " 

D'Rttl.LV. .J r Ragiur ;• OMico of Dlrectoi 112/03/04 U/Wt(;.ll I 
FI or Id. I Power 4 . i.iyht '..1 4pp 12319 309 24* 

Fithe OO-OOC). 02/0'J<04. a20'ir/0441 


820.317041)3 At l< receipt of 070217 ltr infmAiiig t,Ht of steps t.iloi. In 
coneit violations noted in IE Insp Repts 50 ;i3ll/01'29 4. 
50-339/01-26 

LEWIS. R C 111 VI Sian af Project fc Resident I'icgiaris f)?/OJ/Oli 
UfASOURO. B H Virginia Electric 4. Pu.jei to Ip I2,319 20'/ ;‘4* 

Firhi. 30 330. 82/^13/00.020317040;) 


0203170494 Responds to ilRt 0,'?0)20 Itr re vlolaliuns noted in ll- It, 
Repts 50 3;iU/0l-t9 5 50'33‘//8 1 -26 Collective actions testi>d 
5 rebuilt s nubler . I n I 1 1 A t rd occelerated visual msp 
schedule 4. 1 e -e.sp''.sn 1 1 ed procedures to naint persnonel 
LEASnunO.IT H Virginia CIcctiii 4. Po jei Co 82/02/ 1 7 

I>‘REILLV. .j p Region 2. Uffice of Oirectsr 4pp 12319 2M» 

Fi ihe 90- 130, 82/01/08, 02031 70403 


-8;'031705)4 Forwards It Insp Repts 90-330/81-29 6 90-339/01-26 i.n 
811t06'l209 4. notice of viplalion 

LEWIb.R C Oivlsiun of Resident f. Reactor Project Inspectliui 
82/01/20 l.tAbOORO. H H Virginia F.lrttric 5 Poser Co 3p p 
12319 2V4 24X f ithe 90 338. 82/03/08. 82031 70403 


— 0203I70‘32I Notire of viol.ition from insp on 011106-1205 

s Division of Residei.v 6 Reoctoi Project Iv.speition W2/0V/*.‘l* 
Ip 12:119 296 24* fithe 90-330.02/03/00.020.11/040) 


- 8203170920 IE InS); Repts 50-330/01 -;/9 4. 50-3.39/81-26 on 01 1 1 06- 
None oap 1 1 ant e rated foilme to perform lequtred funttioual 
test on snubber before returning 10 svc 6 liitltui approved 
snubber r.aint procedures 

StlVMI.O-rK. H » . DANLF.H C Olvision of Resident >, Reactor Fiujn 
Inspection 82/01/07 7cp 12319 297 24* fiche 50-338. 

02/03/00. 0.9031 /l)4H3 


0203170919 forwards IE Infs Notice 02-04. "Potential Deficiency uf 
Certain AG/.S 1 AT E-7C00 5eiles T I me- De 1 aye. ‘ 4. IE Info 

liutice n2'09. ‘Inrieasin.j freguenty of Drug -Related 
Inc Ideots “ 

O'Br.lLl.V, 3 P Region 2. Office of Director 02/03/10 uiiRIf.-.ft I 
Florida I’oaer 6 Light Co 4pp 12321 206 24* 

Fithe 90-000. 82/03/10. 02031 709 1 9 


0203290401 Forwards IE Info Nalice 82-06- "failure of Steam Oener.itu 
Primary iside Man-a.sy Closure Studs " No written response 
requested 

0‘REILI.Y. .» P Kegido 2. Uffitc of Din-ctoi 03/03/12 UiIRK .Kt 
Florida Power 4 , Light Co 9pp 12g09 106 3gx 
Flche 90-000. 82/03/12.8203250401 


8203260250 Forwards IE Info notice 02-07, "Inadequate Security 
Screenlftg Prugrams ‘ 

O-REILLV. JP Region 2. Office of Dircclui 02/03/16 UHRIi;,!! f 
flnriJa Power & Light Co 4pp 12424 10/ 34X 

Ficlie 50-000. 82/03/ 16. 8203260250 


S Ueportmble occurrences. ILRs I. related correspondence 


0203230739 Forwards LFR 82-006/031.-0 

CARTUHIOHT. H R Virgtni.i Electric L Power Co 02/03/01 
O'RflLLV. J P Region 2, Office of Oirectoi Ip 12305 290 24* 

Ficho 50-339, 02/03/01. 8203230739 


— 8203230740 LER a2-OQb/03L-O on 8202 16. dur Ing Mode I operation.!) qu 
spray subsyste-m renoved from svc contrary to lech Specs 
Subsystem r-e.moved from svc to repair body -to-bunnet luak on 
B quench spray pu"ip suction va I ve. MOV-03-2000 

CARTURinilT, u R Virginia Electric 6 Power Cn 82/03/01 l4f‘ll 

2. Office of Director Ip 12335 299 24* l^iche 90-339, nr;/(j;i/ 

8203230739 


ROCKET 50-341 ElIRtCO FER.^I AIOMIC POWER PLANT. UNIT 2 


A Appl lea t ion/ construe tion stage documents 6 correspondence 


0203100002 Notification of 020311 meeting u/BNL & franklin Reseaich 
Inst in Oethesda-MU to discuss contents of plant-unique 
analysis to assist contractors In developing audit review 
procedur e 

BIEOEL.M Licensing Oranch 2 03/02/19 VOUNOOLOOD. B J Litem 

Branch 1 2p p 12191 240 24 X flche 90-341 . 82/02/ 19. 02031 00(>t<2 


OTOllOJK'i fio t i <■ I < > 1 1 rr cf Ci.‘O30O i '*<, j/otiJ ir Pe t h^^da- “U *c. 

J I s r to if addi riryleu^ uf 

•» (U 'tt tl f tfJiilPCJ 

I'lNi'.Ln I I 1. 1 1 dn •.!«.( I bi/03/:’? nij’.caLO'j. p j 

IlfArtcn I 3| f I?l91 lid .•a)l rir-ip 5a-34 1 . B3/0? /••.’. 

lJ3:>alOCIiil 


*J.* 'r 33 ^1303? iiP- 1 1 f 1 r a t 1 oo of Cciifeb-Aticir' of t)30!)CB pkp&tiog i(i 

f:t t h«*es .• MO *. (• ai/C'ss *. >;(> trr<~ ifia tf »•>« .jildl rcvtau^ uf 
]c«ig»/' ro’St arc rpi.uircr ]je to arobloir^ foot'd in quality 
.1/ 3P^»J> ' <ontt at Ov'.etjl plarti 

•fU.II.-ew . 1- Liter ?>••<; n I H3/lf3.’a2 ntWlStLCOEi. 0 J 

-itp/t^iog Ui'ar.fA I 3 k» :33'f? 34 « flfhtf 50-34 1 . fl? /Oa ■/.•.•;•• 

M«03 ' Jf»0 j3 


•330-1 iCOi 55 -'1^1 1 f I f jt I to Lf (I3;>31 I -poling ni/iitil & coitolranto *ii 
Oetti«s;a ttll 'b ilant.-jnmo« Anai4<>it tn 

Lontractor? I •• dPwe:a5i'iq a^'dit rpvioB procodoio 

.. . itornn I 02/02<a3 »'C:;i*;QaLCK15. 0 J 

LlrpTiirg Drspit. | 3pr I?!*?! iOO 34* fnie 50-341 . a3/03 /33. 
‘1303:00155 


OPoJl^ooail F-'ni-vardi re^liPC rpftponseB tc Qoostiocv^ ip sei^nic 
r eoo ^ e % ^n-pn I rPpt fo' tpvip,- of pq.iiptipnt fierPtvarij to 
^fK|p\.p safe tUaldo*^!' *< «OLldcioin 

• AunCfl I' Pp'troit f.li'-oi' o'lt e2/03/34 KIKINLU.L C Dwioinn of 
U If er-o 1 i.y 4pe IJO/VOOS P4X F n hP SO • 34 t . aS/0?/34. Gi030306.>IJ 


‘i 30 3l ‘?'04 'yo 'foil ftp's t--3t oiri ability cf <ontaif-pnl ppr«p valvp unscr 
atfidpnt fpfditi-oo •■at ppe*i ti-i 1 1 oFac lot 1 1 g deocntt ra I Pd. 

«jbj to r u'p 1 I I -nat I oo of irrpp i tpreo Hequatlt application bp 
arvpndPd to cor-Jil, in/ltPAt lo pnt 1 toi-trarii 

vCUNOOLO'jC r L! .•e-'tio; riiarch 1 03/03/34 fAOOI'.R. M Dotil-it 

fo 13 ?f 1331', ?M 24* F»t>'p 50 -34i . 02/0? / 24. 02031S04'|4 


'3.'’0-i030l •/ 1 Afviip^ Ibai l:piirit Lditoti I'o ai I 1 terriinatp i nc or porat i on 
It* St-abp of Hv bp, 'Ap tn'. cf ^tatototg ;-pigpr Urlttpo ccptnnt 
rpqi/pstpj Anp rsd I cj :*4I031 a-.pndP.i K SLbscitutPd application 
Lill bp filed ppilp.tinq t h.tt'ge tti carporate ctaiuc 
L-OICI.H >1 I v9api>f. Ljfb. IPlby ». Macllap viJIOl.H H Detroit 
Fdifon to B3/0.''/3b E19F^4lJT O C Olviolun of Licentinq '/p? 
liOvr 055 ?4x Ficip 5C-:ill. 03./03/2/>. B3O3OJ0I VI 


E3030503EiO Fr,r_ardf pipli-iiiarg q ua 1 1 f i c a 1 1 on i<,.,--arq of balancp o' 
plant dqoirioPnt 

TAUbtf. H Oetioit E0I4CII Co (12/0.5/36 R IinNEfl- L 1. Office of 
Mocipar llpa/toT Regi. 1 at i -.n. Oirpctor JJpP 1.5|32.314 24* 

Ficl-.P 50-34 1. 142/03/2f, f-COJOSOnOO 


0303330473 Ver-aardt apitnit r paSLPi tcipn t of r-.ajor oiPc bar. i cal pquipr.cnt* 
ppr 320112 roquPft 

TAVrtll.n.M Optroit EiJiAOn Cn 92/tt;i/ll) KlHINEH.t L Ulvltiuti of 
I icpnrtnt 2pp 13)02 23* 24X FichP 50- 34 1. 02/03/ 1 8. 02032 304 /'.I 


-92032 30435 P eat I ov - Av« 1 1 v ar i, Oldg «<-jt \ lonl at P«spor.<.« ttpoctra Bite 
Sppt I f 1 c rartbqnalip (e/5'4 Structbral Oanpin; " 

RRQU t / I . A (Iprcoii. L-liaon to Bl/H/17 7Qpp V33aa ;‘3'/ 

24* Fithp 50- .341 . B2/03< 10.020.33304 73 


03O33OOJVO RpbPtnda la Gpnpric l.tr 02-01. opia applirationa survey. Util 
bas no plans to siiomt lirense applications prior to Ooc 
I°e4 for any tateyories listed 

TA53FR. M Detroit EJison Co 02/03/23 fEOEGCO. H 1. Asslotnitt 
Director fer i icansing ip 12450 0/1 24* Flcb« 50-.34 1 . 02/03/23. 

02003001 VO 


02032R034V Aj/isps that NRH board notification policy set forth if> NWi 
□ Ft Ltr 15 I'olicy fotlOL'PO so t^at board No C i f jc at i on 
02-08 not provided to i loipric* AGLU 

SCf*ir.EMC6K. A vicencinj tlrancn 2 wa/DO/iO LEWIS. 5. H Heal ing 
Oranch 4 Ip 124.17 2.30 24* Flchp 50-000. 62/03/20, 02O3a*fO34'J. 


-8203010287 Coaro flat i f 1 1 all on 02-08 lorLaidltsg info tb errors In Ul/i 
vessel water level indtration 

TEOESCO.R.t Assistant Olrettor for Clcenstno B3/02/08 
Ato.-lc Safety and Licrnsins Ooard Panel 28»p 13437 237 24K 

Ftche 50 COO. 82/03/3*. 8203270349 


9203300331 Fo-ie.irds "OWR Control Rod Drive Sg s 1/esse 1 Inventory Dabiup 
Hate Aspects of .•,b.‘?CG-0* 1 7 

f’O.fELLiP U General Electric Operating Plant Osiners Group 
R2/03/26 FALLKMtn.H Staiidar Cl lat ion «, Special Pro/ects Orai.t h 
Ip 12446 05* 34< Flcbe 50-000. 32/03/2*. 8203300331 


-0203300240 *6116 Control Rod Drive Sgs 1/essc ] tnventcry hnleup f(ati- 
Aspects of *fUREG-0*lV “ 

• General Electric (Iperating Plant Owners Group 82/03/34 llpp 
1244S 057 24* Fitbe 50 000. 62/03/2*. 8203300331 


.5 ’iRC OiJft'Einal En vi r pi sen tal Statements, suppis & correspondence 


82031*0028 loraards addebcun to F ES. l«b*llEG-0*/69. inc 1 ud log responses 
to coenents by 081 

VO'.Mln! 031) 0 J 1 . teens I rig Oranch I 82/03/03 TAUOER. If Ue troll 

Edison Co 3pp 34» Fiihe 50-341.82/03/03.0203160028 


t1?0J36C0l2 ForL.srde notice r, f issuance * availaPllily of addendun to 
FL'S ( fl.,ft£ C ■ 07 69 I Addnndvi- irili/des response tP Co-’P.sients Py 
l>Ot 

fnjsi'iniusa. n J >.1 tens my Hrancb I 82/D'J/ll UlLSUM. H 
Cnviroi^-sental PrutpClinn Agency Ip 1342* 358 34X 

f icbe 50-341. 82/03/ 1 1 . 33033*001 2 


- -£3032*0016 notice of issuance b availability of addendum to rES 
tW:PEG-07*'f 1 

cOvMSClODO. 0 J Licensing branch 1 03/03/11 2pp 12426 33V 

24 7 Ft /.he 50-341. 03/03/ U.fl3O33*C0l2 


8303290021 Foruards acde''3ur> to F£9 re plant operation (lfurtEO-0/691 1« 
nutice of issuanie t availability Addendum Includes KHC 
responses to D3I cue-ipnts not included in FES W/o FE8 
vru.-.GOLCOO. n a Licenstny Oranch 1 82/03/ 11 GRANT. R 

Curirerce. Oept .if 4pp I .1441 33B 24i Fiche 50-341.82/03/1 1. 

U20:)2V002l 


ti2/>"1370023 Fpryards adde-idoei lo FES re plant operation <Nun£0-07*91 1. 
nalire of issuance V availability Addendurs Include* NHC 
response to DOl coinents in FES W/o FES 

ifo.'jcoi COO 0 J Licensiny branch 1 GP/03/ll Office of 

Manayeeent b budget )p 12443 314 24X Ficne 50-341.82/03/11. 

6203290223 


0303290027 Fpraards a4d<»:\du» to FfS lT.im£C-07 69> re plant operation t. 
notice of Issuance b availability Addendum includes NRC 
respenses to tOl to-'renls not included In T ES U/o FES 
vCUfjCDLOOO. n J Licensing branch I 02/03/11 TAUOER. H Oetrolt 
Edison Co 2pp. 12443 317 24* Ficiie 50-341.82/03/11.820329002 7 


03031700*4 final EKVinOMMEffrAL BTAIEMEMI related to the OPERATION OF 
CI.'RICn FFRMI ATCMIC PCFER plant. unit no 3 Docket No 30-341 
lOetroit Edison Company) 

• Office of Nuclear Hear tor Rpyulatton. Oirortnr NUflE0-O7A9 ADOOl 
02/03/31 30pp 1.7354 001 24* Fiche 50-341.03/03/31.02031900*4 


F i.fC Safety Evaluation Repurt C9EH). suppis t. correspondence 


a.">0303C004 SArf.TY evaluation report related to IhE OPGRATION of 
fun ICO FE't.5t ATOMIC PCuCR PLANT. UNIT NO 3 Docket No 
50-341 (Detroit Edison Company) 

• Office of Nuclear Reactor Rpyulation. OirecLdr NLIRCO-0798 602. 
02/01 '31 67pp Available at NTIS »4 75 12109 013 34* 

Fiche 50-341. 62/01/31.8303030004 


G Ad d’ldlcotory corro-.pondenc e 


£201190128 Ke(|uests prompt ruliny by ASlO on NRC 01111* motion fpr 
su.-mary dlsposttlon on Contention 5 Supports applicant 
62010* ltr requestiny ruling on motion Uncertain whether 
tesLl.-eonq on Contention 5 will be required 

UOOOHf.'AO. C P nearing branch 3 82/01/13 MIlhOLLIN.O L . 

BCHINK.D R . rORHIS.P A Atomic Uafety and Licensing Board Panel 
Ip 11*55 3.3* 24* Fiche 50-341.02/01/15.8201190128 


820310014] Forwards board of Comni ss 1 oners 020323 resolution 
establishing 820426 public r.eetlng for ravlaw of 
radiological emergency response plan Weather prevented 
attendance at earlier meeting 

UESrOvEH.A T Mcinroe County. MI 02/02/19 Office of the 

Secretary of the Co-ia>isslon 3pp 12160. 082 24X 

Fiche 50-341 . 02/02/19. 830310014 I 


0303130014 roruards addeniJum to FEB W/o end 

UOOOHEAD.C P Hearing Oranch 3 02/03/10 MILHOLL IN. 0. L . 

BCHlMfl. 0 ft . MOftR IS. P A AtorM s Bofetg and Licensing Board Panel 
Ip 13240 209 24X rich* 50-341.92/03/10.0203120014 


0oO317OlV5 Requests to make limited appearance ftatement at late Mar & 
820401 OL hearing 

EChERT, J R Monroe County, Ml 82/03/11. Docketing it Services 

Branch tp 12314 100 24X F I c he 50-341 , 02/03/ 1 1 . 82031 70195 


020319024* flequeets to .sake limited appearance statement at Apr 1983 01 
hearings 

SIKORSilt.j M Affiliation L'n known 83/03/12. Ooc be ting t. 
Services Branch Ip 1334* 137 24X Fiche 50-341,82/03/12. 
820319024* 



)}240163 Forward* poblI«^dd addondun to FES- NURCO-0''6V W/o oni I 
iC 30 hE«D. C P Hddrlnd Branch 3 B2/03/I9 MILHOl.*- IN. 0 L . 

iCHINH. D B . r'CHHtS. P A Atomic Safety and LiCdiielMg Hoard Paiii-l 
IP 12397 131 2At Fvthe 30-3At . fia/- 03/19. 03033401113 


>3240397 Package of five corur-ent* reqgotting to nale linlted 
ippearancf ktatementa at haaritig* 

WXtAM.V . SCWCene.A V . «.UHJAN.K II Afflllatton UntnowK Ui.’/0'J/3;: 
STCPHEN'S- C Oockottng t Service* Branch 9pp 12394 158 1*4 K 

^ch* 90-341, 03/03/33. 0303240397 


>3390349 Package of tvio re<tue«t* to make limited appoorance ftatorient 
It S?033l !. 0401-03. 0<>-0e licensing hearing 

XABA-E . ASBOTT.U Afflliatlcih Unknown 83/03/24 Atomic ‘lofetii 

ind i.lcrn*lng Board Panel 2pp 13413 331 a4X 
•ichd 90-341. 02/03/34. 030339034 3 


73310430 Requests par I Ic I pa II on at 030331 meeting in Monroe, lil 
Ai-IP.H e Stoney Point. Ml 02/03/33 Onckotlng 1. Bcrvtcci. 

Branch ip 12434 340 34X F 1 Che 90-34 1 . 02/03/33. 8203310430 


Oenerel correspondence 


33100404 Opposes facility ceir.pl stlon 

JARIWAA. 9 Affiliation Unknown 83/03/OU NRC - Mo BotaUcd 

Affiliation Oiven 3pp 13330 062 34XFlcbo 90-341.02/03/0(1. 
8203100404 


03350394 Opposas licensing of facility 

fROWN. I Affiliation Unknown 03/03/17 Docketing t. OervUvs 

Branch Ip 13411 107 24XFlche 90-341.03/03/19.0303330394 


Operating license stags documents ti c orrespondenc a 


03110001 Oenerlc Ltr 02-04 to all licensees of operating plants, 
applicants for OL t. holders of CP re use nf INPQ 8EE-1N 
program 

EI3ENHUT.0 0 Division of Licensing 03/03/09 HAUSPUBO. A 
Consolidated Edison Co of Neu Vork CURTIS- N M Pennsglvaniu I’uwi i 

t Light Co BAUER. E D Philadelphia Electric Co 2PP 12201 031 

24X Fiche 90-000-03/03/09.0203110001 


Insprctlon report*. IE Bulletins >• correspondence 


103110139 Advises that IE Info Notice 03-01 . Hevi * 1 on I. "Aurlllniy 
Feedwater Pump Lockout Resulting From fleet 1 nghouse U-3 
Switch Circuit Mod. “ was sent to listed llcensees- 

♦ Region 3. Office of Director 82/03/26 Region 3. Office of 

Director Ip 13313 313 24X Fiche 90-000, 82/03/26- B3031 1 0 139 


103230331 Forward* IG Insp Rept 90-341/03-03 pn 030301-03 No 
rencompl lance noted 

lllh'B. d A. Division of Emergency Preparedness *. Operational Hupporl 
82/03/03 wells. DA Detroit Edison Co 3pp 13309 073 t'4X 
Piths 90- 34 1 , 33/03 /03. 020323033 1 


•8203230333 IE tnsp Rept 90-341/02-03 on 020301-03 No none omp 1 1 one e 
noted Mo/or area* inspected emergency mon I tor Ing. key 
functions t, Ideations during eierclses 

PHILLIP9-M P . OESTMANN.M J . PELKE, P B Baglon 3, Office nf 
Director 82/03/03 I2pp 13309:079 34X Fiche 90-341.83/03/03. 

8303230331 


703110079 Advise* that If. Info Notice 83-03. "Environ Test* of 
Electrical Terminal Blocks," was sent to listed licensees 
• Region 3, Office of Director 03/03/04 Region 3. Office of 

Oirrttor Ip 12313 344 24X Fiche 90-000, 02/03/04. 02031 100'/9 


203190239 Forwards ie Info Notices 02-04, "Potential Deficiency of 
Certain AOAETaT E-70OO Series Time-Delay Relays" V S2-09. 

Increasing Frequency of Drug-Related Incidents “ 

• Region 3, Office of Director 83/03/10 Commonwealth Edison 

>-» Ip 12347 090 24X Fiche 90-000,03/03/10.8203190239 


of water level will he performed r-unthly in eiieting 
observation jell* ‘jlte plan one I 

TAUOER. I< Detroit Edison Co 82/02/29 VOJN'3I)(.030. 0 3 Lliuntliiri 

ar.inch 1 2pp 13149 l7fe 24 « Fiche 50-34 1 . G3/03/ 25. 8303080.14 I 


‘j BepOftacle occurrences. LLRs S. related c ur responienc e 


02A3O9O43U Interim I’.ir I 21 rept >e thermal growth clearance for CRI> 
pentra 1 1 ons. > n i ( la I ly reported 010920 Specified slope of CBD 
lines e'ceeded in sore instames CRD penetrations remiivod 
•. replaced w/nej design Neii rept eipe.'ted by 830610 
lEi.lS. D A Detroit Edison Co 02/02/19 KEPPLER. d C Regiuii .1. 
Office of Director 2pp 13136 300 24X Fiche 90 .34 1 , 03/03/ 19. 

‘J?0 30 9043(1 


8.70310032/ Intori-i (“art 31 rept re burrs fastened to iceta] 
underneath shui^lder un iriside hf control rod drive housing 
as semb I les. 1 n 1 1 1 a 1 ly retortej on 820126 Burrs re-soved 
Surface finish will be inspected Nert rept due (:q G20624 
LCLl-O. D A Detroit (S'l Ison Co 03/02/39 R£«PLFR. d 0 Roqlnu ;i. 
Office of Director 3;p 12101 331 34X Fiche 50-34 1 . 02/07/:'9. 

0203100237 


020311010/ Interir deficiency rept re defective GG-15GE weld prnbloni. 
initially reported 810730 Welds dorumented on deviation 
lispbslliorv request Inve* Vlg&t I un continuing Addl rept 
scheduled by 030630 

l.LLLS. 0 A Detroit Edison Co U3/03/03 KEPPLER.d 0 Begini. 3 . 
Office of Director 3pp 13312 lOl 24X Fiche 90-341,02/03/03, 
8303110107 


8203110238 Intern- deficiency rept te failure of core spray pump e ys 
bellows due to uso of higher pressure for Flushing 
operation. Initially reported 030202 Other *ys 6 components 
evaluated for eicessive pressures Nett rept eipected 020701 
WELLS. D A Detroit Edison Cn 02/03/03 MEPPLEH. d U Reglnn :j. 
Office of Director 3p I23I3 143 34X Fiche 90-34 1 . 83/03/0;», 

0303110320 


0.703110016 Interim rept re defective Agastat C7000 series relays* 
Initially reported 030209 Util Is .determining locatlan of 
relays t. wtll return relays to Control Products Otv Nett 
rept eipected by 020703 

MCLUO. 0 Detroit Edison Co 03/03/09 KCl’PUEB. d O Region 3. 
Office of Director Sp? 13314 001 24x Fiche 90 34 1 . 02/03/09. 

0303110016 


0203330147 Final Part 31 rept re non-selsnic equipment erected over- 
seismic pr Ob I em. 1 ril 1 1 al 1 y reported 000110 All redesign 
rework completed Walkdown of electrical cables scheduled 
for 830315 

WELLE. D A Detroit Edison Cd 03/03/10 KEPPLER.d 0 Region II, 
Office of Director 2pp 13300 393 24x Fiche 30-341,03/03/10. 

0303330147 


8303330300 Part 31 rept re defective spot welds 6 power strut suppciit 
ma 1 1. 1 n 1 1 la 1 1 y reported 030311 Util determining location of 
met! t, action to bo taken Addl rept scheduled by 030701 
WELLS- 0 Detroit Edison Co 07/03/13 KEPPLGH.dO Region 3, 
Office of Director Ip 13370 233 34* FIcho 50-341 , 83/03/ 1 

0303330300 


T Hearing transcripts on non -ant I trust matters 


83D30I0178 Forwards NRC testimony on Cltltens for Energy 6 Employment 
Contentions 460 scheduled For hearing beginning on 030331 
uaaOHEAO.C P nearing Branch 3 03/02/26 MILhOul. IN, 0 1. . 

iiCMlNK. 0 R ■ noflRIS. P A Atomic Safety and Licensing Board Panel 
9pp 12070 007 24x Fiche 50-341,03/03/26.8303010178 


--03O3OIO1B3 Testimony of Rj Anthony re Contention 0 Pointe Auc I'eEiux 
Road IS adequate evacuation route Eiplalns available 
warning sy* Prof qual i f ic att ons enc I 

ANTMONV.R J NRC - No Detailed Affiliation Given ANTHONV- II. .f 
Federal Emergency Management Agency 02/02/36 5pp 13070 CIO 
34X Fiche 90-341,02,03/26.8303010178 


* Ue'C jO 1 C 1 ^ i> ^ t I flier P Krnlor r r Content loe 8 C'^i^eofltton of btntirti 

fcir'e re«i]r'>(s i< vioole proCecti.'r action option for 
0 PC 1 % 1 orirak 0 r s di'Cino eine**)onc| *^olnte Puc f'eaut Rood is 
feasDlP e. deflation route pref ifua I i f tea c I on^ «ncl 
*'Afirri‘f.r Ciicisior of Cirerjen:! Pr epared no to S3/0<f/76 ^PP 

t?o/o osi s 4 < cif'e SC- :i 4 i. AS/or/^o. e.^Oioioiye 


■ -8^0:-C)0:V4 •«• it i.-->n., of f A Barrett B L 1 1 1 1 e. Ki Ue«c o 1 1. H3 P*- 1 1 1 t pt f. 
fC Hduk ink le fdcilil, r cr « t . Content lor. 4 OA mop prpgrao: 
atteplaSIe P|a(ai ■■' Crrikt Pave teen ci viill te corrected 
before t£ r*tcr.«er>l» over at Ion U/C»r tt f It ate of Svt 
CAOBCfT.r A Cng ineer I nil Iriepection (Irjncr l.tffLE.B • 

^t5COr:.H PI Re 5 1 or 3. Cr'rice of Director e?/03/36 djp p 
lL-070 l>:-u ri.-'ie 50-311. 8i*CC.V?c..0CO 30101 7B 


P. '030 J03i?*? “orj/dree 5-« Lea. p TA Aieeei.tJj rahrner t. Madeeri tettinoi.ij 
per A(;LO Order C e- t 1 f 1 1 d", e rf Gi-c eni: 1 

vOtOt »> P> V cfloei-f t-ii-a. t eibv PlaiBae V»noT,H H Detroit 
Hitcn ro MILHOLl !N.O L . EWI'IK. D It . POtBIE.P A 

Atc.klt ‘jdCota d-i1 Li'er. iiiiq Board f’dne) -tpf 150V8 172 2 IX 

Hcne 50-34 I til' /03/d6. 02030 3033'f 


- -J^mCOOn'fi 1 e 1 1 inn.|.i nf ciM Leaf *1 re Contention Hal on eocurltv ul 
plant Peer i^nA J i f i r I nr k enc I 

LF.AC/I. 5 n Dotrtit Idiepn Co 02/03/31 I2pp 12090 1 7A .'-'IX 
F|c*-e 50 -.I. 1 I G 3 / 0 ;/ 3 t U 2033 :)o :(2 7 


1)203030335 Tekiiirmj .) f lA niekki re cciktentiont 41b) (cl Mel OA 
praiTdik effettikct, mat dr let !. preiirtbed mspk 
lrkt-a-v*itaJ in fin^ire deficiencies subs ei; flen 1 1 ij 
dne uflien fee I’rcl ;|ed I i ( ; r at lona er>c 1 

At£;;!il r A letruci Fcitnn to 03/0J/3I l7pp 12090 10U ;*flx 
f nil. 5? 34 l . 02/07. 3A. 4. 203033 nyO. 


• 020J03O33.‘- 1 e » t J •r.'jr i; of P'anrner re ronlentinn 4(dl Actions taken td 
esiatlisi- bette' ceikt r 1 1 uere in util test Interests t 
i-e- e iiui rosolts <if at t I effprts tn coniprom se OA Prof 
t,ual I f 1 c at 1 one ur.c i 

fAli'cMER M Datmit Cdisnn Co 82/03/31 lypp 12090:205. i'lx 

f icbr Sf 34 1 . f3/03/2C.. 0303030329 


■•“HaC303033t* Testi.-cri'v of TP Placsen -e Ceotention 0 re feasible eacapt 
rnjte fr;T .tton»s (’.not area Present rc.id sgs adequate to 
evdceace residents on tlc-elq tasis Prof q ue 1 1 f 1 c a 1 1 ons eni I 
clAOnecj. c r Uetmit Edlsqn c<i Or/Ol/Gl 43pp. 13098 21'/ t'dV, 

Fic kp 00-34 1 . c);,'/o .?/;:6 ‘.icooooojs? 


02(13100318 Fer^ards r (f.i.rcr* tustlfliifis on Contentions 4 b 8 Belated 
c erresp ondenc e 

1'O.fFLu.U C >lart. ilawell t Ca-ipbell IIDUFUL.O E. Cl tt lens Put 
Crerjq t L'" a ) ci,-4iei. t 82.03/01 MILmCLLIN. C L. . SCPItPIM.O 8 . 
piCftRtO'B (• Atomic Safotg and Cltansinq Ouard Panel \p 
12135 J7l 24» Ficne 50-341.03/03/01.0203100316 


— 82031O0J22 festlflonq of F Huror. on Contenttdns 4 ( a t . ( b ) . < < 1 . ( d I t> (el t< 
7 re QA 9 ^tonei| i’ntnte area evacuation route Certificate 
df 5vc enti .lel.iced cor r eeponJnnc e 

BilflOd- F C It liens for t-'nerpq S. E-iplotront 62/03/31 12pl» 

121R3 172 24* ricbe 50-211 . 03/03/01 • 82031 00318 


0203190303 Foru.ards i-ritler testimooq filed bq oil) t. bq Cltliens fcir 
8.rp I osmen t t. Lnergg re Contention 6 14/0 encl 

WjaWiEAl). C P Itearinq nranch 3 G2/Q3/10 ANlPOliy.R j , Pt«HV.fl W 

Federal Crergeneg Panagesient Agunc g KANfOB.F FP Ltcenslnp 
Brancb Ip 12313 102 34x Flrh* 30- 341.02/03/10.0203190003 


DOCKET 50-344 rROJAIf PoJClCAR PLAMT 


r Seruritg. mepical. energencg t. fire protsction plans 


8100300403 Releases public version of revisions to factlitg 
radloloplcdl e-iergencs plan implementing procedures 
rtl.tCtl. J M nivtslon of Pules .ml Records 01/00/24 Oocument 

Marage-ient Or a neb (p 0 7006; 001 21 X Ficbo 50-344.81/08/24. 

8108200403 


--0108280481 Foriiiarde public vers ten of revisions to radioloqicei 
emergeneq Plan i/'p 1 e--er.t | ng p r oc e Ju r es. in c lud Ing sections on 
offsite radiological survejs 6 e-iergeorg notification. 

PUiEf-A Portland Osneral Eletlrtc Co 81/01/27 CLARH.H.A 
Office of Nuclear Reactor Regulation. Director Ip 07806:001. 
24X Fiche 50-344. D 1 /CO /21 ■ 810620040 3 


8lDi)3l0(<00 flrleeses public version of revision to radiological 
esergecicg response plan i up I e.nent ing proc ed urea, t/ol 4. 

Section ttl 

fEi.TCN.J M Division of Rules and Records 01/08/25 Document 
Maiiageflent Planch Ip 07006 001 34X Fiche 30-344.81/00/35. 

01083 I 06CO 


'0108310603 Foroards public version of revision to radtalogical 
er.ergencg response plan Imp leepnl t ng proc edures . l/ol 4. 

Sec 1 1 on (It 

• Portland Oeneral Electric Co 01/00/04 ABC - No Oetalled 

Affiliation Otven Ip 07006001 34x Fiche 30-344.01/00/35. 

8100310600 


--6I093IO605 Public version of revision to radiological emergency 
response plan Imp 1 eirent ing pr oc edur es. Vo 1 4. Section III 
* Portlani Oeneral Electric Co 81/00/04 67pp 07006.001 24« 

ricne 50-34 4,81/00/23.0100310600 


02O3O1OIC12 Notifies that on-shift personnel villi be trained to perfotm 
appropriate short-term e/iergencq iraint functions bg 020701 
in response to Generic Ltr 8l-l0.per NUREO- 0654. Revls 1 on 1. 
item lit A I 2 

UlTHEflg.o 0 Portland Oeneial Clettrvt Co 02/02/19 CtARlt.H A 
Operating Reactors Branch 3 2pp 12070 323 24X 

Fitiie 50-344.83/02/19.0203010182 


0203120122 Releases public version of revised emergeneg response pie- 
imp 1 e.'sent 1 ng procedures 

FEElON. -i 11 Division of Rules and Records 03/03/03 Document 
laanageiront Drancb Ip 13252 07© 24X Fiche 50-344.02/03/05. 

8203120132 


--D203120133 For-.dards Public version of revised emergency respor.te Plei. 
imp le-nenttr.g proc edures. int lud ing Precedures F,P-13 re 
personnel monitoring t. decontaminat i on 6 EP-16 re drills & 
ersrclses Receipt form enct 

PUZEV. A II Portland General Electric Co 82/03/10 CUARK.R. A 
Office of Nuclear Reactor Regulation. Director Ip 12332.001. 

21X Fiche 30-144.83/03/05.6203120123 


•-82031 201 40 Public version of revised e'sergency plan imp 1 B.nent Ing 
procedures. Including Procedures CP-13 re personnel 
flonltaring t dec on tami na 1 1 on 8, EP-16 re drills 6 oiercises 
Revised tnder encl 

» Portland Oeneral Electric Co 82/02/12 4lpp 12232 002 24X 

Fiche 50-344. 82/03/05.8203120122 


0303250061 Releases public version of radiological emergency responee 
plan Imp le-een 1 1 ng procedure 

FElTON. J M Division of Rules and Records 82/03/10 Document 

Management Branch Ip 12420 259 24 X Fiche 90-344.02/03/10. 

0203250061 


--0203250063 Furivards public version of Radiological Emergency Responsi 
Plan Implementing Procedure EP-31. "Implementation of INPO 
Voluntary Assistance Agree.senl for T ransp or tat 1 on 
Accidents " Receipt form encl 

PVZEv.A H Portland General Electric Co 82/03/09 CLARM-R A 
Office of Nuclear Reactor Regulation. Director 3pp 12420 260 
24X Ficho 90-344.02/03/10.8203250061 


--6203250067 Public version of Radiological Emergencg Response Plan 
Implementing Procedure EP-31. " Imp i ementa 1 1 on of INPO 

VoTun^&rg Assistance Agreetnent for Tr ansp or tat i bn 
Acttdeiits '• Revised table of contents encl 
withers. 0 Portland General Electric Co 02/03/03 12pp 
12420 262 24X Fiche 30-344.82/03/10.8203250061 


J Insurance 6 Indemnity information 


9303300083 Foru/ards Endorsement 34 to NEulA Policy NF-335 

WILSO-N.F R Portland General Electric Co 02/03/23 SALTZMAM. J 
Office of State Progra.es. Director 2pp 12446:300 24X 

Fiche 30-344. 03/03/22- 0303300003 


6203290316 Advises that Bonneville Pouer Administration Is obllgatad 
to pay retrospective premiums uihlch may become due 
under Price Anderson Act on behalf of City of Eugene 

HALvOHSO.'d.O W Energy. Dept of 02/03/24 9AUTZMAM. J Antltruul 
S, Econo'sU analysis Branch lUttllty Finance! ip 12433.003 24X 

Flcbe 90-344. 62/03/34. 9303290316 



C 1 t PI 




8 I /00/04. 03030 I OCO I 


. • P" ti Tward s status of operating PUH aunlliarg feeduator sgt. 

iTTlieili ^ for Westlnjhooso. C-E S. OiM Nf 5 Sa plants 

' ,1 ■** AuilUarg Ogste.ne llranch BO/Oi >/33 OENAnci/A/V 

h agstertis Branch Idpp I37t8 139 ;*4X 

the; »0 - 0 0 0. 81/00/04. 830301000I 

* 3*-*t)<»its (om-ients generated from revleu of response tci Mil: 

1003 i ts f’ O request ra basis for agailiarg feeduater siis 
ou n o <111 * ». cnents 

'*’ • • Heactor Sgeteirs ai-anch 00/09/3S PAHll.O 0 

'«ll i Sijstons tiranth Ip 13733 330 24X 

cho. 30-000. 81 /O0/O4. B3030I0001 

>210 1 3 IS cs I'uards Input to BEH re t e.p I eneii t at I on of r oconi'sendo 1 1 oni 
'** 4tuwl 1 feed Ilia ter sgs Hoc OTmcnds licensee be irade 

rare o -F F e quits of f.’KC evaluations to date 

lECK, p. 3 . Assistant Director for Plant Ogsteirs 80/09/30 

IVAK r T. M Assistant Director for Operating Reactors 3pp 

'733- 303. 34X Flche 50-000.01/08/04.0303010001 

aiOlOsy 1 es put to 5ER re Inp I enon ta 1 1 one of roc oo.sen Jet 1 one foi 
i>n 1 a >- «j F eeduater sgs 

As s 1 s t: as rs t Director for Plant Ogsleos 00/09/30 3lpp 
733; 30".?. 34X Flche 30-000.01/08/04.0303010001 

08133 Advi »BS of acceptance of proposal to Inetall aei-ionla f< 

ur tftoKldF detectors in control roon ventilation sgs bg 

01. p e F* t>IVf n£0-0737 Item 111 0 3 4 loth Spec changes to 

aw i T\ & t; A i latlon t. chect out Safetg evaluation enc I 

K.n. A. Operating Reactors Branch 3 03/03/17 UITMEHB.li D 

land OeoFiral Electric Co 3pp 13193 043 34X 

e 30 — 3d dr 03/03/17.0303090013 


NPf - 1 deleting isolation tine linit for sli containment 
sunp rec 1 r t u la t too valves that are nonautomat tc pouer 
■iperatec 

ulII'FRS. D I) Portland Oenera I Electric Co 03/03/03 4pp 
13170 314 34 X Flche *10-344.03/03/03.8303090370 


-8203090390 Tech Spec Page 3/4 6-33 consisting of Table 3 6-1. 
conlatnr-ent isolation calves 

# Portland Oeneial Electric Co 83/03/03 Ip 13170 3111 
Flche 50- 34 4. 83/03/03. 8303090378 


8303110138 Forwards Anond 70 to License NPR-1 (. notice of issuance t< 
availabllttg Amend deletes requirements re part-length 
control roe a s senb 1 1 es- a 1 loulng removal fron reactor cote 
CLARK, n A nperatlng Reactors Oranch J 83/03/03 UlThERB. 0 l> 
Portland Oeneral Electric Co 4pp l333l 038 34X 

f iche 30-314. 03/03/03.0303110130 


■ “8303 1 1 0 1 63 Anend /O to License NPF -I. deleting requir enon t s r 
part-length control rod asseeb 1 les. a 1 1 oui ng reiroval fron 
reactor core 

CLARK. H A npei aCIng Reactors nranch 3 03/03/03 I9pp 

12351 044 24X Flche 30-.344. 03/03/03. 030.31 lOI 50 


-0203110166 Notice of Issuance 8. ava i I ah 1 1 I t-j of Anend VO to I lie nee 
NPf - I 

CLARK. R A Operating Reactors Branch 3 03/03/03 3pp 

13331 063 34X Ficfe 30-344. 83/03/03. 83031 10130 


8303100496 Advises that TKI Action Item I 1 K 3 3. "Reporting Relief 
'Valve 6 Oafetg Valve Failures 6 Challenges. ' lesolved based 
on 60I33J 6 010103 responses 

CLARK. R A Operating Reactors Branch 3 83/03/04 UITHEflB. B II 

Portland Cieneral Electric Co 3pp 13343 330 34x 

Flche 30-314. 83/03/04. 03031804VA 


090E3 1 9 QAfetg evaluation re 1MI Action Item III O n. 4. c no 1 1 <■ I 
on t> At> 1 t- to Ultg 

Of F i «: e o f Nuclear Reactor Regulation. Ptroctor 83/03/1/ 2|i|. 

3192; OdO. 24X Flche 30-344.83/03/17.830,1090012 

003*? FhdV* aes that since util requested no technical deviations 
Nune'C? — 0'7 217 Iten til 0 3 3. "Improved In-Plant Iodine 
ru'iiFnt.d to b on on Onder Accident Conditions " No addl 
oil) 4 ^ \ ^ SMied 

K.R. ?\. Operating Reactors Branch 3 03/03/10 Hi THER0. II 0 

land OBFiFS-al Electric Co 3pp 13336 133 34X 

, gO_34dr B3/03/ IB. 03031 10029 


0SO3MOOO1 Generic Ltr U2-04 to all licensees of operating plants, 
applicants for OL t holders of CP re use of UFO GEE-IM 
progr an 

EIBENMUT.DO Division of Licensing 83/03/09 HAUGPUnO. A 
Consolidated Eiiisun Co of Neu York 3pp 13331 031 24X 

FICho 50-000.03/03/07,8303110001 


8303160335 Forwards revised 810410 design info questionnaire re lACA 
safeguards pr ogr am . incorp orat mg listed changes. per 
10CFR73 6 5 IOCFB75 1 I 

UITmEHB.O 0 Portland Oeneral Electric Co 03/03/10 E I6ENIIIJT . I> N 
Division of Licensing 0pp 13307 059. 34X Flche 30-344.83/03/10. 
8303 I 60333 


017S Meet*- Flos that license change application to permit 
e-looP op eratlon cil 1 1 be submltteil about Dec 1903. 
ndlnS *>T> changes to lead plant Sept 1903 safetg 
uation * * 

EHS O. f*- Portland General Electric Co 03/03/33 CLARK. R A 

atln<3 Branch 3 Ip 12070 313 34X 

*”_3V|d» 02/03/33,0203010173 


0303340383 Foraaris response to NRC 811310 ltr re ac c ep tab 1 1 1 tg of 
facllttg E8F Eight oongr opr letarg 6 three proprtetarg 
overstie drawings one 1 Aperture cards in PDR Proprletarg 
drawings althheld Cref 10 CFR 3 790) 

UITHERG. B D Portland General Electric Co 83/03/13 CLARK. R / 
Operating Reactors Branch 3 6pp 12394 073 34X 

Flche 30-344. 03/03/13.0303240383 


0310 fs- o F I*-) ^ f » request for addl info re TMI Action Plan Item 
1 "RCQ i gh Point Vents " Questions re technical merit 
rooo®*** operating guidelines for BC3 vent usage should 
g Fnerlcailg Response required ulthln 60 dags. 

^ fjporatlng Reactors Branch 3 82/03/34 UITHER8. D 11 

1 Electric Co 6pp 12373 336 24X 

B2/03/34. 8303190310 

e 30 — 


0303360023 Forwards request for add! Info re NUREO-0737 Items 1 A 3 
It 8 4. upgraded senior reactor operator 6 reactor operator 
training & training for mitigating core damage Response 
required ulfiln 43 dags 

CLARK. R A Uperatlng Reac tors Branch 3 03/03/10 UfTHCRS. 0 0. 

Portland General Electric Co 3pp 13439 332 34X 

Ficho 30-344.02/03/10.0303260033 


do C OFT to * 


|:rc>F«K*^Fdi request for addl info re radiation sve conditions 


i n«ndnt«. Info needed to cod^plete revleui of 


* ^ f i f*4catlon of ftdfetc^-relattd electrical 
? J? ^ ponee required ulthtn 30 days 
pmeri^* (>perdtinQ Reactors Branch 3 (12/02/26 

— rsF*'^* Electric Co 4pp 13371 337 34 

02/03/36.0303190331 

e. 30 — -^^ 


UITIIERS. U 0 


Inspection reports. IE Bulletins 6 correspondence 


0303190300 Foraards IE Hgt Meeting Insp Rep I 30-344/81-03 on 81 02 17-,?/ 
6 0309-13 6 fliecutlve suemarg 

STELLCI. V Director's Office. Office of Inspection and Enforcement 
63/01/33 U1 THERS. B D Portland General Electric Co 6pp 
I333I 106 34X Flche 30-344,03/01/33.8203190300 


262 


DOCKETED ITEMS 


• -USC'JlWO^OI IP rjt Heitli; IjisP ««pt 9<)-34«;/ai ■ ofe on 010317-27 t, 
DTiO'f-13 Area* discpt«#<> « r ain i nj • 7^ • ’ J" t Oan-je* t irod*. 

ma I nt. 3j • r a 1 1 on*, car •• er » t ve action « ». pr or uromen t. Oa 
aud I ts. ac 1 1 VI t I e* A 7 ni|*ical protection 

Haw I PH. D IS . atLASvFP. J H . FOEICrt- L F Oirntcr'* Office. (If f 1 1 r 
Inopectlun and Fnlcrcer^ant Q3^0172J d/pe t2!l5) M2 r>AX 
^ » 50-34 «. 62/01/23. OrO'JIVOiCO 


GfOSOdCtPI Foruaros r»nL.e*t Fir acdl info re respente to IE Oullilin 
C0-C4. "piiR tlain Steam Line Uraat w/C ontlpg ed Vaedaater 
Addition He ipcr.oe jitrin 45 dag* retoe»ted 

CLARH.fi A OppratiOQ Reactor* flraneh 3 62/01/27 HITHiTRS. It It 

Pcrtland General Electric Co 2pp 1213/ l3l 24l( 

Fi c re 50-344. 62/01/27- 02v’30d0r,OJ 


Hct 33<.036B Advi le* that IE Info Notice 02-07. " liiadeitoa t e Securttg 

'.icreenin; Program*. ' aa* >*sued to lifted llcenseee on 
620316 

a Region 5. Office of Director 62/03/16 Region 5. Office of 
t'lrector Ip 12362 2‘> 7 24x Eiche 50-000. 83/03/16. 0203320 JAO 


S203230I43 Forieard* re*poiise to reqoeot for addl Info re IE 8ul letdti 
80-04 T« wain *140/1 line break la/cont inued feediaoter 
addl t ton 

UMt*En5. 0 0 Portland Oeneral Electric Co 02/03/17 CLARH.It 0 
Operating Reactor* Orancn 3 3pp 12380 397 ?4K 

FI Che 50-344. p2/03/ 1 7. 02032301 43 


R Periodic opeiating reports 6 related c or r e tpondenc a 


--6113220670 ftequrst for addl it.fo re ''Pi-B Hoici Otca- Line Break 
If/Cont Ince C Feed-ater AdrUtion ■■ 

» Franklin )f' s 1 1 li. te/Frank I i n iieseartli Center NBC *03-01 - l/iO 
©1712/17 6.*p 13137 13:1 24X riche. 50-344. 02/01/27. 620 30400111 


0203010271 Forward* II Safeguards Inep Be?t 90-.344/93-0I on 020125- 39 ». 
notice cf violation fncls *.ithheld Iref lOCFft? 7901 

SPEf-’CER. 0 S Divtftisn of Radlolnglca* Safetg L ©afegvarrfe firopiaat 
62/02/11 m tiiFRH. C 0 Portland General Electric Co 2ap 
12069 013 24x Fic-5e 50 -.344. 02/02/ 1 1 . 62030 10291 


6203050307 FurLarde "Annoal Bept of Trujdn Nuclear Ppiaer Plant fcir 
tRQl • 

uITkERS.U 0 Portland Oeneral Electric Cn 82/03/01 ENOELKEN.Itll 
Be; I on 5. Office of Director Ip 12133 IQ'.l 24* 

Ficne 50-344. 02/03/01 . G203050 309 


--0303030310 "Annual Rept of Trojan Nuclear Plant for 1901 " 

» Portland Oeneral Electric Co 82/03/01 9Qpp 12133 184 241 

Ficne 30-344.83/03/01 0203050309 


0203160363 Ferjare* li Insf Hept 50-344 ./02-03 on 820104-29 Ho 
none omp I lani e ncted 

ETGRMIERG. 0 N Division of Resident. Reactor Project 1. Englncrrlng 
Programs 82/02/32 iJITHtfiS-0 0 Portland Oeneral Electric C*o 
2pp 12306 332 24» F,che 90-344.62/02/22.0203160368 


--8203160377 t£ Insp Fejt 50-344/02-05 on 020104-29 Mo ooncowp I inneo 
noted Pajor area* insiected plant nperat i on*, sur vei I I ante 
t dstti-i . set or I tg acttviLtes tt raint. 

NA-..NRt:S.N H . ^.OiiLSILN. G U . JuEr/tO.G Q Region 9. Office of 
Director 02/02-19 7pp 1 23D6 334 ytf Flche 90-344. e2/{i2/2rj, 
8203160360 


8233030c©4 Advises that IC Info Notice B2-0 1 . Re vi s 1 on i. “Auslll/irg 
Feed.ater Re.-p l.ociuut fiesultlng Fi-cn FJes 1 1 nghous e H-2 
Saitch Circuit Mod" vas sent to listed util*. 

• Regtsr 5. Office of Director 02./03/26 Region 5. Qfftie of 

CirectOT IP I30*;5 340 24* Flche 30-000. 82/02/26* 0203030264 


0203290195 Foriuards IE losp HepC 90-344/e2-04 on 020111-14, Mo 
none onp 1 tone e noted 

BOOR.H £ Olvlsior of Radiological Safetg 6 Oafeguards Program 
©2/03/02 MI Tl-FBO. B O Portland Oeneral Electric Co Ip 
12430 053 24* Flche 90-344.82/03/02.0203290195 


--0203290159 IE Insp Rept 50-244/O2-O4 onQ20ttl-t4 No none oinpl t eni b 
noted ra jor areas Inspected radiation protection program. 
secendarg *tear geneistcr leakage 5 fuel failure status 
CILLIS.n . OPRCIA.E . MENaLA'rfSR I • F A Division of Resident. 
Reactor Project t. Engineering Prograns 02/03/01 I2pp 
12430 056 24* Flcte 50-344.82/03/02.0203290155 


1203100338 Notifies that IE Info Notice 62-03. "‘Environ Tests of 
Electrical Terntnal Qlocts.*" sias Issued to listed licenses* 
on 820304 

• Region 3. OtFise n* Otretlor 02/03/04 Region 5. Office of 

Director Ip 12183243 24X Flche 50-000.02/03/04,6203100530 


'203170073 Requests fee for revle-a of 020205 request for inservlre 
insj) relief for Class 3 cc.nponents t. supports 

DIOOS.R N License Fee Management Oranch 02/03/08 MtTHEfiU. 0 b 
Portland Oeneral Electric Co Ip. 12327 134 24* 

Flche 90-344. 62/03/06. 0203170073 


303160379 Advises that IE Info Mottce-s 02-04. ‘"Potential Deftclenig 
of Certain ACA8TAT E-7000 Series Ttme-Delag Helogs‘" 6 
02-05. "‘Increasing Frequeneq of Drug-Related Incidents. “ 
uere Issued to listed utils on 620310 

• Region 3, Office of Director. 02/03/10. Region 5. Office of 
Director Ip 12298..315 24* F I rne 50-000. 02/03/10. B2031 602/7 


203160339 Advises that end f£ Info Notice 62-06. "Failure of Steam 
Oenerator Prtmarg Gtds hanwaq Closure Studs." lues issued to 
1 1 s tod 1 I c ens ees 

• Region 5. Offiie of Director 63/03/12 Region 5. Office of 

Director Ip 12307 215 24* Flche 50-000, 02/03/ 13, 82031 60 339 


J03220375 Ad receipt of 620309 Itr re violations noted In IE ii/tp 
rept Corrective actions (.-111 be revleued during future 
physical protection tnsp 

MORDERHAUO. L R. Division of Radiological Safety $. fiafgguards 
Program 82/03/13 MIThERS. B O Portland Oeneral Electric Cn Ip. 
18364 029 24* Flche 30-344. 62/03/ 1 5. 6803280379 


6303190403 Monthlg operating rept for dan 1902 

KENT.O J Portland General Electric Co 82/02/03 6pp 133S0: .191 
24/ Flche 50-344.89/03/03.0303190403 


8. Reportable octurronce*. LERs t related correspondence 


0201130067 Fonvards LED &1-029/03U-0 Detailed event analysis encl 
VDHDT.C P Portland General electric Co 01/12/31 CNOELhEM. (t. 11 
Region 9. San Francleco. Office of the Director *01/03/011 8pp. 
11565 347 24* Flche 50-344.81/12731,0201130067 


--02OI 130090 LER 81 -029/03*--0 on B1 1202. canta InmenC hydrogen vent sgs 
Supply valves found not limited In travel per 000101 
c omn 1 t.-nen t to NRC Caused bq valves not being used during 
Mode* 1 -4 Valves tagged shut until adjustment is made 
OAWSO’I.M.L Portland General Electric Co 81/12/31 Region 5. 

San Francisco. Office of the Director <81/03/011 Ip 11965:349 
24X Flche 30-344.81/12/31.0201 130067 


B203I00566 Foruards updated lER 02-001/017-1 Detailed event analqsls 
enc 1 

WNOI.C P Portland Oeneral Electric Co 82/02/12 ENOCLKEN.n II 
Region 3. Office of Director 3pp 12102 334 P4X 
Flche 90-344.82/02/12-0203100366 


— 6203100571 Updated LER 02-00l/OiT-l on 8201 18. eng I near i ng Investlgat 
dtscovereo that snvergsncg diesel generator 2 betoe.a 
inoperable from 81 1201 -620104 due to pouerlng of instrument 
buses y 24 fro.n nonpreferred bus V02 

OAIR. C 0 Portland General Electric Co 82/02/12 Region 5. 

Office of Director Ip 12182 337 24* Flche 90-34 4. 02/08/ 1 3* 

0203100566 


0203240233 BO re 3-h fire barri ers. Cont inuous fire match stationed 
prior to breaching fire barrier for instaltatton of conduit 
associated u/deluge sgs Barrier ulll be functional bq 
020331 

VUNOI. C P Portland (general Electric Co 02/03/04 ENOELKEN.R H 
Region 5. Office of Director Ip 12396 192. 24X 

Flche 50-344. 92/03/04, 8203240238 


9203290549 PNO-V-82-013 on 020319 h 20. Mount St Helens erupted 
Eruptions uere less severe then major eruption Ash cloud 
produced slight dusting Factlltq continued operation at 70* 
ppvier due to excess hqdroe lec tr tc capeettq available 
JCHNSOM. P - 7MET1IG.0 fleglen 5, Office of Director 82/03/22 If 
12435 335 24* F Uhe . 50-344. 02/03/22. 0203290549 


OOCBET 50-346 DAVl9-8E8Se NUCLEAR POWER STATION. UNIT 1 


r Securltq. medical, emergency 6 fire protection plant 


0203040390 Releases public version of r*vlssd emergency Plan 
supporting procedure 

FELTON. 3 n Okvtston of Rules and Records. 02/02/23. Document 
Management Branch Ip 12137 306 24* Pl ebe 50-346. 02/02/23, 

6203040390 


--0203040395 Foruards public version of Revlelon 131 to emergency plat 
supporting prpeedure constating of Temporary Hod Requpet 
T-6020 to Procedure AO 1827 01 re annual raOiattan amerganeq 
iredtcal eserclse 

• Tbledo episun Co 82/02/16 NflC - No Detailed Affiliation 
Given Ip 12137.308 24X Flche 90-346. 02/02/23. 8803040390. 



0397 Public vfislon of Rpvieioti 131 to energ^nru plait ^upportiur, 
Request T-tOSO to PrQtod.iro AD 1€327 01 ro annual 
aClon e<rer$pnci( •'■abical eiarci!>e 

olebo E^dtton Co SS/02/38 tipp 12137 :104 24j( 

0 50-34 <>. 02/03/23. 0203040390 


'59 (lelsaset public voriion of ruvlaud eirorgpnCg plan 
lentlng procoduroi 

!• J M Division of Rules and Records 02/03/<^4 Doi uci-nt 

nicnt Oranch Ip 1 2092 340 24 X Fiche 30-346.02/02/2 4. 

10735 


1073D Foruardfr public version of Revision |0 to eeiergencg pl.tii 
e-ienting procedures, including re.T.porarg Mod Roquests 
139 to Procedure El 13(X) 03 I re alert «• T-6060 to 
edurs I'JOCl 04 t re site enerqentq 

'oleCo Edison Co 02/02/16 Office of Nuclear Reactor 
ilatlon. Olrectui Ip 12092 343 24X Fiche 30-346. 82/02/24. 

1020/33 


^0760 Public version of Revision 10 to eeiergentg plan inp I rirt.nt i un 
edures. including leirporarq Nod Requests r-6059 to 
edure El 1300 03 I re alert 6 1-6060 to Procedure 
JOO 04 1 re site emergenc g 

oledo Edison Co 02/02/10 lipp 12092 344 24X 

e 50-346.82/02/24.0203020 735 


I9R Releases public version of revised eaiergencg plan 
renting procedure 

I. J M Division of Rules and Records 02/02/24 Oociinent 

went Branch Ip 12137 31/ 24X Flcho 50-346.02/02/24. 

10398 


10403 Foruards public version of Revision 9 to onrcrgencij plnii 
ementing procedures indei consisting of Tonporarg Nod 
lest T-6041 to Procedure £1 1300 00. ‘^Eerergencg Control 
Activation " 

oledo Edison Co 82/02/10 MIC - No Detailed Affiliation 
in tp 12137 319 24* Flthe 50-346. B2/02/34. e2O3O403'iiti 


10404 Public version of Revision 9 to esiergoncg plan 1 xp 1 pisun 1 1 nq 
ledures indei consisting of lerrporarg Mod Request T-6041 
’rocedure 1300-00. •Energcncg Control Ctr Activation ■' 
lolpdo Edison Co 02/02/02 6pp 12137 320 24X 

le 90-34 6. 02/02/24. 02030403VH 


>81 Releases public version of revised oAergonev plan 
lonblng procedures 

1. J M Division of Rules and Rocords 02/02/23 Doiumrnt 
iwent Branch Ip 12138 230 24x F i c he 50-346. 02/02/25. 

10201 


10293 Foruards public version of Revision 9 to eicergencg plun 
lomentlng proc edures. c ons 1 st ing of Teniporarg Mod Request 
741 to Procedure 1300 C8 re emergeneg control c Lr 
Ivatlon Receipt forni encl. 

foledo Edison Co 62/02/10 Office of the Executive Dlritli.i 

Operations Ip 12130 239. 24X F ic he 30-346. 03/02/25. 

3040201 


1029B Public version of Revision 9 to eitiergencg plan lisp lenentlDp 

:edures consisting of Temporarg Mod Request T-6041 tP 

:edure 1300 00 re energeneg control ctr activation 

>EL.R fl Toledo Edison Co 82/02/02 6pp 13138 240 24K 

Ne 90-346. 02/02/23.0203040381 


192 Releases public version of revision to emergeneq plan 
rtlng procedures 

'f. J M Division of Rules and Records. 02/02/25. Doc uisrnt 
■ Aent Branch Ip. 12130 041 24X Fiche 50-346.82/03/25. 

40492 


40904 Forsiards public version pf Revision 131 to emergency plan 
porting proc edures. c one! st tng of temp mods, me I ud 1 ng , 
p Nod Request r-6020 to Procedure AD 1027.01 ro 
UP I radiation eisergencg medical exercise 

Toledo Edison Co 82/02/16. Office of the Eiecutlve Dlrerloi 
Operations Ip 12130 042 34X Fiche 30-346.02/02/25. 

3040492 


B13 Releases public version of revised emergeneg plan supportlnp 
dures 

N. J. M. Division of Rules and Records. 02/03/01. Oocuaient 
ement Branch Ip 12192 022 24X Fiche 50-346.02/03/01, 

90813 


90817 Foruarde public version of Revision 3 to Emergencij Plan 
porting Procedure AO 1030.04, "Post-Accident Radiological 
pi Ing >< Counting " Receipt form end 

Toledo Edison Co 02/03/10 NRC - Mo Ostatlcd Affiliation 

en. Ip. 12192 023. 24X F I che: 50-346, 02/03/01 , 83030900 1 3. 


li.'0.'.C908.'’0 Public versi.ir. of Hevisioii .3 td Er-eigenc.! Plan Supporting 
P'jcesurr AD JOSD O'", • .uos t- A t < I d en l Radiological Sarp I mg 

Count ing • Rev i stun lnde> encl 
• loledo Edison Co U2/02/03 2lpr 12192 024 24 X 

Fiche 50-3.-,6. 05/03-01 . 11203090013 


02031 20."*0l Releases public version nf revision to emeigentq pi. in 
adoi n I s t rat I V e procedace 

FfLTON. J N Division of Rules and Records 02/03/05 Doc iimec.t 

Nanags-.nent Brarth :p 122S3 336 24X F iche 50- 346. 02/03/0 5. 

0203120201 


■ 02031.20206 Fiiruards public veroKin of Revision 3 tg Emergencg ri..!. 
Admi ii I tra t I ve Pioiedoro AD 1030 04. 'Post-Accident 
R,id 1 0 log 1C a I Sampling 6 Counting " Receipt form en: I 
• Toledo Edison Co (42/03/18 Office wf the Eiscutive limcti.i 

for Ope-atiois Ip ir.:53 337 24x Fiche 50 346. 02/03/03. 

820.3 1 2020 1 


0.''O312O261 Releases public version of terporarg mod requests tu 
emergeneg plan imp Iceent I ng procedures 

FELTCN. J M Dtvtsicn of Rules and Records 02/03/03 Docurieut 

danagerenl Branch Ip 12255 102 24X Ficte 50-346.02/03/05. 

0203120261 


-02O3I2O299 r,ira,srcs cublir versioi. of RevisiuO II to omerqenri| p 1 i.n 
Imp I ».r.ont 1 ng procedure index, including leirpararg liod 
Request r-6074 to Riocedure £1 1300 0/ re technical Support 
ctr at 1 1 vat i nr. 

* Toledo Edison Cn 82/02/23 NRC - No Detailed Afflliatinii 

Olven Ip 12253 lOJ 24 X Fiche £0-346. 02/03/05. 02031202.51 


--0203120304 Public version of Revision ]) to erergeiicg plan Imp I i-mant , r»g 
procedures i nde t . i ni 1 i ng feirptirarq Nod Requests 3-6074 to 
Procedure El 1300 0/ re technical Support ctr activation 
6 1-6064 to l^rocedure El 13C0-OI 

nsHDFl .n Tnledu 1.: 1 son Co 02/02/18 5pp 12233 104 Pdx 
h ict. e 50-346. 02/03/05. 8203(20261 


6203130306 Releases public version c>f temporarg mod reguest to 
emergeneg plan supporiing procedures 

FEI.TUN. J N Division of Rules and Records 62/03/09 Dgcnr-ii»t 

Managernent Branch ip 12.311 021 24X Fiche 30-346.02/03/0'/. 

0203130306 


--0203150309 Foraords public version of Revision IJ3 to erergencij plan 
ftupportin.j procedures revision index, including lemporary 
Mod Request T -6063 to Procedure AO 102/-IO re e-iergencq 
offsite dose eslimato Receipt form encl 

« Toledo Edison Co 02/02/25 NRC - No Detailed Af f 1 1 1 at i i.n 

01VOC. Ip 12311 022 24X Fiche 30-346.02/03/07.0203130306 


--G203150318 Public version of Revision 133 to emergeneg plan supportiui, 
procodures revision i nd ex . i nc l»d i ng Temporarg Mod Request 
T-6063 to Procodura AO 1027 10 re emergeneg offsite dose 
es 1 1 ma t e 

• Toledo Edison Co B2/02/I7 4pp 12311 023 24x 

Fiche 30-346. 02/03/09. 620.3130306 


0203220524 Responds to 011014 I tr re safeguards cuntingeneg plan 
Changes acceptable 

UEAOA7IO. A W Operating Reactors Oranch 4 02/03/15 CR003E. R I' 

Toledo Edison Co 2pp 12374 223 24X Fiche 50-346.02/03/15. 

B203220324 


0 Adjudlcatorg correspondence 


0201300302 Advises that 011 I 13 tiansnittal re proposed hot leg levul 
Instrumentation sgs does not meet criteria of Item II F 2 of 
(hUREO- 0737 Proposal does not provide moans of detecting 
voiding In reactor vessel upper head above top of noitle 
ST0L2. J F Operating Reactors Oranch 4 02/01/06 MUhIlc.II II 

Metropolitan Edison Co 7pp 11962 023 24X FUhe 30-000.02/01/06. 

8201300302 


J Insurance 6 Indeirnitg information 


020302064'/ Foruards Endorsertanb 30 to MAE(.U Pol leg MF-92 

QClOEN, M P Marsh t MeUennan. Inc . M 6 M Nuclear Consultants. Inc 
Dlv 02/02/22 SAIT/MAN. J Antitrust (. Economic analgsls Br.snch 
(Otllltq f inane el 3pp 12080 3l3 24X Fiche 50-346.02/02/22. 

8203020647 


8203290224 Forwards Endorsement 39 to NEUIA Pol leg NF-236 8. 
Endorsement 8 to NEI.1A Binder EB-61 

COEDEN. n P Marsh McLennan. Inc ■ M (< M Nuclear Consu 1 tatits . t ni . 
Olv 02/03/19 SALf/MA-N. J Antitrust t- Economic analysis Orniich 
(Utility Finance I 3pp 12428 167 24X Fiche 50-346.82/03/19. 

0203290224 


’• Ose*"*! 1 1 'i; liccrs^ cr. .'uircn'i 4 r oi r 9C> tf exc e 


8«0S)l0t0i Ao<J ; -e 4(1 tc F.ltA ret|ue«l ter 30 rat«;ortf« of do< iK-.t-i. tt 

«» j?ieC'Q&<.0 . ••♦I’C At '•ion ?|ar. Fot jaT«4 doconei-tl 

■ n AfF4 a U, C r, !j tnfo pjrtiollv withheld (fOf FHIA 
Et tuition 

ICvffM. J •" 01.^1 4 10 -I of «i.;e4 oftrf He-.oii% (I1/OE3/C4 ►'AOliEM. 1 .1 

v a<*» ■ St I" olet ■ r let r an. H«',4 *■ itaodlei' ‘?pp ISf'O OOi 24»' 

• 1 1 he SO-31 I. Bl/O'J/Ca, CS030IC001 


UC03210JJ9 rotv..4t<J4 li4t V <% »'»•? four i^sts for oh', tf* te%>oti4f% to 

re^iueite for odd i info t.ero rereiveO U stati/e ct three 
aedl 1 1 «<»'» hSeo (oriarin ct.v. 'Fctentiat (•eatto* jija Vctil"! 
fljrttiij Antic ipatfO Trerelenti 

ChPBA.f ft Stordaroi laticn 9«-ar>th (Wi'O^i'13 ROr>ftCC7V.£ l< 
Plvisior of Project f'eia 9 P.''«nt 4sp 12 /Ofl 343 24 JC 

r itoa eo-r.oc. et<oaf 0 't.c 3030 vo'joi 


&2Cri0503<>9 Fopuar(;» I’.'PD "Evo loat ion of Oavie-Oeese Nuclear Poiupr 
Station ' 

CnCU3f . P f Toleoc £il4nn Co 33/02/23 KEPPUER. J 0. Res IP'* 3. 
Of f I ce of Dll ec tor Ip I21J3 001 54lt Ft Che 90-346. 82/02/ L'^?. 
030303 ^ 3*5 


'6203030270 "Evaluation of Davle-Petee Nuclear Pouer Station " 
• inetltute of Motlear Pojer Operations 83/01/31 32jp 
13132 r02 24* Fit he 30-34*. 83/02/32. B20 3050263 


3203020437 Aiplicatlan for arend to License .NPF-3 consisting of 
changes tu Tech Specs re one-tiaie eitenstons in surveillance 
period to te consistent u/refueting o.ita^e start date of 
6303 IV 

CPOjSE.R I’ toteCo Edison Co 93/03/23 GTQLf. J F Operating 
Reactors 3rar. ;h 4 Bpp i208B 0V7 94* Fiche 30-346.82/02/9:1. 
02030204 37 


9C0S2fllC4| For.arde statts of cperalinq PLM autilta', feeduetei sps 
esaVoaliens Srr vl« sting ^svs* . C-t L Of-ti i.liES ptav.ts 
"•ATriiEwe.P R Au.i liarv Eystem* Oranen tiO/C.?/23 oEMAPOY.t. v. 
ftviiliary Sisleies Crarcr t4pp l27t.e 32R 24X 

Fiche 50-000. 01 'rn'04 nz 030 10031 


6203020440 Proposed change to Tech Specs consisting of one-tlase 
eilensians in sor ve 1 1 1 anc s period to 3e tonslstent 
j/rrfjeling outage st.trt date of 03031V 
* Twledc Edison Cc 82/02/23 Tpp 12Q5Q 103 34* 

Fiche 50-34 6. 62/02/33. 090.3020437 


- • 800V V0O4'JO rur*6rds dvsilihr.| feed.vAter sijs reliatn.itp evaluatioi. I. 
reqi.est for addl info 

CiCl.'''.P Tv Assistant Dirsitr.r far Plant Systei-s lJO/OV/03. 
nCoak. I n Assistart Oirettcr for Operating Reactors I3pp 
03530 l03 24* Flct* 5C-000 Ul '<'8/04. oa030lCC01 


--G2030I0132 Forxaris FGAP Je sc r i p t i on of auilliar;, feedoater sys 
aatnitatic initiation S 1 w indliatinn to deter sine 
co.*'pliance j/long-ter- eafoty guide r equ 1 r erer t s W/o enc 1 
KEt.8fdL-B l.oc F.O Oetailed Affiliatinn Oiven nnC-03- 79- 1 111 
60/10/03 FERff.ER.K Franilin I ns 1 1 tu te /Frani I 1 n Research Center 
2pp 12732 »9V 24* Tiers 50-C00. 61 /CO /04. O203OIOC01 


■ -P20301l» 234 Regvests re./ieiir cf util ICrs documenting steps talen to 
ir.snre aperaior training ». d t 1 1 1 1 r.) . inc or por at i A g lessons 
learnec fro-- Tril -2 L ccntinustl r.igh state cf preparedness 
Tivggests /9100V -eriinc to discuss respcr.se alequaty 
ROSH. 0 f TMI'.v Rulldtirvs 8. Orders Iasi Force 79/09/30 
r.LLLlti5.P F Operato- Lite-ismi Or anct. ip 12769 133 ;*4* 

F)c re SO-O'-tO. Bi /OD/C4. B2330IOCOI 


-- 63C.'.)010331 Provides states cf L Mi t ha el son rone sms ts CiM shall brr.ik 
Lfl.^A. Draft ne/To s- internal dlstrioutio*! list 6 han/]i.r i 1 1 e" 
not u enr 1 

CAf’RA.H 1M1-2 Oulleliris 6 Orders Task Force 79/n/l3 
SHEBOH 0 Tni-2 Oolvelir.s 6 Ordeis Task Forte 6pp 1276'1.321 
34* Fltho 50-CC0. at '00. 04. 6203010501 


6203010373 Foruaids 1-af*. request for addl Info re small 5Teali VLLA f<.> 
revipc. L/or -lod as appropriate 

CaPRA.B a f.HC - MO detailed Affiltatton Given 7'P/09/26 
ShZRGMv 3 tiRC - No Detailed Affiliation Owen 6pp 12770 |03 
24* Fiche 50-000. 01 /ce/Cd. 0903016001 


6203100331 InfpTsvs that each oP five shift technical advisors has 
Bachelot nf Science Degree, in response to NRC 630202 Itr. 

UtlV intends tc continue to fill shift technical advisor 
positions o/oegreed engineers 

CRQOCE.P P Toledo Edison Co 02/02/24 STOLJ.J. F Operating 
Reactors Oranc'^ 4 Ip 12177 004 24* Fiche 90-346.92/02/34, 

6333100331 


8203030433 Responds to NRC 820104 request for addl Info In responso 
tiUflEG-0737 Iteis tl h. 2 13 re thersial i-echanlcal rept Sveatl 
break lOCA will not result In brittle fracture to reactor 
vessel fv' Cer opprator training unwarranted 

CHCuGE. R P Toledo Edison Co 02/02/23 8T0LZ.J P Operating 
Reactors 3ranci. 4 Ip 12000 023 24X fiche 50-346.03/03/35. 

0303090433 


0903100157 Forwards Amend 43 to License NPf -3. safety evaluation A 
notice uf issuance b availability Amend changes Tech Spec to 
peml ohp-tlr>o e»tcnslt>n to a2033l.re ea, surveillance 
interval 

STOlI. .1 F Operating Reactors Sranil. 4 02/03/26. CHOUSE. R P 

loledo Edison Co 3pp I.7I93 066 24* Fiche 30-346. 02/03/26. 

02031 COl 57 


~-B203lCOI61 Amend 43 to License N*rF-3, a 1 1 owl ng one-tfaie eitenslon 
62D331.re -tai surveillance interval for certain survelllanto 
r equ 1 ro/-ei>t s duo m Par 1982 

aTOL7.d F Operating Reactors Branch 4 02/03/26 9pp 

12193 073 34 * Fiche 30-346, 82/02/26. 02031 00157 


- -3203100164 Safety evaluation supporting Arvend 43 to License NPl'-3 
» Office of Nuclear Reactor Regulation. Director 82/02726 
12193 006 24* Fiche: 50-346.92/02/26. 8203100157 


- -0203-040050 Forwards RbU hanJur t 1 1 er. draft response to NRC 7'70V:*li 
request fer adCl info on peuer operated relief valve 
actuation b reactor trip frequency 

CaFRa.H a 1141-9 Bulletins b Orders Task Force 79/10/30 
IDPAEI .S II1I-2 Gullfftins t Orders Tasl Force 23pp 13769 UVl 
24* Ficre 50-CC0. 01 '06/04 . 020301 000 1 


6203040301 Forwaids request fer a<ldl info re Tni Actiun I te.-> If B I. 
RCS vents 

ETOlZ.J F Operating Reactors Oranch 4 02/02/10 CRCUEC-R P 
Toledo Edison Cc 7pp 12130 213 24X F i c he 50-346. 02/02/ 1 0. 
0203040301 


6203030124 Suo-sarites util responses to TUI Action Rian. Items 
t A I 3 [.shift oiann ing.Ite-: I C d.procedures for feedbecS 
of operattng erperlence A I tern t C 6. gutdance For verifying 
cerrect performance Responses adequate 

DC A2A710.A Operating Reactors Branch 4 02/02/ it C»r.OSE.f» F 

Toledo Edison Co 3pp 12109 304 24* Fiche 30-346. 02/02/ 1 I , 

0203030124 


0203020249 Requests add] Info ra defeat of under voB tag e relays, 
specifically proposed push button bypass of degraded grid 
relays Response should be suboitted within 30 days 
3r0LZ. J F. Operating Reactors Cranch 4 82/02/16 CROUSE. R. I' 

Toledo Edison Co 2pp I2D92 314 24* F i che. 3D-346. 02/02/1 6> 

82030 5 D249 


□303020236 Reguests addl info re analyses oP adequacy of station 
electric distribution s-gs voltages Results should be 
subnitted witbrn 3D days 

BTU'-i.J F Operating Reactors Oranch 4 02/02/16 CROJSE.R I’ 

Toledo Edison Co 2pF laOVO 010 24* Fiche 50-346. 62/02/ 1 6. 

62 030202 56 


--0203100165 Notice of issuance A avatlattlity of Amend 43 to Ltcen 
Nt'F-3 

STOt/. 3 F Operating Reactors Oranch 4 02/02/26 3pp 

IS193 091 24* Flcne 50-346.82/03/26.0203100157 


6203390160 Sub 1- Its correction to util B20225 Itr re NURF.0-0737. I tern 
ll K 2 l3. ' T bp rma I -Meehan I ca I Wept - Effect of iiRl on 
Vestel Integrity for Bmal 1 Oreal LUCA (1/No Aut(liary 
Feedwater • 

CROUSE-fl P Toledo Edison Co 92/03/03 OTOLZ.JF Operating 
Reactors Branch 4 Ip 12165 144 94* Fi che 50-346, 02/03/03. 

0203090160 


02031B0243 For*.ards Ugle Laos.ObU b ITT test repCs in response to 
020128 request for Info re environ qua 1 1 f I c a t ipn of safety- 
related elertrical equip-ient 

CROUSE. R p Toledo Edison Co 02/03/03 STOL2.J F Operating 
Reactors Branch 4 BTIpp 13334 276 24* F iche. 50-346- 82/03/03 

0203100243 


0203160503 forwards request for addl info on util response to sefet 
evaluation re environ qua I i f 1 ca 1 1 on of safety-related 
electrical equipment Response should be submitted In 30 
days 

3TOL2.J F Operating Reactors Branch 4 02/0.3/04 CROUSE, R P 

Toledo Edison Co 3pp. 12343 282 24* Fiche 90-346.82/03/04, 

0203 160503 


8203230069 ForulardS notice re revleia of Improved In-plaot iodine 
instrumentation under accident c ond 1 1 Ions. T HI Action item 
111 0 3 3 No technical deviations from stated positions 
requested 

CEAOAZIO.A U Operating Reactors Branch 4 62/03/04 CRCUSE. R 

Toledo Edison Co Ip 12392 336 24* Fi c he 50-346, 82/03/04, 

8203230069 


DOCKETED ITEMS 


2 


0PO3I 10299 A<Jvt9es that Inclusion of energenct) generator fur-l 

oil In QA projrao >)haiila be completed bg 820413 

CnOOSC.R P Toledo Edl'idn Co 82/03/09 STCLZ.J F Up elating 
Reactors Oranch <1 Ip 12312 193 Ftche SO-346. aS/OJ/OS. 

0303110299 


0303100131 Advi that c on'ni treiit to neat reporttii;) roqu i r od'en t e Foe 
TUI Action Ite'n 11 h J 3 re relieP valve !■ eofetg valve 
Failure) & challenges resolve) Item Requirements to he 
incorporated In lech Specs 

STCiLZ, J F Operating Reac tors Branch 4. 03/03/03 CROUSC- B I' 

Tciedo edtson Co Ip 13339 3fe7 34x Fiche 30-34h. 03/03^03 . 
03031801 31 


0303330169 Transmits application For amend to License NPF-;1, e 1 1 end 1 nq 
length oF Fuel Cqcle 3 

CJtOUSF.R P Toledo Edison Co 02/03/03 STOLZ.J F Oporatn.u 
Reactors Branch 4 3pp (3361 097 34K Fiche 30-246.09/03/03. 
8303390169 


— 0303330173 Application to anend License NPF -2. a ! I oj. I ng rector slaittip 
t/o trip & changing Tech Specs for safetg-grade an t 1 c i pa t or g 
ISiCtOT trtp sqs 

CROUSE, B P Toledo Edison Co 03/03/03 3pp 13361 099 Pax 
Fiche SO-346. 03/03/03. 8303330169 


--9J03320176 Proposed lech 0pec Tables 4 3-15 !■ 3 3-15 re antic Ipalorq 
reactor trip sgs I ns t rueentat t on 

• Toledo Edison Co 89/03/03 3pp I336r 104 24x 

Fiche 30-346.09/03/05.0203390169 


-"8903930179 “Davis-Besse Nuclear Poaor Station Unit l.Cgcle 3 - Ralo.id 
Rapt '* 

« Babcock %, ullcos Co. OAM-1707 03/02/30 94pp 19361 101.. 

34X Ftche 50-346. 09/03/03. 0203930169 


D3031 10001 Generic Ltr R3~04 to all licensees oF operating plants, 
applicants For O'- <• holders of CP re use of INI’O SEE- IN 
F rogram 

EISENHUr.O C Division oF Licensing 02/03/09 KAUCPURO. A 
Consolidated Edison Co oF Nsu York 3pp 19351 0.11 34X 

Fiche 30-000. 03/03/09. 82011 10001 


9303130147 Responds to NRC 030100 meeting request providing 
juSt 1 t 1 i a t i on lor continued operattun of Oavls-Qesse Unit 1 
in light oF recent makeup sgs injection line cracks 
discovered at Crgstal River 6 Oconee Nuclear Stations 

CROUSE. R P Toledo Edison Co 03/01/09 EI6EMIUT.0 0 Division of 
Licensing Ipp 13236 301 34X Fichs 30-000.03/03/09.8303150147 


B203IZ0334 Confirmation of action ltr re potential prohtem of 
cracking In safe end noiile on makeup sgs (. possible uear on 
related thermal sleeve at B&u facilities. 

KEPPLEB.U 0 Region 3. Office of Director 03/03/11 CnrJUSE.H f 
Toledo Edison Co Ip 13319 lOl 9qX Fiche 30-346. 02/03/ J I . 
03031 70324 


8303290241 Submits addl Info re NUREO-0737. 'C lar 1 F 1 c at 1 on of TUI 
Action Plan Requirements. " Items IfD348, 11 (14 per 
request Info concerns toilc 6 radtosetivs gases re control 
ropm habicahilltg t, training for mitigating core damage 
CROUSE. n r Toledo Edison Co 03/03/16 61ULZ. U F. Operating 
Reaclore Oranch 4 Ip 19438 343 34X F I c he 30-346. 83/03/ 1 6. 

630339024 1 


6200290333 Responds to NRC 030316 request For inFo on details o f 
Indlcatlon for operation of undervoltage relag bgpass 
pushbuttons Description of bgpass pushbutton & Indicating 
light end. 

CROUSE. R P. Toledo Edison Co 03/03/19 STOLZ.U F Operating 
Reactors Branch 4 3pp 13438 333 34X F ichq 30-346. 02/03/ 19. 
□303S90233 


S2032C0077 Advises of dslag until 1903 refueling outage for 
1 neta 1 1 a t loti of reactor coolant high point vent sgs per 
N'vRE0-0737 Item II 0. I Delag caused bg revised design of 
pressurlcer vent Revision 3 to design criteria encl 
CRCU8E.R P Toledo Edison Co 92/03/33 8TULZ. J F Operating 
Reactors Oranch 4 Spp 13447 344 24X Ftche 30-346. 89/03/92. 

8903300077 


□203300134 Foruards H Pratt Co Isolation valve analgsls in response to 
request for addl tnfo. 

CROUSE. R P Tolado Edison Co 00/03/93 STOLZ. J F Operating 
Reactors Branch 4 73pp 19449; 020 94x Fiche 30-346.82/03/95. 
6303300134 


8303300999 Forwards Info re NUREO -0737. Item 11 K 9 9. ”F8llurB Mode 
Effects Analgsls an Integrated Control Sgs " Status of nods 
cairhtttsd to in 800109 submittal encl 

CRCJSe.R P Toledo Edison Co 03/03/35 ST0L2.U F Operating 


0.’0330U333 Submits addl Info te design of final an ticipat or g reurtoi 
trip sgs. In respnnse to NUC request Fifteen oversiip 
jraulngs enr I Apert. ire cards are available in f'DR 
CROUSE. R P Toledo Edis.ir Co Oi’/OB/SS STOLZ. J F Opei ating 
Reactors Prai-rh 4 3pp 12445 306 94x riche 50-346. 03/03/3:.. 

0303300333 


li Inspection reports. II' bulletins h correspondence 


030.1010001 Addl response to FOlA request for DO categories of dncu<T».iM< 
ru N lRHj-066tl . “NRC Action Plan " Foijards ducuments Itsturt 
in Apps A. U. r b D Info partiallg withheld fref fUlA 
1. leisptlon 3> 

FCl.TOh.*. J li Division of Rules ai'd Records 01/CO/O4 MADCE'J. 1 .1 

/a ge. Sc ho 1 or . F I erman. Mags t, Handler 9pp 13750 006 .?4X 

,-lche 50-346. HI /CU/OA. 630D010C0 1 


-0CO7161OU3 Details utils responses to IE flullettn 79'03C. ''rijClv..! 
Incident at IMl-5uppl’ ForiparPs Duke Poue r Co 790B34 ltr. 

Toledo Edison 791101 ltr L fL Poaer Corp 791101 ltr 
descrlbtrig action talen in response to bulletir. 

CAPRA. R A riiI-3 Bulletins t Orders Task Force 79/11/0 ' 
ISRAEL. S l«;-3 Bulletins t. Orders Task forco app 12769 <i6'r 
34X Fiche 50-000. 01/00/04. 0203010.001 


G3030J051 5 Confirmation of Action re agreements reached at 03031'/ mg l 
eilt intervieu follauing emergeneg preparedness appraisal 
Corrective actions required for s I gr. i f i cant appraisal 
findings sutmttted 

kEPPLER.J 0 Region 3 Office of Director 03/09/33 CROUSL.B !■ 
lolodu Edisor Co 3pp I3L95 336 34 x Fiche 30-346. 03/03/33. 

0303030315 


0303360367 rori.irdS IC Insp ««pt 50-346/U3-04 on 030110-32 t. no I Ice of 
vi o la 1 1 a*. 

llORELtUS. C r Division of Project t Resident Programs 02/03/33 
CRDUSE. R p Toledo EJisdn Co L’pp 12434 030 34X 

Flchc 30-346. 89/09/33. G30D3603A 7 


--0203960970 Notice of violation from Insp on 8901 10-33 

riOREL Illfi. C E Division of Projoct L Resident Programs 09/02/32 

Ip 13424 030 34< l lihe 30-346. 02/03/33. E203260367 


--0203260374 IE Insp Rnpt 50-346/09-04 on 030110-33 None omp 1 lanci. nnli.t! 
failure of licensed operators to complete required reading, 
theiefere not cogniiant of des I gn. p roc edu re L facllilg 
c hanges 

KCLZIitH.M li . PC SCI .EL. J 11 Division of Project 8. Resident 

Programs 02/02/00 5pp i3494 031 94X Fiche 30-346. f13/03/;.'3, 

□303360367 


0903160339 ForaardS IE Mg I Meeting Hept 50-346/03-03 on 030131 No 
noncomp I lanc e noted 

S»ESOA90. R L Division of Project 6 Resident Programs 03/09/3'j 
CR0U9E. If f' Toledo Edison Co 3pp I330I 146 34x 

Ftche 30- 346. 03/02/93. B903160332 


--0903160923 IE Mgt Mooting Ropt 50-346/83-05 on 030121 No none orop 1 I ai.i 
noted Mojor areas Inspected corrective actions to areas of 
drautiig c on tro 1 * none onf or -none e repts T. personnel errors 
REYEO. L A . mu.NTF.R. 0 R Reactor Projects Ooctton 30 83/03/3:1 

Spp 13301 140 24X Fiche 50-346.03/02/33.8303160933 


0303110139 Advises that IF. Info Notice 02-01 . Rovl s I on |. "Auxillon, 
Feedsiater Pu-np Lockout Resulting From Ues C 1 nghouse M-3 
S-altch Circuit Mod." was sent to listed licensees 

• Heglcin 3. Office of Director- 03/03/36 Region 3. Office of 

Director Ip 13313 313 34X riche 30-000. 63/03/36. 83031 ID l'.19 


0303160090 Foruatds requests For addl Info needed to complete revieu 
of response to tE Bulletin 00-11. 'Masonrg Uall Design '• 

InFo requested ulthin 30 dags 

01ULZ.J F. Operating Reactors Branch 4 03/03/03 CROUSE.R P 

Toledo Edison Co 3pp 13333 113 34X Fiche 30-346.03/03/03. 

8303160030 


0303110079 Advises that IE Info Notice 03-03. "Environ Tests Of 
Electrical lerminal Blocks." laas sent to listed licensees 
« Region 3. Office of Director 03/03/04 Region 3. Offlte ot 

Director Ip 19313 344 34X Fiche 50-000.02/03/04,8203110079 


6303190333 foruards IE Info Notices 02-04. "Potential Oeflclencg of 
Certain AOASTaT £-7000 Series Tlme-Delag Relays' t. 02-03. 
"Incroosing Frequeneg oF Drug-Related Incidents 

> Region 3. Office of Director 82/03/10 Commonuea 1 th Edison 

Co Ip 19347 090 34X Fiche 30-000.83/03/10.0303190935 


8303960371 Forwards IE tnsc Rept 30-346/03-06 on 830137-38 No 
nonconpl lance noted 

hind. J A Division of Emergency Preparedness 6 Dperational Support 
rDriiaf.n P Inlean Ed lean Co 9nD 13494 139 24X 


■-£rn32<.Oe7" If Ins; Sept 50-346/83-06 c" 030137-38 Ns nontci^p 1 lani r 
notpa * 1 ajo*’ areas I’lSpecveO fro"'pV putltC nbt i F > t at 1 Cri/ 
uarnit>9 S<;S alt-tr pl<.-.e atpostre pat^wa, 

Rf'F.S.!. • NCCfO?. M • PATieBSON. J Olvlslcr of Enafpericj 
Prapareoness K Operational Support 83/03/10 5pp 12434 131 
34« flc^e 30- 346 83 '01/ 1 1. 8303360371 


S3')319D385 AOvises fat If Info Notice 83-06. 'Failure Of Stea'S 
Generator Prirarij 6i<l« f.arjan Closure Stuls." aas senl to 
iistec licensees 

• Be? Ion 3. Cfflce cf Olrector 83/03/13 Beplon 3. Office of 
llreclcr Ip le'JS'l .'03 34 « Pith a 30-C00. B3.'03/13. 0203\S03»1. 


--03O3O3O394 C-EB a3-003/03L *0 on 030136. BE 3007. c onta inirent ar 
radiation Control ronitor to safety features actuation sys 
csannel 4 failoC loui Eiact cause unlnojn New detector plac 
in SVC failed detector returned to vendor 

EcPfiEO.O I . SlOTJ -l C Toledo Edison Co 82703/34 f 
Office of Director 8pp 13133 348 34X Flcne 30-346.0; 
9303030393 


8203100337 Toruards CEB 02-006/031.-0 

p.uflBAV. r 0 Toledo Edison Co 03/03/35 KEPPuFB. J 0 nee 
Office of Oirector Ip 13183 107 24» Flcha 30-346. 03/0; 
330311:0337 


S.'7G333C669 Forjards IE Info Notice 02'O7. ' toadeowate Becunts 
Screenirg Pregraes ' Nc uritten response raguired 

s Beqicn 3. Office of Director 83/03/16 Coe--onuea I tn Edison 
Co Ip 13306 314 24» Fic-e 50-C00. 03/03/ 16. 8203330669 


P Ae-iodic operating reports t related correspondence 


--8303100330 tER 82-006/03L-0 on 830126. proPl en occurring on E 
4|60~volt ac circuit breaker AC113 detarnined reportable 
Sreater uOuld not close leten personnel attempted to start 
Cor.ponent cooling ii.'ater pur-p. Caused bg faulty breaker 
ftATHgNV. D Tolodo Ed 1 sun Co 03/03/33 Region 3. Offl 

Director 2pp 13103 ICO 34* FIche 30-346. 03/03/33. 82( 


8303050365 forjprps 'feraiannjal Nadtoactive Llguld t Gaseous Release 
Rapt oul- Dec 1901 •' 

rlvRRAV. I D Toledo Edison Cc 83/03/01 KEPPlER. J 0 Reglui. 3. 
Office of Oirector 1; 13133 364 34/ Fiche 30-346.83/03/01. 

«3C3030jB3 


U2G/C30366 1 anr.u it nadicactive Ci^uld *. Caseous Release ftept. 

„uI-Doc 1981 

• Toledo Edison Co E-3/03/28 73pp 13133 365 24X 

Ficne 50-34 6,83/03/01 9303050335 


3203160149 Forwards LEU 03-007/031.-0 

l-UfiRAv. T 0 Toledo Edison Co 02/03/03 KEPPLEB. J 0 R0( 
Office of Director Ip 13301 167 34X FlcAe 50-346.83/0; 
8303160149 


-8303160133 lER 03-007/03.-0 on 030301. spent fool pool water 
dropped below Tech Spec liirtt Caused by deficiency In 
SP 1104 43 Procedure .rod • T-6087. add ed re<|ulrlng siphon 
breaker on temporary line used to move water 
SENIUa.P Toledo Edison Co 82/03/03 Region 3. Offli 
Director 3pp 13301 168 34x Fiche 30-346, 03/03/03. 821 


0303190361 For.jards rente 1, cperating rept for Jan 1983 

“UBRAv. T D Toledc Edison Co 02/03/10 HALLER- N Office of 
^aragerprt and Progra- Analysis Ip 13330 33? 34X 

Ficbe 30-J46. 02 -03/10 0203190301 


0203170101 Forwards LER 03-OCa/03L-0 

MURRAY T D Toledo Edison Co 82/03/09 KEPPLER. J 0 Be( 
Office of Director Ip 13314 317 24X Fiche 30-346. 03/0; 
83031 70101 


.-820319039? Montsly eperatirg rept for Jan I 963 

SaRGOJR.O Faledc tdisoi. Co 03/02/10 I4pp 13330 320 34X 

F icr.e 50-346. 82/02/10.8203190301 


8203330/13 Forwards revised mcnthly operating repts for Aug.Nov 6 lire 
1970 

MvRRAV.l U Toledc Edison Co 82/02/16 Office of Managerent and 
Projran Anal.,sls I? 12300 336 34X Fiche 50-346.03/03/16. 

62033JO7I3 


-0303330733 Revision I to ironthly operating rept for Aug 19/6 
CACA. E C Toledo Edison to 02/02/16 U V3388 237 24x 

Fiche ;0-34t. 03/02/16. 0303330713 


-P303230729 Rpv I s ion I to ronth 
CA0A. e C Toledo Edison Co 
Fiche 30-346. 82/02/16. 6303330713 


operating rept Tor Nov 1978 
93/02/16 Ip 13388 238 34X 


--0303I70H9 lEH t3-009/03L-0 on 030300. d I f f e Ten 1 1 a I proseure 
P0T-30C0 failed A igh- render ing emergency ventilation sys 
train l-l inoporable Caused by Ice buildup on vent line 
outside aurlllary bldg Ice removed 

ISLEy.T Toledo Edison Co 93/03/09 Region 3. Offlc 

Director 2pp 13314 318 34X Fiche 30-346,83/03/09,021 


0303330346 Forwards l.EB 02 009/03L-0 

MURRAY.! D Toledo Edison Co 03/03/10 KEPPLER. J 0 Re 
Office of OUeitov IP 12302 102 34X Fiche 30-346.02/0 
8303230946 


--02O333O334 LEH 83-009/031.-0 on 020309 t< 0217, door 107 was f 
open Cause of first Incident was design deficiency Second 
finding caused by personnel error. Or 1 enta 1 1 on 6 
requal I f I ca t Ion classes i, contractor classes Initiated 
STOLZ.J Toledo Edison Co 83/03/10 Heglan 3. QfPle 
Director 3pp 13302 103 34X FI che 30-346. 82/03/10. 82 


--8203330734 Revision 3 to monthly operating 
CAOA.E C Toledo Edispn Co 02/02/16 
Flthc 33-346. 02/02/16. 0203230713 


rept for Dec 1978 
Ip 13308 339 34X 


8203290109 Forwards LEH B1-060/03U-1 

MURRAY. T 0 Toledo Edison Co 82/03/13 KEPPLER, J 0 Re 
Office of Director Ip 13414 330 24X Fiche 30-346, 83/0 
B303230I09 


& Repcrtable occurrences. LERs L related cor respondent e 


82030.30361 Forwards LfcR 81 07e/03X-l 

njRRAY. T 0 Tcledo Edison Co 83/02/17 KEFPlER. J 0 Region 3. 
Office of Dire; ter Ip 12090 269 34* Fiche 50-346.02/02/1/. 

8303030361 


— B3032S01 15 LER 01-063/031.-1 on 811024. QC Inspector found Hr. 
sealed core drill in firs wall In electrical penetration 
rooir 3 Caused by procedural inadequacy Hole stuffed w/ 
Kaowool ti filled permanently w/81sco 

MELSTAO.K Toledo Edison Co 02/03/13 Region 3, Off 
Director |p 13414 331 34* F I c he 30-346. 82/03/ 19. 020 


— 8303030363 LER 81-07a/03x-l on 811303. fire door 3080 to cable run in 
mechanical penetration rocs 4 found blocled open Caused by 
personnel error Door cleared 6 closed Training program being 
conducted for Inccmlng personnel 

MElSTAO. K Toledo Edison Co 82/03/17 Region 3. Office of 

OlTCCtpr 3pp 13098 270 34* Flcha 50-346,02/03/17.8203030361 


8203100492 Forwards LER 83 001/01 *-l 

MURRAY, T D Toledo Edison Co 82/02/33 kFPPlER. J 0 Region 3, 
Offvet of Diisctor Ip 12103 239. 24x Flths 50-346.83/03/33. 

8203100492 


--0203100490 LEH 02-001/01 x-1 on 8301 13. berated water storage tani temp 
was higher than initial conditions assumed In FSAR. Caused by 
lad of administrative restrictions on /rai temp Procedures 
modified to provide temp restrictions 

OATCH.S N Toledo Edison Co 83/03/33 Region 3. Office of 
Director 3pp |3I83 340 24* Fiche 30-346.02/03/23,0303100492. 

0503050393 Forwards LEH 83-005/03L-0 

MURRAY. T D Toledo Edison Co 03/03/34 KEPPLER- J 0 Region 3, 
Offlte of OiisttOT Ip 12132 347 34* Fiche 30-346, 02/03/34. 

8303050393 


8303310307 Forwards LEH 02-O1O/O3L-O 

MURRAY. T 0 Toledo Edison Co 82/03/18 KEPPLER. J. 0 Be 
Office of Director Ip 134 53 033 24* Fiche 30-346.82/0 
0203310307 


-8203310311 LER 82-010/03L-0 on 830218. during periodic test 
valve DH 10 found unlocted 6 out of pos 1 1 Ion, caus ing loss 
one possible long-term boron dilution flowpath Caused by 
operator errors Operators 6 supervisors counseled 
KOCIS.R C Toledo Edison Co 83/03/18 Region 3. Off 

Director 3pp 12493 036 24X Ft che: 30-346. 82/03/10. 82 


DOCKET 30-34B JOSEPH M FARlEV NUCLEAR PLANT, UNIT I 


J Insurance 6 Indemnity Information 


0203230264 Forwards Endorsement 3 to ANI Binder ED-73 6 Endor 
to ANI Binder EQ-63 

fielder. J Marsh U McLsnnan. Inc . M fc M Nuclear Consultant 
Div 02/03/16 SALT7MAtj, J Antitrust 4. Economic analysis 
ftitlllty Flnancel 3pp 12370 301 24X F lefts; 30-340. 02/C 
0203230204 


69'0}930634 Foruiardi Endorsemocit 40 to ANt Policy NK- 33 EJ 

FICLCEn> J Marsh & KcLcnnan. Inc . M (■ M Nuclear Consul tanto. Iiir 
OlV nS/03/16 SALTZMAN. J Antitrust h Cconointc analysis Q rone It 
tUtlllty Flnancel 2pp 12390 144 34X Fiche 30-340.(12/03/16. 

B20 3230634 


0203230617 Foruards endorsement# 41 «■ 42 to AMI Polity NF-238 

FlCLOERatl Marsh 6 McLennan. Inc . M (• M Nuclear Consul taiits. tnc 
Olv 02/03/18 BALTZMAN. J Antitrust k Economic analysts Qranth 
lOtlllty Finance) 3pp 19409 136 34X Fiche 30 -340. 62/03/ 10. 

0203290617 


M Antitrust c orr espondonc a 


0203190320 Forwards Municipal Eloctric Util Associates motion f oi 
ettcnslon of time to file responsive brief 

HjELMFElF.O C Hjelrafelt. D C HJEUrlFELT. 0 C Municipal Electric 
Utility Association. Alabama. 02/03/00 /Oi.LEO«N E. U 0 Court of 
Appeals, 9th Circuit Ip 12349 216 24X Fiche 90-340. 02/03/00. 

G 203 1 90 320 


--6203190334 Motion for eiienston of lime until 020310 to file rospniisivr 
brief. Brief of AL Power Co de layed. resu 1 1 1 ny in loss of 7 
day*. Crrtlf Icate of 3vc enc 1 

HjElMFELT. 0 C Municipal Electric Utility Association. Alabama 
HUFLMFEUT.D C Hjeleifelt.O C 02/03/00 U 9 Court of Appeals. 

3th Circuit 3pp 19349 217 34X Fiche 90-340,02/03/00- 

S203I90320 


P Operating license stage documents t, correspondence 


8203010001 AddI response to FOIA request for 30 categories of documents 
re M/REO-0660, "NRC Action Plan " Forwards documents listed 
In Apps A, B. C t< 0 Info partially withheld (ref FOIA 
Ecemptlon 3) 

FELTON. J M Division of Rules and Records 01/00/04 MADDEN. T ,1 

Mage, Be ha Isr. Flerman. Hays <• Handler 9pp 12790 006 24X 

Fiche 90-344. 01/00/04, 0203010001 


--0009200093 Forwards util response re autlllary foedieater flow design 
basis Raquests branch evaluation 

PARR, O D Autlllary Systems Branch 00/04/30 8PEIC, T Hcactni 
Systems Branch Ip 12793 117 24X Fiche 90-000.01/00/04, 

0303010001 


--G0032B1041 Forwards status of operating PUH auilllary feedwator sys 
evaluations fnr Wsstlnghouse. C-E 8, Dt>U NQOU plants. 

HATTHEWS.P. R Autlllary Systems Branch 00/03/29 UENAROVA. V 
Auclllary Systems Branch 14pp 12766 329 24X 

Fiche 90-000,81/00/04,8203010001 


--8010190619 Discusses Autlllary Bys Branch encl 8ER input re 
Imp lenrntet ion of recommendations for auilllary feedwater 
sys. 

CHECK, F 0 Assistant Director for Plant Bystems NOVAK. T M 

Assistant Director for Operating Reactors 00/09/20 TEDEGCO, R L 
Assistant Director for Licensing. lipp. 12792:294. 24X 

fiche: 90-000. 01/08/04. 0203010001 


--0OIO27O236 Comments on applicant response to NRC 791013 request for 
Info r# auilllary feedwater flow requirements Flow rate 
demonstrated to be sufficient 

8PEI8, T. P Reactor Systems Branch 80/10/17 PARR. O 0 
Autlllary Systems Branch. 2pp 12792.337. 34X 

Fiche 90-000. 81 /08/04. 8303010001 


8203030078 Requests Tech Gpec be proposed to incorporate qualification 
requirements for shift technical ad vl sor, MrREO-0737. 1 1 em 
1. A. 1 I 

VAROA. S A. Operating Reactors Branch 1 83/03/16 CLAVTON. F. L. 

Alabama Power Co 3pp 12109:197 24X F 1 cho: 90-340. 82/02/ 1 6. 

020303 0(}7B 


8203030430 Notifies that util does not intend to submit any 
applications between present l< 041231, In reeponse to Oenerlc 
Ltr B2-1 

CLAYTON. F L Alabama Power Co 02/02/18 UAROA, B. A Operating 
Reactors Branch 1. TEOEBCO.R.L Assistant Director for Elccnelng 
Ip 12082:328 24X FI che: 90-348. 82/02/18. 8203020430 


82030B0496 Forwards addl environ qual 1 f 1 cation info requosted in NIIC 
820119 ltr Only nonproprl etary info should be submitted to 
Franblln Research Ctr. Proprietary Info withheld 
(ref I0CFR3. 7901. 

CLAVrON.f. L- Alabama Power Co B2/02/19 VAflOA, 0 A NRC - No 
Detailed Aftllietlon Olven 4pp 12197:079 24X 

Fiche; 90-340. B3/02/19, 92030B0496 


8203100394 Foi wards I N/'O evaluatinn repts in response to 010906 !, 
0626 rebuests 

martin. H 0 Pegt'in 2. Offics of Director 02/03/01 TAVuCfi..) fl 

Division Ilf Project *. ReelCent Programs Ip 12189 007 24X 

Fiche SO 000 ll2.'03/0 1 . 0203100394 


-G20310039/ 'Evaluation of J.-! Farley Nuclear Plant " 

• Institute Of Nuclear Pruer Uperatlons 01/01/31 2SpP 
12189 008 24X Fvche SO-tiOO- 02/03/01 . 8303100394 


•3203150193 Forwards Amend 26 to Llcenso NPF-2. safety eva I ua 1 1 on. I 1 A. 
notice of issuance 1, negative declaration t, environ 
protection plan Arefid leissues entire Tech bpecs 

NEEVES. E A Operating Reactors Branch I 02/03/01 CLAVTON. I i 
Alabama I’owc'- Co 4cp 12276 ODl 24* Fiche 90-340.02/03/01. 
0203190193 


-6203150208 Arend 26 to (.iceiiso Nap- 2- r c i ssu ing entire Tech Specs 
VARGA. S A GparatKig Reactors Branch i 02/03/01 3pp 
12296 037 34X Fiche 50-340. 0.3/03/01 . 8.7031 30193 


•6203190310 Aeerd 26 to environ protection plan 

« Alabama Poaer Co 82/03/01 (5pp 12296 010 24 k 

Fiche 30-.T4Q. 82/03/01. 8203190193 


--0203I30212 Safety evaluaticn supporting Amend 2b to License NFI •;.’ 
» Office of Nuclear Reactor Regulation. Director 82/03/01 
I6pp 12296 029 24X Fiche 30-340. 02/03/01 . 82031 901 93 


--02031502I4 GIA supportif.g A.-send 26 to License N.91 -2 

• Office of Nuclear Reactor Regulation, Director 82/03/01 
339pp l2,-;96 042 24 » Fiche 50-348.02/03/01.0203190)9.3 


D2D315022I Advises t.sat util 011222 response does not .seet intent of 
isuflEO-0737 Item II K 3 30 re revised snail breal LOCA 
methods Analysis for r.Ofle 1 justification should be provided 
no later than 8207Q1 

VAROA. 0 A Operating Reactors Branch I 02/03/02 cLAYfON-F I 
Alabama Pnwer Co 3pp 12309 313 24X Fiche 33-340. U3/O3/0:.-. 

0203190221 


02O3I5OI39 Advises of c oirp I a 1 1 on date of assessment of procedures i, 
training program for natural circulation cooldown. In 
response to Oeneric Ltr UJ-21 Rept eipected 90 days after 
receipt of guidelines from Uest inghouse owners group 
CLAVTON. F L Alabama Power Co. 02/03/03 VAROA. 8 A Offlcn >■( 

Nuclear Reactor Regulation, Director Ip 12236 209 24K 

Fiche 30-340. 02/03/09. 82031 90139 


0203150149 Advises that delay In replace'sent of envl ronrenta 1 ly 
quallfted solenoid valves (ref IE Bulletin 79-0111) will not 
adversely affect facility operation Mods to four fire 
dampers delayed until fourth refueling outage 

CLAYTON. F L Alabama Power Co 82/03/00 O'REILLY , 3 P Region 
Office of Director 4pp 12296 230 24X Fiche 30-340.02/03/08. 

0203190149 


Q2031 lOQOl Osnsrlc Ltr 82-04 Lo ait llcensses of operating plants, 
applicants for QL 1, holders of CP re use of INFO 8EE-IN 
program. 

EteENhUT.OO. Division of Licensing 02/03/09. HAU&PURO, A 
Consolidated Edison Co of Neim York. CLAVTON.F L Alabe-na Power ( 
VAN BRUNT. E E Arliona Public Service Co 2pp 12291 031 24X 

Fiche 30-000.02/03/09.0203110001 


8203160208 Ac k receipt of 020216 request for proposed changes to leih 
Specs Incorporating shift tachnlcal advisor requirements per 
NUHEO-0737 Item 1 A I I Administrative procedures verify 
training prior to job placement No amend needed. 

CLAVTON.F L. Alabama Powar Co 02/03/09 VAROA, 8 A Office of 

Nuclaar Reactor Regulailoii, Director Ip. 12301 197 24Y 

Fiche 90-340. 82/03/09.820316030 0 


8203240438 Forward* request for addl Info to complete review of 
response to Nl,RE0-0737 Item II. B I re RCB high point vents 
Reply requested within 6 u> S Questions re technical merit 
of guidelines should be resolved through owners groups 
VAROA. S A Operating Reactors Branch 1 82/03/] 9 CLAVTON. f I 

Alabama Power Co 9pf 12406:349 34X Fiche 90-340.02/03/13. 

0203240438 


0203220358 forwards proprietary & nonproprietary versions of App A tc 
util 010910 ltr h startup rept Proprietary version withheld 
(ref lOCFfl 2 /90) 

CLAVTON.F L Alabama Power Co 02/03/13 VAROa. 9 A Office of 
Nuclear Reactor Regulation. Director 2pp. 12363 301 24X 

Fiche 90-340. 02/03/15.0203220398 


268 


DOCKETED ITEMS 


‘l»'035PcHb0 I ( hhc : : > ng of pToprictarq not I re fuel a S9»<'t 1 1 i-t 

>er otil roqueat tie* ICCfUa /90> Affidavit ent I 

UIESEf-A'.M. » A .festinqhouee Clecteir Coi-o UJ/Oa/O^ VAH«A. U ft 
Otic- a HI'S Aoaetore Drone *■ l 7pp IP3&J; 303. 247 

Fir he 30-34 3. 32/03/ I 4. R?032203'jq 


320.3520364 No nprnp i i e ter .j version of App A to i/til 8109 lO Itr. 
of ‘Uiite Ctao.o o* FarVeq Optf>lie3 fuel Oenunotr at t on 
/tsountlieo After One C^rle of I r r ad I a 1 1 ori 
• f.laia'a Ooj,er Co B|/09/10 ipp 12362 310 24* 

f I Che 5£>-:K.d. 02/03/ It-. 0203320396 


0203290513 fpf.aard<i revpnnee to front I in Datearch ln«t 611023 
technical evaljocion rept re NORCti-OAl 3. ’Control of iippvq 
tcadc at Ni-ctear Peter Plarta ■■ Tu.elvo cversite Jrauin 9 & 
eiie 1 Aportpre tardt are available ir- PCn 

Ci.ftVtO‘J. p t Alala-a Pouer Co 02/OJ.'J9 FIEtrfHUT.O (j Divicton 
wf 1.1 tent IOC U 12442 001 24« Kicro 90-.34B. 02/03/ 19. 6203290'.. i.i 


■J Inspect t.m -pporto. If Bulletins t* c orresp ondenc e 


020302090/ rtiruaros le Jr.sp «ejt» 90-34R/S2-01 t. 9O-'Jfa4;a2'01 
cr 020104-00 Nu r c r c emp 1 1 am e noteo 

V.CCLOQC.P 3 n tall or Pt:.jett Brancr 2. Q2/O2/02 tlCCOrlALD. 1* I’. 

Ala>a-a Po_er Co 2 po I2CB6 276 34» *- 1 e h e 50-348.02/03/02. 

0253020907 


-C3Cj0209Pi IE I nap Depts 50-340/B2-0 1 A 50-364/03-01 on 670104-06 
No 'it.necApt lancP rcted Major areas inspected licensee 
at t 1 on on previous enf o r c erpn t o-atters.OA prooram annual 
revieie f. ifesiqn (han^es t a-od s 

f REO'l ICKfiO'i. H . UPRIOiif.C M Er.gineering Inspection Branch 
63/01 /.?0 7pp 13-50.6 OCO 24)f F I c he: SO-34B. 63/02/03. e30302050'/. 


y.7',3CG0549 Foraarcs IE Info huttre 82-0 t . Rev t s i on 1. 'Auilllarp 
feeCttiacer Pt-r-p coccoot Resulting Fron Mest t nghouse W-3 
SaiLch Ctic'uit Muc '* flo response required 

IIPEILCv J P Aegioi- 2. Office of Director 63/03/2*, uliiRio. |( f 
Flsrtoa eo..eT v Light Co DAU..»- C . l*AaftCfl.M O. Duta Pov.er In 
4pp I3I59 16,3 24)1 fiche 90 -COO. 83/07/36 . 6303060349 


P303i00j0t for..arJs IE Safeguards Insp Ifepts 50-340/62-09 i 
50- 244/62' 04 on 620207.13 Mo none onp I lane e noted Pepts 
tilthheld Iref |0Crn7j 31) 

uCS’O.f J Oivisinr of Project ResiJent Prograrts 63/03/02 
MCPONAl D. f’ H Aljtia~e I'ouer Co 2pp 13106 137 34)s 

Fi cne 90 34U. 03/0.3/02 6333100301 


<333315023/ Fnruiards re'iuest for addl Info on IE Bulletin 80-11 re 
aiasonri, laalls Response requested silthin 45 dags 

UAPOA. 5 A nporatin) Reactors Dranch 1 63/03/04 CLAVTON. f L. 

Alapama Pa<.e« Co 9op 13310 tl7 34r r»tNe 30-346.83/03/04. 
02031 30227 


<*203170441 Foruarjs IE Info rJntice 92-03. ''Envlroii Tests of Eleclilia) 
fer'sinal Dlocts ’* 

OTcFtLLf.J I' pegior Z- Office of Director 63/03/04 ijHPIP.Ir F 
ftorida I’oirer t, Light Co MCCOMAl.O. P P Alaba-ta Power Co 
-•□■neb. 6 A Carolina Pniuer i> l ight Co 4pp 13313 309. 34X 

Fiche 30-000. 02/03/04.930317044 1 


6203130149 Advises that selag in replacement of rn v t ron/venta I I g 
qualified solenoid valves iref IE Bulletin 79-010/ will not 
adverseig affect facllltj operation Mods to four fire 
da-hgors delaqed until fourth refueling outage 

CUAVf(l.'*.f L Alahana Power Co 63/03/06 n'BEItLr.tJ P Region 3. 
Office of Director 4pp 13356 330 34* F tche; 90-346. 02/03/00, 

6203190147 


0203170919 Foruards IE Info tlotlte 02-04, “Poteottal OoFstteneg pf 
Certain ASftST AT £-7000 Genes T l<re-I>e I ags, " fc IE Info 
Motlce 62-09. "Increasing frequenrg of Orug-Helaled 
Incidents “ 

0'RF.1LLy. JP Region 3. Office of Director 63/03/10 OHPIC.R t;. 
Florida Power b Light Co DAfL.L C . PARKER.S*. O Oute Power Co 
4pp 17331 206 34* Ficfie 90-000. 03/03/10. B3031 709 1 9 


6203230971 Supr i Ls «sddl Info requested bg NRC re 1£ Oulletin 80-04. 
"Anatgsls of Ph9 Main steam Line Oreat M/Contlnued Feedwater 
Adititlon ' Mam steam Isolation sgs 'seets r equlrea-ents of 
IEEE Std 379 |<77l 

Cl.AVrON. F L Alabama Po-»er Co. 63/03/12 VAROA. 6 A NHC - Wo 
Detailed Affiliation Given 3pp 12390 l2A. 24X 
Flchs 90-.348. 82/03/ 13. 020333057 I 


6203290461 Foruards IE Info Notice 62-06. •’failure of Steam Oenerator 
Prlrarg Side Ma-nwag Closure Studs ” Me. larttban response 
reques tod. 

O'ftEn-U’/, 0. P Regions. Ufflce ot Olrector. 83/03/12 UHHIO.RF 
Florida Poiaer $, Light Co. CaIL.L C Duke Power Co STAMPlCV, N I 
Mississippi Power *. I.ight Co 5pp 12409; 186 24* 

Fiche 50.000. 02/03/13. 6303250461 


8303360290 Foruards IE Into notice 33-07. ’’ Inadequate SeiuTltg 
Screening Piograne " 

O’BEILLV. ,1 P Region 3, Office of Olrector 02/03/16 UHRIU.R E 
Florida Peter L Light Co MCOOWALD. R P Alabama Power Co 
JONES- J A Carolina Power <. Light Co 4pp 12424 107. 34X 

I lC‘'e SO-COO. 62/03/16. 6303360390 


R Periodic operating reports L related correspondence 


8203190427 Forwards month tg operating rept for Jan 1902 

CLAYTON. f L Alabama Power Co 03/02/19 Office of Management 
and Projraa Analgsls Ip 13391 060 34* Ftcho 50-346,03/02/13. 
0303190427 


--6203T90A3*! Monthlg operating rept for Jan 1982 

HARRISIOM. U 0 Alabama Power Co 62/03/01 4pp 13391 069 
Fiche 90-340. 82/02/19. 0203190427 


6203160393 Foruards monthlg operating rept for Feb 1962 

CLAvrUV. K L Alabama Pouer Co 63/03/13. NHC - No Retail ad 
Affiliation Given Ip 13305 316 24X Fiche 90-348.87/03/13. 
6303160397 


--8303160396 Monthlg operating rept for feb 1962 

HAIASroM. N 0. Alatama Pouar Co 03/03/01 Hpp. 173D9. 317 74 

Fiche 90-340.03/03/13.0203160392 


S Reportable occurrences* lFRs L related c or respondence 


9203060952 Forwards lERs B3-002/Ot/L-0 L 01-006/03L-0 

CLAY ION. F L Alabama Power Co 82/07/26 Region 2. Office of 

Director Ip 12156 349 24* f I c he 90-340. 82/02/76. 9303060552 


0203080960 LER 62-007/03I. -O on 630139. rad la 1 1 on monitor fl24A 
I c one ain-sen t gaseous acttvttg purge t. sihaust isolation) 
declared inoperable Caused by flow fault due to pump 
(allure Pu.->p replaced 

llAIRSrO*.’. M 0 Alabama Power Co 03/03/26 Region 2. Office o 
Director Ip 13196 346 34X Fic he 50-340. 02/02/26. 6203000352 


■ -0203060976 LCR 62-006/03L-0 Oh 020120. dvr Ing realigciment of swing C 
pump to A tra in. miscel I aneous header misaligned 
c r OSS- c ohhe c t ihg two CCu loops Caused by Failure to pSTfarm 
Ff/P-3-SQP-23. O Valves prppertg realigned 

HAIRSTOM. il 0 Alabama Power Co 03/02/36 Region 2. OfPicB o 
Director Ip 13196 247 24X Fiche 90-348. 62/02/36. 620301305 32 


6203230460 f'or-jiards LER 82-004/03L-0 

CLAVTON. F L Alabama Pouer Co 63/03/10 Region 2. Office Of 

Director Ip 13362 330 34)1 F’lthe 30-34 0.03/03/10.6203330400. 


••-8203230487 LER 87-004/03L-0 oh 83013B* seven unsealed penetrations 
determined to be inoperable fire barrier penetrations 
Penetrations sealed L visuallg Inspected. 

HAIRBTUN.N 0 Alabama Power Co 82/03/10 Region 2. Office c 
Olrector 3pp 17302 331 24X ft c he 50-340. 83 / 03 / 10 . 6303330460 


OQCK.ET 90-390 LOCMiCEO-CCOROIA 


O Adjudicatory correspondence 


6203070194 Memorandum L order directing intervenor answers to Joint 
Applicants motions Far summery disposition of Contentions 
9. 6B b 7 to be filed so that ASLB will have answers by 
630319 

LAfO. R n. Atomic Safety and Licensing Board Panel. 02/03/03. 
Joint Applicants - Palo Verde 3pp 12164.109 24X 

Fiche 90-556. 63/03/03. 6303090154 


DOCKET 50-392 LIMERICK OENERATINO STATION. ON 11 t 


A App I icat ion/ construct toh stage documents L correspondencs 


8202190.303 Forwards suggested agenda for 620311 probabilistic rlsi 
aseessment technical review meeting ui/utll. 

THAOANt.A Reliability b Risk Assossmant Branch 82/02/03 
SCHMENCCR.A Licensing Branch S 2pp 12147 033 24X 

Fiche 90-35?. 82/03/03.6303190363 


B303010372 Forwards request for addl info re Unresolved Safety Issue 
A -l. -'Wat rrhammer# " A-ll. "Reactor Vessel Matls Toughness. " 

A-17, ’’Sys Interaction In Nuclear Power Plants." A-40. 

’’Seismic Design Criteria." A-43. A-44, A-43, A-46. A-47 ti A-40. 
SCMFiEKCER. A Licensing Branch 3 03/03/09. BAUER. E. 0 

Philadelphia Electric Co 30pp 17073:326 24X 

ric he 90-392. 82/02/09, 6303010372. 
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191 Ottcu»srs neulv Initlatetf proj;rar> of porforning indo pi'ridcitl' 
"^atorij piping analM&l« on aelectod piping sga Info 
•»<5 from otil intludoa nafetg relief valve diachorge 
f «<,« Site Teetinq tentatlveiq ocneduloil for (130303 
«C£A'0 l.lcensinq Oranch 3 02/03/10 OAUER-E 0 

felphtd Electric Co 3pp 12130 014 24X 

30-333. 03/03/ 10. 820304049 1 


>03 01^td^s®% pToqra«v tor upprator thift per^annal \jovVahnp® «■ 
tended in flURCG-0303. 'fKl-2 l-eeton® Learned Tast Force 
Rept Attendance of liceneed eliifl peitonnel at 
>*|7 4<;3rliphop in Qqpton.liA re^ueeted 

ur.OO Dtvielon of l icensing (12/02/lC>. OAUCK. C 0 
lelphia Electric Co 3pp 12130 034 34x 

30-332. 02/02/16.0203040503 


137 Notification of 820303 neetlng u/ntll in Po 1 1 s t Ou.n. PA to 
IS c onf I r<ra torq piping anolqsls 

Ml. H Licensing Oranc h 2 02/03/19 5CIMENCER. A Llcmsl'-g 

> 2 4pp 12112 340 24X Flche 30-332. 02/02/ 19. 0203030337 


136 Confirns 020303 fieetlng date to provide requested infn > ■' 
l/relief valve discharge piping sgs.per NRC 020210 1 ti 
:v. E J Philadelphia Electric Co 02/02/24 fiCUWEflCERA 
ilng Oranch 2 2pp 12079 OlO 24* Flche 90-352. 02/02/24. 
10636 


>64 Advises that suggested •seotlng foe eartg Mar 1902 hos hem 
'8d to provide opportunity for NRC to oia-rine submitted 
'0 unresolved safety issues 

:v,£ J Phtladclphia F.loctrtc Co 02/02/34 SCKUEMCER. A 
ling Oranch 2 2pp 12006 312 24* Ficho 30-332.02/02/24. 

’0664 


790 Forwards Reactor Oys Oranch. Cheeil c al Engineering Oranch 6 
Sys Oranch requests for addl Info re F0AR sections 6 
3 2-1 Response requested within 7 working days 
ICER.A Licensing Oranch 2 02/02/23 UAUEH. E 0 

lelphia Electric Co l6pF 12293 344 24* 

30-332. 82/02/23, 0203130280 


163 Responds to Generic Ltr 02-01. now applications survey Util 
) applications which would fit into sic categories 
If led In 820112 ltr 

iV.E d Phtladelptila Electric Co B2/0'J/02 TED&SCO.R I 
tant Director for Licensing Ip 12167 325. 24* 

90-000, Op/03/02. 8203090305 


389 Forwards requests for addl info re KHAR review Response 
jle requested within 7 days of receipt of ltr 
yCER.A Licensing Oranch 2 62/03/03 QAUER. E 0 

lelphia Electric Co 7pp 12342 322 24* 

30-332. 02/03/03.8203100383 


161 Forwards request for addl info ro Gectlon 12 6 other 
sent sections of FSAR Info needed In complete review 
dCER.A Licensing Branch 2 02/03/00 OAt/ER, E O 

lelphia Electric Co 8pp 12342 234 24X 

30-332. 02/03/08. 0203100461 


>01 Oenerlc Ltr 02-04 to all licensees of operating plants. 

:antt for OL 6 holders of CP re use of INPO SEE- IN 

i.-i. 

d\>T,D O Division of Licensing 83/03/09 HAUEPUftO. A 
lldated Edison Co of New Vork 2pp I223I 031 24* 

30-000. 82/03/09. 02031 10001 


>76 Informs that util will respond to questions In NRC 020226 
14 FGAR revision. on 020903 

EY.e J Philadelphia Electric Co 02/03/10 eCKUENCER.A 
ling Branch 2 2pp 12306 01 1 24* Flche 90-392, 03/03/10, 

50376 


499 Summary of 020303 meeting w/utll.PNUL 6 Oechtel In 
town. PA re confirmatory piping analysis to be 
rniad as part of safety review 

3ri, H Licensing Oranch 2 82/03/19. Licensing Oranch 2. 

12406 313 24* Flche 90-332,02/03/13.8203240439 


399 Responds to NRC 820303 ltr requesting date addl info will 
□vlded to NHC Util will respond via FRAR revtstori 
g wl of 820317 

Ey.E d Philadelphia Electric Co 02/03/17. SCHUENCBH.A 
sing Branch 2 tp 12391 017. 24* F 1 c he 30-332, 82/03/ 1 7. 

30593. 


247 Acl receipt of NRC 820308 1, 12 itrs requesting addl Info. 

dill respond vt« FSAR revision during wt of 620531 

EY.E d. Philadelphia Electric Co 02/03/23 SCHMENCEH.A 

ling Branch 2 Ip 12446 068 24X Flche 30-332.02/03/23, 

00247. 


6C0.'l30jl44 Np'ifies f.it Oft 19»34 const c cm; I et lor. dale ‘or Unit 1 
enrsis(^rit wi/i^nQim^ eanst effort 

I’RADLfrv. j Ph I Jpf. I cS 1‘lectrti Co fiJ/03/^4 EtSeNHUT.IfR 
Oivlsiun of Llcensin; ipp 12449 1 77 24* Flche 50-332. 02 /0'l/;’1. 

32033C0I44 


0203290.J49 Advises t'at f.'PR Cuard i>nt i f i c at i or policy set forth In Mill 
Ufc Ltr 19 Pi>ltcy follc>.ec so tf. <>l 3ua*d No 1 1 f 1 1 .it Ion 
82-0(1 not irfvioed to I Ir trick A8l 0 

SCUc-'FN'JER. ,' Licensiiy Tiraifch ? 02/0.3/26 LFMtS.S U Healing 

firanch 4 Ip 1243/ .-JO 24* Flche 50-000. 02/0,9/26. 0203290349 


-8201010207 Board Not i f I c .i 1 1 oh G2-F.0 forwarding info re errors in hU(f 
vessel w.itcr level indication 

ICUGStO.R I Assistant Oiiector for Licensing 02/02/Cfl 

Atovic Lafoty and Licensing Board Panel ?0pp 12437 23/ 24* 

Fiche 20-000.112/03/26- (L"03:*90349 


--02021 10034 Forwards suirnai-y of Reactor Eys Branch 6 I ns t rumeh ta 1 1 nu i. 
Control 6ys Branch sack conpleteO under Task Interface 
Agr eerie II t. Hl-Cl- 'Pilgris 1. Water Level Instrui-entation 
Else I I la 1 1 iin “ Co'r.--.ent s / r-ec o*rendat i ons requested by 82012/ 
npEIS. 1 P AssisteiiC Olrpttot for Reactur Safety 03/Ol/l'‘ 
FATtsON.R j Oi/ision of Systems Integration rpost 0110031 <Nip|. 
12437 .-loa 24» fltna 50-000.02/0.1/26,8203290349 


0233300195 Concurs w/3WR owners group 0PO2'O3 ltr re schedule of Null! ii 
0737. IVtr. 1 1 h 1 VW. 'Oc4 of Auluretvi Oepr essur 1 1 el lori 
System lAIISI Logic ' Supp 1 to urigiiial study proposed in 
820205 ltr will be Subsitleri by 020930 

CALIRO'^F.S L PhvUdolph la rlectr »c Co 02/03/26 E ISGtUiUT . li i; 

Division of Licensing 2pp 12450 045 24* Fiche 30-000. 82/03/ J6. 

B2033C0195 


f Security, medical, emei yency *• fire piotection plane 


il..'')2090l /4 Forwards util ruspniise to NRC 01 1230 to.n.sents on farllltii 
guard training A qua 1 i f I c a 1 1 on plan Enel -withheld iref 
tOcrH73 21 ) 

BRaDI Ey.E ,J Fsi ladulpi.la Electric Co 02/02/03 SCHUENCER-A 
Litousln.j Qr,iuch 2 4pF 11063 001 24* Fiche 30-352,02/02/0.1. 

02026901 7 


0203050201 Requests mir.or revisions to safeguards contingent-/ pt/.ns 
Response required -within ,30 days of ltr 
SCHUFNCER.A Ltceiistrg Branch. 2 02/02/10 BALER. £ C 

PI. V Vado Ipbi a Electric Co 4j.p l2t30 209 24* 

Fiche 50-352. 02/0.3/ IR. 023303020 1 


0 Ad fud icotory c ori rspandenc e 


0203230572 N'alice of ap;e.|iance m proceeding Certificate of 
Sve eric 1 

CHAM. E I Mearing Dronch 2 02/03/22 3p p 12409 206 24* 

Flche 50-332. 82/03/22. 0203250372 


8203290333 Forwards Board Notification 83-00 pel ASt.D 020217 order A 
eiplalns why notification not filed In instant proceeding 
when filed in other dockrts bl/o one I 

LEIJIS. b H Hear in; Branch 4 02/03/26 BRENNER. L . t-CRRlS. 1> A . 

COLE- R F Atonic Qafety and Licensing Board (’anel 2pp 12432 360 

24X FIcho 50-332. .32/03/36. 0203290333 


0 Inspection reports. t£ Uulletius A correspondence 


8203160158 Forwards IE Insp Pepts 30-352/02-02 «> 50-393/02-01 on 
U20126-29 A 0201-02 My none ciep I lancQ noted 

r-ARTIN. T 1 Division of Engineering A Technical Programs 02/02/35 
KEMPER. J 5 Phtladclphia Electric Co 2pp 12299 lit 24* 

Fiche 30-332.02/02/35.8203160130 


--0203160162 IE Insp Pepts 50-352/82-02 A 50-333/02-01 pn 020126- 29 A 
0201-02 No none omp 1 1 anc e noted Major areas inspected 
licensee week activity A documentat t on re Installation of 
electrical equipment 

PAOLINO-R .1 , VARElA.A . EBNCIER.S D Division of Project A 
Resident Programs 02/02/24 6pp 12299 113 24X 

Fiche 30-332. 82/02/33. 0203160158 


0203050440 Forwards IE Info Notice 02-0 1 , Revl s Ion I, -’Auclliary 
Feedwater Pump Lockout Resulting Fre-n Uestlnghouse M-2 
Switch Circuit Nod " Revised Table 1 is also enc 1 to 
Clarify circuit diagrams No written response required 
HAYt.ES.R C Region 1. Office of Director 82/03/26 OTGOLU. J D 
Consolidated Edison Co of New York TALLMAN. H C. Public Sei-vitt- 
Co of Nea liampshiie MCNEILL. C A Power Authority of the State of 
New York 3pp t2l37 177 24X Flche 30-000.02/03/26.8203030440 
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3. ti»spOict »5 fi,V.‘0< 11' re . i o I at i to? r.cteif Iti IF I nip 

5* 35,'/P;-03 *. JO -.153 82- OC Cjri-actwe actioni 
• or.le 4 t r Ilf » 1 V f f»ai ♦or catlt i'dll Sr perPori'ai aftrr ani; 

■’eat tfeatnenti retulreJ 4, ■’at I spec 

i-EriFEH J S Pt. I taJelfhu tl»c<'ic Cc 92/03/11 l!A>M£S.fi 1. 
Pe^io*' t. Otttte at Diret ter J J e 1 23Cti C64 24 7 

rit-e 50-152 82/03/1 r;».> 11402.' 7 


ej553tC.'j33 f ■» .ate-, IE trie t.ctivi - reilurt ct Stea-o Cetici atoi 

Crirara SiOe t1a’<.aj Cloiire Et^iai ' fia ittitten rripertr 
te-jut t CB 

HAti.ES li C Pejicr 1. Clti.'a pf Director 82/03/12 O'lrCLL-J I’ 

Lonio 1 1 Batee rotio/i Ec 4t *.ew VotV 5pp 12452 094 244 

t ic Be 5o-0<0 82/01/12 8/1.1310333 


92'”/ 11 70271 Fe'^arpi IE Infc t.ctice 1*2-01. "Enviior Tetti of Electtiiol 
ler-iir-al DIucte ' 5. ;o.- liter retpo’ie reQuireB 

iiAii.EE.P C Pejicr I. OlFi.'e rf Oirectcr 82/03/15 Q'TOOtt-J 1' 

lortolieaied Eoiior. Cc cf Oev tort Opp 123|2 239 24X 

Fir'e 50-000 02/03' ! 5- 02>‘>31 702 7 3 


821317048* fcr^sim IE Irfo lictic«4 02-04. Pateniial Oetlciencij of 
Ceriair aCASIaF E-/01O Serirt T iiee-'Ce lap Helaiit" & 02-05. 
'(orreati’) rre:|uerii, of Oivs-Relaced Incieentt 

HA/r.T*3. R f Re 9 ioB 1- Office of Director 62/03/15 O'TODlE..! 1> 

I'.ci »cl jd-ited Ediia’ Co of Nea vorii 5pp 12320 021 24x 

ficre 3C050 02-03' I 5. 6Sfl31 704114 


82132302*9 Corljrirt p 1 4’ to perfrrri indepeodent verification Inep ustiio 
••HC NOF van 4 contia/tor tecBnician, Intp jill con'ence on 
020115 E tafe aopret 4 ueeit i iceotee r e;re sentat 1 vet v/lll 
te app'iead of prp;fe4i 4 fineirge 

rASTtfJ. 7 I Rector. I- Office of Direclur 02/03/15 PEP1>£R. ,1 !i 
p’ 1 1 ad e Ip - 1 a ElecCiic Cc 2op 12370 3J0 24 k 

l lc*e 53 152. 82/03/15 02 132-10269 


0203230314 Ac 1 receift cf 0i'O3O3 Itr Informing /.KC of «tape tdteii In 
cotrett -ictat'.ori note! m IC Incp Pegla 50-352/81-17 t, 
53-333'01-15 

SlAROeiECv 1 . B Oi.iilen of pToject 0 HeMdirvt Ptogra-B'i ea/01fl‘1 
rEHPfH.J 5 PI. I ladelf BI O Llecttic Co Ip 12385 256 24If 
Fitne 50 352 02,01' 15 3203230314 


--8203230319 Retpencs cc flPC 020204 In ra violaticOi noted In IF Imp 
Septi 50-352 ;b 1-17 I. 50-353/01-10 Corrective actlont 
rpclaar Clati 1 pipe ipcol inipecCeC t min c'all thiclneift 
lean ' I f led 

nOKEP.VS piiladelphia Electric Co 02/03/05 HAYNES. A C 
Region 1. Office ol Director 4?p 12305 257 24* 

PicBe 50-352. P2/03/I5. 620123')3I4 


82033103*1 Porcardt IE Info Malice 02-07. 'Inadequate Seepntg 
Screening Prtjramt '■ llo ernten reiponee required 

iiAymES.P C Region i. Office of Director 92/03/16 O'TOOLE. J U 

Contdliaate7 Ediion Ca of Meu York Spp 12455 0/3 24* 

FlcBe 3C 000 02/03' 16 0283310361 


B20'J3I0554 Ac I receipt of 020311 Jtr infor.iiing NRC of etept taten to 
correct violationi noted in |£ Imp Repti 50-352/92-03 6 
50-353/02-02 

SFaroSTECkI. R Division of project 6 Resident Programs 92/03/24 
pEMPER. J S Pii I ladel pB 1 a Electric to ip 12452 29* 24* 

FicBe 50-352. 62/03/24. 02-13310354 


DOCnEl 30-353 LIMERICK CEMERATinO SIATICM. UNIT ? 


A Ao;i icaticn/construction stage documents 6 correspondence 


02O2l'IO392 Fof.aards suggested agenda foe 620211 peobabll 1 s tic risk 
assesftiiiefit tecfipical revieu meeting :ii/uttl 

iHAOAHliA Keliatiiliti, t. Risv Assessment Branch 02/02/03 
SCI/UEnCER.A licensing PrancB 2 2pp 12147 032 24* 

Fiche 50-352. 02/02/03. 03&219O363 


82030I0J/2 For-aards req -esl for addi Info re Unrasclvod Safetg Issues 
A-1. "Uaterham.mer, " A-ii, 'Reactor Vessel ftacls Toughness. “ 

A-I7- 'Sgs Interaction in Nuclear Poiaer Plants." A-40. 

"Seismic Design Criteria. •' A-43. A-44. A- 45. A-46. A-47 t, A-A9 
SCH/iENCEiR. A Licensirg Branch 2 BP/02/09 BAUER. E G 

Philadelphia Electric Eo 30pp 12072 326 24x 

riche 50-352.03/02/09.8203010372 


6203040491 Discusses nevilg (nitiated program of performing independrnt 
(onflrratorg piping analysis on selected piping sgs. Info 
required from utH includes safetg relief valve discharge 
piping sgs Site neetirg (entatlvel-g scheduled for 920303 
SCHUENCFR.A Licensing Branch 2 82/02/10 BAUER. E C 

Philadelphia Electric Co 3pp 12130 014 24* 

FI the 50-332. 62/02/ 10. 8203040491 


0201040505 Discusses progiae fur operator shift personnel uorlshops at 
'rec P">.neneed in f.URL'G 0985. "TMI-a Lessoiis Learned Task Force 
Final Rept " Atcei'dancr of licensed Shift personnel at 
920316-17 ao'kshcp In Roston.MA requested 

£ISEN.*'Ul-n 0 Dl VI stun of Licensing 82/02/16 QAUER. C 0 
Phi lade IpMo Electric Cn 3pp 12110 024 24 X 

Ficfe 30-352. 02/02/16.9203040305 


820301033/ Not i f i c at I «n of B.ICSOI r-eetlng u/atll In Pottstoun.PA to 
discuss ccnfirmatoTg piping analysis 

m Licensing Branch 2 02 /02 / 1 9 SCHIvEMCER# A Lice n si ng 

3rancn 2 4pp 12112 .1*18 24* Flche 50-352.82/02/19.8203030337 


np&ScaOEOh Conf IIT.S 020303 revting date td provide requested Info re 
safetg .'relief valve discharge piping sgs-per MAC' 020210 Itr 
0ftAD’_EY.E J PhiladelpMa l.lettrtc Co 02/02/24 SCHUEtiCFR . A 
Ltrensm; Oi ai.th 2 2pp 12079 010 ?4x Ficho 50-332. 82/02/24. 

ri207i02D656 


0203020664 Advises that suggested meeting fdr earlg Mar 1902 has her' 
deferred to provide oppartunllg for MRC to etamlne subolttad 
Info re ur.resaJved safecii issues 

3RAD..CV.F J Philadelpria Electric Co 02/02/24 5CU..ENCER.A 
Licensif.g Branch 2 2pp 12006 312 24X Flche 90-332- 82/02/24. 

B20302C664 


0c'03130?00 Forwards Reactor Sgs Orafc h, Che-hl c al Engineering Branch t 
Potver Ugs Branch reguests for addI Info re FGaB sections 6 
Tahle 3 2-1 Response requested g.ithrn 7 working dags 
SCrrMEMLER-A Licensing O'arcn 2 02/02/23 BAUER. E O. 

Philadelphia Electric Co I6pp 12293 344 24x 

Flche 30-332. 82/02/29 8203150200 


‘ii.03090585 Responds to Oeoerit Ltr 82-01. new applications surveg Util 
has no applications which would fit into si» categories 
identified in 020112 ltr 

BRADLEY. E J Philadelphia Electric Co 82/03/02 TEOECCO. fl L 

Assistant Dll actor for Ltcensing Vp 12167-325 24X 

flche 50-C00 02/0.1/02 0203090305 


0303100305 Forwards requests for addi info re FOAR review Response 
schedule requested within 7 dags of receipt of ltr 
SCHaFNECR.A Licensing Branch 2 82/03/03 BAUER. C 0 

Philadelphia Electric Cn 7pp 12342 322 24Y 

I Icho 30 352. 02/03/03. 8203100303 


9303180461 Forwards request for addi Info re Section 12 <• other 
pertinent ser lions of FEAR Info needed to co.splete review 
SChviCUCER. A Licensing Branch 2 02/03/00 BAUER. £ 0. 

prnadelphia Electric Co 0pp 12342 234 24X 

FIrhe 50-332. 02/03/C8. 020310046 I 


02031 10001 Generic Ltr 02-04 to all licensees of operating plants, 
applicants for OL 6 holders of CP re use of tNPO 5E£-IM 
program 

nsCA'HUT.OO Division of Licensing 82/03/09 flAU.8PL)RG. A 
Censolldated Edison Co of Mew York 2pp 12251 031 24X 

Flche 9'J-OOO aa/O3/O9.02O'JllOQOl 


0203160376 Informs that util will respond tci questions in NRC 820225 
Hr via fSAR revision, cn 02Q503 

ORAOlEV.E j Philadelphia Electric Co 02/0.3/10 SCKUENCER ■ A. 
Licensing Branch 3 2pp 12306 011 24* Flche 50-352. 82/03/ '0* 

0203160376 


6203240459 E.um-.arg of 820303 meeting w/ util. PAUL t. Bechtfl in 
Pottstowp.PA re confirmatorg piping analysis to be 
perFor'sed as part of safetg review 

AOELSON.H Licensing Branch 2 82/03/13 Licensing Branch 2 

6fp 12406 315 24X Flche 30-352. 92/03/1 3. 0203240439 


0203230395 Responds to NRC 020303 ltr requesting date addi info will 
be provide^} to Ni^C Util (a;ill respond vie F9AR revision 
Curing uk of 0^0517 

DRAOlt'Y. E J Philadelphia Electric Co 02/03/17 GCffUENCER ■ A 
Licensing Brunch 2 ip 12391 017 20* F iche 50-339, 02/03/ 17* 

R203230S95 


8203300247 Ac k receipt of MHC 820300 6 12 Itrs requesting addi Info 
Util will respond via FSAR revision during wk of B20331. 

SHAOLFY.E J Philadelphia Electric Co 82/03/23 BCHMEnCER.A 
Licensing Branch 2 Ip 12446 068 24X F tche 30-332. 82/03/23. 
8200300247 


8203300144 Notifies that Oct 1984 const completion date for Unit 1 
reiralns conslste'nt w/ongolng const effort 

BRAOLEV, E J Philadelphia Electric Co 82/03/24 eiSENHtiT, 0 0 
Division of Licensing 2pp 12449 177 24X F 1 che. 50-332. 

8203300144 


ez032?0349 thdt hKR eoard notification polic<^ te! ro't*i in N'tll 

Oft Ler 19 PolltM follo'jfd that Uoaro Mo 1 1 ( 1 cat ton 
82-03 not provided to Ll.naricli ASLH 

6CKMCIUCER.A Liconttii) Oranch 3 32/03/26 LCUtfi. la tl Hearing 

Pranch ■» Ip 13937 230 Six Fiche 50-000. 02/03/26- 3203290319 


B303300I9S Concurs b/BUR ociners group B30303 Itr re schedule oF NUR^G 
0737. Item It K 3 13- 'Med of Automatic Oepr essur i tat ion 
Sgst»3 <A03I Logic " Sup? I to original study proposed in 
820205 Itr uill be suhnltted by 820930 

OALTROFF.BL Philadelphia Electric Co (12/03/26 ElOCNlljr.ll u 
Olvtslen of Licensing 3pp 12450 045 2 4X FI cite 50-000. 02/03/.;6. 

8203300193 


F Security, medical, energency t Fire protection plans 


0202090174 Feraards util response to HHC 011230 connents on facility 
guard training V qualification plan Enel cjitbbeld Iref 
10CFn73 at) 

6RA0UEY. E J Philadelphia Electric Co 03/02/03 SCfLfENCCR - A 
Licensing Branch 2 4pp llBpa 001 24X Fiche 90-352. 82/02 /o:i. 

62050901 74 


6203050201 Requests nlnor revisions to safeguards contingency p Ions 
Rtspont* required u-'lthln 30 days of itr 

BCHifENCER.A Licensing Branch 2 02/03/10 OAllfH.C 0 

Philadelphia Electric Co 4pp 12130 209 24X 

Flcle 90-392.02/02/10.0203030201 


0 Ad jutflca tory correspondence 


8203230972 Notice of appearance In proceeding Certificate of 
8vc encl. 

CHAN. E 1. Hearing Branch 2 02/03/22 3pp 12409 206 24 X 

Ftche 90-332, 62/03/22. 0203230972 


0203290333 Forwards Beard Notification 02-00 per aHLO 020217 oriler (. 
tsplalns uhy notification not filed in Instant proceeding 
uhen filed In other doceecs u/o one 1 

LEUI8. B H Hearing Branch 4 02/03/26 BRENNER. L . NQRHIO. F' A . 

CCLE.R F Atoflitc Safety and Licerislng Board Panel 2pp 12432 360 
24 x Flche. 30-392.82/03/26.0203290333 


0. Inipectlof) reports. IE Bulletins t. correspondence 


82O3160IS0 Forwards IE Insp Repts 90-392/02-02 ii 50-353/02-01 o» 
020126-29 & 0201-02 No none onp 1 lane e noted 

HaRFIN. T F Olvisian of Engineering t. Fochnlcel Programs 02/02/25 
KEMPER. J 8 Philadelphia Electric Co 2pp 12299 tit 34X 
f |cha 90-392. 62/02/25. B2031b0l5D 


•0203160162 lE Insp Repts 50-352/02-02 t 30-393/82-01 on 020126-29 k 
0201-02. No none oe>p I lane e noted- Major areas Inspected 
licensee worV activity 8. documentation re Installation of 
elactrtcat equipment 

FhOLlNO.R J . VARELA. A . EONEFER.S D Division of Project t. 
Resldont Programs 02/02/24 6pp 12299 113 24X 

F 1 C h • ; 90-332. 02/02/29. 82031 60 1 90 


62031 .’0486 Forw.rjs IL ’mtlces R2-04. 'Potential Oeflciency (if 

Ceriat*. AOAHT AT f-7.V30 Selves TiT-ii-Oelaq Relays' I. 03 -05. 

" Inc r f>as tng irequeeny uf Or uj ■ 9e luted Incinsiits ' 

HAvNES. R f Region I i.ffice of Bl rector 82/g3/l5 OTCO-t-.l 1> 

Consolidated Fdisor '.e uf New Vorl Spp 12320 021 24 X 

f'lche 50-010. H2/03/I5. '1.'y.3l /04fl6 


0203230269 Cnnf irrvs olaa to peiforrs inde pendent verification Vntp iisli.y 
I.RC NOE van contrartdi teihnicians Insp will coirnence on 
820313 t tale apprnt 6 went licensee r eprosenlat I ves will 
be apprised of progress t findings 

PARI IN. I T Region I. Office of Director 82/03/13 KEMPER.. I H 
Philadelphia Electric Co J'pp 123 70 330 24X 

Flche 3D 352. 82/03/19. tl20:<2 30269 


0203230314 Air receipt uF 820305 Itr infor'rlnq NilC of steps tatoi. to 
correct violations noted ii> IL Insp Repts 50-332/81-17 k 
50-353/01 -15 

nt AROSTECrt I . K Dlvlstnn of Project 6 Resident Progra.ss 82/03/l'v 
KEMPER..) 6 f'Mladelphia Elec ir it Co Ip I23B3 256 24X 

Fiche 5D-352. (12/0 3/ I 5. 020.323031 4 


-02O323O'J19 Responds tu NRC 020204 Itr re violations noted in II I i.sp 
Repts 30-352/01-1/ t 50 -353/81-10 Cori-er t 1 vn actions 
nuclear Class 1 pipe spool inspetlod ?. irin wall thlriness 
I d end f led 

nO'Ctfl.V D Ph I ladulP'.ia Electric Cn 02/03/05 HAVnES- H < 
flpgion I. Office of Uirecloc 4pp 12305 257 2.IX 
Fiche 50-352. 82/03/ I 5. (12032J03I4 


0203310361 Focc/ards 1C Infn Notice 02-0'/. 'Inadequtite Becurity 
Bcreenlng Progra.ss ‘ No written response required 

HAVNES. R C Region i. Office of Director 82/03/16 0'TOCLf.,.i I) 

Cunso I 1 da ted I'dlsDn Cn of New Vorl Spp 12455 0/3 24X 

Fiche 50-000.02/03/16.8203310361 


0203310594 Act receipt of 820311 Itr Informtng NnC of steps tat nn In 
correct violations noted in IE Insp Repts 50-352/02-03 6 
50-353/02-02 

BTARCIGTECKl • R Division of Project 1. Resident Programs (.r2/03/r.'4 
KEMPER. 0 S Philadelphia Electric Co ip 12452 296 24t 

Flche 50-352. 02/0:J/24. 8203310554 


cnCKET 50-354 HOPE CREEK NUCLEAR 9TAT ION. UNIT I 


A App I 1 c a t ton/ c ons tr uc 1 1 on stage docu-sents A correspondence 


0203250530 Forwards ' Bnpp I ementar y Soils Investigation Sve Meter Intahr 
Structure Area Mope Creek Generating St.itlon ' Util plans 
to place tremio concrete tn Mar 1982 

OOUOLAS. H P Public Oervtco Electric i. Oas Co of New Uersey 
82/03/03 BCHKENCER.a Licensing Branch 2 ip 12409 06l 24K 

Flche 90-354. 02/03/03, 9203230950 


--Q203250552 'Bupp le.sentary Boils Investigation Bve Hater Intair 
Structure Area Mupe Creek Generating Station *' One dverslie 
figure encl Aperture card is available in I'DH 
« Dames k Moore 02/01/29 35pp 12409 062 24X 

Fune 50-334. 02'03/03. 8203250530 


B903090440 Forwards TE Info Notice (12-01 . Revi s 1 on I. "Auitllary 
Feedwater Pump Lockout Resulting From Mestlnghouse H-2 
Switch Circuit Hod.'* Rsvlsed Table I is also encl to 
clarify circuit diagrams. No lerittsn response required 
HAVNEO. R C Region 1. Office of Director 62/02/26 Q'TOOLU. J Ii 
Consolidated Edison Co of New York UOEflITZ.R. A Public Servlci- 
Electric 6 Gas Co of New Jersey MAIER. J. C- Rochester Oas k 
Electric Corp 9pp 12134 177 24X Flche 50-000.82/02/26. 

6203030440. 


9203160227 Responds to NRC Q20209 Itr re violations noted In IE Insp 
Repts 90-392/02-03 6 90-393/62-02 Cor recti vo actions 
nondestructive eaam for matls shall be performed after any 
heat treatments required by matl spec. 

KEMPER. JS. Phlledelphla Electric Co 82/03/11 HAVNE8.R C 
Region 1. Office of Otrsetor 5pp 12306 064 34X 

Flcho- 30-392. 62/03/11,8203160227 


6203310333 Forwards IE Info Notice 82-06. "Failure of Steam Oeneralor 
pplirary Bide Manway Closure Studs ' No written response 
required 

MAYNES.R C Region 1. Office of Director 62/03/12 O'TOOLC. J 11. 

Consol mated Edison Co of Ntw York 9pp 12492 0(14 24X 

Flche: 90-000. 92/03/12, 8203310333 


8203290620 Advises of plans to submit Ol application in Mar 1983 A to 
request meetings to discuss withdrawal of Unit 2 
appl I C at I on. App n r oquir scents. ASME code i oqolrrisents A 
control room complet. in response Generic Ltr 112-1 
00U0LA6.R P Pub 1 I c Service Electric S. Oas Co of New Jersey. 
02/03/09 TEDESCO.R L Assistant Director for Licensing 2pp 

12409 123 24 X Flche 50- 334. 02/03/03. 0203290620 

0203110001 Oenerit t-tr 82-04 to all IVtensaes ol operating plants, 
applicants for OL 8. holders of CP re use of INPO SEE-IN 
program 

EISENHUT. 0 0 Olvisiun of Licensing 02/03/09. HAUBPUHO. A 
Consolidated Edison Co of New York 2pp 12231 031 24X 

Flche 30-000.82/03/09,0203110001 


0 Adjudicatory correspondence 


6203290370 Forwards ALA8-66B For Info. par tl fu lar 1 y Footnote 3 on page 
3 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/On/:.>4. 
K.EPFOHO.C Env I Tollmen tel Coalition on Nuclear power OORflENtCM., U. M 

Hearing Branch 4 Ip 12433 295 24X Flche 90-000. R3/03.'24. 

0203290370 


0303170273 Forwards IE Info Notice 62-03. "Environ Tests of Elcctrlcol 
Terminal Blocks.” No uritton rasponoe required 

MAYNES.R, C Region I, Office of Director 82/03/19 O'TOOLE. JD. 

Censoltdated Edison Co of New York Opp 12312 239 24X 

Flche 90-000, 82/03/19. 8203170273 
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DOCKETED ITEMS 


I c r'ta 1 1 


iorwardi E .5 o > » P -p -.t 5 :>! K <i2 to NCl Irt »>tili<g 
E-'iorst-ml »t to n-'.f '.. d i'tticv t'llcf » 1 1 B (. 9 tc 

/•••.I D$i.i1er tO-ftO t. I nc jrop'eott b I. ,* At. t 3it4»r ha- 72 
.:,'l r>£»j. M Mor»fi «. -.-LPrnar. tr< . “ >, ‘If.vrlear C o-ist, 1 1 ant<i • 1. . tUs 

SAl.I/HAfl .1 t PccooKir aiali|<ist Braoch 

• lilts ‘iPd-ire. Vfs U I13 C <0 P4« F i c tie 33 000. BP/05/ l-ti, 

iiZCy.ACChl 

^5C755wl30 fc/ja'di Eract -ent s 8 !• f> tr. maFlu Biraers X6-'60 !■ *0 /L*. 
1 1 I , 

Cr.LCe*^.-- F fta/sn t f.Lt Ulnar., tni n t h tstr.-iear £ onso I t an t » . I ii; 

Div SP.Oi'O"? tALW'AV. „■ Antitijst Etcronic a>ialusts Sr.int h 
lU-tility Fir.arrei Jpf IPJl ) 357 par Fit. he 50 003. 03 /Ol/C'i'. 
G.’.)3555l 5.: 

f o«>PV %F-P30.trPor»rin*,.t 
lO -C «Ll tA btrtdCT tU-^0 t Cndc»'%f*e*it B <0 NcLtA 

» I ; a ** f y - ?*r 

0-...r»l /' «ar-»3 >, O.Lprr.ao (nr . -r », m .'j/rlear Cont „ i tan t » . In 

Oiu ew03/1, E-A .i/MiU. j A-ititr^st j. etonomir anaH».. Or.ir.rh 

*’ 50-000.33/03/10. 


Inipptticr 'Pao-tt IE Ov.’.i«tiiis t, tarresponaence 


30-334/03-03 «. 50-353/62 03 on 

R2£>50J*‘rfR hooc omp ) idoc ^ npt^d 

Project t ne.ldent Frogra-as 0P/O3/IP 
3 P /1 -a^e El'/cfU t. Gas Cp of Nea Jerteg Ip 

15-13? 330 ..a* FicAo 50-354. 03/03/13. 0203310550 

-8303310563 IE Insp Repts 30-354/02-03 «, 30-333/03-02 on 830201-33 
No non onp I lance r.otea Major arcat lnap«cted »vc oialer 
I I a © struc ture. foundation cleanup oporatlone/ & equUr^nt 

r*a I n t v^tor^ge 

DAIErtAtl.w H . GBEENMAN. r O 01 VI, I on of Project s. Rp.io.nt 
Q3533?0550 I3<»33 331 34x Fiche 30-334. 83/03/ u-. 

‘'^W.?naV IVcctV" tia -environ Test, of Electric.) 

hI/nfc- » r o ’ •-'■yte.. re,pon,e regut red 

tnn.nTi/i* w ”'9*°” ‘ t » » f Director 83/03/13 O'lUOLF.. J 0 

Consolidated Edison Co of Nee. Vorl Opp 12313 239 per 

Ficne 30-000. 03/03/13.6303170373 13J13 239 24* 

^"ceit°tn^A-“sTrr^F 7 r/io Potential O.flclentg of 

Certain A..^S1AT E-7C00 Serte, Tlre-Delag Relag, • «. 82-03. 

Pregoencg of Drug-Related Intldent, " 

.-.1. R C Region I, Office af Director 03/03/15 O’TQCLL'. .) 1> 
Consolidated Edison Co of lieu Vort 3pp 13330 021 34 « 

Elen. 50-000. 62/03/13. 6303170406 12330 021 24* 


50-354/62-0 1 f. 30-353/02-01 on 

e«0194 3 1 5 'I'll tee sf visiaticn 

n. eject t Resiae-it Progra-is 03/02/16 
035 Clectr.c . Ca, Ct of Neo Jarseg .'pp 

U l-,l Oij ,.4i Ticr.e J04. 16 8503D S0^C3 


Poruard, IE Info Notice 03-07. ■■Inadequate Eocuritg 

riAwrs'SV r*** " '•^“’"••se required 

Con.niiie^ a Rsgiun 1. Olfite o« Director 03/03/16 O'TOOLf. 
Consolidated Edison Co of New Vori 3 pp 13433 073 24X 

f I cne 30 000. 03/03/16. 0303310361 3433 o/J 34X 


vtolattQn f r \t\sp ot' 620lOA-ni 

04 / ’■ "®^’<»vnt Prograe .5 83/02/1.5 

la )?a M 03/ ,-4» Mihf 30-3S-1. B?/ 0 ^/ 16. 030335036 J 

’ «■ 50-355/63-0, „„ 930t04-3j 

Nprec pl..,n(r sate: failure to f 0 1 1 cu t roc edurus (overnin- 

vortcrul of “tgisierjr^ ♦ ^Qufprpor 

n^I!derW’ CPfcENMAN.t G Dlv.slcn of Projett t. 

Rewdert I’-ogrj'.u e3/ti.../ll lOpp 1P131 o30 24> 

r i .ne 5C 344 , 0 ?,- 02 /|A 0303050385 

P-irwarp, It ins; .4epl 55-554/62-03 jn 830110-2.3 n<, 

none 0 <*>c I I dint e nc t 

"“ABnn'/j fngir.eennu t lecftnital Prr.grams a'.?/03/l'.j 

.pfss Electr.t C Oas Co of nL Jersey tvl 

13134 2b. V4« I irne 5C 354, 03/03/ 18 . 6303050330 

3203050363 IE Insp Pepi 50-354/03-02 on 030110-32 ten oppe g- , I 1 »n. u 
noted Major area, inspected reactor vessel internals, 
reactor controls suppo t iivAC . t one -e te place-ient 

c. p I ant I ocr ^ 

T^rnr"'’^! • CAFIITON-Ol Division of Enffineerint fc 

Tecnr.cal Pro, ran, 03/03/13 6 pp , 3,34 3*9 »■ 

Fic-.e 50-.g54 83/02/18. 8303050330 

t»F</ard, IE Info Notice 03-01 , Revl ,, on ,. •Au.tliar, 
feedwater Pu.T.p LocICut Re,attlng From He, 1 1 nghuus e W-a 
oaltcn Cir.oit Mai Revi.ed Table 1 1 . also enc 1 to 
mAVNEA >-F'ttan response required 

r/in 1-1 ^ *^P3iOfx 1. of Dtrettor 83/0?/?6 O'TOOLJr J i) 

Consolidated Edison Co of Mew vorl tintfll T7 R A o n 1 c ' 

Electric * Oa. re ..r ... w u. . u.JtKii/.if A Public ServUi 

tle^trlc Lrt ^ E Roebester Oas S 

6203050440 ^ 30-000.82/03/26. 

'.*" informing NRC of steps taten to 
50-355/01-19 ^ “ "’ ^ 50-334/01-18 fc 

nARMr/l^j* Program, 63/03/09 

VoBM pL 34 ;", '*®®:':'*: eiott-it «. Oa, Co Of New Jerseg Ip 

IdJHO 264 34« lithe 50-354 83/03/09,0303320368 

12304 36- dar f . a 14® of 01 ret tor 3pp 

12304 36., 34* 50-354.0.3/03/09,0203330360 

0203310233 For.. ards I£ ^^-Ob 

Primarg Side nan.;ag Cloture Studs “ No 
required 

^ »s9'on 1. Office of Director 
Consolidated Edison Co of New fort Opo 
FicAe 50-000.83/03/13.8303310333 


Failure of St<r^Ti 

It ten 


noChET 50-355 MOPE CPEEK NUCLEAR STATION. UNIT 3 

locunent, & correspondence 

^‘^roquetrmeMlnos to a!"*"’ O'- app 1 I cat Ion In Mar I90;i 1. to 

request meeting, to dlscuts uithirawal of Unit 2 

fon )nt r *'"’ " '■'ivirerients. ASPE code requirements & 

P-II^I AC o“p'' corpiBi.in response Generic Ltr 03-1 

0.7/03/05 TFDESCo'r ^ *• Co of Now Jerse, 

12409 135 3 aY F?’b sn Assistant Director for Licensing 3pp. 

12409 135 24X FicAe 50 334. 03 /03/OS . 03023 30620 

^^«i!uantf"f::‘k'’rn°7:''" 'if*AS»*s of oparatln, plants. 

p^Sgrir "Older, of cP re use of tNPO SEE-IN 

!onVouJ;?e» Ed?snrf°" 02'03/09 HAU0PunO. A 

uonsoi loateo Edison Co of New Vorl 2oo 13331 03f 54 * 

Flche 50-000.03/03/09.8203110001 '' 1 -It 2 

G Adjuditatorg correspondence 

fi203.->90378 Forward. ALAB-A60 for inf o. par 1 1 c u lar 1 , Footnote 3 on page 

KE^MD^r"'' p f‘t"5ic Safetg and Licensing Appeal Panel 02/03/2'! 

Hearing Branch 7°''“*'’'* ' ^9* ' ' * ‘"i on Nuclear Power. BORDENICM.D M 
82^3392370 " 50-000.62/03/24. 

J Insurance 6 Indemnity Inrornatlon 

0203040367 Forwards Endorsenents 31 L 32 to NELIA Pollen NF-230. 

ANt't^rerE^hr.Tnd'’ t* 8 l%^to 

Z M ■ ° *' e"<'«F«»‘"«Ats 6 8. 7 to ANI Binder £0-72 

” *■ ^Nvclear Consultants. I nt Olv 
6ALTTMAN..J Antitrust & Economic analysis Branch 

9pp 13113 390 34* F I Che 30-000. 82/03/35. 


COlOFN. M 
82/03/23 
lUtllity Finaocsl 
8303040267 


03/03/12 
12432 084 


OTOOLL.J Ii 
34* 


^^re!pec*Uv^?r'”^‘“ Endorsements B «, 6 to MaELU Binder. X8-60 6 XQ-72. 

Oib‘’"''B2/03/09""*LLTTMArr''-l''' ' Consul tant. . Inc . 

fUtllltu Ftnanr > n Antitrust & Economic analysis Branch 

8203230130 12413 337 34 * F Iche 30-000. Q2/03/09. 

®^?0^to”Tnd^rNE,''lA^R?l"**'”mn* ''■“*''1 «E-230, Endorsement 

Binder F.S-7S ‘ *• endorsement 8 to NELIA 

D?t‘’'^''Q^/03/l9'’”sA^7^i^T"'l"' • " ^ " Iducl.ar Con.u I tants , Inc . 
CUtilltu Finjnroi a ’ AntitTyst & Economic ana|q«lfi Branch 

D 203290 ? 3 P >2430 197 24* F • che. 30-000. 82/03/ 19. 
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a tr^ipfctlon repc^v'ts* IE Oulletin^ & c orrespotident e 


B3O3O8O203 Porwardt If InsF Repts 50-354/03-01 *• 50-353/03-01 m- 
Q20I04-31 t> notice of violation 

Sf AROSIECKI , R 01 vision of Project (■ Resident I'rograns 03/03/ J.'i 
MARTIN. T J Public Service Clectrir ?> Oas Co of Neu Jerseij Ppp 
12131.035 34X Flchc 50-334. 03/02/ I*. 830303030.3 


--9303050399 IE Imp Repts 50-354/03-01 b 50-355/03-01 on 030104 3l 
None ORip 1 lane e noted failure to follote procedures poverning 
control of measuring f. test egulpeent 

OATEMAM.W II , VARELA. A A . OR EE NMAN. f O lllvisloii of Pro iei t & 
Resilient Programs. 03/03/11 lUpp 13131 050 34* 

Ftche 30-354. 02/03/ 16. 0303050203 


0303030440' Foruards IE Info Notice 02-01 . Hevt s 1 on I. "Auiiliarg 
Feedwaier Punp Lockout Resulting From West I ngtious e H-Tt 
8ultch Circuit Mod. " Revised Table I is also one 1 tn 
clarifg circuit diagrams No mritten response required 
KAYNEO. R C. Region 1. Off ice of Director 02/03/3* Q 'TOOLE. J ii 

Consolidated Edison Co of Neu York. SMI III. R L Vermont Vantre 
N/clear Pouer Corp KAY. J A Yantoe Atomic Electric Cu 5pp 
13134 177 24* Flche 30-000. 83/03/26. 8203030440 


0303230368 Act receipt of 020310 itr informing NfIC of steps taken tn 
correct violations noted in IE Insp Repts 30-334/01-10 & 
30-353/ei-lS 

0TARO3TECKI. fl Division of Project & Resident Programi. 03/03/09 
MARTIN. T. 0. Public Oervice Electric b Oas Co of Nru Oereeg Ip 
13364:364 34K Flche 30-334. 03/03/09. B203230360 


—8303330374 Responds to NHC 830129 Itr re violations noted In IL tusp 
Repts 30-334/91-10 6 30-335/Bl - 19. Correc t i vo actions OE 
provided addl training tn uslders re Issuance of weld filler 
aietl b use of Traveler packages 

MARTIN. T.j Public Service Electric <> Oas Co of Neu Jersei) 
03/02/10 llAVNEB.n C nsgton 1. Office of Director 3pp 
13384 365 34K Flche 30-334.03/03/09.0303330360 


0303310333 Forwards IE Info Notice 63-06. '‘Failure of Oteam Oonorator 
Priaiarg Side Mansiag Closure Studs " No written response 
required. 

MAVNES. R C Region 1. Office of Director 02/03/13 O'lOOl.E.J t> 

Consolidated Edison Co of Neu York 3pp 12493 084 34X 

Flche: 90-000. 03/03/12. 0303310333 


0303310990 Forwards IE Inop Repts 30-334/83-03 *• 30-339/83-03 on 
020301-30 No noncompliance noted 

8FAR08TCCKI. R. Division of Project b Resident Programs. 03/03/U* 
MARTIN.T j Public Service Electric b Gas Co of New Jersog Ip 
12492; 330 24X F I c ho 90-394. 02/03/ 13. 03033 10330 


■8203310962 IE Insp Repts 30-394/83-03 b 90-399/02-02 on 030301 38 
No none omp I lance noted Major areas Inspec ted sve water 
Intake struc ture. foundat Ion cleanup operations, b equipment 
malnk It storage. 

BATEMAN.U H . OREENMAN. £ 0 Division of Project b Resident 

Programs 02/03/12 iOpp 12493 331 34X Fiche 90-394. 03/O3/I:'. 

0203310550 


0203170273 Foruards IE Info Notice 83-03. "Environ Tests of Eleclrlral 
Terminal Blocis." No written response required. 

HAVfffiS.R.C. Region 1. Office of Director 02/03/19 O'TOOLE. J 0 

Consolidated Edison Co. of Neu York. Opp 123I2;239 24X 

Flche 30-000, 02/03/15,0303170273 


8203170436 Forwards IE Info Notices 02-04. "Potential Oeflclencg of 
Certain AOASTAT E— 7000 Oerles Time-Delag Re lags" b 03-O9i 
"Increailng Frequeneg of Drug-Related Incidents." 

IIAVNEa, R. C. Region I. Office of Director 02/03/19. O'TQOLG. J D 

Consolidated Edison Co of New York. 9pp 12330.021 24X 

Flcke: 90-000. 02/03/19. 0203170486 


0203310361 Forwards IE Info Notice 02-07. "Inadequate Becurltg 
Screening Programs. " No written response required 

IIAVNES. R. C. Region 1. Office of Director 62/03/16 O'TOOLE. JO. 

Consolidated Edison Co of New York. 3pp 12495.073 24X 

Flcke 50-000. 82/03/16.0303310361 


DOCKET 30-35B UILLlAH Ii ZIMMER NUCLEAR STATION. UNIT I 


A AppI t c 4 ttOD/construc tlon stage documents b correspondence 


0203040260 Submits response to NRC 820204 Itr re Interlocks dependent 
on pressure signals for valves connecting low pressure ECC8 
u/RCS. 

SOReMANN.E. A. Cincinnati Oas b Electric Co. 02/02/23. DENTON. II 
Office df Nuclear Reactor Regulation. Director 3pp. 13113- 2*79 . 
34 * Flebe: 30-390, 82/02/33, 0203040260 


C|20!Id 80I /.I ■ fiLH . I i.si:r ' >t e lev ting Progr an. Uli I I iv-i II ZiTser Nuc I ■ ..i 
Sta t ton. Uni t I 

liUflOLE.M I. . RIICKM-'LII. H C ECbC Inc FIN A -6430 030 3000 1 /J 

03 / 02/28 LAimcCI.A .1 Division of Engineer ing 50 pp 121 6 CI 'J."t 

34 X Flchc 50 -.' 138 . 02 / 03 / 30 . 0203080171 


830.11 10330 Advises that Ccr 1903 is re<|C unable l.srgei date fur furl 
loading at facility 

DGHCMANN. E A Cincinnati C.S5 b Electric Co 83/03/00 OcNtll.N. H (I 
Office of N.if lear Reactor Hegulaiiun. On er ter (• I2PI6 004 31* 

f I Che 50 338. 83/03/0(1. A.IODI |0330 


0203110001 Generic Ltr 03-04 cn all lirensees of operating planii.. 
applicants for 0. b hullurs of Cl' te use of tr.rO SEF-IN 
program 

EI9FMIUT.P C Division of Licensing eS/OI/O*? HAUSiPORC- A 

Consolidated Edison Co of Not Vtiri H/fltnCK.J A Florida Po..pi 

Cerp S'd'cHVIOOD. G General tier trie Co L'pp 12551 (>3I t'4i 
Flche 50-000. 03/03/09. 03031 lOOOl 


0303370349 Advises that NRH hoarc notification pel leg set forth m Mill 
Dfc Ltr i9 Policg followed so that Boaid Notification 
83-00 not provided to Limerick Af-LO 

LCHUENCEH.A l.ii onstng Rranch 3 U3/0'J/36 I EWIB, s H Meailiiv 

Branch 4 Ip 12437 ,'’30 34* l iche 50-000. 03/03/36. 03033703':'/ 


— OZO'JO 10207 Doard TIOt l f i c at l on 02- OU Forwacdlng Info re errors li. UVIII 
vessol water level indication 

TECCSCO. R L Assistant Director for Licensing 03/O3/C0 
Atomic Safetg <irid Licer.sing Boarj Panel 38pp 13437 237 24>: 

Flche 50-000. 03/0.1/36. 8303390349 


0303300331 Foruarijs '’BUR Control Rod Drive 8g s Vessel tnventori| Maki-up 
Rate Aspects ,>f Ni;ilL0-06l9 " 

PCUELL.I' L Oenei-al Llectric Operating Plant Owr.urs Oroup 
83/03/36 FAulkIvGR. M 0 tar.dar d 1 la 1 1 pn & Dpocial Projects Orai.ih 
Ip 12446 05t> a4X riche 50-000.03/03/26. 82ti3'J002'Jl 


--0203300340 "BMS Control Rod Drive O.js Vessol Inveotorg Makeup Hat.r 
Aspects of Nl)flt0-06)9 ■■ 

• Oeneral FlecLrlc llperaltnq Plant Cwners Group 03/03/34 M p|< 
12446 057 24* Flc'.e 50 000. 03/03/36. (J2O330D33 1 


r 9ecurltg. medical, emergeneg b fire protection plans 


0303010211 Fuiuards NRC consultant T l/rbanik 020333 ar.aigsts of ultl 
Info submitted per AOl.O 820303 request fur info to support 
evacuation time estimates 

OARTII. C A Hearing Branch 3 02/03/34 FRyC. J H . L I VINGSTIW. M f» . 

linOPER. F F Atomic Safetg and l.lceiislng Uoard Panel Ip 
13067 304 24X Flche 30-350. 03/02/34. 020301021 1 


--0303010216 Responds to util U30312 supplemental info provided in 
response to NRC 030203 ltr re revised evacuation time 
estimates Util info Sufficienl to consider studg to be 
reasonable estimate of evacuation times 

UROANIK. T Teras A b M Unlv 03/03/32 BARIII. C A Hearlr.g 
Branch 3 Opp 13069 305 34X Flche 50-358.83/03/34.0303010211 


0303020762 Releases public version of applicant response te NRC 
030203 request for evacuation time estim.ate info 

FELTON. J M Division of Rules and Records 83/03/34 Document 

Manage.ment Qranch Ip 13093 316 24X F'lcho 50-350.03/03/24. 

0203030763 


- -0203020765 Forwards public version of response to NRC 030202 request 
for addl Info re evacuation timo estimates Eipedited review 
requested 

OOnOMANN. E A Cincinnati Oas b Electric Co 82/02/13 
DENTON. H R Office of Nuclear Reactor Regulation. Director 3:>p|i 

12093 319 24X Fiche 50-350. 03/02/34. 0303020762 


0203100106 Forwards efiergencij preparedness completion schedule In 
response to 620301 rec ommendat i on Schedule Including 
elopement of std operating procedures introduced Into ASlO 
hearing record as Ethibit 13 

FLYNN. J 0 Cincinnati Oas b Electric Co 03/03/04 DfllMES. B K 
Director's Office. Office of Inspection and Enforcement 5pp 
iSlBl 349 24* Klchd 50-358.02/03/04.0203100106 


<1 Adjudicatory c orreepondenc e 


0303010311 Forwards NRC consultant 1 Urbanik 820223 analysts of util 
info submitted per A6L0 D3O302 request for info to support 
evacuation time estimates 

GARTH. C A Hearing Branch 3 02/02/24 FRYE, J M , L I VINOSTON. M fi , 

HOOPER, F F Atomic Safety and Licensing Board Panel Ip 

12069 204 24X Flche 90-330. 03702/34. 82030 I Q3t 1 



'.\>V 350313 t\,pp»e<-«i>ia» i*<« fros><l»il i'- 
r«*(Cn^« tc f.!iC Btf302 I tr re rfvnpi rvaCuJIion ti*» 

‘Jill info »uflicient to tontide'' itodij to be 
elite osti<*ete if e/oi’ oot ion t i(*es 
yUn.VJCli T teiOi A !, M Uoiv S3/C3<'.V BAR rn. C A HeaflM 
Btjrco 3 3pp I30b9 365 3A» Ficne SO -3f>3- 03/02/34. 330301031 1 


8303310530 IE Inep Bifpt 50- 358/ Bl '32 on 811301.07-11.21-34.30-30 4 
830104 - 08 . M l5. 10-32 *• 35'2'/ Mi* none o<iip\ lane b noted Major 
*r»a& inapetted (iiialltij coofirration program plant operating 
orocedjret 4 followup on correttlvo aetlons 

CI'RlSTtANSOK. U . GW»NN. T P . ltUfU£H.On Olvlftlon of Projoct t 
R«»tdent Pfogra.nt 83/03/10 lOpP 13452 3f.O 34* 


II Ce«n9rdl < Cf r ^»pon4er>c b 


€201iC/4CQ^l icn of \Z proq*’J*» to rai%P lev»l Of 

ccrifitjence t^at nuclear c Jart^ cari te licensed <. eperaCed 

a»/C vnJje r»»i in respcns* to tonterri* re plant 

ltc«n^in‘j u.'ret^spaper gX'tKlcs 

TSrtSCD L Assistant Oirertc** for Licensing 92/02/09 
COCVEItHAis. h Aifl\ia\»on tintno^n ©pp 12126 09© 24c 
Ficne 30-OCO- 92/02/09. 020 jOaoOS » 


j Insurance f* irde*^nity infornatiOn 


‘JtOlc*Ol0O Fort-arflt toCorieJ^ent 20 tc ANI Policy KF-249 

OOCi*- 'I I'* a "“St* tit L e I* nan. Inc . M !• WMaclear ConsMltaotS« In^ 

Oiv 92/03/1 7 5AL‘^?«*li' J Antitrwsl & Ccononc analysis Sranen 

luulicg Finat.cei 2pp 12414 072 24x Fiche 30-350.92/03/17. 

6203230163 


Cr lns?ecticr\ reports. t€ Bulletins h c oerdsp onaenc e 


8203190205 Advisee that It Info Notice 02^06. "Failure of Bteam 
Cmerator Prtrari, Stde Mang,a.| Closure Studs.” uas sent to 
listed licrnSBoS _ 

» Reolon 3. Offite of Blrector 83/03/13 Rogiofi 3. Office of 
Oirector Ip 12349.2811 24X PI Che 50-000. 02/03/18. 83031903B5 


e30'’230669 forwards 1£ Info Notice 02-07. 'Inadequate Socurltq 
Screenmo Proirams " No written response required 

» Beqlon 3. Office of Cltector 03/03/16 Comrroniiieal th tdlson 
Ip 13380 214 24X Fiche 50-000. 82/03/ 16. 0203230669 


Periodic operating reports 6 related correspondence 


8303I003R0 Forwards const fuel load schedule 6 progress update Project 
97 37. complete as o« 830136 Info consists of actual dates 6 
status of plant const 

eORONANV. E A Cincinnati Oas 6 Electric Co 83/02/lB ISEPPUEB.JO 
Revlon 3. Office of Director 6pp 13178 095. 84* 

Fiche 50 - 350 . 02 / 03 / 10.8303100300 


8303100523 fOl* request for Ofc of Inspector f. Auditor rept entitled. 
'Adequacy of IE l.n.est i ga t icn 30-358/00-09 at ililliaei H 
fi— -er Njctear pc.,er btatioo 

eAUFNA.*l B C Cincinnati Enquirer 81/00/13 Co-.rl ss loner s Ip 

i;-343 159 24» Fic*-e 50-350.81/00/13.0303100535 


C3'u 3180339 Hesportds tc CQtA request for Qfc of Inspector 6 Auditor regt 
entitled. 'Ad equac I of IE [r.yr s 1 1 qat i on 50-358/00-09 at 
uilliaT. H /ifii.-.er Nuclear Power Station ~ Uocu»ents listed in 
Ace A provided 811117 

ftLION. J M Dtvisian if Rules and Records 01/11/20 KaC'FmaN. II C 
Ciniiooati Enquirer ?pj 13343 160 34X fuhe 50-350.81/11/30. 

8303183539 


--8303180533 tnsps of Weld C y- 606. r ep lac aasnt of Upld RH- 43 hq RI<-lt-36.''. 
rsplaterent of Weld U8 rf-8i| bg UR-K -916 w/related 
rone c r. f ornanc e rests 6 Supporting info 

. Kaiser Engineers /6/02/05 lOOpp 12343 107 24* 

F iche 50-350. 01/11/20. 0503100529 


B30310J307 Responos to NHC 810408 Itr re violations noted In IE Insg 
Reels 50-358/03-16 t 50-350/80-25 Corrective actions all 
losp 4 const procedures revised Wo proprietary tnfo 
contained m Itr 

BCRCPAI.n. E A Cincinnati Oas 4 Electric Co 82/02/13 
tiOREClyS C t Oivision of Engineering S. Technical Prograics 3pp 
12179 077 34X Fic''e 50-330. 03/02/ 12. 83031 00307 


9203110139 Advises that IE Info Notice 03-01 . Revi si on 1. "Auilllary 
Feedwater Pump Lockout Rasulttn: From west I ngheuse U-2 
Switch Circuit Ned." was sent to listed licensees 

• Region 3. Office of Director 83/02/26 Region 3. Office of 
OlTdcior Vp 12212 3l3 24* FUhs 50-000.02/02/26.0203110139 


S .Reportable occurrences. LERs 4 relatod correspondence 


8203330477 Final deficiency rept re Anderson Oreanwood Instroaientatlon 
valves j/mis-narked flow direction arrows Vendor 
investigation dotemlned satisfactory valve function It 
installed in either direction DefUlency not reportable 
OCRCRANN. e A Cincinnati Oas 6 E'loclrlt Co 02/02/10 KEPPLER. J 0 

Rdgion 3. Offite of Director 2pp 12095 343 24X 

Fiche 50-350.02/02/10.0203030477 


6203100304 Updated Inlerle. Part 31 rept re Incomplete hydraulic 
analysts of control rod drive piping Mo pip* routing changes 
reguired Supports require .mods for unantl c 1 pated teansient 
loads Neit rept eipdtted by 020430 

BCRCNANN. E A Cincinnati Oas 6 Electric Co. 02/03/28 KEPPLER. J u 
Region 3. Office of Dl ret lor 3pp 12104- 356 34X 

Fiche 50-358. 02/03/25. 0203100304 


6203110103 Interim deficiency rapt re 1 ten rt-34-AaMe Otructural Weld 
6 welder Dual 1 f 1 cat Ion Investigation underway to oetermlne 
saf ety-related significance of condition Analysis to ba 
completed by 030415 4 formal rept will be submitted. 

BOSCMANN.E A Cincinnati Oas 4 Elettrlc Co. 83/03/02 KEPPLER. J « 

Region 3. Office of Director. 3pp 12212 179 24K 

Fiche 50-3:0.82/03/02.0203110103 

8203170013 F Ina I rept re onderslted circuit breaker wiring in 4B0-volt 
motor control clrs All 4B0-volt motor control clr» 

Inspected Twelve circuit breakers Identified as deficient. 

Miring will be replaced r-a tn 

OORC.^ANN. E A Cincinnati Oas & Electric Co. 82/03/08. kEPPLER. J fc 

Region 3. Office of Director 2pp 12315' 111. 24X 

FUh* 30-350.02/03/09.0303170015 


0203110079 Aivises that IE Info Notice 02-03. "tnviron lests of 
Electrical Terminal Qiccks." was sent to listed licensees 
* Region 3- Office of Director 03/03704 Region 3, Office uf 
Director ij 12213 344 24X Fiche 50-000.02/03/04.8203110079 


R303I90333 Forwards IE Irfo Notices 82-04. "Potential Deficiency of 
Certain AOASTaT E-7CC0 Series lime-Oelay Rela-js" & 02-05. 
-'Increasing Frequency of Drug-Related Incidents “ 

* Region 3. Office of Director 82/03/10 Commonwealth Edisot. 
Co Ip 12347 090 24* Fiche 50-000.03/03/10.0203190235 


0203320062 AcS receipt bf util 030224 t 26 Urs re 011134 notice of 
violation 4 proposed imposition of civil penalties Responses 
currently under review 

LIEBERHAN.vI Enforcement Staff 02/03/11 DICKHO.'yER. M K 
Cincinnati Oas 4 Electric Co 2pp 12374 293 24X 

fiche 50 -350. 03/03/11. 0303220062 


Q20331D330 Forwards IE Insp Regt 50-356/81-32 on 811201.07- vl. 2 1 24. 
28-30 4 820104-08.11-15.18-23 4 2 5-29 No none <imp I lance 
noted 

SPESSARO. R U Division of Project & Resident Programs 03/03/11 
eCRCMANN.E A Cincinnati Oas & Electric Co 2pp 12452 350 24X 

fiche 50-350.02/03/11.0203310520 


8203170333 Interim deficiency rept re UFA relays mfg betuben 1974-79 
having bobbins made of Lefan which may ba subj to cracking. 

All MFA relays utlllied In saf e ty -r el at ed sys mfg during 
1974-79 will be modified or replaced 

BORONANN.E a Cincinnati Oas 6 Elactrlc Co 82/03/00 kEPPUER. O i* 
Region 3. Office of Otreetbr 3pp 12312 014 a4X 
Fithe 50-358.82/03/00.0203170333 


6303310340 PNS- 1 1 1-02-003 on 020322. const switchboard operator 
received call from unidentified male stating "A bomb will 
go off in your suppression pool at 2 o'clock. '* Oearch of 
pool 4 reactor bldg revealed nothing. 

KNICELV.j , creed. J Region 3. Office of Director, 82/03/22 IP 
13455 143 24X Fiche 50-350,02/03/22.0203310240 


T Heartily transcript* on non**4nt t tru* t matter* 


0203100351 Transcript of 020301 0|. hearing in Cine innat 1. OH. 

Pp 7. 133 - 7. 379 

• Atomic Safety and Licensing Hoard Panel 82/03/01. 250PP 

12177 044 24X Fiche 30-358.02/03/01,0203100331 


6203100379 Transcript of B20302 OL hearing In Cine Innat 1 ■ OH PP 7.300- 
7. 680 

• Atomic' Safety and Licensing Board Panel. 82/03/02 
12186 OQl 24* Fithe 50- '350. 82/03/02,6203100379 


30Spp 


8303 1 00390 TranttrlpC of R20303 OL Koorlng In C Inc 1 nno 1 1 . OH Pp /. AlJl- 
7.092 

* Atomic Safety and Ulctnsing Oodcd Pane) 03/03/03 31 t>pp 
t3l7a 130 34X rithe 50-353.83/03/03.0303100390 


8303100319 Tranter Ipt of 030304 01. hearing in C Inc 1 nnat 1. OH 
Pp 3. 093-7.97 9 

• Atomic Safety and llcentlng Ooard Panel 03/03/04 90pp 
13163 373 34C Fiche 30-336. 83/03/04, 0303) 00314 


82033?036t> Foruardt portlont of hearing trantcriptt In b.hlch KEMA 
ulCnettet teitlfled.ln retponto to 830316 I tr U/o end 
CHRISTCMOOnv, e Haarmqt Olvitlan 03/03/35 PERRY. 8 U Federul 
E**«rgenct| rtanagerient Agency tp 13433 013 34X 

FI the: 30-000. 03/03/33, 0303390366 


COCKEI 30-361 BAN ONOFUE NUCLEAR aTATIOM. UNI T 3 


A AppI tea t t on/ conttrve tlon tlage documentt t c orre tpondenc e 


0109100003 Foruard* retponiee to NRC requett for Info ro PNOR Core 
protection calculator t proprietary 6 nonproprietary 
CEN-IB4(S) "Retpontei to Ouottlont on Documentt Supporting 
8ongt-3 Llcentlng Submittal " 

Baskin. K.f* southern California Cdlton co 01/09/03 tItUAOL I A. ( 
Llcentlng Branch 3 33pp 09679 333 34X F I c he 30-361 . 01 /09/0:j, 

0109100009 


--B1091000I3 Errata page* to CEN- 1 60- <8 ) -P, “CETOP-D Code Structure t, 
Modeling Methodt for Ban Unofre Nuclear Oeneratlng Station. 

Unltt 3 1. 3 “ Formal tubnlttal will be provided 
• Corbuttlon Engineering, Inc CEN- 160- (8) -I* ERR 01/09/03. 
lOpp 09677:300. 24X FI che. 30-361 . 01/09/03. 0109100003. 


0JOI13O478 Foruerd* CEN-109. "Evaluation of Preeturlied Thermal Uhoi t 
Effecte Due to small Oreat LOCAt U/Lptt of Foodwater for 
C-E N6SB. ’* 1. Appa A-J, In rptporita to TMl Action Plan 
Reqdlremsnt tt K 3 13 

BABKIN.K P c-E Operating Plant* Ounert (Iroup 01/13/31 
EIBENHUT. 0 0 Dlvltlon of Llcentlng 4pp 11370- 034 34X 

Fiche 30-333. B1 / 13/31 , 0301 130470 


— 6301130403 ‘'Evaluation of Preteurlied Thermal Shock Effect* Due tu 
Small Breek LOCAt U/LOat of Feedieater for Ban Onofre 3 6 3 
Raactor Vattalt " 

a Combuttion Engineering. Inc CEN-109 APP H 01/13/31. 14pp 
11370:333. 34X Fiche 30-333.01/13/31.0301130470, 


8303170013 FOruerdt Amend 20 to F9AB, re 1 etulng facility emergency plan 
l< offttte emergency retponte plane Iflled In POR Category 
K1 (, Amend 10 to fire haiardt analytlt (filed in Category 

OIETCH. R. Southern California Edison Co 03/01/36. MIRAOLlA.r 
l.lcentlng Branch 3 Ip 1 1961 001 24X Fiche 30-361 . 03/01 /:.’6. 

9303170013 


--B203170016 Application for emend to OL app 1 I ca 1 1 ons, c onal 1 1 1 ng of 
Amend 36 to FOAR. fee 1 1 1 ty emergency plan 1. off site 
emergency response plans 

DtETCH.R. Southern California Edison Co COLTON. J D Ban Dirgp 
0»» 6 Electric Co. B3/01/36. 3pg 11961:003 24X 

Fiche 30-361, 83/01/36.8303170013 


®203tL0QQl Oonerlc Ltr 03—04 to all licensee* of operating plantw. 
applicants for OL 6 holder* of CP re use of INPO SEE-IN 
program 

EISENHUT.O 0. Division of Licensing B2/03/09. HAUBPURO. A 
Coneolldated Edison Co. of New York. 3pp. 13331 031 34X 

FUhe 30-000. 83/03/09. 83031 10001 


£ NRC Safety Eveluetlon Report (SERI, supple L correspondence 


6303130016 Foriiiards draft Supplemental 8ER for comment rt absence of 
poutr operated relief valve* << primal feed h bleed 
capability U/ o encl. 

TEDE8C0. R. L Assistant Director for Licensing 83/03/23. DIETCN.Ii 
^ Bbuthorn California Edison Co OILHAN.O U 3an Diego Oat N 
Electric Co 4pp. 12339.370. 34X F Iche. 30-361, 03/02/33. 82031 50016 


8203090193 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF SAN 
ONOFRE nuclear OENERATINO STATION. UNI T8 2 AND 3 Dockat Nat- 
30-361 And 30-363. (Southern California Edison Company. 

•t al. » 

• Office of Nuclear Reactor Regulation, Director NUREO-0712 B09. 
83/03/2Q. 40pp Available at NTI8 •3.00 13176: 176. S4X 

F I ch • : 30-36 1 . 82 /03 / 38 . 8203090 1 93 


F Securily, medical- em»fgr*icy I. fire protect Inn plans 


0202170013 Foruard* Amend 29 to F3AB. r e I ssul nq facility emergency plon 
t. offsite emergency response plan* cflled In PDH Category 
K) t, Amend 10 to fire hacaids analysis iflled m Category 
F) 

DTETCh.R Southern California Edison Co 02/01/36 MIRAGLlA.i: 
Licensing Branch .3 Ic 11961 001 24 x Fich* 50-361,83/01/36. 

0302170013 


--0202170010 "Fire Haiard* Analysis. " Revisicin 10 

• Southern California Ed»sc>n Co • San Otege Oas fc Elect' Ir Co 
□3/01/31 7pp 11961 010 34X Fiche 30-361.02/01/26,0202 1/0013 


8303090097 Releases p"blic version of A-nend 20 to FSAR. emergenc y plan f. 
offsite emergency response plans 

FELTON. J M Olvlslon of Rules and Records 03/03/01 Dacoment 

Management Branch Ip I31B0 139 24X Fiche 30-361.02/03/01. 

830309C097 


0203240274 Informs of status of util L 1 n ter ) ur i sj t c t Iona 1 planning 
committee resolution of FEMA findings on emergency training 
program, s 1 ren test. plans 6 operating procedures. 1. exercise 
scenario Corrective Items ongoing for listed Items 

OABkIN. K P fiouthern California Edison Co 83/03/23 MlRAOUlA. f 
Licensing Branch 3 3pp I3'193 163 34X FUhe 50-;i6l . a3/Q3/:’I*. 

0303240374 


0 Adjudicatory correspondence 


0203010137 Redvests sve list bo modified to delete DM Oilman S. (< Lniy 
6 add OD Cotton t. L Dernath Proof of svt encl 

PIOOTT.O fl Southern California Edtsen Co PIOOTT.D K Orrlik. 
Herrington 1. Sutcliffe 02/02/23 Atomic Safety and Licensing 

Appeal Panel 4pp I30.'l 001 24X Fiche 30-361.02/02/23. 

0203010137 


0303030102 Responds to 030216 Itr.advislnq that site visit for UPO'JI I 
U1 1 1 be arranged Visit 'aill take all dag due to scope of 
A8LAB Interests 

PIOOTT.D fl orrlck. Herrloglon 8. Sutcliffe 03/02/33 
Shoemaker. C J. Atomic Safety and Licensing Appeal Panel Ip 
12077 213 24X Fiche 50-361.03/02/23.8203020103 


0303080117 Brief in support of exceptions to ABI.O 820111 partial 
initial decision Certificate of Sve encl 

WHARTON. R J Carstene. A G UHARIOw.H j. Wharton, R j 02/02/23 
Ato.mlc Safety and Licensing Appeal Panel 79pp 12133 133 24X 

FUhe 30-361, 03/03/23. 83030801)7 


□203100206 Brief In support of stcepLlons to ABl.O 020111 partial 
initial decision Upgraded emergency stds should be observed 
before loo pouer license granted Certificate of Sve encl. 

HCCLUNO. C £ GUARD MCCLUNG. C E Clt liens for Alternallve* to 

Radioactive Ouinplng MCCt.UNO. C E Fle/Moliig. Anderson, MeCtunp 1< 

Finch 82/03/01 Atomic Safety and Licensing Appeal Panel I6pp 

12170 101 24X Fiche 30-361.02/03/01,0203100306 


0203100149 List* Individuals that ul 1 1 attend 020311 site tour per 
A8L8 020216 request Related correspondence 
PlCaTT.O fl Orrlck, Harr Ington 6 But c 1 i f Fe 02/03/02 

shoemaker. C J Atomic Uafety and Licensing Appeal Panel 3pp 
12182 061 24X Fiche 50-361.02/03/02,0203100149 


0203160109 Foruard* corrections to tntervenor B20236 brief In support 
of exceptions to ABLO 020111 partial Initial decision. W/o 
encl Certiflcete of Bve encl 

IfHABTOM.fl J Caretens. A 8 WHARTON. R U Wharton. R j 82/03/04 
Atomic Safety acid Licensing Appeal Hanoi 3pp 12301 233 24X 

Fiche 30-361. 03/03/04, £203160109 


0203100210 Under that OUARD V Carsten* 020301 brief In support of 
exception* 10 ASL8 830111 partial Initial decl«ion be lodged 
u/ABLAB but Pot filed until receipt of motion explaining uhy 
estenalon of time not reguetted by 020223. 

shoemaker. C J Atomic Safety and Licensing Appeal Panel 82/(>3/f)3 
GUARD 2pp 12101 306 24X Fiche 30-361.02/03/03.0203100210 


8203220302 Order directing Itceniee to advise ASLAB 3 day* before Unit 
3 achieve* cr I ti ca I Ity. l f decisions r« Carsten* application 
for stay of AELB 820111 partial Initial decision has not 
baen itsued. 

0NOCMAKER,C J Atomic Safety and Licensing Appeal Panel 83/03/16 
Southern California Edison Co. 3pp. 12339 046 24X 

Fiche 30-361. 82/03/16-0203220302 



H c CT r esponi »r.c « 


S.7031 10454 njSfli Sl07;0 Itr requests NfiC r#vppsal of H Denton dof.iM) 
of reqvo^t to *;<en«ip revlot' Independent teviPC 

•'o4t t* tordwcted tv 1 »t- >.cnf'.\tt of vnteteot 

riAOEn.fl AfftllAtiun Jpl.nct.n 02/01/^9 CAL LAO I NO. N 
CCP1->|»«1 ci^erv 4c? 12251 390 24 X rifho SO-aOA. 0370 I /3V. 

02031 10454 


8303130099 Reepcitdo tc 020 ; :.>9 concerns re liccnsinj proceeding & 
311116 detisicn lerging request for revolin; cr fuspendinq 
□L Licei'sinq macteri order c uris i d erat i on in odjudicatong 

process 0_ Issued 6?02lr. 

OFf<TCN«H K Office Nuclear Real ter Regulation. Director 
G3r03ra4 HACER. R Cm- ter for Progressive t.ei. 3pp 12339 242 
34 X ficne 3C-2D6. 03/i?3'24. iir03l 30099 


-33031(10105 blacoretes concerns reisec in 010310 Itr re licensing nf 
facilities tndeperdcr.t rrvieu of facilities is ..-arranted in 
I iqtit o( c.RC suspersior of (listtc Canqon Revtesi srould be 
conducted 0 % indecmdeiit fir.-, jrno conflict of Interest 
NADER R Center Ijr Progressive Lau 9.7/01/29 HAt-LADINO N ■' • 
AHEARrC. J A . URAOrORO. P A C c-'i s s i cne r s 6pp 12329 246 .iqx 

Ficne 50 206 fi3/02/34 330.1130099 


•3^03240316 Notice of issuance of License NPF-10 

niRAOLIA r J Licensing Oranch 3 02/02/16 6PP 12415 146 

2«X riche SO-361. 03/02/ 1 6. 0203240303 


0203050203 Uotlficatldn Of contract e »e c u t ion. Mod 2 to "FoUou-oii to 
Sl.niilation of Earthquate Oround Motions for San Onofre 
Nuclear Cenerating Station " Contractor Univ of CA at 
Sar. Otedo 

little. M Purc-.ating Section FIN 0-6898 02/02/18 VOi LMKH. H. . 

•JACKSON. R Division of Engineering Ip 13146 206 24X 

riche 50-:O6- 02/02/16.6203050200 


--0203020224 Mod 2. eitenCirvg of period of pertoreance to 021231. to 
Tollca-on to Simulation of Earthqualie Oround Motions for 
San Onofre Naclear Generating Station *' 

,1 F California. Univ of. Santa Crut PERLMAN. J 
Ain 1 n 1 s t rat 1 ve Contracts Uraneb FIN 0-6690 R2/02/18 Ip 

12146 2C9 24X Ficho 50- 306. P2/03/ 16. 3203090203 


0203100143 Notification of contract eiec ut I on . Mod 2 to 'Folios, on to 
Sleulatiori of Carthquaie Oround Motions for Gan Onofre 
riuc tear Generating Station " Contractor R Herrmann 

little. « Purct.aslng Saetton FIM 0-6093 03/02/26 VOLLMFR. R It . 

JACK33N. R Division of Engineering ip 12193 093 24X 

Ficbe 53-206. 92/02/26.0203100142 


020311015/ Requests findings 6 vle...s on enci constituent 9 Carr-pspll 
BIII21 Itr ra need (or trulj independent audit of Oiatlo 
La«ii;cn L mve s 1 1 g at ton of i-proper iri s t al 1 o 1 1 on of reactor 
vessel at Son Onsfre 2 

Cranston. A Serato 02 / 03/02 Office of Congressional Affairs 

2pp i;:212 240 PAX riche 50- 000. 02/03/02. 820311 01 57 


--0203100131 Mod 2. fitenJing period of performance to 821230. to "I nllfiw 
onto Dldiulatlon ol Earthquate Ground Motions for Ban Onofre 
N-jclear Oenerattng Station •• 

1iERHAN‘ 4.N D Herrmann. R £ PERI MAN. J Purchasing Section IIN 
11-6090 02/02/26 Ip 12193 094 24X Flche 50-206. 82/02 /::a. 

0203100142 


0203150252 Responds tc 320127 Itr re etclusion areas outside intand la t e 
phjQical plac-t of reactu' installation 6 securtts area 
MIRAGLIA. F J Licensing Oranch 3 H2/ 03/05 nCNDEN. A u 

Affiliation Unknown 2pp 12309 249 24* Ficr.e 90-.706. 62/03/05. 

0203150232 


--B20313025G Requests info re eiclusion areas outside Imaiediatc phgsiial 
giant of rtactci installation t« securltg area 

roytlEN. A w Af f > 1 lalt on l'nl.r) 0 .vn 02/01/2/ PARW-OD Olvislnr. 
of Licec.sing 2pp 12.109 231 24x Flche 50-206. 82/03/05. 

02C:il5O352 


8203190227 Guppurts irdepenoent audit 

IKCFS. L H Affiliation Uf.lnown 82/03/12 Atoniic Safetg and 

Licensing Appeal Panel 2cp 1234.6 118 24x Flche 50-361 ■ 82/01/12. 

0203190227 


J Insurance 6 indea-nitv m f or-.at i on 


0203120031 technical SPECIFICATIONS FOR GAN ONOFRE NUCLEAR OENERAT tWO 
SIaTION.UNIT N3 2 Docket Nd 50-361 (Southern California 
Edison Co.hpang.et al ) 

NEIRKAM.E j Office of Nuclear Reactor Ragulatloii* Director 
NUREC-Q74 1 82/02/33 400gp Available at NT 18 «1 I 00 

12253 001 24x riche 30-361.62/02/20.0203120001 


0203040303 Forwards 'Inservice Insp 6 festlng Program Plan." per 
requirements of lOCPRSO 55at9) conaitment In FBAR Section 
5 2 4 2 fSMl Sections 1 B. 5 2 3. 5 4 2 G 6 6 will be updated 
In Amend 29 to incorporate enc 1 plan 

BABKIN. K r Southern California Edison Co 02/03/03 MIRAOl.lA.f 
Licensing Branch 3 Ip 12113 222 24X F Ic he 50-361 . B2/03/03. 

0203040383 


--02O3O4O392 "tnservlco Ins? 4. Testing Program Plan " 

CuARKF.W . ROOUSEVICH. J . KATZ.S Southern California Edison L'n. 
02/02/23 2O0pp 12113 223 34x Ficho 50-361.02/03/03. 

8203040303 


0201240308 Forwards Liccrsn f;‘='r-10 for facIlltg.FR notice t* Amend 16 t«. 
Indarnitg Agreement 0-31 

tlEENKUt 0 <5 Division of Licensing 02/02/16 OtETCM.R, Houtheii. 
CallFornta Edison C.i OILMAN. D t«* San Diego Oas 6 Clectric Co 
7pp 12415 118 24X Ficf.e 30-361 . 02/02/ 16. 8203240300 


R203290137 Forwards Amend 16 to (ndemnitg Agreement 0-31 in 
response to NRC 620216 Itr 

OASKIN. K P Southern California Edison Co 02/03/25 SAI.TIHA.N. J 
Assistant Oirectaf f nr State 6 Licensee Relations 3pp 12430 L'L'O 
24X Flche 50- 206. 02/03/25 . 0203390 13/ 


A Ut 1 1 1 tg Final Safetv Analgsis Report < FBAR I Ir amends 


"oruards Amend 23 to FSAll. r e i ssu i ng facllltg emergencg plon 
■•“crgencg response plans (filed in PDR Categnrg 
t 10 to fire haiards analysis (fi led in Cateqorq 

Southern California Edison Co 82/01/26 MIRA9LIA.F 
n« n.... — ^ 3 IJ 11961 001 24* Flche 50-361 . 82/01 /J!6. 


6203090563 Forwards potential finding repts (PFRsl discussed in util 
020211 A 14 ttrs Remaitilng PFRs .atll be trarvseslited upan 
receipt of OA Co evaluation 8. documentation 

OIEICH. R Southern California Edison Co 02/03/03 EieENSUT*D 0 
Owtsioh of Licensing 61pp 12167 337 2AX Flche 50-361. B2/ 03 /0:i, 
B2D309OS03 


620308D247 Forwards Series F potential finding repts prpcedted h 
classified bg OA Co *F'' deslgitatlon differentiates repts 
from original SO issued in Interim rept Add) repts will be 
suh.mitted as /acpleted 

OIETCH.K Southern California Edison Co 82/03/04 EI0ENMUT. 0 O 
Division of Licensing b9pp 12130 054 24X Flche 50-361.62/03/04, 

02030B0247 


0203150322 Requests weeklg transmittal of OA Co prellmlnarg finding 
repts 6 dispositions to NRC before processing 

EISENHUT.O 0 Division of Licensing B2/03/04 DIETCH. H Bouthari, 
California Edison Co OILMAN.O.U Gan Oiego Oas 6 Electric Co 
3?p 12311 083 24X Flche 50- 361. 82/03/04 , 8203150322 


SAR U/45 Overs lie d raw! hgs. Aper ture caids ar«' 

idlson Co » Gan Diego Oas t. Electric Co. 
016 24X Flche 50-361.02/01/26. 


8203000190 Justifies r.od to UUREO-0473 Items 3 b t. 3 re radlolojital 
environ monitoring program Arid climate curtails reliable 
groundwater S. broadlaaf samp 1 1 n g. Samp I ss will be taken fro.m 
well water ti local vegetation 

BAGKtN. K P Southern California Edison Co. 82/03/05 MIRAOI.IA.F 
Licensing Oranch 3 Ip 12156 263 24X Flche 50-361.82/03/05. 

0203000190 


•niSenc 


0 


n ndtlce 6 Amend 16 tc. 

DIETCH. H Bouthcrii 
at. t> Electric Co 
324D3O0 


Ol rec tor 

2/ 16. B203240JOU 


9303180463 Not 1 fi cat ion of 620316-10 meeting* w/utils In Ban 
Clemente. CA to discuss inservice testing program 

RtOO. H Licensing Branch 3 B2/03/05 MIRAOlIA.F J Licensing 

Branch 3 4pp 12342 244 24 X Flche 50-361.02/03/03,8203180463 


0S031O0279 Forwards F series potential finding repbt issued bg OA Cu. 
Repte have not been verified for validity t> accuracy by 
original design organtiattqn. 

DIETCM.A Southern California Edison Co 82/03/08 EtSENHUT. O 0 
Division of Licensing ]49pp 12177 308 24x Flche : 30-361. 

02 / 03 / Oe . 0203 1 00279 


»0I2« Notification of CiiJOIfIfi i^oeting ufutil ii> Bothosda.KII 
lttcvo« de«ign voriflCatlon proqr.in 

I, If Lltansing Oranch ‘J 03/03/09 MJHACl. [A-f J (. icon^lng 
ith 3 4fp 13333 350 34 X F i r h o 50-36 I • 03/03/09. H303I 901 34 


;01I7 Fotcarii Hotential Finding Rapt PFO 0051 te i nc pn« 1 1 tcnc ii 
• etn F9AR \ design llept ha* tie«n foUg protested 1. 

rifled a« observation u/lndlcation nf lock of volldltg 
r^entation of l’P'R-0017 should soon bf tn.bplotcd bg OA Co 
CH.R Southern Californio Cdlson Cn 03/03/10 ElOLNHJl.O (« 
tion of Licensing iripp 1334/ 234 24x Fiche 50-361 . 83/03/ 1«. 

12011 /. 


0296 Forwards ^ Series potential finding ropts bg CA Co 

Cli. R Southern California Cdlsnn Co 03/03/10 EIGEISHUI.I) <• 

Sion of Licensing 304pp 13249 14/ 24X Fiche 50-361. 

3/10. 0303120296 


0052 Forwards responses to 830115 request for addl Info re 
tlons |.3 t. 4 on healed junction thermocouple reactor 
at level esesureTent sqs Response to Qwestlon 2 will be 
Itted bM 820331 

IN.K P Southern California Edison Co 83/03/10 mIRaOLIA.I 
nslng Branch 3 ISpP 13256 310 34X Flchr 50-361.02/0 3/10, 

150052 


3056 Forwards F Series potential finding ropts processed !• 
sifled bg OA Co 

CH*|i Southern California Edison Co 03/03/13 EIBENFItiT.O 
«lon of Licensing 55pp 12315 Vt'.l 24X Fiche 50-361 . 03/03/ tl'. 
1 70056 


3090 Forwards Revision 7 to "Uffsite Dose Calculation MannnI '' 
IN. ft P Southern California Edison Cn H3/03/15 MIHAOl.lA.f 
sslng Branch 3 Ip 12314 343 34X Fltho 50-36 1 . 83/03/ J 

I 70098 


170103 Revision 7 to -Offsite Doso Calculation Manual '• 
Southern California Edison Co 82/03/35 lOOpp 13.114 344 
f Fiche 50-361.03/03/15.0303170090 


>310 Forwards safetg evaluation 6 Buppls 1-5 i60HE0-0/13i . 

Iren Plan Gorvnnr g - I nd e p end e n t Verification of ntlNQS 
I delsnic Design." 6 020155 interim rep i re verification 
ileuilc design per telcon W/o rnc 1 

• LlA.F. J Licensing Oranch 3 83/03/17 R AND JAMA. G 

•ornlB. State of Ip 13415 130 34x Fiche 50-361-02/03/1/. 

•40310 


1320 Forwards 63 F series potential finding ropts processed h 
■ I f led bg OA Co 

:|t.R Southern California Edison Ce 82/03/10 UlSCNHUt-O O 
len of Licensing lOOpp 12364 336 34X Fiche 50-361. 

I/IO. 0503220320 


•674 Forwards eight F series potential finding repts processeil 6 
1 f ted bq OA Co 

H.R Boothern California Edison Co 93/03/19 E 1 SF.NHLI 1 . 0 0 

Jen o# Licensing lOOpp 13309 323 34x Fiche 50-361. 

■ /|9. 8303330674 


699 Forwards OA Co Series F potential finding repts 
H.R Gouthern California Edison Co 83/03/ 19 EIBENMtn.Il 0 
Ion at Licensing 30pp 15385 337 34X Fiche 50-361.03/03/1'/. 

30699 


195 Forwards application for asiend to License NPF-lO-l chunglng 
Gpecs to clarlfg code requirements for shutdown cooling 
ellef valve consistent ui/eilsting clarification for 
orlier safetg valves. 

*1,B southern California Edison Co 03/03/33 DENfQN. II R 

■ of Nuclear Reactor Regulation. Director Ip 13396 335 34X 

: 90-361. 83/03/33.8303340195 


40201 Application for amend to License NPF-lO-l changing lech 
Cs to clarlfg cede requirements for shutdown cooling sys 
lef valve consistent iu/e>lstlng c lar t f t cation tor 
esurliec safetg valves 

1CK. R Southern California Edison Co CATION, L. D Ban IHogo 
h electric Co 83/03/23 6pg 13396 336 34X 

Ae 50-36 1 . 83/03/53. 0303240195 


40536 Proposed App A Tech Qpec 3 48 3. I a re RCS overpressure 
tection tgs 

Spiitherii California Edison Co 03/03/33 3pp 12396 341 24X 

he: 90-361. 02/03/32. 8203240195 


321 Forwards F series potential finding repts processed t« 
if led bg OA Co 

H.fl Southern California Edison Co 82/03/33 EISENHUl-O C. 
Ion ot Ltcenstng 96pp 13394 223 34X Fiche 50-361 . 03/a3/»;'. 

40321. 


J .•|»)«.’*/;>396 Ferwards ao*l!i>i' ol final rept beinq fiepuied by forri.g 
Pises techiioingy •. 6 A Ip rp :ii.|e per. .lent seismic design 
ver i f I c .>t I oil prog I or , per ll.'oilh meeting Review 6 iom.*eiits 
regiics ted 

DU I CM. II ••.Outhern ColifnTU.a FdiSCn Co 02/03/22 ftSEMf.ll U V 

3|vlsl(in of I. lie using hpf 1243.1 JI4 «’4X fllhp 50-36 1 . 83 /OJ/*.*-*. 
02032 903'76 


0303?90292 F ir wards addl i> *1 lo response to NHC 020115 request • r 
heated jurictinn thpri'nccjple realtor vessel level 
rieasui eisent SgS Infr. resp-.nds tu IJ iesiiun w re aiial 
-par log 

RASKIN. K K (ifluChern C.rli forma Edison Cn 03/03/.'’5 MlRACl I A. I 
Licensing Hr, such 3 4p;. 12433 340 24 X Fiche 50 -3.SI . 03/03 /'.'5, 

02O32'/O.'“/3 


i;303290534 Furwaids potential finding repts processed 6 cl.rssifird bq 
CA Co inclo.ling docoirents requested at (120'334 meeting w/NRt 
UlCTCII.R lioolhorn C.ilifnrnia f<llson Co l>3/0;i/23 CISFNfltll.O C 
Division of Licensing i-'’5pp 13134 000 •"'4X Picne 5 l>-36I. 

82/03/.35. 020139053.1 


0 IfispecLlan repel is. ir 3i.lletins t, correspondence 


0203010154 forii.arJs IE F.sfeqoards InsP Kept 50-361/81-36 nn 
ill l2l 4-8.'^0 I 12 No none ump I I anc o rmced Rept uithhele 
lief VOcma /90i 

NCIIOERIIAL/C. L II S.lfo guards Uranih 02/02/01 PAHAV. |, r Soul hi it. 

California Edison Co 3pp 13069 017 24 X Fiche 50-361.02/02/01. 

0201010154 


0203020544 Foruards IE Insp Repts 50-361/82-06 f. 50 362/02-02 on 
820125-29 Nn nonr omp I i an*, e noted 

F.tUi. KENOtllMV. (I Region 5. Office of Oirectoi 112/03/11 fiAI'AV.I i 
bo»lhc-rii California Edison Co 2pi> 12083 Oil'/ 24* 

Ficl-e 50-361. 83/02/ 1 1. 11203030544 


--82O'.t03055'.l If Insp «e-jt-. 50-361102-06 f. '30-362/02-03 on B30t31i 29 Mn 
none UT|- 1 1 uoc e noted Fajiit areas inspected licensee action on 
locril'jo 9*.iiel Items t Unit 3 pietorvice e ram 

WAGNER. W ■) . OIGI.nn.T W Region D. Office of Director 02/l>2/l<i 
6PP 12082 091 34X Ficr.e 50- 361 . 0.7/03/ 1 1 . 0?0:i020544 


0303000532 forwards IC Insp Rept 50-361/01-35 on 8l 1 1 16 - 70 - 1 1 30- 1 704 i. 
1314-lU No none OTp ] I aiic e noted 

OOOA.II E Radiological i'.afoty Rt anc o 82/02/19 I'APAv. i. 1 
Southern t.allfornia l.dlsun Co 4pp 1215/ 03/ 24X 

1 Icho 3:)'36l. 03/02/ 19. 820.3000532 


--0303000541 IE Insp Rapt 50-361/01-35 on 831 1 16 -20. 1 1 30 - 1304 J. 1214 -|H 
NO none oenp I I one e noted Major areas inspected actions on IF 
bolletiris h circulars, liquid 6 gasei.us lodwaste sqS 6 area 
radiation monitors Lest procedure results 

CILLIS-M . MENOLAMilAI . ( . OOflA, H F Hadiulogtcal Sofetg Oiai.ih 

03/03/19 32pp 13157 041 34X Fiche 50-361 . 03/03/ 1 9 03030(jO'.;I2 


8303030304 Advises that IE Info Notice 03-01 . Revi s i on I. •Aucillarq 
Feedwater Pocip l.otkool Resulting From Westinghouee W-2 
Switch Circuit Mod" -was sent to listed utils 

• Region 3. Office of Director 82/03/36 Region 5. Office- of 

Director Ip 12095 .140 341. Fiche 50-000. 03/03/26. 8303030284 


8303290344 For-aards IE Insp Rept 50-361/07-09 on 030135-0312 No 
none Odip 1 1 anc e noted 

DOOA- H E Division of Radiological Safetg V Safeguards Program 

03/03/03 PAPAV, I. I Southorn California Edison Co 2pp 

13435 150 34X Fiche 50-361. 02/03/03. 030339034.1 


--03032903SO IF Insp Rept 50-;i61 /07-09 on 030135-0213 No none omp 1 1 am p 
noted Major areas irrspected process J, effluent monitoring 
sys 8. radiological environ aionitorlng program 

C1LL13.M . MF.N3LAM3M.F A , 08F.K. 11 E OlvlslOh of nadtplogiial 
Safety 6 Safeguards Program 03/03/03 lOpp 13435 154 1-4K 

Fiche 30-36 1.03/03/03- 03033</0344 


•■'8303290350 Forwards Info requested at 030139 erit interview rc 
containment purge samp I 1 ng. en vi ron qual I f i ca 1 1 on 
doc unen ta 1 1 on 6 monitor callOr Schedule of response to NRC 
1 toms one I 

RAV, 11 p Southern California Edison Co 83/03/01 wENSi.AtiSKI . f- 
Division of Radiological Safety & Safeguards Program 34pp 
13433 165 34X Fiche 50-361.03/03/02.020.3290344 


— 8203290363 Forwards info requested at 820139 erlt interview re 
radiation mcinttorlng sys desi gn. tra inlng t. (JA program 
RAV.H 0 Southern Callfornta Edison Co 83/03/04 wENSLAUilKl . F 
Division of Radiological Safety t Safeguards Progran; |Opp 
13435 339 34X Fiche 50-361.83/03/03.0203390344 



FufJjtJS (•licrvifu |ntp t ratting F)4i». '' Pfi 

• «qij 1 r e<ren l» of lOCt'tSO ^^.>141 t cofinlt/'ent In f-U^B bfctlcin 
5 4 r rSAR <i»ctlon« ( VI. "3 2 J. 34 2 h (, tt 1. 1 1 I oPCdtPS 

ici f'r't’H: S'i to iT;cr(.orAt« oriel plan 

0AVi4tAi. K r !.uo thorn Call Porn >4 £dl'>(in Co 113/03/03 MtHAOLlrt, ( 
Licenninj llrooch i I0 10*113 PiV r i< he 30 -3fc 1 . 63/03/0*1. 

0303040383 


• '030.104 0jV2 "Iniervice Insf %, leaClig Pre^ra.-. Mao " 

ClAKAl; U . RDO^SCVirH I . KAt?, D Southern (.all forma b'dl^un Cn 
Q2/03/23 .’ODfP l3Ii:? 333 C4S FI the 30-3&I . a2/03/03. 
6303040363 


Oi'OItlOOSJS Notifler fiji IE Ir.fn Mptue 6t-03. "Environ Test! of 
Electrical ler-nioal Uirclis- ' uO I liiued to lifted licensee^ 
on 0^.0304 

• ftegion 5. Office of Director P«//03/04 Beijlon ?>. Office of 

Director ip 13101343 34)i Flihe 50 000 03/03/04. 0203 100 5:'0 


^303(603/4 Aitvtaea that IE Jnfo t-oticea 62.04. "Potoittial Oeflcienrii 
of teitjn aSaSIAI E-/OCO Seripa fine-Oeloi/ Relaja* t, 

0i-O5. "tncredalnq F'e^oeneq of Or.iq'Re laled Incidenta.'* 
mere i^ni-ed to i'.*>te!! otili on tle03>0 

• Reqion b. (IPfice of Director 03/03/10 Reqion 5. Offitt' of 

Olrrctor Ip 12396 315 24* Fiche £0 000.63/03/10.62031*03/9 


6203290142 Forn/atd It Inst Bept 50-361/02 06 on 620204-12 No 
*ionc O' p 1 I one e noted 

6IEflN0EfrC- O O Otviaiori of Peoideni. Beoccor Fi-oject I* En^ioerriiig 
Prpqrae.s 62/03/10 PAOAy.i. t Socithcrta Cattfornia Eovaori En 
2pp 12430 254 24X fiche 30- .161 . 02/03/ I O. 62032401 42 


-9203240145 Ife Inaa Kept 50-3/.1 /B2-C0 on 620209. 12 No none o<np I loin, c 
riQtep Major area^ inspected egc tja for control 6 conduct of 
leCh 6p-ec leguired aurveilldnce activitiea 6 startup 
p rOi e dcjf es 

KIRSCh-O t l-.ORlhlB. J w /UETflO. 0 G Uluision r.f Resideot. 
Reactor f*rojuct t Cn-jineering Programs 02/OJ/09 t3pp 
I243f> 236 24X I iche 50':i6l . e.>/03/ 1 0. 03032401 42 


6203160334 Advices that eoc I IE Info Notice 62-06. "Failure of *uti-um 
Oeneratcr f-rieai j Side liarvag Closure Studs.' -.as Issued to 
listed llrensees 

« Region 5. Ilffice c‘ Oiirctoi C2/03/I2 Region 5. Office of 

Director Ip i;!30/ri; 34* Fiche SO-OOO. 63/03/ 13. 0303l60'J14 


6203220369 Advises lhat IE (iifo Notice 62-07. 'Inadequate Security 
5creeotng Progr .sms. " was issued to listed licensees on 
6?03tfa 

* Region 5. flffice of Director 03/03/16 Region 5. Office of 

Director tp 1.73*2 24 7 24X Fiche 30-000.02/03/16.6203320*360 


S Reportable o c c u 1 1 enc es. '.EBs >< related correspondence 


0203320356 Jntervo delvccenc, rept r« MniJel 9270. Lurs graph Instmaei.t 
inOicator Cl/ p ot ent I a 1 prohle.n in certain carbon composition 
resistors due to overreating Re p or tat i 1 1 1 v cil 1 1 be addressed 
bg separate I tr 

CEIHRAM, J H Southern California Edison Co BS/OD/OR EI40EXHEN. I(. II 
Region 3. Uffice of Director 3pp 12366 044 24x 

FI me 33-:i6l. 03/03/04. 6203320336 


6203230449 H.sn- V-02-012 on B203l4.pldnt operators noted loss Of 
sl.utdohin cooling I. positive reactivitg addition Caused bg 
air blndiii) pp-sps antes utiliie cbi'sou suction header 
Partial Ig tensioned studs ta be moved 6 cleaned 

rClRSH. D Region 5. Office ef Director 63/03/15 Ip 13363 I2.*l 
24 X Fict.e 30-361.e3/03/l5.H203230494 


020324052B RO on 020314, Icsi pressure safetg injection pump lost due to 
air In pump Pumps vented 6 shuCdown cooling restored 
Invssttgatloii in progress Results *aill be foriaarded vi/l4-ilag 
rapt 6 tiro LERs 

RA*F. H 0 Southern California Edison Co 02/03/15 LNOEI.HEN. fl M 
Region 3. Ofllte of Director Ip 13436 204 34X 

Fiche 50-361. 62/03/13-9303240320 


0203290217 Forwards EFR B3-C0t/03L'0 Detailed event anelgsis submitted 
RAV.H B Southern California Edison Co 82/03/16 ENOELItEN.H 11 
Region 3. Office of Director 2pp 12429 IB2 3AX 
Fiche 30-3.91 . 62/03/ 16. 03032902 I 7 


--02OD29O221 LEH B2-C01 /O'jL-O on 03031 4. due 1 ng inctial fuel I oad. conti ol 
room emergency air cleanup sgs charcoal filters iE-419 t 
A-2D6I ue r e saturated w/uater Caused bg operator opening 
isolation value Filters replaced f. sgs returned to sve 
RAV.H D Southern California Edison Co 63/03/12 Region 5. 

Office of Director Ip 12424 104 34X Fjclio 50-361.03/03/111. 

8203240217 


I Hearing transcripti sr. non-ant I trus t matters 


0303170343 Iraiiscript of R203I3 OL hearing in San Ologo. CA Pp 1 -'/Q 
• Atomic Safety anl Licensing Board Panel 02/03/12 4Bpp 
12320 037 34X Fiche £0-. 36 1- 63/03/ 12. 92031 70543 


0303290366 Foruards portions of hearing transcripts in which FEMA 
witnesses testified- in response te 030*316 t tr u/o enc) 

CMR taiENSoilV. E Heatings Division 03/03/35 PERRV. B W. Fede 
Erergrncg Management Agency Ip I34J3 013 24X 

riche 30-CC0. 02/03/33. 0203290366 


El Curig ress icir.a I /E I ec ut I ve Correspondence 


0203110139 Responds to 630129 jtr Many issues raised are before AS 
aS--A() Independent design verification program being 
conducted bg OA Co NRC evaluating reactor pressure 
embr i tt 1 o'sen I question 

DIRC/S. H .1 Office of the Eiecutive Director for Operation*. 
03/03/35 OEleIiMB.K V House of Rep 2pp 13213 203 34X 

Fiche 50-206- 02/03/35. 030JI 10136 


-"0303110111 Requests t.RC overrule liRR Olroctor Qiltl* decision de 
request for revocation nr suspension of Unit I OL Unit 3 
low pewer test lirense should be dalaged until independent 
dud 1 1 c onduc ted 

OELLUnC.R V House of Rep 03/01/29 PALI.ADINO.N J 
Comsi Sslnners Jpp 12213 204 24X Fiche 50-206.82/03/35. 

03031 lotsn 


docket 50-363 San ONDFRE NjCLEAR station, unit 3 


A App 1 1 c a 1 1 on/ c ons t ruc 1 1 on stage docu-nents 6 correspondence 


61091COOOD Forwards responses to NRC request for jnfo re ONB-R tore 
protection calculator 6 proprietary I- nonpr opr 1 e targ 
CEfl-t64l1ji 'Respohses io Questions on Obcuisents Bupportlng 
8ongs-3 l.icenslng Submittal ' 

8ASKIN.K P Southern California Edison Co 81/09/03 nIRAOElA 
Licensing Branch 3 55?p 04679 233 24X Fiche 50-361 , 01 7 09/C 

0109100005 


—9109100013 Frrata pages to CEN' 160-10 1 -P. • CETOP'D Code Strut tur 
Modeling Methods for Ban Onofre Nuclear Generating Station. 
Units 263" Formal submittal will be provided 
* Co'hbustion Engineering, inc CEn- 160- iGJ-P ERR 01/09/03. 
lOpp 0967 9 200 24X Fiche 50-16) . 01709/03, 0109100005 


6301130470 Forwards CEN-I89. "Evaluation of Pressurlted Thermal ill 
Effects Due to B.~all Break LOCAs U/Loss of Feedwater for 
C-E TJ35S. " K Agps A-.I-ln response to THI Action Plan 
Requlre'bent I I K 3 13 

BASKtN.K P C-E Operating Plants L'sners Group 81/12/31 
ElSEtlKuT . 0 C Division of l icensing App 11578 024 2AX 
Fiche 50-355.81/13/31.0301130470 


--930I1304B3 "Evaluation of Pressurlted Thermal Shock Effects Due 
Small Oreak LUCAs t-i/l.oss of Feedwater far 3an Onofre 2 6 3 
Reactor Vessels " 

• Combustion Engineering. Inc CEN-ie9 APP H 01/12/31 M 
11570 223 34X Fiche 50-255.01/13/31.8201130478 


D202)70Olh Application for amend to OL app) ) c at Ions. c ons 1 st ing of 
Amend 20 to fSAfl. fac 1 1 1 tg emergency plan 6 offsite 
emergency response plans 

OtETCH.R Sotitherri California Edison Co COLTO.N. J O Ban Ole) 
6 Electric Co 62/01/36 Jpp 1196! 002 SAX 
Fiche 50-361.03/01/36-0302170013 


0303050306 Mot I ♦ Ic at I on of contract eiecutlon . Hod 2 to "Fol lo\J-(in 
Simulation of Earthquake Oruund Motions for Ren Onofre 
Nuclear Generating Station " Contractor Uni v of CA at 
6an Diego 

LITTLE, rt Purchasing fiection FIN 8-6896 B3/08/1B vOLLMeii. 

Division of Engineering Ip 12146 206 34X Flc he 50-363, 6 2/1 

0303050308 


*0203050324 Mod 3. attending of period of performance to B3l23l . ti 
"Fallow-on to Simulation of Earthquake Ground Motion* for 
San Onofre Nuclear Oeneratlng Station " 

LUCO. J E California. Unlv of. Santa Crux. FIN 0-6898. 
83/03/18 Ip 13146 209 34X Fic he 50-363. 03702/ 1 0. 82030 50: 


9303100142 Notification of contract exec ut ton . Mod 2 to "Follou on 
Simulation of Earthquako Ground Motions for San Onofre 
Nuclear Generating Station " Contractor:R Herrmann 
ElTTt.E.M Purchasing Section. FIN B-6B9fi 03/02/26 VOUUMeiC 
Division of Engineering IP 13193 093 24X Fiche 50-363.627 

8203100(42 


~-8«03IOOI9l Moi; S.eitoncinj period of p erforr-aKc e to Q3l230.to 'InHi. 
onto Sttrvidtton of t)iqu.il e Croutid Motidni fot San Onofie 
Nuclear Generating Station " 

HEPMOHM. R G Herrronn.R e HM 0 - 60 Va QS/Oa/ah Ip 
12 l <»3 094 SO* FjcNe 50 - 362 . B 2 / 0 S/S 6 . Q 303 1001 4 S 


0303090533 Forwards potential finding repcs (PPRs) diecussed tn util 
820211 t 14 Itrc neealniriQ (’FR« util tie tranaml t tod upon 
receipt of GA Co evaluation b d oc umsn ta tloii 

OIEICK.P- Southern California Ed I eon Co 02/03/03 tIorNHUl.U C) 
Olvielon of licensing hipp 12167 337 24X P'tche 90-361.02/03/0:1. 

O2O3OVOS03 


0303030247 Foruarde Series F potential finding repte processed h 
cleeelfled bg OA Co "F" designation d I f f erenl la t es repts 
frosi original 58 Issued In tnterin rept Add I repts uill be 
subnitted as completed 

CICrCM.P. Southern Caltfoinla Edison Co 02/0.1/04 EIOCNhoI.D I; 
Division of Cicensing 69pp 12150 054 24x rtcho 90- 361 . 0;,'/0.n/O4 . 

820300024 / 


3303150332 Requests ueellg transnittal of OA Co pretimmarg finding 
repts tt dispositions to NRC before processing 

eiSCMI'tff . 0. 0 Division of Licensing 02/03/04 OlEfCH.II Snuthn i, 

California Edison Co OILMAN. 0 U San Ulego Gas 6 Electric (» 

3pp I23II 003 34X Flche 90-361 . 92/03/04 . 6203 I 90322 


6303180463 Notification of 020316-10 meetings u/utlls In Osn 
C 1 iinerite. CA to discuss inservice testing program 

ROOO.H Licensing Oranch 3 03/03/09 MIRACLIA. F Licensing 

Orancb 3 4pp 13342 244 34X Flche 30-361.02/03/09,8203180463 


8303100379 Foruards F series potential finding repts Issued bg GA Ci. 
Repts lave not been verified for validity 6 accuracy by 
original design organ! lat ton 

OIETCM. R Southern California Edison Co 03/03/08 EISEMMUI.D 6 
Division of Licensing 149pp. 1317/ 300 24X Flche 90-361, 

02/03/08. 8203100279 


8303110001 Generic Ltr 03-04 to all licensees of operating plants, 
applicants for 01. (< holders of CP re use of INFO 6EE-tN 
p rograoi, 

EiSENXUT.P 0. Division of Licensing 83/03/09 HA80P8R0. A 

Coiieol tdeted Edison Co of Neu Vork 2pp 12291 031 34X 

Flche 90-000.02/03/09,8303110001 


J3O3190124 Notification of 030316 meeting u/util In Oethesda.tlO 
to discuss design verification program 

fiCCO.II. Licensing Drench 3 03/03/09 MIRACLIA.F J Licensing 

Branch 3 4pp 12353 390 24X F I c he 50-36 1 . 03/03/09. 8303 1 90124 


3203130117 Forwards Potential Finding Rept PFR-0091 re 1 nc ons t s t rnc y 
between FUAR ( design specs Rept has been fully processed b 
clattlflcd as otservallon u/tndlcatlon of lack of validity. 

Doc usiente 1 1 on of PFR-OOl? should soon be completed by OA Co 
OIEIClLR Southern California Edison Co 83/03/10 EIBENHOI.U U 
Division of Licensing 13pp 13347 234 34X Flche 90-361,83/03/10. 

0303120117 


I3O3I2029& Forwards F Sories potential finding ropts by OA Co 

OIETCM, Ft Southern California Edison Co 83/03/10 E IBENMU1 . 1). C 

division of Licensing 204pp. 13249 142 24X F I c he ; 90-361 . 

63/03/10. 8203130296 


■303150053 Forwards responses to 820115 request for addl info re 
Ouestions 1,3 & 4 on heated junction thermocouple reactor 
votsel level meaiurBihent sys Response to Question 3 wilt be 
nebaiitted bi; 820331 

BASvttN- K P Southern California Edison Co 02/03/10 MIRAOLIA.F 
Ltcensing Branch 3. l5pp 12256 318. 24X F Ic he 90-361 . 02/03/ lO. 

eSOOl 90092 


303170056 Forwards F Series potential finding repts processed L 
clessiflad bg OA Co 

OtETCH.R Bouthern California Edison Co 83/03/13 EIGENHUI.O 
Division of Licensing 9Spp 13319 ll3 24X Flche 30-361.82/03/1.'.'. 
0203170056 


2 03170098 Forwards Revision 7 to "Offsite Dose Calculation Manual •’ 
OASKirf.K P Southern California Edison Co 62/03/15 MIRAOlIA.F. 
Uicenslng Sranth 3. Ip 12314 343 24X F 1 c he . 50-361 , 63/03/ lb, 

0203170090 


,.0203170103 Revision 7 to "Offsite Dose Calculation Manual " 

• Bouthern California Edison Co 82/03/35 lOOpp 13314.344 
34X Flche 30''36t . 83/03/ 1 5. 82031 70098 


i': ■•3«4 i>J1<j Fui wards saivty rv.ilaatlvr ?• Ei.pp I s 1-5 i Nl'H£0-07l3 1 . 
■Prograri Plan y l( g ec t'rjuht Vv i i it « 1 i on of f>0.‘WU 

2t JEoisrrit CrSign.' ’ 1121125 H'te'isrept re veilftcation 
of seiseiic design ;er telcoi UVo enil 

NIt<A(;i lA.F ,) liirnsing ll'.ii.r.-- .1 □2/03/17 IIAND./AUA.S 

Cal iforn 1 ,1. akite of Ic 124 IS I i'O 24» Flche 90-361.02/03/17, 

033324031 O 


0203230338 Fdi wards 6J f srrirs pntrnti.sl Finding repts prnresse/' F, 
tlassiFled hii <JA Cu 

DK'ICH.II Souther r L.il i Fai ■ la Idlsun Ci> 0.7/03/ IP ElOFNIlWc.U (> 

Division of Licensing IGCIJ l.':364 326 34X Fiche 50-361. 

fl.? / 03 / 1 U . 0211 ■ I 3.3!) 


‘*20323:)674 Furii.srJs eiqhl r series potential fiiidiny repct proc e- ceil L 
c I ass I F 1 1 .. (I t.) OA to 

DIEICILR Siiuthcrn t.il|Fcrfiia Fdisui> Cu 02/03/19 LlSENII.fl.D L 
OlvkSicin of Licensin.) lOOpp 12.389 222 24X Fiche 50-361. 

82/03/ 19. 0203230674 


U2i>33ri0699 f orwards CA Co Series F potential finding rept^ 

OlLfCH. R Southern C.iliFurnia Cdison Co 03/03/19 EI9t>ht0l.0 O 
Division of t.irensinq bOpp 12335 3‘37 24X Firhe bO- 361 . 02/f)'3/ 1 *, 

8203230699 


IJ2i>324032l Forwards r seiies ;:oteivtia1 finding repts C»ocessed f* 
Classifit'd by CA C<> 

DltTCM.R Suuthern C.lllfo>nia Idison Co 62/03/22 C1SFNHD1.8 D 

Division of I leans I ng 9c,PP 12'334 223 24X Flche 50-361 . D^.'/OJ/ 2;.' 

0303240.32 I 


0203390296 Forwards outline uf final rept being prepared by lorriy 
Pinrvs Technology OA Co re l/idependent seismic design 
verification program, per 620316 meeting Review I. comments 
requested 

OIETCM. n Suuthern C.i 1 1 f ■;! ni a Edison Co 82/03/22 Cir^EMIDl.U li 
Division i.f Licensing hcf. 124 )3 314 24X firhe 90-361. 62 /OJ/;-.'. 

FI203290296 


U2')3290292 Forwards addl info in response to fHIC UL’Ollb request >r 
heated jnnrtion thermocouple reac tai vessel level 
measurement sys Irsfo responds tu Ouestion 2 re aslal 
spac 1 ng 

OAbHlN.H 8 Gouthein CaliFurnia Edison Co 1)2/03/25 I4IRA0) lA.). 
Licensing llranch 3 4pp 12433 340 24X Elrhu 50-.361 . 02/O3/:'b. 

O20329029J 


0303390934 Forwards potential Finding repts processed L classiFkid by 
OA Co Including duciurenls regvesterl at H20324 meeting o/NRC 
DlCrCli.n Southern C.illFornia Edison Co 02/03/23 ElSENnUl-D 0 
Division rF Licensing I29pp 12434 080 34X Flche 30-361. 

02/03/25. 113033909:14 


r NRC Oafoty F.valuutioiv Kepart (bERi- suppis b correspondence 


D20'31b0016 Forwards draFt supplemental bEll For corment re atseni-i- i*F 
power operated retieF valves S. primal feed F* bleed 
capability w/o enc I 

TEOKBCO.n L Assistant Director for licensing 02/02/23 DtCiril. li 
Bouiherri California Edison Cn OILMAN. 0 Id Gan Diego Cas 6 
Electric CO 4pp 13359 270 24X flche 30-361 . 62/02/23. 82031 bOOtt 


8303090193 SAFETY EVALUATION REFORT RCLATEO TO TnE OPERATION OF PAN 
OlfOFRE nuclear genera) INO STAT I ON. ONI TS 2 AND 3 Docket Nos 
90-361 And 90-362 lliouHiern California Edison Cunpany. 
et al I 

« Office of Miiclear Ifeac tar Regulation. Director NIIREO'07]2 DOf. 
62/02/23 40pp Available at NTIS «3 00 12176 176 24X 

Flche 30-361. 32/02/26. 02FI.399O193 


F Security, medical, emergency t. fire protection plans 


6303170013 Forwards Amend 28 tt» F8AB, i e i ssoing facility emergency plni 
r, offsite emergency response plans I ft led in PDR Category 
KJ t. Amend 10 to fire haiards analysis (filed in Category 
f J 

OIETCM, R Oouthern California Edison Co 62/01/26 MIRACLIA.F 
Licensing Or enc h 3 IP 11961 001 24X Flche 3O-36l.B2/0l/:!6. 

8302170013 


--B202170010 “Fire llaiards Analysis." Revision 10 

» Southern CaliFurnia Edison Co • San Dlago vJaS L Electill Li. 
B2/01/3I. 7pp 11961 0)0 24X Flche 50-361.02/01/26.82021/0013 


6203090097 Releases public version of Amend 20 to F8AR. emergent y plni 
offsite aineigency response plans 

FL'LTQN. 3 M. Divlsien of Rules and Records 02/03/01 Doc Dment 

Nanageaiecit Dranch Ip 12188 139 24X Flche 90-361 . 82/03/01 • 

8303090097 


■ n# util *. 1 1 > ter j u i l^dl < 1 1 era 1 pl4ni>irj| 

rriolwtio'i ot' erargenfy tr, 3 lniii 3 

pi Oflt j~. s 1 1 er I p«t . a >. (>|.vraliny pr cc rp -j' tis. & 6a»rci&P 

icurd'tp ^s'tective ite ^ c'^oir.g ftr ii^tnd ito'.s 

SASrlM.i' H Siaot.i'i-rr 'alitcrnip epi^uii Co a3/03/?2 M|HA3I}A,C 
LireRSicig Oi-oi.-' ^ 3tip l'>3 34 n « vthe SC.-26V . Oa/Ol/i;;', 

•=2032 4 Or’/ 4 


I. AJ.vdlC3t^;'■^ < cf Map <.*'*<■» rt e 


3j'J10l ■’V lieqyb^'.V •>•. t tie rertllxa Vo 4 r Veto DV* <i»Vrd*i i H V.ai y 

K 0 14 (»P Cotton U i ••er'iOtt l'roc4 of svC eiiel 

PIGOTf.D R f.oullerr Colilcrnia Ediion Co PIOOTT. 0 fl Orriik. 
Wifr 1 1 'lp tan I v-uttlt#*e Ataioic S.ifetti and I. icrneiiiq 

Apoeol Pone I ee? 1 20,' I 001. 24* Ficne 50-3til . I32C03/23. 

H20r.OIO; J7 


03O302TI 1 02 Peepnr.ci 10 lii advtiirq Itat ilte viait for 021 >J| j 

ui I t re airaryec Visi* i„ii| take oil day lue to ocepe of 
ASUAO iT»tet»«t«; 

•■IC3TI 0 -3 rrii<«- Mer-)fdton I. SuCtliffr G3/02f23 
C:*tOtn»'-p FI?, t J .Mr-r.i. Fafety ,it>; litenoifig Oppea; ('aiiel Ip 
:2077 213 24« jirnr tC - -f, I H2 /02/;':i . B20302f)l02 


<1203110157 Re(|deotk findirijk S, vlviuo on one I conotttupnt 0 Campbell 
1111121 Iti re need for truly independent audit of Diablo 
f.At.yo" '» '.O'** k t lyd*. VO" of i«.piop»r i"ktaV Votio" of root tot 
veokel at 3ar Qnofre 2 

Cf'Ai.SlOf. A Senate <52/03703 Office of Coiigreai tonal Affblro 

2pp 12.712 240 24X FI Che 90- COO. 02/03/03. 03031 lOI 37 


0203150292 Reapondi to O20I37 itr re eiclueinn arsai outkide Ipnedtote 
piykits) plant of reartor inatallation t. security area 
MIHAGI-IA.F J Liiensind Oranch 3 02/0.9/09 OOUDEN. A U’ 

Affiliation Unknc^in 2|ip 12309 349 24 X Flcho 30*306. 03/03/0’=. 

0203150392 


■--t>203l902'jB Request k info re eicluston areas outkide lemediato pliyeiiab 
plant af reactor ic.s ta 1 I at t on t. seiurity area 

DlPWCl-.V. A .J APf illation tin In can 83/01/27 PAOR. 0. 0 Olvlolnii 

of uicenking i’pp 12309 291 24 x Fiche 30-206, 03/03/09. 

0303190292 


c: 203190227 Supports independent audit 

HlCHS.t- H Affiitatinn Unkno'nn 02/03/13 Atomic Safety <jiid 

Luer.kiny Appeal Panel 2pp 12946 9IG 34X Fiche 90-361 . 02/03/ 12 
£203190237 


•3209-9(:9 1 1 7 IJrtef in support o< piceplinns to 
initial letikv'jn Cpittfitate of Gve etic t 
m|A9T0ti-R J Cars tens- A S IIHaRICN.R J 
Atomic Safety and Li-ensiry Appeal Panel 
tithe 50 361 03 ,'03/3 9. C2090fl0l I 7 


ASLD 6201 I I part la I 

~nar*.on. B j 03/02/25. 
/9jp 1215J 193 ;!4X 


‘i=0'i I .n^-Ja 9rieF in s.-ppurt of ecieptiiink In ASLO 820111 partial 
i''titial deevkiu’. tipq-aced erniyeniy kick knoull te observed 
Oefurp 1 c -- pouer license ^ra’iied Certificate of Sve ©nc I 
CCClI.NO. C t CJaRO 7CCLUflO.C E Citllens for Alterrattves to 
Fadioarlire I'umpiry f'CCc CNO C f. f lenminq. Anderson, McClunc 6 

Fin-.n <12/09/01 ntc-iic Safety ana Ulrensing Appeal Banc J lf*pp 

12170 lOl cMx Ficht 53 361 . 82/09/01. <1209100-86 


82031CCI49 Lists ind : ,i.ic.a I s that -:il! attend 62U3I I site tour jri 
ASLO <1202 I c. te^bi'i^^t Related c ur respcndence 
l-’tCOrr-l) R Crriil. Iierrinqlyn «, Sntcllffe 02/03/02 
fif-OrriAKER . i: J Attmic Safety aiil licensing Appeal Panel 3p P 
;2t02 06l 241 Fiche 5C9tl.fl2/C3/03. 0203100149 


J Insuranre 6 indemit*! i nf urmat 1 on 


8303390137 Foi'aards Ameiid 16 to Indoirntty Agreement 0-31 In 
response to MftC 820216 Itr 

9A5KIN. K <’ Southern California Edison Co 82/03/39 SALT JUAN. 2 
Assistant Di'ectO' foi State 6 Licensee Relations 3pp 1 34 Till; 1/20 

.74X Fiche 30-206. 02/0:1/39. n.''09P9OI37 


V Utility final Safety Analysis Report IFSARI & amends 


0202170013 Forc-aitls A-.end 28 to F£aR. re i sso 1 ng facility emergency p Inn 
C effsite emergency response plans (filed m PDH Category 
el. 5 fc-snj 10 to fire hatards analysts lilted In Category 
I > 

OltTCH.n Soothern California Edison Co 82/01/36 MIRACLIA.F 
Licensing Oranch 3 I? 11961 001 34x Flch* 30-361.03/01/2/1. 

(12031 70019 


02 '/ 316 OlOk Fors-aiJs co-rectisns to intervennr 820236 brief In support 
elf eicppllons ♦© Anil) 020111 partial initial decision W/o 
e<\c I Cerkificate nf 'i.c, ei.cl 

U'lARinM.n J Carkters. A 5 pIKACiTn-f. R J Uharton, 0 J 02/09/04 
Atcmic Cafet, and Licer.sirj Appeal f'anel Opp 12301 293 2'1X 

l lche 90-361. 82/03/04.020:1160189 


0202170020 Amend 30 to T 6AR u/45 overstie drawings Aperture cards an 
ava liable in PCR 

a SPutherii Cnllforna Edison Co * San Olego Oas 6 Ele/trii li^ 
03/01/31 2QQpp 11961 016 34» Fiche 90-361.02/01/36. 

8202170013 


9 Inspecticn reports. IE flulletins 6 correspondence 


02031CC210 Order that GJaRL' >, Carstens 820301 brief in support of 
eiceptions to A'jV.a S2'dt 1 1 partial initial decision te lodged 
-'/ASuAfi Lot not filed u'lt i 1 receipt of .rot ion eip laming c-hy 
ertensioo cf lire nol requested by B20223 

G'SEERAAER C J Atomic Safety and Licenstnq Appeal Panel 82/09/05 

C-'ARO 3pp 12131 336 24* Fiche SO -36 1. 82/03/05. 02031 00210 


U2O302O544 ForvarUk IE U.kp Rept* 90-361/02-06 t. 50-362/02-02 0" 
02Ol?5-29 No nonconp 1 lane e noted 

FAlt HENKERHV. e Region 5. Office of Director 02/03/11 FAPAV. L 1 
Southern California Edison Co 2pp I30B2 089 24X 

Fiche 30-361. 92/02/11.8303020544 


b503220j02 Order cirecting kicensee to advike aSLAO 5 days befopr Unit 
2 act.ievek criticality, if decisions re Carstens application 
for stay cf AS_n R20111 partial initial decision has not 
been is sued 

EHOCMAWEir. L J Ato.-ic Safety and Licensing Appeal Panel 83/03/16 
Southern califOTciia Edison Co 2pp 13399 046 24X 

Fiche 90-3/.1. O^-OJ. 16. 82032i'0202 


H General c or r es pond enc e 


83031 1C494 Suppis RiO/lO Itr (. requests NRC reversal of H Oenton denial 
uf request to Initiate license review Independent review 
rust be conducted by firm w/no conflict of Interest 
NADEA.R Aff 1 I lat ion L'nknosn 02/01/39 PALLAOIhD-M 
cpmni Skioners 4pp l229l 330 24( Fiche: 30 206.03/01/29. 

0303110454 


02D:i 16C599 Responcs to 82012'7 concerns r© licensing proceedtnq 6 
811116 decision denying request foe revoking or suspending 
81. L-icenking matters are under c ons i d erat ion in adjudicatory 
process r.L Issued 030216 

OHNTDK.li R (jrrice of rJuclear Reactor Regulatior,. Director 
02/02/24 KAOER. R Center for Progressive Laui 3pp 12329 343 
?4X Fiche 90-206.03/03/24.0203180099 


B3031BOI05 Elaborates concerns raised In 910710 Itr re licensing of 
facilities Independent review of facilities is aai ranted tri 
light of ARC suspension of Diablo Canyon Review should be 
conducted by indepsnderiC fir", bi/nu conflict of Interest 
llADFfi. B Center For Progressive Lou 02/01/29 FAClADTNO.N U . 
AHEAfthF. J A . BPADFORO. P A Ccir-it s s I one r s 6pp 12 339:245 i*4y 
Fiche 50-30 6. 83/02/24. 0303180099 


--C203020553 It Insp Hepts 50-361 702-06 V 30-362/D3-02 on e20125-V.'*7 Me 
none omp J Ian c p noted Major areas inspected licensee action on 
ICCFN50 591 e) Items b Unit 3 preservice era.m 

MACJNEH.U J . BIEHflP. T M Region 9. Office of Director 03/03/10 
6pp 12082 09 1 24 X Fiche 90-361 . 02/02/ 1 1 , 0203020944 


0303030284 Advises that IE Info Notice 83-01 . Revl s I on 1. '‘Auxiliary 
Feedixater Pump LoikOut Resulting From Nest i nghouse U-2 
Switch Circuit Mod* was sent to listed utils 

« Rsqlon 5. Office of Director Q3/03/36 Region 5. Office of 

Director ip 12095 340 24X Fiche 30-000. 82/03/26, 820303021M, 


6203I0033B Noti f les that IE Info Notice 92-03. 'Environ Tests of 
Electrical Terminal Blocks. " uas Issued to listed licensees 
on 820304 

S Region 5. Office of Director 82/03/04 Region 5, Office of 

Director Ip 12103 243 24X Fiche 30-000. 82/03/04, 8203100530 


0PO3P90560 Forwards IE losp Rept 90 362/02-03 on 820222-36 No 
npneomp 1 lane e noted 

BISHOP. T u Division of Resident. Reactor Project 6 Engineering 
Programs 62/03/08 PAPAY.L 1 Southern California Edison Co 
2pp 12434 227 341 Fiche 30-362. 82/03/08- 8203290560 


--0303290964 IE Insp Rept 50-362/62-03 on 020222-26. No none o"? I lane r 
noted Major areas Inspected preservtce sa f ety-r> lated 
Ins trumenta t Ion b followup on previous insp Items. 

WAONER- W J , BISHOP. I W Division of Residpnt, Reactor Project ti 
Engineering Programo 02/03/05. 9pp 13434 229 24X 

Fiche 90 -.36 2. 02/03/08. 8203290 960 



6DS79 Advnei that If Info NotiCD? 03-04. 'Potontial 0»flcifi.cy 

CyrCath AO AS TAT E“7CCO Garlpg Tiaie-Oelaj 0ol.1y^ * tt 
3J. loereasina A'roitueiicy of Drug -09 la te d (etc 1 drnts. - 
c Ktued to listed utils oci 03OJIO 

’Jcglon 5. Office of Oirectoi 03/0.1/10 Oegtan 3. Offiir <if 

ecter tp 13390 313 34 X fit he 30-000.03/03/10.03001603/'/ 


9iO0l7C?/0 Foroarjs IE [nfo 'doll..e B3 -00. "Environ Tstts of Electilcal 
Te/.iinal Oloilts ' .jritten resfonse required 

I'AVriES. R C Rejtor 1. Office of Director 03/00/13 O'TOCLt.J l‘ 
Consolidated E'disor Cs of r.'eu Vdili TalLMAn.W C Public Seivici" 

Co of New Hanpshire 0C p 1331 3 3.’)9 24 X Fiche 30-000. 03/ 00/1 !>. 

6300170373 


t0339 Advises that enc I IE Info Notice 03-06. "Failure of Oteor. 
eretor Primary Side Mon.jiiy Clnsure Studs. ' lejs issued tn 
ted licensees 

Region 3. Office of Director 03/03/13 Region 3. office cif 

ector Ip 12307 213 24 X Fiche 30-000,03/03/13.0303160009 


30366 Advises that IF Info Notice 03-07. "Inadequate Security 

reoing Prograirs. ' ^as Issued to listed licensees on 

Jib 

teglen 3, Office of Director 03/03/16 Region 3. Office of 

setor Ip 13363 397 34* Fiche 30-000.03/03/16.0303330360 


lOrtable occurrences. LERs t related c or r espniidenc e 


8203170406 Fori.jards IF Irfn Notices 63-04. "Potential Deficiency uf 
Certaici AGAOfAT E-7COO Series Ilrc-Dolay Relays" t 03-03. 
'Increasing Frequency Of Orug-RelaCed Ircidents " 

HAYhEil.R C Region I. Office of Director 03/03/13 O'IOOlC..! IJ 
Consniidated Edison Cu of New Yorp TALLMAN.W C Public Beiviie 
Co of rieo; Hampshire Spp 13320 031 34 X Fiche 33-000.03/03/1:1. 

□303170406 


0303310361 Foruards IE Info ‘lotlce 03-07. " Inadequate Security 
Screening ProjraTs " No j;ittten response required 

HAVNES. H i; Region l. office of Director 03/03/16 IJ' TOOLE..' II 
Consolidated Edison Co of Ne>- "Yorh kEmPER. J Q Phlladelpetn 
Electric Co flARIIN. T ■> Publlt Service Electric 6 Oas Co of Nesi 

-lersey Spp 13435 073 34X Fiche 50 COO. 03/0"J/ 16. 0303310361 


*0356 Interim deficiency rept re Model 9370. Lumi graph Inst rinsent 
cator u/potential problem t n certain carbon composition 
sters due to overheating Pepor tab 1 1 i ty ui 1 1 be addressed 
•tparate 1 tr 

;AN. J M Southern California Edison Co U3/03/09 CNOEI.PFN.R H 
Ion 5. Office of Director 2pp 12366 044. 34X 

• 30-361. 03/03/09. 0203230356 


ring transcripts on non-ant 1 true t riattors 


0543 Transcript of 030313 (IL hearing In Ban Otogo.CA Pp 1 "/tt 
.tomte Safety and Licensing Unard Panel. 03/03/12 9npp 
0 037 24* Fiche 50-361,02/03/12.0203170343 


0366 Forwards purtiuns uf hearing tranecrlpts In which FEMA 

• sscs testified. In response to 020316 I Ir U/o end 

STENBURV. E Hearings Division 02/03/33 PGRHV, 0 U Fnloiol 

gency Management Agency Ip 12433.013 24X 

« ;0-C00, 03/03/33. 0303290366 


DOCKET 50-364 JOGEPH M FARLEY NOCLEAH plant, unit 2 


A App 1 1 c at Ion/ c ons tT uc 1 1 on stage documents 7. correspondence 


0203010001 Addl response to fqja request for 30 categories of documenic 
re r.UREO-0660. "NflC Action Plan " Forwards documents listed 
in Apps A. O.C b D Info partially withheld (ref EOIA 
E ■ emp 1 1 on 51 

FC1.10N. J (1 Division of Rules and Records 01 /C8/04 MADDEN.] .1 

Kaye. 8c ho 1 er . F I erran. Hay s K Handler 9pp 13730 006 24X 

Fiche 30 231 . 01/00/04. 0303010001 


--0010130615 Discusses Auilllary Sys Uranch enc I btR Input re 
Implementation of recommendations for aui Illary feedwater 
sys 

CHECK. P 9 Assistant Director for Plant Systems 00/09/30 
lEDESCO. H L Assistant Director for Licensing Hpp 12732 294 
34X Fiche 30-000.01/00704.0203010001 


g re s s 1 ona 1 /£ xecutlve Correspondence 

0120 Responds bo B20139 I tr Many issues raised are bafoie AOl.li b 
B. Independent design verification program bolng 
(acted by OA Co NRC evaluating rooclor pressure 
tttlement question 

K8. If J Office of the Executive Director for (Iperatlons 
a/23 DElLUMS.H V House of flop 2pp 13313 202 24* 

• 50-206. 03/02/23. 03031 10130 

110131 Requests NRC overrule NRR Director UI 1 1 16 decision denying 
quest for revocation or suspension of Unit 1 OL Unit 3 
lu power test license should be delayed until Independent 
dit conducted. 

LlDMS.R V House of Rep 03/01/39 PALLAOINO. N. J 
(h-lssloners 3pp 13313 304 34X Fic he 30-306. 83/03/33. 

03110138 


50-363 FORKED RIVER NUCLEAR BTATIQN, UNIT 1 
1 lea 1 1 on/c ons true 1 1 on stage documents & correspondence 

OOOl Oenerlc Ltr 03-04 to all licensees of operating plants. 

tcants for OL b holders of CP re use of INPO OEE-IN 

ra3 

*4I^T.O 0 Division of Licensing 03/03/09 HAUBPURO. A 
olldated Edison Co. of New York. 2pp. 13331 031 24* 

• 30-000.02/03/09.0303110001 

pectlon reports. IE Oulletins 4- correspondence 

3440 Forwards IE Info Notice 82-01 . Hevl 1 1 on 1. '"Aut Illary 
aler Pomp Lockout Resulting From Westinghouse W-3 
ircult Mod. *■ T«bl» 1 It tlto on^l to 

(Jlfifipant. Mo tiirltton rotponta roqulred 
Bl’irf 7 ^*9100 1, Offico Oiractor 02/02/36 O'TOOLLeJ D 

StAt Cdlton Co of Ntu York 0HONO. J C Pouer Authority of 

350440°^ 12134 i77 24X Flcho 30-000. 02/02/264 


Info Notice 03-06, "Failure 
Ired”**** <^>“*ve Studs "" No im-ltten re 


i red 
53.R. C 


of StOAm Oenfc»rotor 

tpontt 


31, Region 1, Office of Director 02/03/13 O'TOOLE. JU 
3f N. W “•*“'’ Mew York TALLMAN. M C. Public Service 
J10333 » S'* 52 004 34X Fldhe 30-000.82/03/13. 


-0010370236 Cumnents on applicant response to NRC 791013 request fot 
Info re auxiliary feedwater flow requirements flnm rate 
demonstrated to be sufficient 

8PCIS. T P Reactor Systems Branch 80/10/17 PARR. 0 0 
Auxiliary Systems Branch 3pp 13733 J37 34X 

Fiche 30-000.01/08/04.0203010001 


-60102801J6 Forwards safety evaluation re train separation of pos'Cr 
supply to auxiliary feedwater flow control valves Proposed 
mod resolves concern re power source to flow control valves 
CHECK, P 8 Assistant Director for Plant Systems BO/lO/14 
TEDESCO. R L Assistant Director for Licensing 3pp 13733.107 
34X Fiche 30-000,01/00704.8303010001 


J Insurance &. Indemnity 1 n f or.-.a t Ion 


0203230204 Forwards Endorsement 5 to AN! Oinder EO-73 b Endorsement 3 
to AN! Oinder EB-63 

FIELDER. J Marsh 4. McLennan. Inc . M b M Nuclear Consultants, li.i 
Div. 02/03/16 6ALT7MAN.J Antitrust 4. Ccono.-slc analysts Branch 

(Utility Finance) 3pp 12370 301 24X Fiche 50-340.02/03/16. 

8203230304 

0203330634 Forwards Endorsement 40 to ANl Pol 1C(| NF-330 

FIELDER. v). Marsh 4. McLennan. Inc . M & M Nuclear Consultants, tiic 
Olv 03/03/16 SALT/MAN. J Antitrust 4. Economic analysts Dranch 

(Utility Finance* 3pp 12390 144 24X F 1 che 50-340. 02/03/ 16. 

0203330634 

0203330617 Forwards Endorsem.ents 41 4. 43 to ANl Policy NF-230 

FIEI.DER. J Marsh b McLennan. Inc . M b M Nuclear Consultants. Ihc 
Olv 02/03/10 CALT2MAN.J Antitrust b Economic analysis Branch 

(Utility Finance! 3pp 12409 1.16 34X Fiche 50-340. 82/03/ IH. 

8203230617 


M Antitrust correspondence 


0203190320 Forwards Municipal Electric Ulll Associates motion for 
extension of time to file responsive brief 

HJELMFEUT.OC tlje Imf el t, D C HJELHFELT.O C Municipal Electric 
Utility Association. Alabama 02/03/08 ZOLLER.NE U8 Court of 
Appeals. 5th Circuit ip 13349 316 24* Fiche 30-348,02/03/00. 

0303190320 



H OpfaO") Ilcen9« 3CCui<>?nt4 (> < Orf e s p ordenc e 


SS0303007e R» 4 u«jti Tech ?p«c l>« propo«»d to I nrorpcrate qualification 
r*q« I ro’’4nt» for tfilft tocpnlcol sC v I sor . f»UBt*C 0737. 1 1 «m 
I A I 1 

VAHC'V. S A OperotiPq Beat tors Dr ant f 1 flS/03/16 CLAyTGV. f I.. 

Alabare Power Co 3pp 12501 117 24* F^t^« 50-348 02/03/16. 

0203030078 


8203020430 Noll I les tiaC ocil ecet not Intend to sutirit an^ 
appltcatlont tetween present & B4123l.tn resporiop to Generic 
Ltr 02-1 

ClaVICO-F L Alallaina Pcuer Co 02/03/10 V/AROA. 8 A Operating 
Reactort Oranct I TEDtSCO R L Acsiotant Director for Licencing 
Ip I2CH3 338 3411 Ftcle 90-340. 83/03/IB. 0303030430 


02O3ICO314 Toruarde |NPO evaluation reptt in reeponte t« 010906 6 
C636 retoeiti 

t-ARTlri.R D Re;l 0 f 2. Office of Dirac tor 03/03/01 TAVUOfl.J fl 
Uivitior of Project & Resident Projrami Ip 13109:007 34X 

Ficie 50-000.03/03/01.0303100394 


020310039/ "E vAl'ja t lar cf jn Farleq Nuclear Plant '* 

• Inttituce of Nuclear pp.er Operatlans 01/01/31 33pp 
13109 COB 34» flcOe 90-000.83/0.1/01.830 3100394 


8303060067 Fulinits list of environ qualification Info dealgnated at 
proprletarq t. nonpropr let arq Ue • t Injhouse 030319 ltr to util 
requestirg that util not sutntt West 1 ng house proprietary 
Info to Prahiiin enc I Enc I at fine Id (ref IOCFR3 7901 
CIAVIOV. F L Alatar;a .“Over Co B2/03/03 VAROA, S A Office of 
Nuclear Reactor Regulation. Director 9pp 13134 090 347 

Fic-e 50-364.82/03/02.6303000067 


O20355O321 Aivises that util D1I333 response does not meet Intent nf 
NUREO-0737 Iters 11 k 3 30 re revised siral 1 break lOCA 
‘sethods Anal:,sis for -pdel justification should be provided 
no later than B30/OI 

vaROA. S A aperatin] Reactcrs Branch I 03/03/03 CUAVTOM. F L 
Alabama Poiuer Co 3pp 13,109 319 34* F 1 c he 30-348. 63/03/03. 

0303190321. 


8303190334 Foruards Structural Engineering Or anc h. Aus 1 1 1 arg Sys Oranch. 
Chentcal Engineering Branch & Core Perforirance Branch 
requests for acdl inlp re proposed spent fuel pool 
eipansion Response requested ulthin 30 days 

VARGA. 5 A Operating Reactors Oranch 1 U3/03/04 CLAVTON, F L. 

Alapara Pe-er Co 7pp 13310 IIO 34X Flche 50-364,82/03/0 4. 
8303130334 


8303190139 Advi ses of cci-pletloh dale of assessment of procedures 6 
training program for natural tirculatlon cooldown, in 
response to Generic Ltr 01-31 Rept eipected 90 days after 
receipt of guidelines fror Rest inghouse ounors group 
CLAV50I4. F L Alabaira Po.er Co D3/03/09 VAROA. 5 A Office of 

Njclear Reactor Regulation. Director Ip 12336 309 34X 

Flchf 50-348.83/03/05.8303190139 


6203110031 Generic ltr 83-04 to all licensees of operating plants, 
applicants for OL & folders of CP re use of tlypO SEE-IN 
prograr 

ElSENHcJT.D O Division ol Licensing 02/03/09. HAUSPURO. A 
Consolidated Edison Co of New Vork CAVANAUGH. W Arkansas f’ouer & 
Light Co LUnOvALL- A E Baltlraore Oas t. ClectrU Co. 3pp 
12391 031. 34K Fuhe 90-000.83/03/09,8303110001 


6303160308 Acb receipt of 830316 request for proposed changes to lech 
®pecs incorporating shift technical advisor requi re<nent S por 
NUREG-0737 Ite/i I A I I Adutnistrallve procedures verifg 
training prior to job placement No amend needed 

CLAVTON, F L Alabama Pouer Co 02/03/09 VARGA. 8 A Office of 

Njclear Reactor Regulation. Director Ip 13301157 34* 

Fic he 90-340. 82/03/09. 0303160308 


0303340430 Forwards request for sddl Infn to complete revlesr of 
response to NUREO-0737 Item 11 B 1 re RCS high point vents 
Reply requested within 6 lets Ouestlons re technical merit 
of guidelines should be resolved through ounerg groups 
vaRca.8 a Operating Reactors Branch 1 0;’/03/l5 CLAVTON. F.L 

Alahama Po;,9r Co 9pp 13406 349 34X F i cho . 50-348. 93/03/1 3, 

6303:40430 


R203390319 Far-aards Revision 1 to Procedure FNP-3-M-019. 'Inssrvtto 
Testing Progra-i for ASNt Class 1.2 & 3 Pumps & l/alvee. " 
incorporating outlined changes, per 011007 c Ofimt tments 
CLAVTON. F L Alaliai-a Pouer Co 82/03/17 VARSA. 8 A NRC - N<i 
OeCatled Affiliation Given Ip 13437 366 24X 

Fit he 90 .364. 83/03/ I /. 030339031 9 


■•-8303390333 Revision I to Procodure FNP-3-M-0I9. "tneervlce FastJni 
Program for aBME Class 1.3 6 3 Pumps 6 Valves " 

• Alahama Power Co 03/03/16. 333pp 13437 368. 34X 

Flche 50-364.82/03/17.8303290319 


0303390393 Proposed amend to Unit 3 Ol. changing Tech Specs bg 
clarifying requirements 6 Incorporat t ng Improvements from 
revise' Unit I Tech Specs Safety evaluation sncl. 

CLAYTON. F L Alabama Pojer Co 02/03/10 VAROA. 8 A Office of 
Nuclear Reactor Regulation. Olrector 3pp 12433:303 34X 

Flchs 30-364.83/03/10.0303390393 


— B303290363 pToposed Tech Spec changes, c lar i fy Ing requir ementa t« 
Incorporating tnpruvements fro-e Unit I Tech Specs. 

• Alabama Pouer Co 03/03/10 43pp 12433 303 34X 

Flche 90-36 4.03/03/10.0303390333 


0303390179 Foruards Amend 3 to "Spent Fuel Pool Mod." retpondlng to 
questions in Enel I nf NRC 030304 I t r . correc t Ing design stdt 
A typographical errors i> clarifying Tech Spec safety 
evaluation Insertion Instructions 6 safety evaluation enc 1 
CLAYTON. F. t Alabama Power Co 03/03/19 VAROA. 8 A Operating 
Reactors Branch 1 9pp 13430 069 34x F i c he 30-364. 03/03/ 19, 

D3033901 73 


--0303390176 Amend 3 to "Spent Fuel Pool Mod. " 

• Alabama Pa.jer Co 03/03/31 47pp 13430.074 34K 

Flche 50-364.03/03/19.0303290179 


0 Inspection reports. IE Bulletins 6 correspondence 


9303030307 Forwards IE Insp Repts 90-348/83-01 (■ 30-364/83-01 
on 820104-00 No nonec.-p 1 lance noted 

AELLCOO-P J Reactor Project Branch 3 03/02/03 MCDONALD, fl P 

Alaba.-a Power Co 3pp 12086 398 34x Fl che 30-348. 83/02/03, 

8203030907 


--0303030531 IE Insp Repts 90-348/02-01 6 90-364/82-01 on 830104-00 
.No noncospt lanc e noted Major areas Inspected licensee 
action on previous enforcement matters. OA program annual 
review t< design changes 6 mods 

FREOR ICASON. P , UPRIGHT. C M Engineering Inspection Drench. 
D3/01/3B 7pp 13006 300 34X Flche 90-348.82/03/03.02030309 


02O3OO<1349 Foruards IC Info Hotiie 03-01 . Revi slon I, "Aixlllary 
Feedwater Pump Lockout Resulting From Nest I nghouse U-2 
Switch Circuit Nod " No responsa requlred- 

O'REILLY.J P Region 3. Office of Director 03/03/36 UHRIO.H. 
Florida Power 6 Light Co HANCOCK. J A Florida Power Corp- 
MILLER.S H Oeorgla Power Co 4pp 13198 183 34X 

Flche: 90-000. 03/03/36.0303000349 


6303100301 Forwards IE Safeguards Insp Repts 90-340/82-09 6 
90-364/03-04 on 930309-12 No nonconpl lance noted Repte 
althhelc Iref 10CFR73 211 

LONG. K J Division of Project A Resident Programs. 63/03/03. 
MCDONALD. P H Alabama Power Co 2pp 121BB 137 34X 

Flche 90-348. 83/03/02.0303100301 


8303190337 Forwards requast for addl info on IE Bulletin 80-11 me 
masonry ua 1 1 s . Re t ponse raquested within 49 days 

VAROA. 9 A Operating Reactors Oranch I 83/02/04. CLAYTON. F.L 
Alabama PouBT Co 9pp 13310 117 34X Fl the 90-340, 03/03/04. 

83031 90337 


6203170441 Forwards tC Info Notice 63-03. "Environ Tatis of Elactrl 
Terminal Bloc ks. " 

□ 'REILLY. JP Region 2. Office of Olrector 83/03/04 UHRIO.B 
Florida Power 6 Light Co OAIL.L C . PARKER, kl 0 Duke Power Co. 
4pp 13315 309 34x riche; 90-000. 82/03/04. 0203170441 


6303170919 Forwards IE Info Notice 83-04. -‘Potential DefUtency of 
Certain ACASTAT E-7000 Beries Tlme-D« 1 aye . " I. IE Info 
Notice 02-09. "Increasing Frequency of Drug-Related 
Inc idents " 

O'AEILLV, 3 P Region 2. Office of Director 83/03/10 OHRIO. R. 
Florida Power 6 Light Co DAIL.L C , PARKER. W O Duke Power Co. 
4pp 13331 306 24X Flche: 90-000.82/03/10. a:03t 70919 


230971 Subrttt addl info roqufdted tiij NHC re IF. Oulletin 80 04. 

Ql PWR Main Steair Line Oreak U/Conttnued Teeduater 
iltion ■■ Main kteam Isolation ai|» neata r eijvi renont a of 
*E Std 279-1971 

trlO-N. F U Alabama Pouer Co 02/03/12 VAHOA. 8 A N^C - No 
:allad Affiliation Given 9pp 12390.136 24H 

r!i* 30-340. 02/03/12. B203230971 


J9049I Foruarde IE Info Notice 03-06- ''Failure of Skeam Oenorator 
aierg Side Manuiav Closure Gtuds " No ivfttton response 

|u« dted. 

iCiLLV.tl P Heglon 2. Office of Director 02/03/12. UllRIO. R I. 

• rlda Power %, Light Co DAIL-L C Duke PoLer Co STA.IPlEY, N I 

.flselppl Power & Light Co 9pp 12409 106 24X 

he 30-000. 02/03/13. 0203230481 


*60230 Forwards IE Info Notice 02-07. "Inadequate Securltg 
eenlng Programs " 

EILLV. J. P Region 3. Office of Director 82/03/16 OMRtO.K L 
rlda Power 6 Light Co UAIL.L C . PARKER. U 0 Duke Power Co. 
12424 107 24X fiche 90-000.02/03/16.0203260230 


riodic operating reports 6 related correspondence 


60468 Forwerds aionthlg operating rept for Feb 1982 

VTOM. F L Alabana Power Co 02/03/12 NRC - No Detailed 

(nation Given. 2pp 12303 212 24x F I c he . 30-364. 02/03/ 12. 

3160469 


3160472 Honthlg operating rept for Feb 1982 

AIRSTQN.M 0 Alabama Power Co. 02/03/01 Opp 12303:214 ;’4X 

Iche 30-364.82/03/12.8203160468 


portable occurrences. LERs (. related correspondence 


00400 Forwards UER 02-007/03L-0 

VTON.F L. Alabama Power Co 82/02/16 O'ltEILLY. J P. Rogloi) 2. 
Ice of Director Ip 12130 201 24X F I c he 30-364. 02 / 02 / 16. 

3000400 


1000402 LER 02-OO7/O3L-O: on 0201 10. boron c one entrat 1 on In 2C 
ccunutator fall below <«ln required in lath Opete Benpllng 
leltfed reeulte both below t. above 1900 pp/s Itnilt Cause of 
luctuation not determined Accumulator will be monitored 
MRBTOff.N. 0 Alabaira Powar Co. 02/02/17. Region 2. Office of 
Irector 2 pp, 12130 202 24X F i the 30-364. 82/02/ 16. 0203000400 


30332 Forward! LERs 82-002/03L-0 t, 8I-006/03L-0 

/rON.F.U. Alabama Power Co 02/02/26. Region 2. Office oP 

SttOT \p 12136 243 24* Flcho 30-348. 02/02/26. B203000332 


3000376 LER B2-006/03L-0: on 82012B. dur 1 ng realignment of swing CCW 
imp to A train. mlscet laneous headar misaligned 
*esi-c onne c t I ng two CCM loope Caused bg failure to perform 
fP~2-80P-23. 0. Valves properlg realigned. 

tlRSfCN.M 0. Alebame Power Co. 82/02/26 Region 2. Office of 

rector Ip 12136 247 24X Fi c he 30-340. 02/02/26. 0203000532 


■ 90-366 eouiN I HATCH NUCLEAR PLANT. UNIT 2 


urltg. medical, emergeneg & fire protection plant 


-0276 Releases public version of revision to emergeneg procedure 
ON. U M, Olvtelon of Rules and Records 82/02/23 Document 

gement Branch Ip 12130:023 24X FI che 30-321. 82/02/25. 

■040278. 


-040308 Forwards public version of Revision I td Emergency 
acedure HNP-4e30. "Chercoal h Particulate Sampling of 
Seoul Effluents Under Emergency Conditions." Trenemittel 
«at »e»«l. 

fsfiy. M. Oeorglo Power Co. 81/11/09 Office of Nuclear fleactoi 

gulatlon. Director 2pp 12138 024 24X F 1 c ha: 30-321. 02/02/25. 

O304027B 


040310 Public version of Revision 1 to Emergency Procedure 
P-4830. "Charcoal 6 Particulate Sampling of Oaseous 
fluents Under Emergency Conditions. " 

Oeargla Power Co. 82/02/13. Spp 12138:026. 24 X 

Che 30-321.82/02/23.8203040278 


0331 Requests review of 810308 evacuation time study by state t. 
I agencies I. submittal of comments to Emergency 
«redness Licensing Branch within 30 days 

i.d.F. Operating Reactors Branch 4, 82/02/23. SECHIIAM. 3. T. 

gla Power Co 3pp. 12231:174 24X FI che: 30-321 . 02/02/23. 

110331. 


■8203110340 Forwards review of evacuation tlm© es t Irate. w/mlno r 
deficiency noted No tnclcatton made re state 6 local review 
t. comments on rept 

UROANIK. T Toias A t. rl Univ 01/03/29 SOlOERO.M Emergency 
Preparedness Development Branch CPre 020201) 2 pp 12251 17/. 
24X Fiche 30-321.03/02/23.0203110331 


0203100022 Releases public version of revision to emergency plan 
proc ediire 

FELTCN. J M Division of Rules and Records 02/03/01 Oni.i<irrrit 

Management Branch Ip 12191 277. 34* Fiche 50-321 . 82/03/0 1 . 

0203100022 


B203I00020 For-jards public version of Revision 4 to Emergency rli^i, 
Procedure IINP-00D9. 'Personnel Contamination Survey " 
s Georgia Power Co 02/02/10 Office of Nuclear Reactor 

Regulation, Dlrectot Ip 12191 2/0 24X Fiche 90-321. 0.T/Oil/OI . 

0203100022 


-0203100033 Public version of Revision 4 to E-tergency Plan Procedure 
iwip. 'PersonneV Coniami nation Survey ' Revised tnde< end 
• Georgia Power Co 82/02/19 7p p 12191 279 24X 

Fiche 90-321, 02/03/01 . 0203100022 


0203150076 Requests eitenslon to 020701 for submitting design Info ir 
l-nplementatlon schedule of I0CFR90 40 «. Enel 2 of NRC 
810220 Itr 

BECKHAM. J r Georgia Power Co 02/03/03 Office of NuCleui 

Reactor Regulation. Director ip 12299 094 24X 

Fit ho 30-321. 02/03/03. 0203130076 


0203120230 Releases public version of emergeneg plan Icplssenting 
procedure. 

FELTON. J M Division of Rules and Records 02/03/03 Document 
Management Otaneb Ip 12232 133 24X Fiche 50- 321. 02/03/05. 

0203120290 


--0203120293 Public version of Emergency Plan I -sp I «men t Ing Ptacodurc 
MNP-Q430. ' Operation of Haste Separation 6 Temporory Storage 

Facility ■■ 

ROGERS. M H Georgia Power Co 02/02/24 lOpp 12292 133 l*4X 
Flcho 30-32 1.02/03/03,0203120230 


0203190020 Releases public version nf revised emergency plan 
imp 1 enent (ng procedures 

FELTON. u.M Division of Rules and Records 02/03/11 Document 

Management Branch Ip 12367 035 24X Fiche 30-321.92/03/11. 

0203190020 


--8200190027 Public version of revised emergency plan Implementing 
proc edur f s. Inc lud ing Procedures llNP-4420 re notification of 
unusual event. HNp- 4320 re alert L lfNP-4326 re alert 
emergency - rally point leader 

« Georgia Power Co 02/03/01 30pp 12367 036 24* 

Fiche 30-321.02/03/11.0203190020 


8203190013 Releasee public version of revised emergency procedures 
FELTON. O.M. Division of Rules and Records. 82/03/12 Document 
Management Branch Ip 12367 OOB 24X Fichu 30-321.02/03/12. 
0203190013 


--8203190017 Public version of revised emergency pr oc edures. I nc 1 ud 1 rig 
Procedures HNP-4726 re general emergency for rally point 
leader (. KMP-4720 re general e-mergency for rescue team 
RQ0ER8.M H Georgia Power Co 02/03/01 23pp 12367 011 24X 

Fiche 30-321. 02/03/12. 0203190013 


B2031900B3 Releases public version nf revised emergency plan 
Implementing procedures 

FELTON. J. H. Division of Rules and Records 82/03/12 Document 
Management Branch Ip 12366 073 24X FI c he. 30-321 . 82/03/1 2. 

8203 I 90083 


--62031900B9 Public version of revised emergency plan Implementing 
procedures. Inc ludtng Procedures HNP-4633 re site area 
emergency for visitor ctr director tt lfdP-4640 re site area 
emergency for emergency director 

ROGERS. H.H . JONES. C T Georgia Power Co 02/03/01 31pp. 

12366 077 24X F 1 the 30-321 . 02/03/ 1 2. 8203190003 


8203230080 neleases public version of revised emergency plan 
implementing procedures 

FELTON. J.h Division of Rulos and Records 62/03/12 Document 
Management Branch Ip 12397 138 24X Fiche 90-321.82/03/1:.'. 

8203230080 


— B203230094 Public version of revised emergency plan Implementing 
procedures, including Procedures fiNP-4622 re site area 
emergency for control room operators 6 HNP-4623 re elte 
area emergency for shift foreman. 

ROGERS. U H . JONES. C T Georgia Power Co. 02/03/01. 24pp. 

12397:140 24X Fiche 30-321.02/03/12,8203230080 



eZ0J34O0Bt Wtledies pjiltc ver^lpi* o» -evueC e'*iBT 9 fnc>j plan 
iirp : s'eot 1 ofl prorodjref 

rEi-TO%. J M Oivlstan of Rules and ffecotjs 63/03/13 Locu-.etit 
Mafa 9 «-om UfattN 1? l33<fB 1 10 SAt Ficf.s ^0-331 , B3/03/ U:. 
830334CCef> 


•02O334OC*f<> Public version of r«wised enerjdnci; plar. Imp 1 oren 1 1119 
procedures' ircludinp Procedures H*J°~453Q re alert for 
rescue tea-s i, HSP-43«;9 re alert fer r ad t o > o t tea 1 eriergenci, 
tea" 

RC3E09, W H . JjsES. C f Georola Pos-er Co B3/O3/01 Stpp 
U-afU in 34>t ruSe 50-321, 83/03/ 13. 0303340066 


Releases publt: ve-slnn of revised energency plan 

ir-p 1 p-er, t mg procedures 

rEi-TO'J- J ft bl.'tsior- of Rules and Records 02/03/17 Doconent 
nanage-ent Brants IP |34I3 281 24* Ficne 50-321.03/03/17. 

020324353*? 


- 'P20324054S Public veision of revised o.rergencg plan lap 1 o.-on t mg 
protedtres includtni; Pracedure Hr;p-402G re t rans f err 1 ng 
prir»ari; ceotar.t from 75-i»l oc<nb during p os t -ac c i dent 
concitiens 

s Georgia PeJer Co el/03/0'7 11 ?p. I34|5 282 24X 

Fic t e 50-321, 02/03/ 1 7. 0203240539 


B 233240592 Releases public version of revised erergenev Plan 
lap 1 eneiit 1 ng frocedure 

re._7C’f. J M Olvislcr of Rules and Records 62/03/17 Coc o.-ent 
Marage-ent Branc- ip 12405:304 24J flche 50-321.02/03/17. 

8303240592 


--B203240593 Public version of Revision 13 to Emergencg Plan Ir-p 1 eiren t ) ng 
Procedure MNP-OOIO. Use U Care of Respirators ' 

Transfiii t ta 1 sheet enc I 

• Georgia Power Co B2/03/09 36pp 12405 303 34X 

Fjehe 20 - 321 . 02 / 03 / 17.0203240593 


G203250052 Releases putlu version of revised emergenev plan 
imp lorent mg procedures 

FELIOJI J M Oivisiiin of Rules and Records 02/03/17 Oacuaieiit 

Management Btarch ip 12420 011 24x F 1 c he : 30-321 . 82/03/ i 7. 

6203220032 


--P203230055 Public version of revised e.-iergencg plan imp 1 ement Ing 
procedures, including Procedures HnP*' 4G55 re offsite dose 
estinatlons S. fi\P-4Ga4 re technical support ctr 

RQGFRS. ki H Georgia Power Co 02/03/08 4Spr 12420 012 24K 

Flche 50- 33 1.92/ 03/ 1 7. 02032 50052 


8203290262 Forwards GA E-T.argenc .4 Mgt Agencg review of evacuation time 
estimate stud g Copg vl 11 be sent to Emergency Preparedness 
Licensing Orancn.per 020225 instruction 

UtCMtR. If A Georgia Pouer Co. 82/03/19 ST0u7> J F Operating 
Reactors Grancb 4 .2pp 12420 132 24X F Ic he 30-321 . 03/03/ I*/, 

8203290262 


J Insurance S. mderrnitg lnfprr.atlPn 


0203100202 Far.ards Endorsement 67 to MAELU Polity tlF-215 

F I Elder. U Marsh ^ flcLer-nan.lnc.* M S. f1 Nut tear Consul tan t s • 1 nc - 

Olv 02/03/03 SALffMA-N. J Antitrust L Econoiric analysis eianth 
(Utility Ftnante* 2?? 12101 260 24X Fiche 30-321 . 82/03/03. 

8203100202 


9203100206 Forwards tniorsement S4 to rtAELU Policy ^Jr-70 

FIElOERiO Marsh b fIcUennan. Inc. . fi L H Nuclear Consultants* Inc 
Uiv 82/03/03 EALFZMAH.J Antitrust L Eeoncmlc analysis Oranch 
futility Kinantel 2pp 12101 200 24X F It ha 30-321. 62/03/05. 

8203100206 


B203230020 Forwards End urseeiant 60 to ANI Ppl ley .%F-3t5 

FIELDER. J Marsh t McLennan, tnc . M t* M Muclear Consultants. Ini . 
Div 02/03/16 GALiZMAN. J Antitrust t, Economic analysis Branch 
• Utility FI nance I RfP 13379 233 24> F Itha 50-321. 02/03/ 16. 

0203230020 


9203230477 Forwards Endprserant 8 to NELFA Binders E0-5I 6 £0-67 
fielder. U Marsh S> McLennan, tnc ■ M 6 M F/oclear Consultants, Inc 
Dtv 02/03/16 SALTZMAN,^ Office of Muclear Reactor Regulation. 
Director 3pp. 12303 076 24* Flche 30-321. 02/03/16. 0203230477 


M Antitrust c orraspondrnc e 


82030203B6 Forwards pleadings fro.m El Hatch flies par 020223 request 
l/COLER. 0 H Antitrust Division. 32/02/26. SAMPEUS. fl 0 Sampel. 
.M O 2pp. 12070 232 24X Flche 50-000.02/02/26,8203020386 


-8203030392 natipr. to withdraw OA Kunitlpal Assoc latton. City of Atuoitv. 
GA. Ud ter Light 6 Sinking Fund Cdexlssion of Oalton. OA. OA 
Electric Membership Corp 6 Mitchell County Electric 
Memtershig Corg petition to intervene 6 dismiss hearing 
CARlTON.M A. Georgia Power Co SAUNDERS. J- J Justice. Dept of 
V83LFR. 0 H Atonic Energy Comnlsston 74/06/03 Atonic Safety 
and Licensing Board Panel Spj 12070 234 24* 

Flc^e 50-000.82/02/26.0203020306 


--9203020393 Order re 740603 joint motion to dlsnlsa t. terminate 
proceeding Directs aEC 6 1)0J to submit memorandum eiplalnfrig 
hov. agreed upon license conditions will satisfy antitrust 
Issues 

Glaser. M L Atostc Oafety and Licensing Board Panel 74/06/21 
Atomic Energy Cormission 2pp 12078 239 24X 

f ich* . 53-COQ. G2/02/26. 0203020306 


0203020396 Motion for rec onsi dera 1 1 on of ASLB 740621 order requlrln; 
mer.ofanduM of how license conditions will satisfy antitrust 
Issues State of hearing now analagoue to Ow proceeding where 
no request for hearing madt 

SAUnCERS. J J Justice. 0e?t of OAVI0. C Atonic Energy 
Co-.mission 74/06/20 Atomic Safety and Licensing Board Panel 
4pp I207Q 261 24* Flche 30-000.02/02/26.0203020386 


--9203020398 Order granting DOJ 6 AEC 740626 motion for r econs 1 d e r a t Icn 
joint 740603 ir.otion to uithdraie Interventions L to dismiss t* 
terminate proceeding Antitrust proceeding dismissed t 
terrinated 

OLASER.tl L . 6 CHMARZ. C . ELZINOA.K Atomic Safety and Licensing 
Board Panel 74/07/10 Justice, Oept. of 3pp 12070 260 24* 

Fiche 30-000. 02/02/26. 8203020306 


P Operating license siege documents t> correspondence 


0203040594 "Evaluettnn of Licensee Response to NunEO-0737 .Item 
II G 2 - Design Review of Plant Shielding Edwin I Hatch 
;;uclear Plant Units I L 2 - OoHets 50-321 V 50-366." 
technical evaluation rapt 

OLGCN.W O EOLO. Inc FIN A-6427 0203040594 02/01/31 

OaLQHEU. JN Division of Licensing Idpg 12130 093 24* 

Flche 50 -321 . 02/01/31.0203040394 


8203040599 "Degraded Grid Protection for Class IE Power Sys. Edwin I. 
Hatch Nuclear Power Plant.Unlts 16 2." preliminary rapt 
toy. A C EOiO. loc FIN A-6429 0203040399. 02/01/31 

PREVATTE.R L Division of Systems Integration (post 8110051. UpP 
iai20 343 24* Flche 30-321.02/01/31.0203040599 


8203040602 "Adequacy of Station Electric Distribution Sys Voltages. 
Edwin 1 Hatch Nuclear Power Plant.Unlts I 6 2," informal 
rapt 

LOY. A C £060. Inc FIN A-6429 0203040602 B2/0I/31 

PREVATTE. R L Division of Systems Integration (post 811003) llpP 

12128 333 24* Flche 30-321, 02/01/31 , 0203040602 


8203040072 Notifies that p I an t-sp ec if 1 c ref to CE 810306 6 20 poeltlon 
Is acceptable bests for request to extend burnup for all 
fuel types Ltirits Inherent In I0CFA5I.20 re environ effects 
from transport of Irradiated fuel should not be neglected 
SIOLZ. J F Operating Reactors Branch 4 . 02/02/03. BECltVlAM, J 3. 

Oeorgia Power Co ?pp 12130 163 24* FI c he 30-321. 02/02/03. 

6203040072 


8203040314 Forwards safety evaluation supporting 011104 request for 
deviation from NJREO-0737 Item 1 1 F. 1 2 re accident 
.sonltoring ins trumentet 1 on. Coirml sslon will review requests 
for delays in lap I smenta t ton of NUREO-0737 Items 

STOLZ. J F Operating Reactors Branch 4 82/02/00 BECFKAH. J T 

Oeorgia Power Co 7pp 12130:034 24x FI che 30-321. 02/02/00. 

0203040314 


0203030344 Requests B10620 response be revised to meet 601222 requebt 
for addi Info re load handling Sys Table 2 should include 
only handling sys dstarihined acceptable by Insp. 

StOwZ.JF Operating Reactors Branch 4 02/02/16 BECKHAM. J I. 

Georgia Power Co 3pp. 12112.332 24X Flche 30-321 . 02/02/ 1 6. 

0203030344 


0203010254 Application for amend to Licenses OPR-57 6 NPF-3 chanoing 
drywel 1 airlocl Interlock design to provide means for 
overriding mechanical Interlock when pereonnel are inside 
primary c ante 1 nment. Deter 1 pt ion of change end. 

BECHHam.J. 7 Oeorgia Power Co B2/02/17 Office of Nuclear 

Reactor Regulation. Director 3pp 12069:288 24X 

Flche 30 - 321 . 02/02/17.8203010234 


G203130105 Forwards request for addl Info needed to continue review of 
environ qualification program for safety-re leted electrical 
equipment. Res p onse due in 30 days 

6 TPLZ. JF. Operating Reactors Branch 4. 02/02/23. BECKHAM, J. I 

Oeorgia Power Co 4pp 12239 331 24X FI che; 30-321 . 02/02/23. 

8203130103 


3004Z a4<ll kn(o re IH( Action t ts-n ll 0 1. "RCQ 

r>t " info should be supplied utthtn 60 doije- 

1,2. J.F OperAttng Heactore QrancP 4 03/03/26 IirCKKAM. .1 1. 

rgle Pouer Co 3pp I339I 394 34X Fiche 90-331 . 03/03/36- 

3130042 


300*13 Forwards Anend 36 to License NPF-9. saPetg evaluation h 
It* of issuance L avatiabilitu Ansnd Consists of tech 
c changes r* surveillance regulreissntt {or source range 
ItoTs in response to uttl 830133 application U/o enc I 

F Operating Reactors Drench 4 193/03/26 DECKHAH. J 

rgta Power Co ip 13393 349 34* Fiche 90-366.02/03/36. 

3130093 


60139 Revision 3 to "Adequacg of Station Electric Oi str Ibution 
Voltages. El Hatch Nuclear Power Plant. Units 1 6 2." 
oriral rapt 

C A E060. Inc FIN A-6439 0303360137 02/03/30 

/ASIC.R L Division of Bgstems Integration Ippst 0110091 ilpM 
71 334 34X Flche 30-331.82/03/39.0303360137 


)0374 Forwards INPO evaluation repts In response to 810906 6 
> requests 

■IM. R D Region 3. Office of Director 02/03/01 TAVLOR.J M 

.Sion of Project 6 Resident Programs IP 121B3 007 34 X 

a a 30-000. 03/03/01.02031003*74 


1100399 "Evaluation of EL Hatch Nuclear Plant " 

Institute of Nuclear Power Operations 01/01/31. 39pp 
•103 033 24X Flche 90-000. 03/03/01.0303100394 


,0106 Forwards "Response to NUREO-0003. Oener tc Oafetu Evaluotlrjn 
R* Integrltq of GHrt Bcram Sgs Piping." per 010031 Itr. 
lER. U A. Georgia Power Co. 03/03/09 Office of Nuclear 

tor Regulation* Director. 3pp 13300 109 34X 

• ; 90-321 . 03/03/09. 8203160106 


1601 lO "Response to NUREO-0003> Oener 1 c Oefetg Evaluation Rept Rl* 
tegrltg of OUR Scraif Sys Piping " 

Bechtel Corp 03/03/09 Opp 13300 10/ 24X 

Che 90-331.03/03/09. 9303160106 


0399 Responds to 820113 Itr re deviations from design specs or 
<fu 1 1 Implementing NURE0-O737 item 11 F. 1 3. accident 
torlng. Due to Inability to obtain parts 6 documentation 
complete ins ta 1 1 a 1 1 on. e t tens 1 on was requestad on 911104 
ICA/i. J T Georgia Power Co B3/03/09. Office of Nuclear 
tor Regulation. Director. Ip 12313.347 34X 

• : 30-331. 92/03/09, 03031 70230 


3001 Oanerlc Ltr 03-04 to all Ilcensess of nperatlng plants. 

tcants for QU 6 holders of CP re use of INPO QEE—IN 

ram 

NHUT. O. 0. Division of Licensing. 63/03/09. MAUEPlfRG. A 
olldeted Edison Co. of New Vorl. 3pp 13391; 031 24X 

• 90-000.02/03/09. 8303110001 


3486 Forwards safety evaluation supporting subislttals re 
J-0737. Tm Action item til. 0.3. 4 re control room 
tab 1 1 i ty. 

E.J.F Operating Reactore Branch 4 02/03/09 Q EC KHAN. J T 

gla Power Co 3pp 12342 309 24X Flche 30-321.03/03/09, 

IB04B3 


190491 Safety evaluation supporting licensee response to 
IEG-0737. TMl Action Itsa ill 0 3 4 r* control room 
iltablllty 

Office of Nuclear Reactor Regulation. Director. 83/03/09. Ip 
143:391 34X Flche 90-331. 03/03/09. 8303100488 


>373 6ubr>ltf revised qualification program for shift technical 
lorsi In response to NRC OS0303 ltr 

4A11. vJ, 7 . Georgia Power Co. 82/03/09. Office of Nuclear 
: 0 'r Regulation. Director. 4pp. 13366:030. 34X 

I 90-321. 02/03/09. 0303320373 


1477 Applicatlen for amend to Licenses DPR-97 6 NPF— 9 to revise 
Specs 3/4 3-20 t< B 3/4 3-6 re common water level ref 
tints.per NUfl£0-0737 Item 1 1 . K. 3. 27. C la t s 1! fee enc 1 
lAH. J. T. Georgia Power Co. 02/03/10. Office of Nuclear 
:Or Regulation* Director. 3pp 13303' 19B. 34X 

•; 90-321, 83/03/10. 0203160477 


60463 proposed changes to Tech Specs 3/4 3-38 6 B 3/4 3-6 to 
lect cpsimon water level ref setpoints, per NliREO-0737 
A II.K.3 27 

Otorgla Power Co 62/03/10. 7pp 12303:301 34x 

Re . 30-321,02/03/10, 8303160477 


0.?0333053l Application far arund to Licenses DPR 9/ 6 NPF-9. c hanq i un 
Tech Specs 6-16 t. 6 1/ ce reportin; lequiresunts for failed 
local Icpi rate tests Class 11 fee for Unit I 6 Class 1 fee 
for Unit 3 end 

BECKHAM. J f Georgia Power Co 03/03/10 Office of Nucle.ii 

Reactor Rogulailon. Directoi* 3pp 13303 COD 347 
FlChe 30-331. 03/03/ I 0. 030:J23053 I 


-0203230539 Proposed changes to leCS Bpecs 6-16 S. 6- 17. al 1 ojl ng all 
Type D 4 C leaiaje tests which fail during outage to be 
reported in one LCR. within 30 days of end of outage 
a Geiirgta Power Co 63/03/(0 4pp 13363 O’/l 24X 
Ftche 90-331 . 0.7/03/10. 0303230531 


B3033601I2 Advises that NRC 030102 ltr re close-uut of NURE0-07:r/ 
t equi r eaien t s contained incorrect statexont of util 
intensions re Itom I C 6 Util .Joes not plan to Inplement 
automatic sys monitoring Procedural controls sufficient 
BECKHAM. J 1 Oeorqia Poaer Co 03/03/16 Sr0‘_7.J F Operatmii 

Reactors Branch 4 Ip 13433 177 34X F i che 90-331 . B2/03/ 1 6. 

0303260112 


03033001(17 Revises 030310 Itr re corrective action for OE/MAC culd Ivy 
flashing proble-m.per OE Svc Info Ltr 399.9uppl 1 Procedures 
revised to include mai error values for CE/MAC indicators t. 
recorders to determine actual reactor water level 
nECKHAM. J T Georgia Power Co 03/03/33 Office of Nucleoi 

Reactor Regulation. Director ip 134 50 0 72 34/ 

Flche 50-331 . 03/03/33. 0203330109 


0 Inspection reports- I£ Bulletins 4 c or rusp ondenc s 


0303020320 Forwards IE Insp Repts 90-331/01-31 4 50-366/01-33 on 
011207- It Nn nonconp 1 lane e noted 

LCNO. F J Olvlsiciii of Project 4 Resident Progra.-is 82/03/04. 
miller, j 11 Georgia (>ooer Co 2pp 1307/ 119 24X 

rithe 90-321. B3/02/04. 0203030330 


--8303030236 IE Insp Repts 90-321/01-31 4 50-366/01-33 on 011307-11 Nu 
none onip I lan c c noleil Major areas Inspected emorgeneg 
p lann I ng. spec I f leal Ig Interface 4 arrangements between 
licensee 4 Region 3 

rAYUCR.P A . dENnlNS.O R Division of Emergency Preparedness 4 
Operational Oupport 03/03/03 4pp 120/7 131 34 X 

Flche 30-331,93/02/04.0303020330 


0203030299 Forwards IE Insp Repts 50-331/02-01 4 90-366/02-01 ni> 
030112-15 Nn noncompliance noted 

long. F J Region 2. Office of Director P2/O2/C0 mLlEfl.U l( 
Georgia Power Co 3CP 13077 075 34X Ftche 50-331.02/02/00. 
0203030299 


--8203030305 IE Insp Repts 30-321/02-01 4 90-366/02-01 on 920113- 15 Ni. 
none oihp 1 1 anc » noted Major areas Inspected ultrasonic insp of 
low pressure turbine discs, fuel cladding corrosion 4 seismic 
analysts for as-bullt safety-related piping sys 
VORK. o M . HEROT.A. n Olvislon of Englneoring 4 Technical 
Programs 02/03/04 5pp 12077 077 24* Flche 50-321. B2/tl2/tiO. 

0203030299 


830302035(1 Forwards IE Insp Repts 50-331/02-03 4 50-366/02-03 on 
020128-39 No nnneomp I lance noted 

LONO. F J Reactor Project Branch 3 03/02/09 ntlLER.J H l:ei>igio 

Power Co 2pp 12006 309 34X Flche 50-321.82/02/09,8303020350 


--0203020379 le Insp Repts 50-321/82-03 4 50-366/02-03 on 020120-29 
No none omp I lanc c noted Major areas Inspected seismic 
analysis for as-bullt safety-related piping sys. per IE 
Bulletins 79-03 4 79-14 

ANO. W r . HEROT.A fl. Region 2. Office of Director 02/02/00 
4pp 12096 29 1 34 X Flche 50-331.03/02/09.0303020358 


0203000596 Ack receipt of 811230 ltr informing NRC Pf step* taken tn 
correct violations noted in IE Insp Repts 50-321/81-37 4 
90-366/01.37 

long. F J Division of Project 4 Resident Programs 03/03/33 
MILLER. J M Georgia Power Co tp 13160 219 24x 

Fiche 90-321. 02/02/23.8203000396 


— G203000579 Responds to NRC 911303 ltr re violations noted In IL li.sp 
Repts 90-331/81-27 4 90-366/81-27 Corrective ac t ions : HAP-39 . 
Revision 4. Issued on 011105 4 implemented on 811130* 
requiring Oa review of safetg-related procedures 

WIONER. W A Georgia Power Co 01/ 13/30 LEW19.R C Region 3. 
Atlanta. Of fits of the Director (81/03/01) 3pp 13160 216. l.’4x 
Fiche 50-321.03/03/33.8303080596 


- e50DOQCi01 Supple B1133'' rp«ppr>9( to f.RC 3|I503 I tr rp vtolPtlons 
nptefl irt tE rn«p Rept* 90-321/61-27 !. 90-366/01-27. 

CorrB<iive .jctlpr? I ilel«tPd froa* MNP •23. re<i6 ir Ir^ u6b 

of 43 f 9 tn-r e I a t r ; prcctdoret Indp*. per mnP-9 

BECKHAM. J T Opppeia Pouer Co 02/03/04 O’SEIe-LY. J P. Region 
2. Office of Director Dpp J2160 SIR 34* FltPe 90-321. 
82/02/23. 0303000596 


--D2030006C5 Pofuard* tC Intp Rep t4 50-321/01-37 & 30-366/81-37 on 
611036-33 6 nclite of violation 

LEUtS.P C Olvinlon of Resident 6 Reactor Project Inspactloti. 
82/12/03 muER.JM Georgia Pouer Co 2?p. 12160 222 24Jt 

F ttfte 53- 32 1 . 82/03/23. 0303080396 


-82030(13606 Nestles of violation froo iiiep on 811026-30 

• Rlvislon 3f Resident 1. Reactor Project Inspection. Bl/13/03 
2pp 12160 234 34* F I C 5e 30- 32 1 . 02/03/23. 8303090396 


--8203083610 IE Insp Repts 30-331/81-27 6 50-366/01-27 on 011036-30 
None on.p 1 1 anc e noted I'SP-JS does not require OA reuie..; of 
PTOceau-al ctiangos pries to issuoncs 

5A(6‘;ER.P h , OPRICHT'C M Engineering Inspection Qrancn 
81/11/39 Dpp 13160 236 24* F 1 che 50-321 . 83/02/23- 02030110996 


8203C60349 Foruard s IE I n f o plot ice 82-0 I . Rev i s ion 1. "Au< til erq 
Feeduater Pvnp Lockout Resulting from Mesttnghouse H-2 
Suitch Circuit hod * ho response roRUlred 

O'HtlLLY. J. f Region 2. Office of OirectoT 62/03/26 UitnlU.R 1. 
Florida Peuer 6 Lignt Co 4pp 12190 183. 34Y 

Ficke. 50 CCO. 82/02/26-8203060349 


8203170331 Requests relief from requirements of 19/4 edition of ASrtP 
Sectlon XI code & addenda tProugL Summer 1973 re visual Insp 
of Class 1.2 U 3 supports fnsps ulll be performed per 1900 
editicr. of ASHE Section *I Code 

3ECKHAM. J 1 Oeorgla Pouer Co 82/03/02 Office of Nuclear 

Reactor Regulation. Olrecccr to 12321 203 24X 

Ficae 50-321.82/03/02.8203170931 


02031/0441 Forwards IE fnfo Notice 92-03. ‘Environ Tests of Electrical 
lerminal 81 oc is " 

O'REILUV. JP Region 2. Office of director 02/03/04 OHRIO.R.I 
Florida Peuer 6 Light Co. 4pp. 12315 309 24X 

Flthe 33-000.82/03/04.8303170441 


6203)80509 Foruards request for add! info to complete revleui of 001104 
V 01C61B respense to IE Oulletin BO- 1 I . ma s o nv q tjall design 
SFCI.I..! F Opera! in] Reactors Branch 4 02/03/04. BECKHAM. J 1 

Oecrgia Po_«r Co 4pp 12342 2B5 24* Flche 90-321.82/03/04, 

9203180309 


D203170919 Foruards t£ Info Notice 82-04. ‘Potential Deflclencg of 
Certain A5AGTAT E-7000 Series T Ime-De 1 ags, “ h IE Info 
Notice 92-09. •Increasing Frequency of l^ug-Related 
Inc 1 dent s " 

O'REfLLV.JP. Region 2. Office of Director 82/03/10 UHRlO.ft F 
Florlde Power S. Light Co 4pp 12321 206. 24X 

Flchs 5O-OC0. e2.'03/ lO. 8303170519 


82032.30718 Requests relief from r equi raments of tnservice insp 
ngdrostatlc testing for Unit I a* presented in 600901 Itr. 
for Unit 7 

BECKHAM. J T Oeorgla Pouer Co 62/03/11 Office of Nuclear 

Heactcir Regulation, Director 2pp. 12393 197 S4X 
Flche 90-321. 62/03/11.6203330718 


B203220247 Requests addl Info re lisservice Insp propren relief Info 
should be foruarded to Science App 1 I C at Ions- 1 nc . wl 1 1 1 n 30 
daijs of Itr 

ST0L7. J F. Operating Reactors Branch 4. 02/03/13. BECKHAM. J 1 

Oeorgla Pouer Co 7pp 12391:109 24X Fi ch c . 50-321 . 03 / 03 / | 3 . 

0203220247 


6203220256 Responds to 820302 Itr re request for relief from 1974 
edition of ASME Boiler L Pressure Vessel Coda. Section K1 on 
visual Insp requirements Use of 1930 edlttcin of ASME Section 
Xt. w/aldendS through UtnCer 1960 Considered acceptable 
3TOU7.J F. Operating Reactors Branch I 62/03/12 flECKHA.H. J T 
Oeorgla Power Co 2pp 12391 116 24* K 1 C he: SO-321. 82/03/ I 2. 

8203220296 


820329024 B Act receipt of 820302 Itr informing NHC of stops lab an 
correct violations noted In IE Insp Repts 30-321/61-34 & 
50-366/01-34 

ICIJ3-F J Region 2. Gfflce of Director 82/03/17 MILLER, si >1 
Georgia Power Co 1? 12414 247 24X Flche 30-321.02/03/17. 

8203250240 


--8203290292 Responds to N.RC 020120 Itr re violations noted In It 
Repts 90-321/01-34 5 90-366/01-34 Corrective actions' used 
radiation detettors util be moved from vessel to permanent 
storage t correct interpretation of Tech Specs emphaslied 
OECKflAM. J. T Georgia Pouer Co 02/03/02 O'REILLV. J P Reg 
2. Office of Director 3pp I24I4 240 24X Flche 90-321. 

82/03/ 1 7. 0203250248 


8203350297 Forwards IE Insp Repts 50-321/01-34 i< 90-366/81-34 oi 
01)121-1223 V notice of violation 

KELL 030. P J Reactor Project Branch 2 02/01/20 MIULEH. .f I 
Oeorgla Power Co 3pp 12414 293 24X FI che: 90-321 . a2/0‘J/ 1'. 
8203230240 


--8203290260 Notice of violation from insp on 811121-1220 

• Reactor Project Branch 2 83/01/28 2pp 12414; 339 241 

riche 90-321. 02/03.’ 17. 8203230240 


'-8203290262 IE InSp Repts 30-331/01-34 b 90-366/61-34 on 0lM2i- 
Noncotnpl lance note! failure to properlg control 8NM. failure 
10 provide adequate procedure t meet Tech Bpei reporting 
requl roments 

ROGERS- R F . DROnNLEE.V L Division of Resident b Reactor f'ri 
Inspection 82/01/26 4pp 12414 397 34X Flche 30-321. 

Bp/03/ I 7. 0203290248 


R Periodic operating reports b related correspondence 


0203240392 Forwards monthlg operating repts for Nov 1981 

MANRV. H Georgia Power Co 01/12/10 Office of Management 
Program Analysis I? 12394 163 24X F Ic he 90-321 . 81 / 12/ tO. 
8203240333 


- -0203240364 Monthly operating repts for Nov 190) 

CUBTIS-C n Oeorgla Power Co 81/12/10 t3pp 12394 164 
Flthe 50-321.01/12/10.8203240392 


8203340377 ForLards monthly operating repts for Dec )9D1. 

MANRV.M. Georgia Power Co 02/01/00 CINTULA. T Office of 
Hanage.-ient and Program Analysis Ip 12395 177 24X 

Flthe 90-321. 02/01/00. 0203240377 


8203020926 Forwards "Semiannual Rept. Plant Radioactive Effluent 
Re I eases. Jul-Dec 1901 

MANRY, M Georgia Pouer Co 82/02/29 Director’s Office. Of 
of Inspection and Enforcemant Ip 12067 329 24X 

Flche 90-321.82/02/39.8203020926 


--8303O2O33O "Semiannual Bept. Plant Badloacllve Effluent flelesses 
Jot-Dec 1901 •• 

MANRY. M Oeorgla Power Co 82/02/29 46pp 12087 330 >f4 

Flche 30-321.03/02/23. 8203030926 


8203160379 Forudrdt nonthl^ opordtlng rtpt for Fob 1962. 

MANRY. M Georgia Power Co 02/03/09 Dirac tor's Office, Uf 
of Inspection and Enforcement. Ip. 12306.040. 34X 

Flth* 90-366.83/03/09.8203160399 


--6203160402 Monthly operating rept for Fab 1962 

ABNEITE. J Oeorgla Pouer Co 03/03/10 5pp 13306041 
Flthe 90-366. 02/03/03. 8203160399 


8203230346 Forwards "Annual Environ Surveillance Rept CYBl. " 

HARRY. M Oeorgla Pouer Co. 83/03/16 Office of Nuclear Ree 
Regulation. Director Ip 12383 124 24X F Uhe : 90-321 . 02/U3> 
8203230346 


--8203330349 "Annual Environ Surveillance Rept CYBl ” 

« Georgia Power Co 62/03/18 t6pp 12383:126 24X 

Flche 50-32 1 . 82/03/ 1 B. 8203330346 


8203290401 Forwards IE Info Notice 02-06. '’Failure of Steam Generator 
Primary Side Manway Closure Studs '* No written rpspnnse 
requested 

O’REILLY. J P. Region 2, Office of Director. 08/03/12. UMRIO.ft E 
Florida Power b Light Co Spp 12409. 186 2qx 
Flche 90-000. 82/03/12.6203290481 


S Reportable occurrences. LERs b related correspondence 


9203060399 Forwards LER B2-OO0/O3L-O 

MANRY. M .Oeorgla Power Co. 82/02/11 O’REILLY, J. P. Region i 
Office of Director IP 12194:141 34X F Icbe: 50-366. 02/02/ 1 1 

0203080295 


02032602S0 Forwards IE Into Notice 62-07. "Inadequate Becurltg 
Screening Programs. •• 

O’REtLLY. J P Region 3, Office of Director 83/03/16 UHHIO.ft t. 
Florida Pouer V Light Co. 4pp. 12424 107 24X 

Flche 30-000. 82/03/16. 8303260390 


inoperable C^vaed bij setpoint drift Switch 
recallbr !• returned to tvc 

NIK.B r Oeorgla Power Co fl2/0S/ 1 » Regioo S. Office of 

Director Spp 13194 14? 24X Flche 30-:ib6. 03/03/1 1.03O3OP0399 


8201060577 forwards UER 03-007/03L-0 

hAN'RV. H Oeorgla Power Co 63/03/11 0‘RCILI.Y. J P Region V. 
Office of Director Ip 13196 273 34X flrho 90-366,03/03/11. 
0203000977 


--03O3O6O9SO LER 02-007/03L-0 ot> 030131 . duf ing 73V. steadg power. (I dry^rll 
Oi^Oon concentration Indicator swinging from IdV. to 31X 
Caueed bg failure of B sample pump Puxp 6 regulating valve 
repaired 6 analgier recalibr. 

rllX.R T Oeorgla Power Co B2/02/1I Region 2. Office of 

Director apg 12196 274 34* P I cho 90-366. 03/03/ 1 I, 820301)09/7 


83030G0540 60. on B30123. reac tor feed pump IRFPi B tripped during 
wretlg surveillance test wblle RFP 6 Isolated for nialnt 
Reactor vessel level decreased causing reactor scram 6 
isolation »PCt auto initiated 6 injected Into reactor 
nAh-IV. fl Georgia Power Co 82/02/16 □■REIUI.V. J P Region I*. 
Office of Director 2pp 12196 293 34X l lche 90-366.02/02/16. 

B£ 03060940 


02030Q097I Forwards LER 62-01 1/03L-0 

nANRV. M Oeorgla Powor Co 02/02/16 0 'Flf 11.LY. J P Region 

Office of Director Ip 12160 l39 24X Flche 90-366.02/02/16. 

820308097 1 


— ePOSOBOa/O LER H2-011/03L-0 on 030139. during steady state-ope rat 1 on 
pcs t -ac c ident level rec order . 2B21 -R 61 3. found Inoperable 
Caused by load amplifier In r ec order. Pop I i f 1 er repaired, 
recorder callbr 1. returned to svc 

hlX.R f Oaorgla Power Co 82/02/16 Region 2. Office of 

Director. 2pp 12160 136 24X Ficl>e 90-366.02/02/16.0203060971 


<i303CQ09Bl Forwards LER B3-00‘7/03L-0 

liAhRV.H Georgia Power Co 02/02/16 n'REfl.I.Y. J P Region 2. 
Office of Director Ip 12136 270 34x F 1 c ho : 90-366. 02/02/ 16. 

8203000981 


— 02030009B7 LER 02-009/03L-0 on 630123. at 61% steady-state power. net row 
range torus level low alarm actuated at 143 V incbce. Caused 
6<l ectpoint drift Transmitter, recorder 6 alarm recalibr t. 
loop returned to svC 

NiX. R. r Georgia Power Cp 82/03/16 Region 2. Office of 

Director 3pp 13196 271 34X Flche 90-366. 82/03/16, 0203060981 


docket 50-367 OAILLY OENERATINO BTATION 


A App 1 1 c a 1 1 on/c one true 1 1 on stage documents 6 correspondence 


0203110001 Oansrlc Ltr 82-04 to ell llceneeee of operating plants, 
appileante for DU <• holders of CP re use of INTO SEC-IN 
program 

EISCNNUT.D G Division of Licensing 82/03/09 HAUSPURD. A 
Consolidated Edison Co of New York 3pp 12231 031 24X 

Flcha: SO -000. 82/03/09. 62031 1000 1 


0. Adjudicatory correspondence 


8303000103 Response opposing util 620310 motion for reconsideration of 
620139 order. No legal basis presented for util argument that 
ASLD exceeded jurisdiction. Certificate of 6vc encl. 

MIICHER. I n porter County Chapter Intervenors NHICIIER. T K 
Votlcn, R J t> UMcher. JH 63/03/01 Atomic Oafety and 
Llcenalttg Board Panel 4pp 13194 1 19 24X Flche 90-367, 63/03/01. 

e203060109 


eSCQlOOtAB Advises that NRC will not respond to util 830316 motion Cm 
recone t dera tl on of B20139 order. NRC rests on previous 
pleedtriQS ASLB need not reteln jurisdiction over proceeding 
to oversee Implementation of restoration plan 

LEHIB. S. H Hearing Branch 4 62/03/08 GROSSMAN. M , LEEDO. J 9 , 

HOLTNAN, ft.L. Atomic Safety and Licensing Board Panel 3pp. 

12183 063. 24X Flche- 90-367. B2/03/06. 8203100146 


B3031804IS Rtquette statue rept on util implementation of ravisod 
reeSoratlon plan. 

VOLLEN. R J. vollen. R J t. Which er. J n. VOlLEN.R J Porter County 
Chapter Intervenors 62/03/11. EICMHORN.W H. Elchhorn. Elchhorn 6 
Link. EICHNORN. W. H. Northern Indiana Public Service Co 2pp. 
13330:037. 24X Flche 90-367, 82/03/11.6203160410 


• r timing of ter.*iinat ion uf proreedicig Util refusal to 
supply iittervv'iars .w/tnio re compliance u/ASLG 820139 order 
lllusfates need for jurisdiction M/c f r 1 1 f I (ate of Svc 
.fiilCiiF.R, %/ (1 Porter County Chapter Intervenors UrllCH^R.J M 
vollen. il .) & LKicher. j t> 02/03/23 Atomic Bafety and 

l.rcensing Board Panel /pf 12432 329 34X Fiche 50-367.02/03/23. 

0203290302 


02332903736 First interr ugat nry re site restoration 

WUC)<fcH"sJ K Porter Count, Chapter Intervenors WrltCXCR.J M 
Vollen. 8 J «. unicher. J N. (33/03/33 Northern Indiana Public 

Service Cc Ip 12432 176 34X Flche 90-367. 82/03/23. 0203290306 


O Inspection reports. IL Bulletins t correspondence 


0203110139 Advises that It tr;fa Notice 02-01 . Revl s 1 on 1. "Auilltary 
Feedwater Pump Lockout Resulting Fror> Uestlnghouse W-2 
8./ltcl- Circuit Mod.'- was sent lo listed licensees 

s Region 3. Office of Director 63/02/26 Region 3. Office of 

Director Ip 12213 313 24X Flche 90-000.82/02/26.8203110139 


02031 10079 Advises that IE Info Notice 83-03. "Environ Tests of 
Electrical Terirtnal Olocks.*' was sent to listed licensees 
» Ro.jlon 3. Office of Director 82/03/04 Region 3. Office of 

Director Ip 13213 344 24X Flche 90-COO. 62/03/04. 03031 100/9 


0303190239 Forwards IE Info Notices 82-04. "Potential Doflciancg of 
Certain AOftSTAl E-7CQ0 Qevled Time-Delay Relays" 6 83-03. 
'Increasing Frequency of Drug-Related Incidents 

e Region 3. Office of Director 83/03/10 Com.nonwea 1 th Edison 
to Ip 13347 090 P4X Flche 90-000.02/03/10,0303190239 


8303190289 Advises that IE Info Notice 83-06. "Failure of Steam 
Generator Primary Side Manway Closure Studs* ‘ was sent to 
listed licensees 

• Region 3. Office of Director 02/03/13 Region 3. Office of 
Director Ip 13349 200 24X Flche 90-000.03/03/13.0303190209 


02C.1230669 Forwards 1C Info Nutice 83-07. "Inadequate Security 
Screening Programs " No written response required 

« Region 3. Office of Director 03/03/16. Contnonwaal Ih Editui. 
Co Ip. l.HOO 314 34 X Flche 90-000- 03/03/ 16, 0303230669 


DOCKET 90-360 ARKANSAS AUCLEAR CNE. O.NI T 3 
1- Security, nadlial. emergency t, fire protection plans 


0201130363 Application to change fire protection Tech Specs re fire 
detection 1 ns tr umental 1 on. sp r i nk I er sys t, fire hose 
stations- 

CAVANAUGH, U Arkansas Power U Light Co 03/01/09 CLARK, R A 
Qperatiriq Reactors Oranch 3 9pp 11969.299 34X 

Flche 90-368.02/01/09.0301130363 


--0201130370 Proposed Toth Bp»t Pages 3/4 3-43.3-44.7-33,7-33 6 7-36 i 
Fire detection instrumentation 

e Arhensas Power $• tight Co 82/01/09 lOpp 11969 300 24X 

Flche 30-360,82/01/03.6201130363 


0303190100 Forwards Amends 63 4, 30 to Licenses DPR -91 t OPR -6, 
respectively L notice of issuance A availability Amends add 
reYislocie to industrial security plan 6 guard training 
qualification plan. 

BTOLZ.J F Operating Reactors Dranch 4 03/02/33 CAVANAUGH, W 

Arkansas Power t. Light Co 3pp 13391 091 . 34X 

Flche 50-313. 03/02/23, 83031 90 108 


--Q303190I93 Amends 63 t 30 to Licenses DPn-3l S> OPR-6, re spec 1 1 vel y, 
adding revisions to Industrial security plan 6 maintaining 
guard training qualification plan 

OTQLI. J F Qjeratlnq Reactors Branch 4 82/02/23 4pp 

12391 094 24X Flche 90-313.02/02/33.8203190100 


□30316D384 Ack receipt of 820205 ltr re early warning sgs Primary L 
backup activation stations understood to be operational 
COLLINS. J T Region 4. Office of Director. 63/03/01. CAVAN AUDI I, W 
Arkansas Power I* Light Co. Ip. 13306 304 . 34X 

Flche 90-313. 83/03/01- 0303160384 


— 6203160389 Advises that early uarolng eys has been functlbnal since 
010701 L secondary activation point for siren sye has been 
operational since 830303. 

MARSHALt., J 11 Arkansas Power 6 Light Co 03/02/09. COLLI Nb.J T 
Region 4, Office of Director. Ip. 12306; 309 24X 

Flche 90-313, 83/03/01, 8303160384 


~~<)1'031I>037S pitlic /ersion of rrviiad Coergrncij Plan 

Irtp 1 a<"«nt 1 03 PrJco<Ji ’'9 WOS lO re eieergpncg action level 
reisonse. 1^03 32 re fire or c>p lotion t> 1903-70 re 
Ruts e 1 1 V 1 1 I e . /IP Plre dept 

• Arior.taa Pousr {, Llgnt Co 83/02/?3 ^RC - No Oetatled 

Affiliation Given Ip 1^252 106 20* Fjche 30-31 3. O2/03/0P. 

8203 1 ?C269 


0203120276 Public vsrpibr of rpvlted Cnergenc-j Plan Imp 1 e-rent I ng 
Prciceduret 1903 10 re e»ergenc^ action re spent e. 1903 23 r» 
fire or eiPliislcn 6 1903 70 re Russ e I Ivi I I e. AR fire dept 
0 'l-'ANLO'd. j P Arkansas Pciver t Light Co 03/02/33. 9pp. 
12253 167 SAX Plche 50-31 3. 02/03/03. 820 3120269 


3203360310 rcirc'arcs 1£ t'mergencg Appraisal Insp Repte 50-313/81-23 & 
50 368/8121 on 810303-14 Nc nonccnp 1 1 ance noted. 

CCLLINS J J Res tan «• Office of Director 02/03/08 CAVANAVjOH. H 
Arkansas Po-ver 6 tlpst Co l3pp 12*422 019 34X 

Ficbe 30-313.82/03/00.0303360210 


--03O326O211 I£ e-orjoncg Appraisal InsP fiepts 30-313/91-32 fc 

3D-36D/01-2 1 on 610803 -14 No none o->p 1 tanc e noted, ilajor areas 
inspected a dm n< s t ra 1 1 on. s.-e r gene g or gan 1 la 1 1 on. t rain j ng 6 
crergenc.. plan mp 1 e.ren ta t Ion procedures 

HOHRcR.O Division of Emerseneg Preparedness COLLINS. 3 T. 
Rejloti 4. Office, of Director 02/03/03 63pp 12422 D36 24* 

Ft cne 30-313. 82/03/00. 0203260210. 


6303163033 Releases piitllc version of emerseneg procedure 

FEL30N. J f. Division of Rules and Records 92/03/12 Doctment 

nanajenent Oraneb Ip 12336 l29 24* riche 90-360. 02/03/1 2. 

0303160033 


--6203I60039 Forieards public version of Ererg eneg Procedure 3904 04. 
•'V4*gr,iX joe of Release - cmnS ' 

* Arkansas He-*/ 6 Light Co 02/03/03 fJRC - No Detailed 

Affiliation Given Ip 12338 131 24* Flche 53-369.82/03/12. 

Q203 160033 


— E303t00C44 Pcibltt ve-svon of E.norgoncg Pcocedore 2904.04. ''Hagnl todo 
of Release - 0EBM9 •• 

O'HANLOn. J P Arkansas Patier 4 Light Co 02/03/02. 29pp 
12336 132 24* Fvch« 50-369.82/03/12.3203100033 


8203250016 Rnteasss public version of e-ierget>c>| plan procedure 
change regues t c 

FELTON, j.n Division of Rules and Records 02/03/10. Oocu-elit 
Hacieie-eft Branch tp 13421 CBl 24X Ficfta 50-360.62/03/10. 
0203250010 


Reactor Sgsteits Branch Spp 12793' I2B 24x 
Flche 50 - 000 . 01 / 08 / 04.0203010001 


SOI 1250091 Feruards request for addl info ro auililarg feedwater 11 , 1 . 
CHECK. R S. Assistant Director for Plant Systems QO/lt/tO. 

NOVAK, r n. Assistent Director for Operating Reactors lOpp. 

12792 242 a4X Flche 50-000.01/00/04.0203010001 


6201130470 Forwards CCrf-lB9. "Evaluation of Pressurtisd Thereial OPock 
Effects Due to Smell Break LOCAs U/Loss of Feedwater for 
C-E NSS9. ” 6 Apps A-J. in response to Till Action Plan 
Requlreirent II K 2. 13 

OaSHIN. K P C-E Operating Plants Owners Group 01/12/31 
EtSENHUT.OO Division of Licensing 4pp 11570 024. 24X 

Flche 90-299.81/12/31.0201130470 


•0201130492 'Evaluation of Pressurlted Thermal Shock Effects Due to 
S-iall Creak LOCAs W/Loss of Feedwater for AR Nuclear Ont- 
Unlc 2 Reactor Vessel “ 

• Coirbustton Engineering. Inc CEN-189 APP 0 01/12/31. Mfp 

11579 075 24X Flche 50-395.01/12/31.0201130478 


8201130263 Application to change fire protection Tech Specs r» fit* 
detection In^ trir^fintat i OHj «pr inl l9r syt ^ fire hoee 
^tdtion 4 

CAVANAUClt.W Arkansas Power <• Light Co 82/01/09 CLAHVt.H A 
Operating Reactors Branch 3 5pp. 11969' 299. 24* 

Fiche 90-369.92/01/09.8201130263 


--B201 130270 Proposed Tech Spec Pages 3/4 3-43.3-44.7-33-7-39 fc /- I* rr 
fire detection Instrumental Ion. 

• Arkansas Power 6 Light Co 02/01/03 lOpp 11969 300 24* 

Flche 50-368, 82/01/09. 0201130263 


□203040241 Forwards safety evaluation 6 technical evaluation Por 
control of heavy loads per MlflCO-OblS Phase 1 gvldellnas. 

CLARK. fl. A Operating Reactors Branch 3 BTOLZ. J. F. Operating 
Reactors Branch 4 82/02/11 KAVANAUGH. U Arkansas Pnwar b Light 

Co 9pp 12120 292 34X Flche 90-313.02/02/11. 6203040241 


--6203040249 Bafsty evaluation concluding that util (rests gutdellnee i* 
control of heavy loads 

• Office of Nuclear Reactor Regulation. Director 92/02/1 1 bpp 
12126 297. 34* Flche 30-313.02/02/11.0203040241 


--8203040250 'Control of Heavy LoAds. " technical evaluation rapt. 
BDHBEROEn. C Franklin Instl tute/Frankl In Research Center 
TER-C9257-99 01/12/21 CLEMENSON. F NRC - NO Detailed 

Affiliation Given 99pp 12129 263 24K Flche 50-313. Q2/02/II. 

9203040241 


'-e2032900'2l Forwards puollc version of procedure change requests for 
Procedures 2904 01 re computer method for magnitude of 
release 6 2904 02. Revision 3. re megnltude of release for 
Unit 2 

e Arkansas Rower 6 Light Co. 02/03/11 l.RC - No Deteilpd 

Affiliation Otver. Ip 12421 082 24* Flche 90-368.82/03/18. 

B30329C0IB 


6203340213 Forwards safety evaluation supporting Unit 2 response to 
NUREa-0737 Item tit 034 re control room habitability Unit 
1 will satisfy requirements when Tech specs modified to 
require addl chlorine detection 6 protection 

CLARK. R A Operating Reactors Branch 3. BTOLZ. J.F. Operating 
Reactors Branch 4 82/02/12 CAVANAUOIf. VI Arkansas Power It Light 

Co 9pp 12139 036 24X Flche 90-313.82/02/12.6203040213 


--02O325OOS2 PuOlIc version of procedure change requests for Procedure 
2904 01 re computer method for "nagnltude of retaase I. 

2904 02.Revlsloh J.re magnitude of releese for Unit 2 
Q't'ANLCN-vl P Arkansas Rcaar 1. Light Co 62/03/10 4pp 
12421 063 24X Flche 30-368. 82/03/ 1 9. 8203990318 


P Operating license stage docur-ents b correspondence 


6203010001 Addl response to FOIA request for 30 categories pf dolumenti. 
re NW.REG-0660. "NRC Action Plan. " Forwards documents listed 
In Apps A-O.C I. D info partially withheld rref FOIA 
Eiemptlon 91. 

FELTON. J N Division of Rules and Records. 01/09/04. MADDEN.] .f 
Kaye. Sc h o I er. Ft err-an. May s I* Handler 9pp 12790 006. 24* 

Flcre 90-368, 61/08/04. 8203010001 


--8005201041 Forwards status of operating PViR eutiliary feedwater sys 
evaluations far ties 1 1 ng houoe. C-E b O&Vf N98B plants 
HaTTHELS.P R Au'lliary Syste-ns Branch 80/02/29 BENAROVA. V 
Auxiliary Systems Branch 14pp- 12760 329 24* 

Fic he: 50-000. 01/09/04, 8203010001 


8203020698 Submits addl Info re emergency feedwater sys In responat to 
NRC S201I9 Itr Requested change to Tech Specs Includes nods 
to steam driven emergency feedwater pump surveillance 
requirements Change will be final tied by 020421 

riARBHAl.L. U R Arkansas Power S> Light Co 03/02/17 CLARK. R A. 
Operating Reactors Branch 3. 6 pp. 12079' 043. 24X 

Flche 90-368, 82/02/17.0203020698 


0203D40939 Forwards request for addl Info re equipment environ 
qua 1 1 f Ir at Ion review Response requested within 45 days Of 
receipt of Itr 

CLARK, R A Operating Reactors Branch 3 82/02/23 CAVANAUGH. H. 

Arkansas Power 1. Light Co. 2pp- 12138 003 24X 

Flche 90-360. 62/02/23.8203040339 


8203100609 Requests notification If NRC understanding that utll 
requested no deviations from NUREO'0737 Item 1 1 1 0 3. 3 re 
Improved In-planl Iodine 1 nstrumenta t Ion. incorrec t . 

CLARK. R A Operating Reactors Branch 3 82/02/23 CAVANAUOH. W 

Arkansas Power b Light Co 2pp 12217:196 24X 

Flche 30-313. 02/02/23.8203100609 


8203190168 Forwards Amends 63 t, 28 to Licenses DPR-91 b OPtt-b, 
respectively 6 notice of Issuance I. aval tab 1 1 Ity . Amends add 
revisions to Industrial security plan !■ guard training 
qual if icatlon plan 

STOLZ.JF Operating Reactors Bronch 4. 02/02/23 CAVANAUOH, W 

Arkansas Power 6 Light Co. 2fp 12391:091. 24X 

Flche 50-313. 82/02/23, 0203190180 



90193 Amend* 93 & SR to Llcen*e« OrR'S! & CPH-6> r espec 1 1 v(' I ij> 
In^ ravitiotit ta Industrial tecurtty plan k naintatntnj 
rd training qualification plan 

.2.^ F . CLARK. R A Optra ting Reactors Branch 4 OS/OS/Wn 
IS35I 09d 24X FIche 30-313.03/03/33.0303190183 


fOI97 Notice of issuance k availability of A.iiends 63 >• 30 to 
snses CPR-Sl *• DPH-6. respec 1 1 ve I q 

.2iO. F Operating Reactors Oranch 4 03/03/33 3pp 

31:098 34X FIche 50-313,82/03/33.0203190100 


105 Coir'sit* to Installation of redundant hqdrogen/oi gq en 
ling sgs Revised Tech Specs t, proposed schedule for 
llatlon expected bg 830430 

TLL. 3 R Arkansas Poiaer k Light Co 03/03/33 STOLZ. J F 
:lng neactors Oranch 4 CLARK. R A Operating Reactors Urnix h 
Ip 131 14 334 34X Ftche 30-313.03/03/33. 0303040403 


108 Foruards request for addl Info concerning TNI Action Iteoi 
j re RC8 vents Addl Info needed ulthln 60 degs tl/O 

R A. Operating Reactors Branch 3 83/03/01 CAVANAUOM. M 

las Po;jer >< Light Co. Ip 13373 349. 34X 

50-360. ea/03/0\ . 0303330580 


•76 Foruards draft rept re absence of PORV k provision for 
'V feed ti bleed capablittg for revlei,: 

lUT.O 0 Division of Licensing. 83/03/03 CAVANAUGH. U 
-a* Po<i.er «, Light Co Ip 13373 334 34X 

30-368. 03/03/03. 0303190476 


■08 Foruards Amend 39 to License NPF-6. safetg evaluation k 
of Issuence k avallabllltg Amend changes listed Tech 

I. R e Licensing Oranch 3 82/03/04 CAVANAUGH. U Arlansao 

k Light Co 4pp 13311 333 34X FI Che 50-368.03/03/04, 

■0008 


0011 Amend 39 to License NPF-6. c hang 1 ng listed Tech Specs 

K. H A Licensing Branch 3 83/03/04 3app 13311 342 ,''4x 

e 30- 368, B3/03/04. 82031 6000B 


0013 Safstg evaluation supporting Amend 39 to License NPl'-6. 
fFlce of Nuclear Reactor Regulation. Director. 03/03/04 4pp 
II 277 34X FIche 30-368,02/03/04.0303160008 


0013 Notice of issuance k avallebllltq of Amend 39 to Llcrnse 
6 

K, R A Licensing Branch 3 03/03/04 3pp 12311:201 24X 

e 30-368. 03/03/04. 0303160008 


93 Advises that TNI Item tl K 3 3 requiring reporting of relief 
& safetg valve failures & c he 1 1 enge s. resol ved for 
based on util 800610.1319,31 k BIOIOG responses, 
fl A Operating Reactors Branch 3. STOLZ.J F. Operating 
rs Branch 4 83/03/03 Arkansas Pouer & Light Co app 

353. 34X FIche 50-313, 03/03/05. 8303100490 


93 Foruards results of Feb 1983 response times of primary sgs 
ante tsnp datec tors, per 020139 comml toient Changes 
randomlg from baseline data. 

LL.J R Arkansas Pouer t. Light Co 83/03/05 COLLINS. J 1 
4, Office Of Director 3pp 12303:177, 34X 

50-360. 03/03/03. 8303330493 


01 Oeneric Utr 82-04 to all licensees of operating plants. 
ants for OL k holders of CP re use of INPO 8EE-1N 
m. 

UT. 0 O Division of Licensing 83/03/09. HAUSPUflO. A. 

Idated Edison Co. of Neu York BORONANN, E. A. Cincinnati Gos t, 
tc Co. OAVlDSnN.O. R Cleveland Electric Illuminating Co 
13231:031 34X Fl c he: 80-000, 82/03/09. 03031 1 OOOl 


13 Application for amend to License NPF-6. request Ing Tech Opet 
per NRC 621314 Itr re containment purge valve 
g. kl/Cless lit fee 

OOH, W. Arkansas Pouer 6 Light Co B2/03/t3 CLARK, R A 
Ing Reactors Branch 3 3pp 13390:133. 34X 

30-366. 03/03/13,0303330613 


3616 Proposad Tech 8pec 3/4 6-17 re containment sgs 
rlansas Pouer k Light Co 03/03/13 Ip. 13390 133 34X 

a: 30-368, 03/03/13. 0303230613 


23 Advises of tgpog reph leal error in Amend 39 & to License 
Belated condition should have been referred to as 
b I Instead of 3. C 3. L. 

4. A Operating Reactors Branch 3 03/03/13 CAVANAUGH, M. 

• S Power t. Light Co. 3pp 13398 071. 24X 

50-360. 03/03/15. 6203340125 


3203260393 Advises that util ui 1 1 resubmit proposed change to leih ;ipii 
481 I3c3ra difsel qeneratcr load block timing 
surveillance test t equ I r e.ment i » response tu 830119 Itr 
riARSHAUL.JR Arkansas Pouer 6 Light Co 82/03/15 CIARK.R A 
Operating RcactO'S llrani l. 3 Ip 12434 135 34X 

f 1 Che 50-360. 83/03/ 15. 820:1260393 


0203340009 Foruards request for addl Info re responses to huRFO 0/;i/ 
tiers It F 1 .*< re containment pressure ronitor.lt F 1 5 re 
lontainrent uater level monitor 6 tl F I 6 re containment 
OgdrogoA mini tor Info should be submitted in 30 dags 
BTO-c. 3 F liperatin.} Reactors Branch 4 83/03/16 CAVANAUGH, u 

Arkansas Pouer t Light Co 3pp 13398 13/ 34X 

FIche 50-313. 03/03/16. 03O334OC09 


0203360154 Foruards requested add 1 mfu re environ qua] 1 f Ic at 1 on of 
sa f e tg -r e la t e d electric equipment Info revises 
justificotioiis For cuntiriued Qperaticin for several 
c emp one n t s 

MARSHALL.. J R Arkansas Pouer *, Light Co 0.7/03/10 CLARK. R A 

Operating Reactors Branch 3 32pp 12433 349 34X 

riche 50-760. 83/03/10 0203360134 


0203170453 Foruards ten oversue dialings u/latsst revisions for util 
Drawings transmittal sheet eoc I Aperture cards are available 
in MGR 

CHINO. E Arkansas fouer h Light Co 02/03/23 NHC - No Detailed 

Afftliattoii Given 3pp 13331 398 34X FIche 50-313. 03/03/ 3:,. 

0303170432 


0 Inspection reports. IE Oolletins f, correspondence 


0203050345 foruards lb Ins? Repls 30-313/81-34 k 30-360/01-34 on 
011214-17 k notice nf violation 

CEIDLE.M C Engineering Inspertion Oranch 02/03/01 CAVAvauI.I I, H 
ArVansai I’ooer t. Light Co 3pp 13135 050 34X 

riche 30-313. 82/02/01 - 0203050343 


—8203050358 IE losp Repts 50-313/01-34 k 30-360/01-34 on 011314-17 
None cifsp 1 1 anc e noted failure lo perform surveillance of one 
reactor coolant Inlet noiile k ono core flood noiile ulthin 
prescribed froquoneq 

BOAR OMAN. J R . ruKPHY. II C , HALL.R E Sg Stems k Technical ‘auction 
03/01/36 6pe 121.35 053 34X Flche 50-313,83/03/01.030305034 5 


0303160313 Forwards IE tnsp Oepts 50-313/01-35 8. 30-360/01-35 oil 
811132-1331 & notice of violation 

r'AOSEN. O L Division of Resident. Reactor Project k Enqlneerlnq 
Prograns 82/03/17 CAVANAUOIi.fi Arkansas Power k Light Co 2pp 
12390 301 34X FichO 50-313.82/03/17.8303160213 


--0203160310 lb tnsp Repts 30-313/01-35 k 50-368/01-33 on 01I132-13JI 
None omp 1 1 anc e noted failure tu follow emergeneg diesel 
generator operating procedure 

JOHNSON. W l> . CALLAN.L j . HUhNlCUTT.OM Region 4. Office of 
oirettur 03/03/02 9pp 12390 204 34X Tlcho 30-313.02/02/17. 

0203160213 


9203050445 Foruards Revision I to IE Info Notice 82-01. “Auxlllorg 
Feeduator fiump Lockout Resulting From Lies 1 1 nghouse M-3 
Switch Circuit Hod. ' u/corrccted Figure 3 k Table i 
COLLINS. J T Region 4. Office of Director 02/03/26 Public 

Service Co of Colorado 3pp 13134 130 34x FIche SO-000. 

82/02/2*. 0203050445 


8203230603 Forwards IE Insp Repts 30-313/82-01 «< 30-360/02-01 on 
830101-31 k notice of violation 

MADSEN. O L Division of Resident. Reactor Project t. Engineering 
Prograns 03/03/03 CAVANAUGH. W Arkansas Pouer t. Light Co 2pp 
13380 317 34X FIche 30-313.83/03/03.0303330683 


--02O333O'691 Notice of violation from tnsp on 030101-31 

MADGE N. 0 L Division of Resident. Reactor Project t, Englneerino 

Progra.ss 03/03/03 3pp 12308 319 24X Ftche 30-313.82/03/03. 

83032 30603 


--B303330700 IE Insp Repts 50-313/82-01 k 50-360/02-01 on 020101-31 
None omp 1 lane e noted failure tn post radiation areas k test 
sealed sources of radioactive mail for removable 
c ontaoilna 1 1 on ulthin 6-month period 

JOHNSON, M D , CALLAN.L J , HUNNICUTT. 0 M Division of Resident. 
Reactor Project k Engineering Program* 02/02/33 15?p 

12388 231 34X Ftche 30-313,82/03/03.8303230603 


6203160326 Forwards IE Info Notice 02-03, “Environ Test* of Electrical 
Terminal Blocks" for review 

COLLINS, J T Region 4. Office of Director 03/03/04 Public 

Service Co of Colorado 3pp 13307 034 34x Ftche 30-000, 

02/03/04, 0303160326 



28 a 


DOCKETED ITEMS 


a5C3ir02&<» Hele»»es Fublx veratttn of revitetf enoraoncy plan 
I "p ; omen t > o; p rsc oC uroa. 

FEI-fCJN, j t* Swi«tun of RuJin and Records 62/03/09 Oocu-<ont 
far-aBSOiont nrancf. Is 12?52 IA5 3dX f ) che: 50-313. 62/03/09. 
630312036“’ 


--6203130372 rsr-atd* pi.t I t c varston of revised Ert-rgencv Plan 
InpleranCin) Procrdvrr 1903. lO r« v'ergancy action level 
reSFonse 1903 23 re fi'e or erplosion t> 1903. 70 re 
Rvsse 1 1 VI 1 1 e . A9 fire dept 

• Arianvas Pcvier & Lljiit Co 03/03/33 nRC - No Detailed 

Afftltatton Qiven Ip 12333 166 34X PIche 50-313.93/03/09. 

9201130269 


--P20315C376 Public version of revised Etrertencj Rlar Inp 1 eirent I ng 
Procedvres 1903 10 re eeiergency action response. 1903.22 re 
fire or etplosior 8« 190 3 70 re RusselivlIle.AR fire dept 
O'HANlO.'l. J 6 Art ansa s Power 1. Lljlit Co 62/02/23 9pp 
12352 167 2<»Xf Uh8 50-;» 3. 02/03/00.820 3120269 


9203360210 Korwards IE Eaerjercy Appraisal Insp Bepts 50-313/91-32 t 
50- 368/61-21 sr. dlCC03-M Nc no n:cn>p I t anc e noted 

CCCLlNO. j r Region 4. Office of Director 02/03/C0 CAOANAWH. W 
ArSansos fo-er 9 Lliet Co I3gp I3422'€t9 34X 

fitbe 50 313. 93/03/00. 020 32A02 1 0 


--9203260311 IE emergency Appraisal Insp Repts 50-313/91-33 !• 

50'3&0/(fl -2 1 on 610903- 14 No nonccaipl lane e noted Major areas 
inspected adoil nl s t r a 1 1 on. o.-ser gency organ 1 i atlon. train I ng 6 
erergeneg plan 1 -p I oaten Cation procedures 

NOKRER. 0 Division of Emergency Preparedness. CC.LlhS. J t. 
Region 4. Office, of Director 03/03/05. 63pp. 13423 036 34X 

ricSe 50-313. 03/03/00. D203260310 


820318C03.1 Releasis putlic version of emergency procedure 

FEI.TCN. J. fl Division of Rules and Records 63/03/12 Oocunent 

Manaje-ont Orar.cn Ip 1.7.138 I29 24X Fiche 50-363.82/03/12. 

9303100033 


-8303103039 Foruards public version of Emergency Procedure 3904 04. 
••“agnltude of Release - OEU.-IS '■ 

« Arkansas Po-er 6 Light Co. 93/03/03 N.“IC - No Detailed 
Affiliation Given Ip 13338 131 24l( Fi che: 30-369, 03/03/ 13. 

8203160033 


--9303163044 Public version oF Emergency Proc edure 3904 04. "liagnltude 
of Release - CERM9 ‘ 

O'flAtlLCrl. J P Arkansas Pooler 8> Light Co. 02/03/03 25pp 
13336 133 24X Fjtne 90-.160. 83/03/ 13. 9203163033 


830335COI9 Releases public version of emergency plan procedure 
change requests 

fELICIl. J IS Osvivlon Of Rules and Retords C2/03/IB Detument 
fianagemeiit Granch Ip 12421 091 ?4XFtche 50-368.62/03/16. 
0203350318 


--03O3253321 Feruards public version of procedure cfange requests fnr 
Procedures 3904 01 re cddiputcr icethod for magnitude of 
release !> 2904 02.Revislon 3, re magnitude of release for 
Unit 2 

• Arlansas Power & Light Co. 62/03/11 NRC - No Detailed 

Affiliation Given Ip I242I 092. 24X FIcpe 50-360.62/03/10. 

9203250018 


- -9203350322 Public version of procedure change requests for Proredure 
3904.01 re computer ‘-etbod for magnitude Of release 5 
3904 03. Revision 3. re magnitude of release for Unit 3 
O'MANLON-J P Arkansas Po„st t< Light Co. 83/03/10 4pp 
1243; 0Q3 34X Ficbe 30-369.82/03/19,9303350319 


P Operating license stage documents t. correspondence 


930301C001 Addl response to FOIA request for 30 categories of doiuftienlt. 
re NL.‘?E'0-0660. "NRC Action Plan.' Forwards documents listed 
In Apps A. 8. C Sf D Info partially withheld fref FOIA 
Eiemption 31- 

FElTON. d M Division of Rules and Records 01/09/04 MADDEN. 1 J. 
hag e. Sc holer. Fi eri-an. Hays 6 Ifandler 9pp 13750 006 34X 

FI Che: 30-368, 91/06/04.0303010001 


--8C05201041 Forwaros status of operating PUR autlllary feeduater sys 
evaluations for Wes t Ing hous e. C-C b Gtrlf hi9S9 plant* 

I1AT1MEW8. P. R Auilliarg Systems Branch 90/02/35 GEMAROVA. V. 
Aurtliary Systems Branch 14pp 13769 339 24X 

Fiche 50-000.81/0 8/04. 92030 lOCOI 


--6005381057 Requests util evaluation of end responses to bPC regjiit 
for Infp verifying ajilliary feedwater sys flows are 
adequate for design basis transients b accidents NRC request 
for Info end 

MAni'tWS.P R hurl liar V Systems Branch QU/02/35. MOVAK, 1 
Reactor Bystens Branch Spp 13753 139 24X 

Fiche 50-000.81/00/04.6203010001 


--031135OO51 Forwards request for addl info re auxiliary feedwater ii* 
ChECh-P 0 Assistant Director for Plant Systems 00/11/10. 

n'OVAM. T M Assistant Director for Operating Reactors lOpp 

13732 342 P4X Fiche 30-000.01/09/04,0203010001 


0301130476 Forwards CEM-169. "Evalualton of PreSsurlted Thermal Wyl 
Effects Due to 8a:all Break LOCAs M/Losr of Feedwater for 
C-E N3S9. ■■ b Apps A-J. In response to IMI Action Plan 
Poqulrf .'"-ent II K 2 13 

OASdlN. K P C-E Operating Plants Owners Oroup. Bl/12/31 
EIGENiiUT. 0 0 Division of Licensing 4pp 11576 024. 24X 

Fiche: 50-233 . 01/12/31.9301130470 


--8301130492 'Evaluation of Pressurliad Ibermal Shock Effects Our is 
Snail Oreal LOCAs U/Loss of Fee'Juater for AH Nuclear One- 
Unit 3 Reactor Vessel " 

e Comhusticn Englnoerlng. loc. CEN-109 APP 0 01/12/31 Iffi 

11370 075 341 Fiche 50-353.01/13/31.9301130470 


8301130263 Application to change fir© protection lech Opecs re fixe 
detection Ins trumentet I on. spr in 1 1 er sys 6 fire hose 
stations 

CAVANAUCH.W Arkansas Pnwer b Light Co 82/01/03 CLARK. H A 
Operating Reactors Branch 3 3pp 1136“/ 2*73 34X 

Fiche 30-369. 03/01/05.8301130263 


--8201130270 Proposed Tech Spec Pages 3/4 3-43.3-44.7-33.7-35 % f-lc re 
fire detection Instrumentetton 

• Arkansas Power b Light Co 92/01/03 tOpp 11369 300 311 

Etc he 50-366.83/01/05.0301130263 


B303040341 Forwards safety evaluation b technical evaluation for 
control of heavy loads per hUnGO-0613 Phase t guidelines. 

CLARK. R A Operating Reactors Branch 3 8TOLZ.J.F. Operating 
Reactors Oranch 4 92/02/11 KAVANAUOM. U Arkansas Power b I l|M 

Co 3fP 1213B 233 24X Fiche 50-313. 82/02/ 1 1 . 0203040341 . 


— 6303040-343 Gafety evaluation concluding that util meets guldellrti n 
control of heevy loads 

• Office of Nuclear Reactor Regulation. Director 03/02/11. Np 
13129 357 34X Fiche 30-313. 83/03/ 1 1. 020304034 1 


--9303040350 'Control of Heavy Loads." technical evaluation rapt. 
0C5QER0ER. C. Franklin Ins 1 1 1 u t e/Frank 1 1 n Research Center. 
TE'1-C5337-59 81/12/21 CLEMEMSOM.F NRC - Ho Oolollea 

Affiliation 01 van 35pp 12130 263 24X Fiche 50-313.92/02/11' 

0203040241 


9203040313 Forwards safety evaluation supporting Unit 3 response te 
NURE6-0737 Item tll.O 3 4 re control room h ab I tab 1 1 1 ty. tfni t 
I will satisfy requlrstrents when Tech specs modified to 
require addl chlorine detection b protection. 

CLARK. R A Operating Reactors Oranch 3 STOLZ.J. F. Oporatinl 
Reactors Drench 4 93/02/13 CAVANAUGH. H Arkansas Power b lllb* 

Co 5lP 12136 036 24k FUho 50-313. 93/02/13. 820304(1313 


0203030658 Bubmtts addl Info re emergency feeduater sys in rssposie Is 
NRC B33II3 Itr Requested change to Tech Specs Includes mods 
to steam driven emergency feeduater pump survatllance 
requirements Change will he flnaltied by 830421 

MARSHALL. J R Arkansas Power b Light Co 93/02/17 CLARK. R A 
cporetlng Rcacto-rs Branch 3 6pp. 12079:043. 34X 

Fiche 30-369,92/03/17.8303020639 


0303040539 Forwards request for addl info re equipment environ 
qual 1 f 1 cat Ion review Response requested within 45 days of 
ret el pt of Itr 

CLARK. R A Operating Reactors Oranch 3 03/02/33 CAVANAUGH. d 

Arkansas Power b Light Co Spp 13139 093. 34X 

Fiche 30-360. 83/03/23.9303040539 


8303100609 Requests nottftcatton If NRC understanding that util 
requested no deviations from NUREO-0737 Item III D 3 3 re 
Improved In-plant iodine Instrum.enta lion, incorrect. 

CLARK. R A Operating Reactors Branch 3 82/03/33 CAVANAUGlLH 

Arkansas Power b Light Co 3pp. t33l7: 136- 24* 

PJehe 30-313. 83/03/33. 0203100609 


8203190180 Forwards Amends 63 b 88 to Licenses OPR-31 b DPR-6, 
respectively b notice of issuance b aval lab 1 1 Ity. Amends add 
revisions to Industrial security plan b guard training 
qua 1 1 f teat ion plan 

STCLZ.U F Operating Reactors Branch A. 62/03/33 CAVANAUCH.W 
Arkansas Po-wer b Lloht Co Soe 13351-091 24X 


--B20JIV0193 Arenas 63 t 38 to I.tcen»e9 OPfl-Sl & i;PH-6. re spot 1 1 vi- 1 ij. 
63<iin) revisions to Industrial securit<i plan t> o.aintaintng 
pi/ard training qua 1 1 ft c at ion plan 

arCLZ.JF.. CLARK. n a operating Reatlors Oranch <1 03/O2/;.*;i 

4pp. 15391 094 a4x Fun* 90-313. 82/03/33. 0303190108 


— 020319019 7 Notice of issuance S. avallabtlltg of Amends 63 <. 30 to 
Licenses OPR-91 OPR-6. respec t Ive 1 g 

&TOL2. d f Operating Reactors QrancA 4 03/03/23 Spp 

13331 090 24* Firbe 90-313.83/02/33.8303190100 


0303040409 Corsits to Installation of redundant hgdrogen/otggen 
anslgslng sgs Revised Tech Specs <• proposed schedule for 
Installation eipected bg B30430 

HASSHAUL.J H Arkansas Pouer << Light Co 82/03/39 STCLZ.J I" 
Oparating Reactors Oranch 4 CLARK. R A Operating Reactors Oranrh 
3 2pp 131 14 334 34* Fiche 90-313. 02/02/29. 8203040403 


8303320308 Foruards request for addi Info coricernlng 1111 Action ttrei 
11. S. IP re RCS vents Addl info needed uitMn 60 dags N/O 
elC I. 

CLARK. R A Operating Reactors Oranch 3 82/03/01 CAVANAUGH. U 

Arkansas Poaer 8. Light Co Ip 12373 349 34* 

Flcts 90-368.83/03/01.8303320980 


6303190476 Foruards draft rept re absence of PDRV t* provision for 
prinarg feed & bleed capabllttg for revleu 

EISCNHur.C 0 Division of Licensing. 03/03/03 CAVANAUGH. M 
Arkansas Pousr 6 Light Co Ip 13373.294 24* 

Fiche 30-368.82/03/03.8203190476 


0203I6000D Foruards Amend 39 to License NPF-6. saf atg evaluation 6 
notice of issuance & avatlabllitg Amend changes listed lech 
Specs 

MARllM.n E i.lccnolng Oranch 3 83/03/04 CAVANAUQH. U Arkansas 

PoLcr ti Light Co 4pp 13311 238 24* Ft c ho 90-368> 83/03/04. 

8203160008 


--8203I6001I Anend 29 to License NPF-6. c hang 1 ng listed Tech Specs. 

CLARK. R A Licensing Branch 3 02/03/04 3Qpp 13311 342 24* 

Fiche 90-368.82/03/04,8203160000 


--8203160013 Bafetg evaluation supporting Amend 29 to License NI9--6 

a Office of Nuclear Reactor Regulation. Director. 02/03/04 4pp 
12311 277 24* Fiche 90-368.82/03/04.8203160008 


--8203160019 Notice of Issuance t. avatlabllitg of Amend 29 to Ltcehse 
NPF-6 

CLARK. R A Ltctnsing Oranch 3 U2/03/04 2pp 12311281 24* 

Fiche 30-369.82/03/04.8303160008 


82O3ISO490 Acvlses that TMI Item II K 3.3 requiring reporting of relief 
valve t> safetg valve failures ti c ha 1 1 enges, r e so I ved for 
plants based on util 800618.1319.31 t 010100 responses. 

CLARK. R A Operating Reactors Drench 3. 8T0LZ.J. F Operating 
nsectOTS Branch 4. 82/03/09. Arkansas Pouer (■ Light Co 3pp. 

12342 292 24* Fiche. 90-313. 82/03/09. 02031 80490 


8203230493 Foruards results of Feb 1983 response times of prlmarg sgs 
ratlstance temp de tec tors, per 820139 conmltoient Changes 
varied rantfoiilg from baseline data 

HAR8HALL. J R Arkansas Pouer t. Light Co 82/03/09. C0LL1N8.J T 
Haglon 4. office of Director 3pp 12382 177 24* 

Flcha; 90-368, 02/03/03, 0203230493 


8203110001 Generic Ltr 83-04 to all licensees of operating plants, 
applicants for OL l< holders of CP re usa of INPO 8EE-IN 
prograoi 

EISENHUT.DG Division of Licensing 83/03/09 HAU8PUR0. A 
Coneolldated Edison Co of Neu York 80R6MANN. E A. Cincinnati Oos 6 
Electric Co DAVIDSON. DR Cleveland Electric Illuminating Co. 

2fp 12391 031 24* Fiche 90-000.83/03/09.8303110001 


9303330612 Application for amend to License NPF'6. request 1 ng Tech Clpec 
change per NRC 831314 ttr re containment purge valve 
totting. U/Class III fee 

CAVANAUGH. U Arkansas Pouer h Light Co 02/03/12 CLARK. R A 
Operating Reectqrs Branch 3 2pp 12390 193 24X 

Fiche; 90-368. 83/03/13. 0303230613 


--B203330616 Proposed Tech 8ptc 3/4 6-17 re containment sgs. 

e Arkansas Pouer 6 Light Co 83/03/12 Ip. 12390 199. 24* 

Fiche: 90-368. 82/03/12. 8303330612. 


8203240123 Advises of tgpograph ice 1 error In Amend 29 I. to License 
NPF-6. Oe 1 eted condition should have been referred to as 
2. C 31b) Instead of 2 C 3 L. 

CLARK. R. A Operating Aeactore Branch 3 83/03/19. CAVANAUGH. U 

Arkantas Pouar t. Light Co. 2pp 12398 071. 34* 

Fiche- 90-360. 02/03/19.8203340123 


Sr03?60293 Advises thjt util liII resubmit proposed change to Toth lipi 
4 Q 1 I 3 C 3 re diesel gpneiator luOO blnck lining 
sur vO 1 1 1 .me e test roqui i e.ner t in response to R20II9 ltr 
■lARS'lALL. d R Af kalis PS Pouer !• Light Co 03/03/19 CLARK. R A 
Oporatlng Reactors (Irarri J Ip 12434 199 24* 

Fiche 50-368. 82/03' I 5. H203360393 


0203240089 Foruards request fer addl Ic'fo re responses to huREG ti'/ri/ 
Iters 11 F I 4 re cuntairment pressure manitur, 1 1 F | 9 re 
c ontal n.verit uater level mfinitor *. 1 1 F I 6 re containment 
hgdrogon mcnitnr Info sr.auld be subritted in 30 dags 
STOi.7. d r Operating Reactors Oranch 4 83/03/16 CAVANAUOH. Vi 

Arkansas Pouer t Light to 3pp 12390 137 24* 

Fiche 90-313. 82/03/16 0203240089 


0203260194 Foruards requested addl Info re environ qua 1 1 f i c a 1 1 on of 
sa fetg ' re late d electric equipment Info revises 
justifications for continued operation for several 
c opponents 

MARSHALL, d K Arkansas Power t Light Co 82/03/18 CLARK. R A 
nporatifig Reactors Oranrh 3 32pp 12432 349 34x 

Fiche 90-368. 02'03/ 10. 8203260194 


8203170493 ( oruards ten oiersiie draaings u/lstsst revisions for util 
Drauings transmittal sheet eoc 1 . Aper t ui e cards are available 
in PDR 

EUINO. E Ariansas Pouer >. t ight Co U3/03/39 NRC - No Oeiailer 

Affiliation Given 2fp 12331 378 24* Fiche 50-31.3.03/03/29. 

02031 70492 


0 Inspection reports. IE Uulletins C. c orresp ondoric a 


0203050349 Forwards IE Insp Repts 50 313/01-34 i 50-360/81-34 or. 
011314-17 6 notice of vlnlotlon 

OEIDlE-W C Engineering Inspection Branch 83/02/01 CAVANAUGH. W 
Arkansas Pouer 6 Light Co 3pp 13139 090 24* 

rtc he 90-313. 02/02/01 . 020303034 9 


--B2030903SO IE Ios,s Repts 90-313/81-34 t. 90-368/81-34 on 011214-1/ 
itonc nr-vp 1 1 an c a noted failure to perform survelltenca of one 
reactor coolant inlet norile K one core Flood ootile uithln 
prescribed Froquencij 

(I OAR DI-AN. d R . MVRPItV. M E . HALL. R E S'jstems 6 Technical ‘Jeitloi 
02/01/26. 6PP 12133 053 24* Fiche 90-31 3. 82/02/01 . 0303a90-j4-. 


0203160213 Foruards IE Insp Repts 90-313/81-39 1. 90-368/81-33 on 
011122-1231 1. notice of violation 

MADSEN. O L Division uf Resident. Reactor Project A Engineering 
Programs 03/02/17 CAVANAUGH. U Arkansas Pouer 6 Light Co I’pp 
13290 201 24* Fit he 50- 31 3. 02/02/ 1 7. 82031 6021 3 


0203160210 IE Insp llepts 90-313/01-39 S. 90-360/01-39 on 01 1121'- 1231 
None odip 1 1 an c e noted failure tc. follou emergeneg diesel 
generator operating procedure 

dOMNSnN. M 0 . CALLAN. L d ■ HUNNICUTT.D M Region 4. Office uf 
Director 02/02/03 9pp 12270 304 24* Fitbe 90-313.82/02/17. 

B203i603i3 


8203090449 Foruards Revision I to IE Info Notice 83-01. ■•Autlllarg 
Feedwater Pump Luckout Resultltig From Ules 1 1 ngheuse LI-3 
Suitch Circuit Mod." u/corrected Figure 3 h Table 1. 

COLLINS, d 1 Region 4. Office of Director 83/03/36 Public 

Service Co of Colorado 2pp 13134 138 34x Fiche 90-000. 

02/03/36. 8303090449 


8203230603 Forwards IE Insp Repts 90-313/82-01 h 90-368/82-01 on 
820101-31 S' notice cf violation 

MAD&EN. O L Division of Resident. Reactor Project (. Engineering 
Programs 03/03/03 CAVANAUGH. W Arkansas Pouer h Light Co 2pp 
13368 317 24* Fiche 90-31 3. 02/03/03. 0303330603 


--02O333O67I Notice of violation from insp on 820101-31 

HAOBCH.O L Division ut ResIdonL, Reactor Project L EngineeTing 
Programs 83/03/03 2pp I23U0 319 34X Flcho 90-313.02/03/03 

8203330683 


--0203330700 IE Insp Repts 90-313/02-01 & 90-368/03-01 on 830101-31. 
Noncompliance noted failure to post radiation areas t- tast 
sealed sources of radioactive mail far removable 
contamination uithln 6-month period 

dUHNSON. u 0 . CALLAN, L J . HUNNICUTT.D M Olvlsion of Resident. 
Reactor Project 6 Engineering Programs 82/03/32 19pp. 

123BQ 221 24* Fiche 90-313.82/03/03.8303230683 


8203160326 Forwards IE Info Notice 63-03. "Environ Tests of Electrico 
Terminal Blacks' for revleu 

COLLINS, d r Region 4. Office of Director 83/03/04 Public 

Service Co of Colorado 3pp 12307 094 24* Fiche 30-000. 

B2/03/04 , 8303 1 60326 


. *5 frr.ira ti. 10-11 S/O^-O? t- iC- 349 /t 3 ?- 0 ? 0 > 

tJOrCI 31 •. rot><«s 3 f '.t«l 4 tlon ». J«^ldtlon 

lEIC-tU f :.)<l*icr 3f fftMlcnt' R«4c»cr Praj»Ct t engin»er i "9 
9 ' 09 ' 4'1 UJ 'OI.'O'l CAvA*:A,j3h. H Ar*4i<4 4 Fs;,»r t t. ight Co ;’I'P 

lc 313 I?) .■' 4 > fnh<* iO Dl j. SJ/OD'O-l. e 503 ? 106 l? 


• - -jSODO 1 0? I <■• l-ER 03-004^01.-0 on 020131,. tontv o\ »|onent ai^cmbtg 22 
(rotpod ..^’'ile noting Istijth rod! for 4il«l tl>4p« IndOi 

cjnt-ol r.4u4p« bv ^Vuggn,*- uppor grippor Time that htgli 
voltogo l« applied Ic upper grjpper eitended 
ROGERS- P Ariansaa Po..eT fc tight Co 03/02/13 Region 4 , 
Office of 0 1 rector Ip 130S7 331 34>l Pic bo 30-368.02/03/12. 

8203010301 


• f... ti<« af viLietlgo frcii iri; on 820201-03 

'^CtClt H C Di.ieia'i Jf fielident. Reactor Project & Cng ir-eei trig 
Prcg-a/M e.V0JcC4 Ig 13190 130 34X Picbe 50-313.62/03/04. 

02O32:iC.Sl3 


--SPOli j/.6l3 IE ir »5 Peett 1", 313/82-02 *. 50-368/02-02 on 820201' OS 
t'or c c-p • I a"c e nc*eJ failure to incorporate ne»' lur ve 1 1 lance 
reguire-er t irtn tett pragra*. f. conplete review of 
ajfveillaoce prcCedvrei 5 oefeaolirg pracCIcea 

JA.'ECd -■ f . F££4'iO B f - Hl,‘’<fltCUTl. 0 M Otvielon of Reeldei.t. 
Beactcr Prjject f Ergin^ermg Programs 82/03/02 /pp 
I.T'/C 13/ 241 Picie IC 313- 82-03/04,0203230613 


y.'C 11903/8 Pcr.ardi IE |r»f Bepti 50-313/02-0.1 & 50-360/02-03 Of. 
621200-11 fij nancc-p 1 1 ar.c e ratec Bept uit''''eld 
cref irCP2/J 21 > 

ftlC-LErJ C Pegio- 4 Office of Director 92/03/05 CAVA*.AUOH. M 
Artan4ac Pc^ier t Lijot Co 2pp 12347 I23 24c 

Ticr.e 50 31 3- e2.'03/05. 8203110379 


8203010026 PoraarCi I Fll 02-031/01 t-0 

f*ASgMALL.J f> Are.>ii»a4 I'ciaer 6 Light Co 03/03/16 MADSEN. 0 L 
Olvittcin of Resident. Reactor Project 6 Engineering Progro/i* |p 
13070 124 24* Fiiho 50-369.02/02/16.0203010036 


--0203010029 UtO (53-001/011-0 on 030107. d Bt«r ml nod that tit ACS 
reeietance temp detector; did not meet required reeponte 
tine Cauaed og couplarit uced in laelle drglng out 8. not 
providing adequate contact or coupling. 

RCOERS- P Ariansas Piiuer 6 Light Co 02/01/14 Region 4. 
Dallat- UFIIce of the Director (01/03/01) Opp 13070 135 24i 

Plc-to 30-368. 03/02/16. 0203010026 


D203020456 Fort-arde LER 03-OO5/O3L-O 

MARehAlu. J n Arkanaa* Power fc Light Co 03/03/19 3£tOL£. W C 

Diviaion of Resident. Reactor Project t. Engineering Programe. Ip 
12080 092 2 4* FicSo 90- ;169. 03/02/ 19. 8203020436 


6«'3326C210 Forwarda IE E*ergeric,j Appraisal [nap Repta 3O-313/01'22 6 
93-368/01 21 on 810603-14 >;o noncoep I 1 ance noted 

CC‘-LinC-2 I Regie" 4. Office of Director 82/03/08 CAVA.RAUCH. U 
Aria'pcaa Pcur r *, Llgrt Ca 13pp 12422 019 24* 

f icre 50-313. 02/03/08 8903260210 


--02C32609I1 IE Eaergerej Appraisal Insp Repta 50-313/01-22 8, 

50-360/81-21 on 010803*14 fjc none o*p I lane e noted Major aeeaa 
mapecte* adnini atrat i on. e-rer geneg or gan i la t Ion. tra In ing t, 
erergenCk plan imp 1 e-en 1 a 1 1 on procedures 
ROiSRER-O . UACKf-Cv-C . /ALCnApi.e Division of Emergency 
Prepare/nesa 82/03/05 6Spp 12422 036 24* 

/icr.e 90-31 .1. er/OJ/Ca 020336021(1 


020316036/ forwarJa IF Irfe Notice 82 04, "Potential Oeficlencg of 
Certain aSASTaT E-7COO Series Time-Delay Relays,'' 6 IE Info 
r.otice 02-05' "Increasing Frequency of Drug-Related 
Ire tdenta '' 

CCLI.I.*.5-J T Region «. Office of Director 82/03/10 Public 
Service Co of Lolcrado 2pp 12308 09/ 24* FUhe 30-000. 

82/03/10. 0203160367 


"•820302046? LER 03- 009/03.. -O on 0301 2B. c ont r ol element aaaembtg 
calculator 1 erroneously Indicated control eloment attemSly 
61 not at same poattiori as other rod* In group. Caused by 
defective high level mai gate card Card replaced 
RQCERS. P Arkansas Power 3, Light Co 83/02/19 Region 4. 

Office of Director 2pp 12000 023 24* FI c he 30-360.02/02/19. 

0203020436 


0303020500 Foriearoa revised LER 01'O44/O3X-1 

NaRBUALL-J n Arkansas Power ». Light Co 09/02/19 OEIDLC. H C 
Division of Resident. Reactor Project R Engineering Program# Ip. 

12083 179 24* Fiche 30-360,02/02/19.0303030300 


--0203020316 Revised lFR BI-044/03X-1 on 01 1 1 24, dur I ng surveillance for 
Tech Spec 4244. Separ tur es from nucleate boiling ratio 
penaltg factors were not Included In core ca 1 cv I at 1 ons. No 
Impact on lech Spec due to small effect of limit margin 
ROGERS. P Arkahsas Power t Light Co 02/02/19 Region 4. 

Office of Director 2p p 120H3 100 24* FIch o 30-360. 02/02/19. 

020.1020300 


Gfc03l90331 Forwards IE lofc Notice G2-06. "Failure of Bteam Oeneralor 
Friaary Sue Nanway Closure Studs " 

COLLINS J T Region 4. Office of Director 82/03/12 Publli 
Service Cs of ColcraJO 2pp 12349 304 24* FUhe 30-000. 

02/03/ 12. 8203190333 


6203230717 Advices of current status of util efforts to comply u/fl20lif. 
request for aidl info re IE Bulletin 00-11. 'Masonry Wall 
Design Response will be provided by 820430. sAou Id no 
unfereseer. problems arise 

KARCrlALL- J R Arkansas Power & Light Co 02/03/13 CLARK. R A 
Operatirg Reactors Branch 3 SIOL7.J F Operating Reactors Branch 
4 2op 12389 327 24* Fiche 50-313.02/03/13.8203230717 


8203230270 Forwards IE Info Notice 82-07. ''Inadequate Security 
Screening Programs “ 

CCllINS.J I Region 4. Off ice of Director 82/03/16 Public 
Service Co of Colorado 2pp 12370 334 24* Fiche 30-000. 

02/03/16. 0203230270 


ft Periodic operating reports I, related correspondence 


8203260259 Forwards "Semiannual Radioactive Effluent Rept.JuI-Oec 
1981." per lUCFRSO 36ial)2t 

MABEHAll.JR Arlansas Power L Light Co 82/03/11 COLLINS. J 1 
ftegton 4. Office of Director Ip 12424 060 34X 

Fiche 50-313. 03/03/11.0203260259 


-Q2033</5261 "Bemt annua 1 nsdluacttve Effluent nept.Jul-Dec i98l “ 

• Arkaosas Power fc Light Co 82/03/11 I6pp 12424 061 34X 

Ft the 30-313. 82/03/11 .8203260239 


S Reportable occurrences. LERs & related correspondence 


6203010201 forwards lCR a2-0O4/O3L-0 

MARSHALL, J H Arkansas Power 6 Light Co 62/02/12 KAOSEN, 0 
Division of Resident. Reactor Project 6 Engineering Programs 
12069 230 34* Fiche 50-360. 82/02/12, 8203010201 


L 

Ip 


8203160118 Forwards revised lER ni-044/03X-l 

KARSMALL.J Arkansas Power L Light Co 82/03/03 BEIOLe.W C 
Region 4. Office of Director Ip J23O0. 194 24X 

Fiche 50-360. 62/03/03. 0203160110 


--8203160134 Revised lER 0I-O44/03X-1 pn Bl 1 1 34, appropriate departure 
fro-i DN9R penalty factors not Included In core operating 
limits supervisory sye L DNOR calculations Calculations 
changed 8upercedes 820219 Submittal 

RUOERB. P Arkansas Pewer 6 Light Co. 82/02/19 Region 4. 

Office of Director 3pp 12300 193 24X Fiche 30-368. 82/03/03. 

8203160118 


8203160151 Forwards LER 02-006/03L-0 

MARBHALL.J H Arlansas Power t, Light Co 82/03/04. 8EIDLE, W C, 
Region 4. Office of Director Ip 12301 171 24* 

Fiche 50-368. 82/03/04.8203160131 


8203160137 LER 02-006/031,-0 on 820212 «, 
Isolation valve for reactor bldg sump 
bldg su-p failed to fully close Valve 
de-energl ted 

ROGERS. P Arkansas Power 6 Light Ca 
Office of Director 2pp 12301 172. 
8203160131 


17. at lOOX power, containment 

drain to euilltery 
closed L breaker 

02/03/04 Region 4. 

24* Fiche: 30-360, 82/03/04. 


8203160159 Forwards LER 82'007/03L-0 

MARSHALL. JR Arkansas Power (, Light Co. 02/03/03. 3 EIDLE. W- C. 
Region 4. Off tee of Director Ip 12299 119. 24* 

Fiche 30-368. 02/03/03. 0303160139 


--9203160164 LER 82-007 /03L-0 on 820216. at lOOX power, leet discovered IP 
weld for drain line of suction bladder of charging pomp 
2P-36C . Caus ed bg vl bra 1 1 oti-lnduced crack 1 ng. Uel d repaired t, 
pi^rip r^turnfd to %vf 

ROOERS. P Arkansas Power L Light Co 89/03/09 Region *• 

Office of Director Ip 12299 120 24X FUhe 30-368.62703/03. 

8203160139 


0203160426 PHO- I V-02-009 on 020307, uni t tripped from appro* 73* po"*'’ 
due to high stator temp alarm for main generator. Automatic 
turbine runback Pro's lOOX power to 4X power was initiated. 

Reactor Old not trip. Safety sys performed normally. 

KALI . R E Region 4. Office of Director 02/03/08. Ip (2309:236. 
24* Fiche 50-368.02/03/00,0203160426 


A AjpUe stlon^ tonitruc tlQi' docwsrents !. corvv^fVQnileni e 


eS530lOCOI A<)<ll rosponso to FOIA request for 30 (oteoorles of d oc u-nontc. 
t» N'.IRE0'0660. "NnC Action Pljn '' Forwards docunent^ ll*tod 
IP App> A.B.C t. 0 Info partlallq withheld (ref FOIA 
Citeptlon 9) 

FELTON. J N Dlvltloo of and Recordj 01/00/04 HADDEN. 1 J 

#*ij«.StKoler. Ft erirao. Hai|» t. Handler ‘fpp 12730 006 24* 

Flthe 30-269. Bl/OO/04. 0203010001 


--0009260964 9u bolts c oenen ts on Util response to NBC B00310 Info 
requeet re auiltlanj feedwater eye Sys xiutt be goaronteed to 
•atlsfv ReQulreeents 162 for Initiating event plue 
Auilllarq 8g» Branch failure criteria 

SFCtS. T P Reactor Systeir.i Oranch 00/09/00 PARR. 0 0 
Auilllarg 9v>tec..s Branch ip 03992 249 24X 

flche 90-000.01/00/04.8203010001 


FCLrtIM. ./ M Ulvtston of Pules and Records 02/03/29 Oocuoci.t 

Manajenent Branch Ip 12467 001 24« Flche 50-369.02/03/27. 

0203310401 


0203.310490 Forwards public version of eniergrncg plan Inp I enex t iiic 
procedutes nanual Enel document supersedes procedures 
orlQlnallq sub'rltted in util B10213 Itr 

Parker. U O Dute Power Co 02/03/16 DEIITDN. H R Office of 
Nuclear Reactor Regulation. Director Ip 12467 004 24X 

Flche 90-369. 02/03/29. 620.33 t04H I 


•820331049? Public version of emergency plan Implementing procedures 
nanual including Procedures EP/ 1 /A/500O/0 1 re ln.-.edlate 
actions 6 diagnostics 6 EP/1 / A/iCOO/03 re loss of reactor 
coolant 

• Duke Power Co 62/03/16 400pp 12467 009 24/ 

Flche 90-369. 92/03/29. 0203310401 


-8010020672 Requests addl Info re concern Involving operating bypasses 
contained In Info concerning auloirstlc Initiation of 
avtillary feedwater sys per NOHEO-0976. TMt Action Plan Item 
tl £ 1 2 

CHECK. P.5 Assistant Director for Plant Systeics. SO/09/17 
TEOE9CO.R L Assistant Director for Licensing 2pp 12792 223 
24« Flche 90-000.81/00/04.6203010001 


F Security, medical, emergency t. fire protection plans 


6303020763 Releases public version of revised crisis mgt plan. revised 
crisis mgt imp | bnien t Ing procedures 6 HcOuire nuclear station 
ceergency Plan 

FELTON. J M Division of Rules and Records 02/02/23. Document 
Hanagament Oranch Ip 12093 124. 24X Flche 90-000. 02/02/23. 

6203030763 


--3203030769 Forwards public version of Revision 3 to crisis mgt plan, 
revised crisis mgt Implementing procedures 6 McOulre nuclaai 
Station emergency plan. Privacy mall In form nf telephono 
numbers deleted. 

PARKER. M O Duke Pouer Co 02/02/12 DENTON. H R. Office of 
Nuclear Reactor Regulation. Director Ip 12093. 127 24x 

Flche 50-000,02/02/23.0203020763 


--6203020770 Forwards public version of Revision 3 to Crisis mgt plan 
List of pages to be replaced provided 

OLOVCR.R.M Duke Power Co 02/01/39 NRC - No Oeteiled 
Affllletlon Given Ip 12093 120 24X Flche 30-000.03/02/2,1. 

8303020763 


—8203020773 Public version of Revision 3 to crisis mql glen 

tucker, H B Duke Power Co 02/01/23 I25pp 12093 139 24X 

Flche 90-000.82/02/23,8203020763 


--8203030777 Public version of Revision 3 to crisis Mgt Plan Tmplementlnp 
Plan 934. “Sc hedul Ing/Plann 1 ng Support Oroup " 

* Duka Powar Co 02/02/09 16pp 12093 290 24X 

Flcba 30-000. 82/02/23. 8203020763 


8303030779 Pvbl Ic version of revision B to crisis mgt organisation for 
itationtr I gn $c cotitt tupport group plon. 

ELtlOTeJ L. Ouko Poujor Co. 8t/||/l0. 3lpp 12073 266 34X 

FUh» 50-000a 82/02/23. 8203020763 


‘8203^0778 ForiM«rd« public vBr»lon pf Rtvltloo 2 to •ffiprgpncv plon 
OLOVEfiatl DuIeo Power Co B2/O2/0B NRC - Mo Potollod 

Olvon tp 12073:300 24X FUho 30-000i 82/02/23f 

8203020763 


P operating license stage documents 6 correspondence 


8201130499 Application for amend to 1 1 c ense. r agues t Ing changes t<. 

Tech Spec 3 2 3 re RCG flow rate Class 111 amend fee enc 1 
U/o fee 

PARKER. U 0 Duke Pswer Co B2/U1/C4 DENTON.H R Uffice of 
Nuclear Reactor Regulation. Director ADC NS AM, E 0 Licensing Urnuc 6 

4 2pp 11969 290 34X Fiche 90-369. 03/0 1 r04, 0201 1 30499 


•0201130462 Proposed changes to Tech Spec 3 2 3 re RCS ftuo, rale 
• Bake Power Co 92r0l/04 3pp VISS'I 292 24X 

Ftche 90-369. 02/01/04. 0201 130439 


6203030144 Forwards request for addl info re plant equipment terp 
response to hydrogen Sums per ucil 011030 Itr Response 
requested by 020309 

TEDEBCO.R L Assistant Director for Licensing 83/02/10 
PARKER. U Q Duke Puwur Cu 4gp 12109 3C6 24X 

Ficho 90-369.02/03/10.0203030144 


D203020737 Doard NoLlflcation 03-13 forwarding Amend 13 to Llcenst. 
NPF-9 changing date for c onf 1 r.-at ton of adequacy of hyilrogen 
control sys from 020131 to prior to startup following first 
refueling outage 

TEDEBCO.R L Assistant Director for Ltcenslng 82/02/11 Atoinlc 

Safety and Licensing Appeal Panel 9pp 12107 103 24X 

Flche 90-369. 02/02/1 1. 0303020737 


0203190090 “Startup Ropt " 

» Duka Power Co 03/02/19 400pp 12290 111 24X 

Flcte 90-369, 02/03/13.0203190090 


8203100048 Approves ertenslon of SOX power ascension until D20236 U 
Insp program utllliing Llest Inghouse model stea-> generator 
TEDEBCO.R L Assistant Director for Licensing 83/03/33 
PARKF.R.M O Duke Power Co 3pp 12191 306 24 X 

Flche: 90-369. 02/02/32.0303100040 


B203010272 Responds to NRC 030122 Itr re possible tube domage to 
Netllnghouse Model 0 steam generators No evidence found 
of tube wear at HcOuire Unit 1 Program results will be 
available prior to Catawba Unit I hot functional testing 
PARKER. U O Duke Power Co 82/03/23 DENTON.H R Ufflca of 
Nuclear Reactor Regulation. Director aOENQAM. E 0. Licensing Ornneh 
4 Ppp 12069 147 24 X Flche 90-000.02/02/23.0203010272 


8303090467 Notification of 030304 meeting w/utll In Char I ot tc. NC to 
Observe or discuss steam, generator testing 

DIRKEL.R A Licensing Branch 4. 83/03/39 Licensing Branch 4 

4p 13139 396 34X Flche 90-369,83/03/39.8303030467 


Public version of Revision 3 to emargency plan 
ngiNTOSH.M 0 Duke Power Co 83/03/28 14pp 13093:301 34X 

Flche 50-000, B3/02/33. B303030763 


Fri 2******* P"*’**^ version of revised smergency plan. 

LIUN.J M Division of Rules and Record* 82/02/33 Document 
RonsniniHJ ‘P 13130 390 34X FI the: 90-369, 03/02/23, 


PARKco^,^ m*'"'^**'*** P“P**t verilon of Revision 3 to emergency pi. 
H ri 02/03/10 DENTON.H R Office of 

u liar Reactor Regulation, Director 2pp 12130 331 34X 

ruhe 90-369,03/03/29.8303040384 


8303040261 Responds to 830316 request for addl Info re hydrogen control 
6 co'hbustion phsnonena Status of Tssesreh programs i< 
expected submittal schedules outlined 

PARKER. U O Duke Power Co 83/02/36 DENTON.H R Office of 
Nuclear Reactor Regulation. Director. ADEN6AM. E 0 Licensing Dmnrh 
4 3pp 13119 301 24X Kithe 50-369,03/02/36,6203040361 


8303090337 Application for emend to License NPF-9. propos 1 ng changes tn 
Tech Specs 3/4 9 4 S. 3/4 6 1 re boron Injection tank t. 
primary c onta Inment. respec 1 1 val y Justification 6 safety 
analysis t. markeo-up FSAR pages encl.U/Class II 6 til fee 
PARKER. UO Duke Power Co 03/03/02 OENTON. H R Office of 
Nuclear Reactor Regulation, Director. ADEN8AM. E 0 Licensing Breinc h 
4 SBpp 13169 160 34 X Flche 90-369. 03/03/02. 630309032? 


^*MfliuTnoS version of Revision 3 t 

Ft!h^°«n n Co B3/03/3S 

Flche 90-369. 03/02/39, 6303040384 


emergency plan. 
6pp 13130 393 


34X 


--03O3O9O332 Proposed Tec Specs 3/4.5 4 6 3/4 6. 1 re boron injection r.qs 
t. primary c ootalnment. r espec t Ively 

• Duke Power Co 02/03/03 6pp 13169: 180 34X 

rich* 90 - 369 , 83/03/02, 030309032 7 


arOJlSOIl? NO 1 1 » 1 t«i 1 1 on of e « ti iigocuso <• utl) in 

F!>rro^t Hills. PA t» aiscoss f'elilalnt tjjif stoa-n {inarator 
t«%Cin<) b design <*cd 

ClRi'tL.S t> Licensing Otaiiin <1 63^03 <02 WJEnBA'I.E 0 Lt cent. mi, 

Oranc*- 4 Ope 12356 2»P 34» Fide 50-3A<J. 03/03/03. B303l2O| 1 9 


0303170466 FoPLiardS IE Ifisp Rept 30-369/03-03 on 011334-030122- PIP 
none oi-p I I one e r.oted 

ICNO. F J. Re; ion 3. Office of Director 83/03/53 PflRUERiW. t* 
Colie Power Cc 2pp S23V3 353 34* ftcha 50-369.63/03/23. 

93031 704 #.6 


Pa031C03Q9 Fo-uarjs resp'msp to 801233 generic Itr re l/UREO-0612. 
••Csistrol of Hvawg Leads Response la Sectlniis 3 2 6 3 3 
eaprcted Pg 8 30.6(14 

PAflUFfi.p. 0 Oi/ke Fc-er Co 82/0.3.03 DEMTCN. M R Office of 
Nuclear Reacter ReS“>4tlC'i. Director lipp 12184.350 34* 

Flthe 20-369. 63/03/03. 020310030 9 


- -93031 70473 IE Insp Kept 50-369/62-03 on 011224-820122 Nc non* cmpllJ'i. 
noted Najor areas inspected ealnt surve 1 1 I atic e. safety sys 
c 6a 1 1 enge s. orgdni lat I on L adsiintstratlon 6 onsite review 
C o r ni ttee 

8EM1S. P H . BRVANr. J C Division of Project <. Resident Prooraet. 
82/02/23 lOpp 12313 235 94X Ftche 30 - 369 . 82 / 02 / 23 . 02^731 7C»6e 


0203183356 Informs tSat Page 2 cf 820121 request for add 1 info re f'Ull 
—am stean line areas v/ici.tinued feeCivater edtlitvoii. 
rev tsed as listed 

#.CEf.3<>«n. e 6 Litonsing Orantii 4 82/03/C4 I’ARKER.vi 3 Ooke I'ojts 

Co 2pp 12632 263. 24 X Ficre 30-369. 8.3/03/04, 8203100356 


8203300349 Forwards IE Info Notice 02-0 1 , flevl s I on 1- ”*0*11 lary 
Feeduater Pursf Lockout Resulting Fran vlesti T»g6ai*ss Vl-5 
Switch Circuit nod " No response required. 

O REILLV.J P Rsgion 3. Office of Olvsctor 82/03/26 UHRtQ. 9 f 
Florida Power 6 Llg-St Co 4pp 12130 103 24X 

Flc' e 50-030.82/02/36.8203090349 


B2031 lOOtfl Generic Ltr 02-04 Co all licensees of operating etants. 
applicarts for Oi. ^ hol^ori gf CP re u^e of INPO 6F(J-IN 
p rogram 

ElSENhiit . 0 C Oi vis lor of licon^mg 0?/0n/09 HAUEPUnO. A 

consol idAted £01^00 Co of t/ou v'ort O Puerto ftlca klott'T 

^esource^ Auc^oritj I^AlEf^ej Rochester Oas (< t.leccrlc Corp . 

12331. 03t 3411 FicAe 3C-0D0. 03031 lOOOt 


8203170554 Ac k receipt of it Insp Hepts 50-369/82-01 6 50-370/02-01 
Wo prorrletarj info 

PARKER. W O Duke Pever Co 02/02/26. O'REILLY, J P Region 2. 
Office of Director Ip l?32l 264 24X F I c he 30-369. 82/02/ 26. 

8203170554 


8200(60473 Requests approval Ipr 72-tv rein be granted for Srpterventatsei, 
of nea boron concentration lintte In order to prevent 
uorvecessar.| ssutdO'en Neu 5o-cn llmtis described in 820302 
proposed reef. Specs change currently under NRC review 
PAR/CR. W O Oi..B Pcuor Co 82/03/09 ADEN3AM. F 0 Ul censing 
.nranrh 4 IP 19306 018 24* FIche 30-36 9.82/03/09.8203160473 


0203160499 Foruards Revision 3 to "Analysis of Hydrogen Control 
Heasuree at flrOulre Nuclear Station " Rt'vision responds to 
830210 request for acdl Info re equtpe»»nt s urvl vao I 1 1 ty 
PARKER. M O Dole rower Co 02/03/11 CUMCW.H R Office of 

Nuclear Reactor Regulaticn. Director. ADtN0A.*1. E 0 Licensing Orai.ch 

4 }2pp 12309 022 24X Fveh* 30-369.82/03/11.0203160499 


8203170394 Proposes post-ECT Outage restart alternative. Including 
operation at 50/. posiur pending NRC review of util pragosal 
10 operate at /OX power 

PARKER. W O Duke Pos.er Co 03/03/11 0CW7O9. H H Office of 

Nuclear Reactor Regulation- Director aOcNGAN. E 0. Qperatlnii 
Reactors 3ranch 4 2po 12321 136 24* FIche 50-369.02/03/11. 

82031 /0594 


0303180323 Feriaards -rddel O Stea<r Oer.erator nperatlon Program " 

Oesl estlratu of skeari grrierator tubs utear perfor-ance at 
73X power is Jere or acceptably 1 ou for eitendsd operation 
PAWKER.w 0 fluke PoL-er Co 02/03/16 tEMTQ'C. H R Offtc* of 
Nuclear Reactor Regulation. OtrecCor ADEN8AM.C o Licensing Oraisch 
4 3pp 12333 116 24* ficte 50-369.02/03/16.8203180393 


--B2O.3190324 'Model O Stea-. Oenerater Operatlpn I’rogra-i •• 
• Duke Po-w«r Co 82/03/16 64pp 13333 IIB 34* 
Ftche 50-369.82/03/16.3203100323 


8903170551 Ac k receipt of IE Imp Ropts 30-369/02-02 6 30-370/0 3-07 
Mo prnpiletary Info 

PARKER. M 0 Duke Power Co 02/03/03 O'REILLY, J P Region 2. 
Office of Ovrecior Ig 12321 237 24* F tctie 30-369. 82/03/ 03. 
8203170331 


0203170441 Forwards 1C Info Notice 82-03. "Environ Tests of Electrlcel 
Terminal 01 oc kt " 

O'REILLY. .JP Region 2. Office of Director 02/03/04 OHRlO.H l 
Florida Power L Light Co LEAOBOflO. fl H Virginia Electric *• I'nae* 
Co PACK. fl. H Institute of Nuclear Power Operations 4pp 
12315 309 24* FIche 30-000.02/03/04.8203170441 


0203170344 Ac It receipt of IE losp flept 30-367/01-39 No proprietary 
Info 

PARKER, U □ Duke Power Co 02/03/04. O 'HE ILLY. J. P, Region if. 
Office of Director Ip 12321 233 24* F Ich* 30-369, 62/03/04. 

8203170344 


8203230459 Forwards JE Insp Rept 30-369/82-04 on 820216-19 Mo 
none oeip 1 1 anc e noted 

LCVQ.F J Division of Project 6 flesldent Programs 02/03/04 

PARKER. R 0 Duke Pouer Co 2pp 12411 092 24* 

FIche 30-369. D2/O3/04. 8203230439 


—02039 3 0 471 IE Insp Rept 50-369/02-04 on 020216-19 Mo none o®P I lane r 
noted Major areas i nsp ec t ed . 1 mp lemen tat I on of environ 
monitoring prograe review of licenses inter Iqgoratorg 
cs.-par|son program Si response to IE Bulletin 81-03 
CUN-NINOMAM. A L . NONTOOMERy. 0 H Division of Emergencg 
Preparedness 6 Operational Support 82/03/04 . 6pp 12411.094 
24* Flche 50-369.82/03/04.0203230439 


Q. Inspection reports. IE Dullettns 6 correspondence 


0202050926 forwsrOs IE Insp Repts 5O-3b9/01-3» t. 50-370/01-20 on 
811215-18 Mo noncoi-p 1 lane e noted 

KELUD(J0.P j Reactor Project Qranch 2 82/01/08 PARKER. W O. Oute 

Pouer Co 9p p 11831 IBl 24* F I c h o SO -369. 62/01 /08. 0202050226 


— 8302030237 IE Insp Rept 30-369/91-31 L 50-370/01-20 on 911215-16 Mo 
none urp 1 1 anc e noted Major areas Inspected surveillance 
test witnessing 6 startup prograr results review 
BUR.NE T r . P . T . JAPE.F Engineering Inspection BrancL. 02/01/06 
4pp IIS31 103 24* flche 30-369,82/01/00.8202030226 


82Q3020b09 Forwards IE Insp ftept 50-369/01-39 so 81 1 123-1223 Ho 
none o-p 1 lane e noted 

KELL0S2. P,J Olvlston of Pro geC t t> flestjent Progra-.s. 62/02/02 
PARKER. W D. Duke Power Co. 2pp. 12003 ll6 24X 
Fteno 30-369. 03/02/02, 8203020609 


--8203020614 IE Insf Rept 30-369/81-39 on 01 I 123- 1 223. No none pnip 1 1 atico 
ncited Major areas Inspected operational safst g , safety sys 
chal 1 enges. maint. surve I I lane e 6 Independent Insp 
BEMIS. P. R. . FALCOMEfl. D . DRVANT. J. C Division of Resident t. 
Reactor Project inspection 02/01/29 llpF 12003 JIB 24* 
Fiche 50-36 9, 02/02/02, 6203030607 


0203100048 Approves e> tens too of 50'A power ascension uPtll 820226 I. 
insp program utlltilng Me s t inghousp model 4tfra.m generator 
TFOESCO.R.L Assistant Director for Licensing 62/02/22 
PARKER, W.O Cute Power Co. 3pp t2l9l 306 34* 

Flche 30-369.02/02/22,8203100048 


0203170319 Forwards IE Info Notice 02-04, 'Potential Deficiency <>» 
Certain A0A3 TaT E-7000 Series Time-Delays." h IE Info 
Notice 8^-Odp ' Increasing Frequencii of Dro^'f^eleted 
lncl(fent« ** 

O'ntlLUY.JP Regliin 2. Office of Director 83/03/10 UHRtO.B E 
Florida Power t< Light Co DATUM. 0 Southern Co. Services. Inc. 
4pp 12321 306 24* Flche 50-000. B'2/03/lQ. 0203170319 


6203220496 Responds to utl I 020311 ltr re propoeed plan for restart Of 
Unit 1 subsdRuPnt to eddy Current Insp of ell Model D steadi 
generators Inierln plan for operation at 30* w/exceptlon of 
75X for 24-11 period acceptable for total of 300~h 
TEDE8C0. n L Assistant Director for Licensing 82/03/12 
PARKER. M 0. Duke Power Co 4gp 12374 170 34* 

Flche 50-369. 82/03/19.8203220496 


0203250481 Forwards IE info Notice 82 - 06 . "Failure of Steam Oener«lbr 
pTirivy Bide Manway Closure Btods. “ No written response 
requested 

O'REIUUY.J. P Region 2. Office of Director 88/03/12 UHRlO. R t 
Florida Power & Light Co 3pp 12409 186 24* 

Flche 50-000.82/03/12,8203230481. 


8903260250 Forwards IE Info Notice 02-07, "Inadequate Security 
screening Programs " 

0 'REILLY. J P Region 2, Office of Director 82/03/16 UHRIO, H t 
Florida Power t. Light Co LEASBUflO, R H, Virginia Electric & Power 
CO. PAtK.H.M Institute of Nuclear Power Operationt Apg. 

13424 107 24* Flche : 50-000. 89/03/16. 8203260230 


j) p*ftodlc oporatjng ropofts S> relAtod c oTe tpundenc o 


8J03ITO3SB Forward* monlhlg oparatJng rept for jan 19h3 

PARAER- U 0 Duke Power Co 02/02^13 Office of Monag orient and 

Program Anal V»l» Ip 12331 OdA SOXFlche 30-369 32/03/13. 

62031 fO30B 


-*8203190394 Month I g operating rept for Jan 1902 

REAVfS. J A Duke Power Co 02/02/13 9pp 12331 047 24X 

Fit ha 30-369,02/03/13.0203190300 


8293190106 Forward* raonthlg operating rept for Feb 19()t 
Parker. U O Ooke Power Co 02/03/13 Director'* Office. Ufftte 

of Intpectlon and Enforcement Ip 13346 333 24x 

Flcha 30-369. 03/03/13.8303190106 


--6203190192 Monthly operating rept for feb 1903 

REAVtS.J A Duke Power Co 03/03/13 7pp 13346 336 34X 

Flche 30-369.03/03/13.0303190106 


3 Reporteble occurrence*. LER* & related correspondence 


9203080969 RO 369/B2-07 on 0301 10. EBF actuation *gs Tech Spec violated 
t» ln*tTue*nt etlon channel* 6 Interlock* shown tn Table 
3 3-3 Ccmplete rept will be eubriitled by 820216 

PARKER. H 0 Duke Power Co 83/03/09 O'HEILUV. J P Region 2. 
Office of Director Ip 13136 340 34X F Iche 30-369. 83/03/09. 

8203080369 


8203080403 Forward* LER 82-000/031.-0 Detailed event analgsl* end 
PARKER, M O Duke Power Co 83/02/12 O'REILLY. J P Region 2. 
Office of Director 3pp I213B 197 24X Kl cho 30-369, 02/02/ 1 2. 

8203080403 


--62030B0403 LER 62-008/03L-0 on 820113. eiam of program* on oporator 
computer revealed equipment run time on fuel pool 
ventilation tys eiceeded Tach Spec* w/o sample being taken 
from charcoal absorber. Caused bg lack of procedure 
NARDOCl.P B Duke Power Co 83/02/12 Region 3. Office of 

Director Ip 13138 200 34X Flche 30-369. 03/02/13.0303000403 


6203080407 Forward* LER 63-007/03L-0 Detailed event analysis enc I 
PARKER. U 0 Duke Power Co 82/03/16 O'REILLY. J P Region 2. 
Office of Director 7pp 12137 317 34X Flche 30-369.82702/16, 

8203080407 


--6203080413 LER 83-007/031.-0' on 0301 1 1 , many Instrument line* frute w/ 
IntCryment* declared Inoperable leading to inadvertent 
actuation of EBF cautlng safety 1 n jec tl on. s tesmi 1 ne 
Isolation 6 reactor trip* Caused by cold weather 
NAROOCl.P 6 Ouke Power Co 02/02/16 Region 3. Office of 

Director Ip 12137 334 24X F I c he 30-369. 83/03/ 16, 8203000407 


6203060319 Forward* LER 02-009/03L-0 
PARKER. M O Duke Power Co 03/03/19 O'REILLY. J P Region f. 
Office of Director Ip 12138 239 34X F Iche 30-369. 02/03/ I'/, 

8203080219 


6203080239 LER B2-009/03L-0: on 0201 16. dur Ing review of surve I 1 1 anc r 
documentstl on. periodic testing of diesel generator battery 
treln* EPOA (. £006 not performed within test frequency 
required by Tech Opece. Caused by pereonnel error. 

NARDOCI.P B Duka Power Co 83/02/19 Region 2, Office of 

Director Ip 13138 340 24X Flche 30-369.03/02/19.0203000319 


8203080348 Forwards LER 83-01 1/03L-0. 

PARKER. W O Duke Power Co 82/03/19 O'REILLY. J P Region 3, 
Office of Director |p 12149 168 34X F Iche 30-369. 02/02/ 19. 

8203080348 


--82030B0331 LER 62-01 1 /03L-0 on 820130. iralnt personnel working on spent 
fuel pool cooling eyt (KF) heat exchanger lA discharge 
throttle bypass relief valve discovered that KF mechanical 
snubber was removed rendering snubber Inoperable 
NAROOCl.P B Duke Power Co, 82/02/19 Region 3. Office of 
Director. Ip 12149.169 24X F I c he 90-369, 83/02/19. 0303000340 


83-010/03L-0 Detailed event analyelt end. 
PARKER, H Q Duke Power Co 83/02/19 □ 'REILLY. J P Region 3. 

OffUe of Director. 3pp 12198; 193 24X Flche 90-369. 62/02/19, 

6203080404. 


8203090410 LEfl 03-O1O/O3L-O; on 820130, while In mode l.all digital rod 
position Indications for control rod K-B lost Caused by 
cabling to detectors susceptible to conductor damage due 
wao°***' ***■ ®9l khead connector cabl* replaced. 

NAROOCl.P 0 Duke Power Co. 82/03/19 Region 3. Office of 
DITtetor Ip. 12198.196 24X F U he SO-369. 03/02/ 19. 0303000404 


0203080344 RO 369/03-13 le fire suppression water sys was to have been 
Submitted by 020319 Required info not available Com.sleted 
rept will be submitted by 020336 

PARKER. W O Ouke Power to OS 703/19 Q-REILLV. J P Region 2. 
Office of Dtrec cor Ip 13196 393 34X Flche 90-369.03/03/19, 
8203080344 


03O3OQD9B9 Fqtwsrds updated LER 8l - I92/03X- I Detailed event analysts 
enc 1 

PARKER, tl 0 Duke Power Co 02/03/33 Q RE ILLY. J P Region i'. 
Office of Director 3pp 13160 204 24 X f lche 30-369. 03/03 /P3> 

3203080309 


-•8203000600 Updated LER Bl-|93/0nx-l on 01 1332- c i rc umf or en t la I butt 
welds on A6ME Class 1 piping previously identified as flush 
found potentially outside AOPE code criteria Const 
procedures will be revised to define profile for flush weld 
NAROOCl.P B Duke Power Co 02/02/23 Region 3. Office uf 

oirector Ip 12160 306 34 x Flche 30-369. 03/03/33. 020300050*/ 


0303000337 RO 369/Bl-lBl submits addi corrective actions to BSOIIU Itr 
Control room operators instructed to be more detailed in 
recording Tech Spec Items In logs 

PARKER, kl O Ouke Power Co 02/02/23 Q'REIULY, J P Region 2. 
Office of Oirector Ip 13150 050 34X F i che 30-369. 02/02/:'.3- 

0203000357 


0303I8039I Forwards LER 83-0I3/03L-0 Detailed event analysis e”C 1 
PARKER. W 0 Ouke Power Co 03/03/39 O'HEILLV. J P Region 
Office of Director 4pp 12334 394 34X Flche 90-369. 03/03/23, 

0303100291 


--0303180297 LER 03-013/031.-0 on 820136, two upper head injection Irnln A 
accumulator tank level switches ml sc a 1 1 hr . r under i ng 
Isolation valves inoperable Cause-d by faulty data prograsieed 
Into co'sputer memory Program corrected 

NARDOCI.P 0 Duke Power Co 02/03/39 Region 3. Office of 

Director Ip 13334 350 34X Flche 30-369, 83/03/33. a3031«0.'’9l 


0203100202 Forwards LER 83-013/03L-0 Detailed event analysis end 
PARKER. U Q Duke Power Co 02/03/36 U'REILLV.J P Regiun 2, 
OffUe of Director 3pp 13334 367 34X FUhu 90-369.02/03/36. 

8203100303 


--830310O29O LER a3-013/03L-0 on 0301 19. rout I ne QA audit of fire 
protection sys test found three valves marled not accessible 
ti had not been checked Caused by personnel error Periodic 
test performed 6 valve* found m correct position 
NARDOCI.P 8 Duke Power Co B3/03/36 Region 3. Office of 

Director Ip 13334 270 34X Flche 30-369.03/03/36,0203100303 


0203160393 Forward* LER 03-O14/O3L-O 

PARKER. W 0 Duke Power Co B3/03/36 O'REILLY. J P Region 2. 
Office of Director ip 12330 040 24X Flche 90-369, 03/02/36. 
0203180393 


--B30316O3O7 LER 03-O14/O3L-O on 030130. proc e ss monitoring syS 

containment gas monitor EMF-39(LI declared inoperable due to 
ecale low Indication h loss of Indication Caused by failure 
pf Quality ONN connector Sys repaired 

NAROOCl.P 6 Ouke Power Co 03/03/36 Region 3. Office of 
Director Ip 13330 049 24X Fi c he 50-369. 02/02/26, 93031 0O29'v 


8303100300 Advises that update of RO 01-194/03L'0 Is not complete Rept 
to be Submitted by 830310. 

PARKER. W 0 Duke Power Co 03703/36 O'REll.LV, JP Region 3. 
Office of Director Ip. 13333 230 34x Flcha 50-369,02/02/56. 
0303100300 


0303180374 RO notllylng of postpoosmenl of submtttol of R0-369/Q3- 15 iv 
cavitation of centrifugal charging pumps. Investigation not 
completed Rept will be submitted by 020308. 

PARKER. U a. Duke Power Co 02/03/26 O'REILLY. J P Reglpn 3. 
Office of Director Ip 13330 079 24X Flche 90-369,03/08/36. 

0203100374 


B303310463 NPDE8 noncompliance notification on 830303* unknown amount 
from wastewater collection basin discharged into Catawba 
River Hastewater eiceeded 9 0 std units pH Monitoring 
frequency Increased Eicurtlon caused bg pho tosynthec 1 sm. 

HALLER. U A Ouke Power Co. 82/03/03 North Carolina. State of 

Ip 13493 313 34X Flche 90-369. 03/03709. 0303310469 


0303230309 Forwards LER B3-016/03L-0 

PARKER. M O DuVe Power Co 02/03/12 O'REILLY. J P Region 3. 
Office of Director tp 12390 332 34X Flche 50-369, 02/037 1;>, 
0203330909 


■03032305'5l > f.R a2-at fc '03^-0 or> BSOSt J . <J V»co vorei pivot pii> «>»«vli\0 Hum 
• dff Cg- re I a l»d fiangar SccaCeO in (mntrlfugal cl'Prgin$ pu'^p 
10 roo.” »i*ppOftin 9 pxup 4 'inch J»»<hargB Itra rrndsrlng 
hanger tnoPBidSIe Cavse undeternl rie <! pin IrttalleC 

NARDCCI.P 0 Pule pauer Co OpgiOfi 3. OKito of 

nil ec tor 1 133'»0 333 34 X Ftche 30- 3 i-l. 03/03 M 3. 8303330^03 


tOCKer 50-370 WUXIAM O frceUlHC ^uCl EAP SIATJCf.-. UNIT ? 


A App I j Cd t lon/c PiigtruC t ion stage do<i/-ven(i 1* c orr espor.dente 


0303010031 AddI response to f-fllA request Tor .30 tategories of dsiuments 
re n 0R£C'O**0. NRC Action Plan " Pori^ards dorunents listed 
In Apps A.P.C t 0 Info partialis lelthseld (ref F01A 
rienptlon 51 

rELlUt). d M Oi a I Sion of Pules and Pet ares Ut/G8/04 nnOoetl. T J 

KagO' 1 er. Fi er man. Hags K Handler dpp 1^730 006 34X 

riche 30-369. Qt/00/04. H3030I0001 


~-8009?60564 Subnlt4 cpnnnents on <.rt 1 1 response to N.4C BCD310 loFoi 
request re autiliarg feedwater sgs Sgs must 5e guaranteed tn 
setisfg Requirements 1 t 3 for initiating event plus 
AusHlarg Sgs Uranch failure crtlerta 

SPEIS-T P Reactor Sgscers Rranch fXl/OV/Oe PARR. Cl 0 
Auiillarg Sgstems Branch ]p 249 24X 

Fit he 30-000. 01/00/04. COO.TOIOOOI 


--8010030672 Requests addi info re cuncern icivulvlcig operating bgpaases 
contained In info concerning autocratic initiation of 
auilliarg feedwater sgs per NUREO-0 576. Tpl I Action Plan Item 
It E 1 2 

CHECH. P B Assistant Director for Plant &jstsnt« 00/09/t7. 

TEOESCO. R. L Assistant Director for utcensing 3p p 13733 333. 

34X Fictie 50-000. 01 /OB/04. W30301000 1 


8303030144 Forwards request for add) info re plant equipment te^p 
I eaponse 10 hgdrogen burns per util 811030 Itr Response 
requested bg 03OJO3 

TEOEBCO.R L Assistant Ovrottor for licensing. 03/03/10 
PARKER. U 0 Oulf Pcver Co App 1P109 336 24IC 
Fiche 30-369.83/03/10.8303030144 


8303030737 Boar t tic>t i f 1 1 at I nn 03-10 forwarding Amend 13 to Elipnse 
SPF -9 changing date for c nn f 1 rdia c i on of adeguacg of hgdrogen 
control sg« from 0301.71 to prior to startup /(allowing first 
refueling outage 

1EOESCO.R U Assistant Director for Licensing 83/03/11 Atomic 

oafetg and Licensing Appeal Panol- Opp 13)07 )80 347 

FlcOe 'JO-36'7. 02/03/1 1.8303030737 


63030S0467 Notification of 830304 meeting w/gtll In Cbar 1 ot te. NC to 
observe or discuss steam generator testing 

fllRHEL. R A Licensing UrancN 4 83/03/39 Licensing OrancR 4 

4p 13139 396 24K Ficbe 30-369. B3/03/33. 8303050467 


8303040361 Responds tq 830316 request for add I Info re bgdrdgen cuiitrol 
& combustion ghennmona Status of researcn programs L 
arpected submittal schedules outlined 

PARKER, M 0 Rube Poi-er Co 82/03/36 OEnIOn. H R Office of 
Nuclear Reactor Regulation. Director A9EN8An. E O Licensing Oranch 
4 3pp 13119 301 347 FSche 90-369. 82/03/36. 8303040261 


8303130119 Notification of 8303IS meeting u/West I nghovse !< util in 
Forrest Hills. P a to discuss preheater tqpe atoa-i generator 
testing & design mod. 

BIRltEL.1t A Lltensing flrancb 4 03/03/02 ADEM3AM, t O Licensing 

Branch 4 4pp 12339593 34X Fiche 30-367.82/03/03.0303130119 


62D3100389 Forwards response to 001333 generic Itr re NUREO-061 3. 
"Control of Hoavg Loads " Response to Sections 2. 2 L 3. 3 
0 Ip or ted bg 830604 

PARKER. U 0 Duke Pouor Co 03/03/03. DENTON, il R Office of 
Nuclear Reactor Regulation. Otroctor tigp. 13184 358. 34X 

Fichr 90-369.83/03/03.0303100089 


82031 lOOOl Oenerlc Ltr 02-04 to all licensees of operating plants, 
sppltcsnts far OL t holders 6f CP re use of IHPO SEC-t*i 
program 

ElSENHur.DO oivlslqn of Licensing 82/03/09 HAU^PUflO. A 
Consolidated Edison Co. of New Vorb HATTIhOE.vf J Sacramento 
Nunlcfpat Uttlltg District. FHOHAS. J E San Ojego Oas 6 Electric 
Co app 13231 03i aax FI cue 90 - 000 . 03 / 03 / 09.8203110001 


0203160499 Fqruards Revision 3 to •■Analysts of Kgdrogsn Control 
lieatures at HcOuIre Nuclear Station ** Rrvloton respcmds to 
020310 request for addl info re equipment slirvl vab | I I tg. 

Parker. H O Duke Power Co 03/03/11 DENTON. H H Office of 
Nuclear Reactor Regulation. Director ADENSAfl. E 9 Licensing Branch 
4 tapg laao*) 033 24* Fltb* so- 3 69. 02/ 03/ 11.0203160*79 


r Securit'd- medical, emergencq t fire protec ticin plant 


0203030/63 Releases public version of revised crisis mjt plan, rtviiei 
crisis mgt inp Irmen t i ng procedures 6 McCulre nuclear station 
emerqeneg plan 

lEl.TCV. JPl Division of Rules arid Records S3/03/23 OoCLetrt 

nanagement Branch Ip 13093 134 347 F 1 the 90-000. 83/02/33 

8203020763 


--8203030768 Foruiqrdi public version of Revision 3 to crisis mj t pie 
revised crlpit mgt implenantlng procedures 1. HcOulre nuclear 
station efiergencq plan Privacg matl In form of telephone 
iiu-pers deleted 

PARHCn.U 0 Duke Power CO 82/03/13 OENTON.H H Offtcs tl 
Nuclear Reactor Regulation. Director Ip 13093 137. 34V 

Fiche 90-000. 82/02/33. 0303030763 


-0203030790 Forwards public version of Revie Ion 3 to crielt mgt pie 
List of pages to be replaced provided 

CLOI/ER.R H Del* Power Co 02/01/29 NRC - No Detailed 

Affiliation Olvsn Ip 13073 128 a4X Flchs 30-000. Q3/02/23. 
0303030763 


-0203030773 Public version of Revision 3 to crisis mgt Plan 

TL-CtiEa.H 0 Duke Power Co 82/01/33 I39pp 12073 127. 24* 

Ftcfce 90-000.02/03/33. 0303030763 


--6303030777 Public version of Revision 3 to crisis plgt Plan lispleai 
Plan 534. ' Bchedul Ing /P lann Ing Support Group " 

» Oule Power Co 83/03/05 16pp 12093 390 34X 

Flrr.* 90-000.03/03/33. 0203030763 


--B303O2O775 Public version of revision 9 to crisis mgt organl»»tl« 
nuclear sta t tons, des I gn 6 const support group plan 
ELLIOT.J U Duke Power Co 81/11/10 31pp 12093 366 34X 

Fit he 90-000.02/03/33.8203020763 


--O3O3O2O770 Forwards public vsrsloci of Rsvlsloti 3 to smsrgsncq ple 
91 OVER. H Duke Power Co 83/03/08 NRC - No Oetetled 
Affiliation Given Ip 13093 300 24X F It he . 90-000. 02/02/23. 

B3030 30763 


--B203030779 Public version of Revision 3 to emergency plan 

HCINIOSH.M 0 Duke Power Co 03/02/30 14pp. 13093 301 24 

Fiche 90-000. 03/03/23. 8203020763 


0303040264 Releases public version of revised emargencg plan. 

FELTON. J n Division of Rules and Records 83/03/29 Documer 

Manage-ent Branch Ip 12130 390 24K Ft c he 30-369. 02/03/25. 

0303040384 


--B303040286 Forwards public version of Revision 3 to emergencg pl< 
PARHEft.W O Out* Power Co 62/02/10 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp. 13130 351. 24X 

Fltr* 90-369. 82/03/39. 6303040304 


--02030*0263 Public version of Revision 3 to emergency plan 

MCINTOSH. M D Ouie Power Co 82/03/38 6pp 13130:393 241 

ric ho; 90-369. 82/03/39. 0203040384 


8203310081 Releases public version ol emcrgencv plan implementing 
procedures manuel 

FELTON. ./ H Division of Rules and Records 83/03/39. Documei 
Hanagsmont Brench Ip 12467 001 24X Fi the 90-367,62/03/29. 

0303310401 


--83033I0490 Forwards public version of smergencg plan ImploRientln 
protsdures manual Enel db(u.mtnt supersedes procedures 
ortglnallq submitted in util 810313 ltr 

PARKER. M O Duke Power Co 83/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation. Qlrsctor Ip 13467.004 34X 

Fiche 50-369, 83/03/29. 0303310481 


— 8303310499 Public version of emtrgencq plan implementing procedu 
r>enual Including Procedures EP/l/A/9O0O/Ot re Imisadiate 
actions & diagnostics 6 EP/t /A/9000/03 re toss of reactor 
coolant 

s Duke Power Co. 82/03/16 40Opp 13467 005 34X 

Fiche 90-369, 82/03/39, 03O3OIO4BI 


0 Inspection reports. IE Bulletins 6 correspondence 


9202050236 Forwards tC Insp Rspts 90-367/81-31 t> 90-370/61-20 on 
811219-18 No nonco'-ip 1 1 anc e noted. 

KELLOOS-P J. Reactor Project Branch 3 83/01/06 PARKER. U. O 

Powar Co 3fg tlB3l 101 34X FI chs 30-367. 82/01 /OQ. 880209033 


Ho (iroprl*t4ry (nfo 

PAOKER. M 0 Duke Power Co 82/03/03 O'REILLY. J P Rogton 3. 
OMIC* of Director Ip 1S33I 3!»7 3RX Plcht 90-369.02/03/03. 
0203170991. 


8203I7O44I Forward* IE Info Notice 03-03. "Eiivlron Teste of Electrical 
Ttriclnal Olocls '' 

O'REtUUY.J-P Region 2. Office of Director 02/O3/O<> UIIRIO. (I F. 

Florida Power g. Light Co BatWM, O Southern Co Gorvlce*. Ini 
4pp 13319 309 34X fic he 30-000. 02/03/04. 02031 70441 


6203170319 Forward t IE Info Notice 02-04, "Potential Uaflctsricii of 
Certain A9ABTAT E-7000 Series Tlme-De lags, " «. IE Info 
Notice S3-03. "tncreeslng Frequencg of Drug -Relotod 
Incident* " 

O'BEILLY.vJP naglon 3. Offlc* of Director 03/03/10 UHRIO.K 1. 
Florida Power & Light Co DATIIN. 0 Southern Co Services. Inc 
4pp 12321.306 24X FI Che 90-000, 02/03/10.0303170319 


6303230496 R*«pond* to util 030311 Itr re proposed plan for restart of 
U.ntt 1 suhtequent to eddg current ln*p of oil Model 0 stoani 
gtntratort Interim plan for operation at 30'< u/e«tepllon of 
79X for 34-h period acceptable for total of 300-h 
TEOEECO. R L Assiotant Director for Licensing 03/03/13 
PARKER. U 0 Ouke Power Co 4pp 12374: 1711 24X 

Plena: 90-369. 03/03/13. 8203320496 


0203390401 Forward! IC Info Notice 82-06. "Failure of Steam Oonerator 
Prltsarg Bide Hanwag Cloture Studs." No written reaponao 
raquestad. 

O'REttLV. JP Region 3. Office of Director 02/03/12 UIIRIO.R E 
Florida Power t, Light Co 9pp 12409 106 24X 

Flcha 90-000, 02/03/13. Q3O339O401 


0303360390 Forward* IE Info Notice 03-07. "Inadequate Sacurltg 
Screening Programs. " 

O'REILLY.JP Region 3, Offlea of Director 03/03/16 UHRIO.H E 
Florida Power 8. Light Co. DATUM. 0 Southern Co Service*. I nc . 
BATOtl.O Energg. Oept of 4pp 13424 107 34X 

FUh* 3D-000, 83/03/16.0203360390 


9 Asportabl* occurrence*. LER* t> related c or reepondenc e 


8303000300 Interim Oeflclencg Rept BD 370/83-12 re butt weld* that irag 
not meet A8ME code criteria for being f lueh . Analg *e* being 
performed to determine etreee indlcee aeeoc lated w/uioret 
cete flueh weld profile final rept to be euDmltted 030233 
PARKER. H O Duke Power Co 82/01/31 O'REILLY. J P Region ?. 
Office of Director 3pp 13190:290. 24X f I che 90-370,82/01/21. 

B3030B020S 


6303000584 Final Significant Oaftetaneg Rapt 80 370/81-12 re butt welds 
net meeting A6M6 code crl terle. Conet procedure will be 
generated 620401 to define propertlee of woree caee weld. 

Future flueh weld* to be compared to eetabllebed propertlee 
PARKER. H.Q Dull* Power Co. 33/03/33. O'REILLY. J P. Region 2. 

Office of Director 3pp 12196 396 24X flche: 90-370, B3/02/22. 

6303000984. 


82«180314 Significant Deflclencg Rept SD-370/B3-01 re uee of 
diaphrgm 38^77 (u/dlvtol Qttndrator oile 

iMtUlly rvport«tf on BSOtSB Piping J«om*trlc drauln^ 
revlelont will iseued bg 830401. 

PARKER. WO Ouke Power Co 83/03/26 O'HEILLV.JP. Region 2. 

3PP 13333 183 34X Flche. 90-370. 82/02/26. 

6303180314 


0203020322 Responds tu Cenei-ic Ltr 63-1. 'New Applications Survog " 
Util does not plan to submit ang applications or requests 
for NRC raview prior to 0412:11 

eWART7.E D Co.vioiijeal *h Edison Co 02/02/24 EI3ENMUI.0 0 
OWtston of Licensing Ip 12077 066 24 X Fiche 90-000. 02/02/34. 

8203020322 


6203030230 Forwards response to Inforral questions re offsite dnne 
calculation manual Revised Section 6 Includes info re 
standing gas treatment stack monitors of fga s-trea tment 
r-onttors !> alarm setpoints 

8UR0EDER.C w Cormontea I th Edison Co 02/02/34 BCHWENCFR. A 
Licensing Branch 3 l3fp 13103 330 24X Flthe 90-373.82/02/24. 

0303030230 


0303000379 Submits results of design review of piping on diesel 
generators at newlg defined Interface point All piping 
conforms to requirements Orawlnge enc 1 

gCMROEOER.C 'H Curmonweallh Edison Co 03/03/03 flCliWEhCER.A 
Licensing Branch 3 6PP 1314'! V3o 34* Flcho 90-373.02/03/03. 
0203080379 


020311021B forwards Revision 1 to process control program. incor pore 1 1 up 
responses to CE Sargent 030211 Itr 

SCHRaEDCR.C W Coffi-ionwealth Edison Co 03/03/08 SCKHENCER.A 
Licensing Branch 3 Ip 13316 237 24X Fiche 90-373.03/03/00. 

82031 10218 


--82031 102217 Revision i to process control program 

» Commonwealth Edison Co 83/03/00 1 1 pp 13216 330 34X 

Fiche 90-373.83/03/08.8303110210 


0303110221 Forward* "Fob t -T ensl on Ing 9gs Surveillance for June-.lul 
I960. La Salle Countg Nuclear Rower Station Unit 1 
Containment Structure." per A Oournia 020308 request 
aCHROEOER.C U Commonwealth Edison Co 82/03/00 6CHMENCER.A 
Licensing Drench 3 Ip 13316 136 34X Fiche 90-373. 03/03/ OR. 

82031 1 032 1 


--8303110323 "P os t-Tens 1 oni ng Sgs Surveillance for June-Jul 1900 LaOal 1 
Countg Nuclear Power Station Unit 1 Containment Structure " 

• Sargent << Lundg. Inc 8U-300B 83/03/09 39p? 13316 137 

24TI F 1 c he . 90-373. 03/03/00. 02031 1022 1 


0303110001 Generic Ltr 02-04 to all licensees of operating plant!.. 
appllcante for OL L holders of CP re use of INPO SEE-IN 
program 

EtSENKUT.D O Division of Licensing 03/03/09. HAUSP URO. A 
Consolidated Edison Co of New York. ASWELL. 0 L Louisiana Power t. 
Light Co IHURlOW. E. W Maine Yankee Atomic Power Co 3pp 

13391 031 34X FI che 90-000. 02/03/09. 03031 lOOOl 


B3O3110319 Forward* advance mall re NUREO-0737. Item II K 3 IB. 
"Automatic Pr essur 1 lat I on 8gs Logic Mod t. A fU9 " Matl will 
be Incorporated In Amend 61 to FSAR 

ECHRQEOER. C U Comteonuea 1 th Edison Co 82/03/09 SCHUENCER.A 
Licensing Branch 2 lOpp 12216 319 34X Fiche 90-373.82/03/07. 

82031 10319 


8303110297 Request* approval eP postponement of completion of sgs 
demonstration SO'SI -101 . v 1 bra 1 1 on monitoring of equipment 
not safetg-re lated 

aClWOeOEfl.C H Con.monj»aUh Edison Co 03/03/09 SCH'JEMCEn.A 
Licensing Branch 3 2pp 13316 134 24X Fiche 90-373.83/03/09. 

8203 1 10397 


B203I9DOBI Advises that util will have leledgne re-evaluate dealgn 
adequacg of safetg-relate d electrical equipment/components 
In RHR C loop per NRC 820333 Itr 

9CHROEOER.C H. Commonwealth Edison Co 83/03/09. EI8ENHUT. D 0 
Division of Licensing 3pp 13399 093 34x Fiche 90-373.03/03/09, 

B2031 90081. 


I?i:3;e0l«} C: — er{» or of process control prcjro*' to dOcI 

ilOtS’ie't tnot ccncrrtrstor wistos ore -uteJ for ot least 
4 -s to tro.ije sa-rples fcr ;H t- solid cotent.as iiscosseO 
ir ei-13 10 te I :r,n 

C » Cor'or .esl tfc til sen Co G?/03riO 5CH«r£f<C6R . A 
L icons liij e-arc S 3 Ij ?07 Tlc-e SO-373. 03/03/ lO. 

63351 30SJS 

U203l3CdC7 provides c o-'l tuiert to revise effsite dess calculat t on 
»a-ual rati* 7 3-1 to intlole lO-Ci ll-.it for te-?orar<| 
cotfoc' storafe tanis vi/o holding hasios-per 030310 tslcon 
StHIDEOrn. C W ccn-oo»*a I th eiison Co 03/03/10 SChuEhlCER. A 

i-itensi-v', etaoth 3 U 13246 20* 24* FUh* 50-373.82/03/10. 

0303130407 


8303290340 Subirits Info re results of util OA survelllanct ef 
Associated Piping fc ftngmeer log Corp eltornation of 
radiographs for uolds In iSlpli'9 sobassoirb 1 1 os No alteraticns 
or enfant s.-ien t s observed 

SCHRoeOEB.C II Comtonwealtb Edison Co 02/03/29 SCH;e£NCe«.< 
Licensing Oranch 2 2pp 13433 0l4 3411 Plche 90-373.82/03/3$, 

8503290340 


0203290491 Provides Info re preop erat Iona I tost results for Oltitl 
Oenerntor O t. lA. in response to NSC regoost Test results 
de.sonstrate practical ciinpllante a/Reg Guide I, 9.nevlsiQn 3 
SChRCF.CER.C rt CorttonveaUh Edison Co 02/03/29. SC0UENttS.A 
l icensing Oranch 2 A?p 1343B 172 24X FIche 90-373. 02/03 '<$ 

8203390491 


63C531C41’ Advises that will vl 1 1 provide environ qualification teit 
plans if vritter request received Draft upritCen request 
enr 1 

COllI'.S.J 1 Region «. L'ffice of Direclnr 82/03/11 iiEPPLfcH. J S 
Region 3. Office of Director 2pj; 13494 3,18 34* 

riche go-OCJ- 62/03' 1 1 . 83011104 I 7 


Q203300231 Foruards "BWif Control Rod Drive Ogs Vessel Inventlrg Psi, , 
Rate Aspects of NUREO'0619 ” 

POt-ELV-.P L Oenerat Electric Operating Plant Ounsrs Oroup 
PCUEl-L. P L hmC. Inc 03/03/26 FAULANFIf - If Standard 1 set ics s 

Special Projects Oranch Ip 12446 096 24* FIche 90-000. 

8203300231 


&303111153 feruarcs request fpr addl tiifc re operabilltg of c on tainicrnt 
pvrge b vert valves 

srHWCnCf 9. A licensing Oranch 3 83/03/13 CELCEOROE.L O 

Cc— Ijn.ealts Edison Co 3pp 12393 349 24* Fiche 50-3/3. 83/03/ IP, 

0303231152 


03O3iGO2l7 Svoa.its results of design revlea of piping on diesel 
generators Sletches u/conr,ecHo(\ piping to diesel engines 
shoatnj Iccation of first jol nt .'f lange/scr eueo connection 
cfl ergire bloc* encl 

SCHflOCOER.C U Corsoruea Ith Edison Co 83/03/16 8CHWENCE0.A 
Licessing Oranch 2 7pp 12334 070 24* Fiche 50-373.03/03/16. 

820310031 7 


-0203300240 "OLH Control Hod Drive Sg4 Vessel Inventorg Male.p Rsi> 
Aspects of MuRe0'06l9 

• General Electric Uperating Plant Ou-nor a Oroup 82/03/24 lijj 
13446 097 34* Fiche 90 -OOO- 02/03/26. 8203309331 


0303310173 Foruards Bevislon 2 to "Procoss Control Progra/n ' 

SCPRCEOEfi.C U Co.-r>onao» I tb Edison Co D2/03/29 BCHUEnCER.A 
Licensing Oranch 2 IP 12499 099 24* Fiche 90-373,03/03/29. 
0203310172 


--0203310179 Revlelon 2 to 'Proceas Control Prooran “ 

♦ Co-n-ionueal th Edison Co 02/03/12 1 1 pp 12499 060 24* 

Fiche 90-373. 02/03/29. 02033101 79 


630319C381 Foruards *' Independent Design Revi eu. Lasal le COuntg Nuclear 
Station unit (.Initial Status Rept for Period 820311-0312 '■ 

SCHRCfOER. C M CoT-ersealth Edison Co 02/03/16 00810,1. N H 

Office cf tluc tear neaitor Regulation. Director Ip 13347 2 0 4 24X 

Fiche 50-373. 82/03/16.8303190201 


8203310443 Foruards revised Tech 0p8C Table 3 7 9 3 6 list of Doll 7 
snubbers for possible Inclusion In fable 3793 
SCHBOEOEfl.C U CoMTOnjioalth Edison Co 03/03/29 eCHwENCER.* 
Licensing Branch 2 Ip 1 2491 339 24* Fiche 50-373. 02/03/34. 

0203310443 


--0213190384 " Independent Resign Re vi ea. Lasa I le County Nuclear Statloi. 
Unit 1. Initial Status Rept for Period 820211-0312 •' 

» Teledqne Engineering Services Ifl-9539-1 02/03/13 79pp 

12347 285 24* Fiche 90-373.82/03/(6.6203190201 


--02O331O447 Revised Tech Spec Table 3 7 9 3 6 list of Unit 2 sn.lKn 
for possible Table 3793 

• CariioiKiis attb Edison Co • Sargent 6 Lundg. tnc 82/02/lC 
91 pp 12491 340 24* Fiche 90-373, 02/03/29. 0203310443 


6203230614 Verifies that piping considered "engine irounted- Is on 
single sttd h is se I smica 1 1 g qualified 

EChflCEOER.C U Coer.ph.eal th Edison Co 82/03/18 SCIIbENCER • A 
Licensing Branch 2 IP 12390 129 24* Fiche 90-373,82/03/18. 
8203230614 


0203231230 Requests deletion of CE-l-A from i.aSalle F6AR Chapter 17 
a-iron/Qraid-.ssd fSAB Chapter 17 enc 1 

SCHROECER.C U Cor-on-ea I th Edison Co 82/03/19 SCHWENCER.A 
Lltsnsing Blanch 2 2pp 12301 277 24* Fiche 90-000.82/03/19, 

8203230330 


8203230237 Requests deletion of Tech Specs fronPSAR Chapter 16 
Chapter will be replaced u/bnef staterent aiplatning that 
Tech Specs can be found as Attach.-ent A to QLs 

ECKROEOER.C m Co»-pn-,salth Edisen Co 83/03/19 SCHmENCER . A 
Licensing Branch 2 ip 12379 080 34* Fiche 90-373. 02/03/ |9. 

8203330337 


8203290151 Forwards Revision 20 to CE-l-A, ”0A Program for Nuclear 
Generating Stations. ^ per NflC 820312 request 

smart;, E 0 Ccaiacnueal th Edison Co 02/03/19 tIAACS. u P QuaKtu 
Assurance Oranch ip 124.18 243 24* Fiche 90-000.82/03/19 ' 
8201270191 


--8203290166 Revision 20 to CE-l-A. '•OA Progran for Nuclear Cenerotin 
Stilton) •’ 

a Connonwealth Edison Co CE-l-A R20 02/02/17 SOpo 

>2436 244 24* Fiche 50-000.02/03/19,8903290191 


6203290308 Foruards sefearg of starts 6 failures encountered foi eac 
diesel generator since respective 93 start test 
SChrCEOER.C u Ca<eripnv:ealCh Edison Co 82/03/29 ECHmENCFR A 

620^90206®''*'''''^ 207 24* Fiche S0-373.62/O3/:.-9, 


8203290331 Foruards marted-up Tech Specs 
integri tg. per NRC 820308 retuest Also 
pages of FSAR Tech Specs 
SCHROCOER.C U Corvnonwral th Ed 1 sen Co 
Licensing Branch 3 9pp 12433 176 
8203290331 


re contalnaient structural 
foruards marbad-vp 

82/03/25 SChhENCCB.a 
34* Fiche 90-373.02/03/25. 


E NRC Bafetq Evaluation Report t9ER). suppls 6 correspondent* 


0203090421 Forward* Suppl 2 to aER INUREO-0519) U/o enc) 

SChmENCEB.A Licensing Branch 2 02/02/22 OELOEORCE.L 0 

Coffnonuealth Edison Co Ip 12193 260 24* Fiche 90-373. 82/0?/// 

8203090421 


8201030076 Provides specific results of fuel lift analgtls.per 
NVREG-0919. Supp 1 2 to BCR 6 820112 lelcon requeet. 

ECHftOECER.C M Conmonoealth £dl«on Co 02/02/24 9CHWENCER.A 
Licensing Branch 2 I5pp 12106 393 24* Fiche 90-373. 02/03/3*. 

8203030076 


9203030262 ShfETV EVALOATlOlf REPORT HEi-AIED TO THE OPERATION OF LASN 
COUNTY station. UNITS I AND 2 Docket Nos 90-373 And 30-374 
fComaionuealth Edison CompangJ 

* Office of Nuclear Reactor Regulation. Director. NUBEO"®^)^® ^ 

82/02/28 )23pp 12111 001 24* Fiche 50-373. 02/02/20- 02O3Kijfb 


F. Security, tredlcal. emsrgencg 6 fire proLectlMi plans 


8203030449 Subnlts schedule for remedial action to correct daflf** 
Identified during prompt public notification sgs 820201 
test. Correction of deficiencies to sys ulll be compldted 

prior to 820601 

DELOEORCE. L 0 Cosimonuea t th Edison Co 82/02/16 KEPPLER* -f 
Region 3. Office of Director 3pp 12096 303 24X 

Fiche 50-000. 02/03/16.8203030449 


0203030392 Foruards scope 6 objectives for Spring l932 emergence 
planning exercise, per 920112 request Advance notice delayed 
due to timing of request 

DELGEOROE.L 0. Commonuea I th Edlspn Co 82/02/22 KEPPLER* 2 
Region 3, Chicago. Office of the Director (01/03/011 3pp 
12099 086 24X Fiche 50-373,02/02/22.0203030392. 


8203030901 Revise* commitment re provision of 6-h supply of r*tfFve 
air for fire brigade Onsite a(r compressor will be utlllfci^ 

In lieu of air supply for refilling self containing 
breathing apparatus air bottles 

SCNRQtDER. C- W Coicmonuea 1 th Edison Co 02/02/24 SCHWENCEH. 
Licensing Branch 2 3pp 13096 008 34* Ftche . 90-373. 02/02/2-' 

8203030901 


9203030479 Upi« tec cchedule for t cicte 1 1 dt Ion testing of i>i>nt«gi egotr: 

pNete tuc duct fire cedic 

SCriflOECen. C W Comtoncealth Ed Icon Co 02/03/35 OCIIUEMCER . /) 
Licensing Branch 2 Ip 13095 335 34x FIthe 50-373. B3/03/J5. 

8303030475 


OdOSl iOI3f> For.aar()c ccrnatio outline for fat i 1 1 tg eiercice per OrUli:; 
r*<iue s t. r evi g ed to reflect changes discucced at Otate of tu 
C60A Q30333 neeting ui/FEMA In Ottaua 

SCKRCEUER.C U Con.-ioni.sa 1 th Edison Co 83/03/03 KEPPlCR- J (■' 
Region 3. Office of Director (Ipp 13313 346 34X 

Fiche 90-373. 03/03/03.8303110136 


0303170338 Act receipt of 030316 Ur Infnrirlng NBC of cchedtile for 
correcting proirpt public notification sgs deficiencies 
prior to 830601 Appropriate ragulaturg actions ui 1 | be token 
If deficiencies not corrected 

HI60. \J A Division of Energencg Prep aredne *s 6 Operational liopiiui f 

63/03/11 REED. C Cassonuea 1 1 h Edison Ci> Ip 1331<; 346 :'4X 

Fiche 50-000. 83/03/1 1. B303170330 


63033302<16 Confirms 630316 t l7 telcons re regu irements for independent 
fire protection 6 loss prevention program, t nsp t. audits 
Annual tnsps .sag be dene bg outside fire protectinn firm to 
meet Intent of Tech Gpec Section 6 0 M I 8. 3 
SCH80E0ER«C U Consonuea I th Edison Co 03/03/17 BEV/AN. R 
Operating Reactors Oranch 3 3pp 13381 339 34X 

Flcha: 90-000. 82/03/ I 7. 8303330206 


8203240331 Releases public version of revision to environ assistance 
cirectorg for environ director pmergeneg plan Imp 1 emen 1 1 ny 
preic ed ures 

FELTON. J M Division of Rules and Records 03/03/17 Dnciiment 

Management Oranch Ip 12406 001 34X Fiche 90-000, □2/()3/ 1 /, 

8303340331 


--0203240361 Foraards public version of Revision i to environ ast ir. tain e 
dlrcctorg for environ directory e/sergeneg plan lirp 1 eoien 1 1 ng 
procedures, including Procedures ED-1, duties L 
responsibilities of environ director 

CMANEV.V L Connionaiea 1 th Edison Co 03/03/03 Director's 
Office. Office of Inspection and Enforconent Ip 12406 004 ;*4X 

Fiche 90-000. 83/03/17. 8203340231 


--820334O290 Public version of Revision 1 to environ assistance dlrectniy 
for environ director emergency plan Implementing procedures, 
loclcjdlng Procedure ED-1 re duties L responsibilities of 
environ director 

« Commonuealth Edison Co. 83/02/20 300pp 12406 005 24X 

Ft the 50-000.82/03/17.8203240331 


0203360190 Releases public version of licensee instructions for 
dividing environ emargancg Imp I oirent I ng procedures Into tvio 
separate procedure bools for environ director t, environ 
group. 

FELTON, 0 M Division of Rules and Records 83/03/17 One uiront 

Hanagpraent Branch Ip 12440 037 24X F i the 90-000. 02/03/1 7, 

8203360190 


--D30336OI97 Foruards public version of Instructions for dividing oiiviiui. 
raiargehcg Implementing procedures Into tuio separate 
procedure bools for environ director L environ group 
CA>1NEV,V. L Comcionviea I th Edison Co 02/03/01 OENTON.9-1 R 
Office of Nuclear Reactor Regulation. Director 3pp. 12440 0311 
a4X Fiche 90-000. 83/03/ 1 7, 82032601 50 


8203360179 8ub-i|ts evaluation of repres enta 1 1 ves of 6 months of data 
from lO meter meteorological measurement sgs per 011008 t, 

NURE0-09 19. 6upp I 2 commitment 

SCHROEOER. C. U Coro.monuea 1 th Edison Co 83/03/34 SCHWEhCER • A 
Licensing Brsticb 3 5pp. 12433 079 24X F 1 che . 90-373, 82/03 /i’4. 

8303360179 


0 Adjudicatory correspondence 


6201300382 Advises Chat 811113 transmittal re proposed hot leg level 
Instru-nentatton sgs does not meet criteria of Item II F 3 of 
hLflE0-0737 Proposal does not provide means of detecting 
voiding In reactor vessel upper head above top of noiile 
OTOLZ. J F. Operating Reactors Oranch 4 82/01/06 lll/K ILL. 11. !■ 

Metropolitan Edison Co. 7pp 11963 033 34X Fiche 50 -000, 63/01 /06. 

6201300383 


-"6107390004 Advises that DtIRs islll be required to Incorporate Ifi-cnro 
thermocoup 1 es into ICC monitoring sgs prior to June 1983. 
Thermocouples uill provide diverse Indication of water level 
& mill monitor core cooling 

DENTON-H R. Office of Nuclear Reactor Regulation. Director. 
81/07/14. mark. J C ACRS - Advisory Committee on Reactor 
Sefeguardt Ip 11962 037 34X F 1 c he 50-000. 83/01 /06. 020 130038;.' 


} insui nnee t indrnnitg i '> f « i mn i an 


0JO329OI73 foroards Endoi s ements 13l. 71.58 10 tr NEu lA Colli ii' 

•/F -43. NF - 1 8 / . .'.F -.'.•0 1 t, (.K • 25 j r f 4 p ec 1 1 V e Ig 

OS TER. J C omran-jea 1 1 -■ F.lison Co 82/03/24 ilA*.. T2MAN. J Assistnrit 

Director for ‘Itoti- 5 Luensre Wfl,lt!ons 5pp l?4j(J I9f, 24X 
Fiche 5D-000. fU'/OJ/d*. h2r«r»Z'90l /3 


h OCiiitg Final liaC rtg Analysis Rep or t 1 FSAR I f, amend s 


8203320135 Forwards Amend 60 tu FSAR 

CF-LCEnROi:. L Q Cormniiwea 1 th Edison to H:'/OJ/l2 DENTON. H 'I 
UffiCF <if Nuclear Reactor Keguiatiun. Dtrrt lur .Ipp 12375 0(l| 
ahx Fiche 50- 373. H2/D3/ |2 ■ 02032201 35 


•8203220139 Amend 60 tu K6A9 

• Cormonueatth Edison Cu. e?/03/3l /COep 12375 004 ;'4X 

Fict.f 50-373, 83/03/12. 8203330135 


8303350333 for wards Cu Schiocier afiidavit certifying d i s tr ihut I'm uf 
Amend 60 to FIjAR per /7u536 Itr 

SCMRCEDHi.C IJ C,i-i-.onwea 1 tr Eilsun Co H2/0J/.7,'’ OENICN.H l< 
Office bf i.uclear Reactur Regulalior. Director 2pp 12413 13/ 
34X Fithu 50- 3/3. 03/03/32 n2O33503'i2 


f| Inspection rppi>rts. It Ililletins t c an esp nndcnc e 


0201020446 Forwards IE I i.vp s t ig a 1 1 on Rtpt 5t>-373/Uo-r,t o" 

000223-810933 No none oirp I i anc e noted 

UANNtCK. H r Region Office of Oireitor 02/02/02 REED, t 
Con-monwealth Fdisun Co 3?p 120(10 027 24X Flihe 50-3/3. OZ/OP/O;-, 

U203030446 


--0303030452 IF I nves 1 1 ga 1 1 i.n Rept 50 ,3/3/80-46 on 800222-81092.3 No 
none omp 1 1 an c e noted F.ijor .nuas investigated allegations 
that poTsonnel perfu'S'iug l-ipe stress foi Nuclear 5vis torp 
& Quadroi not .qualified 

jCUACfF.P V . GNACKI ETON. 1) t . HlESfiEL.R J Enforcement 6 
Investigation Staff 03/01/39 PUpp 12088 031 24X 

Ficne 90 - 37 - 3 . H.3/02/02 0203020446 


0303160192 Forwards final rept in response to IE Bulleti'i 80-11. 
•flasonrg Mall Design " 

SCimOEtlEH.C M Curmenwealtn Edisnn C u 02/02/24 WAIKCR.II I' 
Region 3. Office of Director C.opp 12301 199 34x 

Fiche 50-.37.3. 02/02/24. 82031 60 192 


0203030474 Confirms 8,70224 telcun between R Cosaro t CC Wllllass re 
D20301 mcretlng at Region J oPc Purpose of meeting to discuso 
Issues identified during recent sperlal Insp 

N09EI.III3. C t Region 3. Office of Director 03/02/29 HEED.t 
CoiTironwealth Edison to Ip 13095 324 24x FUt.c 50- 373- 02 fOI'/P'a. 

8203030474 


8203030417 Forwards ad-jendo's to IE tnsp Repts 90-373/80 -;JB 8. 
90-374/80-24. consisting of conf 1 riratorg meo sure.nen Is pi ogram 
sheet coTpartng analyses of beta 8, gamna emitters in spiiei 
sairple Addendum should be attached to insp regt 

HIMO. J A Division of rd.crqeficg Preparedness 8, Uperational Ouppurt. 

02/02/26 RECD.C Co« mor.ieeal tv. Edison Co Ip 13096 306 '..•OX 

Fiche 90-373.03/02/36.0203030417 


--0203030420 Addendum to IE I nep Repts 50-373/00-33 !, 50-374/00 24 
consisting of c onf 1 1 mat or g measurements program sheet 
cor-partng results uf analysis of beta 8, gai-sia eirltters in 
spiked liquid sa.mple 

» Region 3, Chicago. Office of the Director. 02/02/26 2;,p 

12096 307 24X fiche 90-373. 02/02/ 26. 820303041 7 


820311013? Advises that IE Info Notice 82 01 , Re vi s 1 on 1 . "Auiiliutg 
Feedwater Pu.sp l.ocheut Resulting From uest 1 nghouse W-3 
Sieitcl) Circuit Mod." was sent to listed licensees 

* Region 3. Office of Director 82/02/26 Region 3. Office of 

Director Ip 12212 313 34x Fiche 50-000. 82/02/26. 0203HO 139 


8203190269 Forwards IE Insp Rept 50-373/82-09 on 820216-17 No 
none onp 1 1 anc Q noted 

CREOER, 1. P Division of Engineering 8. technical Programs 82/03/01 
REED. C Common-aea I th Edison Co 2p p 13350 040 24X 

Fiche 50-373.82/03/01.8303190369 


••-8203190276 IF tnsp Rept 50-373/82-09 on 820216-17 No none oi-p 1 1 one r 
noted Major areas Inspustsd radiation protection procedures, 
open Items 8. sgs de.nons t rat Ions 8, tests 

MILLER. 0 E Region 3. Office of Director OREGcfl, L R Olvlbii-n 
of Engineering 8. Technical Prografrs 82/02/24 5pp 12350 042 
34X Fiche 50-373. 82/03/01 . 8203190269 



•j^OllVOPbJ Fjr .jrqt IC l■•5J Pepi 50 -;i73/n?-C4 on B30l?6 d'» t> 0207-1? 

Ni> hOii c 1 1 4^ 

C CUvl^to-i Of ic.^ t, fichniCdl P«‘0^rd-»ft 

0.7/03/03 COBO£LL.'> C 9r->r.r.,« a I tf Cl: sen Co StV 13346 1 4H ?4» 
Ticf.® 30-373 <>3/03/33. 0203190J6 3 


— 8303170365 )C !nsp Heps bO 37.3/03-04 on n20l?fc-2V 6 0304-12 No 
r>cnc o«^p I ^ '%ct«c p r^»jp«T at i nnal 

PAKVe^USv. ft D . JACtilw. I ri . W1V5«.H A P^QIooCle Office 0 ^ 

nt lot tee B3/O3/0I 4po 13346 1 5J 24* Kichp SO-373. B?/Ci:»/0:(, 

f»30'J 195263 


G303HC0/9 AS-nfS that IF Info Net lie H3-03. '■£nvlrdn Tests of 
»l«t'-rie*l teT-inol Olatis. ' -joi sent to lislerf Mconsaes 
• Rejlnn 3. effite of Oitettue 02/03/04 (lotion 3, Office of 

Dlrettbr ;p l.?ri3 344 24* licfx- 50-00 0 02/03/04, 02031 J 00/7 


3703110213 faruaids Fet fi2 ucente to fatiJltt preservice Insp proyr.io 
Bevtsinn inc 1 jdes iJiIior 4at,i sleets jhirO -Jere .mootateil 
to inlltnte toirpment eian 'etaltOr 

FCHHtEOfH.C O C£».soo.,ep 1 tn Edison to f)2/03'00 OCtiyEHCLR. A 

Llcensinj O-anc^ 3 lli'fp 12213 100 24* Ficne 50-3/3. 03/ 03 /OH. 

□2031 10215 


rs03250226 Ferusrds 11' tn»f Kept 50-373/62-06 on U20104-OP03 6 i.nllir 
of viol at inn 

S"ES:!nBn « i. Divisicn of Frojecl 6 Resident Frojipns 02/03/09. 
‘lEED. C Coe-.-.nijeal IP. Id » son Co 2pp 124 14 20/ 24* 

f icnc 50--jf .l or /ft3/C'>- 020325023b 


--6203250231 Notice Jf viclaLicn 1 r(;.ii i nsp on 1130104-0305 

5>’r->ij/'R0. 9 L Division of I’ro/vct 6 Resident Progrars B2/<I3/0V 
2pp 134 14 2t:9 2-4« liit.t 5C-3/3, 02/O.3/C7. 0203350336 


--020325033/ U. Ins* Kept 50-3/3/62-06 on 030104-0303 None omp 1 1 one e 
noted failvre to close toggeil sensing line tounderg valve* 
open valve In Li'C0 PP"P 6 dociifAent lifting of l.fiCS pnrp 
tSei .-oi ovo I e Vec/s 

I^IAIMER.R 0 . Siiri'ttv .l C . KNOP.R C Division of Project t. 
Resident Frogra-s 02/03/09 cfpp 12414 291 34* 

VIcM- 5t>-3;3. D2/0 1/09 t12CO2503.}6 


02O.TI 9.1235 ferwards It Info Notices 02-04. 'Pdtenilel Ooficlencg CjP 
teitaif' 4 *;/i 9IAI t-ZOCO Series Tiee-Oola| Rologs'* & 03-05. 

Increasing Frenneerj cf Drug-Re 1 a t « il Incidents 
a Region 3. Office of Director 62/03/10 Cnr.-to<neOA ] tn Edison 

Cd Ip 1 234/ 070 34* l-'lcl'e 30-000.02/03/10.0303190335 


0303190203 Advises that IE Info fJatice 63-06, "Failure uf Slea-i 
Oeneratoi Pcimarg Side r.anc-as Closme StoCs," laas sent to 
listed licensees 

• Region 3 , Office of Director B2/03/13 Region 3, Office of 

Director Ip 12349 ."'06 24* Fiche 50 -000. 03/03/ 1 3. 0a03l90i*U‘j 


0303330/12 Feruards I mol rept re pipe support base plate designs usli.n 
concrete espansion anchor bolts. sn response to IE Bulletin 
79-03. flevts 10 n 3 Pipe Support baso plate flesitllttit 
ver If 1 » 1 

SCHROEEER.C N Cofliiitanuea 1 th> Ed I sun Co B2/03/13 KEPPLER. J 0 
Region 3. Office of Otreclor 33?p I35ft5 199 24K 

Fic.se 30-373. 03/03/15. 0303230712 


6203310263 Foruiards IE tnsp Rept 50-373/01-44 on 01 1222-23. 39-30. & 
820107.14 t. 27-SV 6 notice of vlnlatlon 

r.DRELIDS.C F. Dsvis.nri r* - 2/03/ lb 


9107. Id 6 
13/15 


07.14 ». 


>2/10 


. to 


4X 


ItiSp 


f^»03r33669 Foruiards IE Info Notice 02-07. 'Inadequate Security 
bereening Prograss " No uiritten response required 
• Region 3. Clfflce of Director 02/03/16 Co-inonuaa I tl) Edisos 

Co Ip 123B0 2I4 24* Ficbe 30-000.02/03/16.0203230669 


S Reportable occurrences. LERs 6 related c or rospondeoc e 


0203110010 Final Rept 02-02 re high pressure corn spray sys suttch(it. 
initially reported 62012/ OE has supplied irod Kits to 
upgrade eitstlng equiprient to rating of 00.000 amp eiomeritary 
short circuit current 

SCliHOEOER. C W Comnonaoa I Ih Edison Co 02/03/03 KEPPLER. J C 
Region 3. Office of Director 2pp 12214 010 24* 

Fiche 50-3/3. 02/03/05, 02O3UCOI 0 


6203170326 Final Deficiency Rept 02-03 re .-le chan leal snubqprs In ilcti 
pTosisiity to riyld restraints ohich might prevent loctlng, 
initially ropnrled 6.70209 Mechanical snubbers replaced 
w/9 truts 

SCimOEDER.C W Coimonjealth Edison Co 82/03/10 /EPPLER. 3 0 
Region 3. Clfflce of Director 2pp I23I2 016 24* 

Fieri e 30-3/3. 02/03/ 10. 0,7031 70.326 


DOCKET 50 3/4 LASALLE COJNlv STATION. l/NIT 3 


A Ajpllcalion/construction stage doconents C> correspondence 


6203010294 InforAis that no technical prablee. Is created by delay in 
preoperat Iona I tests discussed In util 011106-1234 Itrs 
Condition re conduct of ivori acttvlties during fuel load 
& Initial startup u-l 1 1 be Included in facility license. 

1ECE0CO. R L Assistant Director fur Licensing 03/03/09 
DEL GEOROE. L 0 Coflihonuea 1 Ih Edison Co 3p p 12076 28 5 34* 

fiche 50-3/3. D3/03/09. 0303010394 


6303110412 Co/i<nents on 030129 |tr re Independent design verlFltatlcn 
program Electrical equipment (< components must be assessed 
indepsndent ly to assure compliance u/irectvan leal t. structural 
design r equ I r peients Program acceptable 

EISENMUr.OO Division of Licensing 03/03/33 REED. C 
Com-ion,.eal th Edison Co 3pp 12351 )Q6 24* F i c he' 50-373. ft2/C313i. 

63031 10413 


0303020323 Responds to Generic Ltr 02-1. 'Neu Application* SurvtJ-' 
Util does not plan to submit any applications or requaet* 
for nRC revieu prior to 041331 

ewART/.E 0 co.smonuealth Edison Co 03/02/34 EISENIIUT.O 0 
Olvlslon of Lttsnslng Ip 12077 066 34* Fiche 50-000.83/03/24. 

0203030333 


0203030230 Forivsrds response to Informal questions re offsite dose 
calculation manual Revised Section 0 includes Info re 
standing gas treatment stack monitors offgas-treatment 
sonitors 1. alarm setpoints 

EHROEDER.C W Con>.-anuea I th Edison Co 03/02/34 6CPWENCER. A 
Licensing Dranch 3 13pp 13103 330 24* F I c tie 50-3 73. 03/O3/2». 

0203030330 


0203090549 Application to amend CPPR- 100. ei tend 1 ng completion date l9 
030930 EIA supporting request L fee end. 

OElOEORCE.U 0 CoiMnonseal th Edison Co 02/03/03 DENTON. H 0 
Office of Nuclear Reactor Regulation, Director 7pp 13160. 158 
24* Fiche 50-374.82/03/02.0203090549 


0203080379 Submits results of design revie-j of piping on dlatel 
generators at neuly defined interface point All plpinp 
conforms to r e<|v ( re^ten t s Dratt^iags enc 1 

SCMROeOER.C M Commonniealth Edison Co 82/03/03 BCHRENCER.A 
Licensing Branch 2 6pp 12149 |36 24* fiche 50-373.83/03/03. 

0203060379 


Q203li02lB Foruiards Revision t to process control program, incor gorallh| 
responses to CC Sargent 020311 ltr 

eCMROeOER.C. W CommonivoaJth Edison Co 03/03/00 SCtIWENCER.A 
Licensing Branch 2 Ip 1'2216 339 24* F Uhe 50-373. 83/03/00. 
82031 10310 


— 8203110280 Revision I to process control program 

* Commonwealth Edison Co 83/03/08 llpp 13316 330 34X 

Fiche 50-373.62/03/00.8203110218 


D203110001 Generic Ltr 82-04 to all licensees of operating plants, 
applicants for OL L holders of CP re use of INPO fiEE~lN 
program . 

EtSENHUr. D 0 Division of Licensing 03/03/09 HAU8P6R0. A 
consol mated Edison Co of Neu York HUtlLU- H O Metropolitan 
Edison Co MCOAUCFIV. J P Mississippi Power t. Light Co. 2pp 
12351 031 24X FIch* 50-000,03/03/09.8203110001 



63031 10319 Toruards advance matl re NURFO-O/3'/. I tcm I| h 3 10. 
"Autonatic Pr e»«urt lal inn 8y« |.oyic Mod & Atu? " Matl util 
t« t nc (f porat ad in Amend 61 to PSAR 

SCMROeOER.C U Commonusal th Edison Cn 03/03/09 BCMUENCEtt.A 
Licencing Branch 3 lOpp 13316 319. 34X (- tc he SO -3/3. 03/03/0'/. 

0303110319 


330311029/ R*que«t« approval oP poa tponenient of Completion oP tyi 
ddaonttrat Ion sO-SI -101 • vibration monitoring of equipment 
rot tafaty-related 

SCKnOEOER.C U Commonueal th Edison Co 113/03/09 SCllUEMCER . A 
Licensing Branch 3 3pp 13316 I3q 3qx Flche SO '373. 03/03/09. 
63031 10397. 


tl3031SO001 Advises that util ul 1 1 have Teladyne ro-evaluato deslpn 
adequacy of saPety-related electrical equipment/components 
In RKR C loop per NRC 030333 Itr 

BCHROEOCn.C H Commonuea 1 th Edison Co 03/03/09 EtUEMIUT. 0 O 
Olvlolon of Licensing 3pp 13339 0S3 34X Fithe 50-373. 0.3/03/09. 

0303130081 


0203130133 Comments on revision of process control program to add 
ststcment that concentrator uestos are mlted for at least 
4-*! to provide samples for pH t. solid content. as discussed 
In 830310 tcicon 

eCMROEOEB.C H Commonwealth Edison Co 03/03/10 nCMUCNCFR.A 
Licensing Branch 3 Ip 13346:307 34X F I c he 50-3/3. 03/03/ Ml. 

0303130)33 


0203130407 Provides commitment to revise Offsite dose calculatlun 
aianual Table 7 3-1 to Include lO-CI limit for temporary 
outdoor storage tanks w/o holding baelns. per 020310 lelcon. 
SCHROEDER.C U Commonwealth Edison Co U3/03/I0 OCIIUENCCR.A 
Licensing Oranch 3 Ip 13246 306 24X F Iche 30-373. 02/03/ 10 . 

0303130407 


0303310417 Advisee that utl) will provide environ qual 1 f 1 ca 1 1 on test 
plans If written request received Draft written request 
enc I . 

CDLLlhlO.J T Region 4. Office Of Director 03/03/11 HtPPLf.H. J ti 
Region 3. Office of Director. 2pp 13434:238. 24X 

Flche SO-OOO. 03/03/1 1.0203310417 


0303230132 Forward* request for addl Info re operability of containment 
purge b vent valves. 

SCIItfCNceR. A Licensing Oranch 2 03/03/12 DELOEUROC. L O 

Commonwealth Edison Co 3pp. |2392 349 24X Flche 30-373.03/03/1,?, 

8203330133. 


0203100217 Submits results of design review of piping on diesel 
generators. Sketches w/connectlon piping to diesel engines 
stiobitng location of first jol nt/ f tange / screwed connection 
off engine block encl. 

SCHROEDER.C. U Commonwealth Edison Co 83/03/16 SCMUENCEH.A 
Llcenelng Branch 3 7pp 12334 070 24X Flche 30-373.03/03/16. 

0303180317. 


0303330614 Verifies that piping considered "engine mounted" Is on 
single skid t> is selsmtcelly quelifled 

SCHROEDER.C. U. Commonwealth Edison Co 03/03/10 OCHkfEMCER.A 
Licensing Branch 8 Ip 13390:123 24X F 1 che: 30-373. 82/03/ 10. 
8303330614 


0203330830 Requests delsllon of CE-1-6 from UaBalle FSAft Chapter 17. 
Byron/Braldwood FSAR Chapter 17 encl. 

eCMROEDER.C. U Commonwealth Edison Co 82/03/19 SCMMENCER.A 
Licensing Branch 3 3pp 13381 377 24X F Ic he: 30-000. 82/03/ 19. 

8203330330 


8203330337 Requests deletion of Tech Space from FSAR Chapter 16 
Chepter will be replaced w/brlef etatement explaining that 
Tech Spec* can be found as Attachment A to OLs 

SCHROEDER.C H. Commonwea I th Ed 1 son Co 83/03/19 BCHHENCER.A 
Licensing Branch 3 Ip I2379;0a0 34X F ic he 50-373, 83/03/ 19> 

8303330337 


0303390131 Forwards Revision 30 to CE-I-A. “OA Program for Nuclear 
Oeneratlng Stations. " per NRC 820313 request. 

SWARTZ. E-0 Commonwealth Edison Co 82/03/19. HAA58. M P Duality 
Assurance Branch. Ip. 13438:343 S4X FIc he* 30-000. 82/03/19. 
S30339013I. 


--C303370I66 Revision 30 to CE-I-A. "OA Program for Nuclear Oenoratlng 
Btattons. " 

* Commonwealth Edison Co CE'-t-A R30 03/02/17 SOpp. 

13430:344 24X Flche: 90-000, 02/03/ 19. 8303390151 


8303290308 Foruei'll* summary of starts b feilures yncountersd for each 
diesel generator since respective 23 start test 
eCHROEOER.C. H Commonwea 1 th Ed i«on Co 83/03/35 SCHWENCER.A 
Llcenelng Branch 3 4pp 13439:307 34X Flche 50-373. 03/03/85. 

0203290308. 


0207290331 Forwards r>eikci ip Tech ‘jpucs >e ccntaln.Tent Slructutdl 
I t.teg r I ty . per 'j.4r. H2030U leq.ipet Alsj fcrwurds itarked'up 
pages of FOAB Tech Specs 

5CH40er!FH t M 'Jomsonwea Uh Edl-ion Co 02/03/.75 SfHHCNCefl.A 
Licensing Dranc.> 3 9c p U•’433 1/6 24 X FicAe 50-373. 03/03/; ’5. 

a20;i.?‘f033l 


6303390348 Submiti info re results of utti OA surveillance of 
AssoCl.'ited Piping t. Fng ii'eer ing Cnip alternation of 
radiographs for welds 1' piping sub as cerrb I i es No alterations 
or enhancements ahsei jec 

BCIlWCLDCfl. L U CoaeunwenUh Edison Cd n.'’/07/.75 SCHWENCER.A 
Licensing Drancr 3 3PP I3.133 014 34x Flche 50-373. 03/03/. '5. 

020.72 90 :i4U 


6303290491 Provides info <e p i enp era 1 1 ona 1 tost results for Ulertl 
Generator D t |A. in respense to r.RC request Test results 
demonstrate practical compliance w/Reg Guido 1 9. Revision 2 
SCHROEDER.C If Cn-ir>ncic.Fea I th fdisan Co 02/03/25 SCtiLENCEH-A 
Licensing (Irani h 3 6Pr 13.136 173 34x Firhe 90 -373. B2/03/.'5. 

6303290491 


6203300331 Foraacds *‘6LR Cciitiul Rod Drive Sys Vessel Inventsfy Miiki- . 
Rato Aspects of M)I(CC’06I9 " 

POWELL.P L Oener.ll Electric Operating Plant Oianers Gr.jup 
02/03/86 FauLUNCiI. H Otaniar d I la 1 1 I'll I. Special Projects Oranch 
Ip 18446 056 24X Flche 50-000. 88/03/26. 8203300231 


— 6203300340 "DifR Control Rod Drive Ogs Vessel Inventorg Makeup ilate 
Aspects of hOREO 0619 •• 

• Oenrral Electric Operating Plani Ownors Oroup H2/03/34 lip 
124.16 057 24 » Flche 90-000.02/03/26.0303300831 


0303310172 Forwards Revision 2 to "Prucass Cuntrol Program " 

ClCHRCEOeil.C U Coen-qnwoattt Edison Co a8/03/.?9 SOIWEMCCR . A 
Licensing Oranch 2 IP I245'f 059 84X .I'lcho 90-373.02/03/8'/. 

0203310173 


--0200310177 flavlslun 2 so 'Process Conti nl Progror. ' 

• Com-monuoal th Edison Co 63/03/13 lipp 13499 060 24X 

Ftche 90-37:i. 08/03/39. 8803310173 


0203310443 Forwards revised Tech Spec Table 3 7 9 2 1. list of Unit 8 
snubbers for possible Inclusion in Table 3 7 V 3 

SCMRQEDER.C U Comnnnuioa 1 th Edison Co O.T/Oa/L'R SCIIkiENCER . A 
Licensing Branch 3 Ip 18491 339 34X FIcho 90-373.03/03/8'/. 
0203310443 


--8303310447 RovlBed Tech Spec labia 3 7 9 3 6 list of Unit 2 snubbii 
for possible Table 3793 

• C air e.nnue a I th Cdlsnr. Co * Barqtnt t. l.undy. Inc 03/02/10 
91pp 12491 340 24X Flche 90-37;*, 82/03/29. 0203310443 


E NRC Safety Evaluation Report <6EJ*>. suppls 6 correspondence 


8203090431 Forwards Supp] 3 to BER (NUREO-05191 U/a end 

SCHULNCEH.A Licensing Oranch 2 82/02/32 DEUGEOHCE L O 

Commonwea I til Edison Co Ip 13198 360 24X Flche 50-373.82/02/82 

B203090421 


9203030076 Provides specific results of fuel lift enalgsis.per 
t.URe0-O5l9. Gutpl 2 to BER *.020113 tsUon request 
BChROEOER. C U Com.-sonwea I th Edison Co B2/02/24 BCHUENCEH.A 
Licensing Otanch 2 I5pp 12106 293 34X Ftcho 50-373.83/02/84, 

0203030076 


8203030262 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF I.A6AI 
COUNTY STATION. UNI TS I AND 3 Docket Nos 90-373 And 90-374 
iCo.mmociuea I th Edison Compangl 

* Office of Nuclear Reac tor Regulation. Director NUREO-ODl'/ 808 
02/03/38 I29pp 13111 001 24X Flche 90-373. 82/02/2D. 03O3O'.IO86T 


F Security, medical, emergency 6 fire protection plans 


B203030445 Submits schedule for renedlal action to correct deftcloncl 
Identified during prompt public notification sys 820301 
test Correction of deficiencies to sys will be completed 
prior to 620601 

OELOEORCe. L 0. Cormonwea 1 th Edison Co 02/02/16 KEPPLER. J 0 
Region 3. Office of Director 3pp 12096 303 24X 

Flche 50-000. 62/02/16.820303044 9 


0303030501 Revises commitment re provision of 6-h supply of reserve 
atr for fire brigade Onsite air compressor will be utlllied 
in lieu of air supply far refilling self containing 
breethlng apparatus air bottles 

SCHROEDER.C U Cdn'niani..ea| th Edison Co 83/02/24 BCHUENCER, A. 
Licensing Branch 2. 2pp 12096 008 24X F 1 the 30-373. 03/03/84. 

8203030301 


. J, fjr )-<«taHation t t»stkn( i-.f noni B))i 0 

;iAie tiu4 Jlc ( fire jeale 

ft HHSfJf'i.H. C U •.•(juniin-es I t ^ E^ieun Co 03/CP/39 SfHHENCrW.A 
Lit ?•■%>•■ 5 3r.irc“ ^ !p i;.*0V3 .'•.'•a 34 » Tithe 5C -373. B3/03/r‘>. 

‘•«'3nC‘C4’a 


o.'A.tl lOli?' Tc-trat-Jk %t«>oeri;i Cjtliie fO' I I i ti} e •ore lie per O30JI3 
I Vtt, e&t> r e > t e e<: te reflert thjn^ee dieCLSeel ot State of tL 
fC'UA 6i:03i r r.eeiir^ wTEIA in Ottatj 

SCHsaSDrfl,': W c . 1 m Cdi<son Ca 03/03/02 nePPLEft. J t) 
‘* 09101 * 3. fiiilCe tJf OltecCor 03 p 13312 34 X 

Tjtt * ac U'Ti f 2 .<>^. 02 .S 2 >. 1 '. I0l3t» 


52031 Pc. rere:p*’ c* Oi'OPlt Itr Info ••(.>» ng fWC of schedule f I'l 

(jrrerli.^g f’O'pt F.'tJlc n»; ti f I I a c ;oi' si|i deficiencies 
frici to r-SCrDl /•an ' 1 p " 10 1 e regoiaton; oi lions will ie taVen 
■ •■ aefitieTCies r.jl ;<vriecto<) 

•ll'sO 2 A Ptvlsicr iif tTer()eofi| Treaorejreos ». Operational Support 

1.3/00/ 1 1 SFcl/. C Cr --hiri-cal ts lOisor Co Ip 1331*/ 246 ;‘4« 

rt:i*e SO OO-". PC -C.: I I 03311/0330 


r**1.23Crv''ti C>nf i-'.i -31* 0 17 teiconi •■e re g.iii reren 1 4 for ind eprnd ent 

fife pr - 1 et 1 i .';i. A lute p • e-v er. t I on pT o9r.i.T., 1 nsp 8. audt to 
Ar-rua; liiSJ* T *9 ;e dene s., outside fi-e protection firm to 
reel intei.i ar leer '-.iPs Sertion *. Cl If I /• 3 

^CPSrtLFO. I. •/ Co'- -rsea I tS rplso-' to or/OS'l/ OEVPN. H 
Oae*et*i\.j n<»a^*0T^ (I'isr.ct 2 2pp 1/391 239 3Aii 
I ifho 3'J-o:t -32 Oj.' ; ’ Os*. ’^JCSJC. 


‘33'13« don ; Oeleises p*i 1 lic ..e'siar tf iesifim* to environ astlstrinfr 
ci»ect 2 ro fet tn/itr.t- jv et’.tr v-e> 9 «f.t*, t 1 «>r. ir p 1 o:sent li>o 
a-ar edi. res 

fCu’ON. u ft f'l.isinn sf ffnles ord Records 02/03/17 Oof uoicnt 

-looaie-.e* t Q-arC Ip r.T406 011 34* TltOe 50-000,03/0.3/1/. 

f 30.134 333: 


p 1311 I 1 I 9 Vinal liafeCg Analgeie Hepoi t (FBAf) i it asiendt 


020322013d Fiiruardt Al>end 60 to TSAR 

CEl.t/TaReE. L U CoeAOKuealth Edison Co 02/0.3/12 DEN TOM. M H 
Office of Nor leaf Reactor Regulation. Director. 3pp 12379 0 
3«l* Flche 50-373. f)3/03/l2. 8203.320139 


--0203230139 Attend 60 to TSAR 

• Cuei'ionaieal th Edison Co B2/03/31 700pp 12379 004. 3 

Flihe 90-37 3.82/03/12.0203230135 


0303390332 Toruards CPJ Schroeder affidavit certlPglng dtstrlllotl 
Ai-end 60 tu FSAR per 770926 Itr 

OCiiRnEOER. C. PI Cor.nuns.ealtli Edison Co 82/03/22 OENTCN.H. R 
OFFice of Nuc lear Reactor Re 4 */latlon. Oirsc tui 2pp 12413.1 
24 X Fit he 90-37,1.02/03/32.0203250333 


0 Inspection reports. IE Oulletlns it correspondence 


0303030417 Porveards addet>du.s to IE Insp Rspts 90-373/60-38 8* 
70-.374/Od-24. c ons I s 1 1 ng of ennf 1 reatorg .siea surements prografp 
sheet coinparirig pnalgses of beta 6 gai-fna emitters In spiked 
sample Addendum shot/ld be attached to Insp rept 
HlftO. .7 A Division of E/ergencg Preparedness 6 Op era t iona I So 

82/02/26 RVrD. C Coeephueat th Edison Co Ip 12096:306 

rune 50-373. B2/02/36. 020303041 7 


-0303030420 Addendu's to IE Insp Rept* 90-373/00-33 6 30-3/4/00- 
conslstiiig of confirmatory measurements program sheet 
cemparing results of analysis of beta 6 gam.-na emitters In 
spiked Itguld sample 

*t Region 3. Chicago. Uffice of the Director. 02/02/36 2p 
13096-307 24X Flche 50-373.02/03/26.0203030417 


•0ro12cf*C6l Ivraar/s p. t I ; 1 version of Revision I 
dirf.tnry f .ir ei ir;n directory emergency .’Ian 
-. raced ores in.-I.Ji **1 Tic ledu-es t()-|.Jalles 6 
r a si eos ic 1 : I r I es :* ervirrs dnertor 
C‘iAf«;/. V w tc r-sef jeal th t'dlson Ci' 02/03/OJ 
Offiir cllii-e of Inssccticn and t'.f *;rc emeni . 

‘Ci.-r.e -i-j-rco 02'C ./ I 7. r:20.i2«0.'’JI 


tu environ assistance 
t'p Icmenlliig 


Dl rec tor ■ s 

Ip 12406 004 34* 


-020124026:1 Oc o I I c -orsion of Revision 1 to environ assislunca directory 
tor u-.viirn oirsitui e.->ergenig plan i,-p 1 r rent I ng frocedureo, 
j-clcding Fra:eji*re ED-1 re duties 6 resp ons 1 1 1 B 1 1 1 es of 
Sn / 1 r o<: d I I ec t or 

♦ Corr^nueal lb t 1 1 sci to 02/02/20 300pf 12406003 24X 

' |C-t 50-020 J2/0.1.'l/. P;*.'>J240231 


tJ22ri260!5o Releases public --ersloh nf licensee Instructions foe 
dividing environ e-sigenly imp I smont I Mg procpclure* It.to tuo 
separate preceiure 6tc«s for environ olrector t> environ 
;rojf 

FELKA- d n Livisioi* of Rclos and Records 83703/17 Dnc umei.l 

ta-.aperssnt Ml ancr. l> 12440 03? 24X Flche 90-000.02/03/17. 

8203260190 


8303H{)l3‘f Advises that IE Info Uotlce 02-01 • Bevl si an I, "AoslU 
feedivater Pomp Lockout Resulting From Uestlngbouse U-3 
Sultch Circuit Hod." Lias sent to listed licensees 
• Region 3. Office of Olrector 02/02/26 Region 3. Uffli 

Director Ip 13213 313 34* FUho 30-000. 03/02/26. 820.91 »0 1 


0303110079 Advises that IE Info Notice 03-03. "Environ Test* oi 
Electrical rormlnal Ulocts." cias sent to listed licensees 
* Region 3. Office of Director 03/03/04 Region 3, tlfPii 

Director Ip 1.1313 344 24X Flche 90-000.03/03/04.03091101 


0203190239 Fortvards IE Info Notices 82-04. "Potential Oeficlenc* 
Certain aCASTAT £-7000 Senes Time-Delay Relays" 6 02-09. 
"Increasing Frequaneg of Drug-Related Incidents " 

* Region 3. Office of Olrector 82/03/10 Comaoniaeol tb £: 

Co Ip 123*7 090 34* Flche 90-000.02/03/10. 0203190235 


0303190205 Advises that IE Info Notice 62-06* "Failure of Steam 
Oeherator Primary Side lianuay Closure Studs." mas sent to 
1 iste.) 1 icensees 

s Region 3. Office of Director 82/03/13 Region 3. Offli 

Olrector ip 13349 208 24* F I Che 50-000. 02/03/ 12. 8303190; 


8203260197 Fiir..ards public version of instructions for dividing onvlini. 
e.T.acqmcy i -.plemehtlr.g trocedures Into k*eo separate 
procedurt. booia for ei-.viroo director & ei.vkron group 
CPn-iCv.'/ L Ca«mon..eal 11 Edison Co 0.7/03/01. rEffICN.fi. F 
Office of N'uclaar Boaclor RugulaClon. Director 3pp 13440 030 
24* Ficbe SC 030.82/03/17.0.70.1260190 


2203260179 Rub.m 1 1 s evaluation pf representatives of 6 months of data 
from 10 nele- meteor p I oj I c a I -measure-sent sg * per OllOOB b 
tJ‘JRE(3-05I9. Hui;; 1 2 commltcont 

BCHRCErEB.C W Comman-sallb Edison Co 02/03/34. SCHHENCER.A 
licensing Drench 2 9|,p 12423 079 24X f I the : 90-373. 02/03/24. 

€2032601/9 


0203230712 Forciards final rept re pipe support base plate deskg 
concrete eipanslon anchor bolts. In response to TF. Oulletln 
79-02. Revision 2 Pips support bass plats ftsiibilitq 
verl f led. 

GChROEOER.C U Comroniuealth Edison Co 02/03/19 KEI’PLEH. 3 
Region 3. Office of Director. 32pp 12385 199 24* 

Fiche; 90-373. 02/03/19. 8303230713 


8303230667 Foruards IE Info Notice 82-07, -‘Inadequate Security 
Screening Progra.ms " No urltten response required 
* Region 3. office of Director 03/03/16 Com-sonwoa 1 th C 

Co IP 12308 314 24* Fiche 90-000. 82/03/ 16 - 8203330669 


Q Adjudlcaturg r r rr cspoiidenc e 


8201309102 Advises thal 811113 transmittal re proposed hot leg level 
ins 1 ru-enta 1 1 Of. sys does not meet criteria of tteni 11 F.2 of 
NviPC2-07.J7. Pr eposa 1 does not provide means uF detecting 
votllng in reactor vessel upper bead above top of noirte. 

STOLl-J F Operating Reacturs Oranch 4 02/01/06 HUHlUL.ll Ir. 

tetracolttan Edison Co. 73p. 11963 023 24* riche 90-000.02/01/06. 

8301300302 


9 Reportable occurrences. lERs 6 related correspondence 


8303110010 Final Bept 02-02 re high pressure core spray slfs sl>1 
inltCallif reported 830127 OE has suppltsd mod tits to 
upgrade eilsttng equipment to rating of 80.000 amp momentary 
short circuit current. 

SCHROEDER. C 4J Coiemonuiea 1 tb Edison Co 82/03/09 KEPPLER. J 
Region 3. Office of Director 2pp. 13214.010 34X 

Fitl.e 90-373. 82/03/03. 0203110010 


0107290504 Advises that DURs tut 1 1 te required to Incorporate il.-curr 
tnerr PC oup 1 es into ICC monitoring sgs prior to June 1983 
Therrr. t d-jp 1 e s mill provide diverse ttidlcatlon of water level 
(. 4 . 1 1 I 'cnitor core cooling 

CENTCN. H R Office of Nuclear Reactor Fegdlatton. Director 
81/07/ |4 FARM'J C ACRS - Advisory Committee on Reactor 
Safeguards Ip 11963 037 24X F 1 c he: 50-000. 82/01 /06, 820 130030;.*. 


8303170336 Final Oefkcleiicg Rept 03-03 re mechanical snubbera 1 
proitirlty to rigid restraints which might prevent locking. 

Ini 1 lal Ig .repor ted 820209 Mechanical snubbers replaced 
o/struts. 

SCHROEDER, C U Co-monwea I tb Edison Co 03/03/10 KEPPLER* J 
Region 3. Office of Director 3pp. 12312.016. 34X 

Fiche 50-373. C2/O3/I0. 0203170326 


u-i.i I uuc>;7 


e.'uji rorjiara^ oroer i ernaina c ing i. teener i< -^O for L-77 reoctni. 

• tfrtt, evaluation I- Ansno II) to Indonottg Agrecnpnt 0~I3 
Orjor In r«spon«e to 760I3G application I. 7603?6 U 020106 
tuppli Re<}uastt signature on inde.nnt tg agreooient 
TCOESCOa R L Assistant Director for (.Icenaing 02/02/tl 
REMLEVa n C Roc fuel I International Coi p 3pp 19229 014 ;.’4X 

flcKe 30-094.02/03/11.0203110399 


0203110409 Safetil evaluation supporting order terail na t Ing Licoiieo R 40 
Rocrival) Inti U-77 research reactor License teir>lnatlan is 
in coiTpliance u/NRC regulations Indemnltg Agreenent 0-13 
end 

» Office of Nuclear Reactor Regulation. Director 02/02/11 L'fp 
13339 019 34X riche 30-094,03/03/11.0203110399 


0303290147 Forieards Anond IB to Indecinity Agreu/reni 0-13. 

t.i^EELER.l. W. Roctwell Internet I nna I Corp 03/03/22 TEDESCU. R L. 
Astlstant Olretlor for Licensing 2pp. 13439 36| 34x 

Flchs 30-094. 02/03/33. 0203290147 


OQCItET 30-376 NORTH COAST NUCLEAR PLANT 


fi% App 1 1 cat i on/enns tr uc tt on stage 4ocuf^ents t. corrosponrience 


Q3C3tlCOOt Oenerlc Ltr G3-04 to all licensees of operating plantr. 
applicants for OL t< holders of CP re uso of INPO 0CE-1N 
progra- 

EtSENH^T. D O Division of Licensing 02/03/09 HAUBPUIIO. A 
consolidated Edison Co of Neu York 3pp 13331 031 34X 

Flche 3G-000. 83/03/09.0303110001. 


0;CK£T 50-303 WATERFORD OENEflAIlNO STATION UNIT 3 


A App 1 1 c a 1 1 on/ cons true 1 1 on stage docurients S. correspondence 


02011304 79 Por;iiards CEN-IB9. “Evaluation of Pressurliod Tharoal Uhoi 1 
Effects Due to Seal I Break LOCAs W/Loss of Feedwater Por 
C"£ NSS3. “ 6 Apps A-J. In response to THl Action Plan 
RsQutre.'nent 1 1 K 5. 13. 

BASKIN. K P. C-E Operating Plants Owners Or oup 01/13/31 
elEENHUT. 0. 0 Division of Licensing 4pp 11370 034 24K 

FIcho 30-293.81/12/31.0301130470 


--02011004S9 "Evaluotlon of Pressurlied Thermal Shock Effects Our to 
Sa-a 1 1 Droak LOCAs U/Loss of Feedwater for Woterford Reactor 
Vesse I " 

• Conbuatlan Engineering, Inc CEN-107 APP I 01/12/31 7pp 
11579 OlO 34X Flche 50-233.01/12/31.0301130470 


0303020391 Forwards “Response to Question of Effect of Sparer Ortd 
Design on ONQR Pred 1 c t ion. Water ford Steam Electric Station, 
t/nlt 3. '■ ProprlGtarg 6 nonpropr 1 etarg versions Proprlotarg 
vsrilon withheld (ref I0CFR3 790) 

flALRIN.L V Louisiana Power 8. Light Co 03/01/36 TEOESCO. R L 
Division of Licensing 6pp 11799 333 24X Flche 30-382, 82 /O I /llA. 

B203030391 


--B202030397 "Response to Question on Effect of Spacer Orld Design on 
DNBR Predlc tion. Waterford Bteain Elec trie Station. Unit 3 " 

* Comhuetion Engineering. Inc 02/01/31 4pp 1 1 799 339. 247 

Flche 30-382. 83/01/26,0202030331 


8203100136 Discusses NRR evaluation In response to ACRS concerns re 
lack of rapid direct depr essur t tatt on capability in Sys OO 
design. Util encouraged to join C-E owners group 
investigation of feed & bleed. 

TCDC8CQ. R L. Assistant Director for Licensing 83/03/19 
HAURIN.L W Louisiana Power «, Light Co 3pp 13193 301 34X 

Fithe 30-383.82/03/19.0303100136 


0303310063 Recommends enc I board notification be forwarded to Waterford 
A0LB. per NRR Ltr 19. Revision 1 Issues have not get been 
oddresood In supplonental GERs. 

rEDCSCa.R. L. Assistant Director for Licensing 83/03/34 
elSENHUT, D. 0 Division of Licensing Ip 12463 001 34X 

Flche- 90-382, 82/02/24. 0203310063 


--0106020040 Forwards modified Table I to 010431 memo, re vi s ing lIPP 
d e;unuar d 

TWADANI.A C Reltabtlltg (. Risk Assessment Branch. Bl/04/21, 
LAlNAS, 0 Assistant Director for Safety Assessment 3pp 
ia4fa3;040. 24X F Iche 90-383. 03/03/24. 8203310065. 


02O3O»O474 Forwards Arend 26 to FSAR, c ons iSt i i>g of Amend 26 to 
applicatiiin for licenses 

HAUR IN. L V Louisiana Power t. Light Co 02/02/23 Office cf 

Nuclear Reactor Regulation. Director I? I20C0 191 24X 

F u"e 50 302. 02/02/33. 02030.70474 


0203020400 Amend 26 to application for 81.. c ansi st Ing of Amend i'b to 
FSAR 

I'AURIN.L V Luul Siena Pneer t Light Co 82/OP72S 2pp 
12003 192 24X Flrhe 30-38.7. 82/02/23. 0203030474 


G20311C001 Oenerlc l.tr 02-04 to all licensees of operating plant-, 
applicants for 0. 6 helpers of CP re use of lAPn SEE-lN 
program 

ElSENHUT. 0 0 Di VI sign of Licensing 02/03/09 MAUSPURO. A 
Consolidated Edlsun Co uf New York 2pp I229| 031 24X 

Flche 50 COO. 02/03/09. 02'J31 lOCOl 


0203190120 Requests info completing de le-m.ina 1 1 on of effects of 
facility operatiofi un Waterford Plantation overseer house 
site 9 worke-s quarters site 

M1HAC..IA. F j Licensing Branch 3 02/03/11 MAURIN.L V Luniclai. 

Power t, Light Co 2pp 12336 343 24X Fiche 30-302. 02/03/ 1 J . 

0203190120 


Fi 2032JO4 1 9 Fomoranduii uf an t bur 1 1 i es. b r i e f 1 ng admissibility of 28 
propoued exhibits t/> support Cnntentlon H/9 List of 
exhibits i. CeriiFlcate of Bve enc I 

uf).NL0. L L Joint Int er vendrs - Wa t or f urd JGNEti. L 1. Olllespir f« 

Jones 03/03/17 a3pp 12302 392 24X F icho 90-332. 02/03/ 1 /. 

0203230419 


02032601/0 Forwards A&rE/DtPv Code.Oection Xt repair program foi 
reactor vessel closure head flange 6 control element drive 
irec hail ism welds OA r oqu 1 r emeu t s 6 repair procedures 
approved 

OFRREfH. T f Loulsl ina Power t. Light Co 02/03/10 CCLL1N3.,) 1 

Region 4. Office of Director W02CUAHD. J Factory Mutual 

Eng moor i i>.g Corp 140H'J/dtT.o w l.oulslana. Gtate oP ip 
12.123 0‘/0 24X Fiche 50 3d2. 02/03/ 1 0. 02032601 70 


■'0203260100 Revision I to Procedure /4170-9. "Procedure for Repair tf* 
Closure Heed ri.inge and CFDM Wolds ' 

POULIHUSKV. n O . MOGR. D H Coebustton Englneortng, Inc 02/02/09 
|9pp 124 33 099 24 X Flche 30-302.02/03/18.0203260170 


0203300209 Foraards info re recruiting 8. upgrading of total corporate 
c apeb 1 1 1 t 1 es. per ACRO 810006 moeting Status of staffing 
c ommk tments. p or 810420 ltr. provided 

MAURIN.L V Loulsiona Power t. Light Co 02/03/10 m ACX. 0 Offlc 
of Nuclear Reactor Regulation. Director 3pp 12490 340 24X 

Flche 30-302.02/03/10.0203300309 


02033.10633 Advises tnat responses to Environ Qua 1 1 f lea 1 1 un Branch 
Questions 270 7 through 270 II will be provided in FSAR 
Amend 27 to be docketed in Apr 1902 

HAU.RIN.L U Louisiana Power t- Light Co 02/03/19 MIRAGLIA.I .J 
Licensing Branch 3 IP 12309 107 24X F i cho 50-302. 82/03/ IV, 

0203230633 


0203260139 Forwards ASM~/Ot.P</ Code. Section XI repair program for 
rplocatlon of steam generator nameplates Original location 
of nameplates caused interference during installation 6 
raiLulred removal 

CEHREIS. T F Louisiana Power b Light Co 03/03/19 COLLINS, J 1. 

Region 4. Office of Director WOODWARD. J Factory Mutual 

Engineering Corp M2Rt/ANT.J U Louisiana. State of Ip 
12422 322 24/ Flche 90-302. 02/03/ 19. 0203260139 


--8203260160 “Engineering Requirements for Steam Generator Nameplate 
Relocation 

JOHNGGN. R T Combustion Engineering. Inc 02/02/00 16pp 
12422 323 2AX F » cho 30-302. 02/03/ 19. 82032601 39 


0203290141 Provides info for D20413-13 human factors control room 
review List of post-TMl changes to provide roro human 
engineered control board & status of control room & 
pertinent Control roo.m egulp.ment enc I 

MAURIN. L V Louisiana Power b Light Co 82/03/19 TEDESCn. R I 

Assistant Director for Licensing 4pp 12430 201 24X 

Fiche 30-302.02/03/19,0203290141 


;33)?rr I Pt»>:r;s 15 Ofrerit L f 52-01. rfj 4;(lic«ticns purvey 
•«5 a;;:i<d(>ar pl«rr»J S»<ore Otc I5B4 Ol 

«5$]iC4t>r,r ;9n4i<<) 

(ri L V .. 55 l 51 ArA P5«.er 6 Lliji't Co 52^03^25 ItOESCO. H 1. 
Aiii5t4<-t Oi'*;tc« fo* Ll.'ef»iny If 226 34X 

Mti'f I:--’?.' 07.C3'25 £20330022! 


--e2033'>'0107 Fonjardi floHU varilon of App D to eiriorgency ploi.,,. 
(OCFROO 47 Ei*{ 1 plan roplacoa 030332 transnittal t, conolttt’ 
o( State lit LA peacett-ao ratftolouical ratponte plan. 
fiCLENOCH. 0 0 Loolslana Foijor t Light Co 03/03/09 Cfli 
lJucloar Reactor Reaulation. Director Ip 13444 004 34» 

Ftche 30-302. 03/03/19. 0303390097 


;v;!3IOf.;j FofjarJ* pftfrifCarj (, nprprcf rtetary "Reaporte to 
S tf p I «"*rtar , O.etlicn 3'< Effect of S;a:pr Grid Deti^n on 
r.!.jn fr* 4 tct»tr Prtfcutar^ vertioo a^atlatlo to Central 
f>It» caly 

“Av-J** c */ tcolliara PcvOC G Ll;ot Co 82/03/33 TECESCO. H L 

Ateittani Cs'ecto' ter LicmnnJ tp; 13433 ObS 24* 

Ficre 30-352. b2»0j/23. 82333:0433 


.-623:0:0444 •.irpriprietar, "Rnjcrie to Eupp learntary Oueitlon gn 
Effect cf Efjc»f 2ri: Oreign 0" D.VSR Prediction " 

♦ C5-*3./4Clcn Cr^treerir;. Inc 52/02/25 9pp 12432 074 24X 

P icrr 50-,’32 32/03/39 0203310435 


r Secorit^. /edi:al. energenty i. fire protection plant 


32'?3.3I0393 Apprcvet 520lOb prcpoeal for Aeeting Intent 4 purpose of 
r44-latvo.^s for e-er^en'.^ cferations facvlity Usd of 
training traile-s rear control roc.a vjll r.aet criteria of 
•.URE3-C69& re ;ae-e raltaticn pretecttcn factor 

alPA'l.tA.; .• Liiensir.t Srarct. 3 82/02/04 MAURJM. L V Ltiulsiuna 

Po<,er t Us-' Cc la 12076 307 24* Fiche 50-303. 02/02/04. 

6203010353 


£233110059 Releases puolic version of emergency plan 

rtLTC'f. J M Di. 1410-. cf Rales aoJ Records 82/03/09 Document 
/•anagenenc Orancn ip 13217 191 24* Fu6e 30-302.02/03/03. 

82031 10355 


--B203II0059 Petjards puOlic version of e-ergancg plan Enel plan util i.ot 
te incorporated Into FEap.OoC will be maintained soparatelg 
t updated oer ICCFR50 7)(e) 

fA.jRin L •/ Louisiana Pcv.tr 1, LlgM Co 92/02/22 Offlcr of 
ftuclear Reactor Regulation. Director 2pp 12217 192 24X 

Picf.e 50-282 82/03/03. 82031 1009J 


-82i)3llCC6S Pvtllc version of e.'orgency p Ian. 1 nc lud tng Revision n of 
State of LA draft peacetime radiological response plan 
» Lcutsiana Pcvier t Light Co 82/09/30 OSOpp 12217 196 ?4X 

f'iche 50-302. 82/03/05. 0203110095 


8233110160 Releases public version of revtslon to evacuation tlcre 
estimates 

FEL7C.S. jrt Oivisior. of Rules and Records 82/03/03 Oocuiront 
Raragereot Braces Ip 12243 2t5 34* Fltbt 30-393.83/03/09. 

82031 10160 


--0203290112 Public version of Revision 4 to Btate of LA draft eiii • 
rad 1 o log 1C a 1 response plan 

a Louisiana. State uf 02/03/30 ISOgp 13444 003 341 

Fiche 90-303.02/03/19.0203390097 


8203340169 Releases public version of revision to emergency plan 
FElION. J M Division of Rules and Records 02/03/23 Docisirt 
lianager^eot Dranch ip 13390 342 24* Ftche 90-302.82/03/32 

8303340163 


8203240171 Furuards public version of Revision 3 to e.nergenc - pit- ■. 
lOCFflSO 47 Enel plan replaces 020332 transnitlal (. Includes 
revised cover sheet to State of LA peacetl/re radiological 
response plan 

KCUEnOOM. Q 0 Louisiana Pooisr L Light Co 02/03/09 Ofllit ci 
Nuclear Reactor Regulation, Director. 2pp 12398 343 24t 

Fiche 90-30?, 03/03/23. 8203;f40 163 


--0203340104 Furaards public version of Revision 3 to energsncg ple-.||. 
10CFR30 47 Enel plan roplacos docurient Included in F9AR 
Section 13 3 as emergency plan 6 ulll be nalntelned 
separately per 10CFR90 71(el 

MAUHIN.L V Louisiana Power 6 Light Co. 02/03/32 Office c‘ 
Nuclear Reactor Regulation. Director App 12390 34 3 24* 

F|cne 30-302. 03/03/32, 0203340163 


--0203240107 Public version of Rovtston 3 to onergency plan 

• Louisiana Power 6 Light Cu 02/03/09 400pp 12390 349 iii 

Ficbe 90-302. 82/03/32. 0203340163 


9203300167 Advisps that details of primary 6 baclitp emergency 
operations facility wore submitted 030120 Technical l> 
operations support clrs detailed In facility emergency plan 
Periranont emergency operations facility Info to be sent 
MAuRIN.l V Louisiana Power t. Light Co 02/03/33 fllRAOLlA.F J 
Licensing Dranch 3 Ip 12449 100 24X Fiche 30-382. 82/03/25 

8203300167 


0 Adjudicatory correspondence 


8203190399 Requests te male limited appearance statement at 9S03:f3 
near ings 

uQVIt.O. R M Aff 1 1 lat Ion Unknown 82/0.3/07 STEPHewS. C DocleM'lt 
Services Branch Ip 12330 064 24X Ftche 90-382.02/03/09. 

6203180399 


8203110164 Forwards public version of Revision | to evacuation time 
estimate Revision incorporates comments of St Johns Baptist 
Perish ti St Charles Parish de f ense/emergency preparedness 
directers 

kAI/BIn, L V Louisiana Power b Light Co 83/02/26 TEDESCD.Ii L 
Assistant Director for Licensing Ip 12243 2i6 24* 

ficre 50-302. 82/03/09.0203110160 


0303190103 Lists major eihibits applicant plans to introduce dwrlrf 
hearing on Joint lotervenors Evacuation Contention I7/26<11 
Replacement state emergency plan will be eubihitted In naxt 
wk Sve list end 

CN'dRCiilLL . 8. tl 9haw« Pittman. Potts I* Trowbridge. CliORCIltLL.B h 
Louisiana Power 6 Light Co 03/03/09. TURK.S. E Hearing Orantb 
4PP 13349 090 34X Fit he 90-382. 02/03/09. 0303190109 


--6203110170 Public version of Revision 1 *- v.-.. 


n tire estimate. 
•3243 217 24X 


on of 


0303170203 Requests to make limited appearance statement et 820323"?! 
RL hearings 

SfllTH.R.K Affiliation Unknown. 62/03/10 STEPHENS. C Ootletir|l 
cervices Branch Ip 12313 397 34x FUh e. 90-302. 83/03/10. 

8203170203 


bent 


af aiton 


. -..V, u as John Baptist Parishes 
HAURIn.L V Louisiana Power t, Light Co 
Assistant Director for Licensing Ip 
Fiche 90-382. 82/03 /05. 8303 1 20222 


82/02/24 
12334 339 


St 

TEDE6C0. H.L 
24X 


-8203120233 Public version of revised "Ver I f icahinn a* oi. - .. r 

for Waterford 3 Nuclear Power Station " * ' 

t inc 82/02/28 ISOpp 13294 240 OAt 


2032900^ Releases public v,r»ion gt revision to 8ta 
peacetime radiological response plan 

. u Suits and Records 82/03/ 
nanagsnint Branch. ip 12444 OOl 24X Fiche 9D.9 
0203290097 ws* nche 90-3 


0 f LA d r o f t 
Ba/oa/i9. 


0203190109 Forwards proposed eihlblts consisting of applicant ensile 
e.-'ergency preparednaes plan. state of LA offsite emergency 
praparsdness plan, evac oat Ion time estimate study 1< study of 
filed outdoor siren sys M/o end I Related correspondence. 
CHURCHILL. 8 W. Shew. Pittman. Potts t Trowbridge. CHURCHlLL.B 
Louisiana Power fc Light Co 82/03/10. WOLFE. 8. J . JORDAN.W"* 
FOREMAN. H Atomic Safety end Licensing Doard Panel. 3pp- 
12343 093 24X Fu he. 90-382. 82/03/ 10. 02031 90109. 


8203I60I6I Notice of appearance in grocesdtng Certificate of OvC e’J^I 
MIZUNO. C S Office of the Eiecuttve Legal Director 62/03/1? 
12301 393 24X FI rhe 90-382, 92/03/1 2. 0203 160161 . 






Ol hear 1^9%. 

H0L80N. B B Chamber of Commerce. New Orleans fc River Region. C/ 
02/03/12. • STEPHEN3.C. Docketing t. Services Branch. Ip 
34X Ftche 90-362.09/03/12.8203170242 

0203170249 ReRufsts to make limited appearance statement at 02032^ 
OL hearings 

KUCHies.j N Chamber of Commerce. New Orleans & Rtver 

STEPHENS, c Docketing 6 Services praneb. Ip 
24X Fiche 90-302, 02/03/12. 0203170249. 


DOCKETED ITEMS 


SS03I7O449 Su-nmdrtte> 63031? telcon ui/Judg? Uotfe !> counsel ^or 
• pp 1 1 cent* Jol nt tntervsnors t< NRC position on eihlblts 
proposed to be edmittsd In beerlngs Svc list anc I 

BLAHE* C L Bhdu. Plttnan. Potts t> Troaibrldge OLAKE.E L Louisionu 
PoiL'tr !< Light Co 63/03/13 UOLFE. 8 J . FORCMAN. H , JORDAN. U H. 
Atoailc Safetg end Licensing Ooard Panel 3pp 1331& 186 34X 
Flcho 30-392.83/03/13.0203170443 


8203170448 Burmar 1 1 es Q30303 telcon u/Judge Uolf (< counsel for Joint 
tntervsnorsi jppl leant & NRC 

ruRA. e E Hearing Branch 3 83/03/13 UULFC. 8 J . FOREMAN. M . 

JORDAN. U II Atonic QeFetg and Licensing Qoard Panel 3pp. 

13316 193 34X Ftche 30-363.03/03/13.6303170448 


0203340366 Requests to rtahe limited appearance statement et 630334 
bearing 

CARren. J C Loyola Unlv of Chicago 02/03/13 STEPHENS. C 
Dacteting t. Services Branch Ip 12394 336 34X 

Plena; 30-303. 63/03/13. 6303240366 


8203240399 Requests to male limited appearance statement et 630J34 
1 . 1 ar 1 ng 

FAILOUX.K n Affiliation Unsnoun 83/03/16 STEPHENS. C Office of 
the secretary of the Cotrsilsslon tp 13393 040 34X 

Pure 30-362. 62/03/16.8203340399 


0 Advisory Cosnrittee on Reactor Safeguards reports & c orre sponoeiic P 


02031 10282 Sun.^arties ACHS 030304-06 meeting re rev leu of application 
for ou Applicant has effectively responded to concerns 
eipressed In ACRS 610U1 I rept re organiiatlon t, rgt of 
plant 

ShEmUN.P ACRS - Advisor--, Com-nlttoe on Reactor Safeguards 
02/03/09 PAllaOINU. r. J Commissioners 3pp 13216 033 34X 

FiChe 30~363. C2/0J/09. 02031 10202 


<1 Inspection reports. IE Bulletins S. correspondence 


□203030443 Foruards Revision 1 to IE Info Notice 02-01. "Auslllaiy 
Feeduater Pump Lochout Resulting From Uestlnghouse 11-2 
timitcP Circuit Mod. ' u/correctoi Figure 3 8. lahle I 
CCULINS. J T Region 4. Office of Director 02/02/26 Public 
Service Co of Colgrado 3pp 12134 138 34X Flche SO'OOO. 

02/02/26. 8303030443 


8203160326 Foruards IE Info Notice 62-03. ‘Environ Tests of Elec trice 
Turminal Blocks" for rcviau: 

COuLlNO.J I Region 4. Office of Director 62/03/04 Public 

Service Co of Colorado 2pp 12307 034 24X Flche SO-ODO. 

62/03/04. 0203160326 


6203230100 Notice Of appearance In proceeding Certificate of Sve one 1 
MAMlCN. J B Louisiana Poioer 8* Light Co HAMLIN. J. B dhasi. Pitto-on* 
Potts 6 Trowbridge 62/03/18 3pp 12300 264 34X 

ftcb* 30-382. 62/03/10. 8203230100 


8203230I6S Memorandum t. order raising feed 6 bleed capability Issue 
sue sponta.per Board Notification 82' 16. App I leant 6 NRC 
directed S. Joint Interveners allowed to submit written 
dlrsct testimony to be heard during 820303 hearing 

UOLFE. B. J. Atomic Safety and LIcenelnp Board Panal 62/03/10. Jpp 
12361 274 24X FI c he; 30-382. 82/03/ 1 8. 8203230162 


6203240267 Memorandum supporting position re Joint Intervenors propoeod 
• •hlblte.per AStB 020312 oral order. Joint Intervenors 
tlhlblts fall to comply u/evt dent lary stds for admissibility 
6 should not be admitted Into evident e. U/Certlflcate of Bvc. 

TURK. 6 E. Hearing Branch 2. KtZUNO.O. 6 Office of thd Eiecutlvo 
Legal Director 82/03/22. Atomic Safety and Llcenelno Board 
Panel 16pp 12393; 189 34X Flche 30-382. 82/03/32, a30334O3/.7. 


6203160367 Foruards IE Info Notice 82-04, "I'otenlial Deficiency uf 
Certain AOASTat E-/000 Series Time-Delay Relays." t« IE Info 
Notlcd 02-03. "Increasing Frequency of Drug-Related 
Incidents " 

COLLINB.J I Region 4. Office of Director 82/03/10 Pub I n 

Service Co of Colorado 3pp 13300 097 24X Flche 30-C00. 

82/03/10. 0203160367 


0203190J33 Forwards 1C Info Notice 02-06, "Failure of Steam Oenucotur 
Primary Side Manway Closure Studs " 

COLLINS. J T Region 4. Office of Director 82/03/13 Public 

Service Co of Colorado 2pp. 13349 204 24X Flche 30-000. 

03/03/ 1 2. 8203 1 90333 


9303330270 Forwards IE Info Notice 82-07. "Inadequato Security 
Screening Programs ■ 

CCLLInS. J T Region 4. Office of Director 63/03/16 Pub 111 
Service Co of Colorado 3pp. 13376.334 34X Flche 30-000. 

93/03/ 1 6. 8203230270 


8303390387 Objections to Joint Intervenors proposed eih 1 b 1 ts. Q 1 i teen uf 
36 eibtblts ehould not be admitted due to Joint Intervenors 
failure to Identify eihiblts during 3 yrs of d 1 scovary . a 1 1 
athlblte Irreltvent 6 unr e I lab I e. Cert 1 f Icat e of 8vc enc I 
HAMLIN. J.B Louisiana Power 6 Light Co HAMLlN. J B Dhau. Pittman, 
Potts 6 Trowbridge 82/03/23 Atomic Oafety and Licensing Hoard 
Panel SSpp 13432 333 34X Flche: 30-362. 62/03/33. 630329038/ 


0303310343 Notion for reconsideration of A5L0 020310 memorandum &• 
order raising sue sponta Issue re emergency feadwater eye 
reliability h need for addl primary eye dep reesur 1 cat Ion 
capability Certlficata of Bvc enct. 

CHURCHILL.B U Loulelana Power <• Light Co CHURCHILL. S H Bhau. 
Pittman. Potts I. Trowbridge. B2/03/26 Atomic Safety and 

Lkcantlng Board Panel I2pp 13433 029 34X Flche: 90-383. 83/03/26. 

0303310342 


H Oanaral c orretpondance 


8303340379 Support* licensing of facility 

BILLEAUO. R. E. Affiliation Unknown 83/03/16 STEPHEN8. C 
OockatlnO (> Servlets Branch. Ip. 13393 098. 34X 

rich#; 90-363. 82/03/18.0303340379 


H Utility Final Safety Analysis Report IF8AR> l> amends 


6303030474 Forward* Amend 36 to FSAR* c ons 1 t t 1 ng Of Amend 36 to 
application for Ilcantai. 

MAURIN.L. V. Loulelana Powar 6 Light Co 32/03/29 Office of 

Nuclear Reactor Regulation, Dtractor. Ip. 12088; 191 34X 

FUha: 90-368. 62/03/39. 8303030474. 


—6203030480 Amend 36 to application for OL. c one 1 st Ing of Amend 36 to 
F9AR, 

MAURIN. L. V. Louisiana Power 6 Light Co 83/03/39. 2pp 
13068 :193 34X Flche; 30-383, 83/03/39, 8303030474 


—0303030489 Amend 36 to F8AR. 

a Loulelana Powar 1, Light Co 83/03/31. 300pp 13080 194 S4x 

Flcha: 90-383. 62/03/39. 6303020474 


0203230649 Ack receipt of 030303 Itr informing NHC of steps tekon to 
correct violations noted in IE Insp Rept 90-383/01-31 
HADQEN. O L Division of Resident. Reactor Project & Engineering 
Program* 02/03/10 MauHIN.L V Louisiana Power *. Light Co Ip 
12389 197 24X Fiche 90-303. 82/03/10. 8203330643 


--0303230632 Respond* to NRC 020107 Itr re vlolotlon* noted In IK Ins 
Rept 30-302/81-31 Correctlva actions revised repair programs 
re uold joints per Natl Board tnsp Coda Chapter lit. Section 
R-llOl 3 

OER0ETS. T F Louisiana Power t. Light Co 02/02/03 COLLlN-.i. J 1 
Region 4. Office of Director 3pp. 12369 198 S4X 
Flche 30-382. 62/03/ 10. 0303330643 


— 0203330637 "Repair Procedure - Nuclear Containment Vessel " 

• Chicago Bridge b Iron Co 60/09/16 3pp 13369 160 24X 

FUhe 30-363. 62/03/ 16 . BS03330643 


--6303230663 "OA Manual for Repair* t. Alteration* to A3ME Code Otampc 
Components 

ROOUE.U Chltego Bridge (• Iron Co 77/06/13 17pp 133BV 16:1 
34X Flche 30-303. 82/03/ 18. 0303330643 


R. Periodic operating reports b related c or r e spondenc o 


6303010131 Forwards monthly rept re status of staffing b staffing 
commltibonts made in 010420 Itr. 

MAURIN.L V Louisiana Power b Light Co 83/02/13 BLACK. B Off 
of Nuclear Reactor Regulation. Director 3pp 13070 337. 34X 

Flche 30-303, 83/02/13.8203010131 


S. Reportable occurrences. lCRs b related correspondence 


8203090339 Revised interim Significant Const Deficiency Rept 44 re Ll 
pump suction valve* Editorial correction made to 
dascrlptlon section of rept 

MCLENDON. 0 D Louisiana Ppuer b Light Co 82/02/36 COLLINS. J T 
Region 4. Office of Director 4pp 13134.336 34x 

Flche 90-363, 63/02/36.0203090339 


6 ? 0307 J 4 I -1 v«flci«»Cv 43 r» '‘a I ■•/rnerj^nc <■ fa«diaa(eT i< 4 <> 

pipa traaa :cc>jriirf |i faadj.atar )tna Walv'e tncavnals 
jilt Pa t*'» 6.»4 », tPecP -.al-.s >n«lal(9« Hp«t 

rapt Pi/ GrC*t30 

f-il-EhCOS 0 0 Lo.'iPiaaa Fowar «. Llg^t Co 8^/0^/26 CC; 1. tM!(. O I 

'tester 4 U««lte o« 0 fee tor 3jp 12136 336 24* 

FicSe J.3-3fi2. GS/OP/^t- 3203050414 


- 8203 1004 'i'9 Te^tfionv of M Goldman re Contention 8/9 Cuipulatlve l/i 
ti/'iergietic interaction betuaen lou level radiation & 
ctenital carctncigane Cannot too eupported bated on available 
data Pi of qual 1 f Icattont enc I 

CCI.CM4N. n /,RC - No Da tat lad AfFl Hatton 01 veil OatOfiAN. M 
Calttorrla. Ur.iv of. Davit 82/03/00 43pp ISI03' 134 '>'4i 

Fit ha 55-302, 02/03/00. 6203100493 


£203160231 Interim stalot rapt of Significant Conte Daftclaii~u 3V ra 
lire Oa-aga ir FCS Cu 'a i n tt«a<r lire 4 t af e tg -re |a t a d 
.-at let A1 i jenu vteJ thmagnout plant replaced a/Flra 
'alardart mat I Final rapt i, 620416 

NCi EM3 :j.M. G D . HII.HliJCn.R J . ulLt.!i, ./ I Cooisiano Po Jer b 1. ipM tn 
1)2/03/03 fC-LuJM;.3 I KaJ i on 4. O f f 1C e Of 0 I r ac tor 9pp 
12290 241 24/ Fir I a 50-382. 02/03/02. 62031 60231 


‘jr03l7CO94 8aconc tntertn DeHcleneg Hept 60 ra 8-Ltne fittinyn 
defettt .Ndcl irfe eipeciao irer 8-1. me Inc during liar 

Reooetti tacnr.d artantion af OO-dag rept Na 1 1 rapt schedalad 
for 0204 15 

«r,v,eNOC«i . O O tO'-ittana Puver 6 eight Co 62/03/05 COLLltJO. .1 1 

fiejion 4. Office Jf Oirector tp 12315 092 24* 

/ ICKv SC -382 82/03/03. 820.31 /0094 


02C3170203 Irtarim Significant Const Dcflclencg Rept 26 r» 2-lncli *< 
telau etrtorla t60 ticket veldt undortics Re<tuottt addl ttna 
to (onplata paper ^or i review f. physical Intp of untfertirad 
valet final fact j-iH te tgaaittad bg 020413 

MCvChOCN. C 0 Laultlana I'over 4 l.igh t Co 02/03/03 COLL IN 0- J I 

Region 4. Office cf Ofeitor Ip 13313 237 34* 

Ff.re 50-302. 82/03/05.620.11 70233 


P.20-31 SOCO? tnlarm. drltclancg rept re eirergancg dibtel seneratnrs 
4/attat ralag da/act. loitialig reported 620305 Ayaetat 
0805-740 control ralagt uilt ba re./ioved K returned to vendor 
for r epalT / 1 a pi At ement Final tept e>tncted bg 620611 
•1CIEI/32N. 0 D Loultiaoa Fo*or &• Llynt Co. 62/03/09 COLCIN'J. .7 I 
Region 1. Office of Oirattt..- 5pp 12346 302. 24* 

ritie 50-302. 83/03/0.9 G303r7Cf'07 


8203260319 Interim Gisniftcant Const Daftcteneg 47 re GG Altn-30/*.'0 
circuit treafert clonlny spring terea Caused bj oeitsnfon of 
tnraad locfmg cnnpnvra l.acttita applied I* three tcretes 
replaced 

NCUEhOCN.O O l evisiana Po.er 6 Light Ce 02/03/15 C0ULIN3. J 1 

riagid'i 5. Otflra of Olractor. 5pp 12424 017 2-4* 

f icha 3C-3P2. 62/03/15.020:1260319 


02C3268I6I rinal deficienCg rept re proble~> ti/braaker pesitlon siaitcb 
operaCer re(hanls.->t Cause of kri ter f e r ened betL-ean operator 
guKe *» break ar ark chute ui.ineian. 6-at leh eperetor yuida 
raaligned vi/breakert 

M'-LENPDN. 0 0 uouMiana Powar 6 Light Co. 82/03/18 CCLL1N6. J I. 
Rogton 4. Office of Oirettor Spp 12433 335. 34* 

Ficte 35-303. 82/03/ 10. 6203260161 


6203260104 Interjn Const Oaficletitg Repts 17.33 6 35 re base metal 
defect in n|.flfk itear 6 feediaater containment penetration 
anchors, cht 1 ted uater dipping supportt L inatl properties 
df tote track 6 'oalded f 1 1 1 log s. r etpec 1 1 vel g 

fiCLEN.03N,0 O Louisiana Poivar & Light Co 82/03/13 COLLINS. J. I 
Region 4. office of Director 2pp (2423 074 24* 

Flcha 50-382. 02/03/10, 8.703260104 


•-02O31OO3O3 rastlmohy of FF Branegan re Contention S/9 ro Jo*e eil 
In FES Prof qua I 1 f t ca 1 1 on« encl 

ORANAQA'I. e F Rad tolog leal Assessment Branch 03/03/06 4ff» 

12183 166 24* Flthe 50-382, 02/03/08. 02031 00493 


6203120263 For^jards VL Caspbell.H Pondlt.C Johnson. 10 Dross L 65 
Epstein testiirong ra cancer incidence In areas contaminated 
-.i/rad 1 onuc 1 Id es Related c orresg ondenc e 
jCAES. L L Ctllospte «. Jones JC-NES. L L Joint 
1i>tervenors-Rat»r ford 82/03/00 UOLFE. S J . FUREHAN. II , 
vOROAN. U H Ato-iic Bafetg and Licensing Board Panel. Ip 
12246 2|1 24* Flche 30-382. 02/03/08.8203120265 


--0203120270 lestliiong of VL Caispbell re cumulative effects of tan 
environ chemicals t. radtalton on health of populatlnn 
Affidavit 6 eupportlng journal articles encl. Related 
c orr espondenc e 

CAFifBElL.V l Joint (niervenor s-Vlater f or d 02/03/00 23pe 

12346 212 24X Fiche 30-392, 82/03/08. 8203120265 


-3203120273 Testl.-song of H Pandit re health risk# from lou level 
radiation emissions Af f i javf t. prof Qualifications t 
supporting documentation encl 

PANDIT. H Joint Intorvenors-Waterford 62/03/03. 2ypp 
12246 236 24* Flche 30-302. 02/03/06. 8203120263 


--62D3t20275 Testimony of C Johnson re cancer L/or human eepoeure i 
radiation Medical journal articles encl 

JC'/NSON. C Joint In t er venor s-tla ter f ord 82/03/03 36pp. 

12246 230 24* Flche 30-382.82/03/00,0203120265 


'-8203120301 Ttsllmong of 10 Dross re health risks to Southern lA 
populations from addl radiation IP l-rod range . Af f I dav 1 1 • 
prof qua] 1 f I cat Ions 4 supporting doc ument at ion encl 
BROSS- 1 0 Joint Inter venors-Hster foro. 82/02/24 tOOpp 
12246 309 34* F I Che 90-382. 82/03/08. 8203120263 


--6203120303 Testimony of S& Epstein re adverse health affects 1 in 
■ii/carc inogens In environ Af f i davl t . prof q ual I f I c a 1 1 ons ■< 
Certificate of Sve encl Related coreespondenco 
EPSTEIN. 8 8 Joint In t or vanors-tia t erford 02/03/27. 42pp 

12247 048 24* F Uho 50-302. 82/03/08. BS03120263 


6203100508 lestlirony of LT> flairi 1 1 on. JJ tiaura 1* R Hanning re Cc>nten 
8/9 Effects of lou level releases from operation assossed 6 
evaluation of cumulative impact duo to plant operation 
condutteii Prof qualifications L Certificate of 8vc and 
HAMILTON, l. 0 . MAOfiO. J J , KENNING- R Joint Intarvanors-W# tar f 0 
82/03/09 30pp 12103 060 24* Flcho 50-302.82/03/09,02031003 


8203310004 Transcript of 020323 hearing in Neie Orleant-LA Pp 112-3 
• Atomic Safety ana Licensing Board Panel 82/03/23. 229pp 

12438 181 24* Flcho 50-382. 02/03/23.8203310004 


9?L'3260269 Final rept of potentially roportablo daflciencg ra turbine 
stear bgpase valves Evaluation determined that deficiency 
not reportable per lOCFRIO 35o 

mClELOOn. O V Louisiana Ppuer L Light Co 62/03/16 COLLING. J 1. 
Region 4. Qflice uf Director. Vp 12424 036. 24* 

Flche 30-:!03. 02/03/ 10. 8303260265 


8203260272 Interim Rept of Polentlal Reportable Deficfencg 68 re 
posetble malfunction m Agastat E/000 Senes tiice-delay 
r e lay . CbaecQ Cnqineertnq is conducting investigation re 
relay erpoture Neat rePt erpocted bg 830409 

MCLENDON. 0 0. Louisiana Pouier b Light Co B2/03/18 COLUNU. J 1 
Region 4. Office of Director tp 12424.156 24< 

Flche 30-382. 82/03/ IB. 8203260272 


02033100-07 Transcript of 820324 hearing in Neu Or laans. LA. Pp 342-3 
• Atp.-kic Safety and Licensing Board Pane) 82/03/24 239pp 

12436 336 24* Fiche 30-382.82/03/24.8203310007 


8203310019 Transcript of 620323 hearing in Neu Orleans. LA Pp 587-L 
testimony of EF Dranagan & portions of fEJREO-0779. FES for 
fac 1 1 1 ty . enc I 

e Atomic Safety and licensing Board Panol. 82/03/25. 290pp. 

12495 274 24* Flche 50-3S2, 82/03/25, 8203310019 


8203310006 Transcript of 820326 hearing In New Orloans.LA Pp 031-1 
Testimony af VL Campbell end 

» Atoir.lc Safety and Licensing Board Panel 82/03/26 8I0pp 
12457 232 24* Flche 50-382. 82/03/26. 8203310006 


T Hearing transcripts on non-ant I trust matters 


8203090489 Transcript of ACRS Gubcomnl tte e on Haterford Steen Electric 
Stallpn 0SO3O3 meeting In Wash 1 ngton. DC Pp I-I02 
• aCRS - Advisory Committee pn Reactor Safeguards 82/03/03 
102pp J2163 083 24* Flcho 50 -302, 62/03/03. 8203090489 


8203100493 Forwards M Ooldman S> EF Branegan testimony re Contantinn 
a/9 Testimonj on Contant i ons 17/26 not being filed 
presently per 820339 telcon 

TURK. 8 E Hearing Branch 2 82/03/08 WOLFE, B J . JORDAN. H II . 

FQ.REHAN. H Atp-kic Safety and Licensing Board Panel 2pb 
12183 122 24X Flthe 50-382.02/03/00,8203100493 


DOCKET 50-387 SUSOUEhAVNA SIEAM ELECTRIC STATION. DNIT 1 


A AppI I c at Ion/ c Pnstruc t Ion stage documents b correspondence 


B203030343 Solicits support for operator workshop bg providing 
attendance of one or tuio licensed shift per sonnel. Uorkshop 
scheduled for 820316-17 In Boston. MA. 

ElSENWt.O 0 Division of Llcehsthg 83/02/16 CURTI8.N. M 
PsnnSylvanta Power 6 Light Co 3pp 12112 355. 24X 

Flche 50-387,82/03/16. 8203030343 


DOCKETED ITEMS 


0203040339 Advitsi KRC rovlew S> of use of AEME Cotft 

C*«« N-316 Comnlttlon has approved code for general use 
Code Add be used In const of conipononts Use should be 
documented bg amending F5AR 

SCHlieWCER. A Assistant Director for Licensing 02/03/1? 

CURIlS.ld VI Pennsglvanta Pouer t< Light Co 3pp 12124 361 24X 

FJche. 30-3B7. 02/02/17.0303040223 


0203040319 Foruards request for addl info re doslgn of remote 
shutdoun panel 

GCIfUEMCCR.A Licensing Branch 3 02/03/17 CunilS. N U 

Pennsg I c'anta Pouer 6 Light Co 4pp 12137 344. 24x 

fl Che- 30-307. 03/03/17.0203040310 


0303040361 Notification of 030233 troetlng u/utll at site to discuss 
open/con f Irma torg Issues 

PFRCIhR Operating Reactors Branch 3 02/02/17 SCKWCNCFR. A 

Operating Reactors Oranch 2 3pp 12130 001 24X 

Flcha: 90-387. 83/02/17.0303040361 


02O3O9O1B9 Requests add! Info re remote shutdoun des 1 gn. Rosporis e 
requested ulthln tuo uts of receipt of Itr. 

BCHWENCER.A Licensing Branch 2 02/02/19 CURTIO.N 14. 

Pennsylvania Pouer 6 Light Co. 4pp 12149 329. 24X 

FIche 90-397. 82/03/19.0303090109 


030D010089 Advises of slight increase In peak drgieell preseuro during 
DBA due to capping of five vacuum breaker douncomers & 
revised load line limit analgsis Igpe A. Q t. C leak rate 
tests oil 1 1 be affected 

CURFIB. N U Pennsglvanta Pouer «< Light Co 03/03/33 SCHMENCLH. A 
Licensing Oranch 3 2pp 13070 300 34X FIche 90-307.03/02/33. 

8203010009 


0303100937 Notification of 030311 meeting u>/utll In Dethssda-MD tu 
discuss remote shutdoun panel Issues 

PERCH. R Licensing Oranch 2 03/03/03 SCHVIENCER. A Llcencktig 

Branch 3. 3pp 12217 131 34X FIche: 90-307. 82/03/03. 0303100337 


B203O9O416 Foruards addl Info re valve accelerations per seismic 
qua I 1 f 1 cAt Ion revleu team audit of utll 811327 submittal 
CURTIS. N U Pennsylvania Pouer & Light Co 03/03/09 BCIUJL'NCCII. A 
l.lcentlng Drench 2 4pp 13163 379 34X FIche 90-307. 03/03/05. 

0203070416 


B20313D21 1 Advises that Alternative 1 ulll be Incorporated into design 
of SUR scram discharge sgs. In response to Oencrtc Ltr Bl-lO 
CURIIS.N-W Pennsylvania Pouer <. Light Co 02/03/00 BCHMENCER. A 
Licensing Oranch 3 3pp 12249 139 34X FIche 90-307.82/03/00. 

6303120311 


0303130319 Responds to 010019-30 SORT audit requesting statement ro 
qual If ICAtion documents for N308 equipment. Seismic plus 
hydrodynamic loads uere considered In all N68S equipment 
re-eva 1 uAt Ion by QE on SORT program 

CURTIS. N U Pennsylvania Pouer t< Light Co 03/03/08 SCHWENCER. A 
Licensing Branch 2 Ip 12349 129 24X F I che : 90-307. 02/03/00. 

8303120219 


0203160030 Summary of 030301 meeting u/utll In Dethesda. MO rO doslgn 
control measures taken at facilities. 

PERCH. R L. Licensing Branch 3. 62/03/08. Licensing Drench 2 

4pp. 13330 168 34X FIche 90-307. 82/03/00.0303100030 


9303110001 Oantric Ltr 93-04 to all licensees of operating plants, 
applicants for OL t. holders of CP re use of INPO BEE~IN 
program. 

EISENHOT. 0. 0 Division of Licensing 82/03/09. IIAUBPOflO.A 
Consolldatad Edison Co of New York 3pp 13291 031 24X 

Fie he: 90-000. 02/03/09. 8303110001 


3303190070 Responds to 030319 request for addl info re remote shutdoun 
requirements. Table u/locatlons not controlled from remote 
• hutdoun panel end. 

CURT IB. N H. Pennsylvania Power 1. Light Co 03/03/10 BCHUENCER.A 
Licensing Branch 2 6pp 13399:061 34X FI che 90-307, 83/03/1 0. 

0303190070. 


8203330136 Notification of 820329-36 meetings u/utlt In Luterne County. 
PA to discuss Tech Spec Section 3/4. 3. Instr umentatl on. 

PERCH. R u. Licensing Branch 3 83/03/10 SCHUENCER.A Licensing 

Branch 3 3pp. 13374 343. S4X Ft ch t : 90-387. 83/03/10, 8203330136 


9303330037 Notification of 830339-26 meetings u/utll in Luierne County, 
PA re 10CFR73 99 confirmatory site visit. 

PERCH. R L Licensing Branch 3. 03/03/10. 8CHWENCER. A. Licensing 

Branch 2 3fp 13392:303 24 X FIche; 90-307. 82/03/10, 0303230037. 


8203330133 Notification of 030317 meeting w/utll In Bethesda-HO to 
discuss gas pipsllna analysis. 

PERCH. RL. LUsnslog Branch 2. 02/03/13. SCHWENCER, A. Licensing 

Arenrh 9 3s n I3974'3an oar PI r h e - AA.riaT. I 9 . ann'toon I n't 


8.70.3100200 Foruards project dos t r Ip t ion for independent design revli-u 
of saf e tg re I ated piping sys Limits 1. scope of revteu t. 
iieans of d I ss emtnal tug basic design info defined 

CURTIS. N w Fennsyl var. la Power «. Llgll Co 83/03/16 SCliWENrEll, A 
licensing Branch P B?p 12334 359 34X FIche 50-307. 0.''/03/ 16. 

0303100300 


0203230047 Informs of completion of technical evaluation of oicess fli.u 
check va 1 ves. s ensi ng lines t valve testability requirements 
Lines tested per ASmE Dec t i on III Class 2 Valves open to 
containment or suppression pool listed 

CURTIS. N u Pennsylvania Pener 6 l ight Co 02/03/16 0Cn;.F.NCl.R. A 
Licensing Branch 2 3pp 12300 376 34X Flche 50-337.02/03/16. 

0303230047 


U2032909 19 Informs of util acllun plan to addross loncern re chungit.g 
load definition Util ulll perform revised JAERI comparison 
based on 20 sets of start times 

CURTIB.N U Pennsylvania Power 6 Light Co 82/03/24 SCHUENLtR. 'I 
Licensing Oranch 2 Ip 12435 112 24X FIche 50-307.02/03/34, 

8303390519 


8203390349 Advises that NRR board notification policy set forth in N'lu 
Ofc Ltr 19 Policy folloued so that Board Notification 
02-00 not provided to Limerick ASLO 

SCHhCNCFR.A l icensing Branch 2 03/03/26 LEWIS. 0 H Hoaiing 

Branch 4 Ip 12437 230 24* FIche 50 -OOO. 63/03/26. 0203290349 


--B2O3O10207 Board Notification 02-06 forwarding info re errors in UWI. 
vessel uatcr level indication 

TEDEOCO. R L Asslstont Director for Llconsin;] 02/02/00 
Atonic Gafoty and l icensing Hoard Panel 2Ppp 12437 237 24X 

FIche 90-000. 02/03/26. 0203290349 


0203300231 Foruards 'OWR Control Rod Drive Gy s Vessel Inventory M,rki up 
Rate Aspects of NUIIEO-0619 ' 

POWELL. P L Oenoral Electric Operating Plant Ouners Group 
02/03/26 FAULKNEII. II Gtandard I tat 1 on L Bpecla] Projects Orai.ch 
tp 12446 056 24X Fiche 90-000.03/03/26.0303300231 


--0303300240 "OwR Control Rod Orlvo 8ys Vessel Inventory Makeup lialr 
Aspects of NUREO-0619 ' 

» Cuneral Electric Operating Plant Ounors Croup 02/0.1/24 llpi- 
12446 09/ 24X Fiche 50-000.83/03/26.0203300231 


D NRC Diafl/Ftnal F-nvl r unmen ta I Statements. Suppls L c orrospontn.c r 


0303120143 foruards com.-iants on facility DES INUREO-05641 U/ci sin I 
LOCHSIET.WA. Pennsylvania State Uulv 02/03/00 Division of 

Licensing 3pp 12347 179 24X Fiche 30- 307. 02/03/00- 02031 20 1 43 


E MRC Safety Evaluation Report lOCRl. suppls 1* correspondence 


8303030066 Foruards OORT form.s for balance of plant equipment In 
partial response to BFR. Item 11 

CURTIO.N W Pennsylvania Pouer L Light Co 02/02/35 GCMWENI FR. A 
Licensing Oranch 2 900pp 13103 123 24X Fiche 50-307. B3/0;’/35. 
0303030066 


F Oecurtty. medical, emergency L fire protection plans 


0303100941 Notification of 030311 meeting u/utll in Dethesda. MD to 
discuss fire protection issues 

PERCH. R Licensing Branch 3. 03/03/03 BCHMENCER. A Licensing 

Branch 2 3pp 13317 134 34* F1 c h e 50-387. 83/03/03. 830310054 I 


0203150073 Responds to request for addl Info re manning of emergency 
operations facility Operations personnel listed 

CURTIS. N W Pennsylvania Pnuer L Light Co 83/03/10 QCHWENl ER. A 
Licensing Branch 2. 2pp 1S2S9 056 34* Fiche 50 307. 03/03/ 10. 

0203190073 


8203250091 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J. M Division of Rules and Records 02/03/32 Oocumeiit 
Hansgoment Branch Ip 13418 140 34X Fiche 50-387.82/03/23. 

0203290091 


—0203290094 Foruards public version of revised emergency plan 
Implementing proc edures. I nc 1 u 4 1 ng Procedures EP-IP-OOl re 
emergency c lass i f Icatl on L EP-DP-002 re emergency mgt 
notification Receipt form enc I 

CURTIB.N W Pennsylvania Pouer L Light Co 63/03/12 DENIUN.II R 
Office of Nuclear Reactor Regulation. Director ip 12410 I4;i 
34X Fiche 90-307, 03/03/22. 0203290091. 


ol 1C version of revteed e-ergenri^ (lion ■«( t aixent Ing 
(rotedures. mcJviilnj Prccedirre* EP-IP-OOJ rs eeiorjeocij 
5 lass l» >tat ico ti CP-tP-Ooa re ener^encj Tjt not i M cat 1 ons 
* Penrsgivaria Power t, l.igat Co 02/03/12 ADOop 12410 144 
Ja« cithe 3L-3B7. 03/03/ 22. f)2032i009i 


0 ncjudicatot^ c 9rre«;>:n0erc c 


8203C90S3I Coirneiids 0 Swtieii «, S Perry effort* In testifying an. 

• “ergeoiy platMilng issues at Oct 1^31 tieartng* 

CUWIfiCHAK 0 H Haarlnp grancn 2 02/03/02 1l'0t*A9,LM Cederal 

CAerjercy rtanageAent Agency. Ip 131^6 27S 2<X 

Fun* 50-.18». 03/03/0a.020-j0tl033l 


e2-230SCah4 Etpr esses Ofc ol t.cutWe Legal Director appreciation for 
S CNesnot oo 1 1 taoC ir.g won t. untiring efforts re o/tergencu 
plannln; •'evi e^. (, case preparation 

C‘<ntSTe-WWy. £ near mgs Oivls ion 02 / 03/02 EISENHUT.DO 
Division of Luenslrg Ip I3I32 044 34» PlcPe 30-000.03/03/02. 


'-0303390244 Annual financial Repk. 19B1. 

• Pennsylvania Power (. Light Co 02/03/01 SSog. (24S0’ 
3<X FIche S0“307. 03/03/24, 0203290343 


0 Inspection reports. IE 0ulletln* (. correspondence 


0203030331 Foruards IE Investigation Rept 30-387/81-23 on ellOO 
Ho none OKp I lance noted. 

SFAHOSTECKI.R. Division of Project (t Resident prograes OJ/' 
CURTIS.M H Pennsylvania Power & Light Co 2pp 13136:296 
FI the 30-307, 82/02/10. B20305033 1 . 


-8203050337 IE Insp Bept 30-387/81-23 on 811008-1110 Ho noncoo 
noted liajor areas Inves I Igated: cone erne that rspt* of 
nonconforming conditions by const surveillance group wera 
being changed by supervisor. 

CHRISIOPHER.H . MATAKAS, H.A . MCCAQ6. E. C Olwlslon of PrsJ 
Resident Programs 82/02/13 lOpp. 13136:278 34» 

Fliho 30-307.83/03/18,8203030331 


B20.13101 33 Proposed findings of fact it conclusions 
Bvacuaticr. pls-i. 

• Cltlrens Against l.'uclear Dangers. 02/03/26. 
247 fteSe 50-307.82/03/26- 0203310133 


of law re emergency 
134 33 210 


32C3310I6I Mntion for order that applicants conduct complete retest „f 
essrgency plan w/all 20 cc-munltl»s participating Testimony 
or Contentlors 6 t 20 srooltf be reviewed to tdcotlfy pevjsjru 
dpp I 8f Stat^ of pfy Cor()f|cdtft of 8vc socl 

llAv LICAM. T |- Cittiens Against Hjctaar Dangers. 82/03/36. 

Atcinic Safety and Licensing Board Panel Ip 12433 3va -iRX 
ficte 50-307 02/03/26.020.9310133 


1 General correspondence 


0203190232 Regufsts 020222 Itr be foru.arded to 
r-EHTl.V. H Ati illation Untnoun 83/02/23. 
the Secretary of the Ccmmisiion Ip 12346 
Flcse 33-307.^2/03/39,6203190232 


proper location 
ChILh. S J Office 
314. 34K 


uf 


8203050440 Foruards IE Info Notice 82-01. Revi slon I, ‘Auitliary 
Feeduater Pump Loctout Resulting From Uestinghous* H-S 
Switch Circuit Hod. Revised Table | ie also enci to 
ilarlfy circuit diagrams No urittan rasponse regulred. 

HAVNES. flC Region I, Office of Director. 82/02/26 O'TtXX. 
Consolidated Edison Co of Neu Vori ACHPCft. J 8 PMladelpb 
Electric Co HARTIN.T 0 Public Service Elactric 6 Oas Co 

vlersey 3pp. 12137 177 24X Ftche . 30-000. 82/02/26. 82030304 


8203160083 Foruards IE Insp Repts 50-367/02-03 4< 30-380/83-03 a 
090201-04 No noncompl lane e noted. 

STAROSTECHI.R Division of Project (. Resident Prograait 82/ 
CURTIH. N. « Pennsylvania Power t< Light Co. 2pp. 12300 173 
Fiche 30-387, 02/03/26. 8303160083 


--8203160086 IE Insp Repts 30-307/82-03 L 30-388/92-02 on 82030 
none omp 1 1 anc s noted. Hajor areas Inspected : const site visit 
of Unit 2 interior 6 otertgr & tntervlesis u/personnot. 
NARR0M. L , MCCABE. E C. Division of Project (• Resident Prog 
82/02/23. Bpp. 12300. 177. 24K FI che: 30-307. B2/02/3&« 6203 


'-G2031 90234 Opposes facility lie one log 

MERU.IC H Affiliation Uninoun 83/02/23 Atomic Safety and 

0203^^92°“^’’'^ 50-307- 83/0a/3r 


0203110103 Forwards response to questions raised in 011314 Ur re 
r sc *nt litsnsing hear Inga. evacuation plans, prat tlce drills 
4 provisions for handling & storage of nuclear ustta. 

OIBCAS.W J Office of the Eiecutlve Director for Operations. 
03/02/24 tlELL lOAIi. J. L House of Rep 7p p I3319 133 24K 

Flche 30-387.83/02/34.0203110103 


0203110201 Forwards Susquehanna Environ Associates 830309 llr to 
rosident Inspector 

0'*0LTEII.A Benate 82/03/01. Office of Congressional Affairs 
ip 13216 031 24* Flche 30-307. 82/03/01 , 93031 10381 


"6203110283 Reguests I nvos 1 1 gat l on into repts that reactor vessel hrai 
or caf improperly installed S. that concrete pipe holes 
Bisroly patchsd 

SCHULTZ. S R. Susquehanna Env I ronniental Advocates 93/02/09. 
RPOOES.'O Region 1. Offic* of Director. |p 13216 033 34» 

fUhs 50-307.82/03/01.8203110281 


9203300001 For wards response to OR SchuUt 020309 Itr expressing 
concerns r« reactor vessel head or cap L large concrete 
pipe Co coaling to:.srs. Cone erns helng addressed by NflC insp 
efforts 

OIRCkS.u j. Office of the Ctecutlve Director for Qparetions 
32/03/13 SFECICR.A Senate. Ip. 12460 390 24x 

F I c 1 8 • 50- 33 / . 02 y 03/ 1 2. 820 330000 1 


— 8203300002 Bosponde to OR Bchulti 820209 Itr re quest 1 onehle const 
practices or eiistlng defects at facility Addl info 
requested in ordef for NfiC to conduct meaningful 
tfivostigati on 

STAROSTCCKI . R. Division of Projoct 4 Resldeiit Prograpis. 83/02/11. 

ECHULTZ. O fl Affiliation l/ntncwn 7pp 13460 399 34x 

Fltht 50-307,02/03/13.0303300001. 


8203230301 Act receipt of 830222 Itr informing f«C of step* tel 
correct violations noted in ie Insp Repts 50-387/81-26 h 
50-388/81-13 

STABOSTEC01.R Division of Project Si Resident Program*. 03/ 
CURTie. N U. Pennsylvania Pousr l> Light Co. Ip 12378-280. 
Flche 50-387. 02/03/03. 0203230301 


•8203230303 Rfsponds to NRC 820107 Ur re violation* noted In 
Repts 50-307/01—36 S. 30-368/01 -13. Correc t ive ec tlons: unused 
connectors on Crosby solenoid valves protoctsd to prsvsnt 
degradation from dirt or other contemlnenta. 

CURTIS. N W Pennsylvania Power <■ Light Co. 82/02/22 
STAROSTCCKI . R. Division of Project 4 Resldsnt Progratss. 3' 
12370 201. 94)C Ft chs 30-387. 82/03/03.8203230301. 


8303230476 Forwards IE Insp Rapts 30-307/82-02 4 30-308/02-03 oi 
820219-23 No noncompliance noted. 

SIAR09TECKI.R. Division of Project 4 Resident Progress 93/< 
CgRTIS.N U. Pennsylvania Power 4 Light Co. 2pp. 12411:104. 

F ich* 30-387.82/03/10, 8203230476 


•8903250405 IE Insp BeptS 30-387/82-07 4 30-388/82-03 on 82021 
No noncomp I lanes noted Major areas Intpec ted: pip* hengar* 4 
supports 4 statu* of Outstanding Items. 

NORROU.L. . MCCABE. C C. Olvislon of Project 4 Resident Prog 
02/03/10 7pg. 12411 t06 24K FI chs. 58-387. 62/03/10, 3203: 


0203310333 Foruards IE Info Notl'cs 82-06. 'Falturs of 8t**« OaO' 
Primary Side Manway Closure Studs. ' No written raspOfiso 
raqolrad. 

MAVNES.fl C Raglon 1. Qffica of Director. 82/03/12 O'TOOLI 
Consolidated Edison Co. of Now Vort. 9pp. 12492:084 . 24* 

Flche: 50-000. 82/03/12.8203310333 


8203170273 Forwards 16 Info Notice 82-03. “Environ Teat* of Ela 
Terminal Bloc is. “ No written reepones required. 

HAVNES, HC Region 1. Office of Director. 82/03/19 O'TOOLI 

ConsoHoaled Edison Co. of New Vort. Bpp. 12312:239. 24X 

Flche. 30- 000, 82/03/13, 0203 1 702 73 . 


1 f'mArb<iai ( or^rd t ) on 


9303^902 A3 A^nu4( 

cufirls. N. M Pbnnsylvanld Powar 4 Light Co 82/03/24 OENTON.K. 
Office of Nuclear Reactor Rfgiilatlon. Dtractor Ip 12420-069 24* 

rich* 50-367. 89/03/24,8203990243 


0203170406 Forwards IE Info Notices 82-04, “Potential 0*ftcl*ne< 
Certain AGA8TAT E-700Q Barlas Tlma-Dalay Ra lays“ 4 82—03. 
"IncToasing frequency of Drug-Related Incidents. “ 

HAVNES. RC Raglan I. Office of Olrtctor. 82/03/19. O'TOOLI 
Consolidated Edison Co. of New York. 9pp. 12320:021. 24X 

Flth* 50-000. 82/03/15. 8203170486. 


8303310361 foi'oariH IE Info Notice 62-07. "Inadequate Socurlty 
Scrdfning Program* " No uritton retponte required 

HAYNES. « C. Region I. Offlco of Director 82/03/16 O'TUOLt.J D 
Coneolidatdd Cdlton Co of Now York TNLLKAN.M C Public Oervlit 
Co of Now Hor.pthiro 9pp 12499 073 34 X Ficho S0>000.82/03/16. 
6303310361. 


3303360317 Foruardb Rovltlon 3 to Intorvlco inap plan, re f I o( ting 
c6ang*« •« retult of tcoga change to control rod drive sy«. 
including •cram ditcharga vol piping 

CURTIS. M N. Penneglvanla Power 6 Light Co B2/03/22 BCHWENCtH. A 
Llcenetng Qranch 2. Ip 12432 143 34X Flche 30-387. 82/03/22. 

8203260219 


8203360224 Revltion 3 to Ineervice Inip p Ian. ref ] pc t Ing changet 
rttulting froci Incluilon of icram ditcharge vol piping. 

• Panneglvanla Power 6 Light Co G2/01/2D 7pp. 12422 143. 34X 

Flchc 30-397. 02/03/22. 0203360317 


R. Periodic operating report* U related corr e *pondenc • 


8303390290 Forward* Rovtilon 3 to intervice ln«p p I an . r * f 1 ec 1 1 ng 
efangea a* raault of acope change to control rod drive eg*, 
including acram dlacharge vol piping. 

CURTtB. N. M Pennaglvania Power 6 Light Co 82/03/22 SCNWENCER. A 
Llccnelng Branch 3 ip 12433 107 24x F iche 30-307. 83/03/22. 

8203260290 


0203270290 Forward* "Sound Level Heaaurenentl Near Suaquehanna Stean 
Electric Station Site Conat. 1701. " i. on* t/pr aoperat 1 ona I 
nol*e progreat rept 

CURIIS. N. (f Panntglvania Power & Light Co 83/03/22 SCUNENCEO. A 
HC»nalog Drench 2 Ip 12433 107 24X F Icha 90-387, 02/03/32. 

C203270290 


— 0303370299 "Sound Lavel Keaturementa Near Ouaquehantia Steat 
Clactrlc Station Gita Con«t, 1791. " contt/praoparatlonal 
not** progreta rept 

BARNES. U 0 . UOOO. E U Bolt, Oerancic (. Newman. Inc 3034A-6 
ei/12/31 31pp 12433 109 24X F 1 che 90-307. 82/03/32, 0303.790290 


S Roportabla occurrancat. LERa t> related correspondence 


0203330323 Final daflclencg rept re Agastat general purpose auclliarg 
control ral ag *. Ini t tal Ig reported 811134 Relag batea will ba 
replac ed. A1 a o raported per Part 31 

CURTie.N W. Panntvlvanla Power 1. Light Co. 62/03/07 HAYNES. R C 
Roglon 1. Office of Director 3pp 12381 294 24X 

Ficha: 90-307. 82/03/09, 8203330223 


8203230947 Part 21 rapt re eclatence of goldflah In aprag pond. 
Inltlallg raported 020303 Ooldflsh elimination will be 
completed prior to Summer 1962. Util will perlodlcallg 
eienlne pond to preclude relntroduc tton of flah population 
CURTIS. N H Penned Ivan la Power 6 Light Co 02/03/09 HAYNES. RC 
Region 1. Office of Director 2pp. 12303.100. 24X 

Flcbe; 90-387. 02/03/09. 820323094 7 


B2O3330691 Final daflclencg rept re Improper orientation of bac 1. draft 
isolation danper*. Initial Ig reported 810603 lirproperlg 
oriented dampert identified I. orientation c orrec tad. Un 1 1 I 
wart completed Unit 3 pending. Alto reported per Part 21 
CURTtB. N. W Pennsglvanla Power 1. Light Co. 63/03/10. HAVNE8.R.C. 
Region 1. Office of Director 2pp 13389: 162 34)C 

Pi Che: 90-307, 83/03/10.8303330691 


8203330639 Final daflclencg rept re violation of saparati on/ 1 so let Ion 
criteria for Clast IE electrical aqui pment. Proc adura FP-E-10 
It Drawing S £-396 t. E-60 developed to reflect current 8AR 
coauil tmante. A1 to reported per 10CFR21. 

CURTle.N.M Pannsdlvanl* Powar t> Light Co 82/03/19. HAVNEQ.R.C 
Region 1. Office of Director 7pp 12388:316 34X 

Flcbe: 90-387, 82/03/19,8203330629 


T. Haarlng transcripts on non-antltrust matters 


6203230199 Kairorandum t. order correcting transcript. 

OLCASON, J. P. Atomic Safetg and Llctnslng Board Panel. B2/O3/I0. 
lOpp. 12381:241, 24X F 1 cbe: 90-387, 82/03/1 B, 8203330199. 


6303390366 Forward* portion* of haarlng tranecrlpte In which FEMA 
uitnaasas toatlfled. In retponta to B20316 I tr. U/o encl. 

CHRISTENBUfiV, E. Haartnga Olvlalon. 83/03/39 PERRY, 8. U. Federal 
b’isergenev Managanant Agency Ip. 13433:013 34X 

FlChe: 90-000, 82/03/39. 8203290366. 


docket 30"33a SuSOLEHALHA 3TEAH ELECIBIC OIATION. U.NIT 2 


A App 1 1 c at ion/ c onttruc 1 Ion stage documents S. c orre&pondsnco 


0303030343 Solicit* support for operator wortthop bg providing 
attendance of one or two licensed shift personnel Horbshop 
scheduled for 020316-17 In Ooston.HA 

ElSENHUr.DO Division of Licensing 82/02/16 CURT18.N U 
Pennsvlvanla Power t. Light Co 3pp 12113 399 24X 

Fiche 90-307. 02/02/ 16. 830303034 3 


8203040229 Advises of NRC review 1. assessment of use of AGMK Cade 
Cate N-316 Com.->lsston has approved code for general use 
Code riag be used In const of components Use should be 
documented bg amending FOAR 

aClwENCER. A Asiistant Director for Licensing 02/02/17 
CURTIS. Id U Pennsglvanta Power t. Light Co 2pp ISI34 361 24X 

Fiche 90-387. 03/02/17.8303040329 


G20304031B Forwards request for addl info re design of remote 
shutdown panel 

eClIHENCCR. A Ltcenilng Branch 2 02/02/17 CURTIS. NM 

Pennsglvanla Power 6 l.lght Cu 4pp 12137 244 24X 

Fiche 30-307.02/02/17.8203040310 


8203040361 Notification of 820233 meeting w/utll at site to discuss 
open/c on f 1 rma t erg issue* 

PERCH. R Operating Reactor* Ur ant h 2 02/02/17 OCHl/CNCER. A 

Operating Reactors Branch 2 3pp 12130 OOt 24x 
Flcne 90-307. 02/02/17. 8203040361 


0203090ID9 Request* addl info ro remote shutdown design Response 
requested within two wk* of rocelpt of Itr 
BCHWCNCER.A Licensing Branch 2 02/02/17. CURTIB. N U 

Pennsglvanta Power 6 Light Co 4pp 12149 329 24X 

Fiche 90-307. 02/02/19. 0203030109 


02030100B9 Advises of slight increase in peak Urguell pressure during 
OOA due to copping of five vacuum breaker downcomar* t. 
revised load line limit analvsls Tgpe A. Q I. C leak rate 
test* wt 1 1 be affected 

CURTIB. N. 14 Pennsglvanla Powar t. Light Co 03/03/33 SCPUENCER. A 
Licensing Branch 2 2pp 12070 300 24X Fiche 90-387.82/02/23. 

0203010009 


6203100937 Hollflcotlon of 320311 meeting u/utll In Bethssda- 140 to 
discuss remote ehutdown panel Issues 

PERCH. R Licensing Branch 2 02/0.3/03 SCHU'CNCER. A Licensing 

Branch 2 3pp 12217 131 24X Fiche 30-387.02/03/03.8303100937 


8303090416 Forwards addl Info re valve accelerations per seismic 
qualification review team aud I t of util B11229 subrittal. 

CURTlS.N U Pennsglvanla Power S. Light Co 82/03/09 BCHUENCF.R.A 
Licensing Branch 2 4pp 12163 279 24X Fiche 90-387.02/03/05. 

8303090416 


6203120311 Advises that Alternative I will be incorporated Into design 
of BUR scram discharge sgs. In respon** to Osnerlc Ltr 81-18 
CURTIS. N U Pennsglvanla Power 6 Light Co 02/03/00 9CHI4ENCER, A. 
Licensing Branch 3 2pp 13349 139 24X Fiche 90-387, 83/03/00. 

8203120211 


6203130219 Respond* to 810019-20 SORT audit requesting statement re 
qualification docuirents for N8S8 equipment Seismic plus 
hydrodynamic load* were conaldared in all NB08 equipment 
re-evaluatton by OE on SORT program 

CURTIS. N.W Pennsylvania Powar I. Light Co 82/03/00 aCHWENCEll.A. 
Licensing Branch 3 Ip 12349 129 24X Fiche 90-387.82/03/08. 

8203120219 


83031Q0030 Summary of 030301 mooting w/util In Bethssda.ND re design 
control measures taken at facilities. 

PERCH. R L Licensing Branch 3 83/03/00. Licensing Branch 2. 

4pp I333B 168. 24X Fiche 90-307. 82/03/08.8303100030 


0303110001 Oencrlc Ltr 82-04 to all licensees of operating plants, 
applicants for OL t> holders of CP re use of INPO 8EE-IN 
program 

EI8ENHUT, 0 0 Division of Licanilng 82/03/09 HAU6PUR0, A 
Consolidated Edlton Co of Now York ^PP- 12291' 031. 24X 

Fiche 90-000. 02/03/09. 03031 lOOOl 


8303190070 ReapondS to 020319 raqueil for addl Info re remote shutdown 
requirements Table w/locattona not controlled from remote 
shutdown panel encl 

CUHTIS.N. w Pennsylvania Power t. Light Co 02/03/10 8CHUENCER. A. 
Licensing Branch 2. 6pp 13299:061. 24X F t Che : 90-387. 82/03/10, 

0203190070 



5 4 n,;- at Gr0325-2A otttlngt u/util in Luierne Countu, 
t= '«;n S;»« S»c$ien 3/4 3. initrufflcntatlon. 

:r. 2 02/03/10 SCHHENCER. A. Liconsiiifl 

24 J Fltti» 50-307,02/03/10.8203220136. 


:r- 5f 620323-26 oxttngt u/util in Luiern* Cogntu, 

• / trnitap^ 1 1 tf Vi li t. 


;t i ‘icitisr 

• 'J 33 c; 

L.;,r,,,ra Brjnrh 2 02/03/10. SCH»£NCER,A. UlCBI.sing 

-VP 123»2 202 24X FicN»: 50-387. 82/03/10. 8203230037. 


3/ 020317 npetlng u/utli in BethfitiJa.HD to 
;4« 31;4l(-:t 4-41 Jiu 


Lic,.,,,r:, Orjnth 2 02/03/12. SCHHENCER, A Lleer.Blo.. 

p; 123.4 340 24* Fiche; 50-307, 02/03/12, 8203220133. 


eu 


ioi' S'^rlption for ln<tepe„ient design revl 

. ,.4l.i p.p.P.j Li4.it. 4 scop, of review 6 ” 

IJ 64SIC design info defined. 

F.FR.jUonii Pcaer 4 Light Co 82/03/1* ctruuFMrcD a 
2 epp 12334 2Sg .r, f . “ SCHHENCER, A 

12JJ4 .2S9. 24X FI Che: 50-387,82/03/16, 


■..'411", <J U 

Br, 




30-: 4 7 


! ’*'*'■* * Pofiparison 

‘‘2.‘’''24X°Fichr50^M7 SCHHENCER, A. 

•J'BX riche; 50-387, 82/03/24, 






F^«L^’^L‘’ '"Ventorg Makeup 

24* F.ch ,: 50-000.82/03/26, UoMOM?.''”** 


“HL- *" 

124*6 057 ">’•’■*“'>9 Plant Owneps q-a. 

=4* P. the ; 30-000,33/03/2^ 62/03/24. Upp. 


fralt/finAi 

e|;vlron6.„t„ St4t.«ent,. supp„ 

“ ’ *■ '°'’7»*pendence 

T* -- — 


24X ^<che:50-3B7 aj,,^ J'*vi»ipn 

92/03/08, 8303130M3 

Nftr ^ ‘ 


OKVIWIJ 

"'port (SERI, supple ^ 

*■ ^“'■respoiiiJence 

4- 


— a — ’ -^•fwiiqenct 

BA:3>J3GCAi Eorosrd, eWT fo 

" *'"• u 

W-Woli®"'"''' = ‘=‘”''‘=3“'24X SCWeNCER.a. 

• 00-387,82/02/25, 


•^♦rgencv t fi^. 

p,^.ction pi on. 




B.th„da.«B to 

7,p «=7I7 nj ’ SCHHENCER, a li 

150073 R.. 


031500 7 3 «=03.0054I. 

— 

4^31500?3 -- - 






ifnplQfnentlng procedures, reviset 

6r“"ch.'“‘?p“' "“sS^rich^^so^""- 

4/4* ' he; 50-387, B2/C 


S2032S0091. 


~’BS03Sd00'?4 /*QrijJar{fs nuhi4^ j 

Implementing pi'oceduras, in3lu(iing°Pr oc'^a ® omergencg p| 

emorgencg c Ussi fi cation H /ep-D^-OO^^- '''''’' ^P-'P-OOl r 

'°'’™ I'ncl *™PP9en£g mjt 

CO. - 

24X Fi Che: 50-387, 82/03/22,8203230091 ‘P- “ 


B2032S0097 Public version of revised smorn 

classification *. EP-rp -002 re emnlin •"'•pjencg 
4 Pennsylvania Poo,or 6 Ug^t cT "oU f Ication. 

24X Piche: 50-387, 82/03/22, *OOPP. 124 


’ 62/03/22, 8203230091 
0^ Adjudicatory correspondenc 


0203030231 Commends B Swiron t< 3 PsrA.. 44 a 

Emergency Management Igency "'Jp TH0MAS,L.H. 

Ftche: 50-387, 82/03/02, 92S3050231; 


3 Chesnu/^Su?"2inruo^^ru^tirinr“ff“‘r‘'*“'' ‘PP’’"* 

c/(RysTESBw^‘r V'*? p-'p-p-t^^n " *^"“''** 

0203050264. P’ 12132.044. 24X Flche; 30-000, 


0203310153 Proposed findings of fact i, 

ovacoatlon plan. * ** ^®nclu*lons of lau 

24/FfAr"L''®“‘"** Nuclear Dangers B 2 /m,DA „ 

24X Flche: 50-387. 82/03/26, 8203310133, ^PP- I 


emergency plan u/all 20 commu^iu'“ "J? conduct compn 
on Contentions 6 «, 20 shouTd hi ‘*** .’’*’'“ '^*P^*‘"»- 
by FEMA. applicants S< Statn'^o^L''^''' •=‘’ ‘<»»ntlfy per 
HALUIOAM, T. F. Cltl 70 n«*a PA- Certificate of Bvc end 
Atomic Safety and Llqonslno ‘’*"SeP»' 82/03/ 

Flche: 50-387:'82%3/2"^,2?55.‘' =>2 


‘^opeespondenco 


0203190232 Requests 820222 c 

K. H. Affilidt;ffln II l'' forward#d to proptr locat 

the Secretary o"ih%‘ ‘2" S2'02/22. CHIU. 8 J I 

Fiche: 50-387, 82/02522,8223^258. 2 « 


^MERTzfK'*H°‘’‘’AffiiJ^t}“*'' licensing. 
^i"??l!-?’soard Pane..'’" 


8203190232. 


a4X Flche: 30-387, 


recent licensing hearings ova ’!?**“"* raised in 011214 
«< provisions for handlino'fc P*®"*' Practice drll 

OIRCKS.h.j. «• Storage of nuclear uaste. 

32/02/24. NELLICAN," L Director for Op.rat 

Flche: 50-307. 82/02/24; B303Uo]oS ‘“‘®= 


SPELTER* inspector^'**'*'’'*’*""* Environ Associates 820209 It 

ip- 10216:031. 24 X pfche^^sn' 'j(j 7 Congressional 

Che. 50-387, 82/03/01, 8203110281. 


®r cap improporly ins ta 1 } 23*6°** repts that react, 
merely petched ** *“ ^hat concrete pipe hole. 

SCHULTZ* Q R a 

RHODES. 0 . R„Torr'’Sy5t s: 

nche: 50-387, laySoioifll^^yiSae?.*’'"*'"'- *'’• 


8203300001 Forua^d. 

concerns re reacto^'^SsIlM ?” Schultt 020209 Itr tip 
• 44 * cooling towers ConcI!*'* ?*',*^*P ** *®roB concrete 
efforts. • Concern* being addressed by NRC 

DIRCKS* U. J. Of#i^A n£ AL 

pfch^'^in * ®^6CT0fi,A. 9anate''"*f*'^* Director for Operal 

Flche: 50-387. 82/03/12, aaoSsMOOl. "' 


— G303300002 R«tpan<l& to CR Schulti 030209 |tr rs i^ue s 1 1 <iaab t e con^b 
pra<ttc«* or eUatlng dvfect* at factlltv Addl tnPo 
roquettod in order for MRC to conduct neoningful 
(nvee ttgstf on 

8TARC3TECKI . R Olvltion of Project t, Beeldcnt Rrogramt 03/03/11 

SChULTZ.O. R Affiliation Unknown 7pp 13460 399 34X 

FUhe 90-387. 03/03/13. 8303300COI 


I financial Inforr^atlon 


0333390343 Foruards Annual Financial Ropt.l9Hl 

<:i/RTIS..'i Ul Ptnnaijlvania Poaer t. Light Co 03/03/34 OENTON. H. 
Office of Nuclear Reactor Regulation. Director Ip. 13438.063 34x 

F 1 c !>a 90-307. 03/03/34, 9303390343 


-'8303390244 Annual Financial Kept. 1981 

• Petineglvania Pouer i. Light Co 83/03/01 93pp 13430 063. 

344 FIcho 90-307.83/03/34.9303390343 


0 Inepacilon report*. IE Ovlletln* t< correspondence 


8303090440 Foruards IE Info Notice 03-0 1. Revl s 1 on 1. "Auilllarg 
Feedwater Pump Lockout Resulting Fron tie* 1 1 nghous e U-3 
Suite!) Circuit Mod " Revl*ed Table 1 1* also enc 1 to 
clarify circuit diagram* No urltten i:e«pon*e required. 

KAVNES.R.C Region I. Office of Director 83/03/36 O'TOOLC.J 0 
Consolidated Edison Co. of Neu York TALLHAN.W C. Public Bervlce 
Co. of Help Hampshire HCIICIlLpC A. Pouer Authority of the Statu of 
Hfi> York. 9pp 13137 177 34X flche 90-000.03/03/36,0303090440 


03031600B3 Foruards IE Insp Repts 90-387/82-03 <• 90-300/83-03 on 
820301-04. No none Omp I lane s noted 

Sf AROSTECK 1 . R Olvision of Project 6 Resident Programs. 83/03/36 
CURTIS, N.N Pennsylvania Power S. Light Co. 3pp. 13300' 179 34X 
Flche 90-307. 83/03/36. Q3031600B3 


--0303160086 IE Insp Hept* 90-307/83-03 t> 90-300/83-03 on 030301-04 Nn 
none oirp 1 lance noted. Major area* Inspected const site visit 
of Unit 3 Interior 6 exterior 4. interviews w/personnel 
NARROW. L. . MCCAOE.E C. Division of Project t> Resident Programs 
02/03/39 epp 13300 177 34X F I c hs 90-387. 03/03/36, 8303 1 60003 


0203330301 Ac k receipt of 820323 Itr Informing NRC of steps teken tu 
correct violations noted In 1£ Insp Repts 90-337/01-36 tS. 
90-388/81-13 

STAROSTECKl. (1. Division of Project t. Resident Programs. 03/03/0S. 
CURTIS, N U. Pennsylvania Power t. Light Co Ip 13378 280 34X 

Flche; 90-397, 83/03/09, 8303330301 


— 8303330309 Responds to NRC 820107 Itr re violations noted in 1C- Inep 
Repts 30-307/81-36 6 90-308/01-13 Corrective ac t 1 ons . unused 
connectors on Crosby solenoid valves protected to prevdnt 
degradation from dirt or other contaminants. 

CURTIS. N U. Pennsylvania Pouer t< Light CO 03/03/33 
STAR03TECH 1 , R. Division Of Project 6 Resident Progrems. 3pp. 

13378:281. 34X F 1 c he ; 90-387. 83/03/09. 8203330301 


8303390476 Forwards IC Insp Rtptt 90-387/82-02 tc 90-388/83-03 on 
020319-29 No none omp 1 lane r noted. 

&T AftOSTCCItl.R . Dlvlston of Project 1> Resident Programs. 83/03/10 
CURTI8.N W Psnnsylvonta Pouer << Light Co 3pp 13411 104 34X 
Flche 90-387, 83/03/10. 8203390476 


--8203290489 IE Insp Repts 90-387/82-07 6 90-380/83-03 on a2Q2tR-39 
No none omp 1 lane s notad Major areas inspac ted: pips hangers L 
supports t< status of outstanding Items. 

NORRON, L . MCCABE, E. C. Division of Project 6 Resident Progroms. 
03/03/10 7pp 13411 106 34X F I che: 90-387, 82/03/ 10. 8203290476 


8203310333 Foruerds IE Info Notice 82-06, "Failure of Oteem Oenerator 
Primary Side Manway Closure Studs." No urltten response 
required 

HAYNES, R. C. Region 1. Of flea of Director 83/03/13 O'TOOLE. JD 

Coneolldatad Edison Co of Neu York 9pp 13493- 084 34X 

Flche 90-000. 83/03/12. 8303310333 


8303170373 Foruerds IE Info Notice 83-03. "Environ Tests of Electrical 
TtrmlnaT DlocVs " Ho urltten response required. 

HAYNES. R.C Region 1. Office of Director 83/03/19 □ 'TOOLE. J U 

Consolidated Edison Co of Neu York. Spp. 13313:339 34X 

Flche: 90-000. 83/03/19.8203170273 


8303170406 Foruards IE Info Notices 83-04, ‘‘Potential Oaflciency of 
Certain AOASTAT C-7000 Series Tlme-Oslay Relays" 6 82-09. 
■tncreaslng Frequency of Orug-fielatad Incidents.” 

HAVNEB. R. C Rtglon I, Office of Director. 03/03/19 O'TOOLE. JD 

Cental Idated Edison Co. of Nou York. 9pp. 13330:031 S4X 

FI the: 90-000. 83/03/19.8303170486 


8303310361 for -j arts IE Info Notice 82-07, '‘Inadequate Eecurit., 
Scrsening Programs ‘ No written response required 

HAVNES.F* C Region 1. Ufftce of Director 83/03/16 O'TaCLE..) I> 

Consolidated Edison Co or New York 9pp 13499 073. 34X 

riche 9CJ- 000. 03/03/16. 820331036 1 


030336031*7 Foruards Revision 3 to inservlce insp p lan. re f I ec 1 1 ng 
changes a* result of scope change to Cantrel rod drive sys. 
Including scram discharge vol piping 

CURTIS. N W Pennsylvania Power 1 Light Co 03/03/33 SCMNENCFH. A 
Licensing Uranch 3 ip 1343,7 143 34ii KUhe 90-387. 83/03/3l‘. 
8303360219 


-B303360S34 Revision 3 to inservice insp p t an. r of I ec 1 1 ng changer 
resulting from inclusion of sers.'s discharge vol piping 
» Pennsylvania Pouer t Light Co 03/01/28 7pp 13433 143 3/ 

Flche 90-33/. 83/<*3/32. 0303360319 


R Periodic operating reports t related correspondence 


8303390390 Foruards ‘OounJ Level Measurements Near Susquehanna Steam 
Electric Station Site Con»t.l90l. ‘ cons t/pr eopera 1 1 ona 1 
nutse progress rept 

CURTIS. N W Penns-, Ivanta Pouer S. Light Co 83/03/32 SCUMENtFR. A 
Licensing Oranch 3 I? 13433 187 34X FIcho 90-387.03/03/33, 

0303390390 


--8203390399 ‘‘Bound Lovel r.easur eirenls Hear Susquehanna Steam 
Electric Station Site Const* 1981." c ons t /p reoper at I ona I 
noise progress rept 

OARnES. J D . UQDO. E M. Oiilt. Beranck S. Ndwman. Inc 3034 a 6 
81/12/31 3lpp 13433 109. 34X Flche 90-307. 03/03/32. 03O33'/O39< 


S Reportable occurrences. lERs 6 related cor rpftpondenc e 


8303330333 Pinal deficiency rept re Agastat general purpose auxiliary 
control ro lay *. in 1 1 1 a 1 1 y reported 811134 Relay base* uill be 
replaced Also reported per Part 31 

C0RT18.N U Pennsylvania Power 6 Light Co 02/03/09 MAVNElj. H <: 
Region 1. Office uf Director. 3pp 133QI 294 24X 

Flche 90-387. 83/03/0*/. 0303330333 


6303330947 Part 21 rept re existence of goldfish in spray pond. 
Initially reported C30303 Onldflsh elimination ulll be 
completed prior to Oummer 1903 t/tll ulll porlodicelly 
examine pond to proclode re Intr oduc 1 1 on of ft»h population 
CURTIS.N W Pennsylvania Power *. Light Co 03/03/09 KAVNEU-R C 
Region 1. Office of Director 3pp 13383 iOO 24X 
Flche 90-387. 03/03/09. 830333094 7 


8203330691 Final deficiency rept re improper orientation of back drafi 
Isolation dampers. 1 n 1 1 lal 1 y reported Q10603 Improperly 
oriented damper* Identified ti orientation corrected Unit 1 
work completed Unit 3 pending Also reported per Part 31 
CURTIS.N W Pennsylvania Po-wer 8. Light Co 83/03/10 HAYNEJ.R { 
Region 1. Office of Otrector 3pp 1338? 183 34X 

Flche 90-307. 83/03/ 10. 030323069 I 


8203330629 Final deficiency rept re vloletlon of separat 1 on/1 so lat 1 pn 
criteria for Class IE electrical equipment Procedure FP-E-IO 
6 Orauiny* E-396 6 E-60 developed to reflect current 8AR 
commi tmer t s. A I so reported per I0CFR3I 

CURTIS. N.W Pennsylvania Pouer 6 Light Co 83/03/19 HAVNES.n.C 
Region 1, Office Of Director ?pp IS30Q 316 34X 

Flche 90-387. 82/03/19. 8203330639 


T Hearing transcripts on non-ant 1 trust matters 


8203330199 Memorandum 6 order correcting transcript. 

GLEASON. J P. Atomic Safety end Licensing Board Panel 82/03/10 
lOpp 12301 341 34X Flche 90-307.03/03/18. 8203330199 


8303390366 Forwards portions of hearing transcripts In which FEMA 
wltnessee testified. In response to 830316 Itr U/o enc 1 
CHRI8TEN0URY, E Hearings Division 03/03/39. PERRY. S. U Federal 
Emergency Management Agency. ip 13433 013 34K 

Flche 90-000, 03/03/29.8303290366 


DOCKET 90-389 ST LUCIE PLANT, UNIT 3 


A AppI 1 cat ton/c onstruc tton stage documents 6 correspondence 


8201130478 Forwards CEN-189. ‘‘Evaluation of Pressurljed Thermal Shock 
Effects Due to Sirall Drea* LOCAs H/Loss of Feedwater for 
C-E NSBS. " 6 Apps A-J. In reeponee to TMI Action Plan 
Rsqulremslit II K 2. 13 

OASKlN.K P C-E Operating Plante Owners Oroup 81/13/31 
EISENHVJT. 0 0 Division of Licensing 4pp 11378 034 34X 

Flche 90-399. 81/12/31,8201130478. 



3 of l9Ch Sfscj 

N£fisES. W LKermnfl Br^nen n. 02/02/33 mOAOUtA. F J deeming 
Oraneh 3 3p( 131 49 337 34 X Flch» 90-389. B9/03/33. 8303090029 


S333330101 Notification of 830302 meeting u/utlt In OekbetilA.HO to 
revleo «i)ulp<i>ent qua I 1 f Ic a t tone Agenifa one I 

SVHBEa, 9 L»cen»in'9 Brancl. 3 82/03/23 MtRAOt, lA. F J. Llcomlnj 

Branch 3 9p p 12139 379 34 X nehe 30'3e9. 82/02/33. 02O3O8O1OI. 


(i3931S0l«& Nattftcatton oF 8204 27 meeting u/utll In BethetCa.MI) to 
J14CU%3 OA program & t*i Ceternitne if aitg a4d I rovleut are 
regulreO ae r«eu)t of recent protlems found In guaittg of 
ccilgn l> convt at other ptanti 

•ifOSES. w Ltcentlng Branch 3 02/03/03. MlBAOLtA, F. J Ltcpnolng 

Branch 3 3 pf 13399 3f»0 34* Flthp 90-389.83/03/09. 8303130166 


0203133260 notification of 820309 meeting w/v tl I. EOA9CO t C-E In 
Beth e sda. hO to discuss seisnit h dynamic eg u 1 pmen ( /pump Sg 
valvo pporabiiito pre-aucit 

uEnseS.V Llcenoing Orance 3 83/03/03 tllRAGI.IA.F J Uicenslng 

Orarti 3 3f g 13399 33a 34* Ftche 30-309.33/03/03.0203130260 


820.1) ICCOI Oererlc Ltr 02-04 to all licensees of aparatlng plants, 
applicants fcr CL t. holders of CP re use oF JNPO SEE-IN 
prop rair. 

EIEEFimiT.D 0 Oiutslcn of Licensing 82/03/09. HAtiSPUfiO.A 
Ccnsolldatei; Edison Co of N'ei.- rorl. rlATHEU9.E B Wisconsin Public 
Serv.ice Corp jOPNDON. W P Yankeb Atamlc Electric Co. 2pp 
12231 031. 24« Flihe 30-000.82/03/09.0203110001. 


6203160300 FnrLards -mutes of 020219 meeting u/utll 9. C-E re dual 
llcshSlng of reactor operators Atlendante list b slide 
presentation rnc 1 

V.*Hf»IO.B E Florida Pc.-er t Light Co 63/03/10. KlBAOLIA.r J. 
Licensing 9rancf 3 20pp 12J06;312 24X Flche 30-309.02/03/10. 

6203160360 


8203220324 Advises ttat pruposes lech epacs were provided to HftC durltic 
030301 meeting 

L'MRIO.B E Florida Pouer h Light Co. 03/03/17 EISeHKVll. 0. 0. 
Otvltlan of Licensing Ip 13359 3*9 34X Flche • 90-309. 02/ 03/1 7. 

0203230334 


8303300116 Fpruerds minutes of 820302 meeting Its Betheede.MO re 
equipment qua ) I F ic ation 

O/'BJO.R £ Florida Power {, Llgllt Co 82/03/23 EIBENHUI.O 8 
Division of Licensing 3pp 13449 OOl. 24X Flche 90-389.83/03/23. 
0303300110 


8203200149 FOrLards response to request for add] Info re mini-put go 
sgs valves 

U'lRIO. K E Florida Power tt Light Co 62/03/33. EISENHUF.O 0. 
Division of Licensing 30pp 12449 117. 2411 Flche. 90-389. Sfl/03/2.1. 

02O.33CO149 


6203380083 Responds to h'4C 820324 ltr transmitting revised biological 
asseesirent for OL revtesi stage gee Section 7 of Endengsred 
Species Act cf 1973 Concurs that endangered i>/or threatened 
species under purview rcoutd not litelg be affected 

EKOERO. 0 n Conoterce. Dep k. of. Naklonal Oc eanograph Ic 1. Atno epherl c 
Aanlnlstratlon 02/03/26 ttlBACLlA.F J Licensing Branch 3 Ip 
12446 266 24K F I che; 90-389. 92/03/36. 8203300083. 


E nBC Bafekg Evaluation Report ISERl. suppls b correspondence 


8303320395 Forvierds estlmeted completion dates Far all ositstend tisg h 
conf irieatori, issues identified In Sections 1.7 b 1.8 of 
NUHF.O - 0043. 6u p p I 

UHRIO-R e Florida Power b Light Co 82/03/16 EISENHUT. 0 6 
OIvlsiDi) of Licensing 6pp 12359.039 247 F I cne : 90-369. 83/03/ 16, 

8303230333 


8303330290 Foriiiards minutes of 820329 telcon u/FJRC re < I ar If ic a 1 1 pn 
of requirements for Indication, b alarms for Class IE dc 
pouer sgs per SER Section 832 

LHRIO.R e Florida Power b Light Co. 82/03/17. EIBEMKUT.O « 
Division of Licensing 3pp 12359^019. 34< F J c he . 30-309, 03/03/ 1 7. 

0203320290 


B203230ZQI Forwards Endorssment a tb ANJ Qinder 60-59 

FIElOER. J Karsh b McLennan. Inc . H b M Nuclear Consultant!* I' 
Olv 83/03/16 SalTZfIAN. J Antitrust fc Economic analgels 0i 
iOtl I Itg Finance I 3pp 12378 311. 24X F 1 che 90-339. 83/03/ I. 

8303330201 


K Antitrust c o rre spondanc e 


0303120206 Order ei tending time until 820317 for Coffi-site 1 on to 
tohslder petition to review ALA8-663 

CHIlA.S j Office of the Secretarg of the Coeailstion 82/03/ 
Coirmlas loners Ip 12247 136 24* F it h o : 30-309. 03/03/ 1 0. 

0303120286 


6303160116 Responds to Parsons b Uhlttemore b Resources Recover, 
Countg) Inc 830303 Hr objecting to motion to termlnete 
proceeding unless license condition Imposed. NRC lacks 
jurisdiction to grant relief 

B0U4N10HT. vl A Lowonste 1 n. NeUtiian, Re 1 1 . Ai el rad b Toll. 
aclUKtNOHT.O A Florida Power b Light Co. 02/03/10 BLOClt.P. 
Ot'OOAN, H A . lA 70> R M Atomic Safetg and Licensing Board Pare 
4pp 12300 203 24X Flche 90-389.83/03/10.8203160116 


--0203)60131 Joint motion to withdraw FL Cities Lntervent loo* d I s 
ter.stnate proceedings b vacate A6 l 8 DI131I memorandum b 
order Settlement moots dispute between FL Cities b util 
Certificate of Sve end 

ROTH. A J Flprida Cities OOuVtlllOHT.J A Florida Power b 
Co • Fort Plorco-Fl 82/03/10 Atonic Safotg and LUe 
Board Panel 6pp 12300 207. 24X F ic he . 30-309. 03/03/ lO. 

82031601 16 


6303170282 Utthdraual of 700038 requast that Commits Ion l not 1 tut 
Section 105a proceeding against uttlFL Cities has settled 
all differences w/ut 1 1 Cert If I c atf of 8vc enci 
RQTH.A J Florida Cities. 83/03/10 Commissioners 4pp. 
13313 230 24X Flche 90-000.82/03/10.8303170303 


8203330372 Advises that Commission declined to review ALAB-653 4 
Commission to act has e xp 1 red. Dec 1 si on bacama final ageiicg 
action on 830317. 

CHILK.8 J. Office of the Secretarg of the Commission- 82/83/ 
Office of the Executive Legal Director ip 13384 343 34K 

Flche 30-309.62/03/19,8203230373 


8203290369 Memorandum b order granting Orlando Utils Commies ion 
b Oalnesvllle Utils Dept 010604 motions to urlthdrau A&L8 
811311 menorandum b order . L0P-81 -30. I S vaca t ad. Proc eed 1 npe 
dismissed 

BLOCK.P 0 . DUOOAN. M A . LA70.R.K Atomic Oafetg and LUenaln 
Panel 83/03/24 6pp 12428 336 84x Flche 30-389.62/03/34 

8203290263 


0203310364 Confirms telcon informing that case terminated pn Bl/*’ 
ASLS 620334 memor endue b order end. 

VOOlER.O H Antitrust Division 62/03/29 UI8E.U 8oa>lnolf 
Electric Coop eretlve. Inc ip, 12451 092 24* Flche 30-309. 

82/03/29. 8303310564 


0 Inspection reports. IE Bulletins b c orrasp ondanc e 


a 20300!>349 Forwards IE Info Notlcs 82-01 . Rsvt slon 1. “Auilllarg 
Feedwater Pump Lockout Reeultlng From Westt nghouse H-2 
Switch Circuit Mod *' Mo response required. 

O-REILLV. JP Region 2. Office of Director 83/03/36 UHRIC 
Florida Power b Light Co DaIl.L C. ■ PWkER. U. 0 Duke PowOr 
4pp 12199 183 24X Flche 50-000, 82/03/36,8303080349 


8203330500 Forwards IE tnsp flepts 30-333/83-02 b 90-389/82-02 uh 
620302-03 No noncomp 1 lane e noted 

LONO, F J Division of Project b Resident Programe. 83/03/02. 
UHRtO. R E Florida Pouer b Light Co 2pp 13409 327 SAX 
Flche 30-333, 02/03/02. 8303350508 


-0203350514 IE Insp Hapts 50-335/82-02 b 50-389/82-02 on B2020S 
noncomp 1 lance noted Major areas Inspected . safe tg-rc la ted 
structures b supports, observations of work b revleu of OA 
records 

BLAKE. J J , HERDT.A. R. Division of Engineering b Technical 
Programs 02/03/01 6pp 12409 329 34X Flche. 90-333* 63/ 

0203290500 


dS03l7044l Foruardf l£ Notic* fl3-03. 'Knviroa Tests or' Electrtr/rl 

r*ri*tnal Olocis - 

O'fiElCLY.J P Region 3- Or'Tice oT Olrectot 03/03/04 UMRIU.K.I- 
r I or Ida Po^sr «. Llgtit Co 4pp 13313 309 34X 

Flc^* 30-000. 63/03/04. 0303170441 


03033»0344 Taruardt TE Insp Rept« 90-33a/«3-rt6 *• 30-309/03-09 oti 
030303-13 Mo noncoirpl lance noted 

LEMIS.R C Division oT Projact & Resident Programs 03/03/04 
UKRtO. R E. Florida Po^er {, Light Co 3pp 13413 333 34X 

rHkt 90-333. 03/03/04.030339034 4 


--0303330346 IE Insp Repts 50 339/83-06 t. 90-309/03-09 on 030300-13 No 
rone Oihp 1 1 anc e noted Major areas inspected full scale 
ccerdlnated radiological emergency exorcise 

PNOflEWS. O L . BTANSnERRY. W u . MCFARLAND. C H Division oP 
Energentg Preparedness V Cperational Support 03/03/03 I7pp 
13413 399 34X Ficho 90-339.03/03/04.0303390344 


G303170339 Act rocolpt oT 030312 1 tr informing MRC of steps taken to 
correct violations noted In IE Insp Rept 90-3:19/01-30 
Corrective actions stated in response are adequate 
LEtilB.R C Division of Project t. Resident Programs 03/03/09. 

OHRIO.R E Florida Pouer (< Light Co ip |23I9 194 34X 

Ficha 90-333.03/03/09.0303170339 


— B303170333 Forwards 1C Insp Repts 30-339/01-30 t< 90-309/01-30 on 
011011 — 1124 1. notice oI violation 

KELLOOO. P J Reactor Project Branch 3 03/01/00 UmRIO.R L 

Florida Pouier (. Light Co. 3pp 13319 190 24X 

Ficha 90-339.83/03/09.0303170339 


O2O33S046I ForuardS IE Info Notice 02-06. "Failure of Steam Oanorator 
Primary Side Manb.ag Closure Btuds " No urltten response 
raquetted 

O'REILLY. J P Region ?• Office of Director 03/03/12 UMRIO.R P 
Florida Pouar t. Light Co 3pp 12409 186 24X 

Ficha: 90-000. 02/03/13. 0203330401 


O2032&029O ForuardS IE Info Notice 03-07. “lnadc<luate Securltg 
Screening Programs " 

Q'REILLV. J P. Region 3. Office of Director 02/03/16 OHRIO.R P 
Florida Pouar «. Light Co 4pp 13424 107 24X 

Ficha 90-000. 02/03/16. 0203260390 


9203290330 Act receipt of 020100 V 0219 Itrs informing NRC of steps 
taken to correct vlolattoni noted In IE Insp Rept 
30-389/GI-22 

LONO- F 3. Division of Project 4. Resident Programs. 03/03/10 
i/HRIO.R.E Florida Pouar & Light Co Ip 12413 191 24X 

Flcne: 30-309. 03/03/10. 8203390338 


-'8203230339 Responds to NRC 011209 Ur re vlQlotlons noted In It txisp 
Rapt 90-309/81-33 Corrective ac tl ons ; ua I d Ing supervisors 
Instructed to monitor uelds w/emmotar longs on dallg basis 
6 rept any violation 

D-'RIO.R E Florida Pouar (. Light Co 02/01/00 O'REILLY. J !■ 
Region 2. Office of Director 3pp 13413 193 34X 

F It ha ; 90 -399.63/03/ 19. 8303390330 


— 6303290340 Forwards IE Insp Rap ti 90-333/01-30 t 90-309/81-22 on 
811102-09 1. 09 & notice of violation 

O'Reilly. J P. Region 2. Atlanta. Office of the Director 
<81/03/011 01/12/09 UifilO.R E Florida Pouar «< Light Co 2pp 

18412 199 34X Flcht : 30-309. 02/03/18. 8203290330 


0303290342 Notice of violation from insp on 011102-09 S. 09 

a Raglon 2. Atlanta. Office of the Director <01/03/01) 01/12/0'/ 

ip I24I2 197. 24X Flche 30-309. 82/03/10. 0203290330 


— 0203290343 lE Insp Repts 90-333/81-28 1. 90-389/01-92 on 011103-09 (. O'/ 
Noncompl iatica noted Inadaguata corrective action for welding 
procedure vloletlone 

OIRARO.E. H i HEROT.a R Division of Engineering h Technical 
Inspection 81/11/30 9pp 13413 138 34X Flche 50-3Q9. 

63/03/10. B2O339O330 


R. Periodic operating reports 1. rotated correspondence 


0203040369 Submits updata for const/star tup progress for Jon 1982 
UHHIO.fi e Florida Power 6 Light Co 82/02/26 E16ENHUT.0 0 
Olvltlon of Llcanslno 2pp 12119 091 24X FI cha: 90-389. B2/09/26. 

6203040369 


8 Reportable 0 c < uri oil C'S. LtRs I. related correspondence 


8203170934 kin A I deficiency t ep t re broken studs or. lelai) meChantcnl 
inter lot k arms. Ini 1 1 s 1 1 j retort ei) 01 1 333 Pr ob ler is not 
generic but ptobabig .Jue to shipping or handling Al) 
defective aims replaced 

IiHRIO.R r Florida Pojvr b Light Co H3/CI3/26 O’RElL'. V. J I' 
Region 2. Office of Director 2;p 12338 004 34X 

Fit he 50 -30V. 03/02/96. fi.’OJ I 70934 


DOCAtl 50-390 WAItn OAR NUCLEAR 1*1. ANI. UN 1 1 I 


A App I ic a I ton/ c ons true t 1 an slagc docunents 1. c nrrnspondonc e 


8101270209 Discusses disseniirj professional opinion re compressed ali 
sgs.ERP election 9 J 1. Proposed Revision I Identifies events 
Involving saf etg -r e la t ed air piobleFs 8H(* should be promptly 
Implemented for ail operating reactors I. applicants 

CANTREl 1 . F S Region 2- .It lento. Reactor Construction 6 Engineering 
Support Dranch 60/0//0/ MURPHY. C £ Region 3. Atlanta. He.it ti.i 
Construction 6 Engineering Uupport Dranch 3pp 13399 164 1’4X 

flche 90-000- 00/07/07. OIOI27O.'’09 


1)203010000 Forwards revised response to NRC Ouestlons 37 1 29 re 
hydrologic engineering Four overslie figures enr 1 
Mll.I.S. L M I ennessoe valley Authority 82/02/32 AOENSAM. L 
Licensing Branch 4 i2pp 130/3 144 24x Flche 30-390.03/03/22. 

8303010000 


020304001 J Subirits infu re assu.mpiion of 3-s delay betueen reactor trip 
6 loss of power previously addressed In 030312 Itr 
N es t 1 nghousd analysis Indicating turbine trip at full power 
causes transmission grid Instability not true at site 
UISENOURO. n H Tennessee Valley Authority 82/02/36 AOENSAM. I 
Licensing Dranch 4 4pp 13117 1D6 34X I iihe 30-390. 03/02/26. 

8203040013 


0203030972 Identifies prehehter problem for Model 0 steam generators 
per 020123 reguest Ponding results of Westinghouse 
inves t i yai ion to ensure reliable operation of all models of 
preheat steam yeneratur s. startup test re.^ains unchanged 
MILLS. L M Tennessee Valley Authority 82/03/01 A0EN6AM. E 
Licensing Dranch 4 2pp I30V9 133 24X Ficho 90- 390. 03/03/01 . 

03030309/3 


0203110309 Forwards responses to NRC guestlons on rept. 'Evaluation of 
Liquefaction Potential of Sand Deposits Oased nn 
Observations of Performance In Previous Ear thquakes. 1981 . ' 
by Seed 6 Idr i ss 

MILLB.L M lennessee Valley Authority 82/03/03 AUEhSAM. F 
Licensing Dranch 4 97fp 13312 193 34X Flche 90-390.03/03/03. 

oaoat 10309 


0203190123 Forwards revision to F8AR Section 19 4 I 2. including charige 
in X hydrogen generation to 1 9‘X 

MILLB.L M Tennessee Valley Authority 02/03/09 AOh'NSAM. E 
Licensing Branch 4 I3p? 12396 364 34X Flche 50 -390. 03/03/00. 

8203190123 


8303110001 Oenertc Ltr 02-04 to all licensees nf operating plants, 
applicants for OL & holders of CP re use of INPO 8EE-IN 
program 

elOENHUT-D 0 Division of Licensing 03/03/09 HAU9PUR0. A 
Consolidated Edison Co of New York 3pp 1229I 031 24X 

FUhe 90-000. 03/03/09. 03031 10001 


0303170911 Updates response to Generic Ltr 02-01. new license 
applications survey Une application submittal re Drowns 
Perry spent fuel storage demons tratlon. invo Iving dry storage 
of spent fuel In tuo casks scheduled 

mills. L M Tennessee Valley Authority 83/03/09 TEOEBCO. R I 
Assistant Director for Licensing IP 13320 298 34X 

Flche 90-000. 02/03/09. B2031/0911 


02 03170069 Forwards revised responses to TMI Items t A I 2. II D 2. 
tI0I.ItD3.ttF 2. lie I.tlK39.IIA3 30 S.IIIAl I 
MILLB.L M Tennessee Valley Authority 02/03/11. ABENSAM. E 
Licensing Branch 4 16pp 12319 220 24X Flche 90-390.82/0 3/11. 

8203170069 


02D3I70I13 Forwards revised response to NRC Question 360 2. clarifying 
QA program re portable radiation monitors E. expendable 
te cpnsumable items necessary for functional performance of 
safety-related equipment 

UIEENBURO.M « lennessee Valley Authority 02/03/13 ADENBAM.F 
Licenslng Branch 4 4 pp 13314 313 24X Flche 30-390.02/03/12. 

o->mt 701 13 


4 i;;i ■ e • i tc tiHC stiur. & 01 30 1 . 

j. ■ • ' ». ■; •) ci'r».ti'j t,fc;'as’'if ertcn re •^eentng 

4 •■.••»!; . - 1 « u I ■->• Ite-Ii 

m; ■ M '>"««%rr .Jllfj a<’/03^l5 #Et^SAM. E 

. « ‘l} 12329 CJt £•»« EUAe iO -390. 02^03/1 i. 


32033?030l Sutnits rpvistfd r«sponie to NSC Oueetlon 3 l 2 119 .. .(. 
iurvollldOCe r rquirer-jots In high flui thutdoun alar;^ 
reactor trip Sojponto lesolvot open Item 76 of draft S 6 R 
Mfl.t-O. L H leriftPsior t'alleq Author It 9 03/03/ 1 7 ACENSa.'* f 

H cent 109 3ronth 4 Spp 13339 048 24K Flch» 30-390 .. 

0303330301 wt.-D 


5 •■•: ’jKt. ? . a ;-.jt t«,- r«; .rt iTf9> I. t orretpcndonc e 


. tj •■•i; •)je»tic'> 9231 1ft f? ICoar parta non! tor tng 

'» ,i;i irai-. reaitcf jfaratcrt Ourmj lltfr.atnq 
I'ai':'; ■■ 'e'rtti't itti'n ti aralqie protaila rventa ( on 
;*'ati ■ -I r;,i;aa‘i 'aeo lira 10 Of SEU ftC;a reaoKrC 
■**.* t ** 1# 'riaae /alia;, Ai, I aor i to 83/02/23 ftOEVSAM* f 

ii'.a, i jfa-;- J a^c 12073 311 24 « FitPo 50-390. 02/03 /i.' 3. 

/■■• ; ■ 4.' 


* «. . V *,-,ar;\ ra.itrl ■‘aapc''se tr f>f‘C Ooeatlan 40 77 in FUnR Infi* 
i* . ; 1 !♦.«-. 5» o* Craft fit® 

>1 e 'ar iiaaaa valley PtOcrily 93/02/36 ACENSAn, f. 
t f:u I3'.''7 lt>4 Jtt E nhe 50-390-93/03/26. 


6303310424 Foraardc revised rosponsa to NWC Question 45o I ri I. - 
eicess letdoun line nevision should resolve open Item 79 -f 
draft SE« ' 

nll.LS.L M Tennessee V/alleg Authority. 83/03/35 AOEhSAT.E 
Licensing Branch 4 7pp 13454 373 34X Flche 50-390 83 / 01 , •• 

0203310434 


r Security, meeicsl. emergency t> fire protection plans 


0203030369 Foruards response to 030218 concerns re fire prcteclic- 
on BCR Iter-s 49 6 SO util be addressed in util comparison 
of VIOll to App n of IDCFK. scheouled For 830701 
MILLS. L .1 Tennessee Vslleg Authority. 03/03/01 ACENSaH.C 
Licensing Hranch 4 4pp 13099 135 24x flche 50-390. 82/C3/:' 

0203030369 


i'. i'.« f;-,ar)» i'*.: is respciir Is t.BL concerns -e borings along 
. last If < .11 at fa’ il ilies Ir/o sbcsld resolve Open 

Ice.* b ;/ Jrjii iift Tr-ee o.ersiir figvces ercl Apertsre 
.ar;t a-e a.ailalle ;n I’CO 

-I.,; i m :er..essee -allaj natboriCy 82-02/36 A0EI/9AM. E 
.ire SI-} ?'ar;.s 4 iC/b ITilS/ 1 'i2 ?4C Ticne 50-390.02/02/26. 


0203150005 Releases public versicin of rad lo 1 pg I ca I emergency ;lat 
implementing procedures 

FELTON. J M Oivleton of Rules and Records 02/03/10 Ccciai 
Management Branch tp 12259 163 34X Ftche 50-390. a3/03.'lC 

02O313OCO5 


I -.r.a- 
/' ^jra- ;* / , s" 
-IL.'. * “ l«- 

I 1C#'S|-J Era'; 

e.:7. j.r35 


JS re.jcrses to *•9; ir.tor-al Questions re initial test 
.J.i re>.sl.e EEw lipen Me- 69 

-essee vav lea Aut‘ C'>ty 92/02/26 ADEMSaM. E 

' 4 i‘fp; l,■’097 062 .?4r ficte 39-390. 09/02/L’A. 


- -8303150010 Foruards public version of radiological emergency rli 
Implementing p roc eduree . I nc 1 ud I ng Proceduree IP-l re 
classirtcat ion logic. lP-3 ro notification of unufuel event 
6 IP-3 re alert 

mills. L M Tennessee Valley Authority 63/03/01 0E1/T0W. HP 

Office of Nuclear Reactor Regulation, Director Ip i2259 lb 
34« Flche 90-390. 03/03/ 10. 0303130005 


F:r^a'3s 'rssCf se le r/9C Question 31 146 Info should resolvt 
Mr- •<: rj jra»t -'/<• 

■•...sS 'err.rssee vjjie, Aut.tonty 02/03/01 ACFNSAM. E 

J “* 12099 lie 24r Ficbe 50-390.82/03/01. 


--0203150013 Public vurston of radiological emergency plan isplrst 
procedures, including Procedures IP-1 re c 1 assl f 1 ca 1 1 on 
logic. lP-2 re notification of unusual event 6 IP-3 re alerl 
DENTON. 0 Tennessee Valley Authority 03/01/12 lOOpp 
13359 165 34* Flche 50-390.83/03/10.0303150005 


■j_.j.fc.j7| l:r„arcs ajcl irfn.resolvirg 
:•/ 44 4S t iJ re c;.e- S.,s per 820317 
r*riL5 L m ’einessre /alley Authority 
. ife->si-.j 2ra.;r 4 EbOpp i234/ 333 
V. 'r3I2r j7; 


draft SER Open 

CtSCWSSlO-l 

02/03/03 
347 flcte 5 


Iters 35.37,30. 

adensam. C 
0-390. 83/03/03. 




~Il^S ” Tennessee Valley Autncrity 82/03/05 AOEnSAM E 
Pr.OKilLi 50-39$ 03/03/05. 


f.iC3l50267 Feruards comaents cn draft SEC 
MILLS I M Tarnessee Valle; Authority 
LlCe-.Slng Branch 4 42j; l2D59 

62031 5006 7 


.per RL TeCescb 011330 Jtr 
82/03/05 A0ENSA.-1. £ 

34* Flche 50-390.83/03/05. 


J Insurance t. Indeninlty irifomat Ion 


8203330243 Foruards Endorsement 17 to ANI Policy NF-336. 

fielder. J Marsh 6 Met ennan. Inc . M t* n Nuclear Consul tantt. t'< 
Oiv 02/03/17 SALTZMAN.J Antitrust S« Economic analysit Bre" 
luttltty FInancel 2pp 13414 1B6 34* Flche 30-390,02/02/17 

8303330343 


O Inspection reports. IE Oulletins t* c orresp ondenc e 


8203080059 Advises that retest of previously performed hydroStalK 
tests It flushes mill be completed by hcit functlonel testing 
020^0 1 c 0 mml tire n t 

mills. L M Tennessee Valley Authority 82/02/17. 0‘REILLV.dl 
Region 2. Office of Director Ip 13154 QQ9 24* 

Fiche 50-390. 03/03/17, 8303080039 


92.33153131 '"'Lhf 50-390. 82/03/ 10, 


2C315jl46 Adr, ,,, Ihat y,,, intjnis to install a 

tc-bensaticn for steam generator lerhl", 9'«clrc,nn 
lead Itemu.M b, mave/fe!; open tc conMrmlrr 
as dtsignjtea s, draft SER. p,r 820218 Oiscustlnn'* 

WI5t>.flVB5 M R rer.resso, Vall... a .r *’‘”“”‘‘7'’ 

LIt.ns.r, Drancb 4 !p 2$2 “^'^Tl/lO AOENSAM, I 

82031 53M6 ’ f^*'*** 50-390.82/03/10. 


8303080349 foruards IE Info Notice 83-01, Revls ton le 
Poedtfiat&r Pump Lockout Resulting Froo U»stlnghou»e W-3 
S^e>ttcK Circuit Mod “ No roqvlrod. 

O’REILLV.J P Region 3. Office of Director 83/03/26 UmBK-' 
Florida Pouer 6 Light Co 4pp 13130 183 34 * 

Flche 30-000. 03/02/36, 8203080349 


0303170441 Foruardt IE Info Notice 02-03. “Environ Tests of £!•«• 
Terntna I Oloc i s “ 

O'REILLY. JP Region 3. Office of Director. 93/03/04 KHRIC- 
Florida Peuer 4 Light Co 4pp 13315 309 34 X 

FIcbe 50-000.83/03/04.030317044 1 


r!“::r:r;r:nch’r*::r f 

0203170251 ^ ® 24* Ficbe 30-390.03/03/12, 


oin** 'halves t turbine bypass sys remains as outlined In 
3.0119 itr util committed in Chapter 10 of FBAR to perform 
^ '/Alve stem freedom once per lak 
UI..ENBURQ. M R Tennessee VelleV Authority 82/03/10 ADEft 
Licensing Branch 4 Ip 12295 178 24X Flche 50-390,82/03 

8203150143 


le ^I NIRs-jytft i "•l^v'dn's/'posMjo*'^ ••’gine fuel oil sys 

5 r?n';^MlEV^* <»»s.,naWd !s'C“n Item 

e235:2C374 '"S'* 006 2^7 Flthe 50-390. 03/03/17. 


Certain AOASTAI E-70Q0 Series T Irae-Oe lay*, " 6 IE Info 
Notice 83-03. •■loceeestng FTsgusntv of Drug-Relatsd 

Incidents " ■* * . 

0'ReiLl.Y.J p Region 3. Office of Director 82/03/10 
Florida Power 6 Light Co 4pp 19331.206 24* 

Flche 50-000. 82/03/10, 8303170519 


DOCKETED ITEMS 


gj03(7O337 Forward* reaponsr to IE Uulirttn 80-0* i)ue«tian 31 re 

propo<*<I « 0 <l* dI»to»9loo on U20300 Ho^poiiso retolvo* open 
)t*in 30 of draft 3EH Eltfht overilie draulng^ enc 1 Apprturo 
card* are available in FDM 

MILLS-L f* Tanoosaae Valley Authority fO/03/ll A0EN8AM. E 
Llc«n*lng Oronch d lOpp ia.l3l 340 aoX Fit he 30-390. 03/03/ 1 1 . 
0203170337 


0303330401 Forward* IE Info Notice 03-0*. 'Failure of Gtean* Oen era tor 
Prloarg Side Maniuay Closure Studs " No written response 
requested 

O'flElLLV.JP Region 3. Office of Director 03/03/13 UHHIO.R t 
Florida Power & Light Co 3pp 13409 106 34X 

Fiche 30-000.03/03/13.0303390401 


82033*0330 Forward* IE Info Notice 02-07. 'Inadequate Security 
3 cr**nlng Prograais " 

O'BEILLV.J P Region 3. Office of Director 03/03/16 UliniO.R L 
Florida Power 6 Light Co 4pp 13434 107 34x 

FI the 30-000. 02/03/16.030.3260230 


S Reportable occurrence*. LER* S. related correspondence 


8303000343 Suppl to final deficiency ropt re documentation of 
electrical te » 1 1 ng. in 1 1 la 1 1 y roperted on 010030 Corrective 
action* will be completed by U20419. £« tone I on necessary due 
to underestimation of required o-anhours 

mills. L II Tennessee Valley Authority 02/01/32 O 'RE ILLY. J P 

Region 2. Office of Director Ip I2I37 076 34X 

Fiche 30-390, 02/01 /22. 0303000343 


8303380336 Bupp I ementa I revised final deficiency rept re overload of 
containment cooling sys puirp discharge no i r I es. i n 1 1 la 1 1 y 
reported 800103 Completion dates of corrective actions 
delayed to B30301 for Unit 1 6 fuel load for Unit 2 
MIllS.L M Tennessee Valley Authority 02/02/10 O'REILLV. ,i P 
Rtslon 3. Office of Director Ip 12136 3B0 34x 

Fiche 30-390,02/02/10.0303000336 


8203080430 Interim devlclency rept re essential raw cooling water 
ptmps. initial ly reported 001306 Nepal r on all eight pumps 
ulll be complete by 020430 Also reported per Part 31 
MILLS. L W Tennessee Valley Authority »V3/0'3/12 O'REILLV. .1 t' 
Region 3. Office of Director Ip 13137 307 24X 

fiche 30-390. 82/02/12. 0303000430 


0203000923 First interim deficiency rept re failure to Implesiiint 0 J2 
Revision 6. r one ernlny concrete ant hor s. ini t la 1 1 y reported 
0J1239 OCPs updated to incorporate revision Insp of 
installed holts continuing Neit rept by 030406 

MILLS. L M lennessoe Valley Authority 03/03/17 O'REILLV. . I P 

Region 3. Office of Director 3pp 12196 304 34X 

Fiche 90-390. 82/02/17. B303003323 


0203080937 Third interim deficleniy rept re soclet weld defects In m.i 
steam line bo < se*. 1 n i c i a I I y reported QIO'/l/ Insp complete on 
20 of 39 1-inch socket weld bosses Final rept expected by 
830331 

MJLLO.L n Tennessee Valley Authority 83/02/17 O'ReiLLY, .< P 
Region 2. Office of Director ip 12197 072 34X 

Fiche 90-.390. 03/03/ I 7. 830300093 7 


0303080933 Second inter i.n deficiency rept re Insp requlvwnents for pli 
Insulation, initially reported 011009 Evaluation S. 
corrective action still in progress Next rept eipected by 
820419 

KILLS. L M Tennessee Valley Authority 02/02/17 O'REILLV. J P 
Region 2. Office of Director Ip 12197 073 24X 

Ftche 90-390. 83/02/17. 6203000933 


0203080563 Supplemental Info to interim deficiency rept re faulty 
anchor plates 6 bo 1 1 s. 1 n 1 1 1 al ly reported 810306 Corrective 
actions postponed due to under est tmat 1 un of manhours needed 
Completion expected ty 820319 

mills. L M Terinesscp valley Authority 83/03/17 O'REILLY..) P 
Region 2. tiff ice of Director ip 13196 302 34X 

Fiche 90-390.03/02 7 17.0303000963 


0203080300 Supplemental info to 001203 final deficiency rept re revisi 
pipe break locations f uel load dates of 010801 (, 830901 
de lay ed. de 1 ay ing corrective actions Util now com->ltted 
to date of fuel load as completion date for repairs 
MILLS.!. M lennessee Valley Authority 03/02/10 U'REIILY, J P 
Region 3. Office of Director ip I3I90 363 34X 

Fiche 90-390. 02/03/10.0303000300 


0303000994 Sixth interim deficiency rept re steel containment 
penetration a sse-ib I y . t n 1 1 1 a 1 1 y reported 001319 Analysis of 
piping problem continuing Next rept by 030413 

MILLS. L K lennessee Valley Authority 83/03/18 O'REIlLV. .1 I 
Region 3. Office of Oltoctor Ip 12160 177 24X 

Fiche 90-390. 02/02/10.0303000994 


83030B0078 Third Interim rept re diesel generator room exhaust Ton trod. 
Initially reported 820831 Util still evaluating deficiency 
N»xt rept by B20316 

HILLS.L K. Tennessee Valley Authority 83/03/17 O'REILLV. .1 P 
Region 3. Office of Director Ip 12194 099 34X 

Fiche 90-390, 83/02/17, 0303000070 


8203080177 fourth Interim deficiency rept re vendor welds In trlttated 
b floor drain collector tanVs, l n l tlal ly reported 810707 
Util Is reviewing Usstlnghouse info. Results will be provided 
In next rept expected by 820631 Also reportable per Part 21 
MILLB.L.M Tennessee Valley Authority 83/02/17 0 'RE ILL V. J. H. 

Rtglon 2, Office of Director Ip 12133 009 34X 

ftche: 30-390, 02/02/17, 8303080177 


9303060367 Revised final deficiency rept re radiation dose inside 
contstnment exceeding cable qua 1 1 f 1 c a 1 1 on, 1 nl t le 1 1 y reported 
800331. Final rept submitted on 820118 Revised applicable 
drawings. Installation of cable* In conduit not completed. 
MILL8.L.K Ttnneeses Valley Authority 02/03/17. O'REILLV, J P 
Region 2. Office of Director 3pp 12149 137 34X 

Fiche 90-390. B2/02/17. 0303080367 


0203000417 Fifth Interim rept re improper classification of assentlol 
rsu cooling water sy* piping 8, components, initially reported 
010334 Evaluation continuing to determine ac c eptob 1 1 1 ty of 
matl used In HVAC c h 1 1 ler /c do I er component*. 

MILLS. L M Tennessee Valley Authority 83/03/17 D'HEILLV. ,1. P 
Region 2, Office of Director Ip. 12137:344 24X 

Fiche: 90-390. 82/02/17, 0203000417 


0303080339 First Interim deficiency rept re resolution of unantlclpali 
vibratory loading c one erns. in 1 1 1 a 1 1 y reported on R1133U 
Program ulll be devised to ensure that piping sys operate 
within parameters to avoid vibration 6 fluid transients 
KILLS. 1. K Tennessee Valley Authority 83/03/lV. D'REILLV. J P 
Region 2, Office of Director 3pp 13198 319 34X 

Fiche 90-000. 02/03/ 19. 0303000329 


0303080470 First interim drficteneg rept re overpressur i tat Ion of 
chemical vol control sys vol control tank , 1 n 1 1 la II y reported 
030120 blest Inghouse performed visual insp of tank 6 will 
prepare rept certtfyiny tank meets design specs 

KILLS.L K Tennessee Valley Aulhorltg 02/02/19 D'REILLV. J P 
Region 2 * Office of Director 3pp 1219/ 333 34X 

Fiche 90-390. 03/03/19.82030004 70 


0303080406 Third interim rept re Class IE electrical components fox 
essential raw cooling water traveling sc reens. t ni 1 1 a 1 1 y 
reported 810910 Util still analyrlng de f 1 c 1 ency Ne x t rept 
by 830409 

KILLS.L K Tennessee Valley Authority 83/03/33 CREILLV,.) P 
Region 2 . Office of Director ip 13198 1 93 34X 

Flcho 90-390.03/03/33.0203080406 


0303080432 Second Interim rept re cable separation In essential luw 
cooling water Intake pumping station. Inltlallg reported 
011214 Util gtlll evaluating deficiency Next rept by 830/21 
HILLS.L K Tennessee Valley Authority 02/03/34 O'REILLV, J P 
Region 3. Office of Director Ip 13198 030 24X 

fiche 90-390. 03/03/34. 03030804 33 


203060913 Fifth Interim rept re essential raw cooling water seismic 
Support deficiency. Initially reported 810906 Orlglnel design 
calculations received from Berg en-Patter*on Investigation 
continuing Also reported per Part 21. 

rtlLLB, C tt Valleg Awthorltg 82/02/17 D’HEltLYf J P 

"•Qion a. Office of Director tp i2l37 129. 24X 

f lent; 30-390f 02/02/ J7» 0203080310 


8303080378 Suppl to final deficiency rept re grouted anchor bolts nn 
main steam line supports. Initially reported 600JI4 
Corrective actions for Units 16 2 ulll be completed by 
830313 t, 1001 . respectively 

KILLS.L M T ennessee Vol leg Authority. 03/03/39 O 'fiElLLY, vl. P 
Region 3, Office of Director Ip 12149 132 ?4X 

Fiche 90-390. 02/02/39,8303000378 


080331 Final deficiency rept re excessive output fluctuations ( 
roiboro Instruments, Initially reported 790838 Improved 
instruments to be installed Also reportod per Part 21. 

MILLS, L M Tennessee Valley Authority. 82/02/17. O'REILLY, U.P 
Director. 2pp 12137.067. 24x 

F I c h e - 30 - 390, 82/02/17, 820308032 1 


8203080424 First interim deficiency rept re HVAC register damage, 
initially reported 830123 Damage caused by excessive dirt 
t,/or physical damage to registers during nesrbg conet 
activities Investigation continuing Next rept bg 820428 
nil.LS, L M Tennessee Valley Authority. 82/03/95 0 'RE ILLY. J. P. 

Region 2, Office of Director. 2pp 12157 147 24X 

Fiche 30-390. 83/03/29,8303080424. 




5iC3v5 Firji j9^icien(v r*;t fe ftlltiueld ifiistict.initldlty 
r«««rt*] 601107 Cenerjl Ccrtt Satt C-?9C revised to Clarify 
icrit reivi re.'ieM » for sieved l~)Cints 

MILLS.L M Te-tresiee Valley AulAortty 0S/O3/JJ O'Bf ILLV. J P 

Weyic-. ? C**ic» tt» Oireitor 3jt I31S6 377 34t 

P|c^• 5:-i50. 63/C2/35 e2CdCS0535 


03030*46 fiejJ dtfirie'icj re|>{ for SeyJSye't fc Uetts Bar re 
i"<or»iM(nt et tat I >s6''ent of into prcyra-. ml tlal ly 
rtrS'llt 010334 MX 1 1 evaloatmy appropriate corrective 

a; tiers 

•UliS-L n rernessre valley AutAcrity 63/03736 0'REIt.UV. J P 
Reylco 3. Office of Director Apj I31S7 339 3AI 
r 1 1 0 » 50 - coc ■ 82 / 03736 . 83020004 6 4 


D«C3i6v«i1 Ir. Ira mcerm aeficienty rept re ec'ytoeermy destyn QA 
trairinj prcjraii inttiall, reported on 810720 Course 
dei;rictioni continue to te developed Ifeit rept eipected 6 y 
830437 

rH.;.S-L r> Tennessee VeJley Autsority 83/02/26 D'SEILLV. J P 
Bejicr 3 Office of Director 3 pp 12334 016 34» 

fee he 53-C20. B.VC3/. ' 6 . 920310031 1 


‘;203ta0273 'econo mterm deficiency rept re overcurrent relay trip 
setpoint to; ici, p„ 6.7CO-voit rotors, or I ; I nal 1 y reported 
9I1IC6 Auto'acic stariin^i for motors suspect Relay settlnc 
Sheets Chat increase setpomt approved Aest rept 6 y 030701 
mills t H Tennessee Valley Authority 83/03/36 O'fiEtLLV. JP 
Bejisn 3, Office of Director ppp 13330 047 34i[ 

Fithe 5C-390 63/03/36. 8203180373 


°‘foJ'^'en!?r-n’l‘’al?f!'’'r "'•Rff'cient dotucao ntat Id,, 

for environ y aa 1 1 f i c a t ton of electrical eyulp-ent 

ihWG-05881. intially reported 810729 Neit rept Cy 830739 
laale I susrariitny cerrective actions end 

filaion^'a” Authority 83/03/36 O'REILLV. J P 

eylon 2. Office of Director 32pp 12338 033 34 k 

Ciche 53-j90. 82/02/36.8303180360 


Xf'itlenty rept re r.vtev of procurement 
dHcf. r initially reported on 930130 OA 

tra c 6 currently Invest lyat Iny deficiency to doter-iive 
corrective action Meet rept espected by 830531 
ILLS-l f1 Tennessee VaUpy Authority 83/03/01 O'REILLV J P 
Of Director 2 pp Ism 308 34K ' 

Flche 30-000. 03/03/01 • 8303180188 


03O31BC379 Second interlir dpPicloncy rept rp Incorrect t 6 er 
values In ausiliary feeduater eys anatyels. Inttlallu *** 
reported U1 1032. P 1 p I ng prublems rea'ialyiud u/ccarrect theroa- 
range rodel Nest rept espected 030419 

MILLS-L.M Tennessee Valley Authority 03/03/03 O’nEIltr 
Region 3. Off ten of Director 2pp 12330- 007 Set 
Flthe 50-390.03/00/03.830310027’} 


8203103396 Second Intsrln deficiency ropt re loading crittt'ii>i 
structural steel t< suppor ts. inl t lal 1 y repnrted (111117 Desiar 
notes specifying loading criteria clarified Nest rent hu ’ 
830607 ^ 

MILLS. C M Tennessae Valloy Authority 03/00/03 O’REILLrj 
Region 3. Office of Director 3pp 13334 247 34 * 

fiche 30-390. B3/03/03. 830.11 003‘76 


0303170303 Fourth I n ter Im d e f Ic I ency rept re selemlc gualfltatlc- 
contrel equipment. Initial ly reported 000932 Samples of 
potentially deficient control stettons to he tested for 
seismic qual I f Icat I on by Wyle Labs Most rept by 630614 
MILLO. L M lenneesee Valley Authority. 82/03/08 O'REtLLr., 
Region 3. Office of Director Ip. 12313 307 ?4 k 

Fit he 5a'390. 83/ 03/ OB. 0303170303 


8303170602 FI na I deficiency rept re Incorrect ana tyt leal msdsl xl 
19 In piping problem N3-6 7-2A, or 1 g t na 1 1 y reported on B1O4I0 
Fiact cause unde tormlnod Original data not based upon 
specific valve Correct valve modeling 1 nc orpora ted 
MtLl.S. L M Tennessee Valley Authority 02/03/08 O'REILLY./ 
Region 3. Office of Director 3pp 12321 138 34 * 

Fiche 30-390. B3/03/00, B2031 /0602 


8303330600 Revised final daflclency rept ro valve isndellng errif. 
initially reported on 010410 Piping analysts have been 
Instructed to be thornugb to collecting N revleialng beta 
needed to properly model analysis probtom 

mills. U M Tennessee Valley AuthoriCy 03/03/11. O'fleiLLY.J 
Region 2. Office of Director 3pp 12390 146 24* 

F U he SO-390. 83/03/11. 0203330600 


DOCKET 30-391 I/ATT 8 OAR NUCLEAR PLANT. UNIT 3 
A Application/construction stage documents 8 . correspondence 


8203100334 Second interim deflclencv rest re . 

‘“r sr',..-"-- - '■ 

Flthe 50-390.82/03/01.8203160334 ® 


B101270305 Discusses dissenting professional opinion re comprein 
sys.ERP Section 9 3 1. Proposed Revision 1. Identifies event* 
involving lat 9 <f atr problano OWP fthovld b® proinptlg 

Implemented for all operating reactor* 6 applicants 
ANTftELL.F 8 Rogion 2. AtlantAa ^vector Conttructlon I* 

/up part Dranch 60/07/07 MURPHY. C E Region 3. At I ante. »♦< 
Construction (, Engineering Support Drench 3pp 13393 164 ! 
Fiche 30-000,80/07/07,7101270283 


;S If. 

; vrl- 

fithe 30-390.83/03/01.8203160378 ” ^ ^ 


Initially reootiatf A<i<«i * a * ^ ^ rP9outc#§. 

mils',-': “ - m"!. :u»r •• 

fithe 30-000.83/03/01.8203180396 * 


...lilt,. J. In *** «, 

MILLS. L n Teonlssee Vail.' brevloed 

Region 2 . Office of Director O'REILLV, J P 

Flche 30-390.83/03/03.8303170423^ 


8203170473 Foot^th ^ 

fJr. protection P Ip mj. inu lu"'; ^ of high pres, 

R.gion 2 . offm;*:rsLr:":; □ -re illy, j p 

flcht 30-390. 82/03/03,0303170473 ” * 


83030100B0 Forward* revised response to NRC Queellon* 371 29 r* 
hydrologic engineering Four oversIts figures *ntl 
mills. L M IcnnCBsee Valley Authority 82/02/32 AOEnSAM.E 
Branch q | 2 pp 12073 144 24* Fiche 50-390. BJ/O?. 

6303010000 


5 I submits Info re assumption of 2-s delay between rsec 

6 loss of power previously addressed in 020212 Ur 
Uestlnghouse analysis Indicating torblna trip at full power 

‘;'*‘’5r'‘*»‘on grid instability not true at site 
HISENBuRO.tt R Tennessee Valley Authority 03/02/26 ADENS 
Branch 4 4pp 12117 186 24* Fiche 50-390.82/02 

8203040013 


0203030572 Identifies preheater problem for Model 0 etea.m general 
pee 820123 reques t . Pend 1 ng results of Uestlnghouse 
investigation to ensure reliable operation of all modal* of 
9®'’*r*Ti>r*. startup test remains unchanged 
niLLS.i. M Tennessee Valley Authorltu. 83/03/01. ADEnSAM. £ 

** 12099 133 24* Fiche. 30-390. 82/D3/‘ 


Liquefaction Potential of Band Depoeltd Based on 
Ubservat ions of Performetice In Previous Ear thquaSet. 1981, " 
by Seed h.ldrlss 

MILLS.L n Tennessee Valley Authority 82/03/02 ADENSAM. 

12212 193 24* Flcbe 30-390.82/ 

O^UsJ 1 1 0?0 J 


0203IS9I33 Foruardi revttlon to FSaR Section 19 4 I 2. including < 

In X livclrogen generation to I 9*/. 

H]Ll 9>L M Tenneetes Valley Authority Q3/03/09 AOENSAM. C 
Llc«n»lng Branch 4 13pp 13S9C> 364 34X Flchr 90-370. 03/03/09. 

8303190133 


£l3031|000i Otnerlc Ltr U3 -04 to all Itcencee* of operating plant!., 
applicant* for OL & holder* of CP re use ot INPO 6EE-1I1 
program 

£l8ei»r1tir. 0 0 Division of Licensing 03/03/07 IIAUBPL'RO. A 
Cento I Ida ted Editon Co of Nea Vork 3pp 13391 031 ?4X 

FIcl-a 90-000. 83/03/09. 83031 1000 1 


6303170911 Update* response to OenerU Ltr 82-01. neu license 
applications survey One application subirlttal re Srouns 
Ferry spent fuel storage demons tra 1 1 on. Inve 1 v Ing dry storage 
of spent fuel in tuo casks scheduled 

HCLLD'L M Tennessee Valley Authority 03/03/09 TCOE8CO. 11 L. 
Assistant Director for Licensing Ip 13330 390 34X 

FlchS 90-000.83/03/09.8203170911 


0303170069 Foruards revised responses to TMI Items I A. 1.3. II. 0 3. 

II 0 1. It 0 3. II F 3. II 0 I. II K 3 9. II K .7 30 t. Ill A 1 1 
HILLS, i. H Tennassea Valley Authority Q3/03/lt. ADENOAiM.F. 
LIctnsing Branch 4 t6pp 13319 330 34X Flche 90-390.03/03/11. 

9303170063 


0303170113 Foruards revised response to NRC Ouestlon 360 3. clar I f y ing 
OA prograo re portable radiation monitors expendable 
ti consumable items necessary for functional per f ormanc a of 
safety-related equipment 

iflBENBORO. M R Tennessee Valley Authority 03/03/13 A0EN9AK. i: 
Licensing Branch 4. 4pp 13314.313 34X Flche 90-390. 03/03/ Kl- 

83031701 13 


8303170906 For!.;ards addl revised responses to NRC questions 0130. 1. 
0130 6 X. 0131 33. c orr ac 1 1 ng typographic errors re meaning 
of tornado depressur 1 tat 1 on Items 

hills- L tt Tsnnsssos VsUsy Authority 03/03/19 ADKMBAH. E 
Licensing Branch 4 9pp 13338 006 34X Flche 90-390.03/03/19. 

8203170906 


£ NRC Safety Evaluation Report (6ER>. supple & corrospondencs 


E3030304SO Responds to KRC Ouestlon 0331 16 re loose parts leonltorlng 
Instructors ulll train reactor operators during licensing 
training on necessary action to analyte probable events & on 
egeretion of equipment. Open Item [0 of BEH nou resolved 
HILLS. L H Tennessee Valley Authority 02/03/39 ADEN8AH. E 
Llcenting Branch 4 4pp 12070 311 34X Flche 90-390.83/03/39. 

0303030430 


6303020209 ForuarHs revised response to MRC Owestlon 40 77 in FllMl Info 
**10011) resolve Open Item 94 of draft 8ER 

NI8ENBVR0.M R Tennessee Valley Authority 83/03/36 AOENSaM. C 
Llcenting Branch 4 7pp 13077 164 34X F I che : 90-390. 83/03/36. 
0303020309. 


G303030604 Foruards Info in response to NRC concerns re borings along 
Claes IE conduit at facilities. Info should resolve Open 
Item 6 of draft SER. Three oversIte figures enc I Aperture 
carde are available in POR 

HILLS. L H Tsetnttsea Valley Authority 03/03/86 AOENSAH. E 
Licensing Branch 4 tOpp 13009:133 34X FI c he 90-390. 93/03/26. 

0203030604. 


B303O30333 Foruards responeee to NRC Informal quesliont re initial test 
program. Info should resolve SER Open Item 69 

niLte.L M Tennessee Valley Authority 83/03/36 AOENSAM. E 
Licensing Branch 4 190pp 13097 063 34X Flche 90-390.63/02/36. 

8203030233. 


8303030962 Foruards response to NRC Question 31. 146. Info should resolve 
□pan Item 31 of draft SER. 

HtLL8<L H Tennessee Valley Authority 82/03/01 ADENeAM. E 
Licensing Branch 4 3pp 13099 110 34X Flche 30-390. 03/03/01. 

0303030962 


9203150071 Foruards addl info, rasol vlng draft SER Open Item* 39.37.38. 
39.44(49 it 99 re pouer syt per 830317 dlscueeion. 

HILLS, L H Ttnneesee Valley Authority. 83/03/03 A0EN8AH.E. 
Llcenelng Branch 4. 290pp. 13347 33B 24X Flche 90-390, 83/03/03. 

0303130071. 


Q303I0041S Foruards revised response to NRC Questions 363. 39 re 
differantlel settlement at facility. Info addraese* Open 
Item 8 of draft SER. Tuo overtlie figures encl. Aperture carde 
art available In PDR. 

HILLS. L.H Ttnneetae Valley Authority. 83/03/09. A0EN8AH.E 
Licensing araneb 4. 37pp. 13184:006. 84X Flche 90-390. 83/03/09, 

8203(00413 


83v3I90067 Foruards cosments on draft SER- per RL Tfdesco 81 1230 Iti 
HILLS. L f1 Tennessee Valley Aucnurity 03/03/05 AOENSAH. t 
Licensing Oranch 4 43pp 13399 06/ a4X Flche 90-390. 03/03/09. 
0303190067 


83031S0I3I Feruards addl info ro open Item 61 of draft SER in recpoi. 
to informal 8S03OV -equest U/o encl 

UIOENBVRO. M R Tennessee Valley Authority 03/03/10 A0EN8AM. I 
LUsnstnq Oranch 4 Ip 13296 210 347 Fttha 90-390.63/03/10. 

8303190131 


8303190146 A:!vlses that utl] lr. tends to Install electronic 
compensation for steam generator leg heatup error by fuel 
load Item ull] te moved from open to confirmatory category 
as designated by draft 8E9. per 83031(1 discussion 

UlSENUURO.M R Tennessee Valley Authority 03/03/10 AOENSAM. G 
Licensing Branch 4 U 13396 303 34X Fiche 90-390.83/0.3/10. 

8303190146 


0303170301 Foruards revised rrsponse to nWC Questions 31? 39 S, 313 '/ 
re pressure vessel in tegr i ty. uh Ic h should close out open 
Item 77 In draft 6EII issue handled generlcatly by 
Host 1 nghous e ouners group 

WlBeMOURO.r'. « tsrvnessde Valley Authority 63/03/13 A0EH6AH.I 
Licensing Branch 4 4pp 13313 £90 34x Ficho 90-390.83/03/13. 

8303170201 


0303330374 Foruards ii.fo re ci.-spl lance of diesel engine fuel oil stjs 
to ANbl N199- 1976 L Reg Oulde I 37 position C 3 Info 
resolves Pouer 9ys Branch concerns designated as Open Item 
97 In draft StR 

mILlQ.L n Tennessee Valley Authority 03/03/17 ADENSAM. E 
Licensing Branch 4 3pp 13399 006 34x Flc/.o 20-390,82/03/17. 

0303330374 


8303330301 Submits revised response to NRC Ouestlon 313. 119 on I (lAN 
surveillance requirements in high flui shutdown alarm after 
I eac tor trip Response resolves open I tern 76 of draft SLR 
MILLS.!. M Tennessee volley Authority 63/03/17 AOtMBAM. E 
Licensing Branch 4 3?p 13399 040 34x Flche SO -390. 03/03/ 1 /. 

8203330301 


0303310434 Foruards revised response to N.qC Ouestlon 490 I re 4 Inch 
excess letdoun line Revision should resolve open Item 79 of 
draft SER 

mills. L M Tennessee Valley Authority. 83/03/39 AOEnBAM. E 
Licensing Branch 4 /pp 13494 373 34X Fiche 90-390. 03/03/:"j. 

8303310434 


r. Security* medical, emergency 1. fire protection plans 


0303030969 Foruards response to 030318 concerns re fire protection 1 
on 6ETI Items 49 t. 90 ulll be addressed in util coirparkson 
of U9N to App R of lOCFR. scheduled for 830701 

mills. L. H. Tennessee Valley Authority 03/03/01 ADENSAM. £ 
Licensing Branch 4 4pp 13099 139 34x Flche 90-390.83/03/01. 

8203030969 


B3031S0009 Releases public version of radiological emergency p 1 nn 
implementing procedures 

FELION.J M Division of Rules and Records 03/03/10 Doc umoi.t 
Management Branch ip 13399 163 24X Flche 30-390.03/03/10. 

0203130903 


--0303I90010 Foruards public version of radiological emergency plan 
Implementing procedures. Including Procedures IP-I re 
c lass 1 f icat ion logic. lP-3 re notification of unusual event 
6 lP-3 re alert 

MILLS. L M Tennessee Valley Authority 03/03/01 OENION. II R 
Office of Nuclear Reactor Regulation. Director Ip 13399: 163 
34X Flcha 90-390. 03/03/10.0203190009 


--8303190013 Public version of redlological emergency plan Implement 
procedures. Including Procedures IP-t re classification 
logic. lP-3 re notification of unusual event 6 IP-3 re alert 
DENTON. 0 Tennessee Valley Authority 83/01/13 lOOpp 
13399 169 34X F U ho 90-390. 83/03/ 10. 03031 90009 


j Insurance 6 Indeirnlty Information 


0303390343 Foruards Endorsement |7 to ANI Policy NF‘-296 

FIELDER, J. Mareh 6 McLennan, InC . H 6 H Nuclear Consultants. Inc 
Dlv 03/03/17 6ALT7MAN.J Antitrust 6 Economic analysts Brand 
(Uttllty Flnancel. app 13414 166 34X F Iche 90-390, 03/03/ 1 7. 

8303390343 


0 I'luc^pc tl :>n c eport*. tE 9ulletl>^» !• : cr re» po^<lpf>t e 


Sr0!)08034^ Fcr<j«r<J» IE rictice fir-01 . Dev i sicn I. ~Avii;td<'v 

F»Hjater fur.f t.<J( raat fte*>.illliij f r cn h«> 1 1 ni;lcu»a «-? 

C>Tiat\ Mol ■■ ••t T»o|>onie ToialT-oe 
0'RttLL».J R fir^icr «. Cffsce r,( n;rectcr fiS/C?/S6 UHP I H (•■ 
Fieri Ja Poi.e'- ILigrtEl <fp 13150 18 J POX 

Fjtre D0-C03. 63/03/36.0303000349 


03331/0441 ForwafU IE lr<c t/3ttcr 03-03 Environ Tests of Electrical 
tern 1 04 1 0 1 nc ■ 9 *' 

fi'RtluL/. V fi Revlon 3. Office of Director 03/03/04 U‘i.=3IC. H 1 

Floriea I’cjer t Luft Co 439 13315 309 34* 

Fjche 50-C0O G3/03/04. 8.'’03l /044 1 


6333133143 Notifies toat ooiilinn re ii'service tnsp of tortire -lain 
itean valves t turbine bypass sgs reeiems as ootlinel In 
030119 Itr util conisi t tec; ir Chapter 10 of FSAR to perform 
co'-plete cnee ■ of valve steo freedon orce per vii 

lf1S£rJ2t.4 3. M B Tennessee Valley Auiaority 03/03/10 ADEVSAM.r 
Lireiisin; Orar.c-‘> 4 IP 13395 110 34* Fitf-e 30 -390. P3/03/ IP. 

6303130143 


6303170519 Ferwarcs IE Info Notice 03-04. "fiotential Oeflctency of 
Certavr- AiiAS*AT E-TOCC Series T tine -Of lays. '* 1. 1C Infn 
fictlce 83-05. Ircreasm; Freceency of Dru^-Belated 
Inc 1 dents " 

3 PFU.lv. V P Reoton 3. Cffice of Director 03/03/10. L'.h3 t 0. 11 t 

Florida Pove- & Liint Co 4cp 13331 i'06. 34* 

Fit re 50-6r,C. D3/L3/ir.. 3303170319 


0303170337 ForsiarOS rospunse to IE Bulletin 6C-06 Ouestton 31 14/ ir 

p-opose<# mods aistcssldr on 030308 Bespense resolves open 
I tern 30 of draft 5£fl Eight oversiie drawings curl Aperture 
cards are available in P|)B 

HILLS. L II Tennessee t'alley Author tty 03/03/11 ADENSAM. F. 
Licensing Orantn 4 lOpp 1.7331 340 34X Ficne 50-390.63/03/11. 

0303170 33/ 


8203350481 feruards IE Irfo .Notice 83-06. "PailLre of Stear Oenurator 
Prioaiy Side Narvae Closure Stj4s ** Mu written response 
requested 

n pr I ^ p Pejlon 3. Office of Director 03/03/13 L'.lfilO.H I 
Florida Power s, Light Co 5pp 13409 186 34X 

Ficte 5()-0C0. 63/03/13.830 3330.161 


830.3360350 Forwards IE Info .Notice O^-OV. " Ir.ad equa t e Security 
Screening Prngrams “ 

O’HEILLV. J P Region 3. Office of Olreclor 03/03/16. LHRIO.K.I. 
Florida Power (, Light Co 4pp 13434 107 34X 

Flcre. SC-303. 83/0.3/ 16. 8303360350 


S Reportable occur-enccs. LF.Rs *. related c nr r espundeiic e 


8303030543 Supp I tc final deficiencg rept re d oc uvipn t a t ion of 
electrical tes t ing . Iri 1 1 1 al ly raporleil on 01 0038 Correc i 1 vs 
actions s- 1 ; I tc coaiplet«4 by 820415 Ertenslon necessary due 
to unjerest imat ion of required manhours 

fULLS.L fi Tennessee Valley Authority 83/01/33. □'REILLY, J I'. 
Region 2. Office of Uirectpr Ip 13157 076 34* 

Fiche 30-390. 83/01 /3.3. 0303000543 


e3O3<;03536 G-vpp leoiental revised Pinal deficiency rapt re overload of 
contal n.sient cooling sys po-p discharge nor r I es . Ini 1 1 al 1 y 
reported GDOl 03. Conp 1 e 1 i on dates of corrective actions 
delayed to 830301 for Onll 1 t> fuel load for Unit 3 
mtLS.l. M Tennessee Valle, Authority B3/0-3/I0. O'REILLV. J U. 
Region 3, Office of Director tp 13156 360 34X 

Ficte 30-390. 93/03/10.8203080536. 


8303080430 Inter in deviciency rept re essential raw cooling uatei- 
purps. ini tlal ly reported 801306 Repair on all eight po'-ps 
will be Complete by 830430 Also reported per Part 31 
rlltL3.l. IS Tennessee Valley Authority 8.7/03/13. □ 'REtLLV. J 

Region 3 . Office of Director Ip 13 1 57 307 P4X 
Fiche 50-390. 82/03/13.0303080436 


®3O3O0OO7Q Third interm rept re diesel generator rooei exhaust fun mod. 
Initially reported 630331 Utl 1 still evaluating doflciencu 
Nert rept by 030316 

iSILLS.L.fi Tennessee Valley Authority 03/03/17 O'llElLLV, J P 
Region 3, Office of OlrOctor Ip 13154 095 34)1 

Fiche SO- 390. 83/03/17.0203080076. 


8303080177 Faorth Interim deflctepcy rept re vendor welds In tritlated 
t. floor dram collector tan Is. in 1 1 1 al ly reported 010707. 

Dtll is reviewing Westinqhouse info Results wl U be provided 
in next rept etpected by 830631. Also reportable per Part 31 
BILLS. L ft Tennessee Valley Authority. 83/03/17 O'flEILLV, ,1 P. 
Region 2. Office of Director Ip 13153 009 34X 

Ft Che 50-390. 63/03/17. R20:iOeoi 77 


0303080367 Revised final deficiency rept re radiation dosa tntiCe 
coMtainrent eiceedliig cable qua 1 1 f 1 ca t i on. 1 11 1 1 la ) ly reported 
GC0331 Final rept suboltted on B3011B Revised applicable 
drawings Installation of cables in conduit not completed 
mills. I. M Tennessee Valley Authority 03/03/17 O’fiEILl.V* <7 I 
Region 3. Ufflce of Oireitor 3pp 13149 137 24 » 

Ficfe 50-390. B3/03/1 7. 830300036 7 


3303080417 Fifth interim rept re Improper classification of ease-il 
raw cooling water sys piping C. c omponents. I n 1 tial ly reported 
8 IO 334 Evaluation continuing to determine acceptability of 
matl used In HVAC c h 1 1 1 pr /cool er components 

mills. L M Tennessee Valley Authority 02/02/17 O'RE Il.LV> f 
Region 3. Office of Director Ip 13157 344 34* 

Fiche 50-390.83/03/17,820308041 7 


02O3C0O531 Final deficiency rept re eicesslve output fluctuations 
Fniboro 1 ns 1 1 ' umpn ts. I nl 1 1 al ly reported 790838 Improved 
instruments to be Installed Also reported per Part 21 
M1LL8.1. M Tennessee Valley Authority 63/03/17 O'REILLY, J I 
Region 2. Office of Director 3pp 13137 067 24X 

Fiche 50-390. 03/03/17. 8303000531 


0303000533 First Interim deficiency rept re failure to Implemorit 1 
Revision 6 .concernin 9 concrete ant hor s. in 1 1 1 a 1 1 y reported 
B 11329 OCRs updated to Incorporate revision Insp of 
Installed bolts continuing rieit rept by 030406 

MIl.i.S.L M Tennessee Valley Authority 83/03/17 □'REILLY. Jf 
Region 3. Office of Director 2pp I3I56 284 34X 

Fiche 30-390.03/03/17.0203080333 


0303000533 Second Interim deficiency rept re insp requirements for 
insu lat ion. in 1 1 lal ly reported 311009 Evaluation 6 
corrective action still In progress Nert rept erpect«4 by 
8304 1 9 

MILLS. L M Tennessee Valley Authority 03/03/17 O'REILLY. J f 
Region 3 . Office of Director Ip 13157 0 73 24* 

Fiche 50-390.03/02/17.8303000533 


0303000563 Su,ip I ementa 1 info to interim deficiency rept re faulty 
anchor plates 6 bolts. Initially reported 010300 Corrective 
actions postponed due to undpre s t lira 1 1 on of manhours needed 
Completion etpected by 030313 

MlLl.S.I. M Tennessee Va 1 1 ey Author 1 1 y 03/03/17 OREILLV. Jt 
Region 3. Office of Director Ip 13136 303 34X 

Fiche 30-390. 02/03/17. 0203060563 


0303080300 Oupplemental infp to 601303 final deficiency rept re ri 
pipe breal locations Fuel load dates of 010001 & 830501 
del eyed. delay Ing corrective actions Otil now committed 
to date of fuel load as completion date for repairs 
niLLS.L B Tennessee Valley Authority 03/03/10 O'REILLY. 3 I 
Region 3. Office of Director Ip I3I38 363 34X 

FUbe 30-390.03/02/10.0303080300 


0303060394 Bltih interim deficiency rept re steel containment 
penetration as semb 1 y . 1 n 1 1 1 a 11 y reported 801319 Analysis of 
piping problem continuing Next rept by 830413- 

BlLLe i. M Tennessee Valley Authority B3/02/1B O'REILLY. 3 f 
Region 3. Office of Director Ip 13160 177 34X 

Fiche 30-390. 83/03/10- 0303000594 


0303080333 First interim deficiency rept re resolution of unantlil 
vibratory loading cone er ns. in i t ia 1 1 y reported on 811330 
Program will be devised to ensure that piping sys operate 
uithin parameters to avoid vibration !• fluid transients 
MILLS* L M Tennessee Valley Authority 82/03/19 n'RElLLY. J 1 
Region 3. Office of Director 3pp 13139 319. 34x 

Fiche 50-000.63/03/19.8303080335 


B3030B540& Third Interim rept re Class IE electrical components 1; 
essential raw cooling water traveling screens. ini t lal ly 
reported 81051B Util still analyiing deficiency Nett rept 
by 630403 

MILLS.U M Tpnneseee Valley Authority 03/02/33 O'REILLY. J I 
Region 3, Office of Director Ip I21S8 193 34X 

Fiche 50-390. 02/03/33. 0303000406 


8303080432 Second interim regt re cable separation In essential in 
cooling water Intake pumping station. initially reported 
BI13l4.Uttl still evaluating deficiency Nett rept by 030731 
MILLS. L H Tennessee Valley Authority 83/03/34 O'REILLV, U I 
Region 3. Office of Director Ip 1 21 SB 038 34X 

Fiche 50-090.03/03/34.9203000433 


9SO3O8O370 S'upp 1 to final deficiency rept re grouted anchor bolts 
main steam line supports. Initially reported 600314 
Corrective actions for Units 1 & 2 will be completed by 
830315 t> loot . respec t ively 

hills. L ft Tennessee Valley Authority 83/03/35 O'REILLV. J < 
Region 3. Office of Director Ip 12149 1 32 24x 

FIcho 50-390, 83/03/35. 8303060379 


6303000434 First inter in iJe^Ittancij rrp t re HOAC register ddii'egr. 
initlstig reported 630129 Oairag* caused py etcesstve dirt 
P/or physical damage to registers during nearhg conet 
aCtWIttes In ves 1 1 gat tun continuing Me>t rept by B30438 
MILLS. L M Tennessee Oalleg Authority 03/03/29 O'HEtlLV. .i l> 
Region 3. Orfice of Director. i'pp 13i97 14/ 34* 

Fiebe 50-390. 33/02/29. 0303000434 


8203080434 First interin deficiency ropt re failure of Llnltorque mutoi 
operators during valve « 1 osure. tnl t la 1 ly reported 030136 
Westlngnouse is investigating failures ui/l.l mi torque Nutt 
rapt idl 1 1 be submitted by 030430 

MILLS. L M Tennessee Valley Authority 63/03/33 0 'fiE luLV. .1 !■ 

Region 3. Office of Director ppp 13196 019 34X 

Fiche 30-390. 83/03/33, 8203000454 


0303060929 F Ina 1 deficiency rept re fillet vield nisspec . I n 1 1 1 a I I y 
reported 601107 Oenerel Const Spec 0-39C revised to clarify 
conet requirements for sieaed r-jolnts. 

MILLS.L M. Tennessee Valley Authority Oa/02/25 O'REllJ-V. J P 
Region 2. Office of Director Opp 13196 377 34X 

Fiche 50-390. 83/03/33.0203080539 


0303080466 Final deficiency rept fur Sequoyah 6, tiatts Dor re 
inconsistent establishment of Insp program. Initially 
rsported QI0334.Utll evaluating appropriate corrective 
ectlons 

NILLO.L M Tennessee Valley Authority 83/03/36 fl'OElLLV, Jl* 
Region 3. Office of Director 4pp 13137 339 34X 

Fiche 90-000. 63/03/36.0303000466 


8203100311 Third interim deficiency rept re engineering design OA 
trelnlng program initially reported on 810730 Courae 
descriptions continue to be developed Nett rept eipected by 
B20437. 

MILLS.L M Tennessee Volley Authority 63/02/36 O'REILLY, .IP 
flsgion 3. Office of Director 3PP 13334 016 34X 

Fiche: 90-000. 83/03/36. 830318031 1 


0303160373 Second interim deficiency ropt re overcurrent re ley trip 
setpoint loo lost on 6.900-volt motors, orlg I nol ly reported 
81 1 106 Automa 1 1 c starting for motors suspect Relay setting 
shests that Increase setpoint approved Nett rept by (120701 
MILLS. U.M Tennessee Valley Authority 03/03/26 O'REILUV, .1 P 
Region 3. Office of Director. 3pp 13330:047. 34X 

FI Che: 90-390. 83/03/36. 0303180373 


6303180360 Third interim deficiency rapt re Insufficient doc umen t at t on 
for environ qual 1 f 1 cat Ion of electrical oqulpirent 
(fAIRE0.*0588] . Initially reported 810729 Nett rept by 030739 
Table I sumnarlilng corrective actions enc 1 

MILLS.L. « Tennessee Val ley Authority 03/03/26 O'REILLV.JP 
Region 3. Office of Director. 32pp 12330:059. 24X 

Fiche 90-390. 03/03/36.0303100300 


8303180188 First Interim deficiency rept re revteu of procurement 
specs Tor OC requirements. initial ly reported on U3D130 OA 
branch currently Investigating deficiency to determine 
corrective action. Nett rept espected by 020931 

MILLS.L n Tennessee Valley Authority. 03/03/01 (I'REILLY. J 1' 
Region 3. Office of Director 3pp 13333:300 34X 

Flthe 90-000. 03/03/01. Q303180100. 


8303100334 Second interim deficiency rept re foam seals In mechanical 
pipe sleeves. initially reported 8H304 Slllcono foam tested 
fletlbls In tension. compression 6 shear . Eff ec ts of silicone 
foeis seels on pipe being evaluated Next rept by 020331. 

MILLS. U n Tennessee Val ley Authorl Cy 82/03/01 0 'HE ILLY. J. (• 

Region 3> Office of Director. 3pp 13333:067 34X 

Fiche 90-390. 03/03/01.0303100334 


0303S80378 Third interim deficiency rept re improper anchor 
Ini ta 1 lat i on, tnl t la 1 ly reportad on 010634 Tabulation of 
resulte of proof load tests made. Proof load failure rates 
listed Next rept will be submitted by 030934 

MILLS.L M Tennessee Valley Authority 03/03/01 O-REIlLY. JP 
Region 3. Office of Director. 4pp. 13330 085. 34X 

Fiche: 90-390, 83/03/01. 0303180378 


9303160396 First interim deficiency rept re regional Quality 
Englheerlng Branch Insp ofe lack of manpower L resources 
Initially reported 830130. AddI training given bo inspectors 
Addl info expected on or before 820931 

MILLB, L M Tennessee Valley Authority 03/03/01. O'REILLY. J F' 
Region 3. Office of Director. 3pp 13330- 046 34X 

Fiche: 50-000. 82/03/01,8303100396 


0303170433 Final deficiency report re inadequacies in OA program at 
facility, tnlbialty reported 020127. Muc tear Safety review 
staff recommendations 6 response to OA audit encl New 
• tebadtile for completion of corrective action provided 

mills. LM. Tennessee Val ley Authority 83/03/03 O'rtEluLV.JP 
Region 3. Office of Director I9pp 13316:344 SflX 
Fiche; 90-390. 03/03/03. 0303170433 


03031704 75 ( cu< th IntBri'i :efuiency rept re rerouting o< high pretr.ii 
fire protection piping. I'lltially reported on fl|0l30 Areas 
c,/ 1 nad equa 1 0 or •'.arqinal s.arlahle pressor e revleved tn 
dptorcitne need for header resiling 

MILLS.L M Irtinessee Valle., Authority 83/03/03 O'REILI V. .) I' 
Region 3. Office of Director 3rp 13316 180 24X 

Fiche 90 -390. 03/03/03. H303I /04/9 


0303103279 E.ecu'id loteri-s deficiency rept re incorrei I thermal range 
values In am illary (pedvator sys analysts, initially 
reported 811033 ir^piog problems reanalyred -u /cor reel thermal 
range n-edel Neit rept eipected Oi-yAiy 

MIlLS. L M Tefioessee Volley Auteority 83/03/03 U'RElLLV..l F 
Region 3. Office of Dl'ectnr Ppp 13330 (18? 3-1 X 

Fiche 90-390. 03/03/02. 830J100379 


0303185296 Oecund interim defiiienc, ropt re luadlng criteria for 
structural Steel f« supports, iriitially reported UlliI7 Dasigrr 
notes specifying loading criteria clarified Next ropt bg 
030607 

MII.lG.L M Tennossee Valley Authority 83/03/03 O'REIlLV. J I' 
Region 3. Office of Director 3pp 13334 347 34X 

Fiche SO-3VO. 03/03/03. 030,3100396 


0303178303 Fourth tntorl.'b deficiefrcg rept re selsric qua 1 f i i a 1 1 on of 
control eqiii p men t . I fi 1 1 1 a I 1 y reported 900933 Oa-mples of 
poter'tlally deficient coirtrol stations to te tested (nr 
seis-sic qua 1 I f 1 c a 1 1 un by liyle Labs Next rept by 03061*1 
MlLlO.L M Tennessee Valley Authority 03/03/00 O *RE ILI Y. .r (* 
Roglbfi 3. Office of Director Ip 13313 307 2411 

Fiche 50-390. 6.2/03/08. fi.203 1 70303 


0203170602 final deficiency rept re incorrect analytical model of vol 
19 III piping pTbtrlsii) N3-67-3A. or vgino V 1 y rcpiirted on U104IO 
Fxact cause undetermined flrigmal data not based upon 
specific valve Correct vaivo modeliny incorporated 
rULLfJ.L M lennessee Valley Authority O.'’/03/OU O'RttLLV. J !■ 
Region 3. Office of Director 3pp 13331 138 34X 

Fiche 50-390. 82/03/00. 83031 •/0602 


H303230600 Revised final deficiency reft ro valve modeling error. 
Initially reported on UI04I0 Piping analysts have been 
Iristructed to be thorough ii. cnilecllny A reviewing data 
needed to properly model analysis problem 

MILLS.L M Tennessee Valley Authority. 83/03/11 O 'RE IlLy. .1 I' 
Region 3, Office of IMreclor 3pp 13390 146 24X 

Fiche 30-390.02/03/11.0303230600 


DOCKET 30-393 kfl-Rl NUCLEAR POWER 9TAriO.N. UNIT I 


0 Inspection reports. l£ Oulletins 6 correspondence 


0203170373 Forwards IE Info Notice 83-03. 'Environ Tests of Eleclriic 
Terminal Ulocts " No c.i llton response required 

HAYNES. R C Region I. Office of Director 02/03/15 (J-iCJDlL.U n 
Consolidated F.dlsixn Co of New Yort C0UN3IL.W 0 Conneiticxrt 

Yanies Atomic Pou.er Co CAREY. J J Duquesne Light Co 0pp 

12312 339 2dx Fiche 50-000.83/03/15,02031/0273 


DOCKET 50-395 V|R0lL C 0UMMCR NUCLEAR STAT lO.N, VNIl I 


A App 1 1 c a 1 1 on/ c ons t rue t i on stage documents 6 c or respondenc « 


0303010001 Addl response to FOIA request for 30 categories nf dniumri 
re NURE0-O660. "NRC Action Plan " Forwards documents listed 
In Apps A. 0. C (■ O Info partially withheld (ref FOIA 
Exemption 51 

FELTON, J M Division of Roles and Records 01/08/04 MADDEN. T J 

Kaye. Sc ho I er, F 1 erq-an. May s A Handler 9pp 13730 C06 24X 

Fiche 30-368. 61/08/04,0303010001 


— 8010230537 Comments on facility response to NRC 9C0310 Info requctl 
basis for auxiliary feedwater SyS flow requirements 
Audllary feedwater s-gs .-sust have capacity to supply at 
least 380 gpm total 

SPEIS. T P Reactor Systems Oraoch 80/09/30 PARR. O Auxilim 
Systems Branch Ip 12753 374 34X Fiche 50- 000. 81 /08/ 04 . 

0303010001 


0203050008 Notification of date change for 820322 meeting w/uti I li. 
Bethesda. MO to revle-e const assurance progr am. Meet I ng 
originally scheduled for 020310 

MANE.W F Licensing Branch I 83/03/04 VOUnORlDOO, Q J Client. 
Branch I 3pp 13142 359 34X Fiche 30-395. 82/02/04. 8303030003 


0203030659 Forwards proprietary 6 nonproprietary versions of Hevlsibi 
4 to -’Environ Qua 1 1 ftcat I un of Saf e ty -Hel at ed Electrical 
Eqoipirent Per NuREO-0508 -Proprietary version available m 
Central Files only 

NICHOLS. T C South Carolina Electric 6 Oas Co 82/02/19 
DENTON. II R Office of Nuclear Reactor Requlatlon. Director ;-pp 
12006 317 24X Fiche 30-395,83/02/19,0203020659 


Fcri.-driJ& ("ja* C- hPvlou copii propose:! (honges to Ilc^ 
t.aec 2 k:> 0 '> 6 5 clorif^nij areas of tofv.iltee TsistorsMp. 

alterra'o -etrbors ?• “toetirs (fuatv- 

CLaRV H Q Scuts Carulti'd Elorcic t Cas Co B7/t>3/7y V’lRU) I )U. fl 
Cffico of Niirlrar Heat tor Kogulaticn. piroetor 1; ISOa? Ottf 
34« TicSe iC-395. 0?03gl019fe 


-Q?03010I93 ft :cf I revi»j ccpn of proposed fetP Spec Section 5. 
<;ar;f^jn^ areas of (o'nittee ixe'Oe i ef ip. al terrate '‘rnbers 
6 <'«etlf>? ^uorur 

• S.'utr Carolina Electric S Gas Ce Q3/ 03/23 ip 13069 090 
ai* ftcse 30-399. 03.'O3f33.eao33lOteb 


PaOIIOSOiefl forjdrija p'aposeC fSanpes tii fSWI Chapter 14 per e?OJ.'JL‘ 

Cl sc 'ass ten sir9PC 

MCKHlS. I C Scuts Cd :lil>a Etectrit i. Gas Co e3/03/33 

l,‘Cr<rCN H a Office of tfjcJeai 9ea: lor fteijLlatlon. Director i4pp 

13077 r41 :?Jii Ft me 50 -ri'?9, 83/03/33. 83f>30i0ie3 


9303030190 /icviees of necessiti; to (.untince to util lie procedure 
descritei in rtSt'L Code Case ^-3/3. "Conpilin; Oata 9ojt 
Recorps ■• 

HICkOL^. ’■ C South Catsliha Eloctrit (» Sas Ca C3f0a/23 
DE*..TCN. H 9 nfflre jf N.n 1 ear Dear tor Reeulatipn, Giructor ;*pp. 
1?106 3Vfc 341 Pstte 93- 39V 03/03/33. fl?OJ030t 90 


9303-033930 Frruaros inteijraceci leal rate Cost Cata sheets for f mi- t 
transfer tube Mans fierce rape ter 5 1 Jg sprag puip A 
rec I re ulat I er sc.r.p si.c 1 1 cii. lea > rate pressu r i rat i on s(|S & 
spare pehe t r a 1 ion s supF I e her I in t 810433 rep t 
nlCMC-S. F C So ..;0 Carulina Clertiic S. Oas Co 83/03/33 
Dri.TOV. n R Office of Nuclear Pearler Iregutatlon. Director 3pp 
1L‘C99 144 341 FIcoe 99-395 03/03/33.0533030930 


— 6303030935 l>■t«e^ateJ teas late test data sheets for p ene t rat 1 nnu 10/. 
tube bistii Plante. 'jot reactoi hldg sprag Pu'p A 
■St irc/let I 0.1 SUSP set 1 1 nil, 30 1 . 3 1 1 • 313 6 316 leak rate 
prassur 1 1 at 1 O/' sjs.')34 b -ll/P 

Iwept-Aw.C South Carolina £ I ec tr ic t. O.is Co 03/09/33 I6|>p 

13C99 i4A 3<J« Fi t<i9 93':3V3, 83/03/33. 0363330530 


0503050599 -Itvi ses cF leal tests per N.lBfO-O/S/. Iten til 0 I 1. 
PriTarg Corlant Sesress Outside Containment ■' No neasured 
Isatage faund un all apbltcable sps 

NJCI«3l 5. T C Booth Corot Ina Eloctrtc & Oas Co 03/03/23 
CfCiTQt o P Office nr tiucteor Reocter fleeutatinn. Iliroctor Vpp 
13099 llA 34i Fiche 9D-.*iVb. R3/03/23,0303C3095H 


&303090319 Bu^sarg of 033333 nosiing ui/ut 1 1 in Dethesda. ND re OA 
progre?! .isses s>->ent 

KOhE.u P Litensinq Uranch 1 8,7/03/35 I Icenslng Branch I 

6»p 13193 063 34X riche 90- 399. 03/03/79- C30309031 9 


83031 9C039 Requests collection of Cl. fee 

rOChtOOlCOO 0 J Ltcsnsioi Branch I 03/02/35 HILLCR.M O l.ttot>i.r 
fee Manegenent Oranch Ip 12399 339 34X Flche 90-399, 83/07/75. 

e3'93l5O059 


0303090352 Responds to 0 Chopra posier Sgs questions Method of 
calculation of min sgs voltage val Id. thersfOPe, calculated 
■-.In offsite voltage uas accurate Procedure folloiaod in 
determining min offsita voltage enct. 

MICH3LQ.T C South Carolina Electric tc Oas Co 83/03/01 
CENTOM. M 6 Office of Nuclear Reocttir Regulatloti. Director. 6pp. 
13163 368 34* Plcbo 50-095. 63/03/01 . 8303090393, 


8203170580 Furuarcs naried-up changes to proof t* roviec/ copg pf 
loch Specs 

MCM0_S. t C South Carol ina Electric A Oas Co 83/03/09 

OF.I.TUN. H. R Office of Nuclear Reactor Regulation. Director i?7pp. 

12331 321. 34X Plcho 50-393.02/03/09.8303170580 


8303390095 Foruards revicej pages to 811201 App A tech Spec s. re sol v I ng 
cOrrents identified In N9C responses li/o enc 1 

VOON09LOOO. 0 J Licensing Oranch i. 82/03/1 I NICHCLS. T. C 8outh 
Carolina Electric U Oas Co ?pp 13421.306 34)( 

FUhe 50-399. 82/03/11,6303350095 


8303160233 Requests relief Fra— Twt Item It D 3. fuel load roqul r c-nior't. 
if installation A/or qualification of limit sultchps 
lnct>6>let» prior to fuel load. Schedule for limit sieltch 
installation listed 

HICHOLS. I C South Carolina Electric b Oas Co 82/03/13. 

OENfON. 8 R Office of Nuclear Reactor Regulation. Director 7pp. 
13390 239 34< FlcJie £0-395. 02/03/ J3, 03031 60333. 


0203300333 llotl f I c a 1 1 on of 030333 meeting lu/utll to disc use 
o> gani I at lona 1 readiness re c onst. mgt. I tc on sing of operators 
6 health pfigsics organtlatlon 

hPIIE.M F Licensing Branch I 03/03/15 VOUNO0LOOB, B J II 
Branch I 3pp 13463 075 24 X Flcho 50-390, 83/03/18. <J3>)3 W« 


8303330437 Provides addl justification for schedules for inslfll 
qualification of various componsnts. in responso to NUrtCO- 
0737. Item fl F 2 ro inadequate core cooling Iftstromentat I pn 
Full PODST operation justified until equipment Inetaltod 
NICHOLS. T C Bouth Carolina Electric A Oas Co R2/03/16 
tEt.lOtf. M n Office of Nuclear Reactor Regulatloo. Plroclot 
I330 » 367 34* Flche 50-395. 02/03/ 16, 8203230437 


6303320338 Requests i Tp 1 ementat l on of NUREO-0737 Item I C l.shof 
accident A procedure rpvleus.be postponed until startup 
after first refueling outage Delag based on Incoeplets MIC 
revieiii of ediergencq responsa gutdatlnas 

NtCliOLS. T C South Carolina Electric A Oas Co D3/03/J/. 
0ENTCM.lt R Office of lluclear Iteactor Requiatloh. OlTstlhr 
13359 303 3 4* Flche 50-399. 03/03/1 7, 8303330328 


E203300350 Board Notification 83-23 re possible change of postil 
USDS on locallilng of 16(16 Char I eston. 6C earthquake 
TEDF6C0.6 L Assistant Director for Licensing B3/03/IU 
Safetg and Licensing Hoard Panel 4pp 13461 341 54* 

Flche 30-393. 83/03/18. 8303300250 


Q303090077 Provides info on possible mod of USDS position rt i 
Char leston. Be earthquake u/gpologle structure A on recant 
earthquakes tn llru Brunsvilc k . Canada 

OtRCHS. If J Office of the Esecutive Director for Operaticru 
SECV-R2-033 02/03/05 3pp 12461 345 24* 

Flchs 30-395, 83/03/18. 0303300350 


8303310017 Requests OA program for design verification prior to 
Issuance of 1 ote pouer OL Info should bo provided ulthin 
30 dagS 

etOENIIUT.OO Division of Licensing 82/03/18 NICIinLU. 1 C 
Carolina Electric A Oa« Co 4pp 13466:350 34X 

Flchs 90-395. 62/03/18.8303310017 


8303340390 Responds to questions re emsrgsncg Peeduatar tgS rel 
analgsls Devices used to prevent inadvertent opprattoh of 
valves are not locking clamps. but consist of padlocked boi 
on XVB-IOIO-EF A valve stem XVO-IOO-EF 

NICHOLS, r.c South Caro 1 Ina E I ec tr I c A Oas Co 62/03/19 
DENTON. H R Office of Nuclear Roactor Regulation, Director 
12395 099 34X Fl c ho 50-395, 82/03/19. 8303340290 


0303290203 Forieards revision to Tech Spec 3.6. 1.6 re containmen 
structural Intagrttq Revisions bassd on requirements <|E 
proposed Revision 3 of Reg Guide 1 33. "Inservlce Insp of 
Vlngrhuted Tendons in Presttsssed Co-nerste Contel-nnents " 
NICH0L6. T C South Carolina Electric A Oas Co 83/03/22 
BENTON. H R Office of Nuclear Reactor Regulation. Director. 
12433 346 34X flche 50-393. 83/03/22.0303390283 


--0203290283 Proposed revision to Tech Spec 3.6 1 6 re contalna 
structural Integrltg Related I nf o. 1 nc lud 1 ng detailed 
discussion and 

• South Carolina Electric A Oas Co 83/03/22 34pp 124 
24* Flche: 50-393. 03/03/22, 8303390282 


C UAC GafeXtj Cv&\ualton supple %t covr«%pofi4*T^C4 


fi?030l0001 Addl r»«pon4e to KOIA cattgorio* d 

ra NURE(^~0660e "NftC Action Plan. " Fofuarda documantt llatad 
in Apps As pe C 8t 0 Info partially withheld (raf FOIA 
Erenptlon 5) 

FELTON. J M Division of Rules and Records. 81/08/04. HAODE 
ttage. Scholar, Flermsn. Hags A Handler. 9pp 12730:006 24* 

Flche 30-393, gi/00/04. 8203010001. 


--6011(30043 Forwards Autlliarg 6gf Branch Input for facility 8 
iaiptaA«fvtat\ork% of r a^cftiniarkdatioria for auxiliary ftaduat*** 

CViECKdP.S Aaatataot Oiractot for Plar^t Syatam*. 60/11/03 
TEOESCO.R.L Assistant Director far Licensing 2 pp. 

24X Flche 90-000. 81/00/04,0203010001. 


*S3lll3<i047 Aut infill s Uidnch Input Tor faiilitii PCM rp 
lirp I e *pntdt I onik & f f c or-npndat tons For aui 1 I torv Fseduatfii 
s js 

• Assistant Director for Plant Gysloirs 00/11/03 I7pp 
IS75? 3'iH SAt riche 50-000, SI /O0/O4. 0203010001 


di'OOOPO'lOA Advises of sir or in descriptiun for prrssurirer heatoi 
ratings <■ source of pnoei on Page 22-84 of sell, per 
SH/4CC-073/ 1 1 en I( T 3 I re eirergoncii power for prossuriier 
heater* Corrected latio U 3-3 encl 

f/ICHOwS, T C South Carolina Electric ». Oas Co 02/03/23 

ff IJTn,*l. H R nr flee of Nuclear Reactor Regulation. Director lipp 

12078 If/* 24* Fiche 30-3*55. 82/02/33. 0203020406 


0j0?0205f)l Sucnits add! Info re unresolved NUflE(J-0737# I tom 1 D I. 
cootrcl roam design rev I eus . I den 1 1 f I ed in SCR Huppl 1 did 
Apr 19131 Info addresses r-.od« to fire t, security alarra eys t 
renote shutdown panels 

HIChOlH. T C South Carolina Eloctrl* t. Oao Co 82/03/23 
OENTOV. H R Office of Nuclear Reactor Regulation. Director 2p|i 
12C03 177 P4X F|Che 30 399. 02/02/23. 0203020301 


B^’03050'39J Responds to UI0430 reguost for add 1 Info por OEH 
Lonflrnatory Issue I 7 23 re cuntrol sys failure* Lnu 
suction pressure starting luterlocli un auto start of sve 
isater hoostcr punps s/t 1 1 be removed 

MCHOLS. T C South Carolina Electric «, Oas Co 02/02/36 
DFMOM. II R Office of Nuclear Reactor Regulation. Olrector 44pp 
12161 243 24* Ficho 30-393. 82/03/26. 0203090293 


0203090302 Advises that limit sial tches will be utlllied to comply 
r- /f,URE(;-0737. Item II D 3 requirement* for positive 
pressuclrer safety valve I nd t ca t i on. i n response to SER 
Svppl 3. Con f I rmatory Issue 1 7 21. Item 3 

NICIiOIS.T C South Carolina Electric 6 Oas Co 02/02/26 
DFMTCN.H R Office of Nucloar Reactor Regulation. Utrectar 2pp 
12163 079 24* Fiche 30 393. 02/02/26. 0203090302 


0203160303 Fourard* ,sarhed-up Page 6 4-9 of Amend 22 to FDAR- 
C 1 ar 1 f 1 c a t Inn necessary iri BER to note that control room 
ventilation sys Is In recirculation mode during nornal 6 
emergeticy condition* 

NICIOL8. f C South Carolina Electric 6 Oas Co 82/03/12 
DEMIOH.H n Office of Nuclear Reactor Regulation- Director 3pp 
12309 010 24* Fiche 50-393.82/03/12.0203160303 


8203230404 Submits b.sses for conclusion that util position presenting 
plant design 6 procedural method for cooldosn are 
acceptable 6 can be altornatlvo to requirement of R9D 5-1 
per SFR Item ] 0 2 

NICI<C|.8. r C South Carolina Electric 6 Oas Co 02/03/15 
DErflON.H R Office of Nuclear Reactor Regulatluii. Director 3pp. 
12JB2 319 24* Tithe 30-393.82/03/13.8203230404 


92032302/ 1 Informs that scheduled completion dalo for permanent 
emergency operations facility moved to 021001 per OEfl 
(NUHE0-07I7I. Suppi 2. Pago 22-2 

NtCilOt.B.T C Oouth Carolina Electric 6 Oas Co 82/03/16 
OENtON. H R Office of Nuclear Reactor Regulation. Director. Ip. 
12378 333 24* Fiche 30-393.02/03/16.0203230271 


f Security, medical, emergency 4. fire protcctlen plana 


620302038.3 Forwards Revision 8 to fire protection eva liia 1 1 on-f 1 r e 
haiaril analysis rept Revision correct* several discrepancies 
6 typographical errors noted during 6 subsequent to IE fire 
protec Itiin Insp In Jan 1902 

NICHOLS. T C South Carolina Electric 6 Oas Co 02/02/23 
DENTON. H R. Office of Nuclear Reactor Regulation. Olrector ip. 
1207 7 247 24* FI c ho 50-393. 02/02/23. 8203020383. 


--82O3O2O303 Revision 8 Cn fire protection evaluation 

• South Carolina Electric I, Oas Co 02/02/23 39pp 12077 248 
24* Fiche 50-393.02/02/23.0203020303 


0203090237 Forwards revised pages Index to fire hatards analysis rept 
revision Revision cdrrects typographical error. 

MC80L9. T C South Carolina Electric & Oas Co 02/03/02 
DEN4GN. H R. Office of Nuclear Reactor Regulation. Olrector. 2pp. 
12163 194 24* Fiche 30-393.82/03/02.0203090237 


0203090423 Requests extension to 821015 for Implementation of final 
rule re requirements for protection of safeguards info 
published In 811022 FR Insufficient time allowed to complete 
required activities 

NtCIIOLS. I C South Carolina Electric 6 Oas Co 02/03/03 
DENTON. H R Office of Nuclear Reactor Regulation. Director. 2pp, 
12162: 277 24X Fiche 30-393. 82/03/03, 8203090423 


■3203120260 Releetes Public version of revision to radiation emergency 
plan 

FEt.rON. J M Uivtsicr, cf Rules and Records 82/03/05 Document 
Manaytment Branch Ip 12233 109 24* Fiche 50-393.82/03/03. 

8203120260 


'820JI203I0 Fuiuards public version of Revision 6 to Radiation 
Protection Plan El’-lOO Instruction sheet encl 
NiCHOwB. T c Sooth Carolina Electric 6 Oas C« 82/02/23 
DlNfClN- N R Office of .Nuclear Reactor Regulation, Olrector 2pp 
12233 1 12 24* Ftche 30-393. 82/03/03. 8203120360 


--02O3I2O313 Public versinn of Revision 6 to Radiation Protection Plan 
EP-lOO 

IIEAlE.R F South Carolina Electric 6 Oas Co 82/02/18. 2Upp 
12239 114 ?4x Flrhe 50-:J93. 02/03/03. 0303120360 


820323027 1 Irkfui'cs that scheduled completion date for permanent 
emergency operatlcins facility moved to 621001 per SER 
INjnFG-0717) . 5upp 1 2.Page 22-2, 

NICHOLB. T C South Carolina Electric 6 Oas Co 82/03/16 
DENTON. H R Office of Nuclear Reactor Regulation. Director Ip 
12378 33 3 2 4* Fiche 30-395.82/03/16.82032302/1 


8203220328 Requests 1 sip 1 amen t a 1 1 on of NUREO-0737 Item I C 1 . short-term 
accident t procedure reviews, oe postponed until startup 
after first refueling outage Delay based on Incomplete NRC 
revlowi of emergency response guidelines 

NICKULS. T C BuuCh Carolina Electric 6 Oat Co 02/03/17 
CEMTO.N. N. R Office of Nuclear Reactor Regulation. Director 2pp 
12399 282 2 4* FucAo 30 395. 82/03/1 7. 8203220328 


8303260311 Provides Info t, basis for position on emergency plan Item 
re staffing requirements outlined In NLlRCO-0694 1o 
accomplleh 30-minute response c apab 1 1 1 ty. fee 1 1 1 tv would 
have to relocate or hire addl company personnel 
MCHCLS. T C South Carolina Electric h Oas Co 03/03/22 
nEIITON. 11 R Uffice of Nuclear Reactor Regulation. Director 2pp 
12424 004 24* Fiche 30-393.82/03/22.8203360311 


■7 AdjudIcAtory c or r espondonc e 


8203040447 Motion for admlsslcin of new contention New info re normal 6 
emergency operatlr>g procedures revealfd per Ooard 
Notification 02-7 Mgt Issues already at Issue Certificate of 
Sve enc 1 

OORREY. U Oursey. U 02/02/24 Atomic Bafety and Licensing Uoarp 

Panel 4pp 24* Fiche 30-393.02/02/24.0303040447 


8203090129 Proposed findings at fact 6 conclusion* of law in form of 
Initial decision Cer tificate of Sve encl. 

OCLOOERa. 8C Hearing Oranch 2 02/03/03 92pf 12161 137 24X 

nche 30-393. 82/03/03,0203090123 


8203190103 Forrsards response opposing Intervener notion to reopen 
SANFORD. J C Oebevolse t Liberman SANFORD. J C. South Caroline 
Eleclrlc 8.0a* Co 02/03/11 OROSSNAN.H. HOOPeR.f f . 
LINENOEROER. G. Atomic Safety end Licensing Ooard Panel 2pp 
12343 103 24X Fiche 30-393,02/03/11.8203190103 


--P20319OIO7 Response opposing 0 Dursey 020224 motion to reopen for 
admission of new contention. Intervenor falls td satisfy 
requ I r errent s for reopening record 6 for admitting late filed 
contention 

BANFDRO.J.C. South Carolina Electric 6 Oas Co 8 AN FORD. J. C 
Oebevolae t< Liberman 82/03/11 Atomic Safely and Licensing 
Ooard Panel 23pp 1234 3 103 24* Fiche 30-393, 02/03/11. 

0803190103 


--B20319OIIO Affidavit of LF BCor i re NS Medeiros trip rept on 
operating procedures Majority of Medeiros comment* not 
substantiated 

8T0RZ. U F South Carolina Electric t Oas Co 82/03/lt. 2Bpp. 
12343 128 84* Fiche 50-393. 82/03/ 1 1, 8203190103 


--6202240889 Discusses 820118-19 site visit re re-«valua 1 1 on Of facllll 
emergency operating procedures Minor deficiencies In 
procedures exist but SER remains valid 

KENNEOy.M 9. Procedures ft Test Review Branch. UICOINTON.O L. 
Operating Reactors Branch 1 82/02/01 THOMPSON. HE. Division ol 

Human Factors Safety 2pp 12343- 136 24* Fiche - 30-395. B2/03/ 1 1 . 

8203190103 


"8203190116 Affidavit of KM Wdoduard re MS Medelrdt trip rept on 
operating procedures Gtori account of substance of 
conversations w/Medelros on B11217— iG correct. 

U'OOOUIARD. K w. South Carolina Electric 6 Oas Cd 09/03/10. 8pp 
12343 138 24* Fiche 50-393. 82/03/ 1 1. 8203190103 


-C303190I3I n«s;on4i lo e;C9C3 telcon re altertiAtf ahuCd^.n sv ’> 
«l'ut4Cwn (da oe achieved ti| v«e of 'ontrol roocn evacuation 
earel for poetolate: fi-us ir central roo^-. relJn roon ft Cue 
catle «oreadinj roora Certificate of Sve eac I 
MChOLb. f C Scuth t'a'olina Electric & Ga» Co BI/IO/I& 

DE'ltOfv I' F> Office of flticlear f)ed<(ar Ketulation, Director diip 
1334 3 161 34X Ficne 30-3V3. H3f03/ I 1 . 83031 90103 


6303160183 Sup9 I enentd : prcyoeed fsndinqi of fact 6 roaclutipas of 
laj on enorjenca plaral'is leeuet Certificate of Bve end. 
CO'-OBEBC.SC Kearln; Branch 2 B3/03/I3 ISpF 13301 187 I'd* 

Fithe. 30-393. 83/03/13. 0.303 1 60183. 


830318C411 Order eiCen<i!n( tire until 030403 for co~”lislon to rev leu 
ALA9-663 

CHICK. E o Office of tie Srcretarij of the Ccrvntjsion ALAl)-6fj3 
03/03/12 Coani isicners ip 13330 056 24* 

Ft: 1 e 50- 393. 03/03/13. G303i004i I 


B30323OI3V fletp onee oppoetod intervenor 0P0324 motion to reopen reccird 
for late aCnleeton of contention re adequaci; af normal 6 
*ni«Td«i>ce operating prcteluroa Stdd fnr •'copenif.g retord 
not net 

GCC0DE99. H C Hearing Branch 3 83/03/16 Atprvic Eafecg ai.il 

Llcendai 8ca-l Hand 1 Ipp 13363 147 34iCFi(t,e 30-395.03/03/16. 
830333012? 


--B303320I43 Afcjdavit of WO Kennedy re intervenor B30234 notion to 
reopen record Olecueeee purpoae. d eve 1 epnent t. N’tC revlevi oP 
plant uperatinq proc edures. Mode i r os tne rept 6 pvalpation 
Prof qua I 1 f I c d 1 1 one eoc t 

KtfJKEOf-W C Preceoures 6 Teet Bevieui Oranct 03/03/13 18pp 
13363 130 24» FlcPe 50-393. 03/03/ 16. 8203320 1 39 


---0303330191 Affidavit uf ?L Oroualee he intervenor 028324 rotlon tn 
reopen record Acureeees ecoce 6 statue of ftegion 2 Insp 
revieu of operating procedures 8. evaluation of lledeiros 
BII233 trip rept 

OROvfhfCtF.V L Division of Project & Reel dent l‘rogra-.s 82/83/11 
apF 13362 17.3 34X Plche S0-3?9. 03/03/ 16. B303230139 


--8303330I99 Lists rePOining open lte->e requiring reeolutlon before 
findings of readiness for operation tan be Fade Licensee 
projecteC fuel loaOing Cate Is late nar 1982 Itld'Apr date 
achievable 

lewis. R C Division of Roeldent 6 Reactor Hroject Inspection 

93/03/22 elEEiWJt.O 0 Dtvtston of Liionslnp I6pp 12262 l9;* 

24X Fiche 38-395. 03/03/16.8203330139 


0203230110 Forivards rvplg to hftc proposed findings of fact 1. 
conclusions of la- on selsirlc Issues No r«p Ig ul 1 I be filed 
re NRC proposed findings on emorgeneg planning Issues 
KNOT 1 5. J U Oebevotso & Lthernen HNOTTB. J 0. Oouth Carolina 
Electric 6 Oas Cn 03/03/10 OHOBGqAN.H. . hCOc/EH. F F , 

L InEHDEROER. 0 Atonic Bafetg and Licetising Ooard Panel 2c p 
12380043 24* Fiche 30-393.82/03/18.8203230118 


--8203230132 Keplg to ft-TC proposed flndinge of fact t. concluslans of I au 
in fnrn of partial Initial decision on eelsaitc cpntenCinn 
KnOTTB. j D South Carolina Electric t. Oa e Co KNOTTS. J.O 
Oebevoise 6 Liberman 03/03/18 6pp 1 3300 049 34* 

Ftcfo 50-399. 02/03/10. 8203230118 


— 0303230120 Errata to applicant proposed findings of fact & contluslotis 
of laiv on sels — ic contonllon 

KnOITB. J 0 South Carolina Electric L Oas Co. KNOTTS. J 8 
Oobevoise & Liberman 83/03/10 3pp 12380.051 34* 

Fiche 50-395. 03/03/18. 82033301 IB 


--8303330133 Supplemental proposed corrections to transcripts. 
Certificate of Svt sncl. 

Kh.OTTG. J 0 South Carolina Electric h Oe s Co. 82/03/18. 36pp. 

13380 094 34X Fiche 30-395.83/03/18.8303330113 


6203240300 roruards V/L Brotunlee 820322 suppleoontal affidavit 
CQnftrrvinq that Region 3 re Itisp of applicant opoeeting 
procedures rescheduled for ol of 820405 

VOOnO.M a Office of the Eiccuttve Legal Director. 82/03/32 
OROSSMAN.H . l.tNENDERCER. 0. . HOOPER. F F Atomic Safetg and tlcenstng 
Board Panel Ip 12407 001 24X Fiche 50-.199. 82/03/22- 8203240200 


--8203290113 Affidavit supplementing 020311 a f f 1 davl t. conf Ir.-ntn B thot 
Reflon 3 relnsp of applicant operating procedures 
rescheduled for ut of 820409 

DROWNLEE. O L NRC - No Detailed Afflllotlon Olven 83/03/22 Ip 
12407 002 34* Fiche 90-399.83/03/22. 8203240200 


K Htilit. Final Safecg Ana I gS is Hep or i (F9AN ) & .reend s 


o203l 10245 Foiuards Aircnd 30 to FSAIt 

NICHOtb. T C South Carolina Electric 6 Oas Co 63/03/011 

DEM Chi ■ M R Office nf Nuclear Reactor Regu la t liifi. Directnr tf 

13214 34/ 24« Fichu 90 399. 03/03/00. 8203 1 10243 


--CS 031 10.746 Amend 30 to FSAR 

e South Carolina Electric 6 Oas Co 02/03/31 93pp 1 1/.) 1 4 
24* Fjchc 50-399. 02 .'03/00. 02031 1024 9 


Q Inspection reports. IE Bulletins 6 correspondence 


0203020601 Foraards TC Insp Rept 50-395/02-07 on 020111-19 N« 
I'oncumpl lancr noted 

KELLOOO. P J Division of Project 6 Resident Prpgrans 112/02/ni 
NICHElE. I C South Carolina Electric 6 Dos Co 2pp I20l>:i 
24> FI Che 50-395.02/02/03.0203020601 


--0203020606 IE Insp Rept 50-:i95/02- 07 or. 020 1 1 1 - 1 5 Mo nnnctPpVl. 
noted hlajur areas Inspected radiation pr o t ec 1 1 on. radua s t u 
T>gt 6 liquid t. gaseous uaste sgs 

PEtRV . w VI • BARR.K P division of Engineering L Technltal 
Programs 02/02/01 5pp 12003 |09 24* Fiche 90 -399. IC. (’* 

0203020601 


0203020711 Forwards IE Insp Rept 50-399/02-12 on RP0I07 No 
noncomp 1 1 anc e noted 

LONO-F J Reactor Project Branch 2 02/02/04 NICHtlLB, T f 1 

Carolina Electric f. OaS Co 2pp 12069 221 24* 

Fiche 90-395. 02/02/04. 020302071 1 


--B2030207I4 IE Insp Rept 50-395/62-12 on 620107 No nontomp I I an. >- 
htajor areas Inspected emergencq planning Interface between 
licensee organiiatlon t NRC Region 2 orientation at 
ecergeneg response facilities 

Taylor. I* a . vENKINS.O R Division of Emargencq Prepar e Juesi. 
Operaliunal Support 02/02/02 4pp 12009 223 24* 

Fithe 90-395. 82/02/04. 820302071 1 


8.703090210 Notification of 820224-29 maetlnos la/utll In .Jonlinnvil 
8C to revletv inservlce insp program for pumps K valves 
kAIIE.U F. Licensing Branch I 82/02/04 YOUN00L030. R .1 ■!.< 

9ranch 1 I3pp 12144 334 24* Fiche 30-399. 02/02/04. 02«.l:l' h 


6203020196 Foroards IE Insp Rept 50-395/02-09 on 020119-22 Ni 
none omp 1 1 ante noted 

KELLOGG. P 3 Division of Project K Resident Programs ri2/02/i-' 
NICHOLG. T C. South Carolina Electric & Oas Co. 2pp 120// !/• 
24* fiche 50-395.82/02/03.0203020196 


- 6203020163 IE losg Regt 50-395/02-09 on 620119-22 Nq noncuirplioi 
noted Major areas I nspec t ed : f i r a protection/prevention 
miller. k| hi . CONLasi. T E. Division of Engineering & Technical 
Pro 9 ra.Tis 82/02/02 lOgp 12077 174 24* Fiche 90-393. l»2/i 

02030201 96 


3203020489 Forwards IE Insp Rept 90-395/82-10 on 820112-15 N.s 
noncorp I lane e noted 

KELLQCO.P J Division of Project 8« Resident Programs 02/112/0 
NICHOLS. T C South Carolina Electric S> Oas Co 2pp 12089 D- 
24* Fiche 30-395.82/02/05.8203020489 


8203020494 IE Insp Rept 50-393/82-10 on 020112-15 No iipncomplJ.. 
noted Major areas 1 nspec t etf . e I ec tr 1 ca i (r 1 os trunteniat 1 on 
cables 9i termination uorii*wcirli activities be review of 
quail tg rec ords 

OlOOCiNS. T J . RuFF.A 0 . CQNUOMa T E Division of Eng I near 1 *>;> 

tecAnical rrograns. ^PP- 1508^ ICO. 34)^ 

Fiche 82/02/03* 8203020409 


0203020169 Forutards IE Insp Rept 3O'393/02-l4 on 020123-28 Wo 
nonco-sp | lance noted 

LONO.F j Division of Projett b Resident Programs 02/02/08 
NICHOLS. I C South Carolina Electric 6 Oas Co 2pp 120/7 II- 
24* Fiche 90-395.82/02/00.0203020169 


--8203020178 IE Insp Rept 50-399/02-14 on 020129-28 No nontompllo 
noted hlejnr areas Insgec ted' g revlous tosp findings 4. qualltu 
records & OA/OC controls on site preparation on foundations 
LENAiiaN. J J . HARRIS. J.R . CONLON. T. E Division of Englnearl 
Technical Programs 02/02/09 9pp. 12077: 189 24* 

Fiche 50-39 5. B2/02/00. 8203020169 


0203190406 Forijards IE Safeguards Insp Rept 90-399/02-19 on 62011 
No none onpl lanes noted 

LONO.F J Division of Project & Resident Programs 82/02/10 
NICHOLS. T C South Carol Ina Electric «. Oas Co 2pp 12347. II 
24X fiche 50-399. flS/02/ 10, 8203190406 


--B303l<»04 te PS 50-399/0? 15 on 030129-29 Hn 

non< o<np 1 lane e notP<) Mpjor area« lti«pecte;t rpvipu o^ 9«Curit-| 
plan It tfflp I Pirpnt I ng procp«ure> t< astPSStpnt sxrvpillance 
aiot Detdll« Jlttihnld (ref IOCFR73 ?ll 

MCORE. 0 E ■ CDOOE-H U . MCOUIRE.D R Otvl<>ton of Engineer inp fa 
Technical Progran* 02/02/09 Ip 1234/ 11? ?4)t 

Fiche 50-399, 02/02/ 10. BPOniTO-lOfi 


S20.1I706I9 Far^arda IE insp Rept 50-399/02 04 on U201 10-22 
No none o<rp I lane e noted 

lONO. F J Olvieton of Project fa Resident I’rogruos 02/02/11) 
NIOlCLS. r C aouth Carolina Electric fa Oas Co 2pM 12329 i:i:i 
24* ^•|C^o 90-395, 02/02/10. B2031 70619 


--0303170624 It Insp Rept 50-395/02-04 on 030 118-22 No none orp 1 1 one r 
noted Major areas inspected OC for rad lot. hent strg fa 
cne-ilstrij fa rad i oac 1 1 el tg effluent ac coun tab 1 1 1 tg prngrar 
evoss.c O . MCNTGChEHY. D M Region 2, Clffice of Director 
02/02/17 9pp 12325 13/ 24* F 1 c he 90-395. 02/02/ 1 0, 0203 17061 9 


0203170317 Fori-ards IE Insp Rept 50-395/02-13 on 030126-29 
9o none o-ip 1 1 a nc e noted 

CCNO.F. J Olvislon of Project fa Resident Prograets R2/03/19 
NICl-OLS. T C South Carolina Electric fa Oas Co ?pp. 1231.3 104 
54* Flche 90-395.02/03/19,8203170317 


--8203170319 IE Insp Rept 50-399/83-13 on 820136-29 No none o<rp 1 i ant c 
noted Major areas inspected licensee action on previous insp 
f Irid I ngs* pr e serv I c s Insp.rovleiJ of as-bullts fa IE info 
not Ices 

COLEV. J L . CROUUEV. 0 R . OlltARD. E M Division of Engineer inii fa 

Technical Programs 02/02/10 13pp 12313 106 34* 

Flche 90-395. 82/03/ 19. 02D31 7031 7 


0333170400 Foroards IE Insp Rept 90-393/02-06 on 020105-31 No 
noncomp I t anc e noted 

LCN<7, F 3 Division of Project fa Resident Programs 02/02/24 
falCliULS. T C South Carolina Electric fa (las Co ?pp 12317 126. 
24* Flcbe 90-393.02/03/24.0203170400 


--8203I704C0 IE Insp Rept 50-393/03-06 on 020103-31 No none osp I lout a 
noted. Major areas inspected TMI action plan follouup, 
licensee identified Item fol I ouup. open item f o I I ouup . on s 1 1 e 
Jeslgn control fa rovieu of as-bulll drawings 

S-tCLDS. J L . STETKA. T . PCEDLES. T Division of Project fa Rnidc-Kt 
Programs 82/02/24 14pp 19317 120 24* F 1 c ho 30-395. 03/03/24. 
8203 1 70400 


6203000349 Foruards IE Info Notice 02-0 1 . Rev 1 s I on 1. "Auiiliarg 
Feedtaater Pump Lockout Resulting from Uest 1 'ig house N-2 
S-ltch Circuit Mod. “ No response i-oqulroJ 

O'REILLV.J P Region 2. Office of Director 03/02/26 CKRIO.H 1. 
Florida Pnu.er fa Light Co 4pp. 13190 103 34X 

FiChe, 30-000. 82/02/36.8203080349 


6203230214 Forwards IE Insp Rept 90-399/03-03 on 020129-27 No 
noncomp I lance noted 

LONO.F. O' Division of Project fa Resident Programs 82/03/01 
NICHOLS. r C South Carolina Electric fa Oas Co 2pp 12413 J06 
24X Flche 90-399.02/03/01.0203290214 


--6203290219 IE Insp Rept 90-.393/e2-09 on 030 125-29 No none nmp I lone u 
noted Major areas Inspected test fa fuel handling procedures 
BURNETT. P T , JAPE. F Division uf Engineering fa Technical 
Programs. 03/02/26 3pp 12413 300. 24* Flche 90-393.03/03/01. 

6203230314 


8203170441 Foruards IE Info Notice 03-03. "Environ Tests of Electrical 
Terrinal Oloebs " 

O'REILLV.J P Region 3. Office of Director 82/03/04 UHRIO.II t 
Florida Pou-er fa Light Co 4pp 13313 309 34* 

Flche: 90-000. 83/03/04, 020317044 1 


8203170519 Foruards IE Info Notice 82-04. "Potential Oeflclencg of 
Certain A0A3TAT E-7000 Series T Ime-Oe I ags, “ fa IE Info 
Notice 62-05. "Increasing Fre()uencg of Drug-Related 
Incidents " 

O'REILLV.J P Region 2. Office of Director 03/03/10 UHRtO. R f. 
Florida Pouer fa Light Co 4pp 13331 206 24* 

Flche; 50-000. 03/03/10. 0303170319 


8203330461 Foruards IE Info Notice 83-06. “Failure of Qteam Oenorotor 
Primer*! Side Hanuaij Closure Studs " No sirlttsn resganss 
requested 

O'REILLV.J P Region 2, Office of Director 82/03/12 UHRIO.R 1. 
Florida Pouer & Light Co Spp 13409. 106 34* 

Flche. 50-000. 03/03/13, 8303250401 


6203360250 Foruards IE Info Notice 03-07. "Inadequate Securltg 
Screening Programs " 

O'REILLV. J.P Region 3. Office of Director 82/03/16 UHRIC.H 1. 
Florida Pouier fa Light Co 4pp. 13424. 107. 34* 

Flche 50-000. 83/03/16. 6203260230 


Repcrla“le c r ; ** I - en- c i. -CFe t related i <ir r espcnderic e 


i)eC JCCOe-n.^ ‘‘otent^al Fji c 2; -epc <■■> s.ibs t.int I safety haiard r<. < 
cater pi. i>c an t ar > . i •• 1 1 la I i y r epar • e d 310819 Vent installed 
in tep i;f svc .lator soto' bearing pet fa siphoriinq fa all 
leakage turrected 

NICMIU S 1 (. unctn tvroln a Electric fa 0.ss Co 02/03/13 
O RE.IL..*. J r- He.|icri ?. CKfiie o( Director 4pp 12154 146 : 

FtchO 'jrj J9‘1. 03, 02/ n. U'-O jOK020 J 


63030004 73 Poternial significant deficlericy lept re four siiubteri i 
in unuorkable c ond 1 1 i cn. i i t la 1 I j reported 020300 Response 
to lit Uvlletin 81-Cl sill serve as final deflcimc*, rept 
Test uill b L* cus-picte on 020308 

tiJCh0_0. I C Biutt. 'Tairlina Electric fa oj., Co 02/03/15 
U'REK.t V.J P Region 2. Of'lce of Ctrertor 2pp 12137 19H 
Fiche 50-39 9. 02/03/13 8.703080495 


6203060380 Interim dcfiiiencg rupt re snucbers dec I gnu d in Sottemec 
positiori Cn.ihber siirselllnrice prcicudarn will be cnr-pleted by 
0P033O Final rept to be svoriite-; Also reported per Part 21 
NICi'UwH. T C tloolh C.irtli'i.i ricitrir fa Gas Co 02/02/19 
O’REILt.V. J P Fieglon 2. Office of Olrcctor 2pp 12149 124 : 

Fiche 90-359. 02/02/19. 820 1000300 


6203230380 Final deficienc, rept re safety hatard discovered duiinj 
preparation of response tn .MiRFu 0580 fa reporting of addl 
1 teris. 1 ri1 1 1 a 1 Ig reported 011103 NiilIEO-0500 revleu completed 
fa results sub-slttod No addl reportable Ite-ss discovered 
NlCtiOl.S- r C Sruth Ljtrlina electric fa Oas Co 82/03/10 
O'RF.ILLV. J P Roglon 2. 0riite of Oirertor 2pp 12303.743 ; 

Fiche. r>0-:!99. 03/03 10 . O.’032J030a 


T Moarlng trrmsci Ipts on nun -arit I trust matters 


03031C0519 Foruards NRC proposed transriipt corrections for 0106.-4. 
8301 13. 13. 1 3, 16 fa 30 roarings NRf corrections cc-nplece 
SUONG.M A Office si the Eiecullre Legal Director 03/03/09 
GRF.SGMaN.H . LINENnEHOER- c HCOPFR.F F Atomic Eofety and I iiei 
Ooard i’anel Ip 12103 24.3 24* Firhe 50-395.03/03/09.0203100: 


--8203I00335 Proppsed transcript corrections for ()|0624. 0301 12. in. : 
fa 20 he.srlngs Certificate nf Gve encl 

vniiND. M A Office of the C*ecuttve Legal Oirvtttr 03/03/0'/ 
lipp 1311(3 349 24* Fithe 50- 395. 03/03/09. 830.31 005 19 


6203290366 Foruaids portions of hearing transcripts in uhith FE.’IA 
uitnesses testified* in rospchsr to 020316 Itr u/o encl 
CHRIGTF.NaoRV, E Heirlngs Division 83/03/35 FEKRV. 0 U Fedei 
Lmeryenc*; rianagemont Agencg Ip 12433 01 J 24* 

Flche 50-000. 02/03/25. 0203290366 


D3CFET 50-397 JPPS6 NUCLLAR PROJECl. ON 1 T 2 


A App I 1 < at ton/ c ons t rue t ■ P'l stage dorumer.ts fa correspondence 


6203020603 Foruards table of scenarios verifying that cable cbollni 
S.JS can maintain diesel generator cable area ulthJn 115 F 
limit, per NHC B30222 request 

DOJCl.EV.O D Nashlngton Public Power Rupplg System 02/02/25 
SCHUEhCER.A Licensing Branch 2 2p p 1200:1 003 24* 

Flche 50-397. 0,7/02/23.0203020603 


8303020S03 Requests feedback fa assurance re possibility of addl bn 
to dcfirse eiistence fa charatter of inferred fault fa to 
permit de ter r-. in t s 1 1 c evaluation Conf 1 i mat or g ratls Pi* all 
resoI*ved geological issues util te submitted bg mid— Mar 
FER0U6GN. H L Nashlngton Public Puuer Oupplg System 02/03/36 
DENTON. H R Office uf Nuclear Reactor Rogulatlun. DiTUCtuT 2p 
12009 004 24* Fichu 50 397. 0?/ 02/ 36. 8203020503 


8203090552 Notification of rescheduled 030412 meeting u/util in 
Oethesda.MU to discuss if any addl OA revleu Is required in 
light oF recent problems foontl at several plants Meeting 
originally scheduled for 820303 

At/LUCK. R Licensing Branch 3 03/03/36 3CHUENCER. A L leone i 

□ ranch 2 3pp 13193 073 34* Fiche 50-397. 03/03/36. B303090:.5 


8303090767 Fnruards addl info re control room chillers fa one ovei-s 
draulrig of diesel generator eihaust line configuration 
shoulnq tornado missile p retec t ion. per NRC 0.70219 roquest 
Aperture card is available In HDR 

OCi;CHEV.O O Uash Ingtan Potllc Pojer 6upplg System 83/03/01 
SCHWENCER. A Lie prising Branch 3 3pp 13177 001 34* 

Flche 30 397 02/03/01.0203090767 


5005') '"O-Jirdt njrteii'up -ap4 I 4 jpf lerenta) lufc fS arid l.it.J-. 
e. rctervp w'Lf. * T of 120 «qodre -I lei of 

Ilanfap) •.jll irvi-o-^ Dsieaict J^er»ji«d Taf end 

Apertjrc tafi avail alt )e in f'DI-' 

ftAHSCM. »• F tre'?j. Uept oi' fiO/03/01 JACkSCV. 0 Ce JiC I ei.i «! 
B'-anev Slpp iOO f'lcPe 50 • 3”? ?• 112/03/01. aj03l200'il) 


-i." >31 70^2 » A«vitei 11 at fie'i j 2-?l 3 S-?? fi 3 2-23 of turbine ->1151 U 
ere »ein; Iratiiitted ondei ieperete cover ai 
orcf ieleii, ir.fo.per .“.“IC Q20326 reqoeit latulatlon of pi 
ircti eb 1 1 1 1 1 e i ♦. flee t ii' 9 l «use 020205 Itr eni I 

33J,"Hti'.G 0 .vei> inqteii Puhlir P:i.er Siopflq Sjitera 03/03/0;’ 
5CHrftlfCbB./V ;.icer»i ..5 9rancl ? Spp 1331*7 057 34X 

Firl.e 2C rw?. a3/03. 02. CJ031 /OaV l 


^.?33I7C240 forearji Inrbine rljiille Re p I . Bei u J t i cf Probati 1 1 1 1 s 
Anal'iiei of iMic P.-pti.re " MetioJoloqv for el cii le 1 1 pi; 
f’-ptabilitii uf Mimile 0 e nei at 1 cn" f. TorDine Mieitle Bep b ‘ 
popti aval lei )e ir. venial Tilei ontij 

Oi.L’wl'b 1 . G 0 ilaitiinjtor Hobl Ic Po.,er Supplij BjiteP' 03/03/0c’ 
?:Ci.-.FfirrR. A Llceniinfi Oranci r If i;?32l 377 31x 

Fiche 30-377, 02/03. C? 620 31 70340 


r3.;03l 70.‘i?7 fciii.erct eoJl left re 1 I JM loaoi per 930301 regueet liiPx 
coriliti of ij-raii of tovrcini; lopact eiiergu enalaill I 
reviieJ taCle of lijol leede over reactor veciel t# potenllel 
energ j 

33iCI-Lr G 0 ileirioyton Pullic Pojer Svppli Sjdter. B3/03/0;,' 
SCHUCNCtH.A liteiiin} Draith 2 3pp 123(2 052 24* 

ririe 30-:i97, G2/CJ/02. 6203; /0327 


<)703|703B4 rr>nfi>-» life prev;4eij Ouring (120301 telcon re cnntaiMeeiit 
initrur.ei>t el- i|i cesigr co-pi lance vi/Peg Ouide I (10 1. AS3I 
Std "III 1 1775 Sge deiign Cumpliei -/reg guide i tu being 
redciigned to vappOj nltroq;cn gen fror. cryogenic coiirce 
vO'-Crlc 1 . (1 0 llelMngtpn PaiPllc I’ouor llupf 1 g GgiteiP 02 / 03 / 0 ;.’ 
SCi'.dCr.CtR. A liiereing Hren<h 2 Ip 12J10 005 24* 

rune fO-377. Ii2/03<02. 020317020-1 


7203170455 npipor-Ci ta J Peietitl.dl (120219 cancerne re 011230 Itr- nn rnit 
lice* 4.or.iiiiri poc bliich no-iitor igi leolgn Is pieiilar to 
fioiAer deiign Fecilitg is* bee tden revloweC (• reinlutiun 
P r 0 V 1 dl'd 

P( vCOtV. C 0 Oeii-ington Public Power Cuppig GgitPA 02/03/0;/ 
bCrl2FfcCl;R. A Liconiing fir arch 2 ;ipp 12316 1(15 24X 

Ficle 53-37 7 112/0.3/02.630 317043 5 


F2.331704/3 Fotwardi scle-ratic r-o veriocii iupplles t* fluui pathi for 
fecilitg cortrcl coon chillers per 020226 request Control 
rocA cealing sgt consists uF two redundant rooA coolers t. 

.blllel uiotor iupp I s sgi 

OCJCI'L / 0 I) Plaellnitor* Pu'/llc Power (lopplg (igete.'*i (12/03/02 
GCHbeMi'CR. A Un-obSlng Orar.ch 3 Df 0 12319 399 24* 

Ficbe 50-397. 02/03/03. 020 31 7047 0 


Q203170334 hutcfipi tiet estieusted 49 squere ft uf unqueltlted otgotilc 
cpeting are inside r onte 1 nment/ p ei 620203 < ot-tii tnent 
GOJCIitr C 0 ivaaringtcn Public (’over Sopp 1 j ilgstem Q2/03/0:i 
SCribCMCCR. A Licensing Oranch 2 tp 12312 OS] 24X 
Fith* 50- j97. 02/03/03. 02031 70334 


0ZO3'.OO2OO Responds tc Oeneric i.tr 03-01. now application surveg. lull/ 
requests re CIIOR should be submitted to COt €> to WA Public 
Oupplg (Igs re Hanford Application will be submitted under 
IOCFn50 during 1903-0:1 

i-£bDBICKS3N. T Ourns «- Roe Co 02/03/04. TEOCSCO.n 1. Asolitfii.l 
Director (or Licensing tp 13103 014 24* fiche 50-000> B2 /03/(l4. 

H203 103200. 


6233160253 Responds to 020303 telcOP request for Inpo re factlltg 
eiltigatlnn tepatllitg Pipe break In BOV piping sgs low 
pruSAbllitg event w/low offsite consequences Tech Specs olll 
be submitted prior to fuel load 

^CUCHEr. 3 S Plsshlngton Public Po/er Supply Sjstem 03/03/03 
GCI-7FhCER.A Licensing Qranch 2 Ip 12299 040. 24X 

Ficbe 50-397. 02/03/03.0203160233. 


0203160463 Conflrr.s 920303 telcon re standby sve water sgs design 6 
cbs-iits to (ills testing F6AR let I 1 be revlfted to reflect 
design flow rate of 10. JDO gpm 

DOVCHEX.O D Ueshlngton Public Power Supplg Sgstem B2/03/0(i 
fClIVlENCEfi.A Llcenalng Oranch 3 2pp 12 306 310 34X 

Fitne 30-397.02/03/03,0203160463 


&203ltC03l Generic Lir Q2-C4 to all licensees of operating plants, 
applicants for OL i holders of CP re use of INPO SEE-lN 
progre- 

CtSENHUT.O Q Division of Licensing. 02/03/09. HAUSPURO. A 
Consolidated Edison Co. of N'eu Vorli 2pp. 12231 031 24X 

fit he 50-000. 63/03/09.6203110001 


G20322UI3I Hot 1 f I c at I or. of carcoled 0304 12 me ot tng ui/utll in Del‘'Mls 
PO to discuss If aildl OA review required In I iqht of 
recent problems found et several plants 

AV.L'CK.II Licet- sing Uranch 2 02/03/12 SCHWENCEK. A l.lrertl*| 
ll<ancb 2 3f p 13374 .137 24X Fit be 50-39 7. 03/03/12. Il2(112ij| || 


t/233220323 Coi-uards Burns t Rue rcvles. of QN_ coreents ro sffsits cl 
d« s,nc nrohi I a 1 1 on 'rothodologg used in generic 6 p lant-un 1 q.>« 
cbujglng load specs, per fieri 11 owners group 020209 meetlii) 
Structural responses not significant 

OCUCHL'Y.O D lleshlngtun Public Power Supplg Bgstem 113/Ulfl*. 

SCH.vEtl.’;CR. A Licensing Branch 2 33pp 12350 259 24* 

F 1 the 50 39 7. 02/03/13. (1203220323 


□203240190 Furwerds two sections of util 020201 draft Tec 6 Bpec 1 . 
or-itted due to dupllratlon errors 

:iO.;CHLV.G 0 llashington Public Power Oupplg Ogstein 112/01/1/ 
'..;CI*wEACEII. A (.teens mg Branch 2 ]41pp 12396 243 24X 

(tele 50-597, (12/03/ I /. 6203240190 


0203290237 Responds to 0 Rhou 620226 concerns ro load shedding 1 less 
sequencing of er.ergencg loads to Class IE buses (able 6 3-1. 
operational sequence of ECCB for DBA enc 1 

OOjCHL'y.O U Oashinglon Public Power Supplg Ogstem 02/O3/|n 
SCt-VEACEIi. A I icenslfig Uranch 2 3pp 12426 23/ 24X 

I iche 50-597. 62/03/ 10. 6203290237 


1^203310615 Bequests add 1 info re compliance W/10CKR20. 30 b HVi 
Uesponse should bo submitted within 7 dags of receipt 
<if Itr 

CClivKf.CCn. A Licensing Oranch 2 62/03/19 FCBGlfSON. R 1 

(fashingtein Public Powor Supply Sgstem 2pp 12466 :134 24* 

Fiche 30-397.02/03/19.6203310013 


6203300231 Forwards ''OLR Control Rod Drive 8g s Vessel Inventor, >-,i, , 
Rato Asperls of NJREO-0619 " 

(*C.tJLL(..P L Oenoral Electric Operating Plant Uuners Group 
02/03/26 FAUi.kNEH.H Standard 1 lat I on <. Special Prnjecls lire .1 
Ip 12446 056 24* riche 30-000. 02/03/26. 02033002,11 


•'6203300240 ■BUR Control Rod Drive Bgs Vessel Inventory fiokeup l•|l^ 
Aspects of r.UHEO-0619 ■■ 

a Cenarel Eloctrlc Operating Plant Owners Oroup f)2/0.|/24 i.n 
12446 037 24X Fiche 30-000.02/03/26.0203300231 


0 r.BC Draft/Final F.nv I r on-ten ta I Statoments. supple it cor r s spondr-.e 


6203170269 Consents on TES No objections ei i s t to Issuance of llstin- 
404 perntt if listed conditions stipulated 

OtAUCUABn.B Interior. Dept of 02/03/16 3CMWENCEU.A t lie*.|*^l 
Branch 2 Ip 12312 239 24X Fiche 30-39 /. 02/03/ 16. 02O;M /C.M 


E MRC Safolg Evaluation Report (8ER). suppls 6 c on s spondanf t 


0203020523 Discusses ongoing verification test of fuel nil (ra-sre* 
p urps . Inservl c e testing of solenoid operated valves, 
procuring skid mounted oil purification unit 1* correcting 
diesel eshacist line configurations to Tech 8pec 
ORUCHE’/.O 0 Washington f*ub11c Power Supplg Sgstem 112/02/17 
ECHUCNCER.A Licensing Branch 2 2pp 120U3 022 24X 

rich* 30-397.82/02/19.6203020323 


8203170331 Responds to Licensing Qualification Oranch 8CR Open licit 
per 620226 rsquest Shift support supervisor util racalva 
training as Identified in Section 13 2 1. 1 2," Initial 
Non-License Operator Training Program " 

300CliEY. 0. 0 Washington Public Power Supplg Ogetam 02/0.3/0/ 
SCH..ENCER.A Licensing Branch 2 2pp 12319 109 24K 

Fiche 30-397,82/03/02.8203170331 


0203180308 Rteponds to 620305 telcon Submits Info re training t'ci'c* 
for shift support supervisor per GER open 1 terns. Course 
outlines for OUR sgs analysis t> syt 6 procedures encl. 

BQUCllCY. O D. Washington Public Power Supplg Sgstem OH/OJ/C* 
8CIIUENCER.A Licensing Branch 2 14pp 12330 065 24* 

Fiche 30-397. 82/03/09, 0203180308 


a Adjudicatory correspondence 


0203030258 Requests for public hearing re order extending cons I 
completion date States Interest t* specific aspects t< 
contentions affecting petitioners Certificate of 6vt encl 
RQSCLtE.e Coalition for Safe Power 82/02/22 Comml ts ic' 
Bpp 12097:306 24* Fiche 50-397.62/02/22,6203030296 


6203240243 Responds to 820103 i. 0206 Itrs Ua 1 laca/Super 1 or eletie*'* 
of policy is under consideration ti views cannot be provided 
until discussion coe-glete. 

GROSSO. A. Rulemaking t. Enforcement Oivltlon 82/02/24 
BARRETT. T f. Affiliation Unknown tp 12396 106 24* 

Fiche 30-397. 02/02/24. 820324024 3 


'-0a005402«‘> Bequests #or<»al NBC pellcq statenant on er>p I oi|er. c oittrac tor. 
«utc ontrac t or or licensee ability to restrict reporting bg 
Cfliplovees to nBC of OC problems 

|.jr;PH3EV,j A mles. Wog 8. Caldart Ol/O^/aa QlCKWir.L Offur 
cf the Oenoral Counsel Ip 12396 IBft 2AX Fvtha 30-397. 

S2/02/24, 8203240243 


8S0312028S Ansuer opposing Coalition for Safe Poeior 820223 request fni 
tearing on CP amen<! CP anend Involves no significant haiards 
earislderatlon Alternative Ig. pet I ttoner failed to meet 
I ntores t. af f ec (s 6 aspect stds Certificato of Sve encl 
BEVNOLBS. N. S Washington Public Poaer Oopp Ig Sgsteri REYNOLOH. N 6 
Oebevolse S. Clberman 83/03/10 Coirmiss loners 3lpp 1224? (i9l 
24t FlChe . 50-397. 82/03/10. 0203120208 


8203240236 Requests cora-ents on encl T Barrett 020226 Itr re 
Wal lace/Super lor enforcement of statemont of poHcg. 

OROSSO.A Office of the Ciecutlve Legal Director 03/03/12 
LIEBERHAN.J Director's Office. Office of Inspection and 
Enforcement Ip 12396 200 24* F I c 1*8 30-397.02/03/12.6203240236 


--8203240241 Foricardt Wa I lac e/8up er 1 or ttr of reprimand to QC tnspectni 
re Investigation of co.spang pollcg impact on reporting 
safetg violations 

BARRETT. TO Af f 1 1 lot 1 on Unk noun 82/02/30 OROSSO. A Office of 
the Oeneral Counsel 3pp 12396 201 24X FI c he : 30-397. 02/03/ 12. 

8203240336 


8303170230 Answer opposing Coalition for Safe Power 830333 request foi 
t ear I ng. SuPf 1 c 1 ent standing demonstrated but petitioner hat 
not set forth specific aspects to be litigated Certificate 
of 8vc enc 1 

PATCH, ti O Hearing Drancb 4 83/03/10 Commissioners Itlpp 

13319 063 24X Flche 30-397. 03/03/ 1 3- 03031 70330 


II Osnerel correspondence 


Q203100460 Opposes furthsr CPs or eitenslon of permits for facllltiru 
tntll complete investigation of safetg t. ncsO completsd 
Pcitllc hearings should be held to address Issues 
HILL. 0 . DAVIS. R-. 0AV18. J L Intsrnat Iona 1 Lemgshorernsn 's & 
Warehousemen's Onion 82/03/09 8CHUENCER.A. Licensing Branch 2 
Ip 12104 334 34X Flche: 50-397.02/03/09. 83031004A0 


a. Inspection reports. IE Dulletlne !• correspondence 


0203020323 Dlscusss* ongoing verification test of fuel oil transfer 
pumps. 1 near vl c e testing of tolsnoid operated valves, 
procuring slid mounted oil purification unit t. correcting 
diesel eshaust line configurations to Tech Spec 

80UCHEY. 0. D Washington Public Power Bupplg Ogstem 02/02/19 
SCHWENCER.A Licensing Branch 2 2pp 12083 022 24X 

Flche 30-397,02/02/19,8203020323 


0203030411 Act receipt of 820120 Itr Informing NRC of steps taken to 
correct violations noted In IE tnep fispt 30-397/81-31. 

FAULHENBERRV. B Division of Resident. Reactor Project 6 Englneerlitg 
Programs 82/02723 HATLOCK. R.O Washington Public Pouer Supplg 
Sgstsei Ip 12070 200 24X F Iche 30-397. 83/02/23. 030302041 1 


— 0303030414 Responds to NRC 011331 Itr re Violations noted In It-. Insp 
Rept 30-397/81 -31 . Corrtt t Ivs actions. OC record added to 
provide necsssarg guidance for determining when liquid 
panetrant testing required. 

MATLOCK. R. 0 Washington Public Power Supplg Sgstem 62/01/20. 
FAULKEWBERRy, B Reactor Construction Projicts Branch. 3pp. 

13078 301. 34X F I che : 90-397. 02/03/23. 820302041 1 


9203160490 Forwards IE Insp Rept 30-397/83-04 on 020200-13 No 
r.oncon-p 1 1 anis noted 

BOOK. H. C Division of Radiological Safetg (• Safeguards Program. 

02/03/23 MATLOCK. R 0 Washington Public Power Buppig SgStem 2pp 

13306:013 24X F 1 c he 30-397. 83/02/33. B203 16049B 


--830316046S IE tnsp Rept 30-397-83/04 on 820308-12. No none omp 1 I one c 
noted, llajor areas Inspec ted : a tatus of licensee radiation 
protec tlon. environ protection 6 raduaate treatment sgs. 

YUHAS. d P. . WENSLAM8KI.F A , BOOK. H E Division Of Redlological 
eofetg t> BsfsgusTds ProgTsm 83/03/33 3pp 13306 013. 34K 

Flche 30-397. 82/03/23. 8303160438 


8203160493 Fgrwerds IE Insp Rept 30-397/83-02 during Jan 1988 No 
aortCbmp I tancs ngtsd. 

FAULHENBERRY. B Region 9. Office Of Director 82/03/34. 
flATLOCK.R.S Washington Public Power Supplg Sgsttid 8pp 
13303 338 24X F Icha : 30-397. 83/03/34. 82031 60492 


--6203160460 IE tntp Rept 50-397/02-03 during Jan 1902. No noncomp I lane d 
notod. Major araat insptetadt 1 1 cansae & contractor activities 
to. re-evaluate h improve detailed work methods. 

FElL.R A . DODOB. R T. Region 9. Office of Director. 02/02/33. 

»gp 13303 330. 24X F Uhe. 90-397. 83/02/34, 8203160403 


02030.70.784 Advises that IE Info Notice 82- 01. Bevi s i on 1. "Auilllarg 
feedwater Pur-p i.ochOut Resulting From Westinghouse W-3 
Switch Circuit Mod ‘ was sent to listed utils 

• Region 9. Office of Director 82/02/26 Region 9. Office of 
OirecLor Ip 13095 340 34x Flche 50-000. 83/02/36. 0303030204 


8203160440 Forwards 1C lns( Rept 90 •397/82-03 o>> 020201-04 Ni> 
nonCUTp 1 lane e noted 

ETERNOCRG.O M He?jl.'.n 3. Off its of tU tec tor O'd 703/26 
PATLUCa.R 0 Washington Public Power Supplg S-jstem 4pp 
123.73 280 34X Flche 20-397. 02/03/26. 02031 60440 


--92031604 4 7 le Insp fiegt 30 397/02-03 or* Q30201-04 No nonet* jl » fti.c c 
noted. Major areas Inspected facilitg or gan 1 la t Ion. f o 1 1 ow-up 
on bulletins t, c 1 r c via r s. preop er a 1 1 onal testing t, 
independent Insp 

WILLFTT.O. J . veuNO, T Region 9. Office of Director 02/02/26 
4pp 13303 204 24X Ftche 30-397.02/03/ 36.0203160440 


51203390246 Forwards IE Insp Rept 50-397/02-01 on 030111-15 & 0201-05 Nr 
none onp I lanc c noted 

FAUuKENDEBBY. B Division of Resident. Reactor Project 6 Engl m-er Inq 
Progra'ns 02/03/01 naTLCCK.R G Wasriington Public Power Bupplij 
Bgsten 2PP 12428 323 24* Flche 30-397.02/03/01.0303390246 


--0203290249 IE Insp Rept 30- S'?// 02-0 1 on 020 111-15 6 0301-05 Nu 
none omp 1 i<inc e noted rajor areas inspected tnstru.sentat I on 
I nS t a I la 1 1 on 6 LEDs 

ELlN. J Q . 00000. D T Division of Resident. Reactor Project 6 

Engineering Progra*"" 02/02/36 9pp I2420 327 34X 

f Iche 30-37 7. 02/03/01. 0203290246 


(1303100330 Notifies that IE Info Notice 82-03. 'Environ Tests of 
Electrical Terminal niocke.- was issued to listed licensees 
on 820304 

• Region 3, Office of OirecCor 02/03/04 Region 3. Office nf 

Director Ip 12103 243 a4x Flche 30-000. 112/03/04. 0203100530 


8203160279 Advkses that IE Info Notices 82-04. "Potential Oef I c ir-ric rj 
of Certain AOASIAT II-7COO Series Timo-Delag Helogs ' 6 
02-05. "Cntreasing Froqueneg of Drug-Related Incidents." 
were issued to listed ut t 1 s on 820310 

« Region 5. Office of Director 82/03/10 Region 3. Gffitr af 
Director I? 12290 315 24X F 1 c he 30-000. 02/03/10. 02031602/9 


0203160339 Advises that encl 1C Info Notice 02-06. "Failure of liteam 
Oeneratur Primary Bide Manwog Closure Btuds." was Issued to 
1 1 strd I 1 c BPS ees 

s Roglon 5. Office of Director 02/03/12 Region 5. Off in- of 

Director Ip 13307 319 S4* Flche 30-000. 83/03/13, 0203160339 


□2032902.70 Forwards IE Insp Rept 50-397/03-03 on 030201-28 No 
none OF.p 1 I anc t noted 

BISHOP. T W Division of Resident. Reactor Project U Engineering 
programs 02/03/12 PATLC1CK.R 0 Washington f'ubllc Power Buppig 
Sgstem 2pp 13420 136 34X Flche 30-397.03/03/12.0203290238 


--8203290242 IE Insp Rept 30-397/02-03 on 020201-28 No none o-p 1 lane r 
noted. Major areas i nsp e c t ed 1 1 c ensee 6 contractor activities 
to re — evaluate 6 l.nprove detailed work methods 
FEIL.R A . DODDS. P T Division of Resident. Reactor Project 6 
EnglnesTing Pvogtans 02/03/12 6PP 12420 15Q 24X 

F 1 Che 30-39 7. 82/03/12. 9203290230 


0203220360 Advises that IE Info Notice 82-07. "Inadequate Securttg 
Etessnltig Pro gr aihs. " was Issued to listed licensees or* 

020316 

e Region 3. Office of Director 82/03/16 Region 5, Office of 
BIPeCtOr. ip 12362 297 34X Flche 30-000. 02/03/16. 02O322O3/.0 


R Periodic operating reports 6 related correspondence 


3203310336 Forwards discharge monitoring repts for 1901. 

QClfCIlEY. O. 0 Washington Public Power Supplq Sgstem 02/03/25 
EtSENHJT. 0. 0 Division of Licensing 2pp. 12433 213 24X 

Flcbe 90-397. 02/03/23. 8203310336 


--0203310340 Discharge monitoring repts for 1981 

« Washington Public Power Supplg System 61/12/31 21pp. 

12493 219 24X Flche 30-397.82/03/25.8203310336 


5 Reportable occurrences. LERs 6 related correspondence 


8203I6030'2 Final deftclencg rept re bulk purchase valves which du not 
meet full design roqt> irements. Review program to be completed 
in 8«P t 1902 All defjcloncles will be corrected 90 days 
before fuel loading 

HATlOCK. R 0 Washington Public Power Supplg Sgstem 82/03/05 
ENOELKEM. R. H Region 3. Office of Director 3pp. 12301 101. 24x 

Flche 30-397. 62/03/09.8203160302 



t .1 i P ( o^p I e I Pd t , 0i?060 I f i I mJ f>^ of f> Pvj 
tad:0gr9p>» V 'epAlf O' dptpttive tVll k» peT«otae« 

?pr tuprovpr spnpdiile fri0">tv 

MAILOCA S rt Japlonjlor Poll ) i Pc<.Pp Sippl v aa/03'l> 

£S<;tL-*£h h I' Regian 5. Oftl<e of Bt rector 2?? 1S370 29? 

Fi:P» 5(>-37/. 03 '03/ 1 l eaosijoao*? 


CiOOSVOSS^ jntPPPT* dprtcipncig rept* re /tepartjbli* 

candltiiir |7/.tutb p<.rt''d»e valv’PS. in res?on»e to 030339 
• ejt Ftril rept ibou H ie voSuttlea upon comPletlun of 
i nvedt !s a t ! on 

£'*;tV.Af tJ. ft V< ftegion 2- OffVtft C* Oj rector 92/03/22 ft/VILOCM.fJ O 
rlasningtcn Public Po*jei* 9upolv Setter Ip. J2djG 336 24* 

Fioo 5:'-397 63/03/22 OrfF. 3: «: 0559 


L3C7Cr 50-400 Si-FABCN hAflflJS WUCLEA0 PC^tR PuANT. UNll I 


4 App ; ■ : at ;on / ccne t r uc 1 1 on etage dcc/iente i t orr eepondence 


9S0;0305t3 «oa% distr itvtiwn Ittt for £944 6 apenae te 

e.ippleireiitej to trrliidr listed nacl loPe> & f orura r d t 
West tnji auee piapnsed rprtieit special lo«» pcieer test 
ProgrP/s 

tEI-ESfO If L Aientjnt Direccor for Licensing 83/02/16 
J2'|F9. J A Carol tna Pojer (. Light Co 3pp. 12111 32U 24x 

cr.e 30 403 02/02/ 16. 9333030366 


02031 I C3C I 'Jeneric Ltr 63-04 tp all licensees cf operating plants, 
applicants fo- OL 6 fiolders of tf’ re use of I6'60 SEE-JN 
progran 

EJSFf.Wl/:. 2 0 Oivisii-n of Licensing 03/03/00 HALSrunO'A 
Cor-s o 1 1 dot eo Edison Cn cf lieu Yort. TiVjCLft.it OeLrott Edtsof' Lo 
PAftME'i.t, 0 0«tB Fcupr Eo 3p p 12251 031 24 If 

F|(»-e 5CI-COO. 03/03/09. 05t>0n000« 


9."O335CO/0 Cpi.firns P3C312 telcon Ei^A invited to attend 030406-0/ sltf 
visit *. p'ovice Input Identifying specific Jtene of environ 
}nt9r^^t inctiddcC environ rovieo; 

f^lRAOLlgft.f j LUi^nsjns Orancfi J 02/03/23 UAOAr'X C 
E'‘ VI ror-n«nl A ; Protecti<n AtjerCi^ 13420 290 343f 

i 2C-.1C0. 02/03/22 Br.033^CC70 


Till 1 1 f ICO V i 0^ 0504Oti-0^ %, to 

cc^ducL 1 TOO 

iiAfltf. D Vi OrAocfi 3 02/03/16. HlOAODAef J L 1 c iin^ k r»{i 

ilrarch J 3pp 13430 339 34* FI the 3CI -400. 63/03/23. 03032500/0 


•3303290297 For^arcs nUC 92031* ltr to util t f/OC 020316 reeting 
notification re 020-106 6 07 site visit for CL stag* 
environ revieiv 

ilOroSCii (LO. ft u Opaiacions L Ad<r i II I strat 1 v« Oivtston. 03/03/2U 
CBCLECAf/, i| . hfaD. 0 F Affiliation UcilnoLiK dACKSONiO. North 
CatoUna. Lniv cf 2pp 12413 236 24* F tche •. 90-400. 02/03 /C3. 

6203350297 


-0303390314 AJvlses of NBC 030406-07 site visit re t>U environ povleiv. 
site tour to talc place on B2040*. meeting u/utll on 
ocrning of 030407 5 le/ulll & state 9 local officials in 
af ter noon 

TtOESCU.fi I Assistant Director for Licensing 83/03/16 
JCNC3. J A Carolina Rouer & Light Co Ip. 12412 2.38 24* 

Fide 50-400. 03/03/32.8203290297 


0203300181 Inlorris uf decision to vnstsll I r e ef 1 e 1 d. s tr ong e.otSon 
monitoring In s t r uTen t a 1 1 on For cooling uater reservoir it 
psrfciTP. studies Meeting u/DRC upon coi-pletlon of studies 
I appro I Jul t962> rogues ted 

•I0U5.P B Carol tna PoLOr !. Light Co 03/03/24 DEATON. H ft UfUcr 
of N/clear Reactor ftegulatlon. Director Ip 12490 279 24X 

Flcse 90-400. 62/03/34. 0203300181 


E I.RC fiafetg Evaluation ftogort (SEftl. suppls t. c orrespondenc « 


8203040119 Foriiards roguest for Info on generic leiues for dlscosslpn 
in 8SH is ol afpltcatlon Info to be SutrUtsd bs Jol 1902 
TEOESCO.ft L Assistant Director for Licensing 82/02/16 
JCNES. 0 , A Carolina Power L Light Co 26f p 12137:209 24X 

FlcSe 50-400.02/02/16.0203040119 


0 Adjudlcatorg correspondence 


6300CQC019 Petition to Intervene tn proteedliig 6 re<tuest for hearing. 
Certificate of Svc enc I 

PAVME. M T XinStu Alliance « Edelstein t> P«-|oe 82/02/22. 
Commissioners epp 12154; 049 24* Pic he ; 90-400. 82/02/22. 

8203360019 


Certificate of avc enc I 

eOOweMAN.M .Iff Illation unkno-an 02/02/29 Corml sele-eri . 

12193 .349 24* flefe 90-400, 83/02/23, 0203000004 


0303000006 Petition to Intervene In proceeding t. regoest for f»»t 
Certificate of Svc encl 

kllLSON.O Affiliation Uninoun 82/03/29 Office of th* Bt( 
of the Co-slsslon 2pp 12194 004 24* Flche 90-400. 02/C2/3; 
83O3C0OOO6 


G20'3CQ0019 Amend to Chapel Hill Anti-Notlear Group Effort 920219 
petition to Intervene Adds specific persons oi/property 
Interest Petitioner should not be consolidated sifother 
groups or individuals Bequests PSAB to prepare contention! 
BEAD. 8 V Affiliation Unknown 02/02/25 Ooiketlng L Cl tv 

Or one h 2pp 12154 123 24X Fuhe 90-400. 02/02/25. 82030630 j: 


030310039? Affidavit re author! la C I on to petition to intervene I 
application proceedings Opposes licensing of facllltiee 
GABfftAH.F ftudiu Alliance 02/03/29 Ip 13104 349 34X 

Kic .le 90 400. 02/02/29. 6303100392 

0303100469 Affidavit re authorl la t i on of Kudtw Alliance to petit 
Intarveno In CL app I test 1 on Opposes licensing of 
Pac 1 1 1 C 1 efi 

OILDENEISTEB. L Audtu Alliance 03/03/25 Ip 12103 099 
Flche 90-4C0. 03/02/39. 0303100469 


8303000009 Petition to intervene in proceeding <■ request for se4 
NEi.MAN. P T . NELMAN. 3 E cm tens Against Nuclear Poviar 03/ 
Co-sm i ss lone rs IP 12190 000 24* Fiche 90-400.02/02/37. 

0203000009 


0303080020 Response to OF Read 920217 petition to Intervene 9uf* 
interest stated re safe plant opeiatlon t. adequacy of 
offsite monitoring plans Other Interests t effects to be 
addressed w/c ontent 1 ons. Cer 1 1 f 1 c a te of Bvc end 
Tft04DR I03E. 0 F Carolina Fewer t. Light Co TRUWORIOOE.O F 
Pittman. Potts 1. Trowbridge 02/03/03 Atomic Safety and 
Licensing Doard Panel 4pp 12194 097 24* Flche 9O-4CO.02' 

0303000030 


8303060027 Response to Chapel Hill Anti-Nuclear Oroug Effort 03( 
petition to Intervene Sufriclant interest stated re safe 
plant operation t. emergency preparedness Other Ititerssts 6 
effects to be addressed w/content ions U/Cer t i f I ca te of 8v« 
TnotiBRlDCF.. 0 F Carolina Pewar t. Light Co TBOVIBR I DOE . 0 f. 

Pltt/>a«. Potts L Trowbridge 03/03/03 Ato.-nlt 9afety and 

Licensing Board Panel 4pp 13154 061 24* Flche 90-4C0.82 

82030 0003 7 


8203080039 Response to Environ Law Project 020217 petition tc 
Inter vene . Pet i t loner has sufficiently stated Interest re 
plant design L emergency preparedness Other interests 6 
effetts to be addressed w/t ontsntlons U/Cer tl f Icate of Svc 
TftOwPIltOOL'. 0 F Carolina Power «. Light Co TflOWBRIOOE.O F 
Plttmon, Pqtli L Trowbridge 83/03/03 Atomic Safety and 

Licensing Board Panel 4pp 12194 073 24* Fiche 3O-4C0, 02 

02030B0033 


0303080041 Response to Conservation Council of NC 830232 petitl 
intervene Petitioner has sufficiently stated interest In 
pcaceeding re unresolved safety Issues 1* emergency planolog 
Certificate of Svc one! . 

TftOWOBlOae.O f Carolloa Fewer 6 Light Co TflCMORlOOt. O F 
Pittman* Potts Trowbridge 03/03/03 Atomic Safety and 
Licensing Board Panel 3pp 13154 077 24X Flche 9Q'4Q0,SJ 

8203080041 


6303100319 Motion for ertenston of time for 30 days after recsl 
FSAR t. environ rept to file contentions Memoranduo 
supporting motion 8. Certificate of 9vc encl. 

READ. 0 F Affiliation Unknown 82/03/03 Commissioners. 

12189 090 34X Flche 50-400. 82/03/03. 82031 00319 


8303110112 Response to petitions to Intervene All petitions •«< 
CItliens Against Nuclear Power petition should be granted 
Certilicate of Svc end 

flOTliSCHILO. M U Operations 6 Adciinl s trat I ve Division 83/0- 
Atomic Safety and Licensing Board Panel. 29pp. 12314.033 

Flche 90 -400. 02/03/09. 0303110113 


9303160154 Response to RO Ullson 830233 petition to intervene 
Petitioner sufficiently stated requisite interest 
Certificate of Bv 4? oncl 

. T A Caro(lf \4 Power tt Co DAXTEPe T. A 6haii»4 • 

Potts ^ Trou»brld9tf 02/03/10 Atonic Safety ai><f Llcen^lA 

Panel 3l>P 12302 OfaO. 2ATt F Ithe 30-400. 82/03/ 1 Oi 02031601 


Q303t6024D to PT I* S£ Nouiron Q20?2V petition to intervene 

Pptttionert steted euffltlent Interest to represent 
tr.enselves Put insufficient info stoted re represeritetlon 
of Cltliens Agelnet Nucleer Power. Cer 1 1 fl co te of Sve end 
OAl(I£Rrf. A Caroline Power t. Llg*>t Co BAXTER, T A Shaw PIttmnn. 
Potts ti Trowbridge 02/03/10 Atoioic Safety and Llcanslng Hoard 
Panel 4pp 12299 029 24x FIche 90-400. 02/03/ I O. Q2031 6024 8 


B203170224 Response to Kudtv Alliance B20224 pstition to intervene 
Interest has been sufficiently stated to iceet Intervention 
r eyui reman t s Util has no duty to serve FSAR t>/or environ 
rept on petitioner Certificate of Sve end 

BAXTER, T. A Carolina Power t, eight Co BAXTER, T A Shaw. Pittman, 
Potts t, Trowbridge. 02/03/12 Atomic Safety and Ltcenstisg Board 
Panal &pp 12314 094 24X FIche 90-400.82/03/12.8203170224 


6203170227 Response to U Eddlenan 820229 petition to Intervene 
Patitlonar hat adequately slated interest in protsodlng 
Potion to eitend tire to intervene I, for FSAR I, environ rept 
Should be denied Certificate of Sve sncl 

BAXTER. T A Carolina Power t. Light Co BAXTER. T A Sbaw. Ptttran. 
Potts (, Trowbridge 02/03/12 Atomic Safety and Licensing Hoard 

Panel 6pp 12319 089 24x FIche 30-400.02/03/13.0203170227 


0203170204 Kollon for order establishing special prehearing conForence 
b providing that supp 1 e.mental petitions per 10CFR2 714Cb) be 
filed no later than 30 days prior to date of conference. 

Certificate of Sve enc 1 

BAXTER. T A Carolina Power «, Light Co BAXTER,! A 8haw Pittman. 
Potts l« Trowbridge 02/03/12 Atomic Safety and Licensing liooi d 
Panel &pp 12313:231 24X F 1 c he 50-400. 02/03/ 13. 03031 702H4 


9203170274 Response opposing Chapa! Mil] Anti-Nuclear Oroup Effort 
620309 motion for eitenslon of lime to file contentions 8i 
for SVC of FSAR & environ rept Contention should be 
forisutataii prior to discovery Certificate of Sve enc 1 
BAXTER.! A. Carolina Power <, Light Co BAXTER, T A Bhaw, Pittman. 
Potts If Trowbridge. 82/03/19 Atomic Safety and Licensing Board 
Panal 4pp 13313 270 24X FIche 90-400.82/03/19.8203170274 


8303220300 Order urging petitioners to respond by 02032^ to applicant 
notion for as tab 1 1 shment of schadule leading to special 
prahearloQ c onf erance. Gee ond LPOR established in Chapel 
HIll.NC 

ORIOHT.O O. . carpenter. J 11 . KELLEY. J L Atomic Oafety and Licensing 
Board Panel 02/03/16 3pp 12339 001 24X F I che 30-400, 02/03/ 16, 
8203220300. 


9203230297 Forwards NRC 020316 Itr to util I. NRC 820316 meeting 
notification re 030406 ». 07 site visit for OL stage 
environ review 

ROfilSCHlLOf H O Operations 1. Administrative Division 02/03/23 
EOOLEHAN.U., READ. 0 F Af f 1 1 la t ton Uninoun JACKSON. 0 North 
Carolina, Unlv of 2pp 12412 236 24X Ftche 30-400. 02/03/23. 

9203230297 


--0303290314 Advises of NRC 020406-07 site visit re OL environ rrvleu 
site tour to tate place on 820406. meeting u/utll on 
morning of 02040/ 1. w/utll 6 state 1< local officials in 
afta moon 

TEOESen, R. L Assistant Director for Licstieing 02/03/16. 

JONES. J A Carolina Power 1. Light Co ip 13412 238 24X 

FIcbe 30-400, 02/03/23. 0203290297 


82033I06S1 Advlees Of arrangement w/Chapel HIM Public Library to keep 
app li ca t ion. FSAR 1. environ rapt available to public 
Certificate of Sve enc 1 

SOODER. J L Division of Rules and Records 82/03/19 KELLEY. J L. 
Atomic Safety and Licensing Board Panel 3pp 12491 003 24X 

FIche; 30-400. 82/03/23. 0203310613 


6203310613 Answer supporting eppllcant 020312 motion for establishment 
of ichedula leading to special prehearing c onf ar enc e. A8L0 
should clarify B203I6 order re establishment of second LPDR 
ROTHSCHILD. M U. Operations L Administrative Division. 82/03/26. 
Atomic Safety and Licensing Board Panal. 6pp 12431:077 24X 

FIcha: 30-400. 82/03/26. 0203310613 


H Oancra I corraspondenca 


B203190304 Forwards raeolutlons to rapaal const work in progress 1. 
fuel charge rate Increases 1, implement nuclear plant safety 
transmitted to Durham County Democratic Convention 
Reaoluttone Committee. 

ELLIOTT, E.P Affiliation Unknown 02/03/11 NRC - No Detailed 

Affiliation Olven 4pp 12349 211 24X F Uhe 30-400. 02/03/ 1 1 . 

0203190304 


Q Inspection reports. IE Bulletins 1. correspondence 


6203000349 Forwards IE Info Lpticr 82-0 1 , Revl s ten I, “Auilliary 
Feedoiater Punp Lockout Resulting F'rom Uesttngheuse M-2 
Switch Circuit Mod •• No response required 

O REILLY. J P Regior 2. Office of Director 02/02/26 UMIIO. (1 t 
Florida Power 1. Light Co BTAMPLEy.n L Mississippi Power $> I ight 
Co COLLlEfi. A n Offshore Power Systems (subs of Uesttnghouse 
Electric Coi p ) 4pr 12130 183 24X Fiche 30-000.82/02/26. 

0203080349 


0203230334 Forwards IE tnsp Bepts 30-400/02-04 I. 50-401/02-04 on 
U20209-12 No none omp I tame e noted 

CANTRELL, F S. Division of project 1, Resident Programs 02/03/03 
JChES, J A Carolina Po.jer 1. Light Co 2pp 12413 142 24X 

Fiche 30-400. 03/03/03, 0203390334 


--02O325O3.33 IE Insp Repts 30-400/02-04 1. 30-401/02-04 on 020309-12 Nu 
none oirp 1 1 anc e noted Major areas Inspected electrical 1 . 
ins t T umonta tt on (lA implementlnq procedures 1. qua 1 1 f t c at lun 
records of electrical i nsp personnel 

RLFF.A 0 . CCNI.CN. T E Region 2. Office of Dlrectur 02/03/01 
4pp 12413 144 24X Fiche 30 -400. 02/03/03, 0203230334 


0203170441 Forwards IE Info Notice 02-03. "Envirun Teels of Electriial 
Terminal Blocks ' 

O'REII.LV. J P. Region 2. Office of Director 02/03/04 Of/RiO.H f 
Florida Power 1. Light Co HANCCCK. J A Florida Power Corp 
miller. J H Oeorgla Powor Co 4pp 12319 309 24X 

Fiche 30-000,02/03/04.0203170441 


0203170436 Ac k receipt of 020217 lir informing NRC of steps taket. to 
corroct viotatlons noted In IE Ins; Repts 90-400/01-29 & 

90-401 /81-23 

CANTRELL. F 8 Divio ion of Project 1. Resident Programs. 02/03/08. 
oONESf \7 A Carolina Power 1. Light Co ip 12316 164 24X 

Fiche: 90-400. 82/03/00.0203170436 


— 0203170446 Responds to NRC 1120110 itr re violations noted in It Insp 
Repts 30-400/01-23. 30-401/81-23.30-402/01-23 1, 30-403/01-23 
Corrective actions program imp 1 r.->ented to verify that 
safety-related l teirs meet specs 

0ANK8.H R Carolina F>owor I. Light Co 02/02/17 O nEIl.LV.J P 
Region 2. Office of Director 4pp 12316 163 24X 

Fiche 30-400. 02/03/00. 8203170436 


--02O317O431 Forwards IE Insp Bepts 30-400/01-23.90-401/01-29. 
30-402/01-29 1. 30-403/01-23 on 011120-1220 1. notice of 
V i o 1 a 1 1 on 

LEMIS. R C Dlvtslen of Project 1. Resident Programs 02/01/10 

JCNE8.J A Carolina Power L Light Co 2pp 12316 169 24X 

Fiche 30-400. 82/03/00. 8203170436 


--6203I7O436 Notice of violation from insp on 011120-1220 

• Olvislon of Project & Resident Progtams 82/01/12 2pp 
12316 171 24X Flcho SO -400. 82/03/08. 8203170436 


— 820317046.7 IE Insp Repts 30-400/01-23.30-401/01-33.30-402/01-29 6 
30-403/01-33 on 011120-1230 llonromp I lane o noted Failure to 
Identify 1. correct nonconforming conditions on electrical 
cable tray supports 6 failure to control special processes 
MAXNELL.O F . DUROER.C Region 2. Office of Director 82/01/12 
7pp 12316 173 24X Fiche 30-400.82/03/00,0203170436 


8203170319 Forwards IE Info .Notice 82-04, “Potential Deficiency of 
Certain AOABTAT E-7000 Series I iire-De I ays, '■ 6 IE Info 
Notice 02-03. “Increasing Frequency of Drug -Related 
I nc Iden t s. '* 

D'REILLY.J P Region 2. Office of Director 02/03/10 UMRIO.R F 
Florida Power 6 Light Co STAMPLEY.N L Mississippi Power 1. Light 
Co COLLIER. A R Offshore Power Systems (subs of Wes t inghouse 
Electric Corp ) 4pp 12321 206 24X Fiche 30-000.82/03/10, 

0203170319 


0203230481 Forwardo IE Info Notice R2-06. “Failure of Steam Oenerator 
Primary Side Manway Closure Studs " No written response 
requested 

O'REII-LY. J p Region 3. Office of Director 82/03/13 UHRtO, K E. 
Florida Power 6 Light Co. 9pp 13409 106 34X 

Fiche: 50-000. 82/03/12.0203230401 


8203360250 Forwards IE Info Notice 02-07. “Inadequate Security 
Screening Programs 

D'REILLY.J P Region 2. Office of Director 82/03/16 OMHtO.B L. 
Florida Power 6 Light Co. HANCOCK, J A Florida Power Corp 
MILLER. J H Oeorgla Power Co 4po 12424.107 34X 

Fiche: 90-000. 83/03/16.8203360230 


0303230334 Submits Durham County Precinct 2 B203I I resolution 
supporting comprehtns ivs. Independent redlatton monitoring 
of plent site 6 ereas within 30 miles of site 

GLENN, B O otenn. R 0. 82/03/13 HUNT, J B North Carolina, Stole 

of 2pp 12379 001 24 X Fiche 90-400,82/03/13, 0203230234 



i'teortiil* Oc < Jff »r.- (i. I £B» & rrldtftf corre«pgt<<(nt e 


GiOJI 7034;- Intern* tiat tvajuation ot S*it*tC I pipe hanjer* 
o/<.r<pr*i I* u»ld« <*rr9t be co«plet»l t* 030401 final r»p( 
ulll be *«<bni tted pg C?r0'O3 

J Caroline Pci.»r t, Liflil Co 03/03/04 0 HGILLV.J 0 

B»)icn 3. Ctficp of Dirtctar 3pp I33IJ 349 34/ 

ricb« S3-4&3 03/03/04. e303l 70343 


rC.'KET 90-401 SHffl4C:i HAOBIS fJUCLEAB F01.EB plant. U.‘in 3 


A App I le all on/ tcrjtrpc I icn stage dorunents & corrosponOonce 


033333C9t0 Baguatt* Otscritjtlcn list for fSAB & asenOs bo 
sepp levonttd tc inciLdo listed natl laps. & fervards 
wpitinpbcbSf prepcsed revised special loe pourer test 
prepran 

IGCE3Ca. B L Assistant Cirector epr Licensing 03/03/16 
JC'iEO -f A Carolina Pc.er 6 LIpbt Co 3pp I3I1I 330 34X 

r,tbe i3-4C0. S3/03/I6- 0303030960 


03031ID00I Centric Ltr 63-04 to all llctnstts of optratlnp plants, 
applicants for Oi. C hcloars of CP re use of INFO 6EE-IN 
pr Ogra-I 

EISENHOt.D C Olvtsion of Licansing 03/03/09 KAUEPUflO- A 
ConscliCattd Edisen Co of Na^ fort iauBEB.II Detroit Edlsi-n In 
PAPKES w 0 Oute Pcutr Co 3pp 13351 031 34f 

Ficr.a 90-000. 63/03/09. 6303U033 1 


03O335CO7O Ccnfir.ss 630313 tticon EPA Invited to attend 030406-0/ site 
visit b provide input identifying specific iteais of environ 
ircerest to be Included in environ rtviea* 
nlRACLlA.F J Llcsnsing Sr and. 3 03/03/33 UACAMO. C 

Envl ronrentaj Protection Agency I9PP 13430 390 34X 

Fvcie 99-400. 03'03'33. 3303390070 


--03O335CO73 No 1 1 f i cat Ion of 030406-07 meeting C site tour v/ut 1 1 to 
cenduct environ review 

UAPD. 0 c Licensing Brancn 3 03/03/16 MIRAOLfA.F j Licensing 

Bpanc' 3 3pp 12430 309 34X Flthe 90-400.03/03/23.6303390070 


8303100393 Affidavit ee aotnori latlon to petition to intervere ir a 
application proceedings Opposes llcantliig af facilities 
BASfUAll.F Hudiu Alliance 02/03/39 Ip 131D4 343 24, 

fit he 90-400. 03/02/23. 0303100393 


03031C0469 Affidavit re authorl lat ion of ttudm Alliance to pelitust 
intervene In OL application Opposes licensing of ' ' 

far 11 1 1 1 es 

GlLDEfrEISTER. L Kudfu All lance 03/03/33 Ip 12183 059 3l| 

Fithe 90-400. 03/03/39. B3031004&9 


0303000009 Petition to intervene in proceeding L regutst for haarp. 
NEWMAN. P f . NEMMAN.S E C It I fens Against Nuclear Pouer. OS/CS/J; 

Co'-oii ss lone rs Ip 12194 000 34X Fithe 30-400. 03/03/37. 

0303000009 


S20306C030 Response to OF Head 830317 petition to Inlcrvent Suffliim 
Interest stated re safe plant operation 6 adequacy of 
offsite .rionltorlng plans Other Interests effects to be 
addressed w/c ontent tons Certificate of Bve encl. 
inOWBRIOOE. 0. F CarJllna Power t< Light Co TROUBfliOGE. 0 F S«i>. 
PIttcan. Potts B frini.brldge 92/03703 Atomic Safety and 
Licensing Ooard Panel 4pp. 13194 097 34X Fiche 30-400> 62/01/C]. 

0203000030 


8303000037 Res pons a to Chapel Hilt Anti 'Nuclear Oroup Effort 020?lf 
petition to Intervene Sufficient interest stated re safe 
plant operation (> emergency preparedness Other Interests I. 
effects to be addressed u/content lona fl/Cer tl f Icate of 8vc 
TROwORtCOE. 0 F Carolina Power (• Light Co TROffllRIOCE* 0 F E»<s. 
Pittinan. Potts L frowbrldge 02/03/03 Atomic Safety and 
Licensing Ooard Panel 4pp 12194:061 34X Flcht 90-400. 63/01/)] 

0203000037 


0303060039 Response to Environ Low Project 030217 petition to 
intervene Petitioner has sufficiently stated Iriterest re 
plant design & e/sergency preparedness. Other interests 6 
effects to pe addressed w/contentlons H/Certlflcate of Bve 
fROWORIOOE.O F Carolina Power <c Light Ce TROUBRIOOE. 0 F SMe 
Plttiran. Potts 6 Trowbridge 03/03/03 Atonic Safety and 
Licensing Board Panel 4pp 12194 073 34X Fiche 90-400. 03 /Ol/C 

0303000033 


0203290314 Advi,,* of NBC 820406-07 site visit re OL environ review 
site tsvr to tale plate on 830406. /'.eetin; w/util on 
/Timing of 030407 «. u/utll fc state L local offlclels In 

lECESCO.B L Assistant Director for ticansing 83/03/16 
JONES. 7 A Carolira Po-er L LlpM Co Ip 13413 338 34X 

Fiche 90-4CO. 82/03/23.0203290397 


6203300101 Informs of decitton to install fr eelleld. strong notion 
Aonttorir.g instrumentation for cooling water reservoir 6 
gerforn stuiles Meeting u/nRC upon Coeplstlon of studies 
lapproi Jul 19031 requested 

HOwE. P « Carcllna Power t, Ltght Co 82/03/34 truTON.H B Office 
of Njclear Reactor Regulation. Director Ip 13490 979 24X 

Fiche 90-400. 83/03/34, aa03300t6l 


9303C80041 Response to Conservation Council of NC 630323 petition te 
intervene ■ Pet 1 1 i oner has sufflctently staled Interest In 
proceeiing re unresolved safety Issues & emargenev planning. 
Certificate of 8vc encl 

TROUDRIDOC. 0 F Carolina Power & Light Co TROWBRtOOE, 0 F S»m 
P ltt/san. Potts t. Trowbridge 03/03/03 Atomic Safety and 
Licensing Board Panel 3pp. 13194:077 24X Fiche 90-400. 62/03/C 

820308004 1 


B303I003I9 Motion for eitenslon of time for 30 days efter receipts* 
F6AR 6 environ rept to file contentions fle/norandum 
supporting mbtion ti Certificate of 8vc end 

READ. OF Affiliation Unknown 03/03/09 Comnisttoners Iff 

12169 098 24X FI the : 90-400. 03/03/09. 03031 0031 9 


E hRC Safety Evaluation Report fSERl. euppis 6 correspondence 


request for mfo on gen.rtc Issues for discussion 
lo 6t" r# OL •ppllcjtloo Info to b* by Jol 1983 

TEOESCQ.f? L Director for LlKnitft) 62/03/lt 

siONES.J A Corolino Pcw#r i Ct8Al Co 26pp I2t37 209 3At 
Pi<ht 90-400*92/02/16.9203040119 


0 A<}^u41cotory c orrt^pon^^enc e 


8203000019 Pttltlcn to intorvono i 
Cortiftcotc of Sve one I 
PAYK£ . M T KfjOiu Alllonco. * 
€o»nit9tonori Sfip 12134 049 
82030800(9. 


n procoodlnq b for t\06T\rtp 

Edolstoln U 92f02/22 

24k Ftcho 30-400. 82/02/22, 


%”d?mat:‘d1:c*:pc'r"’"'’' *" ^ heanng 

■»» 


«• h.ar.ng, 

*ff‘>»*‘>on Doll noun 03/02/39 Office of the Secret. 

eaoaogo&or"*”'"' -4 oo, 63/03/35. 




0303110113 Response to petitions to Intervene All patttione etcepl 
Cltiiens Against Nuclear Power petition should be granted 
Certificate of Sve encl 

ROTHSCHILD. H U Operations 6 Administrative Oivtilon 93/03/09 
Atomic Safety and Licensing Board Panel 39pp. 13214 059 241 

Fiche: 90-400. 02/03/09. B303U01 13 


0303160194 Response to RD Uilson 830339 petition to Intervene. 
Petitioner sufficiently stated requlelte Interest. 

Certificate of Sve end 

BAXTER, T A Carolina Power (, Light Co BAXTER,! A Bhaw. Pltl* 
Potts t. Trowbridge 03/03/10 Atomic Safety and Licensing Bs> 
Panel 3pp 13303 060 84X F 1 the; 90-400. 82/03/ 10. 03031601 54 


0203160340 Response to PT I. BE Newman 020327 petition to Inlervbnt 
Petitioners stoted sufficient interest to repraeent 
the.mselves but insufficient info stated re representation 
of Ctttiens Against Nuclear Power Certlflcete of 8vc end 
BAXTER.! A Carolina Pouer 6 Light Co, BAXTER. T. A. Shew. P'*'‘ 
Potts 6 Trowbridge 03/03/10, Atomic Safety and Licensing Bsi 
Panel 4pp 13399 039 34X F Iche 30-400. 02/03/10. 02031602*0 


0303170334 Response to Kudiu Alliance 020224 petition to Interv*"* 
Interest has been eufftclently stated tamest Intervention 
requirements Util has no duty to servo F8AH (t/or anvlron 
rept on petl t loner. Certl f Icate of 8vc encl. 

BAXTER.! A Carolina Powar 1. Light Co BAXTER. T. A Shaw P**'‘ 
Potts l< Trowbridge. 03/03/13. Atomic Safety and LitenilP# 
Panel 6pp. 12314 094 34X Flcha; 90-400, 03/03/13. 030317022* 


8203170327 Rssponae to kl 8d<$)efndn 820229 petition to Intorva^o- 
PttitlBnpr hag adaquatslq stated interest In proceeding 
nation to oitcnd time to Intarveno b far FBAR b environ rept 
thould k* denied Certificate of bvc end 

BAXTeH> T A Carolina Pouer b Light Co BAXTER, T A 9haiii' Plttiron. 
Pott* b Troubrldge 83/03/12 Atomic Safety end Lie anting Boui d 
Panel 6pp 12319:009 24X Flche 30-400.82/03/12.030317022/ 


D203I70204 notion for order ettabliihtng special prehearing confrrenci- 
b providing that supplemental petitions per I0CFR2 7i4ibl be 
filed no later than 30 days prior to date of conference 
CartlFlcate of Sve enc 1 

SAXTCRtT.A Carolina Power b Light Co OAXTER. T A Shasi* Plttnon. 
Potts b Trouibrldge. 02/03/12 Atomic Safety and Licensing Hoai d 
Panel 6pp 12313 231 24X F I che 30-400. 02/03/ 19. 02031 70204 


8203170274 Response opposing Chapel Mill An 1 1 -Nuc 1 oar Oroup £ffoi*t 
820303 motion for eitenslon of time to file contentions & 
for tve cf F8 aR b environ rept Contention should be 
formulated prior to discovery Certificate of Sve encl 

BAXTER- T. A Carolina Power b Light Co BAXTER. T A. 8hau. Pltteon, 
Potts b Troubrldge 82/03/13. Atomic Safety and Licensing linarj 
Panel 4pp 12313 278 24X F Ic he 30-400. 82/03/ 1 9. 82031 70374 


8203320300 Order urging petitioners to respond by 82032/> to applicant 
notion tor establishment of schedule leading to special 
prehearing c onf erenc e. 6 fc ond LPOR established In Chapel 
llllt.NC 

ORI08T.O 0 . carpenter. J H , KELLEY. J L Atomic Safety and Llcensinp 
Soard Panel 83/03/16 3pp 12339 001 24X Flche 30-400-83/03/16. 
0203220300 


0303230297 Forwards NRC 820316 Itr to util b N'HC 020316 meeting 
notification re 830406 b 07 site visit foi UL stage 
anvlro-n review 

ROTHSCHILD. n U Operations b Administrative Division 82/03/23 
EDDLCHAM. H. . read. D F Affiliation UnVnPun JACKSON. O North 
Carolina. Unlv of 3pp 12412 236 24K Flche 30-400. 82/03/;’3. 

0303290297 


0203310613 Answer supporting eppi leant 820312 motion for sstab 1 1 shtront 
of schedule leading to special prehearing c onferenca. AULQ 
should clarify 820316 order re establishment of second LHDR 
ROTHSCHILD. H. U. Operations b Administrative Division 83/03/26 
Atomic Safety and Licensing Board Panel. 6pp 12431.077 24X 

Flche: 30-400. 83/03/26.0203310613 


■-03O331O631 Advises of arrangement w/Chap«l Hill Public Library to krip 
app 1 1 cat 1 on. F8AR b environ rept available to public 
Certificate of Ovc encl. 

eOUOFR.J- L Division of Rules and Records 02/0J/19 kELI EY. J 1 
Atomic Safety and Licensing Board Panel 3pp 12431:083 74X 

Flche: SO- 400. 83/03/23.8203310613 


H Oanaral correspondence 


6203190304 Forwards resolutions to repeal const uorb in progress b 
fuel (herga rate Increases b implement nucleer plant safety 
transmitted to Durham County Democratic Convention 
Resolutions Committee 

ELLIOTT, EP. Affiliation Unknown 02/03/11 NRC - No Oetollod 

AfflUatloo Otvsn 4pp 12349 211 94* F Iche 30-400. 83/03/ 1 1 , 

0203190304. 


6203230234 Submits Durham County Precinct 3 820311 resolution 
supporting comprehensive. Independent radiation monitoring 
of plant site b areas ulthln 30 miles of site. 

OLENN.R B Olenn. R. B 82/03/13 HUNT. J 0 North Carolina. Qtoli- 
of 2pp 12379:081 24X FI c h e: 90-400. 69/03/13, 0203230234 


8 Inspection reports. IE Bulletins b correspondence 


0203080349 Forwards IE Into Notice 82-01. Rsvl slon 1. '’Aui illary 
Feedwater Pump Lockout Resulting From Hast 1 nghouse W-2 
Switch Circuit Mod. " No response reguirad 

0 'REILLY. J. P. Region 2> Office of Director. 82/02/26. UllRIO.H.t 
Florida Power b Light Co. NICHOLS. T C. South Carol loa Electric b 
Oes Co. PARRIS. HO Tennessee Valley Authority 4pp 12198:103 
24X Flche 30-000.82/02/26.8203080349 


9203290334 Forwards IE Insp Repts 90-400/82-04 b 90-401/82-04 on 
620209-12 No noncompllance noted 

C-ANTRELL. F. 8. Division of Project b Resident Programs. 82/03/03 
J0NE8. J. A Carolina Power b Light Co 3pp. 12413 142 24X 

Fichh: 30-400, 82/03/03. 6203230334 


--8203290333 IE fnsp Repts 90-400/02-04 b 90-401/82-04 on 830209-12 No 
none omp I lance notsd. Major areas inspected : elsctrlc al b 
Instrumentation QA imp lamenting procedures b qual 1 tie atioo 
records of electrical insp personnel 

HOFF. A B . CONLDN. T. E Region 2. Office of Director 82/03/01 
4pp. 12413:144. 24X Flche. 90-400. 82/03/03. 8203290334 


02031/0441 ForwarJs IE Info Noticd H3-0J. "Envlion Tests of €l«itrli.TI 
larni nu ] 01 oc ks ' 

O'HEII.LV.J P Reglot) 3. Office of Director 02/03/04 UMRlO.fl C 
Florida Power & Li.]nt Co STAMPLFy.H L Mississippi Power & Light 
Co COLLIER. A R Offshore Power Syste-is (subs of ties t ingho urn 
Electrtc Corp > 4pp 13319 309 34X Fjehe 90-000.03/03/04. 

02031 70441 


8203170436 AeV receipt of H20217 1 tr Inforrlng NRC of steps takaii to 
correct violations noted in IE Insp Repts 9O-40O/RI-'29 b 
90-401 /Rl-39 

CANTRELL. F S Olvlsion cf Project & Resident Progrems 02/03/00 

JCNES. J A Caroline Power & Light Co Ip 12316 1 64 34x 

Fiche 30-400 . 02/03 / 08.8203170436 


■6303170446 Responris to (IRC D2011R Itr re violations noted In 11 Insp 
Repts 90 •400/01-29. 30-401/01-33- 90-403/61 -29 b 90-403/81-29 
Corrective actions program tmploi-ented to verify that 
saf e ty - r e 1 a t ed Itec's neet specs 

□ANKS. H R Carolina Power b Light Co 03/02/17 6 RE ILLY. J !■ 

Region 3. Offlco of Director 4pp 13316 169 24X 

Fiche 30-400-02/0.3/00. 62031/0436 


--0203170491 Forwirds IL tcisg Repts 30-400/61-29.90-401/81-29. 
30-403/H1-25 *. 50-403/81-29 on 811120-1320 b notice of 
violation 

LEUtS. R C Division of Project b Resident Programs 02/01/1(1 

-ICINES. J A Coral Ina Power b Light Co 3pp 12316 169 24x 

Flche 90-400. 62/03/00. 0203170436 


--8203170462 IE Insp Repts 30-400/01- 29. 30-40 1 /01 -33. 30-402/61 -29 b 
90-403/01-29 on 811120-1220 Noncompllance noted failure to 
Identify b correct nonconforming conditions on electrical 
cable tray supports b failure to control special processes 
MAXHElL.O F OuRDER. C Region 2. Office of Director 82/0J/J2 
7pp I23I6 1/3 24X Flche 30-400, 82/03/00, 0303170436 


8203170919 Forwards IE Info Notice 82-04. "Potential Deficiency of 
Certain A0A8TAT £-7000 Series T Ime-Oo lays, " b IE Info 
Notice 82-09. "increasing Frequency of Drug-Related 
Inc I dents 

O'HEILLV. J P Region 2. Office ef Director 02/03/10 UKRIO.Ii I 
Florida Power b Light Co STAHPLEY.N L Htsslssippl Power b l ight 
Co. COLLIER* A R Offshore Power Syster.s (subs of Hestlnghouse 
Electric Corp ) dpp 12321 206 24X Fi c he 90 -000. 82/03/ 10. 

□2031 70917 


0303330461 Forwards II? Info Notice 02-06, "Failure of Steam Oeneratnr 
Primary Side Manway Closure Studs " No written response 
reques tad 

□ 'REILLY. JP Rogloti 2. Office of Director. 02/03/12 L'PRtO.R E 
Florida Power b Light Co 9pp 13409 186 34X 

Flche 90-000. 03/03/13,8303230401 


0203260390 Forwards IE Info Notice 03-07* "Inadequate Security 
Screening Programs ” 

O'REILLY. J P Region 3. Office of Director 83/03/16 UHRtO.H L 
Florida f'owor b Light Co. 8TAMPLEV.N L Mississippi Power b Light 
Co collier. A fl Offshore Power Systems (subs of Hestlnghouse 
Electric Corp l 4pp 12424 107 24X F u he 90-000. 83/03/ 16. 

0203260390 


DOCKET 90-403 aHEARON HARRIS NUCLEAR POUER PLANT. U.NIT 3 
A. App 1 1 c a 1 1 On/ cohs t rue 1 1 on stage documents b correspondence 


0203110001 Oeneric Ltr 62-04 to all licensees of operating plants, 
applicants For OL b holders of CP re use of INPO G£E-tN 
program 

EISENHUT.O. O Division of Licensing 82/03/09 riAUSPURO. A 
Consolidated Edison Co of New York. DUini. C N Daquesne Light Co 
UHRtO.n E Florida Power b Light Co 2pp 12291 031 24K 

Fiche 90-000,82/03/09.8203110001 


H. Oeneral correspondence 


8203230234 Submits Durham County Precinct 2 B2031 1 resolution 
supporting comprehensive. Independent radiation monitoring 
of plant site b areas ulthln 30 miles of site 

olenn. H 6 Olenn. R B 83/03/13 HUNT. J B North Carolina. Stale 
of 3pp 12379 08 1 24X Fiche 30-400.63/03/13. 8303230234 


0 Inspection reports. IE Oulletlns b correspondence 


0303060349 Forwards IE Info Notice 62-01 . Revl s loo 1. "Auxiliary 
Feedwater Pump Lockout Resulting From Hestlnghouse U-2 
Switch Circuit Hod. '* No response required 

O'ReiLUY, J P Region 2. Office of Director 02/02/26 UHRIO.R F 
Florida Power b Light Co NICHOLQ. T. C. South Carolina Electric b 
Oat Co PARR IS. H O Tenneette Valley Authority 4pp 13190 183. 
24* Flcha. 90-000,82/02/26,8203080349. 



• F S btvtiion of Project 
-^UNCS- J A C^iiclme Foieer t. l^5^t 
» <cte 30' ■flOO. 02/ 01/CO. e.’Oai 70436 


6 Resident Progrett^ 
f-c 10 13316 164 


03/03/0U 

y4X 


'“U 2 O 317044 A fietoondt to MC Q 20 I 10 Itr re .loletions noted to If 
Pen to 90 - 40 a/ni - 33 . 30 ‘( 0 l/Rl- 3 'i ,'30 40 S/B 1 -23 8 , 30 - 403/01 -.73 
Corrective ectlone prograr inp 1 1 ** eoted to verify that 
9 4 f ^ t v| ** r ^ I ^ t e j “eet 

n/'NnS. Il P Carol ir.d Poi-er ft Ltgftt Co. 93 / 03 / 1 / O'SEJLCV.J 
f/e)i 6 n a. crrtce of Ulreccor. 4 pp 12316 1*3 24 « 

r icse SO- 400 . 02 / 03 / 03 . 0203170436 


1 ti«(r 


r 


- 612031 7C431 Fari/arii It lost Repte 50-400/01-23.50-401/01-23. 

&3- 402/31-29 t. 53-403/81-35 iin 911120-12.70 I, notice of 
vtnlati.;rk 

l.Eiv£S.I> t. Dlvisinr of Project t PeelJent Progra-ns 02/01/18 
.inNi'3. o * Caro lira Fever ft 1. iqtit Co 2pp (2316 1*7 24* 

f i f re 50-400. 02/03/00. 020317043* 


-•• 152031/0463 IC In«p Pepto 
30 - 403/01 35 on 011120 
Ideiitifj ft correct nor 
cable trda sep ports ft 
f'AXWtlt.G F . OlIRCta.C 
7 pp 1231 * (73 24 X 


50-400/01 25. 50-401/UI-23. 50-402/01-2;, ft 
1230 fioncoeip I lane 0 noted falloro to 
conforrin; conditio.nt on electrical 
failure to control tpeclal froceties 

Region 3. Oftlce of Director 03/01/11' 
r icfie 5O -400. 92/03/08.0203170436 


4 4pp I IC ai ion/ c one t rue 1 1 on etage docunentt ft corretpenden 


0203040351 Forwards An-end I to i.t tense CPPB-114 ft notice o 
availaillitg A.->end deletes environ conditions because 
conditiuns ir.posed water quality requiremants begond tho 
specified in NOOtiS por-nlt 

ADEIlSAr. E C Licensing (Irene (I 4 82/02/32 FEnCUSON. J 

electric ft Poaier Co 3pp 12137 272 24X FIthe 90-404 

0203040391 


--0203040356 Aifnd 1 to LlCeOee CPPR-114 deleting three eO' 
conditions that imposed water quality raq ul r s.-stn t • btgi 
those specified in t.PLEB porn: It 

eiSeftHur.D s Division of Licensing 02/02/22 2fp 
24* F.rhe 50- 404. 82/02/22. 028304035 1 


--3203040357 notice of Issuance ft availability of Amand 1 
CPPn-l M 

ACEft3At1. E 0 Licensing Olanch 4 82/02/22 2pp 12 

Ficne 90-404. 02/02/22. 8203040331 


--02030403*4 Safety evaluation supporting Amend 1 to Ltcen' 
Slhhl.L.C Licensing Branch 4 92/02/22 Ip 12137 ; 

richc 50-404. 02/02/22. 020.3040331 


linCKEl 30-483 ^I'LAOC'J (lA'/KtS IfJCLCAR I't. AMI. UM17 4 

A App I I c<st lun/epns tract inn stage Jotumeolsft correspondence 


02031 iCOOt Oene-ic LI' 02 04 tc all lie 
appllcarts fur L'L ft holders of CP re 
prog ran 

tll.FN'IUl. D O Ol-visiiin of licensing 
Consolidated Cctson Co of New VorS 
••f'lif/io.p £ Florida I'ouior ft Light C« 

riche 50-003. n2-'0n/CV. 0CO3 I ICCO I 


ensees of uferaft&ng plants, 
use of ItlPO SEC-IN 

62/03/07 HAUSPOHO. A 
DWrM. r. N Ouquesne Light 
2|;t 12331 031 24* 


Cn 


II Oe-seral correspoiider.ee 


fiaO3a;i0y34 tiubnlts n.rrr.ani County Precinct 2 D203I i resolution 
supporting c onpr ehr ns i v e. independent radiation nioitt tor i ng 
oF plant site ft areas within 30 riles of site 

Gl.irr/N. ■? U Olopn. a D 0 . 7 / 03/13 MUMT, j 9 North Carolina, E.iolr 
of 3pp 12377 081 24* Fubp 90-400. □2/03/13. 0203330234 


O Ir.spoctior. reports IE Ilulletins ft correspondence 


ny0:f0n0347 Foriaarus If Info Nntice B2- 01 . Re vi s I on I. "flueiltary 
Voeda.ater Pump i.orkout Resulting Fro7 Uestlnghouec M-2 
Sb/1 tc h Circuit Hod. ' No response required 

0'8EII-1_V. J P Region 3. Uffice of Director 62/02/2* UV'816.11 F 

Flot Ids Pouier ft Light Ce uCASOURC. » H Virginia Electric ft Pnuri 
Co pack, ft VI Institute of Nuclear Power nperatlons 4pp 
tSl30 1B3 ZACVtche 30- 000. B3/03/36. 0203000347 


By0'C117O436 Art receipt of 020217 Itr inPorming ARC of steps taken to 
correct violations noted In IE insp Repts 30-400/01-35 ft 
ao-AOl /Ut -28 

CANTIlbl-U. F. S. Division of Project ft Resident Progra/ss 02/03/00 

JCNFB.-7 A Caroliria Power ft Light Co Ip 13316 1*4 24* 

FI Che SO-4CO- 82/03/09.0.70317043* 


--O2O3170446 Responds to NRC 920110 Itr re violations noted In IE Insp 
Repts 60-400/91-25, 50-401/91-24. 30-402/81-23 ft 50-403/01-25 
Corrective actions crogram Imp 1 amen ted to venfg that 
saf e t ft - r e 1 a ted items r-eet specs 

BAtlA-Si. It. R Carolina Power ft Light Co Q3/03/17 0 ‘RtlLLV. .1. P 

Region 3- Office of Director 4pp 12316 1*5 34 * 

K i c h e : 30-400. 02/03/09. 03031 70436 


--020tftl 7048 1 Forwards IE Insp Repts 30-400/91-25.^0-401/81-23. 
30-403/31-35 ft 30-403/91-25 on 011130-1230 ft notice of 
violation 

LCWIS.H C. Division of Project ft Resident Programs 62/01/IB. 

UOMF3. J A Carolina Rower ft Light Co. 2pp 12316 1*7 24* 

F I the 50-400. 62/O3/0Q. 9203170436 


--n3031704fcS IE Insp Repts 30-400/01 -25. 50-401 /B1 -29. 50-402/01 -25 ft 
90-403/31-25 on 811130-1230 Mancorp I lane e rioted . f a I 1 ure to 
sdontlfy ft. correct nonconforming conditions on electrical 
CAhte trail supports ft failure to control special processes 
piAXlJELL., C. F Region 2. Office of Director 02/01/12 7 pp 
13316 173 34* Fiche £0-400. 63/03/ 08. B203t 70436 


R203050333 Notifies of enc I 611203 application for ralssuai 
Permit VA0052431 fuo oversite maps ehc I Aperture cards ai 
available In PQft 

LEASGuRC. n 11 Virginia Electric ft Power Co 03/02/32 
Office of Hue leer neector Regolatlon. Director CLARK. R 
Operating Reactors Branch 3 I67pp 12133 331 24* 

Ficre 50-338. 82/02/22, 9.‘’0 304033 3 


0703050410 Informs that U:'DE3 Pei r>i t VA 0052451 . Amend 3. St: 
been approved Approval Itr w/aeend pages encl 
LEASONRC.R H Virginia Electric ft Power Co 82/02/22 
Office of Nuclear Hractrr Regulation. Ptrec tor CLARK. R 
Operating Reactors Branch 3 5 pp 12136 050 24* 

Fichs 90-339.03/02/32.0203050410 


--02O3O5O42O Amend 2, to r.POES Permit VA 00924 51 . 1 s sued to 1 
» Virginia. State of 81/10/15 14pp 12136 063 
Fiche 90-330.02/02/22.9203050410 


8203040410 Responds to Generic Ltr 82-01 re license apptici 
requests for ARC review through 1704 IGfSI appllceilon t< 
Submtted by Jan 1783 ft North Anna Unit 3 completion 
scheduled for |709 

LEASBURO. R H Virginia Electric ft Power Co 83/03/24 
Assistant Director for Licensing 2pp 12114 286 24) 

Fiche 50-000. 82/02/24. 8203040418 


0203080422 Eorwards 020315 request to VA State Uater Coiktrc 
mods to Special Condition I in hPOES permit 
LEASOunC.R II Virginia Electric ft Pogrer Co 02/02/26 
Office of Nuclear Reactor Regulation. Director CLARK. R 
Operating Reactors Branch 3 2pp 12157 343 34* 

Fiche 50-338. 02/02/26. 320.3080422 


0203170122 Advises that fee paid gi/9lll3Q application for d 
none ad 1 0 1 og I c a I water quality conditions will be rtfundec 
Applications where licensee has effective NPOES permit 
erenpt from fees 

HInER.U 0 License Fee Management Branch 82/03/08 L 
Virginia Electric ft Power Co Ip 12357.351. 34X 

Fiche 90-404.82/03/00.8203170122 


8203110001 Oenorlc Ltr 92-04 Co all licensees of operating 
applicants for OU ft holders of CP le use of INPO BEE-IN 
program 

EISENHUT.D 0 Division of Licensing 02/03/07 llAUSPl/F 
Consolidated Edison Co ol New VorV 2pp. 12251.031 I 
Fiche 50-000. 82/03/07, 93031 1000 1 


F Security, medical, emergency ft fire protection plans 


8203090221 Forwards 910422 evaluation memo re security deft 
issues resolved w/eiceptign of annual guard requa I 1 f 1 ca 1 1 
program Ends withheld Iref IOCFfl2. 7901 

BUSH. L L Physical Soturiig Section 03/01/05 MCCOBKt 
Physical Security Licensing Branch 2pp 12134 IB5 24 
Fiche 30-338.82/01/03.0203030221 


QS93C6034V For^ardt tE Info Notics 03-0 1 ■ Revt s t on 1. "Auilltarij 
Fttdoattr Punp Lockout Rofultlnq Era'll Uos 1 1 nghoute M-3 
0 <i.itch Circuit Mod " No responto roquirod 

O'BEJLUV.J. p Bsglon 5. Office of Director 03/02/26 OKRtC. R 1. 
Florida PoL-or (, Light Co 4pp 121 SO 103 24X 

Flcht 90-000. 03/02/36. 0303000349 


0303170441 Foruardt IE Info Notice 03-03. 'Environ Teeta of Clectilcol 
fer-ilnal Blocks " 

O'REIUUY. J. P Region 2. Office of Director 03/03/04 OHRIO.R ( 
Florida Pouer 4, Light Co 4pp 12319.309 24X 

Flche 90-000. 83/03/04.020317044 1 


0303170919 Foruards IE Info Notice 03-04. "Potential Oeficlencg of 
Certain AOASTat E-70C0 6 ert*i T Ime-Oe lags. " 6 IE Info 
Notice 03-09. "Increasing Fraquencg of Drug-Related 
Incident* *' 

O'REILLY. J.P Region 2. Office of Director 82/03/10 UHRIO.B L. 
Florida Pouer t, Light Co 4pp 13321 30& 24X 

Fithe 90-000.02/03/10.6303170319 


03O329O4GI Fors^arde IE Info Notice 83-06. "Failure of Gteani Oenerotor 
Prlrarg Side Manway Closure 6tuds " No written response 
raqwes ted 

O'REILLY. J p Region 2. Office of Director 02/03/12 KKRIC.R F 
Florida Power L Light Co 3pp 12409 106 24X 

Flche 90-000.02/03/12.8203230481 


0203360290 Foruarde IE Info Notice 02-07. "Inadequate Security 
Ocraening Programs " 

□ 'REILLY. J.P Region 2. Office of Director U2/03/16 UIIRIO.R F 

Florida Power (. Light Co 4pp 13424 107 34X 

FIc ha: 90-000. 02/03/16. 8303360390 


DOCKET 90-403 NORTH ANNA POWER STATION. UNIT 4 


A. AppI icatlon/conetruc tion stage docutrents (. correspondence 


B3O3IIOO0I Oanerlc Ltr 02-04 to all licensees of operating plants, 
applicants for 01. 4. holders of CP re use of INPO SEE-IN 
prograni- 

EtSENHUT.O 0 Division of Licensing 02/03/09 HAUQPOHO. A, 
Consolldatad Edison Co of New York. 3pp. 12231 031. 24X 

Flche 90-000. 02/03/09. 02031 10001 


lirp I enent I og pr oc ert.ires . c nos I s 1 1 ng of Issue 3 of FTP'S re 
organ I I at ton L operatic ns during u.'ne rgunc le s t. Issue O of 
6PP-2I re pio'spt notification sys 

I.INOER.F Dairy land Power Cooperative 02/02/26 01101014" 111 I 

OperiStlng Reactors Oianch 5 Ip 12366 173 24K 

Fichu 3C-409. 02/03/ l2. 02031900/3 


-'0303190006 Piihlic versler of revised onergency plan inp I erent i n|] 
procedures, consisting of Issue 3 of EPP-2 re organiiotlon S. 
operations, during er-.org enc 1 os L Issue O of t*'l’-3l re prompt 
nottflcdtlon syP 

• l/airyland Pouier Conporatlve 02/02/03 64pp 12366’ 1/4 
Fli he 30-409. 02/03/13. 02031900/3. 


(} Adjudicatory c orre s pond one e 


0303230096 Advttes that jtil will not respond In NUC affiJovlts rr 
selsnir oatters Certified tr of five v'icl 

iiIESTAND. 0 9 Morgan. Lewis t. Oocktus II I Efi TAND. U B Dairy Innd 
Power Couperalivo 02/03/1’/ OECI'HOEFER. C ANCFRDf/N, O C. 

DECKER. K ti Atomic Safety o'ld Liienslng Goai'd I'.iitt’l 3pp. 

12379 333 241i Fithe 90 4C9. 02/03/ 1 7. n2t>J2 30C9* 


P Operating license stage due uiren t s f. c or r os p ond one e 


0303120132 Forwards safety ovaluatlon for ISEI' Topic /. "Luss of 

Circulation Flow * 

t.lNOER.F. Oairyland Power Cooperative III /0’//07 E tflENIIll I . li 

Division of Licensiny 3pp 12247.192. 24X FU.Ie 90 -409. 0 1 /dV / 

8203120132 


Q203D10001 Addl respoiisu ti» FOln request for 30 calegorios of d n< I'n 
re N'JR EC-0660. *ffRC Ac 1 1 c n Plan * Forwards documents listed 
in Apps A. U. C 4 0 Infn partially withheld (ref FOIA 
E I o'ltp 1 1 (in 3 ) . 

FGLTOhr. J M Division of Itules and Records 111/00/04 MADDEN. I 
Kay e. Gc ho I or . F 1 er mnn. Pay s S. Handler 9pp 12790 U(>6 34 k 

Flche 50-27U. 01/00/04.0203010001 


--8203010266 Rdsponds to 79iQ3t request For i avisw of «tll rasp ante 
0 Elsunhut 790913 ltr re conflicts 'a/Th1l Task Forco 
Inconsistencies noted for Ornwns Ferry. Peach Dcttuei 4. 

LaCr osse 

TMDMAB. C O lMI-2 Uultetln* & Orders Task Forte 79/11/16 
kaNE.M F rMI-2 Oulletins 4. Clrdors Task Force 2pp 12/69 :il 
24X Fiihe 30-000. n I /0n/O4. 02030 1000 I 


F Security, medical, eirsrgancy t< fire protection plans 


0203030221 Forwards 010422 evaluation memo re security deflclenclus 
Issuea resolved u/eicrptlon of annual guard requa 1 1 f 1 cat Ion 
progre.-'. Ends withheld Iref 10CFR2 7901 

euSH.L L Physical Security Section 02/01/03 MCCORKLE. 0 W 
Phytical Security Licensing Branch 2pp 12134. 109 24X 

Flche 90-33B. 02/01/03. B20303022I 


DCICKET 90-409 LA CROSSE BOlLlNO WATER REACTOR 


F Security, medical, emargancy 4. fire protection plans 


0203020234 Advises that 820107 response to NRC 911202 requeet for mod 
of safeguerds contingency plan Is acceptable. 

CRUTCHF lELD. D Operating Reactors Branch 9 02/02/22. l.tNDGR. F. 

Oairyland Power Cooperative. 2pp. 12077 092. 24X 

Flche 90-409. 82/02/22. B203020234 


0203090909 Forwards safety evaluation far 0 EP Topic 1 1 2 C re 
ate.osphoric transport t diffusion characteristics for 
accident analysis 

LINDER' r Uairyland Power Cooperative 02/01/00 CtnENIlUl.ti (i 
Division of Licenslns L'pp 12163 0/7 24X Flche 30-409.02/01/ 

B2O30909O7 


9203040603 "Degraded Or Id Protectlor for Clues II; Power flySpLd Criiw 
HWR. " inforrai rep I 

UOV.A C EC*.C. loc fin A-6429 0.903040603 G2/01/31 

PREVATTE. R L Division of EJystems Integration (post 011003). Vp 
12129 232 24X F i c he 30-407.02/01/31.9203040603 


8203020406 Submits ad J I Info re IIURE0-0737 I I era I A I 1. "G'lift 
Technical Advisor.” per 920122 request f'ositlcin requlros 
technical degree L eiporienre In nucleai field Tech Gpot 
forthc omtnq 

LINDER. F Oairyland Power Cooperative 02/02/19 CRUTCMFIEI.Ii. 1 
□peratltig Reactors llrooch 9 3pp 12003 020 24X 

Ftche 30-409. 02/02/19.0203020406 


0203100360 Forwards exemption from requirements of Section 90 40 4. 

App R to 10CFR30. per utl] 020319 1 tr. Gi emp 1 1 on addresses 
requirement thet oil collection syt for reactor coolant 
pumps be designed I. Installed to withstand BSE. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
02/03/01. LINDER. F. Oairyland Power Cooperative 2pp. 121 77 023 
24X Flche 90-409.82/03/01.0203100300 


— 8203100363 Exemption from 10CFR90 App R requl remen t s. acc ep ting uttl 
alernatlv* irethod for providing fire protection ip 
containment bldg 

OENTO-N, H R. Office of Nuclear Reactor Regulation. Director 
82/03/01 3pp 12177:023 24X F I c he: 90-409, 82/03/01, 9203 100300 


8203190073 Releases public version of revised emergency plan 
Implementing procedures. 

FELTON. J.M Division of Rules and Records. 62/03/12. Document 
Hanagement Branch Ip 12366:171 24X Flche 50-409,02/03/12. 

8203190073 


O2031C0223 Forwards safety evaluation for GLP Topic It/— 1 . organic me 
4. post-accident cho'nistry 

LINCER. r Oairyland Po-aer Cooperative 03/02/19. EI9ENMUI, I) U 
Division of Licensing 39pp 12181 126. 24X Flche 30-409,02/01 

8203100229 


--0203100230 "Oairee Radiation Oamage L Decontamination Evaluatlciii i 
Protective Coatings 4- Other Mails for Hot Lab t Fuel 
Processing Facilities '• 

UEST.O. A . UATSON. C 0 Oal Ridge National Laboratory CRN!.- 3; 
69/02/28 Atn.nlc Energy Commission 47pp 13101 16b 24X 

Fiche 30-409. 02/03/ 19. 8303100239 


920301024 9 Forwards evaluation of SEP Topic I I I -0 A. ‘’Loose Par it 
Monitoring 4. Core Darrel Vibration Program * Requeets 
response as soon as possible 

CRtllCHF 1 ELD. D Operating Reactors drench 3. 03/03/32 LINDEK. I 

Datrylancl Power Cooperative 4pp 12070 103 24x 

Flche; 90-409. 03/02/33.0203010243 


7343<> ref-olpt o* 0i».3l7 Jtr irfonninj N*>£ of »lt?9 »dk9r> to 

<.orr<ct vIOldCIOfX nolei tr IE I n 4p flfpti SO-'ICO/Ol 35 b 
50-451 /fli-rs 

CO%Tf>EL;. t S l>iviMt.fi Of »>rojP<t b fisoidpnfc V’TOflrOmo 02/O3/OU 

^■'JN'ES' J A (aroliJiO Cot^t t Lt)!. t Co Ip 13316 IA4 34* 

Flr^^ 50-40y. 02/03/00. 9303170430 


--02031 7C 4 •••6 R04|;»tid9 to ^.BC 020110 Itr re vtoletiuni nct»<j lf> U- t?<»p 
Bepts 50-4i'C.'9l-2S. 50 -401 /01 -2r>.50 4Ca<01 -23 t, 30-403/01-25 
Corrective acllo>'9 pro^ro-' irp t preo t eP to ver I fi, that 
*o/et0-relat»<; tte^ic moot speci 

OAVB.H B CarolM'd fr:(,er b Llqr-t Co O3/02/1V O'RE Itblf . .1 T 
Rellu^ 2- Ufflte of Ottettoi- 4pp 12316 1*3 24* 

fic3e 50 -400. e2/03/«)l.l. 03031/0436 


--BE 031 70451 f cruiaiPi If l 69 p Repte 50 400/01 " 35 . 50 - 401 /Bl- 35 f 
50 - 40 ?/ 01-35 t 30 - 403 / 01 -25 on 011 ) 20-1220 b notice of 

V I o I e 1 1 JII 

l.CrIIS.B C Division ct Prtijtci & Heeidert Projreme 03/01/1(1 

oZ/.fcB. J /t Carolina Po/ei b 1 HM to 2pp 12310 169 24* 

riCie 53-400. 02/03/00. £13031/0 4 36 


--0303170462 IE Inrp Bepti 50-400 /3I -25. 50-40 I /Ol -33. S«J-403/Bl - 23 6 
30-403,'0l -33 pn I3III3C-1230 Nonconp I t «->< e nateif failure to 
i4er>ti'c 4 corrert r unc nn 1 3rie in 9 ccntSltions or> electrical 
ceMe tree Supports 4 failure to enrtro] special processes 
e'4<i,EL’... C E . IH.43en,C Baalon 3. (leeicc of Director 03/OJ/l.'* 
7pp 12316 173 24* V Itt.e 50-400. 03/03/00.0203170436 


C3C<Ci 55-403 r>*»LA‘"Ctl UAWD I S MJCLEAB PCwCB Pl./l«r. 69IT 4 


/* Ape 1 1 c 4 1 1 on/ c onstr VC V ion stape ootn-rc-nts 6 correspondence 


O20311OC01 Senerit Ltr 02-04 to all licensees of operatinj plants, 
applicants f7r Cl 6 fiolders of fP te use of I.SPO 5EE-I.9 
prograx 

ElBEtJiiJl.O <5 Division of Licensing 02/03/09 HAoOP^BO.A 
Coosa I tdated Edison Co df Meoj York DI//V. C M Ouduesne Llglit Co 

t.*»iBI(I-B L* Elorlda ro-.er b Light Co 2pp 12351 031. 24* 

Flctic 50-0C0 02/02/0V. 020311000) 


r.OCVEl 50-4C4 Nf.mM ANNA POWER SlATlOt. tlMlT 3 


A Appl I c at I on/ c ons t rue 1 1 on stage dcpto.nents 6 c orrespont t nee 


8303040331 Forwards Axend 1 to License CPPfl-114 6 notice of Isi/a-rfI 
pvailatllltg Airend dolstes snvtron conditions btcause 
conditions Imposed water qualttg reqwlromonts begonl those 
specified m bPoES oormit 

ACEKSA^l. E O Licensing Qraneh 4 03/02/22 FEBOUSCN. 3 K Vlt)i- 

Electric 1 Power Co 3pp 13|37 272 24X Plche 30-404.02/03/?:. 

0303040331 


--tr030403S6 Arena 1 to License CPPn'll4 deleting tnrae environ 
conditions that imposed water guolttg regolrer'snts te^ond 
t.sose specified m f-'PCLD permit 

EISLbH'JT.D 0 Division of Licensing 03/03/33 Spp 13137 215 
34* KiChe 50-404. 03/02/33. B203040331 


•6203040359 Molice of issuance b awallabilttg of Amend 1 to Llcfotr 
CPH0-n4 

APFMSA* 1 . E C Licensing Branch 4 83 / 03/32 3 ?P l 2 l 37 < 

Fiche 30-40 4 . 03 / 02 / 33.9203040331 


--6203040364 &a«etg evaluation supporting Amend 1 to License CPPH-I:' 
stable. C Licensing Oranch 4 03/03/32 Ip 12137 379 341 

Fiche 30 404. 83/02/33. 0203040331 


8303030333 Not I flee of enc I 011203 application for re issuance *• 
Permit '/A0032431 Two overslte maps and Aperture cards are 
available in PDR 

LEABDOnG.R H Virginia Electric 6 Power Co 02/03/23 1>6M1W<.'t 

Office of Nuclear Reactor Regulation. Director CLAOB.fl A 
Uperating Reactors Oranch 3 167pp 13133 321 34]( 

Fiche 50-339. 02/02/32. 0203030333 

0203030418 Informs that hPCES Pereitt VA 0033451 . Amend 3. Old 01)015* 
Ween approved Approval Itr w/amend pages enc I 

LCASflfHO.P H Virginia Electric b Power Co 82/02/22. 0F.4IICN '• 

Office of Nuclear Reactor Regulation. Director CUARH.fl A 
Operating Reactors Branch 3 3pp 13136 038 34K 

riche 30 -338. 82/03/32. 03030 S04 18 


ti Oeneial c orr e spent entc 


9503230234 Submits Iluvt.am Countg Pruc me t 2 920311 resoliitlois 
SL-pportli-g c nr p 1 ehens 1 VC. 1 ndopo ndent radiation monitoring 
ot plant site 6 areas wltniii 30 miles at s i ta 

CLt'ai. H i; Olenii. « B 02fO3/l3 It'JMT. 3 8 Mortli Carolina, tstalr 
of 3pp 1.1379 oni 34* l iche 30 -400. 03/ 03/ 13. 0303330234 


G Inspection reports. It Bulletins 6 correspondence 


•3303000349 Forwards IE Info Notice 03-01 . Revl s i on 1. "Auilllarg 
Feedwater Pump Lockout Resulting Friia- West 1 ng house 14-2 
‘jaltci Cittult Jlo< ■' NO response reguHtd 

O'RF.ILLV. JP Region 2. Office «f Olrector 82/03/36. UiiRlOrfi E 
Florida 1‘cuier *. Light Co < EASIIORO- R. 11 Virginia Electric 6 l*ow»-r 
Co PACH.K W Institute of Nad ear Power Ojoratlons 4pp. 

13150 103 74* Ficho 30-000. 8 3/02/ 36. 0203060349 


--8303050420 Amend 3. to nPDES Permit VA C052431 . 1 ssurd to V£PCl> 
r Virginia. State of 01/10/15 I4pp l2l3b 063 24* 

fiche 50-336.03/02/23.82030304 10 


0203040410 Responds to Generic Ltr 02-01 re license application I 
requests for hRC review through 1904 IGf'91 application to bo 
submitted bg Jan 1983 b North Anna Unit 3 completion 


schaduldd for 1989 

ufAGDUnO.R M Virginia Electric & Power 
Assistant blrrctor For Licensing 2pp 


Co 82/03/24 TE0E6CC 
12114 V06 24* 


Flcbe 30-OCO. 83/03/24. 8203040418 


8303000422 Forwards 020315 reguest to VA State Hater Control Board 
node to Special Condition I In NPDES permit a. . 

LEaSOi/RO.R H Virginia Electric b Power Co 02/02/26 DENitlN.i 
Office of Nuclear Reactor Regulation. Director CLARK.W. A 
Operating Reactors Oranch 3 2pp 13137.342 34X 

fiche 50-330.82/03/36.8203080433 


8303170-436 A< I receipt of 820317 ltr iofotmmg NflC of steps taben to 
correct violations noted in IE tnsp Rapts 50-400/81-35 b 
50-401 /Bl- 35 

(ANfflELLF B. Division of Project 4 Resident Programs 62/03/08 

JON.ES.J A Carolina Power b Light Co Ip 13316.164 34X 

Fiche 50-400. 93/O'J/OO. 0303170436 


--82031/0446 Rosponc.s ti N9C Q3Oll0 ltr re vtdlottons noted in IF. Insg 
Rapts 50-400/81-35. 50 401 /□ 1-35. 50-403/01 -39 b 50-403/81-39. 
Corrective actions prcigra.- implemented to verify that 
ssf e ty 'T s I a t ed itex.s r-get specs 

OAWJ.fi R Carolina Power b Light Co 83/03/17 O'flEILLY.cf P 
Region 3. Office uf Director 4pp. 13316 165 34* 

Flcho 50-400, 82/03,'C0. 8303170436 


0203190133 Advises that foe paid u/0lll30 applltallon for deletion 
nonrad 1 ol og 1 c a I water quality conditions will be refunded 
Applications where licensee has effective NPDES permit 


eiempt fron Fees 

MILLER. MO License Fee Itanagoment Branch. 82/03/08 
Virginia Electric b Power Co Ip 13357 391 24* 

Fiche 50 404. 03/03/00.8203190132 


LEASBVRO 


0303110001 Oehorlc Ltr 62 04 to all licensees of operottlig plants, 
applicants for OU !. holders of CP re use of INPO SEE-IN 
pro^ 

EI5F.MHOT.O 0 Olvleton of Licensing 82/03/09 HAUSPURO- A 
Consolidated Edison Co of New York 2pp 13231.031 34* 

flcbe 50-000.02/03/09.8303110001 


-02031/0451 FQf..iards IE Insp Bopts 50-400/81 -39. 50-401/01 -J5. 
50-403/81-35 b 50-403/01-25 on 811120-1330 b notice of 
vIolAtion 

LEMIB.R C Division of Project b Resident Programs 82/01/16 

JOh'Eij. J A Carolina Power U Light Co 3pp 12316 169 24X 

Fiche 30- 400. 93/03/08. 830317043.5 


--0203170462 U Insp Repts 50 - 400 / 81 - 35 . 50 - 401 / 81 - 25 . 50 - 402 / 31-35 b 
50 - 403 / 81*39 on 81 1 130 - 1320 . Monf omp I iaoce no t ed : f al I ur e to 
idencifg b cerrect nonconforming conditions on otectrlcal 
cable tray supports b Failure to control special processes. 
MAXNELL.C f .Region 2 - Office of Director 82 / 01 / 12 . 7 pp 
12316 173 34 * fiche SO - 400 . 02 / 03 / 08. 0203170436 


F Security, redlcal. emergency b fire protection plena 


B2O305O32I Forwards 010422 evaluation memo re security deficleP**' 
Issues resolved w/e«ceptioii of annual guard reguall f Itatloh 
program Enc Is withheld tref 10CFR2. 7901 

BUSH. L L Physical Recur tty Section 02/01/05 MCCCRItLE.w 1*. 
Physical Setuilty Licensing Branch 3gp 13134 105 34X 

Ficho 90-330. BP/OI/05. 0303050331 


e2<>30&03<9 roru^rdt IE Info Notice 83-01 ■ Hu vt s Ion I. "Autillorij 
FttdJOtCT Pump Lockout Petultlng Fron Ues t i nghouso H-3 
Guitch Circuit Mod NO response required 

O BEtl.LV.JP Bofllon 3. Office of Director 83/02/36 UHBIO.W I 
FlorlJa Power (, Light Co 4pp. 13190 183 34X 

Fieh» 90-0 00. 83/03/ 36.8303000349 


6*03170441 Foroerdt tC info Notice B2-03. "Eovlron Toeto of EWttiitol 
Terminal B loc 1 e 

O'PEILLV. J P Region 2. Office of Director 03/03/04 UiniG.R L. 
fieri da Poi/er i. Light Co 4pp 13319 309 34 X 

Ficte 30-000.03/03/04.030317044 1 


030317091 9. Forwarde IE Info Notice 03-04. “Potential Deflclencg of 
Certain AOASTaT E-7000 Serte* T iire-De lags. " t. IE Info 
notice 02-09. “Increaelng Frequencg of Drug-Related 
Int identt. 

O'BEtLLV. J P Region 2. Offlco of Director 03/03/10 OHRIO.R f. 
Florida Power t. Light Co 4pp I333I 306 34X 

fUhe 90-000.03/03/10.0303170919 


□303390401 Foruardt IE Info Notice B3-06. “Failure of Gtean Generator 
Prl-»arg Side Manuag Cloeure Studs " No written response 
Toque s t ad. 

O'REltLV. J.P Region 3. Office of Director 03/03/13 UHRIO.Il f 
Florid* Power h Light Co 9pg 13409 106 34X 

Fiche 90-000.82/03/13.0303390401 


□303360390 Foruards IE Info Notice 83-07, "Inadequate Gecuritg 
Scrtanlng Progrems " 

O'REILLV. J.P Region 3. Office of Director 83/03/16 JHRtC.R F 
Florida Power b Light Co 4pp 13434 107 34X 

Ftcha SO-000. 83/03/16.0303360390 


DOCKET 90-409 NORTH ANNA POWER STATION. UNIT 4 


A App 1 1 c a t lon/c one true 1 1 on stage documents b correspondence 


B2Q31I0C01 Generic Ltr 02-04 to all llceneeos of operating plants, 
applicants for OL b holders of CP re uee of INPR 8EE-IN 
progrer 

EISENhUT. D 0 Division of Licensing 83/03/09 lfAll8PUH0. A. 
Coneolldatad Edison Co of New York 3pp 13391 031 34X 

riche; 90-000. 82/03/09. 02031 1000 1 


trp I erient I r . 9 pi oc ecures. ; ons i st I ng of Issue 3 of EPP -3 re 
urg an I ) at I on b aper.stii.rs during emergencies I. Issue O of 
EPP-21 rf pro.-pt notification sgs 

I.INDFP.f Dai rq land Power Cooperative 03/03/36 CRUTCH^ 11 L U. D 
Operating Reactors Oranc p 9 Ip 13366 173 84x 

Fit he 90-409. 03/03/13. □203170073 


•Q30317O096 Poblic version of revised ei-.erqencg plan Ir; lement tnu 
procudu-ps. conslstirg nf Issue 3 of EPP-3 re organitation b 
oper at Ions . Our ing eesrg er.t 1 os fc Issue O of EPP-31 te pro'.pt 
notifiratloii sgo 

• Oatrgland Power Cooper .itive 83/03/03 64pp 13366 174 34 X 

Flcha 50-409. 03/03/13. 0303170073 


G Adjudicatory correspundonc e 


8303330076 Advises that util will not respond to N'lC .If ft davits < r 
seismic rattars Certificate cf 5vc ent I 

HIE8TAN0.0 8 Morgan. Lewis b Gorlli.s HIESTAN0.0 3 Oairglnod 
Power Couperatlve 83/03/1 / OtCHHOEFEH. C • ANDEflSCM. C C . 
DECKER. K L Atonic Safetg and Licensing Ooard Panel 3fp 
13379 333 34* Ficho 50 409. 03/03/ 1 7 . 0303330096 


P Operating license stage documents 6 correspondence 


3-703130132 Forwards safetg evaluation for tjEP topic xv 7. ‘Loss of 
Circulation Flow '* 

LINnEfl.r Oa irgland Power Cooperative 81/07/07 EISENiiJT.R 
Division of Licensing 9pp 13347:193 34X Firhe 90-409.01/1)7/07, 

0303130133 


R3O30ICO01 Addl response to FOIA roquust for 30 categortos of doi unent*. 
re Nv'PE0-06fi0 . * N9C Action flan " Forwards documents listed 
in App s A. U. C b D Info partlallg wlthoeld Iref COIA 
r 1 e op 1 1 nn 9 1 

FELTfIN. J rl Division of Rules and Records 01/08/04 MADDEN. I J 

Ka ge. Ot ho I er, Fi ernon. Hags b Handler 7pp 13790 006 34X 

Fiche 30-37U. 81/09/04.8203010001 


--B2O301O366 Hespeods to 79lOt31 request for review of oil I response to 
0 Eisenhut 790913 ltr re conflicts w/Trjl Task force 
Inconsistencies noted for Drowns Ferrg. Peach Oottom b 
LaCr osse 

IMDItAB, C O Tf1l-3 OuUetlns b Orders Task Force 79/11/16 
KAnE.W. F Tm-3 Dulletins b Orders task Force. 3pp 1376 ') 31.3 
34X Fiche 90-000. 81 /Oe/04. 83O3O1CO0I 


F Gtcuritg. medical, emergency b fire protection plant 


8303090331 Foruardt 010423 evaluation memo re security deficiencies. 
Issues resolved w/p tc ep 1 1 on of annual guard requall f Icatton 
program. Enc I s withheld Cref 10CFR3 790> 

DJSH.L.L. Physical Security Section. 83/01/09 HCCORKLE* 0. W 
Physical Security Licensing Drench 3pp 13134.109 34X 

Flcht: 90-330, 03/01/09, 0303090331 


DOCKET 90-407 LA CR08GE BOtLINO HATER REACTOR 
F Security, medical, emergency b fire protection plane 


B303030334 Advises that 020107 response to NRC 011303 request for mod 
of safeguards contingency plan Is acceptable 

CROTCHFieLO, 0 Operating Reactors Branch 9 83/03/33 LINDER. f 

Oalryland Power Cooperative. 2pp 13077 093 34X 

Fiche; 90-409. 83/03/32, 0303030234 


B3O3IOO30O Foruardt exemption from requirements of Section 90 411 b 
App R to 10CFR90. per util 030319 1 tr. Exempt Ion addrsseas 
requirement that oil collection eye for reactor coolant 
pumps be designed b Installed to wlthstend 88E. 

OENIONtH.R. Office of Nuclear Reactor Regulation. Director. 
63/03/01. LINDER* F Oalryland Pqwtr Cooperative. 3p|i 13177:033 
34X Fiche 90-409,03/03/01.8303100380 


— 8303100309 Exemption from 10CFR90 App R requl rsmtnt t. arc eptlng util 
alernative method for providing fire protection in 
containment bldg 

DENTON. H. R Office of Nuclear Reactor Regulation, Director 
33/03/01 3pp. 13177 039 34X Ft c he; 90-409. 82/03/01. 8303 100300 


330319C073 Releases public version of revised emergency plan 
Implementing procedures. 

FELTCN. J. M Division of Rules and Records 03/03/13. Oacument 
Management Branch Ip 13366.171. 24X FI che. 90-409. 03/03/13. 

0203190073 


8303090907 Fui'wardx safety evaluation for f.EP Topic It 3 C re 
atmospheric transport b diffusion c ha rac tor i s t 1 c s for 
accident analysis 

LINDER. F Oalryland Power Cooperative 03/01/09 CISCnhJI.Ii O. 
Division Of l.lccnslng 3pp 13163 077 3«K FUhe 90-409. B3/0I /D5, 

8303090909 


8303040609 ‘Degraded Grid Protection for Class IE Power Syg.La (.TDctr 
HUR. “ inforr-al rept 

UOV.A C EC*.<J, Inc FIN A'6439 0303040609 83/01/31 

PREVATTE. R. L Division of System* Integration Ipost 811C09) 9pp 
13139 232 24X Fiche 50-409. 03/01 /31 . 0303040609 


0303020406 Submits add! info re NuREO-0737 Item I A I I. •■Shift 
Technical Advisor. " per 820132 request Position requlros 
technical degree b experience In nuclear field Tech Spec 
forthcoming 

LINOeri.r Oa try land Power Cooperative 03/02/19 CRUTCI-FtELfl. H 
Operating Reactors Branch 9 2pp 13009 020 34X 

Fiche 90-409. 82/02/19.0303020406 


8303100225 Forutards safety evaluation for GEP Topic 19-1. organic mail 
b post-acc Idont chemistry. 

LINDER, F Oatryland Power Cooperative 02/03/19 EI6EN-IUr.D 0. 
Division of Licensing 3Bpp 12181 126 34X Fiche 30-409,02/02/17. 

8303100229 


--9203I00230 "Gamma Radiation Damage b Decontamination Evaluation of 
Protective Coatings b Other Mails for Hot Lab b Fuel 
Processing Facilities “ 

HEST.O a . MATSON. C D Oak Ridge National Laboratory ORNL-tthin 
69/02/20 Atomic Energy Commission 49pp 13181 166 34X 

FUhe 30-409. 02/02/19. 8203100329 


9303010243 Forwards evaluation of SEP Topic tlI-0 A. “Loose Parts 
Monitoring b Core Barrel Vibration Program " Requests 
response as soon as possible 

CflUTCDF lELO. 1) Operating Reactors Branch 9 03/03/33 LINDER, f . 

Oalryland Poiaer Cooperative 4pp J3070 103 34X 

Fiche 90-409. G3/02/33. 820301024 5 



«'.r aSil >nf» ’•« environ ^ual I » It at I un of 
• a»et</-<’e:at*s electrical «flui»r>eni Info to 4e correlated 
.cM,«?e:C-C <3? !l»*» tl E 4 ?. II D 3-11 I) 3. 11 E 4 I. 

11 » 3 13 11 » 3 11 e j IV. 1 1 a 3 SI t, I I K 3 ?7 

•"."UTCHflEl D' f' Oseratin} Aeactore Oranch 5 03/03/53 1 . IMDEH.f-' 

Cairvlanj POw.er Ccc»ie-ative 4pj 13077 1 94 34X 

ficne 5;- 43'' a3<03'23.92‘)303'3l33 

‘j;:n;;C3;e e^^litaticf t4 a'em: Licence OPS-45. incr eaalnj allowed m<.« 
a. eras* eipcsjce of ar, foel miti’bl, not un perjp'iefv of 
cere 

f Cait,'.»rd fewer Cooperative S3/03/23 CHUTCkPIEI-I'. 0 
Cjfrjiirj Mea,-tr'« Oral:'' S l5pl> 15149 3*7 34t 

r,ef* ?C 43>. fl5'03/?3 5303000338 


t),aU.IIUI7.JO-r ruiwaruv .w. «... . | i «v-l. 'Oi:*!!!, 

Feedwater Temp. Inc reaoe In Feeduater F lou. I ncreaee in sttae 
rioji t. AetiOontal Clpaninq of Torblne Oi(paoe Vetve • t> 6EP 
TopK XI/-3. •■Uoes of Normal Feedwater Flow • 

I tl.OEn. F Oa Ireland Power Cooperative S2/03/05 EISE.NHlT. 3t 
Olvltlon of Clcenpltip t5pp tSlQfi 307 2411 Flche p- ... 

8303100.164 


6503100387 Forward* eafotif evaloatton rept for 6EP Topic Itl-4 (. 
••forPine Ml** lies “ Overall probabllttv of turbine ml(si|ai 
accepteblv low 

UINDEB.F Dairy land Power Cooperative B2/03/09 Eigevngi. 3; 
Olvl*ian of Licensing 9pp ISIDS 003. 24x Ficbe S0-4(i7. SJ/ij < 

6203100307 


- .esc.- >33 J4 3 F'cfCtfJ rovi*»l paijr* tp tfc.S Spec* re power dl s I rlOut Icin 
1 1 ni IS 

• Pairslanp Fewer fioperative 62/05/33 5fc 12149 579 54X 

r;<n* ;D 439 U2/C5/33 6203060333 


ur. 3C«C229 cesfonee to I.OC 601232 reaue*t for remults of heavy 

lea* ••lira t. re^.^ieei -.rj\ Irsp t, pre.entive mplnt proyram 
fir rear irr cpnlair-erC lids pclar ciare will .stnieilca 
potential f*r leal cr-nes 

IV.Oti' f Oairyla'd Ps.tr r„cp»retiv« 82/02/34 CROTChF lEUO. Il 
2;eratiny Oeaccor* Orarc*- 5 20pp 12077 09a 24c 

Ficst 3C-43V 02/02/24 6202020229 


i:2C'i333ar3 fc...arJ* reici.**l ICr addl rc*pen*s lo TMI Action Plan Itm 
i: 3 I rs b'.yt poti’t .ent* ■Specific pl«nt preesdutes 
will be rmecitl apainsc propo*ed operating gutJeline* as 
reepeJ Info reyjesteij aitur 40 dav* 

rFjICf^rlEcO 0 Ofsiatinj Reactor* Orarct. 3 02/02/25 LINOefr.f 

Oalr.(tan| f'cafr Co;Peratlrf 3;? |5I32 350 24X 

Fi;f» ?3-4Cf 62/02.25. 8203020393 


8223020443 Fjruarc* *afeta e>aleation of Sc'P Topic* »V-e. "Evaluation 
sf Ccntcul 9cd nissperaliQo Eienc*. " cv-ii. "Inadvertent 
Lcadinp t Operaticn of f/el A**e(ft5iy jn Improper Position." 
t. /v'-i3. 'Cpertron of 4o/ Drop Accidents " 

F Oair-,iar<; pc«er Ceeperattvs 02/C2/2c> CISEtfVtUl. 0 <1 
Oivisicn of Iicrnsto; ICpp 12085 263 34X Ficbe SO "409. 03/03/36. 

6233020440 


6203100393 Forwards safety evaluation rept for S6P Topic tX-3. •cir . 
Sve 6 Cooling Plater Qys ' Co.-nponeiit coating water, low 
pressure sve water & shield cooling Sys not required fer ar^ 
function* important to safety 

LIMOEH.F Dairy land Power Cooperative 03/01/03 CISENHtD.j; 
Division of Licensing lOpp 13103 073 34X Ficbe 30-409. 

6303100393 


P3031203IB Discusses status of NUfiEC-0737 Itoai ll F I 3. re pl;—, ,i 
radiation monitors capable of functioning in accident 
environ No teebnical deviations reguestod. 

CflUTCHF lEl 0. D Operating Reactors Oranch 3 83/03/03 LlbJEf.' 

Oairytand Power Ccioporative 2pp 13350 0 93 34X 

Ficbe 90-409. 83/03/09. 6303130318 


0203120334 Advises that NHC review of util eiibmittals re Nl/oEo-:?}: 
Ite-i ill D 3. 3. "Improved In-Flant Iodine Instrumentation 
Under Accident Condition." indicates no techolcol 
dovlations requested No further NRR review planned 
CROTChFIElO. 0 Operating Reactors Branch 5 03/03/05 IlwCW.' 

Oalryland Powsr Coopovatlve 3pp 13346 339. 24X 

Ficbe 90~409> 03/03/03.0303130334 


82031 901 46 Responds to NRC 011309 request for add I info re 6£F /<>■> 
ni-3. "Wind 6 Tornado Loadings •' H/elght oversite drowlng* 
end Aperture cards are available in PDR. 

linger. F Oairyland Po'aer Cooperative. 83/03/09 CRUTChFIElC 7 
Operating Reactors Branch 9 6pp 13397. 194 34X 

FUhe 30-409. 83/03/03.0303130146 


0203690393 BespeoJ* to ‘.OC 62PI29 draft safety evaluation for Sf.P Topic 
I V-2. rear t ivi ly cortrol cys lesign t protsctlcn against 
stogie failu'e* AJdl infc provided in ]isu of lo response to 
6EF Topic xv-a evalvation o* rod .nlsoperatl on events 
i I’.uER. F Oairiland Po.ee Cdopsrattve 62/03/01 CBuf CmF lELlV. O 

Cprrating Reacters Grancn 5 3pp I2|67 334 24« 

f ic-e 50 409. 85/01/01 8203090393 


B223:.&0044 Forwards reiuest foe addl Info re actual radiation 
qualification envelope Into doe tn 30 tags to tonplete 
review of environ goal i f i ca 1 1 on of sa f et ,-r e I a t ed electrical 
equipment 

Cfil/fCMF lELO. 0 flperatiC'd Reactors ersneb 5 82/03/03 LlMOEW.f 

Oairyland Po-er Cooperative Jpp I2|94 060 24X 

Ficbe 90-409. 62/03/02. 0203000044 


6203II0209 Foruards Class III fee for aaiend to License OPR-49. I terns 
I 6 4. per 830210 request 

LINtEfi.F Oairyland Power Cooperative 82/03/05 HILLER. U iJ 
License Fee Hanagenent Oranch 5pp 12519 109 24X 

Fic-e SO-409 62/03/02.8203110209 


6203060461 Advise, that uiU 820229 Itv rs EEP Topic V 11 A is also 
applicable to EeP Topic V Ti g re fi.i 9 Interlock 
requirements SEP Topic I/-II B complete 6 acceptatle based an 
previous revi 8 ci 

CRUICHFIElO. 0 operating Reactors Branch 9 83/03/04 LINDER, F 

Dairyland Peuer Cooperative 2 pp 15190 0l4 24x 
Fiche 90-409.82/03/04.6203030461 


82C3090258 '^orwards addl tnfo to support 820323 appUcallon for amei 
to License DPB-49 Info provides comparisons between present 
indicated fuel condition t, condition observed at end of 
Cycles 916 

LINCEH. F Oairyland Power Cooperative 02/03/04 CflOTCHF [E lD, D 
Operating Beactofs Branch j 3 pp 12165 199 aq* 

Fiche 90-409.82/03/04.8203090256 


0903120201 Advises that NfiC review of util response to t.UBEO-BTV. 
Item 1 1 K 3 1. "Reporting Relief Valve 6 Safety Velvc 
Failures t. Challenges." ccinpleced (■ Item considered 
resolved 

CRUTCHFIELD. 0 Operating Reactors Branch 9 62/03/00 LIhCE'IF 

Oairyland Power Cooperative 2pp 12247: 129 24X 

Fiche 50-409. 02/03/00. 0503120201 

8503110001 Generic Ltr 82-04 to all licensees of operating pliTls- 
applicants for QL 1 holders pf CP re use of INPO 60 E-IN 
program 

EISENHUT.D O Division of Licensing 82/03/09 HAU8PUB0.A 
Consolidated Edison Co of Now Yort. CURTIS. N W Penney tvaola f; 
» Light Co BAUER. £ O Philadelphia Electric Co 2pp 122511 

24 X Fiche 90- 000. 82/03/09. 8203 1 1 000 1 


B203150535 Forwards safety evaluations for SEP Topics 11.4 F rf 
settlement of foundations A burled squlpment A tll-3 A re 
effects of high water level on structures. 1 Isted In schedule 
submitted w/otU 810227 Ur . 

LlNOeS.F Oairyland Power Cooperative 02/03/09 
Division of Licensing llpp 13249 079 24X Fiche 90-409.6.1/ 

6301120239 


9203160290 Forwards safoty evaluation of SEP Topic XV-16. "Radio *1 
Consequtnets of Failure of Bmall Lines Carrying Primary 
Coolant Outside Contalnirent " . n d 

LInd€R,F Oairyland Power Cooperative 02/03/09. 

Oivlsion of Licensing dpp 12399,019. 24X f Icbe. 90-409. 62 /«/■ 

0203160290 

8303160380 Forwards safety evaluation for 6EP Topic tX-9. “Ventll* 
Sys “ No vanttlation sys mods required _ .. 

LINDER, F Oairyland Power Cooperative 02/03/09 a'v/oa 

Otvielon of Ltcenelng. 9pp 12290 364 24X FI c he- 90-409, 02 Y 

8203160280 


8203100317 Forward* safety evaluation rest fot SEP Topic 1ll-a C 
airiJ^aJu'' •• 6 component da,i,„ 

tIACEfi.F Oairyland Power Cooperative. 82/03/03 EISENHUT.D C 

SwilS,; »*. n... 


6203170338 Forwards safety evaluation of SEP Topics IIl-l re 
c lasst I tc ation of strut tyres, components A sys A Vll-3 re 
safe shutdown sys A draft technical evaluation of SEP Topif 
VI I -3 

CaUTCHFlELO.D Operating Reactors Branch 9. 02/03/09 lIAT>6 • 

Oairyland ^Pouer Cooperatlva 4pp 12312:034. 24X 

Fit ho- 90-409, 82/03/09. 8203170338 


— 8?03>703<*l Draft t«chni<al pvaluatton of ••8C»‘ Topic VI 1-3. t iec tr Ic 01 
lmtrur;onat t on !. Control Footuroi of Dijs Requtrod for Sofo 
Shutdown 

HAROLOSEN. n 0 enorqg Enql flooring Oroup OOSUJ OBFT 0l/Oa/Ol‘ 

|3pp 13313 030 S'** FJ the SO-flOV. 83/03/09, 0303170330 


020317033^ ^nfuardh draft hafotg evaluation 8« draft technical 
evaluation of BEP Topic Vtt-I rt ro Isolation of reactor 
protection ogs froio n<in*afetg «<j» . Int Ivdlog qual 1 f tcatlon of 
Halation devices 

CflUtCHFlELO. D Operating Beactore Branch 5 02/03/09 LlMDtfl. F 

Oairgland Power Cooperative 4pp 12319 227 2gx 
flche 30-409. 03/03/09. 02031/039'! 


—6303170360 Draft technical evaluation of "DEP Topic Vll-l A. I sulatl oii 
of Reactor Protection Bye from Nonoafoty Bys " 

HORKEN. 0 J Energy Engineering Oroup 0071 J DRFT 02/02/17 
I 3 pp 12319 331 24* FI che 30-409. 02/03/09. U203I 70394 


0303190239 Forwards add! Info re recirculation ays piping t, emergency 
tys tanls ft puisps. in support of evaluation of BEl* Tuple 
Itl'l re classification of strut turos . s>|S & c ompaneiits. 

Al 1 If-Chalmer s specs one 1 

LIhOER.F. Oatryland Power Cooperative 03/03/09 CflUTCOFtEIU.il 
Opsratlng Reactors Branch 3 109pp 12347 173 34X 

Flche 30-409, 02/03/09. 0203190229 


B303330033 Advises that ATMS rec 1 rc ul a 1 1 on pomp trip installed In 
listed 0URs Olg Roc t t. Dresden Ins ta 1 1 ailon s deferred 
CRUTCHFIELD. D Operating Reactors Branch 3 02/03/10 NOVAK, 1 

Assistant OlrtctoT for Operating fleac lurs Ip 12392 323 :*4X 

Flche 30-000. 02/03/10. 0203230033 


B303170481 forwards safety evaluation L draft technical ovaluation 
of B£P Topic VtI-2 re EOF sgs control logic & design 
CRUTCHFIELD. D Operating Reactors Branch 3 02/03/11 LINDER, f 

Dhlryland Power Cooperative. />pp 12316.207. 24X 

FUh» 30-409. 82/03/ 1 1. 0203170461 


—B2031 70472 Technical evaluatloti rapt. "SEP Topic VI 1 1-2. ESI Hgi. 
Control Logic 6 Design - 

farmer. F 0 Energ<f Etiglnserlng Oroup U0H3J DRFT 02/02/17. 
lOpp 12316 213 24X FIcho 30-409.02/03/11,0203170461 


8203I70603 Forwards Amend 20 to License OPn'43. safely evaluation fc 
notice of issuance 6 aval laPl 1 1 ty. Amend modifies Tech Bpacs 
to reflect changes In allowable <soi average exposure uf fuel 
asspAbly net on periphery of core for Cycle 7 

CRUTCHFIELD. 0 Operating Reactors Branch 3 02/03/11 UNDER. F W 

Peiryland Power Cooperative 3pp. 12319 330 24X 

Flche 30-409. 02/03/ 1 1. 0203170603 


--B203170609 Amend 28 to License DPR-43 modifying Tbch Upecs to reflect 
changes in allowable <hat average exposure of fuel assembly 
not having periphery of core for Cycle 7 

CRUTCHFIELD. 0. Operating Reactors Branch 3 02/03/11. 0pp 

12319 333 24X F Ic he 30-409, 02/03/ 1 1 . 0203170603 


--8203170612 Safety evaluation supporting Amend 20 to License DPR -43 
♦ Office of Nuclear Reactor Regulation, Director 02/03/11. 4pp. 
12319 341 24X Flche 30-409. 02/03/ 1 1. 8203170603 


—8203170613 Notice of Issuance «. availability of Amend 28 to DI'H'43 
CRUTCHFIELD, 0 Operating Reactors Branch 3 02/03/11. ypp. 

12319 343. a4X Ft Che : 30-409. 02/03/ 1 1 , 02031 70603 


8203230343 Forwards safety evaluation for OEP Topic XV'20, 

‘Radiological Consequences of Fuel Damaging Accidents 
llnslds ft Outside Containment). “ Plant adequately designed 
sgtlnst fuel damaging accidents 

UINOCR.F. Oslryland Power Cooperative 02/03/12 EIBENHUT. D 0 
Mvvslon of Licensing 3pp. 12302 106 24X FI c he: 90-409. 02/0.1/12, 

8203230343 


8203220293 Forwards draft evaluation of SEP Topic V-3 re RCPB 1 oatagr 
detection based on 01. application Info, revised BAR. Tech 
1 Topic V-IQ A. Rssponse, Inc ludlng missing Tables 

Pfl •' 3 Items requested within 30 days. 

CRUTCHFIELD. 0. Opsratlng Rsactors Branch 3. 02/03/17. LINDER. E. 

Bute Power Co 8pp. 12339:009 24X Flche 30-409.02/03/17, 

8203220293. 


820323Q4O3 Forwards addi Info required to evaluate status of Oenrrlr 
M 0 94p “ContAlnm^nfc Purgina During NortA^i Op^rAtiona'* 

TMI Action tt«« II E 4 2 

UTChFielD. D. Operating Reactors Branch 9. 82/03/19 LINOER, F 

vMtyland Power Cooperative 7pp. 12411: 1B8 24X 

tlche: 30-409, 82/03/19, 0203290403. 


0203260166 Confirms O-’UJI ’ tv Icon between J lay lor I. 48 UavIS re 0204(1 
mgt meeting in La Crosse m to discuss urg,ini lat Ion 
Intel faces 

KEPPLCR. J 0 Region 3. Office of Director B2/0a/22 ItNUEU.F U 
Dairy land Poaer Cooperative Ip 1242.1 110 24 X 

Flche 90 409. 02/03/22. C20.1i’fcOI66 


0203300122 Forwards namojian far Cont.sinmrnt vol 6 reactor power LIKA 
dusc turret tluns *• e'.tiratc of normal operating piposuis. 
per t.'RC request fur aid I ihfu re ttll action plan environ 
qualification of saf r ty - r e I .sted electrical equipment 
LINDFR.F Oairyland Puwei Cuoperatlve 02/03/23 CHUTCHF lEI.U. U 
tlperatlng Reactors Otanvh ‘I 3pp 12440 392 24l( 

Flche 50-409. 02/03/2.1. 03O33(’>O|.'’2 


02033C0124 Advises that co-nrpi»ts provided In 020301 Itr re EEP lopli 
IV-2. “Reactivity Control Sys Draft Safety Evaluation.'' do 
not requite chanyes to draft rept Safety evaliiatinn dtd 
020129 final 

CRUTChF lELO. D Operating Reactors Branch 5 02/03/23 LINDER. I 

Oatryland Power Cooperative 2pp 12449 009 24 » 

flche 90-409. 02/01/25. 0203300124 


0 Inspection reports. ]C Bulletins L c urresp ondeor e 


0203010416 E 01 wards IE Insp Hept 50-4C,'* /ai-09 on BiOIOI -31 

KCPPLLR. J C Region 3. Chicago. Office of the Director I0t/01/«l) 
01/10/26 UINUER.F W Uairyland Power Cooperative 2pp 
12096 224 24X Flche 50-409.81/10/26.0203030436 


--0203030440 IE Insp Ropt 90-409/01-09 on 010901-31 None osip 1 1 anc c noti-i 
failure to properly review proposed safety Sys mod. set 
power - 1 u-f I ow setpoints for c hanne 1 s 1 5* 2 f. perform 
samples & analysis uf RCB 

FOrillEY. M C . ORANCII.M W . MCOHEGQR.L 0 Projects Branch 2 
01/09/00 lipp 12096 226 24* Flche 90-409.01/10/26.02030304:16 


0203090300 Forwards safety ev<i]uation for 6KP Topic lll-3c. ''Insrivitt 
Insp of Hater Control Structures “ 

LINDER. F Ooiryland Power Cooperative 02/01/29 EISEMIUT. U (» 
Division of LUenslnq 12pp I2I61 229 34X Flche 90-409.0.3/01/2'/. 

8203090300 


0203020/00 Discusses inservice Insp review Assurances requested that 
Info supplied to contractor is current & reflects latest 
requirements for facility Earlier submittals re inservice 
insp program obsolete 

CHUTCHFIEl D. 0 Operating Reactors Branch 9 0,3/02/22 LINDER- 1 

Dairyland Power Cooperative 3pp 12009 239 24X 

Flche 90-409. 02/03/22. 0203020700 


0203100179 Forwards IE Insp Rept 90-409/02-01 on 020127-20 & 0209 Nn 
noncofflp I lane o noted 

HIND. J A Dlvtsidn of Emergency Preparedness 6 Operational Bupport 
02/02/23 LIllOE.R.F W Oatryland Power Cooperative 3pp 
12101 337 34* Flche 50-409. B2/02/23. 02031 001 79 


--0203100179 IE Insp Rept 90-409/02-01 on O2O12/-20 8. 0209 No 
noncoep t lane e noted Major areas Inspected proept public 
not 1 f I c at 1 on/warn 1 ng sys 

AXEL60N. H. L . Division of Emergency Preparedness 8. Operational 
Support PAPERIELLO. C J Division of Emergency Preparedness f. 
Operational Support 02/02/23 9pp I3I0I 339 34x 

Flche 90-409. 03/02/23- 0203100179 


8203110116 Forwards IE In»p Rept 90-409/02-02 on 020310 No 
noncomp 1 lane e neted. 

HIND. J A Division of Emergency Preparedness 6 Operational Bupport 
02/02/36 LINDER. F M Dairyland Power Couperatlve 2pp 
12312 399 34X Flche 90-409. 02/03/36. 03031 101 16 


--03O31 10124 IE Ihsp Hept 90-409/03-02 on 030210 No none omp 1 lane e natr< 
Major areas Inspected emergency eierclse Involving 
observation of ley functions of emergency operations 
Facility & technical support ctr 

PAOLIARO. J A . HA0I60N. A . AXEl.GON. H L Division of Emergency 
Preparedness 6 Operational Support 82/02/36 I7pp 12312 25/ 
24X Flche 90-409. 02/02/26. 02031 101 1 6 


0203110139 Advises that IE Info Notice 02-01 . Revls Ion 1. ''Auilliary 
Feedwater Pump Lockout Resulting From Uestlnghouse W-3 
Switch Circuit Mod." <ass sent to listed licensees 

• Region 3. Office of Director 62/03/36 Region 3. Offlcp of 

Otrsetov Ip 12312 313 34X Ftche 90-000.02/02/36.83031101:19 


8303090426 Act receipt of 010814 Itr Informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 90-409/01-10 
SPESSAfiO. R L Division of Project 8. Resident Progra.'ss 03/03/01 
LINOER. F W Dairyland Power Cooperative Ip 13139 289 24X 

Flche 90-409. 02/03/01.0303030426 


&«<>.ll^0146 )f'fo rn i'>%<frvicP I'lip reli»f requests Infci 

r«que«t»q ^itsin 30 lJq4 of Itr dati? 

CPUICK- I E>.D- 0 CjorptlK) flfarto''* Dranjh 5 QJiOO/iyS lINOf'fl’P 
Oairi, I a:'<^ i^oo>»r Ccii( rra t ■ v» Ufo lS3*f ("'0 
• iche ??- 409. fi2/03/C6. i3s-03 140196 


PSCJ19CP35 IT I'lf' f>9Clcef 92-04, Potential Oeflclencq of 

Certain aCV.Ia' t -^f.CO 3ei;«« 1 ine-Pe lag ilelag^" t, 0;?-OS. 

.’ nc reas i'.{ ' Te^aercg jf Ori»s ■ He lat eif " 

• ftHlor. i. Off It a of tV|TPCtr,t Ce/OJifO Coin"".onveal th tOiton 

Co I,. 1234 7 C93 J’41 Fit'e SC-OOC.. 02/0.3/ I O. B 233 1902 3S 


a2ij3l902SS Advijgs that li. Jr.#o Nati;« 82-06. ’Failure nf Stearo 
Gere- ate- f-l-a-j Side f-anuai Cloture Stu.ls." «aa lent to 
llatee Itcerteea 

• Pegian 3. n/Fice of :>irp;tor 02/03/12 Hiigion 3. Office i»7 

Siiertg- If 1234 9 ?,)R 34 « Flche 50 OOO. U3/03/ 1 3, 03031 903H!> 


4:4 03330669 f o', arc I IE titi. Hat ire B3-07. I iiai!eqi;ate Secvritg 
E.-reurinj Progratb ' ’.'c uicitteii leipcinie requirei 

* Reqije 3 Ilf f ire of O'.recter <;3*'03/16 Co.'ranArv*eat tfi Eijlcou. 

Cc l( 13380 3l4 a-:* Fit re SC m>(70. 03/0 .3/ 1 A. 03033.3066V 


9 Ferioait 3perat:ng reperta t relritec c ormeotiCenr e 


0303310403 reii,arji ivantils operating rrpe for Ang 1981 

Ll^OrB.r Pairglant I'raei Cooperatii.e fll/09/00 [Iff tee of 
inanageaient anc Ftograai /.Tpaljitn Ip 134S4 341> 341 

rirf.e 50-43'/. Ol/OV/Cn. 83033 I0‘»()3 


--U2033104O5 Kcot.M., :ipcratli.q rept to- At.q 1 901 

CU3C0Ar.. ; ’j 0aiiglaii3 Oojer Cooperative 01/09/04 9pp 
13454 -46 34> ncl.e 60-409. HI /O9/08. t)203JI0403 


0303310391 rc-iaapc« menii-lg cperating rept for Sept 19(11 

•-INOE'I.F Oairglar./ PoaSr Cau;:erallve 01/10/06 UffiCP i»f 

Fanagr-enl arf Prugraai A'lalgsib Ip 12464 329 24X 

r:cne 50 -409. Ill /lO/C*. 8303310391 


--8303310394 Monttl j cperaCing rept for Sept IVOt 

OOCliNnw. i. s Oaii-jlard Power Cooperative 01/10/06 Opp 
12464 4',30 ,74* Ftcl.e 50-409.01/10/06.0203310391 


0303310396 Foruardt noiittlg operating rept for Oct IVIll 

L160E9.F Oairglar.d Paieer Cooperative 91/11/09 Office of 

^anagenient and Progr.im Analgalt Ip l?/.64 335 34X 

FicAo 30-409. 91/1 1 / C9. 93 03310396 


--02023\0400 tlOACt.lg operating rept for Oct V9(J* 

CCOOHah.L S Dairijland Po^er Cooperative 81/11/09 9pp 
12434 256 347 Ficne 50-409.81/11/09.0203310396 


0303100359 Forwaret “LACnWH Annual Hepc.l'/Sl ’ 

LINOEB.F Oairgland Power Cooperative 02/03/33 HEPPI.EH. J « 
Heglon 3. Office of Otrec tor 3pp 12160 01*. 247 

Flttie 50-409. 03/02/32. 8303100359 


—6203100363 EACtl’^R Ann»al Hept. 1901 - 

a Oalrglani! Fewer Cooperative 82/03/32 Opp 13100:018 ;.'4K 

FUt.9 60-409.02/02/33.0203100259 


6203000393 Foruarde "Had I oar 1 1 ve Effluent Hop t 6 Environ Monitoring 
Hept of LACftCP. 1961 * 

LI60ER. F Dairgland Power Cooperative 82/02/3* CHurCKFlEMl. I>. 
Operating Hear tore DraticP 3 Ip 13149 0*1 34X 

Ft Che 50-409, 83/03/36. 6303000393 


0203080395 ’Radioactive Effluent Hept 6 Environ Monitoring Rapt of 
lACOHR. 1901 •• 

a Dalrglaod Pe>.,er Cooperative 82/0.1/26 4lpp 13149 063. ?4)t 

Fiche 60-409.83/02/26.0303080393 


S Reportable occurrences, LER« 6 related r or re epandenc e 


0203030005 Ferj,ar(lt Gpetial Rept 01-04 for two separate occaslPne whei. 
reactor thermal power changed bg rere than I5X of rated 
therp:at po.ver wittln l-hr 

LIMOER.F OaiTglond Power Cooperative 82/02/19 HEPPttB. 0. 6 
Region 3. Office of Oireclor 7pp. I3I06 21 1 34* 

Fictie 30-409.83/02/19,6303030086 


- -020.3050330 I.FR 83-002/03L-0 on 030121 . c unta « nment bldg fire del 
tone |9 placed in bgpass Caueed bg epurioue alarr 
annunciatlon due to Faultg detector head over MSIW Hoa2 
c I eancJ 

OnOCMA.9. L a Da ir gland Pouor Conperattve 83/02/19 Rcgi 
Office of Director Ip 13133 042 24* Ucho 50-4 09, 03/Ci' 
B2030 50333 


OOCHEt 53-410 HI HE MILE POlMl l4UCt.EA« SIATUIN. UtfH 2 


ft App 1 tc at len/c onstruc t Ion stage doeuirents fc t orretpondenc • 


0203010050 Requeatc concurrence bg 020401 u/postttpn re Oft 
c lass I f 1 cat ton of radwaste bldg 

RHODE. 0 K Niagara Mohaul Power Corp 03/02/22 SCflHENCER.* 
Licensing Oranch 2 Ip 12070 109 24* Flche 50-411). 02/D2/J. 
0203010060 


8203040360 6ul>riits license application data for use In developini 
license application review schedule through 1984 pet 820112 
reque si 

AliaOC-O fc Niagara MohawV Power Corp 82/02/23 TEOESCO. it I 
ftssistont Director for Licensing Ip 12116 073 34* 

Flche 60-410. 02/03/23. 820.3040360 


8203040406 Forwards Info ra 6888 coriponents compliance u'/h'O.REO-O. 
Revision 1 per Oeneric Lti 01-03 RCPO components in 
compliance w/NLUEO I’oeltlon on other NJfltO issues stated 
10 01 1027 t 11116 1 trn 

RHOOE.O VC Uiagava Mohawk Power Covp 03/02/26 ElOElaiUT. 3 ' 
Division of Licensing 3pp 13114 336 24* Flche 60-410-02/1 

QZ030404Q6 


0203110001 Generic Ltr 82-04 to all licensees of operating plant 
applicants for OL 6 holders of CP re use of INPO 0EE-tN 
program 

ei6EMI0T.DC Division of Licensing 82/03/09 HftOSPURO, /I 
Consolidated Edison Co of New York ?pp 12261031 24* 

Flche 30-000.02/03/09.8203110001 


I Financial Informatlnn 


0203230381 Forwards Annual Financial Rept 1961 

LEMPOeS. T E. Niagara Mohawk Power Corp 02/03/13 Office 

Muclear Reactor Regulation, Director Ip. 12390 003. 24* 

riche 30-220. 82/03/15.0203230301 


--0203230384 Annual Financial Rept 1981 

HAEKl.J 0 . CONlON. M J Niagara Mohawk Power Corp 02/03/1 
37pp 1239D 0B4 24* Flche 30-330. 03/03/ 1 5. B2032303B I 


0 Inspection reports. IE Oulletlns 6 correspondence 


8203030446 Responds to NRC Itr re violations noted in IE Intf *14 
30-410/81—10 Corrective actions personnel responsible for 
processing nonconformance t disposition rept will receive 
addl detailed training 

CLANCY. R C Niagara Mohawk Power Corp 01/12/30 STaROSIECK 
Blvislon ol Resident t Prefect Inspection Ip 1309 4 009. <* 

Flche 60-410.02/02/26.8203030432 


8203030440 Forwards IE Info Notice 82-0 1 . Rev i s Ion 1. "Auilllarg 
Feedwater Pu-np Lockout Resulting From Westlnghouse N-2 
6-jiltch Circuit Mod " Revised Table t Is aloe enc 1 to 
clarlFg circuit d lagrams. No wr 1 1 1 en response reduired. 

HAYNES. R C Region I. Office of Director 02/02/36 O'lOCLI 
Cotisolldated Edison Co of New York KEMPER. J S PbJIadelphj 
Electric Co HARItM. T O Public Service Electric 6 Oas Co < 
Jersey 6pp 12137 l77 24X Flcho 30-000. B2/ 02/ 26. 02030604' 


0203250322 Forwards IE Insp Rept 50-410/82-01 on 620118-0226 *• • 
Qf VtQlatton 

SFAROSTGCK I . H . Dliflslon of Project 8c Reiidont Pro 9 ro*.f 8^^^ 
RHODE. O K Niagara Mohawk Power Corp 2pp 12413 221 24* 
Flche 60-410. 02/03/11,8203230322 


— 8203230324 Notice of violation from insp on 820118-0226 

8TAR08TECKI . R Division of Project S. Resident Programs, 
2pp 12413 223 24* FI che 50-4 10- 82/03/ 1 1 . B2032S0322 



--6c 03250J36 JE I<>4p Rept 90-410/93-01 <ifi 930119 032/> None orp ) i .inc e 
rot*< failure to eetabllth tralnlriq piograi: & oiatnCain 
tratninq records to folloo; instiuettone ro preheat 

control 

• ItlSTEH.H tl Oivloioo of Project Resident Prograoe 
82/03/10 12pP 13413 233 2411 FUhe 90-410. 02/03/ 11 .0303;:30 j2:- 


B20331O333 Forc.ard» IE tnfo Notice 02-06. “Kellure of Oteen Oeneietor 
prlearq Side Haim-og Closure Studs ” No written response 
Tfjolred 

HAVNES. R C Region I, Office of Director 02/03/12 0 ICOl.t.. J l> 

Consolidated Edison Co Of Neio Vort 3pp 13432 004 24X 

F 1 c h e 90-000. 02/03/1 2. 8203310333 


8203170273 Forwards IE Info Notice 02-03. ’'tnviroii Tests 
Terffllnal Blocks " No written response required 
havnES.R C Region I. Office of Director H2/03/I3 

Censdl (dated Cdlson Co of Now Vorl Opp 12312 239 

Fitee. 90-000. 02/03/19. 0203170273 


of Elect! Icnl 

O-IOOuE. J 1» 
24X 


0 Inspection reports. If Bulletins f> correspondence 


8203030440 Forcierds IE tiiio ‘lot 1 C e 02-0 I . RevI s I on I. 'Auilllarii 
Keedi/oter Punp LOckcut Resulting rruei Ides 1 1 ngf.nuse U-2 
Switch Circuit Hod ' Revised Table I Is also enc I to 
Clartfg circuit diagrans Np written response required 
HAYNES. R C Region 1. Office of Director 82/02/26 Q'TOnef:..! « 
Consolidated Edison Cu of r.ca Verl CODNStl.N 0 Northeast |:w<Ip»i) 
Energg Co Isubs of Northeast Utilities) OPI.TROFF.S L 
Hot lado Iph la Electric Co 9|ip 12134 17/ 24X 

Fiche 90-000. 02/02/2/,. 82030304 40 


0203310333 Forwards t£ info Notice 02-06. "Failure of Steam Oenerotur 
Priirarg Side Nanwaq Closure Studs " No written response 
required 

HAYNES. R C Region 1. Office of Direitor 82/03/12 0‘T0 UlE..i I> 
Consolidated Edison Co of New York KfMPEH. J S Philadelphin 
Electric Co MARTIN. T i Pobllc Service Electric & Oos Co of Ni w 

Jersey 5pp 12452 004 24x Fiche 30-000. 02/03/ 12. 82033103113 


6203170486 Forwards IE Info Notices 02-04. "Potential Deficiency of 
Csrtain AOASTAT E-7000 Series Tine-Delay Relays" 8. 82-09. 
"Increasing Frequency of Drug-nelated Incidents 

HAYNgS.R C Region 1. Office of Director 02/03/13 U-TOQLE.J D 

Consol mated Edison Co of New York 9pp 12320 021 24X 

Flchf 90-000. 82/03/13. 82031 70486 


02031/0273 Forwards !C info Notice 62-03. "Environ Tests of Electricol 
Terminal Blue ks " No written response requited 

HAYNES. R C Region I. Office of Director 82/03/13 0'TO0LI..>i M 

Consolidated Edison Co of New York KEMPER. J S Philadelphin 
Electric Co MARTlfl. T J Public Service Electric 8, Cas Co of New 

Jersey Op? 12312 239 24 X Fiche 30-000. 02/03/ 1 3. 02031 702 /J 


0203310261 Forwards IE info Notice 02-07. ''Inodequate Security 
Screening Progrems. " No written response required 

HAVNES.R. C. Region 1. Office of Director 62/03/16 O’TCOLE.J I) 
Consolidated Edison Co of New York TAlLMAN.N C f'ubllc Bervire 
Co df New flempshlre 3pp 12433 073 24X Fiche 90-000.82/03/16. 

B2033I0361 


0203170496 Forwards IE Icifo Notices 92-04. ‘Potential Deficiency uf 
Certain ACABTaI E -7030 Series Time-Delay Relays" 8. 82-09. 
"Increasing Freyuency of Urug-Related Incidents 

HAYNES. R. C Region i. Office of Director 82/03/13 O'TOOLI. J D 
Consolidated Edison Co of New York KEMPER. J 3 Ph i I ade I ph i u 
Electric Co MARTIN. T .1 Public Service Electric 8< Oas Co of New 

Jersey 9pp 12320 021 24 x Fiche 50-000. 02/03/ 1 3. 82031 704 96 


3 Reportable occurroncos. LERs 8i rolotod correspondence 


BS03160939 Final deficiency rept re defect in strainer basket of 
emergency standby dtesel generators nfg by Cooper r.nergy 
Bve k. ini t la 1 1 y reported 820203 Defective bosket mfg by Zurm 
Industries reported under Part 21 

RR3De.O K Niagara Mohawk Power Corp 02/03/04 BTAimSTECK t . R 
Division of Project 6 Resident Programs 2pp. 12308.226 24X 

Fiche 30-410. 02/03/04.8903160339 


DOCKET 50-412 BEAVER VALLEY POWER STATION. UNIT 2 


9203310361 Forwards IE Info Notice 82-07. " tnadequato Security 
Ucreening Progra-ts '* No written response required 

HAYNES. R C Region 1. Office of Oiioctor 02/03/16 O'TOOLE. J D 
Consolidated Edison Co of Now York RHUUE.Q K Niagara Mohawk 
Power Corp CURTIS. N W Pennsylvania Power 6 Light Co 3pp 
12433 073 24X Fiche 50-003. 02/03/ 16. 02033 1 0361 


8203230202 Ack receipt of 820310 Itr informing nHC of steps takmi to 
correct violations noted 1 1 > IE Insp Rept 30-413/91-09 
0TARO6TECKI . R Division of Project 8. Resident Programs 02/03/1/. 
WCOLEVER.E J Ouquosne Light Co Ip 123/9306 24X 

Fiche 30-412. 02/03/I7.C20323020P 


A Application/construction stage documents 8. correspondence 


B20301000t Addt response to F'OIA request for 30 categories of docucionts 
rc NljREO-0660. ' NRC Action Plan " Forwards documents listed 
In Apps A. B. C 8. 0 Info partially withheld C ref FUIA 
Cieeption 31 

fELTQNi J M Division of Rules and Records 91/06/04 MAOOEN. T >1 
Kaye. Scholar. Fierman. Mays 6 Handler 9pp 12730 006 24X 

Fiche 90-337. Bl/00/04. 8203010001 


--02O3O1OIO1 Forwards addl info re facility auilllary feedwater sys foi 
NRC-03-77-1 18 W/O enc I 

KENOALL.R nRC - No Detailed Affiliation Olvon NRC-03-7R- 1 111 
0O/IO/OR FERTNER.K Franklin Ins 1 1 tut o /Frank 1 in Research Center 
lb 12732 IR4 24X Ftchs 30-000, Ol /oa/Q4> 0203010001 


B203100396 Responds to OenerIc Ltr 82-1 OL application will be 
subisittfd in Dec 1902 based on const coirpletion of Dec 
1931 Preparation of FSAR 6 environ rept approx 30X 
cdnpletc 

WOOlEVER.E j. Ouquesne Light Co 03/03/04 TEOE8CO. R L Asslstont 
Director for Licensing ip 12177 022 24X Fiche 30-412.82/03/04, 

8203100396 


8203110001 QsnsTlc Ltr B2-04 to oil llcensoes of operating plants, 
epptuants for OU & holdere of CP re use of INPD SEE-IN 
program. 

EISENHUT.O 0 Division of Licensing 82/03/09 HAUBPURO. A 
Chnsolldated Edison Co of New York RENOEROEH. 0 L Washlnglun 

Pobllc Power Supply System OURSTEIN.S Wisconsin Electric I'owei 
Co 2pp 12251 031 24X FlcTie 30-000,82/03/09, 8203110001 


8203160493 Confirms arrangements for 820329 mgt meeting to discuss 
essesenent of regulatory performance of facility Meeting 
agenda end 

WYNE6.R C Region I. Office of Director 82/03/09 WOOLEVER.E J 
Duguesns Light Co gpp 12306 059 24X Fiche 90-412.82/03/09. 

6203160439 


--0203230289 Responds to NRC 020209 ltr re violations noted In II Insp 
Rept 30-412/01-09 Corrective actions duct connectlori 
Identified* nuts 8. bolts removed 8. bolt hole dimensions 
measured 

□ECK. R. 0 Duquesne Light Co 02/03/10 HAYNES. R C Reg i on 1. 
Office of Director 3pp 12370 300 24X Fiche 50-4 12. 02/O;i/ 17. 

8203230202 


B Reportable occurrences. l.ERs 8. related correspondence 


6203030332 Interim Deficiency Rept 2 re impeller wear rings Technliol 
evaluation being performed ty manufacturer Requests 
eitension for submittal of final rept until 020409 

WOOLEVER.E J Duquesne Light Co 02/02/23 HAYNES. R C Region I. 
Office of Director 3pp 12134 209 24 k FicKO 90-4 12. 02/02 /i'S. 

0203030352 


8203230238 First interls deficiency rept re Significant Deficiency 
82-01. re defective Brown Oovert overcurrent relay s. in 1 1 ta 1 1 y 
reported on 820120 Caused by malfunctioning Integrated 
circuits Defective relays rosoved for repair 8. evaluation 
WOO-EVER,£ J Ouquesne Light Co 02/03/09 MAVNEB. R Region I. 
Office of Director 4pp 12390 193 24X FIcbo 30-412.02/03/09. 

0203230950 


DOCKET 30-413 CATAWBA NUCLEAR STATION. UNIT 1 


A App I 1 cat lon/construc 1 1 on stage docu.ments 8. correspondence 


8203090722 Forwards 011213-18 meeting agenda 8. list of attendees 
Purpose of meeting was to discuss Items Identified In NRC 
011030 ltr Responses to action items will be provided by 
020402 t< 0307 U/sli overslte drawings Aperture cards in POR 
PARKER. W O Duke Power Co 82/01/20 OEMTOM.H R Office o( 

Nuclear Reactor Regulation* Director ADENOAM. E 0 Licensing Drone h 
4 lOpp 12170 234 24X Fiche 50-4 13. 02/01 /20. 0203090722 


8203040079 Forwards Pages 3-23 inadvertently missing from Enel I 
of 811221 ltr otdTsssed to WQ Parker Pages concern agenda 
item for discussion 

ADENBAM. e O Licensing Qranch 4 02/01/21 PORTER. U L Duke I'oiui r 

Co MCOARRY. J M Oebevoise t> Liberman. HOWARD, R B Westlnghouse 
Electric Corp 23pp 12123.337 24x Fl c h e 30-4 13. 02/01 /2l . 

0203040079 


f«i'03llC0?9 trjt IE Info b3-03. 'Tovlron letts Of 

fire tried I 'eranixdl 31:<.l*. ••* id » «rn< ’.9 licrnerm 

• Rrgitr 3. Olfiir o' Director Ri/03/0-} He^ion 3. DUlfe '• f 

Oirrtcr I? IS2I3 -“!«l 34> Eicntf 33-CCO. B3/03/04. BSO3U0»i'’> 


0303030333 Fori.-dr(l« LER 03-003/03L-0 Detailed dvsnt aiidlyeli iwlrlt'- 
LiNBEfi.F Odirgldne Paurr Coaprrdtlvr 03/03/19 HEP|‘1I.I3« 

Region 3' Office of Director 3pp 13133 0*10 34* 

»• Uhr 50 409.03/ 02/13.8303050333 


<3*33130196 Ar()ue«t<i addl |•.*n “e inseivicr ii>4p relief reqneele lnfl> 
reqjrelKl vil*in jO / a i t of 1 tr cate 

CBUICPP 1£L0. D r.petdlirig Braitort Brance '3. 02/03/00 I INOFh.f 

Do i T I, l er e fo-et Ccoper4Vt*je l**;47 090 P4t 

Tie hr 53- 40V. 53 / 03/ c,p. 3203120196 


fc303lVt>?‘S fC'ijarde IL Irfo fJotlci-» G2-04. "Potent lei Cfflcleoctl Pf 
Certeio ACAEtAf e-7r.no 8prie« lirae-OeMg Rel3l,e' t 02-03. 

^rcrrasirj "req/rr'Ci, of L‘ri.g • Ve 1« t eJ Ircidenle 
• Region 3 fiffite uf Director 62/C3/10 tne.-cni.ral IR fclleon 

Co I? !?'i47 090 24i Flc^r 50-030 112/03/ 10. B303I90235. 


9203190235 Adviiee fiat IE tufa f/otice 93-06. 'F-illere of Stea-i 
Senerato- f’r:-arj Side .“dn-av Cloinrr btnd^." le.ii srnt to 
1 I «tel I 1C ent ere 

• Regioi. J. Offltr of Oirrcltr P.9/03/1.? Oegiun 3, Officf of 

Diiortor Ip 12349 200 34X Mci.e 50-00 0. 113/03/13. 02031903110 


GaOBP^OSt*- fc'-drde IC ln»c Nucicr 02-0? ! ■■ddrqu.i t r Seruntq 

Streen;rq f*roqrd"4 <do ler i tten fre>:»fiie reqtjired 

e ilegioi 3 Office of Oircctor 02/03/16 Cooimenieea 1 tA Edieon 

Cc If |2J0'J 214 34* fif.e 50 OcO. 02/03/ 16. 0,?033J0669 


;/ Periodic d^erntir.g repertr t< reljtrd c cr r c gpend rt>c r 


—0203030339 LER R2-003/03L-Q on 020121 ■ conta li'-’iaiil bids flu tfUi*. 
tone 19 placed In bypass Caused by spurious alarm 
annunciation due to faulty detector head over MOtO Hoad 
c leaned 

OnaO-tAN. L S Dairy land Peuer Cuoperative 02/02/19 Vril: : 
Office of Director Ip J2133 042 34X Flcho SO-409. 1.2/1,/. ik 

3203030332 


rCCKEI 30-410 NINE MILE POINT Nl/Ct EAR STATION, U.'IIT 3 


A A(ipl I latlon/coristruc tion stage documents 1, c orreopondenc * 


0203010030 Bequests concurrence by 020401 ii:/posltton ro flA 
classification of rad-jaste bldg 

RM30r. 0 It Niagara rloha<.;l' Power Corp 02/02/22 8CliNFVl4 f 
Licensing Branch 2 Ip 12070 109 24X Flche 30~4 1 0. Ilj/P/'.'.' 

92030 1 0030 


(1203040360 Submits license application data for use In de/eiorl‘1 
license application revles; schedule through l9U4 per II20I1J 
request 

RHODE. 0 It Niagara Honawl Poser Corp 02/02/23 IEDtll:;i' K i 
Assistant Director for Licensing Ip 12113 O/tl 24* 

Flche 30-410. 02/02/23. 0203040360 


820331C40.? fcneariTt -cnthly cperatlng rept for Auq J901 

LINCFR. 5dlr,laiil fose" coop e> <it 1 /e 01 .'09/011 Office uf 

^.anag e-ie-it and ,'-sgraa* Analysis if 12434 243 24s 

riche 3C-43V. Oi/DV/CH. 8203310403 


--9203310403 Nonthly eseratinj rept for Aug 1901 

03GD.3A-,. i S n.iiryiai'd Poiur Coo.ierativt 111/09/04 9pp 
12434 .mgc, 24* Fi;fie 30-409.(11/09/03.03033104(13 


0203310391 Forwards T:;nt>ly operaticip rapt far Sept 1991 

ttflQLR.F Dairy land Rei/er Cooperative 01/10/01. Offlco of 

"laragedent anc rregradn Analysis Ic 12434.22V 24* 

f I c se 30 40V. 01 / 10/C6. fi20.i:il03VI 


0203040406 Forwards Info re IIBSS components <o/spl lance u/6'..H( ; ■ 

Revision I per Generic Llr 81-03 HCPD components in 
cOfspitancs ia/Kt)BCO- Rost it on on utfter NOBECT issues stated 
In 01 1027 L 11116 Itrs 

RHODE. O K Niagara MohawS Power Corp 02/02/26 i;il.('Ni<U>. C J 

Division of Licensing 3pp I2ll4 336 24* Flche 30 * 4 10- (*/•-'. '* 

0203040406 


0203110001 Generic Ltr 02-04 to all licensees of operating pIS'ii 
applicants for 01. 6 holders of CP re use of INPO BEE- Iff 
pi-ograni 

EIRENHUT. D 0 Division of Licensing SS/OD/OV HAD^Pirtit-A 
Consol I dated Edison Co of Neui Vorh 2pp 12231 031 241 

Flche 90-000.02/03/09.0203110001 


--F2033tt>3?4 hanihly operating real fe- liept iVOi 

CCOtWAN.l t DaiiyliT.4 Power (.cop er.stive 01/10/03 Opp 
124J4 230 24* Flf.e 50-4C9. SI / 10/06. 02O33IO3VI 


0203310396 Forwards msitii ly operating rept foi Oct 19(11 

lINDER.F Oairyland Power Cooperative 61/11/09 Clfflca or 

hlanaghment and P-ogrjT Analysis le 12434. S33 24* 

Flche 30-409. 01 /I I /09. 0.';O33iO396 


--02O331O4OO lionthly .speratiog rept for Oct 1901 

G0C5nAN. L.S OalrjIaPd Pewer Cooperative 81/11/09 9pp 
12434 236 24* F I che : 30-409. 01 / 11 /09. 020331 0396 


I Financial information 


0203230301 Forwards Annual Financial Rept 1901 

lEMPOEB, T e Niagara Mohawl Power Corp 02/03/13 IlffU* e* 

nuclear Reactor Regulation. Director Ip. I23V0 CO3 24* 
Flche 30-220. 02/03/13. 0203230301 


— 0203230304 Annual Financial Rept 1981 

MAEIIL.J 0 , OONLON. U J Niagara Mohawk Power Corp D2/02';H 
37pp 12390 004 24* FI che 30-220. 82/03/ 1 3- 0203230301 


0. Inspection reports. IE Bulletins 1. correspondence 


B2031C0239 roc-ards "LAClIhR Annual Rfpt.lVOt 

i.lhltEB.F Calryland Dower Cooperative 82/02/32 ttEPDLEH.J O 
Keglon 3. Office of Director 3pp 12IU0 016 24* 

FIctr 30-409. 02/02/22.8203100239 


- -0203100263 'LACUUR Annual Rept. 1901 •' 

e Dairy land Power Cooperative 02/02/22 Bpp 12100:018 l.'4X 

Flche 20-409.02/02/22.0203100239 


0283030446 Responds to HRC ltr re violations noted in IE Ipsp 4t|t 
30-410/01-10 Corrective actions personnel responsible for 
processing nonconformance 6 disposition rept will receive 
addi dotatled training .n.rc., a 

CLANCY. P C Niagara Mohawk Power Corp 01/12/30 8rA>(l)9ltCai- 
Olvlslon of Resident 6 Project Inspection. Ip. 12094 009 -i 
Flche 30-410. 02/02/23.0203030432 


P20300C393 Forwards "Had t oa c t ive Effluent Rept 4 Environ Monitoring 
Rept of I.AC3RR. 1901 '• 

lIKOER.F Da It gland PoLcr Cooperative 02/02/26 CROTCHF lEl.lh. I). 
Operating Reactors Branch 3 Ip 12149 D61 24* 

Flche 90-409. 82/02/26.6203080393 


— 02O3ORO393 “Hadioactlve Effluent Rept 6 Environ Monitoring Rept of 
LACBMR. 1901 ■ 

• Dairyland Power Cooperative 82/02/26 4lpp 12149.063 24* 

Fiche 20-409.02/02/26.0203000393 


S Reportable occurrences. LERs 6 related cor raspondonce 


8203030440 Forwards IE Info Notice 02-01 . Rev! s 1 on I. ‘AuiUiare 
Feedwater Pump Lockout Resulting fro.s Nest 1 nghouse M-2 
Switch Circuit Mod." Revised Table 1 la also end to 
clarify circuit diagra.ms No written response required. 

HAVNE8. R C Region 1. Office of Director 02/02/26. O'ldilLl/ 
Coneoltdated Edison Co. of New Vork KEMPER. J 8. Pbiladeifkie 
Electric Co MARTIN.T O Public Service Electric h Oat Co al ' 

8»Ts.y 5pp 12137 177 24* Flche 30-000.82/02/26.020305041, 


0203250323 Forwards IE tnsg Rapt 30-410/62-01 on 020118-0226 
of violation 

STAROSTECKI.fl Division of Project h Resident Programs 
RHODE. 0 K Niagara Hohawk Power Corp 2pp 12413 221 
Fit he 30-410.02/03/11.8203230322 


L r:l" 

02/01’' 

241 


8203030083 Forwards Special Rept 81-04 for two separate occasions wher, 
reactor therral power changed by tore than I3‘< of rated 
tSer-tal peuer c^lthin l-hr 

l ll.OEP.F Oairyland Pewer Cooperative 82/02/19 KEPPLER. J 0, 
Region 3. Office of Director 7pp 12106. 21 f 24* 

Fiche 30-409.82/02/19.82030X08 3 


— 0203250324 .NotUe cif violation from insp on 020118-0326 ns.-)|i 

BTAROSTECKt . R Olvlslon of Project 6 Resident Prograns B/.* 
2pp 12413 223 24* Fiche: 30-410. 02/03/1 1, 8203230322 
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rai taln AOA'iTaI I /ixi;) ■loi'ltr* T I'nu l>«].iv lit> lag*- t, |U’ 03, 
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(.niitiil iiirttad idimiii I ,i ., P ripu; Vm I lit r‘1’1 It. .1 *1 I’l, | I ad o t pb 1 n 

tloftin Cl) P'AIIIIN. I J l*iiii)|i Hat Vila I. lorlric i. On* Ci) iif Mitiw 
•lat *ag 3|.|. li*l_*0«.'l ;-4* llibi* 30 OilO. IIL’/O'i/ 1 3. lijo 1 1 /i)4<l/. 


ortdila u c exP’-ooc a*. I.I.M* h ralatad i nt i as|ii>iiduii( a 


033'/ Final dariclanig rapt ra dof *i I In atiatiiar batlal nP 
gancg atanribg i]|***l ganai alut a rtfg bg i nnpar I nai gg 
. Initial I g rapt))' tad 11311^*03 Oafaillva I. aahat nPg I, g /urn 
atrlaa ra pal tad ttndar I'ai't */i 

L. 0 H Niagara M<iliai,ip I'liuvr l.i>i p iM/ti l/o4 u |Alll);ili (.H I . It 
lion up I'rnjacl H llaaldaiit I’rugrama ;t|i|i I ./ If ill .'3* 34X 

a 50-4HI. tU/O l/WA.ttJO U<.03 Vt 


50-4ia Ol'AVt.ll VAI I I V 1*1 HA It lllArillN. ON tl »* 


n.’O I lt«.l/>l Iniuiaida II InPu Ni.lica it* ()/. " I ii.iilu.|iin I v l.oi in | tg 
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OAVNI :l, II i: Hag I nil I. Of III* Ilf in I at tut HJ/oi/l* n ' t(;ill I.. .» I» 

I. nil an I 1 d a t ml I ill ami i.n up lia.d Vutk IIIHilii . tl n Niagnta Mulim.iki 
I'fiidat i.ni p Cl. Ml III. n o I'annag 1 van I a rinnu i t i igiii t'u 3pp 

11*433 0/1 ..’4c lllhu 30 (lOO. IC'/O 1/ I*. II.’O l.l 10.1*1 


ICO l.*.|ll.*lt.* Alt igvatgt uP li.’O HO Itv tiiPnintiiQ MMt «f dtap* CAluii Ct. 
ri.rrait vlu I .« 1 1 cinn i.iito-l In tl. Inap lla|it 30 4 I..*/! 11 -O') 

lilAlli:'ni (.111.11 I'riijait t Haaldant I'rugtania l)J/0;p/l/ 
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I uiia 3(1 41.?. ii.’/o.i/ 1 /. o.*irH* io;,*iu* 


I i C A 1 1 on/ c on* Irtx 1 1 on atag* dot n‘>-*iila I. I mt a*|iiinila(ii a 


0001 Addl raipoiita til MIIA raiiiioat Put 110 lalagurlaa uP ;l ni ii‘iii>nl e 
JRL0-06*Of **P«ltC Ac till 1 1 1*1 an I uruarda iloi lunanta llalad 
PPt A.O.C t< 1) tnPu partial Ig ullM.ald (rap I III A 
pllon 31 

ON. J M ntvltloii oP Hula* and Itaiurda 111/011/04 hA0()| N. I .1 

■ Qcho I *r. n arman. llag a (. llandlar '/pp ld/3(i ()(|/, J4X 
a 30-337. Qt /0()/U4. IIJO'IOilKHI I 


(U*tHll*llO*'tl3 Maapiin.l* tii Nl/f llJOdO'/ Itt ra vlnlatlnna niitad In [I lin.p 
llapt 30 .)n*/in O'/ (iirracllva act Inn* duct i iinnai; t a 11 " 

IdanttPtad.niita 3 bulta r ai-'iiv ad * tntt hula dlmaiiatona 
ii.aaaiirad 

111 (H. It I) Iiiiqi>a«na light r<i lO/Oll/lO HAvNI li. Il (. Kapini. I. 
llPUca lip Hiiailnt ipp l.'.DII .KHI .’4 X lnha 30 4 11*. llil/O 1/ 17. 
iijo;h*.io;/ii..’ 


0 Itapnrtabla ii rc nt ranc aa. lilt* I. lalatod c or r aapniidaric a 


OlOIOl Foridardt addl InPii r» Pat t 1 1 tg amlliarg Paadualar tg* Pin 
C-03-7V-1 ID W/o and 

NOALL.R NNC - No llalallail APPIIIalliin Olvan NIX'- III /'/ III' 
710/07 FIlRTNC'Jt.H I rank I In In* 1 1 tuta /I ran* I I n ftaaaarcli Contai 
P 1273:7 174 24X ( Irh* 30 IHHI. Ill /00/04. llJO IOlOlUlt 


033* llatponila lu Otntrtc l.lr 02 I <li ap p 1 tc a 1 1 uii will ba 
Ut»d In Oat I70J baaad on con a I comp I a t ton nP Hoc 
Praparalion oP I OAR (. anvtron rapt apprm lox 
lata 

LVER.C J Duquaana (igl.l Co 112/0 1/04 IMII KCIMI t. Aaalatant 
Ctor Por Ulcanalng |p 1217/ OJJ J4X l uhc 30 4|2. ()2/Oll/0*». 
10033* 


0001 OtnarIC Llr 02*04 to all llcanaaat of oparating plant*. 

leant* for OL i holdart oP Cl' ra ua* of 114*11 Olt-IN 

ram 

NHUT.O 0 Olvlatun of licanalng IKJ/O.I/OV IIAOOI'OIIO. A 

oltdatod Cdtaon Co of M«w Var* IlfMIICMOCU. t) I Vlatblng Inn 

It Powar Oupplg llgttam DURUICIN. II Ul aeon* In F.lactrlc I'nwai 
2PP 12231 0.31 24X Kicha 30-000. U2/0;l/07. U20:il 10001 


0433 ConPlrmt arrangamant* for EJ20J23 mgt maatlng to dlacuaa 
ttmani of ragulatopg parPormanca of Pacllltg Moating 
4a and. 

EQ-R C Haglon t. UPP ua oP Dtractor 0'2/0;i/07 wi)0iE7l.*i. L .» 
*’"• l-IgM Co 2pp 12306 030 24X l-lcha 30-412.02/03/07. 

1*04 33 


11203030 132 Iritariri Oollclancg llapt 2 ra in-pollar waar ■ Inga laclitilitil 
avalvatfiin baliig patpinmau bg mai.i.Pap turar Ifagiiaata 
attontiiiii Por aiibmltlol of final topt until 1120407 

UOIll.t.VI.II. !■; J Uuquaane I Igbt Co ll2/02/.’3 IIAVNCII. M C Ha g I un I. 
(If Pic* «P Dicaclar ipp iai:i4 2H*v 24X richg 30- .1 12. 02/02 / 

I'20 1030 132 


1120.12302311 I Ital Interim ilolKloncg rapt re 11 1 gn 1 p | r a ret llollclvnig 
(12-01. re defective nruiiii lloveri over c ur ran t re lag a. I n 1 1 la I I g 
reported on 1120120 Ceuaod bg ma 1 Pune 1 1 onliig integrated 
ilrciilt* UePactIva ralaga removed fur ropali 4. evaluation 
UMillVIM.l J Ouquaane 1 tght Co l)2/0'l/l)'/ ilAvl.FIMI llagl.in I. 
Office nf Director 4pp 12370 173 24* Tithe 3o -4 12. 02/ 0.3 /(>*/. 

(I30:i2 I023II 


IIIICKCF 30 .113 (.ATANHA MICI FAII OTArillN. OtllT I 


A AppI Itallon/tunatriic tlon etage documeiiti t. r. orr eap ondoiic « 


0203070/22 Foii/ord* 111 1213-11) meellng ogiirida fc Itat of altofideet 
I’urpoae of meeting aaa to dlacuae Item* Identified |n NRC 
(111030 Itr Reaponea* In action Item* will be provldeif bg 
U20402 t. 0307 U/*l( overtiie drawing* Aperture card* In I'OII 
PAMKCR.H 0 On** Powor Co 02701/30 OCNTIIN. U H Off tea of 

Nat I oar Haactor Hegulatlnn. Director AOL'Ni.AM. L O 1. Icenelng IPriini 1. 

4 lOpp 121/0 234 24x Fieho 30-41:1.02/01/20.0203070722 


0203040077 Forward* Page* 3-23 I nadvortenti g mlaaing prom tine 1 I 
of 01 1221 Itr addretaod to W(1 Paraar Pago* concern agenda 
Item for diecuaelon 

ADEHOAM. P 0 Licanalng Branch 4 02/01/21 PllltlCPP. U L Diito Poidi r 

Co MCOAliriV. J M Oebevoiae t. Liberman HUUAnU. R U Heo I Ihtih ouo a 
Electric Corp 23pp 12123 337 24x Flche 30-413.02/01/31. 

OrOIlOAOO/*/ 
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•Zu 4?» 


I nslf 


redL»«t fct adll >of» r» rsaclor »■/» '-Itt of aaPtidu 
uTfitJtiJn 1 Control So? Bran;ii uti^eS to 
Itlc'i'-S »-ee*.ir;? »f>c I 

LItP-'linJ 3fan:n 4 0?/O?/2b HA'Ji'Eft.li 0 DuliO Pown. 

12254 lli' edit Fic'e 50-4 ) 3 . 62/02/35- B20O1 20400 


-e'23|/3l35 Fc'-srJt Bestlcr 3v? Brsr.tii rs^uedt for aotl info ro 
F5 aB ifettnrs i plant lo ttcrr nonplani irradlatnd fuel 
attn-'tlies ai tita life rpiuetted t., 620403 

fcnr-.rAf* E •: Lit«n?>"; S'anen 4 03/03/00 P/.<1FER. u 0 Oul 

cl' lUP 12323 J3V 54 X Fiche 50-413- 02/03/00- 8203 1 70133 


I ttPil 


Pp-upt 


95'>3|10COI uenanc Ltr 62-04 tc all Itcantaat cf oparatmo plant*-. 
Atplvts*ttt fer Ql 5 tol*l«rt Qf CP re ute of INPO SEE-IN 

prporaa- 

EJrEVHOl 0 0 Oir'?»on of Uirpnti**? 33/03/0*4 vtA\>3P\>60> A 

:;ntol Katad fdlton ti of Ne-o Vorl CEBR/.O T Po-er Aotliot itii of 
Iff State of i.*«. fpri lEE.Q Public Eervice Co cf Colorado 2pp 
12351 331 24? FtiAo 50 000.02/03/09. 83031 lOCOl 


0203140301 FcrvOrdl retpontn 10 Auxlliar.j S^t Oratic*- 011015 Q-jettlOfis 
410 7 b 410 22 C»»crirtlon of pipe rupture i n terac t (ont. 
er-wiror Xa"*? 5 Hunidiit) analjtiA prO’/itet U/l5 ouenttte 
drauinpt Apertura card? are available In POP 

PARAcH. u 3 Tola Pc-jri- Cc 02/03/0® DEnTO*/. H » Office of 

i/^r laar Reactor Regulation- Director aIIENSAN. E C Llcantlog Brunch 

4 20po 12301 104 24< f ic*>a 30-4 13. 02/O3.'O9. 02031 10301 


€203163314 Firwarit updated retpontet to Ouattions 4. 32. 33. 34- 37 & 311 
re *3A pcoira-.-eef 020212 ltr 

HEftBY.M 0 Oula Pouar Co 02/03/11 HAAOS. PI P t;BC - No Oetatleo 
Afiiliacion Oivan 43b 12307 206 24( Flche 50-413.02/03/11. 

0203160314 


0203225261 A'*ane 25 t*! OC app 1 1 c a 1 1 or.?, c one 1 1 1 1 09 of Revision 4 to 
PSAR 

PARhER.U 6 Dale Pr-er Co 02/03.' It DENfON. H R Office of 
l.uclaar Reactor Ra 9 vlation. Director aL'ENBA.s.E 0 l.lcentloQ Oram h 
4 3sj 12355 160 24x F»ths 50-413.03/03/11.0203220361 


9253230540 Ajvi te? toat util response to Reactor Sij? Branch 020225 
raRuest for addl Info re locted reactor coolant pu^p 
analRti? tlSAft Sectiur, 15 3 31 lailt te pnovtOed in next 
revISXOr to fear 

PARnER.U 0 Out* Poaar Co B2/03/I6 CENTON. H R Office of 
Avclear Reactor Retvlation. Director ASEN0AM. E 0 Llcen«lng Uronch 
4 IP 12302 109 24x Ficho 50-413. 02/03/16. 0203230340 


--□203210121 Bavlied Cocitentlqn 3 re radioactive releaee? Intc (lU.-, 
R Ivor 

PRtStEB.M A Char lotte-KbC tUnterg Enwlr onrental CbaliH;- 
02 / 02/22 Atosiie Safetij aod I Icenslng Board Panel ipp 
12070 330 24* Flche 30-413. 02/02/22. Q203OI01 18 


- 0203010126 RORoest for conference u/ptll tothntcal ttaff tJ eii;.,, 
technical queetlone re gasaou? 6 liquid radioactive 
effluent? frnn facilities 

pnEOuEfl.M A Cher lottB-rtecklentierg Environmental Coaluut 
02/03/22 Cofiril «? I oner? Ip 12070 333 24* 

Flche 30-41 3. 02/02/22. 02030101 10 


8203040390 Notice of BP Hilton chanqe of addf«?t Certificate *« ?.: 

enc 1 

WlLSCN.n P flouth Carolina. Otate of 82/02/26 3pp I2II4 ii; 
atX Fide 30-413.82/02/26.0203040300 


8203100403 Response to Char lotte-ftecli lenburg Environ Coa 1 1 1 ICn BU;;: 
request for conference lu/appllcant Applicant? will not 
respond tO request since request I? dlstoverq request In 
fac t 5 . no Ciscoverg schedule ha? been set 

CARR. A V Duke Power Co 82/03/04 Atomic Safetg ana 

Qoard Panel 4pp 12103 27| 34* Flche 30-413. 82/03/04. BJOJIKr;: 


0303090131 Forwards 8ECV-02-nA re final rule on need for poa»r I 
alternative energy issues in UU proceedings adopted by 
Car.elssven on 020304 

wCHNSON. 0 E Hearing Oranch 4 82/03/03 KCtLEV.J U • CALlItA"! 

FOSfER.R F Atomic Safety And Licensing Board Panel Ip 
12164 102 24* Flche 30-413.02/03/05.8203090131 


— 0203090133 Modifies final rule on eltrsinatlng need for po,-»r t 
alternative energy sources to provide means of treating 
issues at Qc stage |f Commission feels need to do so 
OIRCK^.U J Office of the Executive Director for Operatlonx 
5ECV-P2-00BA 02/02/22 64pp 12164 18'3 24* 

Fiche 30-41 3 . 02/03/03. 8203090131 


0203090135 Memorandum 6 order on decision made follojlng B20112-I3 
prehearing cooferente in Vork.SC re petitions to Intervene •* 
co«ttfntioo« 

kEELEV. J L • CACLIHAN-A 0 . FOSTER. R F Atomic Safety and tt<r:ii*i 
Board Panel 02/03/03 56pp 12164 119. 24* Flche 90-413. 

02/03/03- 8203090139 


0203190347 Order granting Palmetto Alliance 6 all parllee. eitesx'f 
untll 020331 to file responses re spent fuel pool 6 operator 
qua 1 1 f lea 1 1 on s nRC deadline Is 820403 

KELUEV. J L Ato.mic Safety and Licensing Board Panel 82/03/1' 
Palmetto Mllance 2pP 12346 143 a 4 X Ftche 30-413. 82/03/1' 
0203190247 


H Utility Final Safety Analysis Report (FSARI 8 * amends 


6203300(61 of 820302*03 f ns trumenta t i oii 

\ Control GrAoc’i? t, W«st|o^^ou«e lo Monf c«vi I ia. f^A t« 

NS8S Slope Questions trans/^ltted !>j EC 811221* tr 

020112 \ 2l Itrs Attei^ance list a9enpa encl 

PARaER.M 0 Cjke Power Co 02/03/23 OCNTON-h r 'ofPtce of 

fijcleer Reector Regulation Director ADENdPn. E 0 Licensing Drancfi 

4 70gg t2449 2A2 34X Ftche M-4 13x82/03/23. 8203300161 


F* Eecucitf^. -Tedical* eeier^^rcy %, fire protection plans 


B20D220261 Amend 23 to CL app 1 1 ca 1 1 ons. c ons 1 s 1 1 ng of Revision t 
FSAR 

PARKER. MO Duke Power Co 83/03/11 OENIOM.HR °f*''** 
Reactor Ragolatlon. Director. AD 8 NSAM ,8 0 
4 2pp 12363 160 24X Flche 30-413.82/03/11.8203230261 


--8203220269 Revision 4 to FSAR 

• Duke Power Co 82/03/11 600pp 12363 162 24 X 

Flche 30-413,82/03/11.0203220261 


02O31CO457 Foruards Revision 1 to security plan Revision withheld 
iref lOCfR73 211 

PARKER. U 0 Dule Pc.er Co 02/02/10 0ENTCN.1I R Office of 
Nucleer Reactor Regulation. Director /VDEnGAh.E 0 Licensing Orant h 
4 IP 13100 133 aax Flchb 50-413. 82/02/10. 6203100457 


0203100466 Forwards Revision I to safeguards contlngencu plan Revtslon 
withheld cref IOCFR/3 211 

Parker. M O OuVe fewer Co 83/02/10 0EN10N.N R Dlflce of 
Nuclear Reacter Regulation. Director ADENSAM. E 0 Licensing Bronrh 
4 Ip 1218 3 260 24X E lc.se 30-413.02/02/10.8203100466 


0203100*54 list 1 1 itaiiDH of 920010 meetln; w/util in York County. 

SC to discuss onsite re teorol og t c al progra.m i concerns in 
review 

JA0BOy«.K licensing Branch 4 82/03/05 AOENSAN-E Licensing 

Branch 4 3pp 123*2 239 24* Flche 30-4 13.02/03/03.0203100454. 


O Adpudlcatory correspondence 


9503010118 Requests leave to withdrew 820201 proposed change to 
Crar lotte-Mec k lenberg Environ Coalition contention? 6 to add 
final paragraph to first contention 

PREBLER.H A Chai-l<ttt*'Msctlenbsrg Environmental Coalition 
02/02/22 Atomic Safety and Licensing Board Panel Ip 
12070 349 24* Ftche 50-413,02/02/22,8203010110 


h Antitrust c o rrespondenc e 


6203100607 Request? clarification of 810331 respontee to Oueitla''* ■ 
!• 2 re Reg Ovlde 9. 3. addr essi ng changes which have otturrad 
since Initial antitrust review at CP stage. Pintrc 

TOaLBTO-V. A Antitrust 8* Economic analgsle Branch ^ 

82/02/25 PARKER. U O Duke Power Co 2pp 122t7 163 2 

Flche 30-413,82/02/23.8203100607 


0 Inspection reports. IC Bulletins t correspondence 


8203020580 Forwards tE Insp Repts 30-413/03-02 »* 30-414/82-02 0" 
020103-08 No noncomg I tanca noted. o«okEB R 

KELlQCO. P J Region 2. Office of Director 02/02/03 P 
Duke Power Co 2pp 12003 133 . 24* Flche 50-413.62/02/03. 

0203020380 


— B203020599 IE tnsp Reptd 30-413/82-02 «. 30-414/02-02 o" 
ooncompl lanca noted ^Ajof AroAft tnepec ted ; c on 
penetration uelds it record revieuf aaf eti|**re Jeted co.'^power' 

L s true tore %, ufOr k ac tivl record revieu i* pipe **'•* *'*Q5/n(/a 

eCQ>*G«03/H . rttftOTdA ft TechnicAt tnapsctlet' Brdoch^ 

App 120Q3 133 24X F I efte 90-4l3e 82/02/0340203020980 


82030:0679 A<l> r«ceipt tE tn»p SO 4IJ/81-3R t> S0<<l4/0 1 ■?() 

No proprietarii info 

f>Af)i<ER. M 0 Ouie PobST Co 03/03/16 O'REtLLV. J P notion 
Off ICO of Dir ot tor Ip IS079 013 34X Pic ho 30-413.03/03/16. 

8303030679 


6303080349 Foruard« It Info Notice 03-01 . Revi i i on I. "AuititarM 
Pcoduoter Pump Uockout RptuIttPQ Fro-i Ues 1 1 nghoune M-L> 

£<.iCch Circuit Mod " No rp^ponee requlreil 

O BEH-Ly. J P Bogton 3- Offico of Director 03/03/36 UMRIO. H 1 
FI or I do Pouar & Light Co 4pp 131 SB 1U3 34X 

Fich* SO-OCO. 03/03/36. 0303000349 


B303I70441 Foruardt IE Info Notice 03-03. "Environ Teuts oP Electricol 
leroklnal Bloclts " 

O'pEILLV. J. P Beg I on 3. Office of Director 02/03/04 UHBIO.H f 
Florida Pauvr l. Light Co 4pp 13313 309 34X 

Flche SO-000. 03/03/04,030317044 1 


0303170390 Act receipt of IE tnep Beptr SO-413/83'03 t, 30-414/03 03 
No proprietary Info 

PAWCR.VI. O Oote Power Co 02/03/04 CnElLLV. J P Region 
OFFIce of Director Ip 13330 337 34X F I the 30-4 1 3. 83/03/04. 

B303« 70330 


©303170319 Foruard* IE Info Notice 02-04. "Potential Deftclencg of 
Certain AOASTAT E-7000 Serlei T Inie-Oe lagft. " 6 IE info 
Notice 83-09. "Increaelng Freguencg of Orug-Related 
I rtc Id ente " 

O'REtLLV. .jp Region 3. Office of Director 03/03/10 LHHIO.B f. 
Florida Pouier t. Light Co 4pp 13331 306 24X 

FI the 30-000. 02/03/10. 0203170319 


0303230401 Foruarde IE Info Notice 02-06. "Failure of Btean Oenorotor 
Prlnary 8lde Manway Cloture Btude " No urltten reaponee 
r e^uoftted . 

O'REfLLV. JP Region 3. Office of Director 03/03/13 Ull'ilO.R 1 
Florlifa Power «, Light Co Spp 13409 106 34X 

Flche: 30-000. 02/03/13. B3033S0401 


©303260330 Forwardt IE Info Notice 02-07. "Inadeguate Security 
Screening Programe. " 

O'nEILLV, J P Regton 2. Office of Director 03/03/16 OMRIO.R t 
Florida Power (. Light Co 4pp. 12424 107 24X 

Fit ye 30-000. 02/03/16,8303260390 


8 Reportable occurrencee. LERe <• related cor re epondenc e 


8303060236 tnterln Olgnlficant OefUtsncy Rapt 80 413-414/00-13 ve 
Iriproper operation of optical i eolator, prev louelg ropurted 
800*726 Change of effected leoletore to be acc onip 1 1 ehed by 
830101 due to difficulty In obtaining replacement parte 
PARKER, M 0 Dube Poufer Co 02/02/13 O'HEILLV-J P Region 
Office of Director ip 13130 091 34X Flche 90-4 13. 02/02/ 13, 

8303080296 


0303090216 Blgnlflcanl Deficiency Rept 413-414/82-01 re lubricant 
leatage of Llmltorque val ves, i n 1 1 la 1 1 y reported 820121. 
ElettrUal conpartmente in valvee lHt34A. lHt7bA h 1014476 
wlM be cleaned of lubricant 6 damaged uilrlng replaced 
PARACR'U 0 Duke Power Co 82/02/18 O'REtLLV. J P Region 3. 
Office of Director 3pp 13198 244 24X Flche 90-413, 02/03/18, 

8303080216. 


6203100292 Interim tlgntftcant deficiency rept re nonconforming luolde. 
Initially reported 020129 Uelde inepected to OA Procedure 
h-21 6 Indtcetione noted Further evaluation underway. Ne>t 
rapt by 620901 

PARKER. U 0. Duke Power Co 82/03/23 O'REILLV. J P Region 3. 
Office of Director 3pp 12334 231 24X Ficho 30-413.82/02/23. 

0203180292. 


0203190008 Revtded 810730 deficiency rept. Cor rcctlve ectlon eheuld 
Indicate all uninetalled pipe will be e«amined to determine 
• tntlar rejectablc indlcatlont. A1 1 rejeetable pipe Inetalled 
util be replaced. 

PARKER. U □ Duke Power Co 83/03/01 O'REILLY. J P Region 3. 
Office of Director tp 12346 301 24X F 1 c he 90-41 3. 62/03/01 , 

8203190008 


6203170633 Slgnlflcent Defliiency R*pt BO 413/03-03 re unauthortied 
alteratlene to Rotork EftO on velue tag INs030A, Kotork S/N 
A 319784. Initlallg reported B2020k- Tagi uklk be repaired &. 
reetored to quality condition by 630630 

PARKER. W O Duke Power Co 02/03/02 O'REIULY. J P Region 
Office of Director 3pp 13338 001. S4X Flche 90-413. 82/03/03, 
©203 <70633 


02C3I70333 Bignificatit DefiCler.CM Kept 50 413-414/83-04 re 
1 - 1 « in t e I'p I e te 1 1 one x4 frection Spec tNS-1206 0a-D4-0003. 

Revision 6- iniciailii repo r tec 030203 Spec Revision 7 Issued 
on 020122 to Clarify ^uestiuns identified in NCI 13341 
HARntM. W O Duke Poepr Co 02/03/03 (I HEIULV. J M Region 
Office of Director |Opp 12113 083 34X Flche 30-4 13. 83/03/0*^. 

8203170333 


OnCKEI 50-414 CATAURA NJClLAR SIaTION. ONIF 3 


A App I Ic a 1 1 nil/ c ons true 1 > OTi stage docuronts 6 correspondence 


0203090723 Forwards 011213 -IB reettny agenda 6 list of attendees 
Purpose of mooting w.is to ciscuss items Ideiitlflod In NRC 
811030 Itr Responses ts action items will be provided by 
820402 6 0307 Wr s 1 1 overs lie drawings Aperture cards in PUR 
PARKER. IJ 0 Duke Power Co 02/01/20 DEMFON. M R Office of 

Nuclear Reactor Regulation. Dltector ADFN5A.M. E 0 Licensing Ur an 

4 lOpp 12 1 70 234 34X Flche 50-413.02/01/20.8203090722 


82030400/9 FDreards Pagos 3-3J inadvertently missing from F.nc I 1 
of 611221 itr addressed to UO Parker Pages coricern agenda 
Item for discussion 

AOEUtiAM.E 0 l icensing Brand- 4 82/01/21 PCnrER.U L Duke I’liw 

Co MCOARPV. J *1 Opbevolse 6 Llber.->an HOWARD. R S West in ghoui e 
Electric Corp 23p p 12123 337 24X Fiche 30-413.03/01/21. 

0203940079 


8203010272 Responds to NRC 020122 itr re possible tube darage to 
Westinghouse Model D steam generators No evidence found 
of tube wear at McCuite Ur>it i program results aill be 
available prior to C.itaiuba Unit I hot functional testing 
PARKER. Id 0 Duke Power Co 02/02/33 OENTOn.HR Office of 
Nuclear Reactor Regulation. Director ADEN SAM. E 0 Licensing Uran 
4 2pp 12069 147 24X Flche 30-000. 02/02/23. 0203010272 


0303120400 Forwards request for addl info re reactor sys List of aq.ii 
Items which instrumentation 1, Control Oys Branch wished to 
discuss In upcoming ireetings enc I 

AOEf.SAM, E 0 Licensing Prancr. 4 82/02/23 PARKER. W 0 Duke Pnw 

Co 4pp 12237 117 24X Fuhe 50-413.02/02/23.020.1120400 


8203170133 Forwards Reactor Gys Qranch request for addl info re ilste 
F6AR sections t, plans to store nonplant irradiated fuel 
assemblies at site Info requested by 020403 

ADEhBA-l. C 0 Licensing Oranch 4 02/03/00 PARKER- U 0 Dube I'nu 

Co lipp 123PS 339 24X Flche 30-413.02/03/00.0203170139 


8203110001 Generic Ltr 02-04 to all licensees of operating plants, 
applicants for QL I, holders of CP re use uF INPO 6EE-tN 
program 

EtOENIIUr. 0 O Division of Licensing 82/03/09 KAUSPURO, A 
Consolidated Edison Co of Nej York DERRY. 0 T Power Authority o 
the State of New York LEE.Q Public Service Co of Colorado 2p 

13331 031 24X Fiche 30-000,03/03/09.0203110001 


6203160301 Forwards response to Autlllary Sys Oranch 011013 Ouesttons 
410 7 6 410 22 Description of pipe rupture Interactions, 
environ temp h humidity analysis grov ided. tl / 13 ovsrsltv 
drawings Aperture cards are available in FOR 

PARKER, W 0 Duke Power Co 03/03/09 DENTON. H R Office of 
Nuclear Reactor Regulation. Director AOENBAM, E 0 Licensing Brnn 
4 30pp 12301 104 24X Flche 30-413.02/03/09.0203160301 


0203160314 Forwards updated responses to Ouesttons 4,32.33.34,37 6 3h 
re OA pTogram.psr 030213 ltr. 

HENRY, U 0 Duke Power Co 03/03/11 HAASS. W P NRC - No Octal If 
Affiliation Given 4pp 12307 206 34X F 1 c he 30-4 13, 02/03/ I I • 

B203160314 


0203220361 Amend 23 to DL app 1 1 ca t ions. c onst s t tog of Revision 4 to 
F8AR 

PARKER. U 0 Ouke Power Co 02/03/11 DENTON. Ii H Office of 
Nuclear Reactor Regulation. Director 3pp 13363.160 34X 

Flche 90-413,83/03/11.0303320361 


8203230940 Advises that util response to Reactor 6gs Oranch 820223 
request for add! Info re locked reactor coolant pump 
analysis IFSAR Section 13 3 31 will be provided In neit 
revision to F8AR. 

PARKER, W 0 Duke Power Co, 82/03/16 DENTON, HR Offico of 

Nuclear Roac t or Regulatinn, Director ADENSAM. E 0 Licensing Drui 

4 ip 13332 109 a4X Flche 50-413,03/03/16.0303330340 


(1203300161 Forwards summary of 020303-03 meeting u/NRC Ins trumentat 1 1 
6 Control Qy* Oranch, b Westinghouse in MonroevI 1 Is* PA re 
NS68 scope questions transmitted by EO Adensam 011221. 6 
020112 6 31 I trs Attendance list b agenda end 
PARKER. M. 0 Oubo Power Co 82/03/23 OENTON.H R Office of 
Nuclear Reactor Regulation. Director AOENOAM. E 0 Licensing Urai 
4 79pp 12449 242 34 X Flche 30-413.83/03/23.8303300161 


^ *PiKa« «r^tqe''-iyi t. ^»r9 ;,t ',ttc t VP.'V p Idns 


•.j: j:.‘.'4^^ 1 to plaf- fip-/iSiCn ^ithh^lii 

( re# l >.*-■* J r'l • 

^AAi*ri^ '•* 0 f .!♦ ^ -p*’ G^/0?'l0 CCVT'JN. H Office of 

h^q^isikZt Director t C Llreofting DiMuro 

4 :p MiiJe IJ? tfi" ri:he 3?'Cc: ; lO. D?03l004^7 

i-;Ol«"-4^4 I.it I fic at I - r cf a^J.llO --eetin- w/i.tJJ m Vcfli Count g. 
tf. o^siiv -^ele ^ra| 5 ; If al ^roora* t c?»o<erri in 

re . I e. 

L;fe“^*' > Gra-ijr 4 5^ '03/03 AOr^jiArt £ Licen^inq 

C-r^r.jV 4 j;p 1 ^ 34 ? ;:-5 241 fit»e 'yii- 4 l 3 .ti 3 /C 3 / 03 . 0 a 03 te 0 ^bA 


u li>tpoction rej;ottC‘ IT Oollotins C orrosp or><|enc e 


aS03?«f0590 Forwards l£ Insp Hepls 30-^*13^82-02 t 3O-4i4/B3-02 
Ud0t03-C8 NO none os)0 I ianc 0 noted 

KFLtCOO.l* J Region 2. Off tee of niroc^ov 83/02/03 PaP/£4. 

Duke Power Co 2pp 12003 133 24X Flehir bO-41 3, 33 / 03/03 " 

0205020900 


- 020302099'? IE Jnep Repts 90-413/Q2-02 t 30-414/02-02 on 03Oi:V 
none o.^p ) lane e noted Hajor areas Inepec ted ' conialnrent H'jef 
perietratior uetds retord ravlevi saf etij '* t elated component* 

Sr strut tvre s. ii,or k at 1 1 v J t les« rec or d review l« pipe weldird 
ECCNDrt03> M t iiEROf^A R lechnical Inepectlan Qraoch 
6yp 12033 J35 24)( FicPe 30-413. H2/02/03. 0203020380 


) A j j<,i I c ale* : .tr raS 3 :.' »*ert r 


iCCIOlCliG iea«e to vitndraw t;e020l pf^opcse:) fhanje to 

C’or lolte-^ec I'.enopr^ E-^.ircn Coalmen ontentior^s V to a^d 

/iral ?*r^;-ap*^ to fi'*C fCr»tPntior 

fPCE..E*/ H A '“ar 10 tte-f'ec k lender j Cnvtronirer tat Coollticn 

<^2/C-2.4.'i' Aicsjt Sa/aty and Licensing Board Panel 1? 

;IC /5 J 49 241 rur.e ^C' 4 i 3 fi 2 / 02 / 22 . fi 2 C 30 l 0 nG 


- Pe-isec Ctri\9''t>on 3 raCi:racliva releases into Cet^c^H 

M C^ 4 ^ l-vtte-rie'.i lei-tor^ Rn-^ir cf -rental Cpalitton 

82'C2''22 Atonif ^afel^ arc ticprsin^ Board Panel 2 pp 
•iv^C 350 24* Picne 50-41 3. G2/02/22. 0203010110 


"t;?v35^0l2b >*e ^cest lor co*»ieren(e technical staff to discuss 

tetr-kical duesticr.s yaseous t liquid radioactive 
efflue'^ts ffor facilities 

PRCSlEPh a Char lot t e-l^ec k I enber ^ Ertv 1 r on-iental Coalition 
P2/GiV22 C<.<r •! ss I or er » tp 12070 332 24X 

ricne 50-41 3 . ar?/0?/r2 9201010118 


«;30?0<103d0 notice uf 4P U| 1 so'i (hande of address Certificate of i>vf 

ere l 

i^IlSC*. R P Sajts Carolina, ftate cf 02/02/26 3pp 121M tlU 
241 Pure 53 4;3 02 C 2 V 6 8 ro 3 O 4 O 30 O 


^Z33iC 0AB3 Rest of>se ic Cnar 1 otle-Mec V 1 erpor^ Environ Coalition a20l.'.*'2 
request for cenfereoce v/applicdnt Applicants ul 11 not 

respond to revrdst sinre request is discn/ety request in 
fact t no discover^ scfedvle has 5een set 

CARR A V Oula Pcjer Co 02 /O 3 /O 4 Alo-’lc Sufety and l lcer.slnq 
Board Parel 4 pp :2103 2 /i 24 i Ficte 30 - 413 . 82 / 03 / 04.8203100403 


forwards S-CV • 62 -Sa pc final rule on need for pouer $t 
alternative energy tn ut. proceedings adopted h< 

Ccn-nssio’i in 820704 

.•OHNSfl O E H.anrfl Orancr. 4 62/03/03 KEH Ev.JL . CAUL ll'AN, 0 

fC5TE». A F Ato-^ic dim Licensing bo.rii Panel ip 

12164 102 24)1 FU>e 30-4 1 3. 02/03/03. 0203090131 


0203020679 Acn receipt of IE In.p RepH 50-413/01-20 t. 30-414,'e;-; 
No proprlcto'g Info 

packer. u n Ouiie Power Co H2/02/16 0'HEILI.V. j p 4«gUr ? 
Office «f Director Ip 12079 012 24* Flch* 30-413. SaiCjMc 

3203020679 


0203080349 Eorwarilt 11. Info Motice B2-0) . Rev 1 9 1 on 1. “Auillia'y 
FeeduiaCer Puirp uockout Re.elting Froo ueo C 1 ngnou.e H-2 
Sjltch Circuit Mod ■■ No » etponsc re 4 ulred 

O'fltlLLv.jP PoglO" 3. Office of Director 83/02/36 VWHt 
Florida rower t. Light Co 4pp 12138 103 24i( 

Fiche 30 COO. 02/02/36. 030306034 9 


620317C441 Forwardt IE Info Notice 02-03. "Environ Te.to of Fled 
fer'nina 1 01 nc k t '■ 

O'llEIl.l.Y. O P Region 2. Office of Otrector. 02/00/04 UHH14. 
Florida Poacr 6 Light Co 4pp 12315 009 24Y 

/ Ictie 30-000. 83/03/04.0203170441 


6303170390 Act receipt of IE Inap Repts 30-413/03-02 b 90-414/97- 
No proprietari, info 

PARKER, w O Duke Povior Co 02/03/04 O RF.lLLV.JP ftegioi : 
Office of Director Ip 13320 23/ 24X Fiche 30-4 13. 02/O3'Ol 
82031 70338 


0203170319 Forwards IE Infu Notice 03-04. "Potential Deficlenc, : 
Certain A0A81A1 E-7000 Seriee 1 Ime-De 1 agt. " & IE Info 
Notice R2-03. "Incroa.ing Fi pRueiicg of Drug-Related 
Incident. '■ 

O BtlLV.Y.J P Region 2. Office of Oirector 83/03/10 WBl« 
Florida Power t. Light Co 4pp I332I 306 34X 

flthe 50-000. 03/03/10. 0203170519 


8203330401 Foruardt IE Info Notice 02-06. ••Failure of fltea® Cent 
Priicarg Side Manwag Closure Studs " No itrltten response 
request ed 

O'REILLY. JP Region 2. Office of Director B3/03/I2 IMRI« 
Florida Po-jer >, Light Co 3pp 13409 106 34X 

Fiche 90-000.03/03/12.8303350401 


reel qn decision lade follcjing 820112-13 
n Vori.cc re petitions to Intervene & 

0 . FOSIER.R F Atomic Safetg and Licenolne 
56pp 12164 119 94x Fiche 50-413. 


0303360250 Forwards IE Info Notice 03-07, "Inadequate Security 
Screening Programs " 

O'REILLY. J P Region 3. Office of Director 03/03/16 
Florida Po-.er L Light Co 4pp 13424 107 34X 

Fiche SO-ODO. 82/03/16. 0203360330 


iljiance L all par 1 1 cs. e i tensl on 
Fu 8 I pool ococol;qr 

>409 

«nsir>g BoArd Panel 05/O3/17 
i.'4x Fiche 50-41.1, 82/03/ I /. 


Utilitg Final Safetg Anaigsls Report ifSAR ) (, a->«nds 


S Reportable occurrences. LERs J. related correspondence 


8303080107 Significant Oeflclencg Rapt 30-414/01-32 re inapprcf^ 
welding procedures specified for pressurlier upper lateral 
support s. ini t (al Iq reported UII23I Plan formulated to 
correct ang p rog rairma 1 1 c deflclencle. Ne«t rept bg 030601 
PARKER. M 0 Duke Power Co 03/01/30 O'RCILLV. J P Reg»f" 
Atlanta. Office of the Director (81/03/011 4pp 12153343 
Fiche 30-414.82/01/30-0203000107 


***"“ “■ of Revision 4 to 

PARKER. W O Oole Power Co 82/03/11 OE«lOn.»R Office of 

r'2:r*?23:; ?:r'' 2 rF.“r's;t“: L.centmg Dmn 

.PP 13363 160 24» Fiche 30-413.82/03/11.8303230261 


--02D322O269 Revision 4 to F9/« 

♦ Duke Power Co 82/03/11 600pp 

Fiche 33' 41 3. 82/03/ 1 1. 8303230261 


13363 162 24 X 


M Antitrust corresponderc e 


FiChe 50-413. oa/0a/35.ai?05|00/,07 165 24X 


870108025a IntertfR Significant Rept 80 413-414/90"! 

Improper operation of optical 1 so la t or, pr ev 1 ous I g reported 
000926 Change of affected isolators to be accomplished bg 
830101 due to dtfflcultg in obtaining replacement parts 
PARKER. U 0 Duke Power Co 03/03/13 O'REIl.l.y.JP 
Office of Director Ip 12198 091 24X F I c ho . 90-413- 32^93/ 

8203000256 


6203000316 Significant Deflclencg Rept 413-414/83-01 re lubrlca 
lealage of Llmltorque val ves. In 1 1 la 1 1 g reported 820131 
Electrical compartments in valves INI 34A. INI76A b 1RN47A 
will bo cleaned of lubricant & damaged wiring replaced- 
PARKER, M 0 Duke Power Co 02/03/18 O'REILLy.JP. "*9*®" 
Office of OirectoT 3PP 13150 344 34* Fttho 90-413. 82/®' 

8203000216 


DOCKETED ITEMS 


9?03ieops^i? tn(9rtn » ign i f a c act <>« f I c aatirg rapt ra none onFornt ng mrliJa. 
■ raattallg raportad 630125 Ofalds Inaprctad to (lA f'rocadura 
H'SI (i indicationd noted Tiirther pvaluatlon underuag Nait 
rapt ty 6i’090 i 

PAIHER.U 0 Ouka Pouar Co 0?/03/a2 O-RffLLV. J P Reg Inn 
nfPtca of Director Jpo 12334 351 34X Pirho 50 -4 1 3. 03/03 

WOOIBOSW 


8303170351 Sup; I aaar<ta I raoponea to Gignificnot Daficeneg flapt M> 
414/01-31 Patting returned to Canco f'lttlngc Co for ta&tlng 
1. ana^gtta Manofatturer toiaclo^aun aoanfoTie^> hgpnthastia 
t^»t indication 13 varg tlgi>t lap or tear 

PARitCn.U 0 Duka Pnuer Co 03/03/36 Q'RCILLV.J. P Hagton 3. 
Office of Director 2?p 12319 350 34X plche 50-414.03/03/:*/.. 

8303170351 


02O3l9CCOa Bevited 010730 deficlancg rapt Corrective action ohould 
indicate all unlnitallad pipe mill be aaeminod to daiarealna 
tlrallar rejactable Indications All rejactabla papa Installed 
ajill be rap laced 

PARKER. U O Duke Pomer Co 03/03/01 0'Reit.LV.J P Region 
Office of Director Ip 13346 301 34X riche 50-41.3.83/03/01. 

8303190000 


9303170333 Significant Oaficieiacg Rept 80 413-414/02-04 re 
ni s 1 n torp r e ta 1 1 ons of erection Spec CNS-1306. 00-04-0003. 

Revision A.Initlallg reported 030303 Spec Revision 7 issued 

on 830122 to clarify questions Identified in NCI 13041 

PARKER. W 0 Duke Pouar Co 03/03/03 O'REtLLV.J P Region 3. 

Office of Director lOpp 13313 003 34X Flcho 50-4 13. 03/03/05. 

a? 03 l 70333 


3:0.310004 / NO t 1 * 1 C a 1 1 sii jf i «■ si he do Ic'd 830311 i*.ai'tieig L./utll "■ 

Be th a siia- r :a < i; cisCJsc i rorpenc ei' I oesign var i > | < at I an 
p rog r air- 

HOdSUlhl.L C Licen.i-ig ara-n - 3 tJ3/f’3/.36 A Liifi.ii 

Biancf. 3 3pp i:.':91 303 .-*4/ F a i t. a 50-4 I r. 03/03/36. 8303 1001)4 / 


83031001(11 lort-flids Rap! Ju 5li. Jg or rl,eir.apr. C not rial an Gr.ar.ii Cul f 
Nuclear Statacn Pro'ceotlg designed agi.iter s.,s adequate to 
prevent dangerous ac c u.-u I at am :if fau".e.a;la deut rr luri-a i r 
r. aatures in c on t a aneient 

CAtt.t- i 111 ssi sslgpa Psvet 5 light i.i> 82)0.1/02 CF’ltr.tJ- H <« 
Office of Nuclajr Reactor Kagii I .i t a un . Oirer tor 3pa li’lOl Cl 
3 - 1 X Fiihe 5 (j- 4 u.. a. 7 /i)j/i) 3 . H. ajiooim 


■030310018/ ■■Re;c -jn Study ut Hydrogen Contri;! n, Crand Oulf NuiUur 
Sto t I nn * 

KARLOv'l f 7 . ft . LF.lclS. 0 Co-at os 1 1 .Tn ». Liplusivrs Research. I>t 
HI/M/35 lt,fP I3IIII 341 ?4« lithe 5C-4 I/.. 03/0:1/03. 030.11 UO 1 1 


Jl30:il00193 FoicjarJs preianlnatg tael prugrau to n-solve hgirrqeu 
control Issues fur Mart 111 r on la I n.sen t Irogra.*. addresses 
hgdrtiqan co.sbustion in hydrogen rl.'h/sleara environ f. horii 
testing above suFra'.saon poni 

DALE.L F riississtapi I’dwer r. I ignt Co 03/O;1/O3 lltflTOM. H (( 
Office ol Niiclaiir Re.iiloi Hegulatloi . One: tor 13;p 13101 'I'c- 

34X Fachu 50- 016 . ti3'03/03. n.i 03 l 00193 


fl20334O?)33 Foruards See tier. 3 3 of Crand Coif FSAH K Or gon/Bral sui.nd 
FSAR. per tel opsone reguasl w/u eiu I 

I'AASS.W P flualttg Ass HI ante Or arch 113/0 3/00 UCCtlO. J 

Drookliaven Natinrial lahoratory Ip 13415 310 34X 

Ficha 50-000. h3/0:i/ 54. H3x'>:w40533 


DOCKF-9 50-416 ORAND GULF RUCLtAR STATION. UNIT 1 
A A 3 P 1 1 eat I on/c onstruc t ion stage documents S. correspondence 


3203040iat Advises that Kuosheng data acceptable re suppression pool 
t«o>p limits Unless util can prove analgtlcal model can be 
suitably adapted for predicting structural rospons s s. sof o tg 
relief valve tests •siust be performed 

BCHWENCEH.A Licensing Branch 2 03/03/13 MCOAUOHV. 3 P 

tssaslssappl Pcuot b Light Co 3pp 1313Q 031 34X 

Fic/ae 5O-C00. 83/02/13. 0203040101 


0303030046 Requests util authoriie CL to release factlltg design data 
for use in establlthing ref plant data base for UU<t/6 
plants EObO 030137 request enc I 

TEOE6CO, R L Assistant Director for Licensing 02/03/10 
rtCOAUOHV.j p Mississippi Power 1. Light Co 30pp 13109 133 :'4x 

riclie 30-416.03/03/10.0303030046 


6303030133 Advl tes that special simulated loss of all ac tost is not 
satldfdctorg substitute for designated preoperatlonal 
reactor core Isolation cooling tests 

6CHWENCER.A Licensing Branch 3 02/03/19 MC0AUCnV.JP 

rtlislaslppl Power <i Light Co. Ip 12109 3 34 24X 

Flcb* 00-416. 03/03/19. 0203030155 


8303050063 Notification of 030304 special OA meeting w/utit In 
Setfaesda.MO to discuss Independent design verification 
program 

H3U3TUN. M 0 Licensing Branch 3 03/03/34. OCHUENCEK. A Ul'ensliin 

Branch 3 3pp 13149 359 34X Flche 90-416.03/03/34.0303030063 


3303010303 Forwards Revision I to Pages 10.13.15.10 & Tech Spec 3/4 9 / 
in util 011133 semiannual heavg loads rapt par NUflEO-06i3 
DALE. L F Mississippi Power <• Light Co 02/03/25 ElaENIIUT.U 0 
Olvltion of Licensing 6pp 12073 064 34X Flche 50-416. a2/02/:‘:V, 

B2030\02B2 


--8203010305 Revision I to proposed Tech 8,set 3/4 9 7 re crane trcivel- 
spent fuel L upper containment fuel storage pools. 

* Mississippi Power b Light Co 03/02/10 Ip 13072.070 P.AK 
Flcho; 50-416. 02/03/25. 0303010202 


8203020517 Advisee that utl) has no Intentloh of submitting new 
applications prior to 941331. in response to NRC 020L13 
Oeoarlc Ltr 83-1 

DalE.L F. Mississippi Power «< Light Co 02/03/35 TEOEGCO. fl I 
Assistant Director for Liceoslng Ip 12005.239 24* 

Flcho 50-416. 02/02/25, 8303030517 


0203100020 Nu 1 1 f 1 c «) 1 1 nil of lonitacl v t of 1. 1 1 ..n • Mod 3 to "L'l.viron 
Monitoring Progr.ns U/Hlale of M5 * Cnntractor Ot.ile of MS 
UflLLfcll.S Research Contracts Iiraort. FIN 0-1.257 82/03/05 

COBB.L 1 , Lllliril.l. / Iraining «. A-Jm ■ n I s t r a 1 1 on Staff 1; 
1233Q 157 34X Flche 50-4lr.. 82 /03/0b . 82031 OC030 


- ■■0203100(134 Hod 3 . providing funding foi CY02 6 adding II. 0 sunliniini 
arnurid facilities to ■fiviion Monitoring Program M/Gtate of 

na •• 

coon. A 11 MisCissippi. Stale of M0.3IIIN.A V Renea-ch tonlioil 
Oranrh UN □ 133/ 83/03/05 lOpp 13 133 1 38 .'’4X 

Flche 50-4 16.112/03/05. f»3U3ino0P0 


0303110001 Generic lie >12-04 In .s I 1 lirei.seos of operat Kig plant., 
applicants for (H f. holders of CP re use of INPIJ Stt-IN 
proqr.Kii 

EIGENMuT O G Division of l i.ensing 83/03/OV HAUGPURC. A 
Consolidated Edison Co of New Vof i 3pp 13231 031 34X 

Flche 30- 000. 112/ 03/09. 02031 lOOO I 


0203160310 Responds to ARC 020112 111 re potontial Imp.ict on 1 1 1 msi' 
schedule due to late responses on hi|drogeii control Hydrogen 
control Items acted upon r i ;ed I 1 1 ous I g fJRC should take all 
steps to eipedite review 

MCOAUOHV-JP Mississippi I’naer t. Light lo D.2/03/10 TFOfiliCfl.R 
Assistant Director for Lirenslng lOpp 12.50/ 1G9 24x 

Flche 50-416. 03/03/10.0303160310 


0203190210 Foroards revised responses to Eludings 5 32 1. 5 23 r t- 
lluman Factors Engineering final rept 

dale. 1. r. Mississippi Power t. Light to. 0,2/03/11 OENrON.H li 
Office of Nuclear lleaclc.r Beguiatrsn. Director 4p; 13346 ‘.L'A 

24k Flche 30-416- 02/03/1 1.0303190310 


0203170107 Foriuards rospsnse to 01III3 request foi info re corrnloti 
stuHg of cable tcag design 

OALE.L F Mississippi Pouei 6 Light Co 83/03/13 DEnION, H >< 
Office of Muc tear Reactor Regulation' Director I4fp 13313 ICl 
24X FI the 30-416- 03/03. I.’’. 02031 70109 


0303170403 Forwards Ai-eod 54 to applicatinn for UL s. t ons 1 s t ing nf 
Amend 54 to FSAR 

MCOAUOHV. J f’ Mississippi Power t. Light Co 93/03/13 DE/JTIIN. M 
Ufficc of Nuclear Reactor Regulation. Olrec tur Ip 13321 3;i() 
Flche 30-416. 03/03/12.0303170403 


--8203170415 Amend 54 lo application for OLs 

MCOAUCHV, J P MISSISSIPPI Pasor 6 Light Co 83/03/13 Jpp 
13321 351 24* F 1 c he 50-416. 03/03/ 1 3. 0.2031 70403 


8203090636 Advises that final rapt of control of heavy loads will br 
suiidiltted by 830415 instead of 830301 

OAUE.L F Mississippi Power «. Light Co 82 / 02/35 EISENHur.D 0 
Division of Licensing tp 12079 049 24 X Flche. 50 - 416 . 83 / 02 / 21 .. 

8303020636 


B2031R0333 Forwards response to questions raised by Seismic 
Qualification Review Team on 020135 

OALE.L F Mississippi Power 6 Light Co 82/03/13 EFNTOW. H l< 
Ufflce of Nuclear Reactor Regulation. Director 6pp 13330 DU*/ 
34* Flche 50-416. 03/03/ 12 - 0303180335 


338 


DOCKETED ITEMS 


•r-; M-;:."!: ■ r,-jj| Staii: !• AralM»n of 

' Pi(;->9 t . t. Fi-'itf Ele-iprt - 

/T* ■; ' rAiti'_ f f l•■. •■•••<; o»r»r 4 i fiKtnc Co NiDO- lOfci'y 

HCy ''■■•;£ :?330 ty) r4« iO-4l6.0.'?/O3/l-'’' 

I <■ ;• iv 

■■'IPC 3 J'y ••■fpt *•;< 3/0 1't>> llcrnjllij Cto^od *• 3/4 I iit h 

'lye*' tsr Operate; C|p6« Volvo A0So*blto% 

"jjvli V;C 3 I ’ 'I.' ■ 

• S;:. Cc'i. 1 •:•- 7i>/C5/'‘.7 I5;p 13331 lOT ■■•4» 

' > i •. t > 4 1 f. »•_ / >'.) 'la '■;( 3;HV.23^ 


- fe;C3;fc3 J t'vir.-A l»»l Pvpt f.i 10- MjJel /aO-OOP. 1 IncA V Pottorn 
33 1^*3; id .'d • - H 'j ; * l Seated hi f'ri.e»wre Verdian ’ 

* Target Cc'; iGj’ 7i./n'C4 67fF ISJJJ 174 

fit-xi *35*41 ‘ e.' c.i'»r fcroji0O3if* 


6,*Mi;f;0 146 o»» f'oU®! 7«:v T^p». I tnch Y 

*.T|pr3i3 r,l.'r V.iKp 

♦ Corp 1 ^ jO /4y|C^2? 55?? 12331 241 24X 

50-4 Jt GJ/07‘|J P^03ie0'»35 


- 8;53:r:035) t smo-ooo-^/hjBc H»pt 

» L . 'I t -^cri. d:.'i|/i2 lopc 12331 298 24 k 

Ftc^e •'C 41* J2 02O31BO335 


-0*03:80353 cf fuO Li'Mtot-^up Actudior^ fpt 

i. I *‘1 1 3' Ccrp 

GIlFC* U ■ P|LCT7£-r I £ n v i r QiiAp^it a I Testing Corp 

757«0 33/raMn 1233\ 308 24K 00-4 V fa. 02/03/ \2. 

02C3ie/ J.O 


--9P03P3047P •Teth Spot for Onproblllly Aisuronce Program for Ad,,,. 
Spction lit Cl«»t a *■ 3 Pump* for Orond OolP I t 2 •• 

* Bechtel Corp 73/02/36 7pp I242A 340 247 

Fiche 50-416. 03/03/3.T. 03033504 5U 


--0203350479 "App I table I Equipment I otatlon 6 CeUntc Requlreerjn 
Selemic Retponte Curved 

• Bechtel Corp 76/11/13 I3pp 13434 347 24X 

Fiche - 50-416. 03/03/33. 030:i3304 3fl 


- 0203350404 "lech Spec for Crltorla for Golscilc Oual If icattcn al 
Category I Equipment Grand Ou 1 P 163" 
e Bechtel Corp 76/05/06 3lpp 13434 337 24X 

Fiche 30-416. 82/03/33. 0303230430 


0303270354 Korv;ard» Engineering Kept tn-0103. "Critical Cract 3Urt «t 
Grand Oulf Lo-j Proadure furblne Dlata." in responae to NBC 
030107 quvdttont re turbine dtak tntogritg Rept ulthheld 
iref I0CIB3 7701 

pALE.L F Olddiddippl Power 6 Light Co 03/03/33 DENTOR.Hft 
Office of five tear Reactor Regulation. Director 2pp 13428. CM 
34 x Fiche 30-416.03/03/33.0303370334 


8203300177 Evaluated proposed design changee listed in RtlRE0/C4-lb'.9. 
Vol 4 "Reactor Oafetq Otudg Methodologq Application! 

Program Grand Oulf I BUR Pouor Plant." In reaponse to NRC 
telcon Oeslqn changes to facllltq not uarrantod 
OALE.L F nisslddlppi Power 6 Light Co 02/03/33 OENTON-Hd 
Office of Nuclear Reactor Regulation. Director. 4 pp 12430 3?5 
24* Fiche 50-416.02/03/23.0303300177 


C titllltv Environmental Report CERJ. amends fc correapondance 


-G2O3l80.'dI "Si-mars Reft (cr Design Hods tc Farr Co 40 Nfl Fans 
« 1 nterrat t ana I I '.er gq I r.j ir.eor irg. Inc 02/02/08 lOOpp 

I22j? -Mh 24t Flc'e 50-416-03/03/13.8203180335 


0*03170325 Fcr-arfd test data. 'Discussicn of Kuasheng Rafets Relief 
Va 1 K e Nt iti-VaJve A:tvdti;.n I KVA-4 > Response Spec t ra. “ per 
020207 reel ing 

OalE.L F 'tississlfpi Fo.ei 6 Li;rt C» 83/03/13 OENIUN.M W 
Office pf V'.clear Realtor Fegutation. Oirectnr 2pp 12317 171 
24» Fiihe 50-4|t 02/03- 13. e.03l 70325 


- -62231/0330 "Oi sc L-s s i or cf Pusheng Safetq Relief Valve RMtIi-Valvr 
Actual) or iMvA-4) Respense Gpeitra " Design impact 
considered c jnl \-eatsc g 

V ritssissippi I'ouer *, tight Co 02/03/15 27pp 12319 173 34* 

riche 50-416 82/03/15. U203I70325 


0303300135 Vsruards r,7F f.CO-676. Vt,l e lest Rept 53457. "Seismic testing 
cf Tun Reactor ..tgie Sjilch Asser-giies ' Info propnetarg A 
s^ovlp be uilhheld 'ref 1 0CF4P 7701 Affidavit ent I 
TAtC. L F rlississip;i I'ouer (. Light Co 83/03/16 OEnTON.H R 
Dlfice if r.vclear Reactor Regulation. Director 3pp 12446 .251 
24« Fiihe 5C- 4 16. 83/03. 16. 83033001H3 


8*03233351 Hrev ides /uS 1 1 f 1 1 a t lOn fsr change In completion date from 
feel load to prior to beginning of Fh.rse II operation 
for egjip<nent upgrades per rA;REC'058R 

CalF.l F Hississippi Po_er ?. Light Co 02/03/17 OENIOM.H n 
Office of Nuclear neactor Regulaciun. Director 2pp 12383 341 
34* Fiche 30-416. 03.03/17. 0303230351 


8303240140 Fcr.arps proposed changes to FUAR Section 13 2 re shift 
technical advisor training program Revision deletes specific 
durations for curstituent sspprograss Changes uitll be 
incargorated snts Amend 55 to FSAR 

OAlE-L f Hisslsstppi Fouer V Light Co 82/03/17 OERTON. H li 
Office cf Nuilear Reactor Regulation, Director 4pp 12395 270 
34* Ftt-e 50-416.83/03/17. 030.3340140 


8203250366 Foriaards adJl responses to License Oval If icatlons Branch 
requests for tnfo 6 revisions to FSAR necessitated bg 
recent orgenl cat lonat changes 

OALE.L F MISSISSIPPI Rower 6 Light Co 83/03/33 DENTON. K li 
Office of fiuClear Reactor Regulation. Director. 67pp 1341 1 300 
24* Fit he 30-416.83/03/33.8203320366 


020.7230430 roriaards data For NRC to perform seismic anatqsts on WVC8 
SVC cater pumps H/39 aversiie proprietarg draialngs Drawings 
withheld fref l0CFn2 770) Aperture cards are available In 
Central Files 

dQHNSICN. 3 A Goulds Pumps, tne 82/03/33 CHANO. F Y NRC • Nu 
Detailed Affiltattqn Otveci tp 12424 3n 34* 

Fiche 50-416. 02/03/23. D20325045U 

uU;’;.?;*; inr-"*' 

e Bechtel Corp >7/07/13 20pp 13434 313 34 * 

Fiche 50-416.82/03/23.0303390453 


8203010203 Con— lents on environ rept for f ac 1 1 1 1 i es. In responta l« 
011316 request Pish E wildlife resources of project erea 6 
Impacts associated w/prop«sed action are adequateig 
described & assessed 

HICKMAN. 0 L Inter ior. Oepl. of. Fish 6 Wildlife Service 03/02/19 
eClIkCNCeR. A LIcBiislrig Branch 3 3pp 13070 306 34* 

Fiche 50-416. 03/02/17, 0303010303 


0 NRC DraFt/FInal Environmental Statements, suppls 6 carrespon4e-c» 


8303160319 Foriaards Section 4.2 3, cooling tower drift program. of 
environ piotectlon plan 

OALE.L r Mississippi Power 6 Light Co 83/03/16 OENFON.H h 
Office of Nuclear Reactor Regulation, Director Ip. 12334 OID IK 
riche 50-416. 02/03/16. 0303100219 


--8303180221 Environ protection plan I nonrad 1 ol og I c al ) 

• Mississippi Power 6 Light Co 82/03/16 I7pp 12334 071 HI 
Fiche 50-416, 02/03/16.0303100317 


E NRC Gafotq Evaluation Report IQER). suppls 6 corTtspondenCt 


0303010178 Foruards corrected info re turbine disc integrltg In s/>l«'i 
of SCR. in response to NRC request for addl Info re 
supplemental HER 1 tll27> 

OALE.L F Mississippi Power 6 Light Co 83/01/07 OENION.HR 
Office of Nuclear Reactor Regulation* Director. 4pp- 12067 114 
34* F iche 50-416. 02/01/07. 8303010170 


D303070289 Advises that analgsls re soil-structure interaction 
required bq SEB Coof Irmalorg Item 1 1014 1 . NUREO-0831. wl 1 1 
be delaqed until 030331 

OALE.L F Mississippi Power & Light Co 82/03/05 DENTON. HR 
Office of Nuclear Reactor Regulation. Director. Ip 1316120* 
Fiche 50-416.82/03/05.0303070307 


8203120306 Forwards revised Table 5-1. "Shift Staffing 6 Augmentatlfs 
Capabilities. “ of emergeneg plan per Huppl 1 to BCR 
INUHEG-06541 

OALE.L F Mississippi Power «, Light Co 83/03/09 nSi 

Office or Nircledr neactor Aegulatienf Director. 4|>p JS250 

?A> FicKe 50-Al6.b2/03/09. B203l20y06 

B203170369 Foruord^ info re ufte o# tontalnmertt purge* per 
Usue I 9(9J of Sen.Suppl I Info will be incorporated 
into F0Aft Mpon reoolutton of ie^ue 
OALE.L F Mississippi Power t< Light Co 83/03/15 
Office of Nuclear Reactor Regulation. Director. IIPP 13321 
34* Fiche 90-416,82/03/15,0203170569 


6203350502 Forwards analqsls of reoctor feedwater controller fsl*F 
u/loss of turbine bqpass capabllltg <> effect on mlti critic** 
power ratio, in response to Reactor Bgs Branch requfst. If**'** 
tb 6ER. NUFiea -0B3I Sections 15 1 6 16, also addrasssd „. m R 

OALE.L F Mississippi Poiuor t> Light Co 03/03/33. 321 

Office of Nuclear Reactor Regulation, Director. 6pp- *24° 

34* Fiche 90-416. 03/03/23. 8303250902 



< larirtcatton in facility SER. NoREO-OQ^l 

CALE-L F Mi*»i»9lpp| Pou,or t, I. Ight Co 82/03/23 OENTON. H U 
CMKr ot NjClear Realtor Ne}>i 1 a t loti. Director 9 pp 12422 2110 
;4I FtcAr 90-416. 82/03/23. 8203260140 


e StcvritM. rr-solcal. foerscncij t fire protection plans 


n Dciiiiv rinai Safetij Analysis Report iFSARI & amends 


82031/0403 Fori.ardi Ar-end 54 to application for 01. s. c ons i s I tno of 
Amend 54 to F 3 aR 

“ICOAOCIIY. ./ H niselsoippi I'ouer t I. ipht Co 83/03/12 DENT UN. II H 
Office of Nuc leaf Reaccoi Regilation. Director ip 12'>2I 35(i SAX 

Flche 50-416. 82/03.' 12 U3o 3 1 70403 


ea53ll0l9« Rnoests te-rporor^ oremptlon from l-np I enon t Ing schedule i.n 
Idle final rule on protection of unclassified safeguards Info 
to 820720 

pale. L F Mississippi Power 6 Light Co 02/03/03 ORUNErrE.tl 
Office of Nuclear ISaterlal Safety fc Safeguard s. 1)1 roc tor 2 pp 
12212 307 24X Flche 30-416.82/03/03.0203110174 


8293160041 Forwards co/nrents re proposed security program license 
cndttlon Comments withheld Cref 10CFR2 7V0 1 
6 CHUENCER.A Licensing Drench 2 02/03/03 MCOAUOHV. J p. 

Mississippi Power t. Light Co 3pp 12323 073 34 * 

flcae 50-414. 83/00/03. 8203140041 


9293120306 Forwards revised lable 3-t, "Shift Rtaffing 6 Augmentation 
Capabl 1 1 1 1 es* ' of emergency plan per Suppl I to SER 
(NUREO-06341 

OalE.L f Mississippi Power b Light Co 02/03/03 OEM TON. II II 

Office of Nuclear Reactor Regulation. Director 4 ap 12230 O’l 
24X FlChe 30-416. 02/03/03. 0203120306. 


8233230746 Requeste addl Info re resi 
laplementatlon appraisal Util will 
preparedness program ranches point 
ef appraisal 

SCHUEhCER. A Licensing Qranch 2 
Mississippi Power & Light Co 4pp 
Ftcha 90-416.02/03/11.8203230740 


'hedule of emergency prepar odnciss 
bo advised when state of 
which warrants resumption 

02/03/11. MCOAUCMV. J P 
12377 299 24X 


I Financial Information 


0107160422 Forwards Annual Financial Hopts 1774-1700 Also forwards 
South US Electric Power Association Annual Financial Rest 
1980 Addl financial Info end 

CALE.L F Mississippi Power *, Light Co 01/07/09 DENION. H If 
Office of Nuclear Reactor Regulation. Director 61 pp 09034 127 
2d« Flche 90-416.81/07/09,0107160422 


-•0203170413 Amend 54 to application for OLe 

MCOAUOHV. J P Mtssissipp) Power 6 Light Co 02/03/12 
12321 331 24« Flche 30-416.82/03/12.8303170403 


3p i< 


--02031 70417 Ar.end 54 to FSAR Iwenty-)i> drawings enc 1 
available tn PDR 

• Mississippi Power % Light Co 02/03/12 ICCOoc 
24X fir he 30-416. 0.'>/03.- 12. 02113170403 


Aperture Cards 
12321 334 


0203230510 Forwards affidavit certifying 
820319 

DALE.L F Mississippi Power 6 Light Co 
Office ol Nuclear Heaetjr Regulation. 0 
24* Flche 3C-4 16. 02/0;i/ 17. 0203250510 


SVC of FEAR Amend 54 on 

02/03/19 DENTON. H H 
irector 2ff 12409 jott 


0 Inspection reports- IE Dullotins fc c urresp ondenc e 


0203020657 Forwards IE Insp Repts 50-416/82-07 
020126-29 No none ospi lane a noted 
CANTRELL, F H Regiun 2. Office of Director 
BTAmPLEy. N L Mississippi Power t. Light Co 
Flche 50-416. 03/02/08. 0203020657 


f. 30-417/82-03 on 

8.3/02/00 

^PP 12006 273 


24* 


--8203020668 IF. Insp Repts 30-416/82-0/ 6 30-417/02-03 on 020136 29 N|, 
none omp I lance noted Major areas inspected I ns t rumento 1 1 on 
wori.w-ori activities *. CIC rec or ds. 1 1 c ense 0 Identified Items. 
Inspector followup items 8. audit on electrical area 
OlODOKS. T 0 . RUFF. A 0 Region 2. Office of Director 02/O2/O'> 
4pp 12006 377 24* F Icho 50-416. G2/03/C0. 020.3020697 


8303020370 Ad receipt of 020138 Itr informing NRC of stops taken to 
correct violations noted In IE Insp Hept 30-416/01-37 
CAIITHELL.F 8 Realtor Project Dranch 1 02/03/11. STAMPLEy. N I 

Mississippi Power J. Light Co Ip 12078 2 7 3 24x 

Flche 50-416.82/02/11.0303020370 


“0107160428 Annual Financial Rept 1900. 

s Mississippi Power b Light Co Ot/03/13 
Flche 50-416.01/07/07,0107160432 


20pp 09034 170 34* 


-6107160433 Annual Financial Rept 1977 

♦ Mississippi Power b Light Co 00/02/13 
Flcbe 50-416, 01/07/09, 0107160422 


30pp 09034 210 24* 


--02O3O2O372 Responds to H9c 811339 Itr re vtojatfons noted In It Insp 
Rept 30-416/81-37 Corrective actions sys run in iraint work 
orders recalled 6 closed out t will he reviewed 
MCOAUQIIY. J P. Mississippi Power 6 Light Co 03/01/38 
O'HEIlLY. J P Region 2. Atlanta. Office of the Director 
lOl/03/Oll 3pp 12078 276 34* Flche 30-416.83/03/11. 

U203020370 


—0107160437 Annual Financial Rept 1970. 

• fllsslsslppl Power & Light Co 79/02/03 
flche 30-416.01/07/07,8107160422 


20pp 


09034 230 24 X 


-6107160440 Annual Financial Rept 1977 

♦ Mlstltilppi Power b Light Co 70/02/17 

Flche 30-416. 81/07/09. 8107160432 


16pp 09034 330 34 X 


--B107160444 Annual Financial Rept 1976. 

♦ Mississippi Power b Light Co 81/07/09 

Flthf 90-416.01/07/09.0107160433 


l6pp 


09034 366 24* 


-6107160449 Annual Financial Rept 1979. 

Powar b Light Co 76/03/1! 
f Ithf ; 30-416. 01/07/09, 0107160423 


16pp 09034 382 34 X 


-0107160491 Annual Financial Rept 1974 

firw.Ii*!!!'''’* *■ tight Co 73/03/1 

Iche. 30-416. 01/07/09, 8107160433 


16pp 09034 290 84X 


- 0203020373 Furwards IE Insp Hept 50-4 16/01-37 on 011130-1204 8. nutKi 
of violation 

Division of Resident b Reactor Project Inspection 
BTAMPlEV.N L Mississippi Power 6 Light Co 3pp 
24* Flche 30-416.02/02/11.0303020370 


--0203020376 Notice of fro/t Insp an 011130-1204 

• Region 2. Atlanta. Gffice of the Director IOl/03/Ol) 81/13/2'/ 
Ip 12070 381 34* Flche 30-416.83/03/11.0203020370 


— 0203020379 IE Insp Rept 30-416/01-37 on 011 130-1304 None omp 1 1 ant e 
noted use of nonsafety-re lated maint work order to perform 
saf sty-re la ted function 

UQMNSO.'d. A H . JAPE. F Engineering Inspection Qranch UI/12/23. 
3pp 12070 203 24* Flche 30-416.02/02/11,0303020370. 


□203170630 Forwards 1£ Insp Rept 30-416/03-09 on 820125-30 
No noncompl lance noted 

CANTRELL. F S Division of Project 6 Resident Programs 83/02/18 

8TAMPLEY.N L Mississippi Power t. Light Co 2pp 12323 146* 24* 

Ficfte 90-4/6, 82/02/10, 8303170620 


LFUIS.R C 
81/12/27 
12070 2 /9 


8107160435 Annual Financial Rept 1900 

mA**i?**^* *********** Electric Power Association 81/07/09 
24* Flche 30-416.01/07/07.0107160422 


09034; 314 


30pp. 


J^^tnsurance b Indemnity Information 


--02O3I 70630 IE Insp Rept 50-416/02-09 on 030133-28 
noted. Major areas Inspected p reoperat Iona 1 test 
review b review of outstanding Items. 

JOHNSON. A H . BUTCHER. RC . JAPE. F Division of 
Technical Programs 03/02/16 4pp 12323.140 
Flche 30-416, 62/02/lQ. 0203170630 


No none omp I lanc D 
proc sdurs 

Englneeriny b 
24* 


®'oA?rL'‘F Endorsement* I 

OfPlct «*»slsilppl Power b L 
Firkl*.^^*®’**** Direct! 

* “'^‘*'02/02/23.0203030463 


to NELIA Policy NF-237 
Co 02/02/23 KERR, o n 
3pp 12134. 109 24* 


*^S*F Olnd.r I 

Offic. .. ”‘*»*»*lppl Power 1 

Programs, Din 
1th* 90-416. 82/02/23, 8203000! 


MAELU Binder *6-79. 

Co. 02/02/23 KERR.O U 
I2pp 12134:139 24X 


8203000349 Forwards IE Info Notice 82-01 . Revl s Ion I, •Autlllary 
Feedwater Pump Lockout Resulting From Mestlnghouss W-2 
Bwltch Circuit Mod " No response required 

0 'REILLY, J. P. Region 2. Office of Director 02/02/26 UHRtO.R (• 
Florida Power 6 Light Co 4pp 13150 103 24X 

Flche 30-000. 02/02/26, 0303000,349 


-0^023 501 IF ln»5 Bff t SO-41 h/Oa-OA On 030)10-30 t 34,-29 
Vo rone c<nc ) i4ti: r notvd Mojor intpactrd tE Dulletlfv 

/9-I4 «. IE 3j;!etir. /9'03 r I r e'PI> t » *, orotto Ce«tgn 

oc 1 1 ^1 1 1 « 4 

AnG. U P . MEROT. A H i>i^i»ii»n c# Fn 9 inepring L Tethnicol Progr-nt. 
C3/03/19 6sp I34|4 173 34* Ficho SO-4 Ifa, 02/03r01 • 0200350151 


P303)7C44) Fotoords IE irfc Ni;t I c p 03'03. ‘Environ T«H4 cf Clettnift) 
Trr.Tiia) Cloiio * 

C'PElLLr. J P Mellon 3. OrricP of Otrpetor O3/O3/04 UHR ( 0, 7( E 
Florida P:.,.er (, l.tgnt Cc 4pp 13315 309 24* 

Ficnc 50-J0O. earoT'Oi. uaoli *044 1 


reported 011104 Ring lug* oled to oecurolg fasten wt< 
relag* AI*o reported per Part 21 

kCGA'vSMy. .1 P ni**i**lppl Pouer i. Light Co 03*03/: 
O'REILLV.J P Region 3. Dlrice oF Olrector Spp I 
FlOe 50-416.03/02/15,0203080330 


9303000550 tntertr OeFtciencg Ropt 3 re leu <nea*ureil FI 
elerlrieal switchgear room cooling eg* SaFctg IsipltCi 
*■ reper 'at 1 1 1 tg not deterirtned Final rept etpected Di 
030413 

MCOAUGriV, O P Klssl** >pp 1 PowRT V Light Co 02/02/ i 
O'REILLV, j P Region 3. Office of Plrector 3pp I 
riche 30 416. 03/03/13. 0303000330 


0303330413 Foruards IE Insj Rept 50-416/03-11 on 0303CO - 1 1 No 
none o>np 1 i ante ruted 

CANTREIL F S Di^risien nf Project t Resident Programs 83/03/04 

STauPLEV. .‘j L iississiapt '^auer 6 Lignt Co 3pp 134 i3 069 i:AX 

F I c te 5D-4 16. B//0J/C4. 03u32504IS. 


ilS03CB0l51 Final rept re rebar deflclcncg Revloui of rat 
resulted in revised QC Instructions 6 training sassK 
uniisval rebar details ^ problerts for civil QC engindt 
Field eng inee r s 

nCOAOOHV.d P Mississippi Power 6 Light Co 02/03/: 

O'REILLV.J P Region 3. Office of Olrector 7pp 

Fiche 30-416.82/03/19.0203000131 


*'0303350437 IE Insp Rept 50-4 16/02" I I on 930209-11 hlQ nonccnip 1 1 anc e 
noted Major areas irsperted preop e' a 1 1 ona 1 test pracecore 
rerieu. test ji t ness i ng , i evi e... of outstanding iters V revieu 
of field drauings vs rSAll 

JDrrWSCN.A H . IJIJ-MAS. M CUrci'EB Division of Engineering t. 
technical Prngrans 62/03/03 5pp 12412 oft 24x 
Fit's 50-4 I I, 05 t03f 04. O20235O41‘-- 


0355000457 Final deflciencg rept re renole shutdown pai 
reported B10923 All defective terminations ui 1 1 be n 
according to constructors field stds. broken ternina) 
Jill te replaced & screus retlghtened bg 030315 
nCGAVfCHV. J P Mississippi Power 6 Light Co 03/03/ 

O'RF.lLLr.d P Region 2. Office of Director 3pp 

FI Che 50-416. 32/03/ l9. 030.1000437 


02O'3l3OI36 Sugg Is resjonse lo IE Outlet In 00-06 t. *»R(, 001213 rsitnrsL 
for add I infc All required FbC reset hardware mods wit) be 
co-plete prior to restart after first regvlarlg scheduled 
refueling outage 

OalF.I. F Mtssiseippi Pu„er 6 Light Co 03/03/03 CiENTOn. f< N 
OCfice of Njclear fieortar Regulation. Director 3pc 1324/ Hi;i. 
54* Fide 53-416. 02/03/05. OrOSIrfOlDi 


0303580574 Second interim deficlencg rept re thermal c 
vessel head during hot opera 1 1 ons. i nl t lal 1 g reported 
011331 Investigation continuing Deflciencg riot repor 
per IOCFREO 55e Final rept le) 1 1 be submitted bg 0304 
MCOALGHV d P Mississippi Power 6 Light Co (13/03/ 

O'ReIlLV.J P Region 3. Office of Director 4pp 

f tche 50-416. 02/03/19. 0303000574 


0203170519 F 5 ru«rgt IE Info .Notice 83-04. Poteotlal OeFIcienctj uf 
Certain ACA^/AT C-7CC0 Serins T ime-De I age . - t I£ Info 
Mntice 03-05. "Increasinq rrequpncg ef Drug-Related 
fnc idpnts * 

O'RElLt.r. j P Region 3. Offiie of Director 02/00/10 cnwllt;.!! I 
Florida Pijier t. Lubi Co dpp 12131 206 24* 

Ft ere 50-C5f>. 03/03/ 10. 02031 70519 


03031701.25 Interim deflciencg rept re egulpment determ 
enqvfllfied during Nt'REO-0580 r evl ewi. 1 nl i la 1 I g repor 
011015 Revieu t, evaluation continuing Neit rept eipo> 
bg 520601 

MCCAt/OMV, 3 P nississlp;i Pouer 6 Light Co 02/03/' 

O'REILLV.J P Region 3. Office of Director Spp 

Vlche 50-416. 03/05/01.0103170635 


020335046! foi— arcs IE Info Neilce 03-06. “Failure oF Oteam Oenorater 
Primarg Side fian.-ag Closure Gtuds '' No written response 
r e guested 

O'REILLV.J P Region 3 Office uf Director 02/01/13 UPRIO.R 1 
Clertda Po'jor f. Light Co 5pp 13409 186 34* 

ftche 20 050. 02/01/ 13. 020135<14B I 


B705170427 Part 21 rept re potential loss of starting 
diesel generators during seismic evei’t benslng line 
redesigned t« piping change completion 6 drawing upda 
he tracked bg appropriate team 

WARD. J N Bechtel Corp 02/03/03 O'REILLV.J P 
of Director 3pp 13316 IIB 34X F 1 c he . 50-416, 83/ 


0303260350 Foruarjs tC Info NoLire 02-0 7. "Inadequate Decurttg 
Screening Rrogra-s " 

O'REILLV.J P Region 3. Office of Director 02/01/16 UliRlS.R I 
Florida Rower t iigrt Co .'.pp 13434 107 34* 

Flche 50-OC0. 03/01/ 16. 0303260350 


0201250477 Ac k lecelpt of 020105 Itr in forming MC of steps taken to 
correct violations noted in IE Ifisp Hept 50-416/01-56 
tEkilS.lt C Oiviston of Projewt & Resident Progrons C2/03/17 
SfAMPLCV.N L Mississippi Power 8- Light Co ip. 13409 335 21* 

Flche 90-416. 83/03/17.0201350477 


•-8301250505 Forwards response to ,NRC 030130 Ur re violations noted in 
IE Insp Rept 50- 4 1 6/0 1 -56. Cor rec 1 1 ve actions startup 
supervisor conducted several 4 to 3-h training 
presentat i ons 

MCOAtlSIiv.J P Hisslssippl Ppwar 6 Light Co 02/03/03. 

II'REILLV.J P Region 2. Office of Director. Upp 12409 316 24* 

Flche 50-41 6. 02/03/1'/. 92032504/7 


-■0203233511 Forwards IE Insp Rept 50-416/01-56 on 011116-1313 & notlcp 
oF violation 

LEM10.R C. Osvisinn of Resident L neactor Project Inspection 
02/01/20. SlAMPl Ev. N L .Mississippi Pouer L Light Co 2pp 
13409 344 24* Flche 30-416.02/03/17.0303350477 


6203170607 Final deflciencg rept re Henry Pratt aSME C 
butterfig valves not reefing closing line requlrenen 
Solenoid valves replaced 6 vendor documentation revl 
Decntel rept enci 

MCOAUCHY, J P Mississippi Power h Light Co 83/03/ 

O-REILI.y. JP Region 2, Office of Director 6pp 

Flche 30-416. 02/03/03. 8203170607 


G2O333O405 Interim Rept 1 re nuts 6 jam nuts not three 
onto CRO housing lower suppor t s . 1 n 1 1 1 a 1 ly reported 0 
fewest Igat ion continuing to determine cause h extent 
deficiency Final rept by 030416 

MCOAL'OHV. J P Mississippi Pouer S. Light Cd 83/03/ 

O'REILLY, J P Region 2. Office of Director 3pp 

Flche; 30-416. 03/03/08. 0203330403 


0303230493 Intertpi deficiency rept re possibility of b 
tine between standby diesel generator starting air r 
tank S' starting air c ompr essor . ml 1 1 a 1 1 y reported 82 
[nvesttgatlon continuing Also reportable per Part 21 
MCOAUOHY, j P Hlselseippl Power h Light Co 82/01/ 

a'RElLLY. JP Region 2. Office of Director 6pp 

Flche 50-416.82703/08.0203230492 


^ „ OOCKEl 90-417 GRAND GULF NUCLEAR STATION. UNIT 2 

•020.1290513 Notice of violation Pr 06 insp on 811116-1313 - 

• Division of Resident 6 Reac tor Project Inspection. 03/01/20 A Ago 1 teat ton/ con* tr uc 1 1 on stage documents L correspa 

3pp 13409 346 21* F I Che; 30-416. 82/03/ 1 /. 0303350477 


•8303250517 IE Ir.sF Hepl 30-416/01-56 on 011116-1215 Noncoapl 1 ai.t e 
noted failure to follo-j procedure for testing of reactor 
core Isolation cooling pr eoper a t i ona 1 test t inadequate 
startup progra- 

NAONER.A O . CANTRELL. F s Division of Resident L Reactor Pinject 
Inspection 82/01/15 7pp 12409 348 34* Flche 50-416. 

02/03/ 17 . 0303230477 


B3O3O4O10I Advises that Kuosheng data acceptable re *u 
teep ll.Nlt* Unless util can prove analytlral model c 
suitably adapted for predicting structural responses 
relief valve tests Must be performed 
SCHuEMCER.A Licensing Branch 2 03/02/12 MCOAUfi 

Mississippi Power 6 Light Co 3pp 13138; 031. 24* 

Flche 30-0C0. 83/02/13. 8303040181 


DOCKETED ITEMS 


3 


BSC30a<04t F>e 4 u««t'S util duthoMiP (it to rolea«o roctlltj desiS” d.itj 
for wfd in d & («D 1 i f)' I ng rof gldOt data bas? for 0Ui)/6 
plartt EO&O 830l?7 request dne I 

TECESCO. •? L A«6t»tant Otroctor for Licensing 02/03/lU 
htCAUCItV. J P ntsstssiggi Pouer <• Light Co JOpp 13109 133 i’dx 
Flcfe 90-416- 83/03/ in. B20303C046 


O2C3030I90 Advises that special sln-.ulated loss of all ac tost is not 
sa 1 1 sf ac tor -j substitute lor designated prooperat 1 una I 
reactor core isolation cooling tests 

SCHLEnCEB-A Licensing Dranch 3 83/03/19 MCOAUOHV. J P 

/'isslsslppi Pos-or *• Light Cp Ip 12109 334 34X 

Piche JO 416. B3/03/19. 0303030135 


6503030063 Notification of 030304 special OA meeting u/ut 1 I In 
Betr.esda. MO to discuss Independent design vertricetion 
PTogra- 

HC09TCV.N O Licensing Dranch 3 03/03/34 SCIIUENCEH. A Llfencliifi 

Branch 3 3p p 13143 339 34X Flche 30-416.03/03/24.0303030063 


6303010303 Foraard® Revision 1 to Pages 10. 13- 13. 10 6 Tech Opel 3/4 9 / 
in util 611133 serlannual heavg loads rapt per t<UREO-06l3 
OAlE.L F hitslsslppl Pouer & Light Co 03/03/33 EtOEKHUT.Ii 0 
Olvltlon of Licensing 6?p 13073 064 34x Flche 30-4 16. O3/03/:.'3. 

6303010363 


0303030317 Advises that uti) has no intention of submitting neu 
applications prior to 641331. in response to NBC B30113 
Generic Ltr 03-1 

dale. L F nisslsslppi Pouer t> Light Co 63/03/39 TEOESCO. 11 I 
Assistant Director for Licensing Ip 1 3069. 33V 34X 

Flthe 90-416. B3/03/33. B303030917 


6303030636 Advises that final rapt of control of heavg loads lel I 1 he 
eaC''itteil bg 830419 Instead of U3O301 

OAI.E.L F Mississippi Pouer 6 Light Co 03/03/39 EtSEMTUT.I) 0 
Division Bf Licensing Ip 12079 049 34X Flche 30-4 16- Oa/O.V/L’!!. 

0303030636 


0303100047 Notification of rescheduled 030311 noetlng <e/iitll In 
3et6etda.no to discuss Independent design verification 
pr cgra-i 

••aB3I0.N. L D Licensing Dranch 3 03/03/36 SCMWENCEH. A L 1 c t n -.,! mq 

Sraich 3 3pp 13191 303 24* Flche 30-4 16. 03/03/36. 6203100047 


^333100161 For-.ards "Dept on Otudg of Vtgdrogen I'untrol In llraitd Lulf 
Njclenr Station ' Prosentlg designed Igniter sgs adequate to 
prevent dangerous accunulatloii of flaisnable deut srlum-a l r 
irlctures In containment 

OAUE.L. F Mississippi Pouer 6 Light Co 02/03/03 OFNTON. H l( 
Office of Nuclear floactor Regulation. Director. 3pp ISIBI 3JII 
34* Flcfe 30-416. 83/03/03.8303100101 


— 8303100167 'Rept on Studg of llgdrogen Control In Grand Oulf Nuclenr 
Station " 

liARLGVlTZ. U , LEU IS. 0 Combustion & Erplosives Research. I tic 
01/11/39 16pp I2I0I 341 34X Flche 90-416. 03/03/02.03031001(11. 


□303100193 Foruards preliminary test program to resolve hgdroQen 
control Issues for Kart 111 tontalnment Program addressee 
rgdrogen combustion In hydrogen rlch/steam environ 6 burri 
tasting above supresston pool 

dale. L F Mississippi Pouer 6 Light Co B3/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director i3pp 13101.339 
24* Flche 90-416.03/03/03.8303100193 


0203240533 For-uerds Section 3 2 of Grand Gulf F6AR t Qryon/Orat duood 
F8AR' per telephone request U/o end 

HAASB. 14. P Quality Assuranca Branch. 62/03/04 DOCCIOtJ. 
Brpothaven National Laboratory. ip 13419. 310. 24X 

Flche 90-000. 83/03/04. 8203240333 


9203100030 Notification of contract e>ec ut Ion . Hod 2 to "Environ 
Honltdrlng Pr agran u/state of MS " Contractor State of MS 
NGLLElTtO Research Contracts Branch. FIN D-1397 62/03/03 

COBB.L I Training 6 Administration Staff. Ip. 13338. 197. 34X 

F { C h e 90- 4 1 7. 63/03/09. 6303 i 00030 . 


-.-0203180034 Mod B.pravtdlng funding for CV03 <• adding TLD monitoring 
around facilities to "Environ Monitoring Program U/Btate of 
MS • 

COBB. A B Mississippi. State of FIN D-1397 83/03/09 lOpp 

l2330rlS3 24* FI che 90-417.02/03/09.0303180030. 


□2O311D00I Generic Ltr 63-04 to all licensees of operating plants, 
applicants for OL *■ holders of CP re use of INFO BEE-IN 
program 

elOEMH-JT. G 0 Division of Licensing 82/03/09 HAU8PUR0. A 
consolidated Edison Co of Nete York 2pp 13391 031 34X 

Flche 90-000. 62/03/09.0303110001 


03O3I6OJil> Revpo-ds to NhC 020113 ltr re puteotial impact on license 
scrfdi.le due tc late responses on hgCrogen control Hydrogen 
ccritrol tleiTS acted upon e t pe.J i 1 1 cos 1 g NRC should take all 
steps to expedite revieu 

HCOAGC-<y. P MiiSI'.sipd Pcuer 1. Light Co 03/03/10 TtDEtjfU.R I 
Assistant Oircctor for Liceiisli.g lOpP 1330/ 109 34* 

Lictte 90-416. 03/03/ 10.6303 160310 


03C3l9OZ'lO Forwards revised rpapouses to Findings 9 33 t. 9 33 rt 
Human Far tors Engineering fmal rept 

DALE-L F Mississippi Feuer t, tight Co 03/03/11 DENTON. H Ic 
Off tie of Nuclear Reactor Regu I a 1 1 on. Director 4pp 12346: 3;‘f. 
34X Ficnv 50-416.03/01/11.8303190310 


0303170109 Foruards response to U11113 request for info re correlation 
stuffy of cable tray design 

DALE.L F Mississippi I’ouer f. Light Co 03/03/13 OENTCN. H It 
Office of Nuilear Reactor Regulation. Direr tor I4pp 13313 :iL'l 
34X Flche 90-416.03/03/13.0303170109 


0303170403 Forj,ards Amend 94 to application for OLs. cons t s 1 1 ng I'T 
A-end 94 to FgAR 

MCOAOGHY. 3 P Mississippi Pouer t Light Co 02/03/13 CENTO-N. H l( 
Office tif Nuclear Realtor Regulation. Director ip 12331 350 .~’4X 

Flche 30 -416. 03/03/13.0303170403 


--B3031704I9 Asend 94 to application for Ols 

mCOAuGhy. ,J p Mississippi Pouor f. Light Co 03/03/13 3pp 
13.321 391 34X Fjehe 50-41 6. 63/03/ 13. 02031 70403 


3203100339 l-'oruards response to questions raised by Seismic 
Oua I 1 f 1 c a 1- 1 on Rovieu. Teas on 030135 

OALt'.l F Mississippi Puuer 6 Light Co 83/03/13 OENTO-N-H.li 
Office of Nuc lear Reertoi Regulation, Director 6pp 13330 <iM9 
34X riche 90-416.03/03/13.8303100335 


0303170339 f oruards test date. 'Oiscussion of huosher.g Safety Relief 
Valve Mulil'Valve Actuation rNVA-4> Response Spectra." per 
030209 me s. ting 

DALE.L F Mississippi Pouer t. Light Co B3/03/I9 OENION. H N 
Office of Nuc lear Roectur Hegulatiun. Director 3pp 12319 IVl 
34 X Flthe 90-416.02/03/15.0303170,335 


■ -63031 70330 "Discussion of Kuos hong Oofety Relief Valve Mu 1 1 1 - Vu I vc- 
Actuattun cjiVA- 4) Response Spectra • Design impact 
considered t onf Ireator y 

» Mississippi Houer t. Light Co 03/03/15 39pp 13319 ( V:i 34K 
Flthe 90-11 6. B3/On/I5. 0303170335 


0203300109 foruards DRF AOO-696. H«; 1 e Test Rept 58499. "Celsmlt lusting 
of Tuo Reactor Made Bultch Assemblies " Info proprietary 6 
should be withheld trof I0Cf'fl2 790) Affidavit enc I 
OM.E L F Mississippi Pojer t, Llqht Co 83/03/16 OCMTQN. « It 
Office of Nuclear Reactor Regulation. Director 3pp 13446 J5I 
34X Flcho 90-416.03/03/16.8303300105 


0303330351 Provides justlficotion for change in completion date from 
Fuel load to prior to beginning of Phase II operation 
for equlpaient upgrades per N0REG-O9OB 

OALEL F Mississippi Poaar 6 Light Co 03/03/19 OEHTON. H ll 
Office of Nuc lear Reactor Regulation. Director 3pp 133B3 341 
34X Flche 90- 4 16 - 03/03/ 19. 0303330391 


0303340140 Foruards proposed changes to F8AH Bectlon 13 3 re shift 
technical advisor training program Revision deletes specific 
durations for constituent subprograms Changes util be 
Incorporated into Amend 99 to FOAR. 

OALE.L F Mississippi Power 6 Light Co 83/03/ 19 DENTON. H K 
Office of Nuclear Reactor Regulation. Director 4pp 13399 370 
24X Flche 90-416.83/03/19.8303340140 


9303390366 Foruards addl responses to License Gua 1 1 f 1 c a t ions Branch 
requests for info t< revisione to F8AR necessitatod by 
recent or ganl i at lonal changes 

DALE.L F Mississippi Pouer *. Light Co 03/03/33 DENTON. H 11 
Office of Nuclear Reactor Regulation. Director 67pp 12411.300 
34X Flche 50-416.02/03/33.6203330366 


0302330430 Foruards data for NBC to perform seismic analysis on Mf'CS 
SVC Later pumps M/39 overslie proprietary drawlligs Uraulngs 
uithheld Cref I0CPB3 790) Aperture cards are available In 
Central Files. 

JDHN3T0M. J A Goulds Pumps, toe 82/03/33 CHANG. T Y NHC Ni. 

Detailed Affl Uatlen Given Ip 12434311. 34X 

Flche 30-416.82/03/33.8203230490, 


--02O329O464 "Design Spec for Vertical Centrifugal Pumps (AS<1E Oectlnii 
III) for Grand Oulf I 1. 2 " 

. Bechtel Corp 79/09/13 2epp 12434 312 24X 

Flche 90-416. 02/03/23, 8303290490 
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DOCKETED ITEMS 


-'0^03?304 73 Spfc for Cpcrabi 1 1 t « fVttorontir Pro^ron for Active AJ-fl 

five t ton :[l c;o 6 « 3 13 Pu.Tpi for GronJ Oulf I I. 2 
• Bocntel Corp 7*j/03/r6 7~e 13424 340 34» 

flcoe SC- 4 14,. arrCD/sa. 0203330433 


- -03035 304 7‘5' App i Totl» | equipment Location 8. S>li-ic Rpout r e.-ei> t (. U 
Ueitnic Corvea 

• 0»Chte] Cotp 7fc/n.IS l2p» J3434 34 / 24* 

rtc*-® 30 4:6 03/03233 03033304 30 


■6203350404 "Teen Spec for Criteria for Qeiaoic Oua3 | i ic»t ion of 
Cate^or*! I Ctjuipraent Crard Golf I 6 3 •• 

• 3ec*'t>l CerP 76/03/06 Plpf 12424 329 34)1 

Fic ne 50-416. 03/03/2,3. 6303350450 


S203260I40 Pori/arfi errata identtfvlnj addi Items re)uirinp 
c laritic attorv jn facttiti) SEn, fSOflEO-Oasi 

CaLE.L F Kiisttsippi Pojer 6 Light Co 82/03/23 DENICA.IiI. 
Office ct nuclear nesttor flegolatlon. Blrec tor 5pp 124:2.1(1 
24* Pl(he 30-416. 02/03/23. 8203260140 


F SscuTitv. nedtpal. er.eTgsncg L fire protection plane 


Q20J110194 Peguestft tonporarg eseeption froe impl eicantlng si'itl.ileii 
I'PC final rule erv proleciipn of unclassified safeguarde infa 
ta 820730 

OALC.L F Kissiftslppi Poj,eT j. Light Co 03/03/03 pWL’MIlf-h 
Office of nuclear Material Safety t. Saf egua rds. Oirsc tor. 2j; 
12212 307 24* flthe 50-416.33/03/03.8203110194 


t;.'t3290254 Forwards Engineering Rept E«-al03, -rritical Crack Sties of 
Crand Oi/lf Lou Pressure lurolue Oisas.- In response to NflC 
620107 goestiars r* turtine disk lotegntu Aept ulthSeld 
Iref IOCF92 79 oj 

OALEL F Mississippi Pas.ei 6 LigH Co 82 / 03/23 OiVTOf. fl U 
Office of Njclear Reactur Hetulattco. Director 2 po 12426 060 
24 * FicPe 50 - 416 . 82 / 03 / 23, 0203290254 


020316C04I Forieards co^sients re proposed security prograe licsrir 
candlttdn Cci-ments ulthhetd iref tOCFfl2.7901 
SCIiLtNCER.A Licensing Qranch 3 82/03/03 MCOAl/OIIV. J P 

Hlsetssippi Poi.et L Light Co 3pp 1232 5 075 24X 

Fiche 30-4)6. 63/03/03-8203160041 


6333300197 Evaluates prppcsec design cnanges listed in HLREQ/CR -1659. 
Vai 4 'Reactor Safety Study Methodology Applications 
Pi ograis Gram Oj|f 1 OUR Power Plant," it. response to NRC 
lelcon Design ckaoges to facillt, not c-orranteo 

CA^f, L f Mississippi p.j,,or fc Light Co 82/03/25 PENIOM, M 6 
Office Cf Nuclear Reactor Regulation. Director 4dc I344n •'». 
24/ Fiche 50-416,82/03/23.8203.100197 


C Utility tnv-i ranmantal Repert (ER). a-enls 6 correspondence 


8203010203 Comnerts un environ rept for f at l I 1 1 1 sc . in response to 
011216 request Fish 1 uijdiife resources of project area 6 
1-pacts asso:iated u/rroposed action are adeguotelu 
described & assessed 

fllCKM/iFi.o L Interior. Oept of. Fish 6 Wildlife Service 82/02/IV 
5CH4ENCER.A Licensing Grai.ch 2. Ppp 12070 306 ''4* 

Fiche 20-416.02/02/19,0201010203 


0 URL Or »f t /FI r>a 1 Er.v I r onr. ehCa ) Elatenvents. 


iiipplc 6 c orrs spoqdenc n 


6203180219 Toruards Section 4 2 2. cooling tcaor drift 
sn/trop protecticr plan 

DALE. L F Mississippi Pouer «■ Light Co 62/03/16 
Office of Moclear Reactor Regulation. Olrec tor la 
Fiche 50-416. 82/03/1/,. 6203160219 


progran, o P 

OEUTON.M 1) 
12334: 090 


24 X 


8203120306 Forjards revlsod Tati* 5-1. "Shift Staffing L AugnOntatU' 
CapaDIIIties. oP energency plan par 5upp t 1 to 6ER 
ttJ'/RtC- 05541 

OA.E.L /• tlisslSBlppI Power (, Light Co 82/03/03 DEWroM.li'i 
□ fflcs of Nuclear Reactor Reguletloii. Oiractor App 12250 Wi 
54 * Fiche 50-416.02/03/03.8203120306 


0203230740 Requests add I info re reschedule Of emergenty prepsistssvs 
implementation, ap p ra t sa I . Ut 1 1 will be advised when slate uf 
preparedness program reaches point which warrants resumption 
of appraisal 

SCHWe’/CER.A Licensing Branch 3 82/03/11. MCOAuCliV. J t* 

Mississippi Power 6 Light Co 4pp 12397 233 24* 

Fiche 30-4 16.82/03/11,0203230740 


I Financial infornatloii 


8107160422 Forwards Annual Financial Rspts lOVn-lRCO. Also forpaids 
South MS Electric Pooer Association Annual Financial Rept 
1980 AddI financial Info end. 

OAlE.L F Mississippi Power t Light Co 01/07/09, OENfON. II » 
Office of Nuclear Reactor Regulation. Director hlpp 09034 i;'i 
24X riche 50-416- Bl /07/09. 8107160422 


--6107160426 Annual Financial Rapt 190Q 

♦ Mississippi Pdwor t. Light Co 01/03/13 20pp 09034: 1 VO iU 
Fiche 30-4 1 6, 81/07/09.9107160422 


8203163221 Environ frotectlnn pl.Sh 
• Mississippi Power t, ngnt Co 
Ftchv 30- 4 I fa. 02/03/ le>. 8203100219 


(nofiradlolciical ) 

83/03/16. I7pp 12334 091 34* 


--8107160433 Annual Financial Rept 1979. 

• Mississippi Puwer 6 Light Co 00/02/15 20pp. 09034 310 

FIChd 30-416. B 1/07/09. 8107160422 


<SeRJ. suppis «, correspondence 

‘r'vor*' turbine disc Integrity Ih support 

Of SLR. In response to NflC request for addi Info re 
supplemental F.ER I 11(27) 

"a 5 Light Co 02/01/07 CENTOR.H.fc 

oal f! .‘X “’‘rv B'Fettor 4pp 12069 114 

24* Fiche ;0-4I6. 82/01/07. B2030 10190 


--9107160437 Annual Financial Rapt 1978 

• Mississippi Power 6 Light Co 79/02/02 20pp. (J9034 2.)(» /*« 

F iche 30-416. 01/07/09. 8107160432 


--0107160440 Annual Financial Rept 1977. 

• Mississippi Power 8 . Light Co. 70/02/17 I 6 pp 09034 25(1 <l( 

Fiche 30 - 416 . 91 / 07 / 09.8107160422 


•2030905D9 Advises that analysis r» so i 1 -,tr u c tur e mterecClon 
required 4y BEB Confirmatory lies 1 1 0( 4), AURCO -0931 , uH I 
be iata.jed until C30331 *' 

DA* E. L F Misstsslppl Powor & Light Co 82/03/03 OENfON.H « 

Office of Nuc lea,. Beaclor Regulation. Director ,p 121612 06 
Fiche 30"416- 82/03/05. 0203390209 


?0312030A Forwards revised faSle 5-1. "Shift Staffing 
Capabi I It les. " of e-ergency plan par Suppl | to 8 ER 
ffaUREO-06341 rr * <.u 

OaLF.. L F Mississippi Power & Light Co 82/03/03 
Office of Nuclear Reactor Regulation, Olrec tor 4o 

24* Fiche 50-416. 02/03/03. 8203120306 


t* Augmsnta 1 1 or. 

OEMTON. M ll. 
12250 023 


-“9I07I60444 Annua 1 Financial Rept 1976 

» Mississippi Power A Light Co 81/07/09 16pp 09034 2*4 5" 

Fiche 30-416, 81/07/09, 8107160422 


— 8107160449 Annual Financial Rept 1973. 

■ Mississippi Powar S< Light Co 76/02/12 16pp 09034 2 U 2 
Fiche 30-416.81/07/09,8107160422 


•8107160451 Annual Financial Rept 1974 . 

• Mississippi Power i. Light Co 75/02/14 16pp 09034 290 ?( 

Fiche 30-41 6 . at/07/09, 8107160422 


03170569 Forwards infg re use oS containment purge, per outstandi 
SE^^-SuPfl I info will he .ncorporaiiS "‘'****'’'” 
into fSAB upon resolution of issue 

3fflce Of C""*; «• 82/03/15 OENTOM. H ft 

3fflce of Nuclear Reactor Regulation. Director llco I 932 i ->7 

24X FIChe 30-416.83/03/15.0203170369 ' “F" 12321.27. 


‘*'*0107160459 An 04141 ] Flr>anctal Rtpt 1980. 

* South £lectric Pou^r Attoc lotion. Bl/07/09 30P9 

09034:314 24]f flChe 50-416. 81/07/09, Bl07l604?2 


J. Insurance 5 Ind^fnolty Information 


)3«0502 Forwards analysts of reactor feedwater controller failo 
-/lose of tor line bypass capaaUlty «. effect on .-un critical 
‘-^V^nse to Reactor gys Branch request Issya, 
n S£«.N0flE0-083l Section. J5 I » l 6 .al.o addr.,’;;d 
t.7 PdUOT b Light Co 02/03/33. OEMTON. H H 

Regulation, Director 6 pp 12409 3 M 

vX Fiche 50-416. 82/03/23, 9203250502 J-fsov 1 


8203050463 Forwards Endorsaments 13-18 to NELIA Policy NF-2S7 
OALE.L F Mtssieslppt Power t. Light Co. 82/02/23 KERR.O U- 
Office of State Programs* Director. 9pp. 12134 189. 24X 
Fiche 30-416. 82/02/23.8203090465 


6203080269 Foruarde AMI Binder EB-79 6 MAELU Binder XB-79. 

DALE. l. F hlesleeipRi Power t> Light Co. 62/02/39 KERR. 0. U 
Office of State Programs, Director. ISpp 12134.199 34X 

FtcAe 90-416. 83/02/29. 8203080269. 


•< utility Final Safety Anali|«i« fleport (FSA')i i amend* 


S2C317C403 Forbard* A-nend 94 to application for CLs. c on* I * t In} pf 
Air and 54 to FSAR 

HCCAU'CH/. J P litt*l*stp;t Pobpr (> t. Ight Co 03/03/ 13. DENTON. II N 
Office of Nuclear Reactor npgulatlon. Director Ip 13331 J9<i IMt 
F|<^« 50-416.03/03/13.0303170403 


--0303170419 Arend 94 td f’SAI Tuienty-elr drautnj* eiic I Aperture coid* 
availaiile in POR 

• Nlttltelppl Pouer 6 Light Co 03/03/13 lOOOpp 13331 394 
24* fiche 90-416.03/03/13.0303170403 


033-3230910 Fnruiardt affidavit certifging ivc of FSaR Amend 94 »» 
033319 

OM E. L F Mieiistippi Pouer 6 Light Co 03/03/19 DENTON. H h 
Office of Nuclear Reactor Regulation. Director 3pp 13407 3011 
24* Ficb* 30-416.03/03/19.0303390910 


0 Intpection report*. IE Dullatln* 6 correspondence 


030-3020697 Foriuarde IE tri«p Repts 90-416/02-07 t, 90-417/03-03 on 
830136-29. No none orep 1 1 anc e noted 

CANIRELL.F S Region 2. Office of Director 83/02/00 

STaPPLEV.N L Mississippi Pouer 6 Light Co 3pp 12006 379 34X 

Flche 90-416.03/03/00.0303030697 


--6303030660 IE InSp Repts 90-416/03-07 fc 50-417/03-03 on 030126-39 No 
none o-ip 1 tence noted. Major areas Inspected I ns trumen ta 1 1 on 
■aorl.worl activities 6. QC r ec ords. 1 1 c ense s Identified Items. 
Inspector tollouiup Items 6 audit on electrical area 
OTODONS. T O . BUFF. A □ Region 3. Office of Director 03/0.7/05 
4?f 12006 377 244 F(che 90-41 6. 02/03/00. 0303020697 


0303000349 Foruerds IE Info Notice 03-0 1 . Dev 1 s 1 on 1. "Ativlllarg 
Feedweter Puicp Loclout Resulting From Uesttnghouse U-3 
Saltcb Circuit HOd " No response required 

O’nEJLLV. J P Region 2. Office of Director 02/02/26 wUHtO.R I 
Florida Pober I. Light Co 4pp 13190 103 344 

FIche; 90-000. 02/03/26. 0203000349 


0303170441 Foruerds IE Info Notice 02-03. "Environ Tests of Electrical 
rermlnal Qlocks " 

O'RF.ILLV. J P. Region 2. Office of Director 02/03/04. OHRIO.H I- 
Florida Pouer 6 Light Co 4pp 13319 309 34K 

Ficre 90-000. 03/03/04.0303170441 


6303120136 Suppls response to IE Bulletin 00-06 6 NRC 601SI2 reguest 
for addl Info All required EOF reset harduars mods util be 
complete prior to restart after first rsgularlg scheduled 
rafuellng outega. 

PALE.L F Mississippi Pouer t, Light Co 03/03/09 DENTON. I< l< 
Office of Nuclear Reactor Regulation. Director 3pp 12247. 1113. 
24X Flche 90-416.63/03/03.0303120136 


C3031705I9 Forciard* IE Info Notice 03-04. -Potential Deficiency of 
Certain ACASTaT E-7000 Gcriet T lme-D« lags, " t, IE Info 
Notice 02-05. "Increasing Frequeneg of Drug-Related 
Iric Idente. " 

O'REILLV. J. P Region 2. Office of Director 03/03/10 OMRIO.R E 
Florida Pouer t. Light Co 4pp 13331 306 54X 

Flche 90-000. 03/03/10. 0303170919 


0203390481 Forii/ardt IE Info Notice 02-06. "Failure of Steam Oeneretor 
Primary Side Menuag Cloture Btuds. " No uritten response 
requested 

Q'RETLLY. J P Rsgton 3. Offlte of Director 02/03/12 UHHia.R t 
Florida Power t> Light Co 9pp 12409 106 24X 

Flche. 30-000. 02/03/12.8203290401 


8203260390 Foruerds IE Info Notice 02-07. "Inadequate Oecurtty 
Screening Programo " 

□ 'REILLY, J P. Region 2. Office of Director 03/03/16 UHRtO. R F. 
Florida Pouer & Light Cd 4pp 13424 107 34X 

Flche- 90-000, 03/03/16,8203260390 


8 Repprteble occurrences. LERt t, related correspondence 


O203C39398 Final deflclentv rspt re loose ulre termlnattone on AMT-tvpr 
relage used In MStv Icatege control tgs pan e 1 s. ml t lei 1 u 
reported 611104 Ring luge used to securely feeten ulrea to 
relays Also reportsd per Part 21 

PCOA170MY. O. P Mississippi Poutr 1. Light Co 02/02/19 

O'REILLY, JP Region 2, Office of Director 9pp. 12149 I4B P4X 

Flche 50-416,82/02/19,8303000390 


03O3O8O39O interi.-i Ueficienry Rapt 3 re lou .leasured flaw rate »» I.!!!- 
electrical suiitChQOai roon :uol inq sys Eafety implications 
t rapor tab 1 1 I ty riot delernined Tiiial rept fipectrd by 
030415 

rCOAOOHV.J P’ Mississippi Pouer {, Light Co 03/03/19 

U-REILLV, J P Region 3, Office iif Director 3pp 13156 300 34X 

Fi cfif 50-416. 03/03/1'!. 0L’030a0590 


0303000151 Final rept re lehar deficiency Revieu of rebar ins t a 1 1 a 1 1 un 

resulted m revised ()C instructions V training sessiori on 
unusual rebar details t p rot I ess for* c i vl 1 (JC engineers fc 
field srigiiieers 

MCCJAtrONV. j P Mississippi Pojer 1. I.sgrt to 83/03/19 

O'REri.LY. .1 P Region 3. Office of Director 7pp 13193 139 L’Ax 

Flche 90-416, 03/02/19. 0303000151 


0303000457 F m,, I deficiency rept re remote shutdouti panel s. in 1 1 lal ty 
reported H10933 All defective terclnatlona uill be remade 
accordlrg to i ons true tor s field stds. broken terdiinal blocks 
vl 1 1 be replaced 6 serous retlqhtened ty 030319 
rCOAUOIIY. J P MISSISSIPPI Pouer t Light to 03/03/19 

O'HEILLV.j P Region 3. Office of Director 3,ip 13190 016 :'4x 

Flche 90-416. 03/02/19.0303000457 


U203030374 Second interim deficirncg rept re thermal cycling of reactc.i 
vessel head during hot op erat i pns . in 1 1 tal 1 ■> ropoi ted on 
011301 Investigation continuing Deficiency not reportable 
per lOCFRSO 99e Final rept -ul 1 1 be submittod by 030416 
MCOAUSHY.j P Mississippi Pouer L Light Co 02/03/19 

O'Rf.lULV.d P (leglor. 3, Offkck of Director 4pp 12156 332 ;!SX 

Flche 30-416.03/02/19.0303000974 


U303I70639 Interim deficiency rept re eqiiipmeni determined to be 
unqualified during LURE 0-0900 revieu. Initially reported 
011019 flovieu ti evaluation continuing Nert rept expected 
hy 020601 

MCOAUCHV. J P Mississippi Pouer t, Light Co 03/03/01 

n-REILLV. JP Region 3. Office of Director 2pp 13330 019 f^dx 

Fiche 30-416, 03/03/01.0203170635 


0303170427 Part 31 rept re potential loss of starting air for standby 
diesel generators during solsmic event Sensing line location 
redesigned h piping change conplstlen t. dreulng update uill 
be tr.ickod by appropriate loam 

UAR0.3 N Pechtel Corp 03/03/03 tl'REILLV. JP Region 3. Uffiti- 
of OIrottor 3pp 13316 310 34X Flche 90-416.83/03/03.0303170437 


□303330409 Interim Ropt 1 re nuts b jam nuts not threading propel ly 
onto CRH housing louer supper t s. i hi 1 1 a 1 1 y reported B30309 
Investigation continuing to determine cause 6 extent of 
deflclerxcy Final ropt by 930416 

MCOAUOMY. J P Mississippi Pcjer 6 Light Co 83/03/00 

Q-neiLLY. J P Region 3. Office of Director 3pp 12309 199 24X 

Flche 90-416. 03/03/00.0203330409 


83'Q33tM492 Inteelm deficiency rept re possibility of bteal in eenslitg 
line betiJeen standby diesel generator starling air receiver 
tanl, 8* starting air compressor. Initially reported 030309 
Investigation contlnuln} Also reportable per Part 31 
r-CDAUDHY. J P Mississippi Pouer t. Light Co O3/D3/0O 

O'REILLY. ,j P Region 3. Office of Director App 13303 lOO 24X 

Flche 90-416. 03/03/00.0303330493 


noCFET 90-433 MILLSTONE NUCLEAR POWER 3TAII0N, UNIT 3 


A App 1 1 ca t ion/ construe 1 1 on stage documents & correspondence 


0302030193 Forwards oddl info r* SEP Topic 11-4 F. "Oett I ement of 
Foundations & Burled Equipment " W/96 aperture cards 
Aperture cards are avotlale In POR 

COUNStL. M. 0 Northeast Nuclear Energy Co Csubs. of Northeast 
Utllttlesl 83/01/37 CRUTCHF lELD. D Opeiatlng Reactors Oraiich 9 
lOpp 11030 231 24X Flche 90-349.03/01/27.8303090133 


8203030136 Advises of schedule dates. 031 101 for F9AR (, ER submitlals 1, 
091101 for const coFp 1 etl on. i n response to Oeneric Ltr 
□ 2-01 

C0UN3IL.M. 0 Northeast Nuclear Energy Co. fsubs of Northeast 
Utlllticsl 82/03/10 TEOESCO.R L Division of Licensing Ip 
13077 304 24X Flche 30-433.03/03/18.0303030136 


8303060453 Qubmlts addl Info re plans to assure that required shift 
coverage ul 1 1 be available by 030701 per NRC 020107 request 
tnfo concerns 810933 request for delay In implementation of 
MWaEG-0737 Item 1 A 1 3 

COUNStL. N 0 Northeast Nuc tear Energy Co (subs of Northeast 
Utilities). 83/03/01 EIBENHUT.OO Division of Licensing /pp 
13137 330 34 X Fichu 30-000,03/03/01.8303080499 


l.f. Iit 4 f.f.v t « criBs'it 1 1 Hepcrt »tR». dmenCt C. CO''r««pcr-<l«rcc 


tOl F>l Fnr.ardt ;utlir.? (di- Cnapter 7 of environ rppc rp 

ptiviron prfp.-ti cf Ptcidei.ts Concurrence retueotrd Dy 
e 20132 

CC%ir<r>lL. ;; O FCt. U F r< 0 't Heart ) ear Energy Co (ruis of 

'vcr*‘ea»t Utilitierl OS/OS/Od. CISEN'djI* D 0 Division oF 
Licensing 3pr IS20I 177 jat Fiche 50- A?3. 92-'03/04. 0iL'O3 1 iiOlUl 


F Security, neaicsl. erergepcy L fire protection plans 


6?03i'‘'OS57 Fre;»ests I lilted eismptlon from regu ironen ts of 10CFfr7j OidJ’ 
'.C;f? 72 r:e Jctil Hrcsjo, foj to fcltnj cab met. les i gnatlon 
>f dll didi-irgs d» sjCegudres inf j «. instal latior. of locling 
bd's t. Iccis at Millstcre u>tll be completed by date 
COb^’SIl-.W C Cnfinecticut Vartee fito-lc Foioer Co 9.7/03/20 
EIBtNriuT.O 0 Division of l icensing 3pp I2d26 294 24K 

f Ithe 50-CJ0. ea/Ci:i/ 20. 02032903 5/ 


I Finarctdl Hi for -at I on 


D2C372C6an ruruaros revised Page 3 cf rlA Municipal Electric Cooperativi 
general b r'ludncia*. ;nfn b Electric Cooperative Erricits 
5 6 uPdatinj ccst estimates re profcsed interest furcsase. 

SMa:.'-- F M Day. De-'-ii b .-Icvard 02/02/24 yCbNOauCCb. D J 

L-.( easing Branch t t,tr 12079 C20 2aX Ftd.e 30-423. 02/P? /i’A. 

e 20 . 302 (;<> 4 r. 


Insurance b inJei-nitg Infor-ation 


11203230599 Foriaards Fndorser ents 77 K 70 to n£ 1 TA Policy NF-173 

SINl 0 1 . J M Mar sb *. rlcLerran. Inc h b M Nuclear Conscttants.lnc 
Olv 02/0,1/19 3A_ T 7isA*.. J Antitrust b Econor-ic analysts Branch 

iDtility Firancei Jpp 12409 Vt.'3 24X FHWe 50-000. C3/03/ 19. 

Q2032 30599 


O trspecticn reports* (£ lulleCi-is b correspondence 


0203050103 Forwards IE Ir.sp Rept 50 423/e2-0« «n 0.90113-13 No 
r one c.-p 1 lanc e nntel 

MAtflri. r r Oivision cf Engineer mg 8t Tecbnlcal HrcQraais 32/0?/lc> 
CO'/icOlL-W O tcurthe.ssl t.iiclear Energy Cs Isubs of tJorlheast 
Utilities I ?pp 12125 062 24/ Ftche 30-423. 02/02/ 1 4. 0203050100 


- -U201OSOI 10 IE Insp Pept 50 • 423/62-0 1 oi 020113-13 No nonecap I ianc r 
iirted Haipr s-oas Inspected licensee activities in 
resoli.tiun uf const defictenciss in design of rock anchors 
CHAUCHAflv’. 5 a . ITAVAAO. P . TAlPP.u E Division of Engineering b 
Tecnncal I’roprams 82/02/10 4pp 12135 044 24X 

Fit he 3C-423. 02/02' 1*. 0203050 1 CB 


0203050440 Foruards IC Info Notice 02-0 1 . Rev i s i on 1. 'Auiillarg 
Keediuatsi Pump l.otkout Resulting From Uestlnjliousa U'2 
S-itci Circuit F-ixl ' Hevlsed fable I is also enc I to 
clarify circuit diagrde.s tlo uritlori response required 
•iAvnES. R C. Region 1. Office of Director 82/02/26 O'ICClC-J. 0 

Consolidates Edison Co of Nov; York 3pp 12134 177 24* 

riche 3O-CCO.n2/O2/24,02O3C 50440 


□2030‘70I53 Act receipt of 620112 Itr informing NRC of steps taken to 
cot reel violations noted In IE Insp Rept 30-423/01-02 

rARfIN. I f Division of Engineering S Technical Programs 82/03/03 
COUhSIL.W C Northeast Nuclear Energy Co isubs of Northeast 
Utilities! Tpp 15144 lOB 24X Flckie 50-423.82/03/03.6203090153 


--8203090I41 Responds to NRC R10423 Itr re violations noted In tt li.sp 
Rept 50-423 /61 -02 lJu violation aiisted re Item 0 concerning 
reqii ] r eraont i of Std aCI- 318-71 Cganiik t*-ent For corrective 
action rescinded 

CObSSIb-id O . CaONETTA. U P Nartheaut Nuclear Energy Co esubs of 
Northeast Utilities! 82/01/12 ORUtdi’CR.E J. Projects Orancli 1 
3?p 12144 no 24X Ft the; 30-423. 92/03/03. 82030V01 33 

0S03310267 Fortpards IE tnsp Rept 30-423/32-02 pn 820111-31 b02'0I-:>3 
No nonco-p 1 lane e noted 

eTABOSTEChl.H Division of Project t. Resident Programs 02/03/12 
CDL'hBll.. U O Northeast Nuclear Energy Co (suds of Northeast 
Util I ties! 2pp 124S5 17) 24* FIche 50-423.02/03/12,8203310267 


-8203310271 IE Insp Rept 30-423/82-02 on 020111-31 «. 0201-23 No 
none pmr 1 lance nsted. Major areas I nspec t ed ; uor k assockated 
iii/pipe er ec 1 1 on. c 3t> I e raceway er ec t Ion. f I o Id procurement* 
callbr b eialnt of equipment ti concrete placerent 

NATTIA. 2. C EL SASSER . r Division of project (i Resident Programi. 
62/03/11 17pf 124 35 173 24X FIche 30-423. 82/03/ 12, 020331 0,"**/ 


8201310333 Forwards |E tnfu notice 02-06. Tallure of Steair. Ocnera 
Frlnar,- Side Manway Closure Studs ” No written response 
•equt r ed 

PAYNES. n C Region 1. Of fit* pf Otrsttor B2/03fl3 Q'TOOi-tJ 
Consolidated Edison Co of New York MC.NtlLL.C A Power Author 
of the State of Neu: York t>0EHlT2.R A Public florvlca Electric 
Cas Cd of New Jersey 5pp 12452 004 24* FIche 30-0!>0. 02/03 

R2033 10333 


02031702/3 Forwards lE Info Notice 02-03. •'Environ Tests of Electr 
" No urtttoo r^sponve requl^^d 

HAvriFS'ft C Regtori I- Office Director 02/03/It> O'TOOLE J 
CoriQol I daied Edtfton Co oF 'iosk t'.CNc 1 UL « C A f^OsbUt AutS^t 
3 # the State cf Neu; Vorii tOEHlTZ.fl A Public 8»rv»c« Clfctnc 
Gas CO of New Jersey 0P5 12312 239 24* Fi c h« : JO-CCO. 82/01 

02031702/3 


0203170406 Forwards IE Info Notices 02-04, "Potontlal Oeflctenc/ c 
Certain aCASTaT E-7000 Gertes Tlree-Oelay Relays" b 03-03. 
"Increasing Frequency of Drug-Related locidonts " 

HAvr.LS- R C Region 1. Office of Director 02/03/15 0 TOOlE. , 

Cpnsol I da ted Edison Co of New York MCNEllL-C A Power Authti 
of the State of New York 03ER1T3.R A Public Service Electric 
Gas Co of Nej Jersey 5pp 12320 021 24* Fiche 30-000,03/C; 

0303170406 


0203310361 Forwards IE Info Notice 02-07. ' Inadequate Security 
Screening Progca-s " No written response required 
haYnES- R C R«giun 1. Office of Director 02/03/16 O'lOOLC-, 
Consolidated Edison Co of New York ORO.N3. J C . MC.sElL.C A. I 
Auf'orllg of the State of New York 5pp 12455 073 24* 

Fiche 50-000. 02/03/ 16. 0203310361 


S Reportable occurrences. LCHs h related correspondence 


‘‘201050447 Secone interKn potential significant deflctenty rept ri 
design of min charging pump flow* not being capable of 
oeliverin; required flow to RC0 Adequate flow provided by 
safety-prade PORUs used on Unit 2 Neit rept by 020415 
C0bN3U..W0 Northeast Utilities 82/02/10 HAYNES, H C «»« 
Office of otrsetor 2pp 12134 162 24* Ftcho 50-423.82/02/1 

0203050447 


0203230140 final Significant Deficiency Rept 30-9 re main Feedlin 
ruptxire w/fsilore of blowOcun sys Design .sodifiod to include 
cavitaklrg venturles to preclude uncontrollable auilliary 
feedwater flows to faulted steam generator 

t0JN91L.W C • wERhEll. n P Northeast Nuclear Energy CO fsubs 
Northeast Utilities! 82/03/03 HAYNES. » C Region I. Offlte 
Director 2pp 133e0 354 24* Fiche 50-423.62/03/03.02032301 


V Operator Eramlna t i one 


6203010001 Addl response to FOlA request for 30 categories of dor 
re NUREG-0660. "NRC Action Plan " Forwards documents listed 
in Apps A. B- C b D Info partially withheld fref FOfA 
Eiecptlon 51 

FELTON. J 11 Division of Rules and Rotords 01/08/04 MAOOCM. 

Kay e. 3c ho 1 er . F I ersian. Hay s b Handler ‘fpf- 12750* 006 24* 

Fiche 30-42J. 81 .'00/04. 02O3OIOOOI 


-0201030302 forwards operator/ senior operator code sheets t. star 
results Na-ies shall not be given In providing Analysis b 
Technology. Inc a/reqoested data. 

DILCERT.C Northeast Nuclear Energy Co (subs of Northeedt 
Utilities! 00/06/03 OUZY. J NRC - No De ta 1 1 ed AF f 1 1 l»t l< 
Clver. 5pp 12760 103 24* Fiche 50-000, 01/08/ 04.02030 »00( 


DOCKET 30-424 ACUIN U VOOTLE NUCLEAR PLANT. UNIT I 


A App 1 1 C at ion/ c onstruc 1 1 On stage docu'uonts b correspondence 


0203030195 Su-umary of B20203 meeting w/ut 11 . Southern Co Svt b Qe< 
Power Corp in Bethesda.MD re use of 13X damping factor For 
design ef cable tray supp orts- L 1 st of attendees enc 1 
grant. J M Lica'islng Oranch 1 02/02/12 Licensing Branch 

5pp 12144 337 24X Fiche 50-424.02/02/12-0203030195 


0203010163 Sub-nits Info re application for OL par 820112 Oenarlc 
02-1 OL application will be submitted In Sept 1983 No 
applications or requests will be sent for review in 
Categories 2-6 before 841231 

aECKHAM. J T Oeorgia Power Co 82/02/19 lEDEOCO. R U Off I 
Licensing 2pp 12069 019 24* FI c ne 30-424, 82/02/19. 02030 1 


8203100336 Forwards nonpropr letary b proprietary portions of “Vo 
Electric Generating Plant Rept on Cable Tray Support Sys 
Design Darping Values." supplementing P5AR F0AR will be 
submitted in Sept. 1903 

0UTT0.V.0 OaorgiB Power Co 83/03/05 EISENHUT.DO Office 
Nuclear Reactor Regulation. Director 2pp 12102 123 24* 

Fiche 30-424. 02/03/05,0203100336. 


DOCKETED ITEMS 


--6203100330 Notipf opr 1 « tarij portions of "Vogtle Electric Oeneroting 
plant Dept on Cable Trag Support Sgs Oeeign Damping Values ' 

< Oeorgia Poster Co B2/03/03 43pp 12102 127 24X 

F I c K e 30-424. 02/03/03. 0203100336 

0203110001 Generic Ltr 82-04 to all licensees of operatlna plants* 
applicants for OL 6 holders of CP re use of INPQ 8EE-IN 
program 

EISENHUf. 0. 0 Division of Licensing 02/03/09 t<A09PU20- A 

Conso 1 I dated Edison Co of Neui York 2pp 12231 031 24X 

Flehe 30-000- 82/03/09, 0203110001 


C Utlllttg Env i con-sental Report (ERl. aeends t. correspondaiic* 


6203170039 Oocunents necessarg conditions e<tst re Oglethorp Power Cot p 
application to Rural Electrification Adnl ti 1 s t ra 1 1 on for 
financial assistance per envlrott rept 

EISFnhOT. 0 0 Division of Licensing 02/03/03 OOTTO.M. 0 Gioriitd 
PCser Co 3pp 12329 130 24X flche 30 - 4 24 , 02 ,'03/03. 02031 70039. 


r* SeCurit-l. medical, energencg t< fire protection flans 


8203100121 Approves util proposal for processing tS< transmitting 
protected eafaguarils Info Subj to stipulation that code be 
changed periodlcallg or whenever comproinlse suspected 

YOjNOOLOOO. B. J Licensing Branch I. 02/03/08 DUTTON. D E Opnrgln 
Power Co 3pp 12329 278 24X Flche 30-424. 02/O3/OB. 0203180121 


0 Inspection reports. IE Oulletlns (■ correspondence 


0203020362 Forwards IE Insp Repts 30-424/82-02 V 30-423/82-02 on 
020113-13 No noncomp 1 lane e noted 

HELUOOO.r J Region 2. Office of Director 02/02/00 MILLER. J II 
Osorgta Power Co 2pp 12082.069 24X F 1 c ha . 30-424. 02/02/011. 

0203020362 


■8203020373 IE Insp Repts 30-424/02-02 6 30-423/02-02 on 020112-13 Ni. 
ncnconp 1 lance noted Major areas Inspected QA insp of 
structural loncrete perforihance t followup nt alte auditors 
tiperlenc • 

UfltOHT.R R . UPRIGHT. C M Region 2. Office of Director 02/02/04 
6PP 12002 071 24x Flche 30-424.02/03/00.0203020362 


0203170339 Forwards 1C Insp Repts 30-434/02-04 «. 30-423/02-04 on 
020M0-0310 No none omp 1 1 anc e noted 

LONB'F J Region 2. Office of Director 02/02/53 KILLER. J II 
Oshtgla PcLer Co 2pp 12321 113 24X Flche 30-434.82/02/23. 
0203170399. 


--0203170390 IE Insp Repts 30-424/92-04 6 30-433/02-04 on S20i 1 0-021 0 No 
none O’Sip 1 1 anc < noted. Major areas Inspected . containment 
ersc t ion. heavg eguipment hand 1 1 ng. storage of eitulpment. wel d 
gual 1 f Icatlon 6 training 

eANOERB.M. F . BflQUNLEE. V L Division of Project 6 Resident 
pTdjrams, 02/02/23 6pp 12321 113 24X Flche 30-424. 02 /OL'/m. 

0303170389 


8203060349 Forwards IE Info Notice 83-01 . Rev 1 si on 1. “Auitllarg 
Feeduacer Pump Lockout Resulting From Uestlnghouse U-2 
Switch Circuit Mod. ” No response required. 

O'REILLY. JP Region 2. Office of Director. 02/02/26 UHRIO.R E 
Florida Power 6 Light Co 4pp 12138 163 24X 

Flche, aO-QQQ. 82/02/26.8203000349 


8203170441 Forwards IE tnfe Notice 02-03. "Environ Tests of Electrical 
Terminal Sloe Is. " 

O'REILLY. J P Region 2. Office of Director 02/03/04 UHRIO.R t. 
Florida Power «, Light Co 4pp 13313 309 24X 

Flche; SO-000. 82/03/04,0203170441 


6203170319 Forwards IE Info Notice 02-04. "Potential Deflclencg of 
Certain AGA6T AT E-7000 Series T Ime-Oe lags. *' 6 IE Info 
Notice 82-03. "Increasing Frequeneg of Drug-Related 
Incidents. 

O'RElLLV.J P Region 2. Office of Director. 82/03/10 UHRIO.R L. 
Florida Power 6 Light Co 4pp 13331:206 34X 

Flche 30-000. 02/03/10. 8203170319. 


8203230401 Forwards IE Info Notice 02-06. "Failure of Steam Oenorator 
Prlearg Side Kanueg Closure Studs." No written response 
requested 

O'REILLV.J P. Region 2. Office of Director. 03/03/13 UHRIO.R k. 
Florida Fewer L Light Co 3pp 18409 1B6. 34X 

Flche 50-000,02/03/12.0303250461 


0303260330 Forwards IE Info Not its 03-07. " Inad equate Securltg 
9crsenlng Progrems. " 

O'REILLY. J P Radian 2. Office of Director. 62/03/16 UHRIO.R E. 


DOCKET 30-485 AuVt.N 11 vCdl.E M.ICLEAR PLANT. UNIT 2 


A App 1 1 c a t 1 on/ c one tr uc t ion stage documents 6 correspondence 


8.703030195 Suemarg of 0.70203 heetlng w/ut 1 1 . Cjouthern Co 3vc t. Oochtul 
Power Corp in Dethesda. MU re use of 15'X d.tmplng factor for 
design of cab le trag supports List of attendees enc 1 
grant. J M Licensing Oranch I 02/02/12 Licensing Branch I 

Spp 12144 337 24X Fiche 30-424, 02/02/ 12. 02030301 93 


8203010163 Bubnits info re application for Ui_ per 020112 Generic Lti* 
02.1 OU application will he submitted in Cept I9b.3 No 
applications oi requests ^.111 be sent for review In 
Categories 2-6 tefoie 641231 

RECKHAM. T Georgia Power Co 02/02/19 lECCUCO.R L Otvisioi. ul 
Licensing 2pF 12069 019 24XHche SO- 424. 8.7/03/ 1 9. 02030 10163 


82O3IO0336 Forwards nonpr opr 1 eta r g b proprietary portions of "Voqlle 
Electric Generating Plant Rept on Cable Trag Support Sgs 
Design Damping values. ' supplementing POAH FSAH will be 
submitted In Seot. I90'l 

nuTTCN. O Ouorgia Power Co 03/03/05 EtSLf.HUT.D 0 Offitu nf 
Nuclear Hoactor Hegulalinn. Director 2pp 12102 l23 24X 

Flche 30-424. 83/03/05.0203100336 


--02O3IO3330 No nprop r 1 e'.arg portions of "Vogtle Electric Generating 
Plant Rept on Cable frag Support Sgs Design Damping Values *' 

• Georgia Power Co 02/03/03 43pp 12102 127 24X 

Flche 30-424.82/03/03.0203100336 


0303110001 Generic Ltr 82-04 tn all licensees of operating plants, 
applicants for CL J. holders of CP re nse of JNPO SEC-IN 
program 

EI6EMIUT.0 0 Division of Licensing 02/03/09 haUSPURO.A 
Consolidated Edison Cu of New York 2pp 12231 031 24X 

Flche SO- 000. 82/03/09. 8203 1 lODOl 


C Utility Environmental Report <F9). afl-onds 8. correspondence 


0203170039 Oocurxants .locessacq conditions oilst re Oglethorp Power Crn i 
application to Rural Cl oc t r i f 1 c a t Ion Administration for 
financial assistance per environ rept 

EIBEN-IUT.O O Division of Licensing 82/03/03 OUTTUN. D Ut-orgi.s 
Power Co 3pp 12'J29 150 34X Flche 30-424.82/03/03.0203170039 


F Gecurltg. medical, emergeneg & fire protection plans 


02O31BO12I Approves util proposal for processing t. transmitting 
protected eafeguards info sub j to stipulation that code be 
changed perlodscaltg or whenever compromiso suspected. 

YOUNOOLDOO. 0 W Licensing Oranch 1 02/0.3/06 OUTTON.OE Ururgii 

Tower Co 3p p 12329 27a 34X Flche 30-424.02/03/00.0203100121 


0 Inspection reports. IE Bulletins 6 correspondence 


0203020362 Forwards IE Insp Repts 30-424/02-02 b 30-423/82-02 on 
□20112-13 Nd nunc omp 1 1 anc e noted. 

HELLOCO.P J Region 2- Office of Director 02/02/00 KILLER- U. It 
OeoTQia Power Co 3f.p 12002 069 24X Flthe 50-424. Q2/02/0U. 

0203020362 


--02O3O2O375 IE Insp Repts 30-424/02-02 b 30-493/02-02 on 020112-13 No 
none o.5p 1 I anc o noted Major areas inspected:OA Insp of 
structural concrete performance b followup of site auditors 
eiper lenc e 

WRIGHT. R U . UPRIGHT. C M Region 2. Office of Director 82/02/04 
6PP 12082 071 24X Flche 30-424,62/02/00.6203020362 


0203170309 Forwards IE insp Repts 30-424/02-04 b 30-425/02-04 oii 
020110-0210 No noncomp 1 lane 0 noted 

LCNO. F J Region 2. Office of Director 02/02/23 MILLER. JH 
Georgia f'ooer Co 2pp 15321 113 94X Flche 30-424.82/02/23. 
0203170309 


—0203170590 IF. Insp Repts 30-424/02-04 & 50-493/82-04 on 820110-0210 
none OMP I 1 anc e noted Major areas inspected containment 
er ac 1 1 on. heavy equipment hand I tng. s toragr of equl pment. weld 
qual 1 f tea t t on b training 

SANDERS. H. F . BRO'WNuEE. V L. Division of Project b Resident 
Programs. 82/02/23. 6pp 12321 113 24X Flche 30-424. 02/02/23. 

0203170389 


0203080349 Forwards IE Info Notice 82-01. Revl s i on 1. "Auiillarg 
Feedwater Ptnrp Lockout Resulting From West I nghouse M-2 
Switch Circuit Mod " No response required 

O'REILLV. J.P Region 2. Office of Director 02/02/26 UHRIO.R t. 
Florida Pojier b Light Co 4pp 12130 183. 24X 

Flche 30-000.82/09/26. 0203000349 


346 


DOCKETED ITEMS 


3l7i;44I IE ^•*f1 Xctic* 62-03. En 

T I 0 lo; I 9 

D »E'l.l ' We^lSf «■ tf OiTeHttT 

> :criJj PO»»>’ >« LiJ't Ci 12JI5 3C9 

f i<n» *C-<;30. (??40j'C4. lj.'C‘)|704 41 


ror. Teit9 of 

62/03/04 yWaO.H f 
24> 


rcrujra* le I'>*C tittup 63-04 -^olei'Xial 06 ^vtl»<•c^^ of 
Cortoir A-JaSTAT £-70.-0 SorJOl H -o-Oo ldo». “ 9 IE tnfo 
riotiio e2-C5. ■r->frosi :»9 'reiuorci/ of Orug-fielAieJ 

lor I Jont ^ 

■J'REJLlf. JP Pejlon if. OPflco of Olfector 03/03/10 UHftlG-R t 
Elcri:a p;. 0 ' >- Ll 3 >it Co App 1332V 30t> 24* 

ric^e t0-C:0. 9.7^03 10. 63C31705l5 


6303170559 VOTjaTiO IE t<\E<o Hottc« 02-04. ”Poteov,l«l OaEVtun- 
CprtalR AO/vSTAE £-7000 Serle* T l/iio-D» Jags. " & Jg Jnfo 
Notice 03-03. •• Inc feas inj Freqi/encg of Orug-neJatSd 
incidents " 

0 REIULV. J P Region 3. Office of Oifoctor 02/03/10. IMnit.tf 
floriaa Pc*..ef E- V-lQlft Co 4pp 12321 20f> 34t 

Fic-e 33-000.02/03/10,020317051“? 


B2O333O401 Foru-ards IE Info Nutlco B2-0f>. "Failure of Steen Ciririv, 
Prii-arg Side Manciag Closure Stulls " ilo uiritteti responee 

QREICLV.,|P Region 2. Office of Director 02/03/12 iXRItev 
Florida Poaier {. Light Co 9pp 12d09 lOi 24» 

Fiche SO-OCO. 02/03/12.0203290401 


0203230401 Fcruards IE Info Notice 62-Oa. "Failure of Steam Oeneretor 
Prirarg Si/e rianuag ClASure Studs *10 ijTltten response 
qi>^4 t 

0'«£(LLr, J F fiegior. 2. Cffice of Director 02/03/12 ulMlC.R t 
Florida Pci-er t Lignt Co 5jp I24C9 106 24x 

Ficne iO-iTCO. 02/03/12. 82 0 32304 01 


0203260230 Foruards IE Info Notice 02-07. “Inadequate Securvtg 
Screening Frograns " 

O'REILUV, j P Region 2. Office of Director 02/03/16 tJHRtO e i 
Florida Poieer 6 Lignt Co 4pp 12424 107 24X 

Fiche 50-CC0. 02/03/16. 0203260230 


02C32!.0.75‘J foruarjs IE Info Notice 65-07. Inadequate Securltg 
Screening Frogra-is '* 

O'SEIllv. J P Region 2. Office of Director 82/03/16 OHRIC.fl E 
Florida P/wer V Ligrc Cc 4pp 12424 V07 24X 

Fiche 20-003.62/03/16.0503260230 


SCCXEI S1N-5CI-437 FlCAllriC nlCLEAR PlAmI 


A App 1 1 : a t lor./ r one tr uc t sen stage docui-ents t c or respondenc a 


853329D31B N.stifies Inai Commission issued final rule on licensing 
requireeents fpr penctrg CP G mfg licensing agplicaticns on 
620112 Foroaras FR notice & NOR£0-07l 8. Reel s Ion 2 R/o enc 1 
TCOESCO.R L Assistant Director for Licensing 02/03/19 hACA. f’ (i 
Offshore Pdjer Sfstems 'subs of UestingPOuse Electric Corp I 6 pm 
12442 330 244 Fiche 30-437.83/03/19.0203290010 


E ,'.RC Safet, Evaluation Report iSCBi. suppls G correspondence 


0203190123 AJvises of 011504 mod of SER.Sjppl 4 NURE3-0034. to reflect 
911117 cnaiiqes rentioned in testtmong before ASL8 fleartng 
transc r i p t not enc I 

lEOESCO. R L Assistant Director for Licensing 02/03/09 
SHEnnAN.P ACRS - Adriscrg Coaimittee on Reactor Safeguards 4pp 
12397 352 34» Fiche 90 437. 02/03/05 0203190123 


H Genera] c err esponderc e 


0203000611 Advises of Ues t tnghouse Nuclear Energq 8gs organt tat tonal 
changes Or gan 1 1 a t Iona I charts pnet 

SAME. E P 'rle St Inghouse Electric Corp 02/02/24 HAASS. U P 
Oualltg Assurance Branch 4pp 12160 193 24x 

Fiche 90-437.02/02/24.0303000611 


82031 tOllO Advises that OPS became di« of Uater Reactor Oiv of 
tfesti nghouse on 020201 Change does not affect licensing 
process Sve list enc I 

Coran. 6 Z Cctert. Seamans. Cherin 6 Nellott 02fO3/O9 

WOLFE. S J . SCHiNK. 0 fl . FERGUSON. C A Atomic Safetg and Licensing 

Board Panel 3p?. 12214 052 24x Fiche 90-437.82/03/09.830311011(1 


0203260010 Conf Ircis 820319 conversation w/S Schlqsser rt closing of 
LPCR Natl need not be returned !> mag be retained or disposed 
of 

SCUOER. J L Division of Rules and Records 02/03/22 VAIL. V. L 
Stottton State College Ip 12426 397 24X Fiche 90-437.63/03/22, 

0203260010 


0 Inspection reports. IE Dulletins B> correspondence 


0203000349 Forwards IE Info Notice 62-01 . Revi sion 1. "Autlliarg 
Feedwater Pump Lockout Resulting From Hestinghousc R-2 
Bultch Circuit nod " No response required 

O'REIllv.j p Region 2. Office of Director 02/02/26 U1IR|0*R L 
Florlde Power L Light Co 4pp 13198 183 24* 

Fiche 90-000.02/02/26.6203080349 


0 203170441 Foruards IE tnfo Notice 02-03, "F.nviron Tests of Electrical 
I ermt ha I Bloc is " 

O'RElLLV.J P Region 2. Office of Director 83/03/04 UWRtO.R t 
Florida Power t, Light Co 4pp 12313 309 24x 

FlchR 50-000. B2/03/04. 0203170441 


OacaET 30-430 OElI.EFONFE NUCLEAR PLANT. UNIT I 


A Appl ic at 1 on/ 1 onstT ot lion stage documents t« corrsspondsnte 


0203010001 Addl response to FOIA request for 30 categories o' (3;in-:< 
re NURCC-0660. "NRC Action Plan " Forwards documents llsttd 
In Apps A.fi.C 6 0 info partlallg uithlield (ref FOIA 
Eiemption 91 

FElTON. J li Division of Rules and Records 01/00/04 I1A09 En.I . 
Hege. 6c hoi er. Fl erman- Hags (■ Handler 9pp 12790. 006 24X 

Fiche 90-423, 01/00/04.0203010001 

0203110001 Generic Ltr 02-04 to all licensees of operating gUrii. 
applicants for OL 6 holders of CP re use of INPO 6CE-IN 
program 

EI6ENHUT.D 0 Division of LUenslng 02/03/09 HAUBFUSO A 
Consolidated Edison Co of New Vork 3pp 12291 031 24X 

Ficre 30-000.02/03/09.0203110001 


0203170511 Updates response to Oenerlt Ltr 02-01. new license 
applications surveg. One application euboiittal re Drowns 
Fsrrg spent fuel storage demonstration, invn Ivlng drg storage 
of spent fuel in tvid casks scheduled 

HILLB.L N Tennessee Valleg Authorltg 02/03/09. lEDESCO •* I 
Assistant Director for Licensing. Ip 13320 290 24X 

Fiche 90-000. 02/03/09. 020317091 I 


0203170261 Notifies that compliance w/TMt -re 1 atod items refsrar.csl '* 
1901 revised SHP. wl 1 1 be documented in OL application 
Remainder of OL application will be reviewed against 1975 
edition of BRP 

ftiLLS.L M Tennessee Valleg Authority. 02/03/11. ADEN8AM.E 
Licensing Branch 4 3pp 12312 331 24X Fiche 90-433.63/03/11. 

6203170261 


H Ocneral correspondence 


6203190148 Forwards current lists for distribution of envlrcn rfpt.'l*? 
N supple l< amends W/o end 

AOENSAM.E 0 Licensing Branch 4 82/03/00 PAHRIS.H 0 

Valleg Authorltg Ip 12353:331. 24X Flcht.9O-436.02/O3/O8. 

0203190140 


J insurance 6 Indemnltg Infor/natlon 


0203290268 Forwards Endorsement 13 to ANl Policy NF-258 

FIEDLER, J Marsh 8. McLennan. Inc , M S. « Nuclear Consultants.' 
Olv 02/03/16 SALTEIIAN.J. Antitrust «. Economic *’’*’ *'***-,,. 
CJtllltg Finsncel 2pp 12413.290. 24X Fiche 90-436. 03/03/ '4- 

0203290268 


0 Inspection reports. IE Dullstlns G correspondence 


8203080349 Forwards IE tnfo Notice 02 - 01 , Revl s Ion 1 , ••Ao»lH*T9 
Feedwater Puicp Lockout Resulting From Hestl nghouse W“3 
Switch Circuit Mod " No rsspontc required. f f 

O'REILLY, JP Region 2. Office o( Olrsetor B2/02/26 uHK 
Florida Powbr *, Light Co 4pp. 12190. 103 3A* 

Fiche 90-000, 82/02/96,8203060349 

0303080465 Atk receipt of 820310 ltr Informing MHC of stsps tel* 
correct violation noted in IE Insp Ropts 30-43a7QI"29 <« 
90-439/01-29 oo/OSm 

CANTRELL. F 3 Division of Project D Resident Ppogra'ni^ 

PARRIS. H 0 Tennessee Valleg Authority Ip- 12197.348 
Fllhe 50-438.82/02/96,8203080463 



DOCKETED ITEMS 


-'B203080479 For'jiardj revised response to NtlC 011208 Itr re v t o leit lunt 
noted In JE Insp Bepts 50-430/01-29 b 30-439/01-29 
Corrxttve octtons OCIR 13400 (• 13416 initiated to record 
Improper tightening oF nuts on letdoun cooler supports. 
niLI.8. L M Tennessee Valleg Aothorltg 02/02/10 O'HEILLV. .1 l» 
Region 2- OFflCe of Director 2pp 1213/ 349 24X 

Flcho 30-430. 02/02/26. 0203000465 


8203080302 Ack receipt of 020203 ttr Infnrslnp NRC of steps taken lu 
correct violetlons noted in 1£ tnsp ftepts 30-430/01-31 j, 
30-439/01-31 

CANTBElLiF S Division of Project f. Resident Programs 02/03/01 
PABRIfl.H.C Tennessee Velleg Authorttg Ip 12137 110 24x 

Flehe 30-430.02/03/01.0303060302 


--C2O3O0O3O7 Responds to NRC R30l07 Itr re violations noted In 11. Ii.sp 
ReptS 30-430/01-31 6 30-439/01-31 Corrective actions uelds 
C.1SI be rei..orlied to accomplish corpliance u/appllca6ls 
drawings. 

MILLS. L M Tennessee Velleg Authorltg B2/02/03 O'REII.LV. 3 IV 
Region 2. Office of Director 2pp 12137 111 24X 

FIrhr 30-430. 03/03/01. 0303000302 


--03030B0312 Forwards IE Insp Repts 30-430/01-31 «. 30-439/81-31 on 
OlltOl-30 ^ notice of violation 

LEWISrR C Division of Resident 6 Reactor Project Inspection. 
82/01/07 PABRIO. H 0 Tennessee Valleg Authorltg 2pp 
12137.113 24X Flche 30-430. 02/03/01.9203080302 


--0203080313 Notice of violation from insp on 811101-30 

♦ Division of Resident (< Reactor Project Inspectinn. 02/01/0/ 
Ip 12197 113 34X Flcho 30-430,02/03/01,0203080302 


8203000319 IE tnsp Repts 30-430/01-31 t, 30-439/01-31 on aillOI-:iO 
None amp I I an c e noted undarsliad uelds on essential raui 
cooling water valve handling bridge crane rails 
WILCaX.J O . CRLCN.MK. R V , O0ICK. D R Division of Resldenl A 
Raactor Project Inspection 02/01/06 iOpp 1213/116 24K 

FI the 30-430.02/03/01.0203000302 


0203170441 Foroards IE Info Notice 02-03- "Environ Teats of Cloctrlial 
Tar-lne I Dloc ks. " 

O'REILLV, JP Rsglon 2. Office of Director 02/03/04 UHRIO.R I 
Florida Power L Light Co 4pp. 12313 309 24X 

Flche 30-000. 02/03/04,02031/0441 


6203170319 Forwards IE Info Notice 82-04. "Potential Oeflcloncg of 
Certain A8A9TAT E-7000 Series T ime-Oe I ags. "■ << IE Info 
Notice 62-03, "Increasing Frsqusncg of Orug-Rslatsd 
Incidents 

O'HEILLV, J P, Region 2. Office of Director 09/03/10 OHRIO.H.I 
Florida Pouer 6 Light Co 4pp. 12321 206 24x 

richer 30-000. 02/03/10. 0203170319 


0203230401 Forwards IE Info Notice 02-06. ""Fa flora of Bteem Oenei-ator 
Prlpiarg Side hanuag Closure Otuds “ No written response 
regoea tad. 

O'REILLV. J. P Region 2. Office of Director 02/03/12 oHflIO.H F 
Florida Power i, Light Co 3pp. 12409 106 24X 

Flthe 30-000,82/03/12.0203230401 


8203260230 Forwards IE info Notice 02-07, "Inadeguete Oecurltg 
Ocreening Programs “ 

O'PEILLV. J. P. Raglon 2. Office of Director. 02/03/16 OMPlO.fl E 
Florida Power « Light Co 4pp 12424 107 24X 

F iche : SO-OOO. 03/03/16. 8203260230 


S Reportable occurrences, LERs L relatsd correspondence 


02O3D9OO'9l Third Interim defltlsncg rept rs IncoTTsct tolaTentes fov 
tcPwlar steel cable trag hangar s. In 1 1 1 a 1 Ig reported 810716 
Next rapt bg 0204l4. 

MtULS.C.N Tsnnessse >/aUsg Authorltg 02/01/21, O'REILLV. J P 
Region s, Atlanta, Offlca of the Director (01/03/011 3pp 
12134:107 24X Flche 30-430. 82/01/21,8203000091 


9203080991 First Interim dcflclencg rapt re seismic support lugs on 
2-{nch or less stalnlstt steel p i pe. Inl tla 1 Ig reported 
QII224. Areas where lugs are attachad mag atblbit burn- 
through or oc Idatt on. Nai t rspt will be submitted bg 820324. 

HILLS, L ». rennsssee Vallsg Authorltg 02/01/21. O'PEIULY.d.P 
Region 2. Office of Director 2pp 12134 232 24X 

Flche 30-438, 82/01/21. 0203000391. 


8203000346 Ravlsed final deftclsncg rept ra flraprooftng matl applied 
ts conduits In ttlatig reported on 6IOS04 Design Info Request 
033 being revised to allow pgrocrets coating of conduits 
contslnlng power cab I s s. Conduc tor besting Insignificant. 

MILLB.L.H Tennessee Valley Authorltg. 82/01/29. O'REILLV.J-P 
Rsgton 2. Offlca of Olrsctor. 3pp 12136:3)1. 24X 

Flche: 90-430. 82/01/22. 8203080946 


f)203000274 Klii.sl deftcirncg left re Internal lack iif fusion on NAVt U 
sp.'irl piece, initlallg reported 010320 Spuol piece inspected 
visually t, unjercut noted uh|cl> was source of radiographic 
Indications Piece replaced Condition not goneiic 

mills, L M Tennessee Valley Authority 132/02/12 O'PEtLi.V'. J P 
Reqicn 2. Office of Director 2pp 12134 137 g4X 
Flcho 30 -433. B2/C2/I2. 020.'>C00274 


0203080446 First Interi-i deficiency rept re chiller unit piping 
c ov.ponettCs in-properly we I ded. in 1 1 1 a 1 1 g reported 020X11 
Visual eiam revealed underc ut . c n 1 d lap p ed . p or os I t g. we I d 
spatter . m Sfsa tc hed components t slad pockets 

MILLS. L M lennessoe valley Author iCg 02/02/16 O'REILIV. -f P 
Region 2. Office oF Director 2pp 12137 24 3 24X 

Flche 30-438. 02/02/ 1/,. 020 300344 6 


D2030802OI Fifth interim deficiency rept re reactor hldg cooliMP f/mi 
Initially reported om 010128 Also reported per Part 91 Field 
change reguest generated on 020112 to docunent re.-ioval of 
grease relief tubing Heit rept ig 820510 

mills. L M Tennessee valley Authority. H2/02/17 0 '«£ IILV- ,1 I* 

Region 2, Office of Director 2pp 12151) 260 24» 

Fuse 50-4311.02/02/17.6303000201 


0203000210 Fqurt'' lt»tarlr\ deflcieocg rept re attached plplicg patentie 
safety concern initially reported on 801121 Also reportable 
Per Part 21 Investigation performed where nigh energy linos 
could be sub j to displacement Ne r t rept by 820623 

MM.Lli.L M Tennessee Valley Authority 09/02/17 O'RE ILL v, .1 !■ 

Region 2. Office of Director 3pp I919S 24 7 24X 

Fife 30-430. 82/02/17. D203000210 


0203000510 Uixth Interim deficiency rept re fillet welds -elsspec 
Oestrucitve test on mockups performed Review of test results 
continuing Neit rept eipected by 020623 

MIllB-L M Tennessee Valley Authority 02/02/17 O'Heil.LV. .» I‘ 
Region 2. Office of Director 2pp 12157 130 24X 

Fiche 30-430- 82/02/17,8203060510 


0203000549 becond interim deficiency rept ru Drossor safety valve 
-a/unac c ep tab I e internal d,ur,sge during full pressure stuj.Ti 
les t. I nk t lal I y reported 81D7D9 Post-tost lt»sp revealob 
galling of guide surfaces Also reported par Part 21 
MILLS. L M Tennessee Valley Authority 02/09/17 U'REILLV. si P 
Region 2. Office of Dsrettof 2pp 12157 0(i5 24X 

flche 30-430.03/02/17,02030(10349 


0203080437 Fourth Interim deficiency rept re seismic qua 1 I f teat 1 r>n a r 
QLWequlpment in util panels, initial lyrepurt ad OUI 1 24 
Review to determine solsmic load limit contloulny NetC rept 
aipected by 020310 

MILLO.L M Tenneisee Va 1 1 ey Au th or 1 tg 02/02/10 O'HEILLV. .i 

Region 2. Office of Oi lector 2pp 12137 300 24X 

riche 30-438.02/03/10.0203060437 


0303080223 First interim deficiency rept re resolution of unantliipat 
vibratory loading c one erns. Ini t la 1 I y reported an 011220 
rrogram will be devised to ensure that piping sys operate 
within parameters to avoid vibration 1* fluid transients 
HILL8.L M Tennessee Valley Authorltg 02/02/19 O'REILUV. •> 
Region 2. Office of Director 2pp 12130.219 24x 

Flcho 50-000.82/03/19.0303080223 


02D3D0O449 Final gefltienty rept re namsplates or, Wes ting house mntoi r 
initially reported 600709 Trane Co provided documentation to 
verify that motors meet IEEE Stds 323 6 334 r oqu 1 r eiren t s 1, 
are qualified for working environ 

MILLS. L H Tennessee Valley Authority 02/02/19. Cl'REILl.V. J P 
Region 2. Office of Director 2pp. 12197.390. 24X 

Flche 30-433.02/03/19.0203060449 


0203000530 Third interim defictencq rept re failure of 3/4-lnch 
stainless steel nuts t, I0.6(X> 3/4s3 1/3-lnth holts to meet 
aSTM specs. Initially reported on 010924 Idekt rept will he 
submitted bg 020639 Also reported per 10CFR21 

MILLS.L M Tennessee Val I eg Author 1 1 g 09/02/19 O'REILLY. J.P 
Region 2. Office of Director 2pp 12136.209. 24X 

Flche 30 . 4 38- 02/ 02/ 1 9 . 0303080 330 


0203000236 Third interim deficiency rept re secondary containment mrx 
Initially reported 810710 Task force established to 
facilitate revision to £N OEB-EP 4.02. "Engineering Change 
Notices - Handling," re thermal power engineering role 
MILLO.L H Tennessee Valley Authority 02/02/22 O'HEILLV. .J I* 
Region 2. Office of Director ?pp 1215B 217. 24X 

Flche 90-430.82/02/22.0203000236 


0203060249 Fourth Interim deficiency rept re 0t.U nonconservat I v e 
analysis of neutron flui. Initially reported B01105 Hardware 
& software resolutions proposed bg vendor. Also reportahle 
par Part 21 

KILLE.L tt. Tsnnssses Vallsg Authority 02/02/22. O’REILLY, J P 
Region 2, Office of Olrfttor. 2pp 12198: 092. 24X 

Flche 90-430, 82/02/22.0203000249. 




tj. ■•j.5C4:l i'jrl;, |1 (tf-i- r«pt rs iolld stdte ac voltdje re|Ji|9 
dcvr<e of «( <cnlfCl 9 ui»er tor Qrcper opordClcn. 

■ ropc'leS SSOIOr '»pl4,» Peijuire factory r.otf Nttl 

'«t’. t. 3rCi04 a;%<; etc I'irl 31 

flllS-l rt fe-rascce vaW9« Autrcrity 63/03f34 0'R£|LLV-Jf 
(•♦jicn Cf(i'» Cif &;p<*<tjp Sc: I3I30 ITO 24)1 

F,:\« ni- 4.-.;;. 32 C2.-24. 620303241 I 


ti."' jr.6C42 j t'lral rept rj ;ntfrtial >'fA relay tcil failure due to 
^j«c ?t It 1 1 1 1 y Ic st'efi c • sc I » f- e”t r I Itlef'ent caused by 
i-jroper eiiis; cf Leisr initially repcrceJ 010313 CE 
Cert.iry se'ies coi'. tc ae instslleJ 'reportatle per Part 21 
ftllS . rr ren'essee Valle, Authority 82/02/24 O'RElLLV. I 1* 
^eqicr affice of L'lreclsr 2cp 12137 340 24 f 

fitte iC 4 38 03'C2. 24 0'C3:eo423 


r 1 c he au-y.iti> oari/j/ua> uauji /uoe' / 


0203230303 final deficiency rept re ii.elds by Jahnton Mtcblne 2jn, .. 
'evolving p la t for thy. I nt t la I ly reported 011106 Ueldt ethlbit 
over lap. under cut. ypa t ter t. Insufficient re 1 nf ore erient Nia 
velds are bcmi) tested Souice inspectors allotted exirs ties 
MILLS. I. M Tennessee Valley Authority 02/03/09 O'REILLT.JP 
Reyior 2. Office of Director 3pp 12303 327 24X 

Mct.e 30-4 30. 02/03/09. 0203230303 


0203230300 Second tnterin deflctoncy rept re uncoordinated Crawlr. 
desiyn c hange . in 1 1 1 a 1 I y reported 011020 Util in process ‘ 

of inves 1 1 gat Iny to deterrilne If condition adversely 
affects plant safety (. to Identify corrective action 
MILLS. I M Tennessoe Valley Authority 82/03/09 Q'REILLY. jp 
Heytoci 2. Office of Director 2pp 12391 001 24X 

Fiche 30 430. B3/03/ 09. 0203230300 


92'';6D4t6 Fi-isl cefi<i«h:y rept for Segue, ar t Watts Oar re 
I '.c Ohs I St ent estaclis"ert cf insp pr oyra.-. ml tial ly 
'rparteo 011324 util e..aluatiry aparcpriate corrective 
ac liens 

mills. L r fernessee valley Aathcriiy 82/09/26 O'REILLY. J »' 
Begicr 2 fffite of Cirec ter 4fp 12137 239 24X 

‘lire fC-ro-O. 62/02/26 l’2C32P046 6 


U203230433 Third interin deficiency ropt re RC6 supports b restrai-t 
colt torques, in 1 1 1 a M y reported 010024 util still In process 
of reviei/ihq ObU position re stress corrosion crachiny Part 
21 applicable to deficiency Noit rept by 820610 
MILLB.L M Tennessee Valley Authority 82/03/10 O'REILLV.JP 
Region 2. Office of Director. 2pp 12382 347 34i 

Fiche 30-430. 82/03/10.820.32304 33 


t’23Jlb32ii trirj jhteriat defipjency 'eft re engineering desiyn OA 
trainiry prcyra- iniltally reported on 810720 Course 
seisrictiors tjrti'-.ue ts te sevslcped Msst rept especteo ty 
U2C427 

L r. I rn-essee valley Autnurit, 82/02/26 Q'REILLV. J I' 
Brcicn 2 Office <.» Director 3pp 12334 016 24X 

Ficie 30 0?C. 02/02/26. 020318021 1 


0203230454 Fifth inlerir- deficiency rept re lari of rebar at stain sin, 
riued head & t-ain steast valve room pipe anchor support 
1 Odds. iniLia 1 I y leported on 01022? Concrete stiffening vails 
'ave been designed Meit rept will be subirltted 020422 
MIll&.I. M Tennessee Valley Authority 02/03/11 O'REILLY. JP 
Region 2. Office of Director 2pp 12382 349 24X 

FIcho 30-438. 82/03/1 1.8203230434 


6203160106 .rirsi mterin deficiency rept re review of procurement 
specs for DC I egvir e-T.t s. mi t la I ly reported on B20I20 Qa 
btarc'. cvirentiy ir.vest igat lug deficiency to determine 
correcti.e action Hot rept etpected by 820321 

rSILLS. I M Tehressee Valley Authority 82/00/01 O'REILLY. J f* 
Region 2. ClCftce of Director 2pp 12333 306 24X 

Ficbe 3C-0C0 32 .'03/(11. 3203180188 


e2'>3l203h5 Second ineri-i deficiency rept re failure of Vtling flov 
cohtrcl valves m fire protection sy s . int c i al I y reported 
0III24 util IS evaluating root cause of vibratten Nett rept 
erpeticd b, 820609 Also reportable per Part 21 

mills. L M Tennessee valley Authority 82/03/01 O'REILLY. J P 
Region 2. tlCfice of Director 3pp 12330 080 24X 

Ficre 30-439. 82/03/01.8203180363 


8.103100396 first Interih deficiency rept re regional Oualtty 
Engineecmy Branch mtp a«c lad of ranpouer D resources 
initially reperted 020120 AddI training given to Inspectors 
AdJI info etpected on ar before 620321 

MIH.9.L M Teni essee Valley Authority 82/00/01 O'RFILLY, J P 
Region 2. Office of Director 2pp 12330 046 24X 

fiche 50-OCO. 82/03/01.8203100396 


9^03180104 St. in mterm deficiency rept te corrosion of carbon steel 
piping, initial ly reported 001330 Twenty-one essential raw 
cooling cater piping loops identified for reanalysls Mnrl 
ccajlete or 19 loops Keii rept eipected by 820611 
MILLS! M Tennessee Valley Autfcority 82/03/02 O'REILLY J P 
Region 2. nffice of Director 2pp 13X‘3 264 34X 

Fiche 30-439.82/03/02.8203100104 


8203180202 First mterm defictencg rept re check valvs leak in nli 

00*820209 ‘’'*‘** S'^^ators. Initially reported 

on 820209 Proble- under Investigation by vendor Nett rept 
8?OS?0 Al >0 roporipj ppp Part 21 

MlLLS.L M Tennessee Valley Authortt-, 82/03/03 O'REILLY J P 
Region 2 . Office of Director 2?p 12330 034 94x 

fiche 30-000. 02/03/03.8203100202 


COCkET 50-439 OELLEFCNTC NUCLEAR PLANT. UNIT a 
A App 1 1 cat lon/const r uc t Ion stage docuirents Ir correspondence 


0203010C01 Addl response to FOIA request for 30 categories of dccisi't. 
re NURtC-0660. "NRC Action Plan " Forwards documents listed 
in A?ps A.O.C 6 D Info partially wlthneld Cref FOIA 
r t er.p 1 1 on 3 > 

FEUCIN. J n Division of Holes and notords 01/03/04 PAOOEM.l- 
Paye. Scholar. Fierman. Kays t. Handler 9pp 12730 006 94x 

Fiche 30-439. 81/00/04. 0203010001 


82031 loco I Generic Ltr 82-04 to a 1 1 licensees of operating plants, 
applicants for OL 6 holders of CP re use of INF'O SFE-IN 
prograe 

CISENliUT.nO Division of Licensing 82/03/09 HAUSPl/RC.A 
Consolidated Edison Co of New Vor* 2 pp 12231 031 S4K 
F ichc 30-000. 82/03/09. 82031 lOOOl 


U203I7031I Updates response to Oeneric Ltr 82-01«n8w license 
applications survey One application submittal re Oro-ns 
Ferry spent fuel storage dewons tra 1 1 on. invo I vlng dry storage 
of spent fuel in two casks scheduled 

.Hn.B.L M Tennessee Valley AuVhOTlty 02/03/09 TEOEOCO.R I 
Assistant Director for Licensing Ip 12320 290 24X 

Fiche 30-000. 89/03/09. 020317091 I 


®^03)7026I Notifies that compliance w/Tldl-rel ated Items referenced 
1981 revised SRP.ulll be doctfsiented in OL application 
Heiralnder of OL application will be reviewed against 1973 
edition of CRP 

nlLLfi.L M Tennessee Valley Authority. 02/03/11. A0EN3AM.E 
Licensing Oranch 4 2pp 12312 331 24X Fiche 30 - 438 . 82/03/II’ 

9203170261 


H General correspondence 


a! ^ OtMclenty rept re analyst, for loss of 

feedwater event. ini t la 1 1 , reported 810316 Analysis will be 
p.rfor-ed by dim to determine none onset va 1 1 sm of original 
<dl(ut^tions Also reported per Part 3l ^ 

MTLI.S.L M Tennessee Valley Authority 82/03/03 O'RPti i v i 
Region 2 . Office of Director 2pp 12330 O03 24 x 

T iche 30-438. 82/03/03.9203160330^^ 


6203190148 Forwards current lists for distribution of environ rrpl-f^' 
h suppis 6 airends U/o enc I 

AOENSAM.E C Licensing Oranch 4. 02/03/00. PARRIB.HO TshhCiK* 

Valley Authority Ip 12333 331 24X Fic h e . 30 - 438 . 82/03/08. 

6203190148 


J Insurance t, indemnity information 


630317(1343 First interim deftcenty rept re Improper qf 
plastic insulation on stainless steel p Ipe. ini tial Ig 
reported 620203 Revision, to mechanital design gulie 
° ‘“^RRtible insulation Initiated 

Berm™ -1 /I, I *'’*’*’! *n A>'‘hOI'lty 62/03/03 O'REILLY, J 

Begion 3. Office of Director 2fp 12312 032 24 i 

Fiche 30-430.82/03/05.0203170343 * 


8203950268 Foruards Endorsement 13 to AN! Policy NF-938 

FIEDLER, J Marsh 6 McLennan, tnc , M ft M Nuclear Consultants, n, ^ 
Oiv 82/03/16 SALTZKAtl. J Antitrust «. Economic analy*l* ' 

■ Utility Finance) 2pp 12413 230 24X F Ic he : 30-438, 82/03/ **• 

8203230268 



O Jnip^ction rfport^. IE Outtetins & c nrrosp ondsnc « 


850j0603d9 Foruardi IE Info Notice 02-0 1 . Bov i » I on I. 'Auitltnry 
Feotf^oter Poi'p Lockout Boulting Fran Uesttnghouse U'2 
Sia.1tcn Circuit Mod " No response required 

O’fiEILUV. ,i H Beg ion 3. Office of Olroclor BJ/Q3/3h OMBIC. H f 
Florida Pcuer I. tight Co 4pp 1 2190 183 24 X 

Flchp 90-000. 63^02/ 2f>. 8203080340 


0303060469 Act receipt of 020210 Itr Inforntng NBC of eteps taken to 
correct violation noted In IE Insp Bepts 30-43U/BI-27 & 
90-407/01-29 

CANIBEtL.r fl Oivinion of Project 8* Beetdont Progra/no 02/02/26 
PABBIS. H O Tonnesdoe Valleg Author itg ip 12197 34B 24X 

Flcr*. 90-430. 02/02/26. 8203000469 


--0203030479 Foruardt revised reaponte to WC 011200 Itr re viu t .>t Inm. 
noted in IE Inep fioptt 90-430/01-29 J, 90-439/01-29 
Corrective actlona Qtifl 13400 8. 13416 initiated to record 
Improper tightening of nute on letdouin cooler pupportq 
MlLt.O.L M fenneaaee Vat leg Author ttg 02/02/10 O'BEIll.V.J I* 
Region 2. Office of Director 2pp 12197 349 34X 

riche S0-43B. 02/02/26. 0203000469 


0203000902 Act receipt of 020209 Itr infurnlng NBC of stops taken to 
correct violations noted in IE Insp Bepts 90-430/01-31 t, 
90-437/61-31 

CAMTBELL.F 9 Division of Project 6 Besident Programs 02/03/01 
PARftlO. II 0 Tennessee Valleg Authority Ip 12197 llO 24X 
Flche 90-430,02/03/01.6203000302 


— 62030B09D7 Responds to NBC 020107 Itr re violations noted in It Itisp 
Repts 90-430/81-31 V 30-439/91-31 Corioctlve actions luolds 
lulll be retaorkfd to accomplish compliance v/app 1 1 c ali 1 e 
draulngs 

MIUL8-L.M Tennessee Valley Authority 02/02/09. O'BElLl.V. ,i Iv 
Region S. Office of Director. 2pp 12197 111 24)( 

Flche 90-430. 02/03/01 . 0203000902 


-0203080912 Farieards It' Insp Bepts 90-430/01-31 6 90-439/01-31 on 
011101-30 & notice of violation 

LtMlB.n C Division of Besident t- Reactor Project Inspecttun 
02/01/07. PARRIS, If O Tennessee Valley Authority 2pp. 

12197 113 24X Flche 90-430. 02/03/01,0203030302 


--G2O30803I9 IE Insp Repts 90-430/01-31 b 90-439/01-31 on fill 101-30 
NonccirpI (ence noted underslied welds on essential raw 
cooling water valve handling bridge crane rails. 

UlLCaX, J 0 . CRt-ENJAK. R V . QUICK. 0 R Division of Resident (• 
Reactdr Project Inspection 02/01/06. 10pp. 12197 1 16 24X 

Flche 90-43 0.02/03/01.0203000902 


0203170441 Forwards IE Info Notice 02-03. "Environ Tests of Electrlrol 
Terailpal Bloc ks " 

O'REILLV. J P Region 2. Office of Director 02/03/04 UUOIO. II C 
Florida Power 6 Light Co 4pp 12319 309 24X 

Flche; 90-000. 82/03/04. 0903170441 


8203170919 Foruards IE Info Notlca 02-04, "Potential Deficiency of 
Certain A0A8TAT £-7000 Series Time-Delays." b IE Info 
Hottcs 62-09. "Increasing Frequency of Drug-nelated 
I nc I dent s •* 

□ 'REILLY. JP Region 2. Office of Director 02/03/10 UMRIO. « t 
Florida Power «. Light Co 4pp 12321 206 24X 

Flche 90-000. 02/03/10. 0203170919 


0203290401 Forwards IE Info Notice 02-06. "Failure of Steam Oanerotor 
Primary Side Manway Closure Studs. “ No written response 
roquested 

O'REILLY. J P Region 2. Office of Director 02/03/12 UHRIO.B t 
Florida Power L Light Co 9pp 13409 IC6 2411 
Flche: 50-000. 82/03/12.0203230401 


8203260290 Forwards IE Info Notic# 02-07. "Inadequa to Security 
Screening Programs " 

O'fiEILLV.O P Region 2, Office of Director 02/03/16 OHBIO.R t 
Florida Power (, Light Co 4pp 12424 107. 24X 

Flche 30-000. 02/03/16. 0203260290 


B. Reportable occurrences, LERs L related correspondence 


B2O3O0OO7I Third Interim deficiency rept re Incorrect tolerances for 
lobular steel cable tray hangers. Initially reported 010716 
Noxt rept by 020414 

MILLS. L M Tennessee Valley Authority 82/01/21 O'BEILLV, J P. 
Region 2. Atlanta. Office of the Director (01/03/01). 2pp. 

12194 107 24X Flche: 30-430, 02/01/21, 0203000091 


OC'.30309'71 Fii-. t int.ri-i deficiency -epl re seissic Support lugs ..r 
2-int). ur less stdi>i;ess steel p i c e. I n 1 1 1 a ) I y reported 
011224 Ai eas where lugs are attached may eihieit burn- 
thfuugh or uridaticn hei t rept uiil te subiritted by 020324 
MILLS. L M Tennessee Valley Ajthurity 02/01/21 O'BEILLV..) P 
Begion 2. Oflice af Oiiectnr 2pp 19194 2J2 24X 

Cicne 90 438. 02/01 /2| . Ui.".3LlJ03?l 


0203Cv0946 Revised final deficiency rept re f i r eprodf 1 ng mail aPpll 
lo c ondu 1 1. I n 1 1 1 a I 1 y reported an OIOROd Design Info Request 
030 being revised to allow pyracrete coating of conduits 
cnntairing powe* Catles Conductor teallng insignificant 
MILLS. I M Tennessee Valley Aotrority 02/01/22 U'REtILV. J P 
Region 2. ()l f ■ c e of l>i rer tur Jpp 12196 311 24* 

riche 50-430. 02/01 /92. 6203060546 


0."*030004 46 First ititrriri deficiency rept re chiller unit piping 
cr.Tpbi.enls irvpvcperly we I del. ir 1 1 1 al 1 y reported 030111 
visual er.iri revealed under ml. c u 14 1 app e<t . p or osi ty . we 1 d 
srat ter . Ml sea tched codOonents t slag pockets 

mills. L M Tennessee Valley Ajthcrity. 02/02/16 O'BEILLV. J P 
Region 2. Office of Director 2pp 12197 24'J ?4X 

Flche 50 -dno- 02/02/16. £203000446 


0203000301 Fifth interir. deftciercy rept re reactor bldg cooling fa 
Initially repoiced un 0I0I20 Also reported per Part 21 Field 
change request generated on 020113 lo document remuval of 
grease relief tubivg heit rept t'l 020910 

mills. L M Tenciossei- Valley Authority 02/02/17 □'BCILLV. .) f- 
Region 2. Off ice of Director 2pp 12190 260 24x 

flche 90-430. 02/02/17.8203380201 


0203000210 Fourth interim deficiency rept re attached piping potent 
safety cuiicern initially reported on 001121 Also reportable 
per Part 21 1 nves 1 1 ga 1 1 on performed where high energy lines 

could be sobj to displacement f.eit rept by 020623 

MIllS.I. M Tennessee Valley Authority 02/0.7/1/ O'KEll.LV. J P 
Beyion 2. Office of Director 3pp I2I9U 24/ 24* 

fictu 90-430 02/02/1 7. R,'*0 3000210 


0203090910 Slrth interim deficiency rept re fillet welds misspec 
Lestructive test on moclcps perfor.'sed Review of test results 
conllnulng Ne 1 1 rept etpecled by 0'«Ob23 

MILLS.I. M Tennessee Valley Authority 02/02/17 O'REILI Y. 3 P 
Region 2. Office of Director 2pp 1219/ 130 34X 

Fiche 90-430. 62/02/17. 0203000510 


020.3000949 Oecond Interim deficiency rept re Ornsser safety valve 
w/unac c rp tab I e Internal damage during full pressure steam 
tes t . 1 n 1 1 1 a 1 1 y reported 010709 Post-test insp revealed 
galling of guide surfaces Also reported per Part 21 
MILLS. L M Tennessee Valley Authority 02/02/17 O'BEILLV. J I' 
Region 2. Office of Olrecto- 2rp 12197 069 34* 

Flche 90-430 92/02/17.0203000949 


0203000307 Final deficiency rept re gouges In pressuriter vessel, 
initially reported 010/14 Affected areas will be repaired by 
020*J01 Const employees instructed to eiercise greater 
caution when grinding welds 

MILLS.L M Tennessee Valley Authcrity 02/02/18 O'BEILLV. 3 P 
Region 2. Office of Director 2pp 12194 l34 24X 

Flche 90-439.02/03/10.3203080307 


02030004 37 Fourth interi-s deficiency rept re seismic qua 1 1 f icat tuns 
ObU equipment in util panel s. ini t la 1 1 y reported B01124 
Review to determine seismic load limit continuing Nevt rept 
eipeclod hy 020910 

mills. L M Tennessee Valley Authority 02/02/10 □'REILLV. .1 
Region 2. Office of Director 2pp 12197 300 24X 

Fiche 90-430. 82/02/ 10. 020.300043 '7 


0203000229 First snterii deficiency rept re resolution of unant iclg 
vibratory loading concerns. initially reported on 01 1220 
Program will be devised to ensure that piping sys operate 
within parameters to avoid vibration t fluid transients 
MILLS. L h Tennessee Valley Authority 02/02/19 O'BEILLV. J 1' 
Region 2. (Iff ice of Director 2pp 12190 219 24* 

Fiche 90-000. 02/02/19.0203300229 


0203060449 Final deficiency rept re na.neplates on Uestinghouse mute 
initially reported 000709 Trane Co provided documentation to 
verify that motors meot IEEE Otds 323 L 334 requirements L 
are qualified for working environ 

MILlS'L M Tennesseo Valley Authority 02/02/19 □'REILLY,.) P 
Region 2. Office of Director 2pp 12197 328 24X 

Flche 50-438. 02/02/19.0203060449 


8203080930 Third interim deficiency rept re failure of 3/4'lnth 
stainless steel nuts b 10.600 3/4t3 1/3'loch bolts to meet 
ASTM spec 6. lo 1 1 1 al ) y reported on 810924 Me»t rept will be 
sub.mitled by 830629 Also reported per 10CFR2I 

MIULC.L M Tennessee Valley Autforlty 82/02/19 O'HEILLV. J P 
Region 2. Of f it e of Oli ec tor 2pp 12136 202 34 X 

Fiche 90-438.02/02/19.8203000930 


ititiall^ 'fi-lrted T<»«« force »»t3bli«hod to 

fdcilitett* rovi^lc* to ftcrS“G-P 4 0^. "Gr><j I o oor J |>^ Change 

tit*. ;ce^ - *t4 -iH 1 '>1. ■ r« tOetihal ta.er ooitnoerlrvj roJo 

ntlLSl. •! rt.rr«-,-.e<> Valley Authority aLVOS /32 O'BE II.L V. .1 t* 

Rejior. r Clf# 1 c e .Of 3 i hoc tor 2 f f 217 34 X 

ficoe SO- J IS- 02 - or 820 n 0 BiJ 3 n 6 


ft.CnraOJ'tB fu.>rth interio leficiency rept re OiU noncor.ee rvot i vi- 
ai'aleeto of neutroo fKi Insttallo -epsrteO (301103 Hardvoro 
t ooft.are ■ e to lu '. ; cr y prcpctad to eendor A1»0 reportatle 
per fa t 2l 

nlLl-S 1. ft Ve*»r>eetee aalVey Actnorlla 63/03/32 0'RC11.UV#J I' 

Rejicr 3. Clf'ife of Direr tor 3aP 13153 053 34* 

ficl-e 50'--.a3 H3.t.3/32 03 /ijd;)034S> 


62 >10=0513 t*>rl lOti-*)-. defnier.ry • ept re eetondavy Containnenl i'.;id 
to raise tecrneary •: riita) imenC done to allou roo* for 
,• cnCu: t 1 n j intervire mac cf vertical tendon* on primari, 
coital nr. ent. inttially -oourted BIO/10 licit ropi hg 030/31 
fl-t-P-L fl Ter.iesner valley Authdritg. (13/02/ 33 O-HElLLV. .) F* 
Fegict 3 OF* ice *-l Dneitot 3pl* 13155 306 25* 

fitte ‘r IXl 03/03/33. 030:i3eC555 


3203030511 Fovrc* ii-se- t-' repi re soltd state ac voltage relagt 
reqvi-ifig > 0 Tce at Ic cont-ui tourer lor proper operation. 
iriitiaFly -epcrted 93.3103 Ftelai* require factory mod Neic 
rett by C3CBC 5 Al*d reptj-ted per Part 21 

r'lSt-S I. Id ’’en-iessee Valley Autnu' lti, 03/03/34 (J'REtLLV. .1 P 
Rejjrr 3 Cffice of Director 3;p 12150 190 34* 

Ft ere ■■'t 03/0?- 3'. trr-C.IODCqi I 


OtO'ICODvvJ Final * ep 1 rc poie-.tipJ prA relay coil failure doe to 
*u*c et t 1 1 1 I I ' y 10 *trri*» cracl* 6 e-br 1 1 1 1 emeu t caused ty 
irpro-er .diiiry pc Leran- Initially reported B1D5J3 Gt 
Certui'y series coll ti: to installed (teportpble per Part 31 
MILI.3. I, « tennesseo Valley Authcrlty Q2/02/24 O'RGtLLY. JC 
Re{ion 3. (Iff tee cf Dim ten 2pp 12197 340 34K 

ritne 50- 4Dn 03/03/3-4 B^f. ;iC(i043 .3 


935jG304!iei f ira I dofiiionc. rapt for (iequoyny 6 Watts Qar re 
1 nc or* 1 stent e s t an I i sbneii t of insp prog ra.r, initially 
reported 0l03£4 Hill evaluating appropriate corrective 
actions 

nIul.S.I. Id Ten-ipssee VaUeu Authority 03/02/3ft. O’llEILLV/.l (' 
Psgior 3. Office of Director -Ipp 12157 339 3<l)l 

Fithe 9O-C0O 33/33/36. 0 70.3C004O6 


f!2-C3l(:53i I letrd intor(- deficiency rept re engineering design OA 
training tregra” initially sotnrteil on 610/20 Coutsb 
descriptions cc"tiMue to be develcped Neil ropt eiperted bu 
03043 7 

MIlLG. L 1 Ferine lies valley Authority 03/03/36 □ 'RE ILUV. .1 I' 

Region 3. llff|cc «f Director. 2 pf 13334 016 34* 

Picto 53-<.00 8a'03/3t.. 020316031 V 


(eecluater event. Inl t la I Ig reported 810316 Analysts util be 
perfor-ied by Qbtl to deternirie noncons erupt 1 sm of original 
taltulatton* Also reported par Part 21. 

MItuS. L M rennessee Valley Authorltg B3/03/O3 O'REJIli.J 
Region 2. Office of Director 3pp 13330 003. 34X 

Fiche 50-4.10. 02/ 03/ 03. 0303100330 


0303170343 First interim deficiency rept re Inpropee use uF fees 
plastic insulation on stainless steel pipe. Initialiy 
reported 030303 Revisions to mechanical design guide 
Indicating types of compatible Insulation Initiated 
IH\.V.S.L.M 1 ennessee Val ley Author Itv 92/03/05 0'REll.l.V.v 

Region 3. Office of Oliector 3pp 13313 032 24* 

Fid he 50-430. 03/03/05. 030317034 3 


6203170627 Interim deficiency rept re OA breabdosin for fillet usl 
safety-related sys. Inl tial ly reported S{X}907 All rework on 
accessible welds completed Guidelines for accepting sieldi 
added to DC Procedures Neit repts eipected by 020530 
nlLl.S.L M Tennessee Valley Authority 83/03/09 U'llnClr. a 
Region 3- Office of Director 3pp 12319; 304 34* 

Fiche 90-430.83/03/05.0303170627 


02032303(19 Final deficiency rept re uolds by Johnaon llachlne lirrl 
revolving p 1 a t f orms. inl 1 1 al ly reported 011106 Uelde erhibit 
over 1 ap. underc ut. spatter & Insufficient re 1 nf arc eAent New 
‘aeids are being tested Source inspectors allotted more time 
NILLS.L M Tennessee Valley Authority 03/03/07. U ‘RC II t.f. .1 
Region 2. Office of Director 3pp 12303 337 24* 

Fiche 50-438. 03/03/09. B30333038 5 


0203230500 Second Interim deficiency rept re uncoordinated draeii 
design change. Inl tial ly reported 011030 Util in procece 
of tiivesttgat Ing to determine If condition adversely 
affects plant safety 6 to Identify corrective action 
HILLG.L H Tennessee Valley Authority 82/03/03 Q'llCllt*. J 
Region 3, Office of Director 3pp 13391 001 34X 

Fiche 50-438. 03/03/09. 8303330988 


6203230493 Third interim deficiency rept re flCQ supports 6 resit- 
bolt tor ques. Inl 1 1 a 1 ly reported 010824 Util still In process 
of reviewing 06w position re stress corrosion cracllng Farl 
31 applicable to deficiency Neit rept by 030610 

MILI.B.L M fenneesee Valley Authority 02/03/10 O'RRIlLV. •' 
Region 3. Of I li e of Olreilor 2pp 12382 347 3<»» 

Fiche 90-430. 03/03/10.0303230493 


0303330454 Fifth Interim dellcioncy rept re lack of rebar at ®al 
flued head t. main steam valve room pipe anchor support 
load*, ml tial ly reported on 010227 Concrete stiffening walls 
have been designed Netl rept will be submitted 020432 
rll<.L0-L N Tennessee Valley Authority 03/03/11 O 'Rb'll.I.f. 3 
Region 2. Office of Director 2pp 13302 349 24* 

Flthe 90-430,82/03/11.0203230494 


82O3IQO160 rlrit interiiTi deficiency ropt re review of p roc eureir out 
Specs for OC regu I r eirn t s . iiii 1 1 a 1 3y reported on 030120 OA 
branch currently Investigation doficier.cy to deterrulnQ 
corrective action. Fleet rupi etpacled by B20931 

mills. C M 1 ennessee Valley Authority 83/03/01 O'RCILLV. UP 
Region 2. Office of Olro;tor 2pp 13333 306 34X 

Fiche 50-C00 93/03/Oi 8203500169 


0203190365 Cecond interim deficiency rept re failure of Viking flow 
control valves in fire protection sys. Inl t I al I y reported 
BIII34 Util li evaluating rrot cause of vibration Nett rept 
eipected ty 620600 Also reportable per Part 21. 

MILLS. L M Tennessee Valley Authority 02/03/01 O 'REII-Ly. J. P. 
Region 2. Office of Director. 2pp I2'J30 080. 34X 

Fiche 50-430.63/03/01.0303100369 


0203100396 Fust inter ir. deficiency rapt re regional Quality 
Engineering Oranch inup ofc lac* of manpouer 6 resources 
Initially reported 630130 Addl training given to Inspectors. 

Addl info eiipccted oil or before 030921 

niLLC.L It Tennessee valley Authot ity 82/03/01 O'RElLLV.U P 
Region 2. Office of Olrectop 3pp 13330.046 24* 

FI c.ie 50 -COO. 83/03/01 . 8303180396 


6203160184 8i ith interim deficiency rept re corrosion of carbon steel 
P 1 p ing, I ni tin I ly reported 801330 Tiaenty-ono essential raw 
cooling wotei piping loops identified fer reanalysts Mori 
complete on 19 loops Mott rept ctpected by 030811. 

Mll.uS. L tl Tennessee Valley Authority 03/03/03. O'HElLLv. J P 
Region 2- Office of Director 3pp 13333 264 34 x- 

Fiche 90-439. 02/03/02. 6203 I BO I 84. 


0303100.103 first interim deficiency rept re check valve leak in ulr 
start syS of st.in4ing Jiesel gener a tors, inl 1 14 1 1 y reported 
on 820309 Ppotlem under Investigation by vendor Meit rept 
eipected by 820530 Also reported fier Part 21 

MILLS. L M. Tennessee Valley Authority 63/03/03 a'ftEILLV, .L P. 
Region a. Office of Olrettor, 2pp. 12300.094 24* 

Flcte 90 - COO- 02/03/03. 8303 100303 


DOCKET 30-440 P£RRy NUCLEAR PIDWEfl PLANT. UNIT 1 
A App 1 1 ca t ign/ c 0 ns tr uc 1 1 on stage documents St c erresponifelic e 


6203160330 Responds to FOIA request for documents re 16 cetegorl 
Info Denies 611036 request for fee waiver 

FELfON. JN Division of Rules and Records 81/11/20 AlCTAM 
Ohio Citliens for Responsible Energy Ip 12343 330 347 

Fiche 90-440, 01 / 1 1 /30, 8303100330 


D30303004I Notification of 830234 meeting u/util 6 ANL In Oethes 
to discuss open power sys aryas/lssues For facilities 
BTEFANO.J J Licensing Branch 3 83/02/10 SCHMENCER.A LI 

Branch 3 3pp 12107 360 34X FI ch e 90-440. 82 / 03 / 10 . OSODOIC 


6203050196 Requests addl Info re Instrumentation b cootl-ol Prcpc 
agenda t- questions enc 1 

CCHUENCER.A Licensing Branch 3 03/02/33. OAVtOSON, 0 0 
Cleveland Electric Illuminating Co 7pp 19130 346 24X 
Fiche- 90-440. 02/02/23. 8303090196 


6303090594 Notification of 830309 meeting w/utll t> NES In Bethei 
to discuss preoperatlonal sve plan Agenda encl. 
eTEFANO. J U Licensing Branch 2 03/03/34 8CHWEMCER. A LI 

Branch 3 App 12193 067 34 * Fiche 50-440.63/03/34. 63O307C 


0303190309 Forwards request for addl info on F8AR Sect lone 3 9 
3. 10 re selssiic 6 dynamic quel 1 f Ication of mechanical t. 
electrical equipment 

SCHi«ENCFR. A Licensing Branch 2 83/03/26. DAVtOSON. D. R. 

Cleveland Electric Illuminating Co 4pp- 19311:001. 24* 

Fiche 50-440. 62/02/36. 0303150209 



DOCKETED ITEMS 


95 33100? I I Foruard* proposed reftponse? ta Rad inldyical 
Rranch op«n t t«m» u/otception of Of 471 PV re plan U 
rlsvatlon layout for araat through uhlch spent furl bundle 
paftBs b radiation shielding oP accessible area analysis 
COFFEV.R Cleveland Electric I 1 luiotna t ing Co (01/03/03 
LAKASIRA. M Radiological Assessment Oranch 7pp 13101 065 IMX 
Flcbe 30-440.02/03/02.0303100311 


0203170024 Requests design of circuitry for automatic dep res sur 1 la 1 1 on 
sgs b manually controlled FSF sys be revised 
SCHVIENCF-fl. A l-tcenslng Oranch 2 33/03/03 IIAVIOSO.M. 0 R. 

Cleveland Electric Illuminating Co 3pp 13335. 37H 24X 

Fltfie 30-440. 02/03/03. 0303170024 


&303IV0464 Notification of 03O3in-IV meetings la/util In Pa i nesv 1 1 1 e. Ul I 
to discuss autlllary sys open Items 8. plant tour 
SIEFFANO. a J Licensing Oranch 3 03/03/03 SCHUENCER. A 

Licensing Branch 2 3pp 13373 030 34X FI che30-440> 03/03/03. 

0303 1 <70484 


U303I10001 Oeneric Ltr 03-04 to all licensees of operating plants, 
applicants for OL & holders of CP re use of INPO BEE-IN 
program 

EIEENMUT. D O Division Of Licensing 03/03/07 MAUCPIIBO. A 
Consolidated Edison Co pP Neu York MIUNER.U A Georgia Power Co 
3pp. 13391:031 34X F 1 c he 90-000. 03/03/07. 02031 1 OOOl 


0303330068 Forwards list of deficiencies re NUREO-0737 requirements 
llteting should be arranged 

SCHIdENCER.A Licensing Branch 3 03/03/07 OAVIOSON, OR 
Cleveland Electric Illuminating Co 7pp 13.372 32? 34X 
Flche50-440.Ba/00/07. 8203230060 


0203170166 fOTuiards responses to Otructural Engineering Oranch 
830311 action | tarns. 1 nc 1 ud Ing max tensile stress In 
cone rete. tens 1 la loading cases. ralnf ore ed 6 plain 
contrstc 6 model analysis 

OAVtOSON, 0 R Cleveland Electric Illuminating Co 03/03/ 1 I 
GClnCNCER.A Licensing Oranch 2 :i3pp 13314:200 24X 

ftchs 50-440.03/03/11.0303170166 


6303230563 roruards booLlet. brochure 6 nuclear Info articles re 
fat 1 1 1 tg. One uments generated in conjunction u/publlc Info 
program effort. 

COFFEV.R 0. Cleveland Electric Illuminating Co 03/03/11 
LAFAYETTE. 0 EP Licensing Branch 30pp 13370031 24X 

Ftcha 90-440, 03/03/11.8203230963. 


0203160336 Forwards V/ol tV. "Licensing Rovlsu Group II Position 
Papsrs.* covering tt of 36 Issues 

llOLT^CCfdER. 0 L Licensing Rovleu Group 11 IKILTZSCIIER. D L 
Illinois Power Co 03/03/13. MILLER. J.R Otandard 1 j a 1 1 on I. Bpeclnl 

proi4Cls Branch 3pp 12307 074 34X F U ho 90-000. 82/03/ 12. 

0203160336 


— 0303160349 "Licensing Review Oroup II Position Papers." Vol 17 

s Licensing Revlsw Oroup tl 02/03/13 39pp 13307 076 34X 

Flche: OO-OOO. 02/03/13. 0203160336 


02032.10481 Forwards addl Info re Initial test program In rosponee to 
MRC Question 640 41 re instrument air preop erat 1 ona I teat. 
OAVIO0ON.O R Cleveland Electric Illuminating Co 03/03/13 
TEDEBCO. R L Asslitant Director for Licensing 0 pp 13383 333 
34X FlChe 90-440.82/03/13.0303230401 


BSOSODOItO Forwards responses to action Items re containment bldg. per 
B20S1 1 meeting w/Struc tural Engineering Oranch. 

OAVtOaOM. D. R Cleveland Electric Illuminating Co 02/03/33 
SCHNENCER.A Licensing Branch 3. 9pp 13446 397 34X 

Flche: 90-440. 03/03/23. 8303300 1 1 0 


6303300313 Foewerds response to NRC Question 330 4 re ap p 1 1 cab 1 1 1 ty of 
cartaln small seismic avents at site 

DAVIOEOM. 0 R Cleveland Electric tllumlnsting Co 83/03/33. 
ffCHklENCER. A. Licensing Branch 3 33pp 13490 336. 34X 

Flche; 90-440. 03/03/33. 0303300213 


0203310411 Ack receipt of 0202IB ltr describing mgt actions Initiated 
rd Implementation of OA program. Upon completion of 
f tiwestlgatlon ac t ivl ties, meeting will be scheduled to 
ai ecust reeul ts. 

pJClRELtUS.C E. Olvltlon of Project 6 Resident Programs. 82/03/33. 
OAVIOSON. O R Cleveland Electric Illuminating Co tp 12494:241. 
S4X Flche; 90-440,82/03/23, 0203310411. 


0303310419 Advises that 020210 meeting was held In Olen Ellyn. IL to 
dlecus* findings from recent tnep of work being performed 
by LK Comstock Corp ons I ta. Evatuat 1 on of all 
safety-related contractors will he completed by 020301. 

DAVIDSON. D R. Cleveland Electric Illuminating Co 82/03/10. 
KCFPLER..7 O. Region 3. Office of Director. 3pp. 13494:342. 34X 

Flche: 90-440. 03/03/33. 830331041 1. 


020331034 1 urfecs ro com-ents no -.atl re .'.roposoJ operation of 
f ac 1 1 1 1 > vs 

PAVIS. V U Agricul tore. Dept of 3P/03/.7t> r>CH..;ENCER. A Lirtiilin 
Branch 3 Ip 13495 017 34 X Ficr.o 90-440. 03/03/36. 8303310;i4l 


0 NRC Dr.s f I /F I i>a I Env I roi'ienta I Statements, suppis I, C art espondcnc f 


030333C0JO Forwards NUREG -0004. CEB for facilities b notice of 
availability vhich has been forwardsd for publication MCo 
OF.S 

SCFfwEr.CEII. A Licensing Jr.tncn 2 U2/03/13 DAV105CN. D R 

Cleveland Electric lUusinaling to 3pp 12374 357 241 

Flche 50-440. 02/03/ 13. H20322(;030 


--0203220036 Notice of availability of MURt‘0-0004. OES for facllllli-s 
SClUfMCEH. A Licensing llrancn 3 02/03/12 2pp 13374 25V 24 

Fiche 90-440. 02/03/12. 8203220030 


02O33CO2IQ Advises that Ctb meets filing requirements of Section 
1906 7 of CEO regulations Notice of availability to be 
published in FR on 820326 

UlLEUN. K Envlroneontal Protection Agency 02/03/24 STEFAMI. .1 .i 
Division of Llcsnslny Ip 12446 237 2.1 X Flche 90-440.82/03/24. 

02033003 1 0 


E NRC Bafct'c Evaluation Report ISERi. suppis 6 correspondence 


8203100436 foewards incosplete draft SER. f4J7E0-0U77 Responses to open 
areas should he reviewed L responses provided 
Tt'OEBCO.R L Assistant Oirsctor fur Licensing 82/03/02 
DAVIDSON. 0 R Ci'-ircnwcal th Edison Cu 400PP 12193 077 P4X 

rich© 50-440. 02/03/03. 8203100426 


0303330037 Roqoests corrections to ecic 1 list of errors t. o.misslons in 
F8AH Fable 3 3-1 to closoout SCR open Iter 

GCF/UENCER, A Licenol.ig Branch 2 n3/03/l<> OAVIOEO-M. 0 R 

Clevelamtl Electric Illuninating Co 3pp 133/4 294 24X 

Fiche 90-440. 02/03/ 10. 0303220027 


0303310427 Forwards dealt responses to concerns identified in drnft bl I 
re containment syS Responses will be i ticorp ora t ed In amend 
tn F6AR 

DAVIDSON. D R Clevaland Electric niummallng Co 03/03/23 
SCRU'ENCER. A LIcenaing Pranch 2 4pp 13494 |24 24X 

Fiche 90-440. 82/03/33. B203310427 


--0203310431 "Explosion Venting Fasteners for Pressure Relieving Flails 
of Damage Limiting Cor.st from CC Smrtti L Co. Inc " 

s Factory Mutual Research Corp 71/06/21 15pp. 12454 1 2H. 34 

Fiche 90-440. 02/03/22. 8203310427 


0303270453 Sub.alts draft response to drflfl Scfl for procedures 8. test 
review Iteaponae will be Incorporated ns amend to F'BAR 
DAVIDSON. O R Cleveland Electric Illuminating Co 03/03/35 
ECKUENCER.A Licensing Branch 2 4pp 12433 277 34X 

Fith* 50-440.03/03/29.0203370453 


6203310313 Forwards draft responses to draft SER for Cove Performance 
Uranch Responses will be incorporated in FUAR amc-nJ 
0AVIDS0.N. t> R Cleveland Electric Illuminating Co 02/03/35 
SCIlUEblCER.A Ltcanslng Branch 2 8pp 12495 I tO 34x 
Flche 90-4 40.83/03/39,0303310315 


0303310381 Forwards draft responses to concerns In Autlllary 0jg Branc 
draft 8EB. 

OAVtaSQH. O R Cleveland Electric Illuminating Co 02/03/23 
SCNRENCER. A Licensing Branch 2 36pp. 13494 177 34X 

Flche 90-440. 03/03/39. 8203310301 


0203310063 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
PERRY NUCLEAR FOFIER PLANT. UNITS 1 AND 2 Docket Nos 
8TN 90-440 6 STN 90-441 ICIeveland Electric 1 1 1 umlna 1 1 ng 
Company 1 

» Office of Nuclear Reactor Regulation. Director N'UREO-08B4 
83/03/31 190pp Available at NTtS 12463 117. 34X 

Flche 90-440. 83/03/31.8303310063 


F Security, medical, e.-sergency 6 fire protection plans 


8203040343 Advises of approval of guard training L qualification 
p I an. eubm 1 tted by 030100 ltr Plan to be fully tmplementsd 
so security personnel qualified when OL Issued 
8CHUENCER.A Licensing Branch 2 03/03/16 DAVIOBON, 0 R 

Commonwealth Edison Co 4pp 13137 340 24X Flche 90-440, 83/03/ If 

8303040343 


352 


DOCKETED ITEMS 


3703l00 3f13 r for 
»ref lOCfflJ y'iO 

l'A\'IK>9.'J n fi Clev&lei''<j Electtt; 1 1 1 1 ..' ir<<it ir 9 Co 
EfMjffiCEH.A (.icentsng ? 2 p p 12106 IJI 

ricle 53-440. 82/O3/.f5.0?O3) 00 JBB 


evtc<» Pa;e9 

03 / 02/35 

S4)t 


>3c 031C04/4 Hl%c e t la<\«oU% filings Inter venor ulll ftls t 
i.;tthin 3 ^Is to N4C & oppltc^nt rr Iseof 5 No poprogi 
mill attend B30303 de-none trot i on at OE control ruotn 
Clrnulotor U/C er t > f t Ca t e of Svc Rotated corr etpondanc 0 
ALEXANDER. R CJriio CitllOns for Reeponslble Energy. 
12183 209 34X Hi he 50-440, 02/02/27. 02031 00474 


6203220105 Notification of 820316 reeting o./Ctlbert Aceociotet t« audit 
lafe eh<. ld»-n anaHsie fc- Apa R 

5r£FAN3. V J 1.1 cans in} U ranch 2 03/00/02 SCHIVENCER. A LMentinfl 

Slant r 2 3pp 12374 303 34* Elite 50-4 40- 02/03/02- 0203220103 


D203I53C44 Supnitf ^cati,e rtpi pn leeelop-ent of pronpt alerting vge 
to provide early --lamin'; to puntit 4 j- r oana tug facilitie-t 
in evert of e-ertency. per rlKC 810720 Itr 

OAVtSS'JN.DP Cleveland Eleitrli I I I nr- mat 1 r.g to 82/03/10 
fEDtCCO fl L i.itentin 9 Brani h 2 2p; 12257 1/2 24 X 

Ficpe 50-443. ar/03/ 10. 02O313OC-14 


9203lj02'.4 For-ivde proposed rer-poi-ses to tiRC questions ratted at 
©302C9 reeling u/N’Rt **© fire praCrillon program Four 
overeite Jra-ilrgs er. c J Aperiun cardr are available in POR 
(-□FF£/.P 0 Cleveland Llectric Illuminating Co 02/03/12 !lIAM-'..» 

Cherical engineering nraren 40pp 12331 3(10. 24* 

Ficne 50-440. 02/03/ 12. 020.31 70.71 4 


9203190202 bjb<niti response 10 NRC questions re fire protection 
p r ogram 

OAVIOGCS. r R Cleveland E let trie I 1 1 ui- 1 nat t ng Co 82/03/13 
It.CFSCtl.n L Assistant Dliector for licensinj 29pp 12347 142 
24 » Firse 30 • 440- B2 '03 ' 1 3 02031 ‘70282 


6203040323 Jlemorandum S. order denying Sunfloiaer All lane 
to stay proceeding ftahen as motion for i on I Inuance 1 
entlrel<| a/o merit Concern not ripe for adjudication 
issues can bo raised in ti-np|y fashion 
BLOCH. P B Ato'nic Safety and Licensing Board Panel. 
SunflOaer Alliance 3pp I2II3 067 S4X Flche 5l>-<t 
820334032.3 


0203050151 Ansuer to Hunf loner Alliance first set of tr 
certificate of SvC enc 1 

THES.9IM, JH Hearing Branch 2 02/03/03 9oiiflou 

lOOpp 12135 293 24X Flche 50-440. 02/03/03. 8203O3C 


<3203080149 Herorandois t. order denying Sunflower At I Sane 
to file add 1 contention re safety control sys t, 82021 
ration to eipand OA contention Motion tg resubmit Coo 
7 granted In part. 

Ol OCM.P 0 . KLINE- J R . SHON. F J Atomic Safety and 
Panel 02/03/03 Sunflower Alliance. 13pp. 121/ 

Fithe 50-440. 02/03/03. 0203060149 


0203000144 Her.oranduir correcting errors In LOP-01-24 
BLOCH. P 0 Atomic Safety and Licensing Board Panel 
12153 142 24X Fichc 50-440.02/03/04.0203000144 


C Adjudicatory c orr esporde nc e 





G30304C)S^6 for production 

of dot lime r 

Its Proof 

of 

^vc 1 

corr^ ipof>dcnce 

hIlT'O 0 GufiflC'a^r AllldncQ 

MIlT. 0 D 

unte 0 

0 

02/02/24 

UW(tMC 1 ) 1 1 

Co 67P 

12115 204. 

24 X 


FIcSa 5D 440, 02/02/24, n202C4023<> 


0203010328 Clscover-j progress rep t Applicant responses to first set 
Interrogatories received Secone set of Interrogatories 
directed to applicant to be sent shortly I'roof of svc enc I 
Related c orr e sp ondenc e 

UlLT. 0 0 Sunflower Alliance MlLf.D 0 Uilt, D 0 82/02/24 

3pp 12ll3 070 24X Fictve 50-440.02/02/34,8203040338 


C-203540401 Second set of I n t e 1 r oga t or 1 e s directed to Lale County 
Co-Al ss lor er s 8, Late County Disaster 6vc Agency Proof of svc 
esc 1 Related correspondence 

UtLT.DO. Sunflo-JOr Al I lance (fILT. 0. 0 Htlt- DO 82/02/24 
isve County. Ch Ovp 12114 339 241 rvtbs 50-440.83702/34. 

0203040401 


8203040454 ftatlon to stay proceedings until applicant deterntned ci 
cf damage caused 5} failure to install concrete tn 
blossield properly Proof of svc enc I 

UILT.O 0 Sunflojcr Alliance VtlLT-O & Ulll, » » 82/02/34 

Atomic Safety and Licensing Board Panel |p I21I3 217. 24 X 

Flcbe 50-440. 02/02734. 8203040434 


8203080156 Forwards docunents listed In tSRC 820303 ane-. 
Alliance first set of 1 n t erroga t or 1 es, App A U/o enc I 
ThESSIN. J H Hearing Branch 2 02/03/04 UtUf.O 0 

Alliance Ip 12153 130 24X Flche 50-440. 62/03/01 


8303190102 Reguests applicant response to A Behusneer L 
for add! Info re applicant financial gual 1 f t cations V 
enc I Related correspondence 

of MILT.O 0 Msgiran, Messier L Vondsnbuvg WtLI.O 0 

Alliance 62/03/05 THF.S5IN. J H Hearing Branch 2 
12347 361 24X Flche 50-440. 82/03/05. 02031 90102 


620317047] Advises that 8 Hiatt has been redesignated I 
representative for OL proceedings 

ALEXANDER. R Ohio Clttisns for Rssporvslble Energy. 
3CHWENCER.A. Licensing Branch 2 Ip 12315:270 2 

Flche 50-440. 82/03/06. 8303170471 


6303230255 Answers to first set of Interrogatories Cerl 
enc 1 

UIlEMORE.R L Coe-isonwealtb Edison Co UILLM8RE.8 L 
Potts t- Trowbridge 62/03/17. Ohio Cl tl tons for fi 
Energy 14pp 13378 357 24X Flche 50-440. 03/03/ 1 3 


0303250444 Reguests to male limited appearanc e statemer 
KOEILIHER.B H Af f 1 1 1 at I on link noun 82/03/17 At 
Lltenslng Board Panel ip 12411 079. 2 AX Ftche:5t 
6203250444 


--8203040455 Brief supporting rotlon to stay proceedings Licensing 
process s/oulo not continue while significant defects in 
cor-st progtae pending Svc list mil 

HILT. P 0. Sunflower Alliance UILf.O O Hill. 0 D 82/02/24 
4pp 12113 218 24X Flche 50-440.02/02/24.8203040454, 


6203040456 Request for production of docu-eots Proof of svc enc 1. 
Relalei; correspondence 

vflUT.D O Sunflower Alliance HILT-D D. Milt. D D. 62/02/24. 
Office of the Etecutive Director for Operations Spp 12114:075 
24X Flche 50-440.62/02/24.8303040456 


03O3O2OO7B Memorandum fc order denying OH Cltliens for Respoiislble 
Energy 011121 nation for leave to file late Contentions 15 4. 

16 ASL8 has no |urisdlctlon over waste disposal contention 
by eipitctt Commission direction Order interlocutory 

QLGCh. P B - KLlME.vl R . 0RQ‘7. F. J Atoeiic Safety and Licensing Boord 
Panel 83/02/36 CIMo Cttitens for Responsible Energy App. 

12077:235 24X Ficho 50-440. 03/02/26. 8203020070 


C20304043B Forwards reply brief supporting motion to eipand OA 
contention, pec ASl.D order i 820222 teUen Proof of svc enc I 
WILT. D » Wilt. 0 D. WILT. 0 0. Sunflo-asr Alviants 82/02/26. 
Atoihtc Safety and Licensing Board Panel (p. 12114 265 24X 

Flche 50-440. £32/03/26.0203040438 


8203250116 Motion to dismiss TJ Kenney as party ASLO he 
dismiss Kenney for failure to comply w/dlscovery regc 
Certificate of Svc one 1 

BIlBERO. 3. E Cleveland Electric lllumineting Co 31 
Shaw. Pittman. Potts i, Trowbridge 83703/22 At or 

Licensing B-iard Panel 5pp 12415 008 24X Flche 1 

B2O325O110 


9303290377 Motion for directed certification of portlof 
820303 -eemorandum L order admitting hydrogen control 
contention ASLO contravened NRC regulations & Cormisi 
It ASLAB author Ity. Certl f Ic ate of Bvt encl. 

MILLMORE-R L Cleveland Electric Illuminating Co. ^ 
Shaui. Pittman. Potts t, frowbrldge 62/03/23. At 01 
Licensing Appeal Panel 28pp 13433 267 24X Flchi 

82/03/33. 0203290377 


0203290213 Foruards documents listed in App B to NRC 6« 
OH Cltliens for Responsible Energy second set of 
Interrogatories H/o end 

THESSIN.J-H Hearing Branch 2 82/03/24 HIATT, S t 

Detailed Affl I latlon CIven Ip. 12420225 24x 

Flche 50-440, 82/03/24. 0203290212 


--B2O304O441 Seply brief supporting motion to eipand OA can tent 1 on. irot loii 
to resubmit contention 5 to file addi contention on control 
dys Proof nf svc end 

MILT.O 0 Sunflower Alliance t/ILT. 0 D Ml 1 1. n D (13/02/36 


H Otntral correspondence 


9203170259 SuCr.its Moarehead (School Democratic precinct resoluttiin 
supporting c oirprehenpi ve. c ont tnuous radiation Monitoring of 
plant If ulldltfe at (ac I M tg ette <■ in area ulthin 30 miles 
of site before startup 

rCNVIfLl-C, L R AfftltaCton Unknown B2/03/U N9C • No Detailed 

Affiliation Given Ip 13312 083 34X Fiche 90-4 40. 03/03/ 1 I ^ 

9203170359 


I Financial lnforo-.atlon 


0203130045 Fornards response to Part A of Question 330 1 on f main Ini 
qual iflcatsons 

DAVIDEOM. D R Cleveland Electric 1 1 1 oirlnat Ing Co 03/03/10 
SChwENCER.A Licensing Branch 3 30p? 13337 211 24* 

FI Che: 30-440. 83/03/10. 030 J 1 3004 9 


5 Inspection reports. IE Oulletlns & correspondence 


6203110139 Advises that IE Info Notice 82-01 . Re vl s 1 on 1. “Auiillnrg 
Feedwater Pump Lockout Resulting From Uestlnghouse U-3 
Sultch Circuit Hod." was sent to listed licensees 

♦ Region 3. Office of Director. 02/02/26 Region 3, Office of 

Director tp I23I2 31J 24* Fiche 90-000. 02/02/26. 82031 1 0 1 39. 


6203100176 Informs that Region 3 will he perfornlng special taom 
assessments or const program to determine indlcotloiis of 
eilsting or potential const problems 

KEPPLERiU 0 Region 3. Office of Director 02/03/02. OALHYN. 0 R 
Cleveland Electric Illuminating Co 3pp 12101 339 24X 

Fiche 30-440.82/03/02.8303100176 


6203110079 Advises that IF. Info Notice 02-03. "Environ losti of 
Electrical Terminal Olocks." uas sent to listed llcenseee 
• Region 3. Office of Director 83/03/04 Region 3. Office of 

Director. Ip 13213 344 24* Fiche 90-000.03/03/04.8203110079 


6203190339 Foruards IE Info Notices 02-04. "Potential Oeflclpocv of 
Certain AOASTAT E-7000 Series Tlme-Delag Relays" 6 82—09. 
^Increasing Frequency of Drug-Related Incidents. " 

a Region 3. Office of Director. 02/03/10 Commonuiea I th Edisoii 

Co. tp 13347 090 24* Flc he 90-000. 82/03/ 10. 03031*702.39 


82031902B9 Advises that IE Info Notice 82-06. “Failure of Steam 
Oenerator Prlirarg Side Haniiiag Closure tiluds* " was sent to 
listed licensees 

• Region 3. Office of Director. 02/03/13 Region 3. Office of 

Director Ip 12349 208 34* FUho 90-000. 02/03/12. 8203190205 


820323066? Foruards IF Info Notice 82-07. "Inadequate Security 
Screening Programs “ No written response required 

s Region 3. Office of Director 82/03/16 Commonwealth Edison 

Co Ip 12388:214 24X Fiche 50-000.02/03/16.8303230669 


S Reportable occurrences. LERs 1. related correspondence 


6203030499 PNO- 11 1 -82-024 on 020222. cot cable bundle found In 
sstsrgencg shutdown panel Apperentlv) caused by vandal 1 sm. No 
eddl damage to panels Identified 

XQNKUIN.3. • STREETER. J F , BPE86AR0. R L Region 3- Office of 
Director 82/02/23 Ip 12095 347 24X Fiche 90-440. 82/02/23. 

6203030499 


0303030313 Interim deficiency rapt re defect In storting air sgs chrck 
valve Final rept date changed to 820530 Oelay due to 
Investigation not being completed until 820430 
DAVIDSON- O R Cleveland Electric illuminating Co 82/03/35. 
KEPPLBH-J 0. Region 3. Office of Director Ip 12133 0 30 24X 

Fiche 30 -440. 82/03/25. 8303050312 


9303030330 Final Part 31 rapt re ueld defects In polar crane bo* 
girder for conte Inment. In I tial 1 g reported 01101 / 

Ultrasonic test eiam conducted Newport News Industrial of 
VA stated 90X of welds testsd rejecteble 6 will be repaired 
OAVIOBON. tt n Cleveland Electric illuminating Co 83/03/26. 
REPPLER.J O Region 3. Office of Director 3pp, 12133:093. 34X 

FUhe 30-440. 82/02/26.8203030320 


6303335199 Interim Part 31 rept re stress analysis for control 
rod drive sgt . initial Iq rsportad 630209. 01 1 bert Associates 
modified sod ueld joint configurations to reduce number 
of ovcrstressed points. Mod completion eipec ted bg 820701 
DAVI08O.V.O n Cleveland Electric Illuminating Co 83/03/11 
NEPPLER.J. 0 Region 3. Office of Director 3pp 12361 273. 24X 

Fit he 30-440. 83/03/11. 8303230139 


■1203250336 lira) aoficie'.cg rept r» fissurinq problems u/s tain I n. s 
steel c ladling ir> ie.sttor bldg suppression poolt. init lal Ig 
reported 8i>1006 Fracture fatigue aralgsis perfortred Ccatiiig 
si,s to prohibit cruvite corrosion will be employed 
DAVIDliUN. D B Clevelanl Electric 1 1 1 uirinat tng Co 83/03/15 
ItEPPLEIl. .; <3 Region 3 Clfficv of Director 2pp 1.2412 272 24* 

Fiche 50-440. 82/03/19 02032503J6 


--8203250337 "Perry St.linless Steel Cladding Evaluation Rept ” 

• 01 I bei t/Conmonweal th Cos 23Gn 82/03/31 205pp 124i:' 2/4 

24 X Fiche 50 •440. 02/03/15 0203230336 


0I’Or<26O?54 Part 21 dpliileiicg rept re design change to Oould Pum|it. 
Inc p utr ps. I n I 1 1 a t I g reported on 8112.71 Could design 
coritrol program uas sat 1 s far tor 1 1 y Implemented so prutlem 
not reportable per lOCFHSO 55iei 

DAVIDSON. 0 R Cleveland Electric Illuminating Co 82/03/16 
kEPPLEM.J O Region 3. Office uf Director 3pp 12424 086 24* 

Fiche 50-440. C2 703/16- 0203360294 


nOCKEl 50-441 PERRV NOCI t A9 PCUER PLANT. UNI T 2 


A App I 1 c a t ion/ c on s t rue t ion stage documents 6 correspondence 


8703180230 Responds to EOIA request for docu'sents re |6 categories uf 
info Ountes 811026 request for fee s-aivcr 

FELTO.'I. J M Dlvlolon of Rules and Records 81/11/20 AlEXAN(iU(. N 
Ohio Cltirens for Resprinsitle Energy ip 12342 335 24* 

richa 30-440. 81 / 1 1/20- 8203180230 


02033.30041 Notification ot 870224 meeting w/utll t. AN_ in Dethosda.MU 
to discuss open pauer s^ys aieas/lssuos for f.icllltles 
STEFAr/n.J J Licensing Dianch 2 02/07/10 SCMUbNCER.A Liientii 

Branti. 2 3pp 12107 360 74* Fuho 50-440.02/02710.3203030041 


0203050196 f(ei{uests addi info re Instrumentation fc control Proposed 
agenda 6 questions eni I 

6CHLENCCR.A Ucansing Branch 2 07/02/22 0AVIDS0.N.0 H 
Cleveland Electric llluelnatlnq Co 7pp I213Q 346 24X 
Fiche 50-440. 02/02/22- 8203050196 


G70309O554 Notification of 820309 meeting u/utll 8. NES In Oethesda.MII 
to discuss pT eop era 1 1 or.al sve plan Agenda enc I 

StEFANU. .1 J Licensing Branch 2 82/07/24 8CHUENCER.A Lxensi. 

Oranch 2 4pp 12192 C07 24X Fiche 90-440.82/02/34.85030905 5.1 


6303150289 Forwards request for addl Info on F9 aR Bectlons 3 9 3 2 7. 
3. 10 re sels'sic 6 dynamic qualification of mechanical h 
electrical equipment 

CCMUFNCCB.A Licensing Prai.ch 2 02/02/36 DAVIDSON. 0 R 

Cleveland Electric lUominatlng Co 4p? 13311 001 3<» 

Fiche: 90-440. 82/03/26.8203150269 


6303100211 Forwards proposed responses t o Rad I o log i c a 1 Asseseiront 
Urancli open 1101.4 lo/sicsption of 01 47V 29 ro plan 1. 
elevation layout for areas through which spent fuel bundle 
passes h radiation shielding of accessible area analysis 
COFFEV. H Cleveland Electric Illuminating Co 07/03/02 
lAHASIRA.M Radiological Assessment Drench 7pp 17101 065 24* 

Fiche: 50-440. 03/03/02. 830310031 1 


8303170024 Requests design of circuitry for automatic depressor 1 Jat 1 6 
sys 6 manually controlled E8F sys be revised 
BCHJENCER.A Llrensmg Oranch 3 02/03/03 DAVIDSON. D R 

Cleveland Electric 1 1 lu.si natlng Co. 3pp 13325 270 24X 

Fiche 30-440.82/03/02.0303170024 


8203190404 Notification of 820318-19 meetings w/ulll in Pa Inesv 1 1 I «. 8 
to discuss auttllary sys open items 6 plant tour 
8TEFFANO* J -J licensing Branch 2 02/03/02 5CHUENCER. A 

Licensing Oranch 2 3pp 12372 038 24* Fiche 90-440.82/03/02. 

□203 I 90 4 84 


□203110001 Oeneric Ltr 82-04 to all licensees of operating plants, 
applicants fur DL te holders of CP re use of INPO SEE— IN 
program. 

elEENHUT.O.O Division of Licensing 82/03/09 HAlifiPURQ. A 
Consolidated Edison Co of New VOrk UIDNER.N A Georgia Power Cc 
3 pp 12291 031 24* Fiche 90-000.82/03/09.8203110001 


8203330068 Foruards list of deficiencies re NUflEO-0737 requlr am on t s. 
naeting should bo arranged 

SCMWENCER.A Licensing Brar.ch 3 82/03/09 OAVIOSON. 0 R 

Cleveland Electric Illuminating Co 7pp 12392 329 24* 

Fiche 50-440. 82/03/09. C203230068 


I1«i03 1 7014* Fo"'Jdrd» Te«.p<;n<e» td Str«JCt«<rdl t'>9 > r P?r ir>j Qrantft 
Oi’OSl I .»(liun I ie<n<i »rt1«>«l>i s rat »r. 

c opc “at* • lans I 1 p loaiitni) < a»e« . rt- IP f opced Jt plai'i 
coiicreie t< '35fl 

PAVIDS0“<- r> F. lectric 1 1 1 i”? id B2/03/11 

SC»^WEN‘-£H . ft LlCdr.sinj D ranch 3 33pp lc3J4 i'SO 39* 

Fid - » 50-490. 63/03/ ! !• <-k'0.3) 70tt& 


a2j3S30'jb3 F«r'j«r4"k hr.O H <» I • brae h u re t r.i,cledr infu artIcUs re 
f ac I I > t, . Doc urpnts 9 «in»rat»<l In ccnjonctlon u/puollc info 
prowl'd'- 

CDFFtv.D ft Clo.»elai>3 Flutrjt 1 1 luwl^ai in? 03/03/11 

lAFAYEnF.ft EP LltrnUr; Bronco 3Ci*P 1 23W 031 34* 

FI Clio 30-4 40.03/03/11.6303330363 


0303140336 FcPiardi Vc I Iv. -Licensifis Revlef Oroup tl Position 
dapers. do^PTinj 11 nf 36 issues 

n3. TISCKEB.O L I icensirs Revtfu Oroup tl. uri. T/SCmEB . D L 
tlVvncis Psjes <,o 03'O3.'13 Slandar <1 1 1 a t isn 6 Opecl/il 

Pciijecss IlrancE 3pp 1 330/ 0/4 34)C Fic''e 30-0DO. 03 /03/ 13 . 

0303160336 


E ‘.BC 5sfetf EvaKatIun Report (5EH>. supple b correspondence 


0303100436 Foiieards inccTplete draft 9ER. tAJBEO-OB/7 Besponsds t: 
arses soould ft® reviewed 6 resfOnses provided 
TEOESCO. 0 I Assistant Director for Ukcenslng 03/03/03 
pADIDSCN.D B Cotruonuea I th Edison Co 400PP 13193 09? 34) 

Fiche 50-440.02/03/03.0303100426. 


B303333D39 Requests corrections to one I list of errors 6 cmlssldi 
rSA9 latle 3 2..1 to closeout PFB open I teir 
SCMUENCER.A Ulcensinq Oraneb 3 62/03/10 DAVJDSflfl.DB. 

Cleveland Electric 1 1 I untnatinq Co 3pp J3374 254 24* 

FiCbe 3D -440. 02/03/10. 0203220029 


020331042/ Foraards draft responses to concerns Identified In dr. 
re containment sys Responses L.ltl be incorporated In amend 
to FGAR 

nAUIDSO.*). U fl Cleveland Electric 1 1 1 uirinat ing Co 62/03/22 
SCHn'f-'CFft. A Licensing Dt anc'- 2 4pp 12434 124 24* 

ritne 30-440. 62/03/22. 0303310427 


-62031*0349 Licensing Review Group M Position Papers.' L'ol IV 

• Licensing Bevte.e Group It 02/03/12 35pp |S30'»076 24X 

Fiche 3O-C00. 02/03/13. 0203160336 


0rO'3S'JC46l rgr^ards addi infc re initial test program In response to 
'.“tC QueSLion 640 4i re instru-eot air p r eop er a 1 1 nna I test 
DftvIDSDN. U l> Cleveland Electric lllLPtnatlng Co 62/03/12 
TEOESCO. R L Assistant Director for l.tcenslnp Rpp 13362 322 
24* Flcne 30-440 S2/t)3'13 bJ032304«t 


02O33CLH1O frruards respenses to at t i on items re contair-ent 31dp*prr 
62C21 1 nievtinq j/StrocCoral Enjtneering Branch 
uAVtOSCN D f> Cleveland Electric 1 1 1 uielnat Inp Co 02/03/23 
EC6LENCER.A Licensing Branch 2 9pp 13446.237 24x 

Fiche. 50-440. 03/03/22- 03033001 10 


B3033C02I3 Foruards response to NHC Ouestlon 230 4 re ap p 1 1 cat t I i t g of 
certain sr-all seisrvli events at site 

r.AVIDSON-O R Cleveland Electric 1 1 I ur< loa t ing Co 03/03/32 
SCH^fEhlCF. R A Licensing Orarch 3 22pp 12450 326 24X 

FIch-e 50-440.02/03/23-0303300213 


03C3250297 Forwards KRC 93031* Itr to util t MRC 020316 meeting 
notification re 02O4C* 5 07 site visit for DL stage 
etiv t ran r ev i eu 

D0IH3CHIL0.M O Operations £. Administrative Division a2/03/23 
EDDLEMAM.M .tfflllatton l/nlnown 2pp I24I3 226 24x 

Fitse 50- AO'J. 82/03/33.0203350297 


0203390433 Submits draft response to draft 9ER for procedures & 
ee-visvi Response ultl be i nt urgoratort as ao-end to FSAB. 
DAu| 060.‘I.D R Cleveland Electric Illuminating Co 62/03/25 
SCHLENCER. A Licensing OraneP 3 4pp 13435 279. 24* 

Fiche 30-440. 02/03/23. 02O329O43'J 


8303310313 FoTLards draft responses to draft 9EH for Core Ftrfor 
Drancn Responses -uilt bo Incorporated In FBAR amend 
0AV1D50N.0 II Cleveland Electric > 1 1 u.slnat Ing Co. 62/03/33 
GCHvIChiCEn. A Licensing Branch 3 0pp 12453 110 24* 

Etche 30-440. 02/03/35. 030331031 5 


B3033I038I Forwards draft responses 
draft 9hR 

DAVIOSOil. 0 R Cleveland fleclrlc 
SCHidEh'CER. A Licensing Drench 2 
Fiche 5C-440. 03/03/23- e203310'jat 


to concerns in Auilliarg Bys 

Illuminating Co 62/03/23 
26pp 12434 197 24X 


0203310062 draft ENVIROMMEMl AL STATEr-EMT RELATED TO THE OPERAIIf 
PERRY f.UCLEAR PCMER PLAMI . Utfl TB I AND 3 Docket Nos 
STlt 50-440 V STIJ 30-441 tCteveland Elsctrtc 1 1 tumtnatsng 
Corpang ) 

« Office of Nuclear Reactor Regulation. Director NURE0-06di 
63/03/31 130pp .tvallableal NTIQ 124*3 117 34* 

Fiche 30-440. 02/03/31. 0303310062 


r Securitg. -ledtcal. emergency b ftre grotecClnn plans 


0303310411 A;li receipt of 020316 Itr describing mgt actions initlalrd 
re in? lerenta 1 1 on of 04 program Upon co'-pletlon of 
Investigation ac 1 1 v 1 1 les. meet in g will bO scheduled to 
discuss resul ts 

NORElIdS. C E Division of Project t Resident ProgTamS 02/03/23 
OAv t DSO*d, D R Cleveland Electric 1 1 1 v-iina t I ng Co tp 13454 241 
24* Flcne 30 - 440.132/03/2:1.0203310411 


— 03O33ID41S Advises that B20210 meeting was held in Glen Ellyn. IL to 
discuss findings fro- recent Insg nf wort being perfornted 
hy LK Comstock Cerp onsite Evaluation of all 
safetg-r« lated contractors will be corgleted by 020301 
OAVIOSnv.D H Cleveland Electric 1 1 Iv-inat Ing Co 92/03/1‘J 
kEPPLER.O O Region 3. Oftice of Director 2pp 12434 242 ;.’4X 

Fiche 30-4 40.02/03/23.9203310411 


0203310341 Offers no comments on matl ro proposed operation of 
fatllltsos 

DAVI9.VW Agriculture. Dept of 63/03/2* eClIUENCER. A Licensing 
Branch 2 Ip 12453 019 24* Fiche 30-440.02/03/26,8203310341 


O NRC Oraft/Final £n viron-venta 1 State.meiits* suppls 6 correspondence 


R 2 O 3 O 40243 Advises of approval of guard training (. qua 1 1 f ice 1 1 oi 
plan. submitted by 920100 Itr Plan to be fully Imp I ementsd 
so security personnel gual ifled lehen OL Issued 
SCFRENCF.R . A Licensing Branch 2 02 / 02/16 DAVIDSON. D H 

Cor-.oov,eslth Edison Co 4 pp 13137 240 34 X Flcho 50 - 440,9 

9203040243 


0203100330 Forwards emended security plan pages for review. Page 
Jlthhel4 iref 10CfR2 7901 

OAVID&ON. 0 B Cleveland Electric Illuminating Co 02/03/23 
SCHREkCHR.A Licensing Branch 2 3pp 12186 131 34X 

Fiche 50-440. 62/02/25. 830310030Q 

0203220103 Notification of D20316 renting w/Ollbert Assoclatos 
safe shutdown analysis for App R 

SlEFANO. J. J. Licensing Branch 2 82/03/02 OCHWENCER.A L 

Branch 2 3pp 12374 303 24X Fiche 50 - 440 , 03/03/02, 920322 


9203150044 Submits status rept on development of prompt alertln 
to provide early uernlng to public surrounding facilities 
In event of emergenc y- per NRC 610720 Itx. 

OAVIOSOV.D B Cleveland Electric Illuminating Co 62/03/10. 
TEOESCO.fl L Licensing Branch 2 3pp 12237:172 24* 

Fiche 30-440. 89/03/10, B203I30044 


0203220030 Forwards N JREO-OBSa. OES (or Facilities & notite of 
availability which has been forwarded For publication (f/o 
0E8 

eCFi^ENCER. A. Licensing Branch 2 02/0.1/12 DAVIDSON, O ft 

Cleveland Electric Illuminating Co 3pp 12374:237 24* 

ricne 30-440. 92/03/13. 9303230030 


0203170214 Forwards proposed responses to NRC questions raised 
620209 reeling u/hRC re fire protection program. Four 
overslis dra'wlngs end Aperture cards are available In FOR. 
COFFEY. B B Cleveland Electric Illuminating Co 63/03/12. 

Chemlcel Engineering Branch 40pp 12391 300 24* 

F tc«e 30-440. 02/03/12,8203170214 


--02032200.36 Notice of availability of «3nf:O-0B34. DE8 
8CHWENCER. A. Licensing Branch 2 82/03/12 2pp 

Fiche 50-440. 03/03/12. 8203220030 


for (acll It les 
12374 239 


0903300210 Advises that EI5 reets filing requirements of Seettnn 
1506 9 of CEO rsqutetlbns Hotter of availability to be 
put 11 Shed in FR on U2032* 

UILSO\.il. Environmental Protection Agency 82/03/24 QtEFANCL .1 J. 
OlvlsVon bf Licensing Ip. 1244* 227. 24* Flcbe 30-440,62/03/24, 

8203300210 


0303190292 Submits response to NBC questions re fire protectloi 
program 

DAV.M08Q.V. D R Cleveland Electric 1 1 1 umlnat ln§ Co 89/03/12 
TF.OESCQ. R L Aselstacit Director for Licensing. a9pp. 1234: 
24* Fiche 30-440.82/03/12,0203190262 


O A j )V<> t c atorij correspondence 


O9O30402S6 Request for productton of docooients froof of svc enc I 
ftelotee corresponderice 

htLI'D 0 Sunfloi.er Alliance UILT. 0 D U1 1 1. DO 89/02/94 

Clave land Electric Illuminating Co App 13115 304 94 X 

Ftche. 30-440. 03/09/94, 0903040956 


8903040398 Otscoverg progress rept Applicant responses to first set of 
interrogatories received Betond set of Interrogatories 
directed to applicant to be sent shortlg Proof of svc encl 
Related correspondence 

Wlur.O 0 Sunflouer Alliance Ull.r.n D unit. D 0 89/09/34 

35C 19113 070 94* FIche 30- 440- 89/09/94 . 0903040330 


8203040401 Second set of Interrogatories directed to l.eVe Coontg 
Cdenl at loner % & tale Countg Disaster 8 vc Agericg Proof of svc 
esci Related correspondence 

UtLT.O 0 Sunflouer Alliance UtuT. 0 0 Ui U. 1) D 82/09/94 
Late Countg- OH Opp 19114 339 94X FIche 50-440.09/09/24. 

8903040401 


S203040454 Motion to stag proceedings until applicant determined ectcnt 
of daaege caused bg fal lure to Install concrete In 
tiaibleld pT o per tg. Proof of svc enc t 

» Sunflouer Alliance WU.T.OD Hilt. O D 09/09/94 
Atomic Safety and Licensing Board Panel. Ip 19113 217 24x 

FIche 30 - 440 . 89 / 03 / 24.8903040434 


— 0903040433 Brief supporting motion to stag proceedings Llcenelng 
prccess should not continue uhtle significant defects in 
const program pending Svc list one 1 

HILT.D 0 Sunflower Alliance HILT.O 0 Hilt. 0 D 03/09/94 
4jp 19113 310 24X FIche 30-440. 89/09/94,8303040434 


81203040436 Request for production of document s. Proof of svc encl. 
Related corra spondonce 

WILT. 0 0 Sunflousr Alttanca HILT. 0 O Milt. 0 0 02/02/24 

Office of the Eiecutlve Director for Operations Spp 12114 0/5 
94X FIche 30- 440. 0?/02/:4. 0903040436 


0203040430 Forwards reply brief supporting /notion to espand (lA 
contention, per A 6 L 8 order (, 830299 te Icon. Proof of eve encl 
MILT.O 0 Ut U. 0 0 UIIUT.O D Sunflower AUtancs 82/09/96 
Atomic Safety and Licensing Board Panol Ip 19114 263. 94X 

Ficte 30-440. 09/02/96. 0903040430 


— 8303040441 Reply brief supporting motion to eipand OA con ten t Ion. mo 1 1 cii. 
to resubmit contention h to file addl contention on control 
• gs Proof Op svc encl 

MILT.O D Sunflower Al I lance MILT, 0 D Hilt, DD 03/09/26 
Atomic Safety end Licensing Board Panel 7pp 19114-266 94X 

Flcbe 30-440.03/03/36.6303040430 


B203100474 Miscellaneous filings. Intervenor will file Interrogator Irs 
silthin 3 ttike to ARC & applicant re Issue 3 Mo representative 
will attend 890303 demonstration at OE control room 
slmjletor Ul/C art 1 f tcate of Bvc. Related correspondence. 

ALCtANBER, R. Ohio Cltliens for Responsible Energy 02/02/97 Iipp. 
12183 281 2 Ax Flthe 30-440, 82/02/27,0203100474 


3263340323 Memorandum 6 order denying Sunflower Alliance 820224 /sotloii 
to stay proceeding (taken as motion for continuance) Motion 
entirely w/o merit Concern not ripe for adjudication OA 
tseues can be raised In timely fashion 

BLOCH. f . 9. Atomic Befety end Licensing Board Panel 02/03/02. 

Sunf lover A1 1 lance. 2pp 12113 067 24x FIche 90-440. 62/03/02. 

0203040393 


0 203090191 Afieuiar to Sunflower Alliance first set of Interrogatories 
Certificate of Bvc and. 

T<IE88IM.3 H Hearing Branch 2 62/03/03 Sunflower Alliance 

lOOpp 12139 293 24X F Ic he 50-440. 89/03/03. 89030301 91 


0203030149 Msmoranduffl L order denying Sunflower Alliance B1121B motion 
to file addl contention re safety control sys & B20208 
motion to espend BA c ont ent Ion. Mot Ion to resubmit Contention 
7 granted In part 

SLCCH.P.e. . Kline. J R. . SHON. F. J Atomic Safety and Licensing Board 
penal. 89/03/03 Sunflouer Alliance I3pp. 12160 147. 24X 

piche 90-440. B2/03/03. 8903060 149 


0203060144 Menorendom correcting errore in L0P-81-24. 

BLOCH.P B. Atomic Safety and Licensing Board Panel 02/03/04. Ip. 
12133:149 24X FlChe: 90-440, 82/03/04,0903060144 


0203680196 For Herds documents listed in NRC 820303 answer to Sunflouies 
Alliance first set of tnterroga tori as > App A H/o end. 

TMEBSIN. J.H. Hearing Branch 9 82/03/04 UILT. 0 0 Sunflower 
Alliance Ip 12193 130 24X FIche . 90-440, 89/03/04. B203000 196. 


OliO^IIOlOS Bequests apptica'it rasponsc to A C<chw«nc«r ‘J11S93 rogues! 
foi addl info re applicant financial qualifications w/o 
encl Related correspondence 

wur. D O Ulegiran. Mossier t Vandenburg MILT. 0 D Sunflouei 
Alliance 09/03/03 TmLBSIN. ,1 H Hearing Branch 9 ]p 
1234/ 36 1 94* Ficne 50-440.02/03.05.0903190109 


8203230253 Answers to first set of interruga t or tes Certificate uF Lvi 
one 1 

WILLMCRE. II L Cor-ncinuea I tl> Fdison Cp UIlLMORE.R L Shaw. Plttmun. 
Potts 1. Trowbridge G3/03/17. Ohio Cl ti lens for Responsible 
Energy l4pp l?37U 357 SAX Fictie 90-440. 82/03/1 7. 09032309:>5 


0203990444 Requests td '■ai.e limited appearance statement at hearings 
KCCLLIKER. n II. Affiliation Unknown 02/03/1/ Ato.nlc Safety nml 

Licensing Board Panel' Ip 12411 079 94 x Fune 30-440. 03/ 03/ 1'/. 

8203250444 


0203230110 Motion to dismiss FJ Henney as party ASI.B has authority to 
dismiss Kenney for failure to conply w/discovery requests 
Certificate of Svc encl 

SILBERO.J £ Cleveland Electric Illumlrating Co SILOeHC.J I. 

65au. Pittman. Potts t. Troubrkdge 82/03/99 Atomic Safety a*ui 

Licensing Board Panel 3pp 12415 008 94X FIche 50- 440. 02/03/:;9. 

0903230] 18 


6903990377 Motlnri for directed certification of portion nf ASLP 
090303 meooranJuri 6 order admitting hydrogen control 
contention A 8 lD contravene'! MRC reg.ilations 6 Com.sisslon 
6 aOLAB authority Certificate of Svc encl 

NILUMORE.R 1. Cleveland Electric 1 1 1 um me I I ng Co HULMORE. f( L 
Shaw. Pittman, Potts 6 Ironbridge 69/03/23 Atomic Safety anil 

Licensing Appeal Panel 90pp 12432 26/ a4x FIche 50-440. 
82/03/93. 620327037 7 


6203290912 Forwards documents listed li> App 0 to NRC 090324 answer tn 
OH Cltlions for Responsible Energy second sot of 
interrogator! BS U/o encl 

TICBBIH. J M llooTlno Ovanttv 2 62/03/24 HIATT. 8 L t.nc - tin 

Detailed Affiiiaticin Oiven Ip 19426 993 94X 

FIche 90-440. 02/03/2.1 . 02032902 1 3 


H Oeneral corr e sponc one « 


0903170299 Submits Moorereao School Urnocratlc precinct resolutiun 
supporting c omp r ehend I ve. c on 1 1 n uous radiation monitoring of 
plant X* wildlife at facility site X. i p ares within 30 miles 
of site before startup. 

FayVIELLC. L. R Affiliation Unknovn 69/03/11 N'RC - No Ootalind 

Affiliation Given Ip 19312:003 94K Fiche 30-440.82/03/11. 

62031 70259 


I Financial Inforiratlun 


6903150045 Forwards response to Part A of Ouestion 390 I on financial 
qual I f lea 1 1 on s. 

OAVtOSON. D R Cleveland Electric Illuminating Co 89/03/10 
SCMUCNCER.A Licensing Braiich 9 30pp. 19237 211 94X 

Fiche: 80-440. 02/03/ lO- 620313004 3 


0 Inspection reports. IC Bulletins X. c orrosp ondaiic e 


8203110137 Advise* that IE Info Notice 89-01, Revi st on -Auilltprg 

Feedwater Pump i.ockout Resulting From Ulestl nghouse H-9 
Eultch Circuit Hod." was sent to listed licensees 

■ Region 3. Office of Director 82/09/26 Region 3. Office of 

Director Ip 19912 313 24X Fiche 30-000.02/02/96.82031101:17 


B9O3100I76 InPortn* that Region 3 will be performing special team 
assessments of const program to deterntne Indications of 
aelstlng or potential const problems 

KEPPI.ER.J O Region 3. Office of Director 69/03/09 OALUVN. I) li 
Cleveland Electric Illuminating Co 2pp I2I8I 335 34X 

Flfhe 50-440. 62/03/02. 390310017 6 


8903110079 Advise* that IE Info Notice G2-03. "Environ Teste of 
Clectrlcel Terminal Olocbs.'* uas sent to listed licensees 
e Region 3. Office oF Director 63/03/04. Region 3. Office* of 
Director ip 19213:344 24X Fiche 30-000. 09/03/04,0203110079 


0903170235 Forward* IE Info Notices B9-04. "Kotonllal DefUlenty of 
Certain A0A8TAT E-700D Series Tlime-Oelay Relay*" 6 09-05, 
"tncrsaslng Frequency of Orug-Be) 4 ted Incidents" 

* Region 3. Office of Director 69/03/10 Co.'sronwea I th Edison 

Co Ip 1234 7 090 24X Fiche 30-000,62/03/10.0203170933 


8903190903 Advises that IE Info Notice 82-06. "Failure of steam 
Oenerator Primary Side Manway Closure Studs." was sent to 
I 1 sted licensees 

• Region 3. Office of Director 62/03/19 Region 3. Office of 

Director- Ip 12349 208 24x Fiche . 30-000. 82/03/12. 0903 170 L'li 5 



S«03e.’3J6*^ ‘^or-ards !E !r(o Notice G2-J7. "lnadei|udCe Security 
Screenir^ Brcj<’d'»< ' No ^ritte’i rtaporse r©<iulr®3 

• Union ■). Office Ciroctce f)2/03f|6 Coeioion. Co 1 tn Cdieoii 

Cc Ip I23Ba .?I4 24* Plclc 50-000. 03/03/16. 030333066'? 


3 fiepo-toole o < c o'r cnr e I. . t< related c or r esp »ndor.c e 


0303033312 inlet m deftc>©n(i| rep t rc defect tn etartinf air nijn check 
calve rirai rept date :nan$ed to 830530 Delap due to 
inveittpa 1 1 on not beinp cenpleted urtll G30430. 

C/VVIOSCN. 3 B Cl eve I an: tlactni IllurlPattno Co 33/03/39 
AEPPLEK.d O Or}! or 3' Eiflte a( Ui ret tor tp. 13133 050 34X 

Pit^c 33- 44 3. 83/33/35. 030311503 1 3 


6303163060 Foruardc Mechanical Eng tneer ing. St t tng Analge I «. Ef/i-, 
TreaCneiit 9|« i, Containment 5ge Rranchet requeitt Pof aJJl 
info Repponaea requested bt, 830403 

ntRACLiA.I- J Llcetiptnq Drpnch 3 83/03/01 lAULMAf.'. H C. f 

Service Co of .Neu Hairpthtre S9pp 1331 I 17<? SOX 
Fiche 50-443.03/03/01.8303160068 


83U3CQ037I Requepti apslitance in obtatniiig motion recordlngt of 
Hei, Qrti(\put<> earthiiuale sequence 630110 Frank I In. 1.K 
earthquake, from DSS8 6 D5 Army In Support of response to RRC 
830313 FSAR request for addl Info 

DEiftifCEfiTIfe. .1 Fob I It Service Co of Neu; Hampshire 83/CD,’0J 
MIRACLIA.F J licensing Qranch 3 Ip 13147 133 34« 

FlCfe 30-443. 03/03/03. 0303000371 


feL03&5ri330 Final Fare 31 rep* re •eld tefects in polar crane boi 
girder fet c oi'ta I n-.rri t ; nt 1 1 a I 1 1 / reparle; OllOl/. 
i/ltraicnit test eiair conducted ne.port flees Industrial of 
\fA stated BC'i cf we Ids tested reject at le 6 uiH oe repaired 
n.lVIOSCN. 0 H riavalard Electric 1 I iuir Inat ing Cii 83/03/36. 
jcEPPLEF.J 3 Region 3. Office of Director 3pp 13133 073. 34* 

FI me ;0-4«0. 03/03/36. 0303050330 


8205330157 I'.teri- Fart 31 rept re stress aea lusts for control 
rod drive s<,s.inltialla repo? ted 02C3O7 Oilbert Associates 
.sodifieo soci wei-d joti t configurations to redute nurber 
of overstressed pcints Mod cr.-pleCio*i eipec ted by 030701 
OAVICSQN.D R Cleveland Flect-lc I I I unlnat 1 rrg C'o 03/03/11 
KfFFuEO.v O Region 3 Office of Director 3pp 13381 273 24X 

i icfe 30-440. 63/03/ 1 I . &2037'10157 


0303353336 Final deficlercg rept re fiesuring proole-is v/stainless 
steel cradling in reactar tldg suppression pools, i n 1 1 la I I y 
reported G01006 Fracture fatigue analysis purfor-ed Coating 
sgs to arohitit crevice lorrosion v.il] be er-ployed. 

OAVirSDN.DH Cleveland Electric Illuminating Co 83/01/15 
hEPFLER.J 0. Region 3. Office of Oi-cctor 3pp 13413 373 34l( 

Ficfe 50-440. 83/0.1/ I 5. 830 3350336 


0303350337 'Perrg Stainless Steel Cladding Evaluation Rept 

» 3i I bar i/c jn.aon»ea I tr Cos 3300 03/03/31 POOpp I24i;>:.'74 

34 1 f iste 50-4 40. 03/33/ I 5. 8303350336 


8303100544 Nutification of 820330 meeting w/utll In fiethesda 55 
discuss proposals for upgrading qua 1 1 f i cat I ons for 
operat 1 ons 

Hl-ECLER.L L l icensing Dranch 3 03/03/03 fl 1 R AGL t A. F J 

Uicensirig aranch 3 3?p 13217 l37 24* Kicbe 30-443.03/03/ 

8303100344 


8303110324 Confirms 830408 egt moetirig at plant site to discuss 
tf design change control measures 

STaRDSFECR I . R Division of Project & Resident Progra-is 02/0 
IallMAN.W C Public Oervite Co uf flea Hampshire Ip IMIi 
34* Fifhe 50-443.83/03/03.(13031 10324 


0303110306 Forwards responses to Corrosion Engineering Section t 
383 030113 requests for addl info re steam generator 
secondary nater chemistry program 

OEVINCENF IS. J Public Service Co of Meiu Hampshire 03/03/05 
MIRAGLIA.F j Licensing Branch 3 7pp 12313 220 34* 

fichd 30-443. 02/03/03. 03031 10306 


0203110334 Forcards responses to Structural Engineering OraniF 0 
320 030311 requests for addl info re ability of selSTlc 
Category | structures to withstand various pressure loads. 
Responses to listed requests will be sub.mitted by 030313. 
DEVIflCENTIS. >d Vankoe Atomic Electric Co. 03/03/03 nARASvi 
Licensing Dranch 3 3tpp 12316 168 34* Fiche 50-443.03/05 

03031 10334 


9303265354 Part 21 deficiency rept re design change to Oouli Pumps. 
Inc pumps, IM iial ly repurted an 011321 Oould design 
control program -.as sa 1 1 s f ac I cr 1 1 y Imple-iented so problem 
not reportatle per IOCFR50 53(el 

DAO ICS ON. 0 B Cleveland Electric Illu-|nat1ng Cu. B2/03/iB 
KEPPLER.J S Regicn 3* Office nf Director 2tp 13434 006 3A* 

Pier.* 55-440. 82'OJ/I0. 03<>336O354 


0303180363 Forwards roquest for addl Info re pressi/rlier dlscmar 
jlpinq design t, in-core neutron flui (measuronerit 
1 ns t r umon ta 1 1 on Response requested by 020430 

MIRaSI.IA.F j Licensing Branch 3 83/03/09 TALLHAM. H C f 

Cervice Co of New Hampshire 6pp 13343. 311 34X 

Flchs 50-443. a3/03/0S. 9203100363 


BDChEf 20-443 SEAIi'iOOK IJC'CLEAR 91AF10N. DNI f I 
A App 1 Ic a 1 1 on/< oust rue I ion stage docuiaants t. correspondence 


0303100472 Natl ficatlan of 020330-31 meeting u/utll In Soabrccl- 
discuss safety review 6 tour selected sys 

UHEELCR. L 1. Licensing Branch 3 62/03/09 HIRA5L1A. F. U 

Licensing Branch 3 2pp 12342 240 24X Fiche 90-443.02/03' 

0303IB0472 


030304C031 Forwards recuests for addl Info re safety review Response 
due 820312 

MIBAOLIA.F J Licensing Branch 3 03/02/12 I'AH.PAN, H C Public 

Service Co of Hew Hampshire I lOpp 12119 390 24X 

riche 90-443. B3/02/13. 0203040031 


8303170114 Notification Of 820407 meeting u/utlls In Beabroot.M 
to conduct Effluent Treatment Sys Branch tour L discuss 
Items re safety review 

wheeler. L L Licensing Branch 3 83/03/08 MJRAOlIA.F J 

Licensing Branch 3 3fp 12394 360 24X Fiche 90-443,82/03' 

0303190H4 


8203040477 Notification of 020327-0401 meeting w/UnIted Engineers t. 
Constructors. Inc in Pt I lade Iph I a. PA to perform structural 
design audit Agenda end 

LriEELER.U U Licensing Oranch 3 02/02/13 fllRACLlA.F j 

Licensing Branch 3 4pp 13130 397. 34X Fiche 50-443. 83/02/ 12, 

020354047/ 


8203040483 Notification of 020333-26 meetings w/Onited Engineers t. 
Constructors. Im t ALL In Pr. 1 1 a de 1 pM a. PA to review & 
discuss responses to requests for addl info 420 5 through 
430 

L.HEeLER. I.. L Licensing Oranch 3 83/03/12 MIRAQLIA.F J 

Licensing Branc'> 3 3 pp 13130 233 24X Ftche 50-443.62/02/12. 

8203040403 


9203240505 Sum-ary of 810715-17 ineetiiigs w/uttl re status of const 6 
schedules for const co<npletton Agenda end. 

TEDESCD. R U Division of Licensing 02/03/23 FALlMAN. W, C PuPlH 
Service Co of New Ha-pshtre 3pp 12413.274 24 * 

Fiche 50-443.82/02/39.8203340905 


8203030137 Submits progra.m to be Implemented to de-onstrate Idna-term 
0|>9fdbtlitii of if^ep Jr^ft p p % 

U£V|NCENIldp J P«#bllc Service Co. of Meuf Hamps/iire 02/03/01 
TKDESCO. R u. Assistant Director for Lic«fu»lng 3ijO 12105* 

245e Fiche 30- 443# 85/03/01 f 8303030127 


B2O3110O0I Generic Ltr 82-04 to ell licensees of ciperotin^ plerl 
applicants for OL & hoKlers of CP re use of INPO 8EF*'1(^ 
program 

EISEN-IUT.DO OtvlslDft of Licensing 63/03/07 MADS.''ORO*A 
Consolidated Edison Co of New YorS 3pp 12291 031. 24X 

FlcCe 50-000.02/03/09.0303110001 


8203100310 Advtses that utt I will propose sys of continuous leu 
chlorination at tooling water intake structures to replace 
thermal bee t - f I ush 1 ng operation for control of blofouling 
Change description to appear in May 1763 draft E18. 
rlO£B€3. J. 0 Environmental Protection Agency B2/03/07. flAC' 
Sack us. R A 3 pp 13333 334 34 X Fiche 50-443.02/03/07. 

0303100310 


8203160221 Forwards responses to NRC BI1217 request for addl in 
FSAR Chapter 13 Revised sections of F3AR enci & will b« 
Incorporated m no it FSAR amend 

OEVtNCENT IB. J Vankoe Atonic Electric Co DEWJNCENTIS. J ? 
Service Co of Mew Hampshire 02/03/11 MIBAOLIA. F J Lice 
Branch 3 ISSpp 12270 00! 24X Fiche 50-443, 02/03/1 ), 0203 


0203170106 Discusses proposed use of continuous low level chlor 
in Intake tunnel at facility 

3TltW.EY.vfE Environmental Protection Agency 02/03/11 
WHEELER. 0 NRC - No Detailed Affiliation Given 2pp 13319 
24* Fiche 30-443.03/03/11,0203170106 


DOCKETED ITEMS 


9«03160II3 rorudr3» rs^pon^e to 030113 ro^upiit tor add) info (. rcvlf i-d 
rCA®? Section^ 3 4. 2 9. 3 2.3 7 4D> t App 20 Detailed aun'*bdry 
of representative field control tests for enjineered 
Sattflll provided 

OevlNCENF JS. J Vaniiee Atomic electric Co Cfivl.MCENr IS. J Public 
Service Co of lieu Hampshire B3/03/I2 IIIRAOl.lA. F .} 1.1 c eiis I iifi 

Oranth 3 I30pp 12399 10R 34* Flche 30-443.02/03/13.82031*0113 


03031601*9 Forwards response to Radtoloplcal Aseess-nont Drancr Ul’O^ll' 
Series 471 request For addi info Station nanaDer assosies 
dec Is ionirat Ing authoritq re ALARA 

OEVir.CEMTIS. J vanioe Attnlc Electric Co OEVINCENl IS. J Piihlir 
Service Co of New Harpshlre 03/03/12 lilRACl.lA.K J Llcoiisiu(i 
Branch .1 39pp |239V 130 24* Fiche 90- 4 43. 02/03/ 1 2. 6203 1 /jll|6'/ 


0203160174 Forwards response to Geosciences Dranch Q30213 Series 2*JCj 
request for addl Info Structures identified In FSAR Fable 
3 3-l>eice?t eleclriral iranbo 1 e s. doc h banis 6 »vc uator 
flplng are placed on bedroct or fill concrote 

OEVfINCEtll'IS. J Yankee Atoir.ic Electric Co CFVINCENl 18- si Publli 
Service Co of New Hampshire 03/03/13 MIRAOLIA.F J Licensing 
Branch 3 I9pp 13301 201 24* Flche 90- 443. 62/03/ 1 62031 601 /9 


tl2001b0360 Forwards responses to HqOrologIc t* Oco t ec tint c al Eng J nrer I iiq 
Branch 620212 request For addl InFo Eleven oversite Figures 
•nc 1 Aperture cards are available In PDR 

CEVIhCENT IS. J Yankee Atomic Electric Co OEVINCENT 1 8. 3 Publli 
Service Co of New Hampshire 83/03/13 MIRAOLIA.F ^ Llcensliiq 
Branch 3. Qpp 13303 171 24* Flche 90-4 43.03/03/112.8303160260 


0203160370 Forwards responses to Chenlcat Engineering Branch 301 Oei-ln 
request for addl Info per 020213 Itr 

CEVIHCEMFIS. J Yankee Atomic Electric Co OEVINCCNTIS. J PubIK 
Qervlce Co of New Hampshire 02/03/12 MIRAGLIA. F. J Llcenslnq 
Branch 3. lOpp 13306 001 24X Flche 90-443. 83/03/ 12. 03031 6(i:i/0 


B3031604I3 Forwards response to Core Performance llrancfi 0302(3 8orlrs 
493 request For addl Info. Improved occuraci/ RC3 flow 
eeasurer-ent technique provided 

DEVINCEnT 18. J Yankee Atoxic Electric Co DEVINCENT 18. J Publli 
Gervice Co. of New Hampshire 82/0.3/13 MIRAOLIA.F J Licon..iiig 
Branch 3 lApp 12303 347 34* Flche 90- 443. 62/03/ 1 2, Q2031 *04 13 


3303160914 Forwards responses to 030312 request for addl info re OA 
OGVINCEIITIS. J vankeo Atomic Electric Co DEUINCENT 1 8. J Publli 
Service Co. of New Hairpshire 83/03/13 MIRAOLIA.F J LlcenslO)! 
Branch 3 91pp 13309 1 57 34X Flche 90-443.82/03/13.0303160914 


0303160930 Forwards response to Accident Evaluation Branch 030312 491 
Oerles request for addl info hothodologg used to develop 
estimated frequencies of lightning strikes provided 
DEVINCEMFIS. J Yankee Atomic Electric Co OEVINCENI 1 8. J Public 

Service Co of New Hampshire 82/03/13 MIRAOLIA.F J Licensing 
BrhiMh 3 34pp 12308 242 24X Flche 90-443.02/03/13,8203160930. 


8203170399 Forwards responses to Q20312 request for addl info. Series 
410 

OewlNCENfia. J Yankee Atomic Electric Co OEVINCENT 1 8. J Public 
Service Co of New Hampshire 93/03/12 MIRAOLIA.F J Licensing 
Branch 3 93pp 12316 360 24x F 1 c he 90- 443. 82/03/ 1 3. 82031 /039‘;, 


B303170467 Forwards responses to Reactor 6 gs Drench 440 Series request 
for addl Info re FSAR 6 RC 8 Info Submittal does not contain 
440 34. 440 43. 440 4b. 440 28 6 440 61 respon ses Addl 
response will be provided bg 020319 

OEVINCENTtS. J Yankee Atomic Electric Co DEtllNCENTTB. J Public 
Servlcp Co of New Flampshlre 09/03/12 MIRAOLIA.F. J Licensing 

Branch 3. 300pp 13319 317 24X F 1 c he: 90-443. 83/03/ 1 3. 0303 170467 


6303170366 Forwards responses to Accident Evaluation Oranch Series 4l«i 
B20313 request for addl Info re steam generator tube rupture 
ana Igsis. Res p onee to Question 490.3 will be submitted bg 
820319 

DEVINCEnTIS. J Yankee Atocnlc Electric Co 83/03/13 plIRAOUlA.F .1 
Llcensicsg Oranch 3 17pp 13330 237 34X Flche 90-4 43.82/03/12. 

8303170966 


8203170983 Forwards response to Series 430 rectueste for addl Info dtd 
030213 

OEVlMCENTtS. J Yankee Atomic Electric Co OEVIMCENflS. J. Public 
Service Co of New Hampshire 82/03/12 MIRAOLIA.F J. l.lcenslng 
Branch 3 290pp 13338 333 24X F 1 Che 90-443. 82/03/ IS. 6303 170903 


8303330933 Advises of proposed attendance at 030330 Reactor Sgs 
Sranck alto tour 6 meeting w/appHcant 

KINCEft. E T Mew Hampshire. State of 82/03/(3. UHEEUER. L- L 
Licensing Branch 3 tp 13302 081 34X Flche 30-443.82/03/16. 

8303330333 


R.’’0JI*/C334 Fij'w.sros F t nc t I ■: i.a 1 d 1 s ( r c bu 1 1 ci'i cf fiscilitg personnel ll«i 
oer M halt IT. in t>303ll rcquu-.t 

L'EVlNLENI 111. J PuCiir •jervicc Co «if New Hampshire (12/03/ 1 6 
I- lllA'ii-l A. F ,j LtCuusi'.q Oranch 3 3p5 12J46 324 ;>4 * 

FichU 90-4 4 3. 03/03/16. 0303190224 


820'J3J04 9/ Furw-irds.in rnplq q© 020213 requests for addl info, resperts. 
to lions 440 i‘0. 440 34 440 43 r. 410 46 

DtvlNCEl.TI'l J vankeu Mumu F.letlric Co ObVlNCLNT 13. j Public 
Ser/ire Co of New ilai-p shire 82/0.3/19 MIRAOLIA.F Llcenslitg 
Or and. 3 lOpP 12J03 02/ 24 X Flche 90-443. 82/03/ 19. 02032304 9/ 


8303290148 Forwards revised respousr to 430 Rrries requests for udJl 
InFo nutrllted or. G.30JI3 

llEVI NCENT IG. J Putlir *:urvlce Co of .New Hampshire. U2/03/22 
MlRACi.lA. F .1 Licensing Briinc": 3 POpp 13414 OOl 24X 
F lche 90-44 J. 02 / 0 : 1 / 3 . 3 . 0303330140 


0303300194 Forwards losponsr In Reactor Sgs Draurh U2U313 Request for 
Addl tnfu 440 61- omitted frcrti 020313 response 

UevlMCElirie. 2 Putlir Service Co of Now Hampshire 82/03/26 
MIRAOLIA.F J Licensing Oranch 3 I 8 pp 19490 o47 24* 

Flche 50-443. 03/03/26. 0203300194 


C l/tllitl Eiiv I Torir.ent.1 1 Repurt iFRI. anends I. correspondence 


8203010134 Forwards lluvisioo 1 to environ rept 

jOHhSilll.FI n. Vanlee ntorsir Electric Co 03/02/29 MIRACLIA.f .1 
Licensing Uranch J 3pp 1207.3 COI 34X Ficho 90 -443. 02/02/29. 
0203010134 


--03O3OIOIJ8 Revision | to oriviroo rept One Oversiie drawinq eo* I 
Apert ure card av.iilobe In F UR 

* Public Service Lo oF hew Hairpshire H2/02/28 OOpp 
13073 003 34X Flche 90 -443. P3/02/29. 03030101 J4 


0203170177 Responds to L Lthoeler tuquesL fqr clarification of 
emplogment 6 paqroll info In environ rept f of CLS Approi 980 
personnel to be empluged plus 100 contract guards Anriual 
pagroll will be 29 ullio-i in 1W6 dollars 

OEvlNtENT la. ,) Vanker Atomic Electric Co UEVINCENf 13, j Public 
Service Co of Mew H.inpshire 83/0.3/08 MIRAOLIA.F J Llcpni-inp 
Oranch 3 Ip 12314 116 24X Ficau 90-44 3.02/03/00.8203170177 


6203160203 Forwards tables onitted freer Revision 1 to environ rept. 
submitted 020229 

OEVINCENT 18. w Yankee Atumii Electric to IIEVINCENT 13. J Public 
Service Co of New Hampshire 82/03/09 niRAOLlA.F J Licenc.lnq 
Dt-anch 3 Ip 12290 320 24X FicF.e 90-443, 02/03/09. 0203160:.fi:) 


--8203(60216 Idblvs for Revision I to environ r op t. omi 1 1 ed from li20:’;':. 
Sutieii ital 

* Public Service Co of New Hampshire 02/03/09 20pp 
12270 329 24X Fitbe 90-443.02/03/09.8203160203 


8 NRC nraft/Flnal Cnv 1 ronmenta 1 Htateoents. suppls U c or rospondrnc r 


6203020121 ComirenLs on OEQ I ntali e/i 1 sc harge structures will not offeci 
habiicrt of oFfshoro -whales •. sea turtles Facllttg operation 
will not affect eodangerrij species 

RE'HFllSf R Coir-noTce. Oept of. National Marine Fisheries Service 
82/02/39 MIRAOLIA.F J Licensing Uranch 3 Ip 13077.206 .'MX 
Flche 50-443. 03/02/29. 8303020191 


F Secdritg. oodical. e-nerqertcq t, fire protection plans 


0203100347 Notification uf 620310 meeting w/u 1 1 1 . Gage 6 Babcock t- 
United Engineers 6 Cons tr uc Lor s In Oethesda.MU to review 
fire protection i*equ 1 r omen t s 

UMEELEH.L L Licensing Uranen 3 82/03/03 MIRAOLIA.E j 

Licensing Branch 3 3pp 13317 140 24X Flche 90-443. 0'2/03 >02. 

8203100947 


0303190101 Notification of 620406 meettng w/utll !. FEMA In Seahroiil. 
NH to conduct site f ae I 1 l nr 1 la 1 1 on tour b develop 
schedule for emergeneg plans sefetq review. 

WFiEELER.L L. Licensing Branch 3 82/03/08 MIRAOLIA.F I 

Licensing Oranch 3 3p(i 12354 357 24* Flche 90-443. B2/03/(‘El. 

82031 fOlO I 


8303150179 Forwards request for addl info from Fmergencg Prepar odness 
Licensing Branch Site meeting on 030406 wl 1 I develop 
schedule for safetg revieuf of omergeticg plans 

MIRAOLIA.F J Ltcenstoq Branch 3 62/00/09 IALLMAN, H C I'uhHc 

Service Co of New Harpahtre 30pp 12309 3*9 34X 

Flche 90-443. 83/03/09, eaO'J 1901 7B 


<5 AJ <» «. C*' »»<■ <!<•€< « 


•d J-nS'JCSa? (•■ :; I u oi 4 « <J' «t I Hr if 4tl Itr of ti ari">m«l to 1 I < Put. <•<« fc 
nctitp Lt 'Pieiet »f petition for ;j%li( 0 (iori in FS for u»p 
III rrtpar>4in9 tc 0 lOCfRi’ i0<> potition rp ftnorclal 

\<,-a lificatior. V 

WBRAV J 1’ Ra I prao > a Hi) K frfrr c sren I (livt«iO'i 0^/02/ I & 
tENTDn. H B Offtrp or r^vCii'Or RPa'lcr Ffpqa; I atioo. Dirpetor t-pp 
l?3?6. I7« ant rifle 50-413. fli’/Oa/lfi, aL'OJ?4C£.><}7 


83C31 lOOan Fai.aardt pafilicr I'pqcpai 1 1 iij orJer taapondlnf or reaollnp 
CPFn-136 t CFFR-135 •>■,» to alleoptf ta< i of iidl Financial 
qi>a) I P if ot ) ur> 

DEriril.'4. >( U or r I IP or ’>>■, Ipar Rpaclor Raoulacion. Oi rector 
CS/Oefr.'.'^ TAi l.niifl. u C mblic Saivicp Co c’ Mp- r'anjohirP Ip 
\?2ai> 152 3A* F»th» 5J 443- »3'0?r35. Ca03l lCOi:t 


• -Q2031 ICiOS ■/ At V -etsipt 0 < G203'J5 ;;«tlttr.r tetJOitlog oropr to tlioia 
Caiist ^...•lv CPPR-135 t CPfi-l36 tniijlo not ba omppitJel cr 
revolt 4 live to lati ~.f c c 1 1 ruaiiciai qva 1 1 f i r at i ao FR 
not If a e-»c 1 

OENTCr* It R Office af tJj:1par Reactor Itepulation. Dlrpctiir. 
82/02/29 HACKi^S. P 4 fl Neil. Bacivt f. gpielirar. 3ACHti9- I' A 
SpAica^t An 1 1 -Pal I V t I or. I.ea9ce 4op 12226 193 24X 

Here. 93- 44 3. 02/02/2 5 03031 1 00 1 .1 


6203110018 111 Site ar receipt af Spar cast Ar. 1 1 -P'0 1 I u t ion LoaQue nf 
020209 pelitio-i /nopi I CCFIf2 206 la- craer to tboa cause u.li ij 
CPPR-t39 t cPPI-iSt neauld not le tusppnPpJ or rpvoteJ due 
to alleged iacf cf finarcla) qual 1 f i r at to n 

OrtilO'l. H S Of file of titclPar noactar Requlaticn OiieitoT 
8.7/02/25 IP )2..>36 J57 24r Ficne 90- 443. 82/02./25. 02031 1 11013 


--02031 10020 roruards request far orcer to sboi/ cause cni^ CPs should 
bp siisppnipc o- rPvO'eJ CprtifState of Sec Phr J 

2ACW.lltt*P A O'Melt. Qaceus f. Splelr-at 3ACVII8. R A SpAConst 
Ant I -Ro I ! u t inn Lpaqi'O 02/03/09 OEMION. M Offlco of f/uclrar 
Kpartar Re;ulaticn. Oirectiir 2pp 12236 130. 24* 

Tithe 33-44 3. 83/03/33. 0 2831 lOO I 3 


-9303110034 Fprtucsc fv arjpr to s-hoa cause -hq CPs snoutl aat br* 
Susppnaec ur re/ntei due ta leak af financial 
qualifications 

OACMufi.P A Beacoast An 1 1 -Pa 1 )u 1 1 on l.oaquo 0ACIvU9. R A II 'Noll 
DactuS 1. Sptelnan t'2/O2/05 Commissioners lipp I22PA 160 

241 Flche 30-443. 02/02/25. 0503 1 too 1 3 


--033311OO2> Acaisos rc retpensB to be made to Seacoast Ant 1 -Pol 1 ut 1 on 
Leaqvp 020202 pet i cion for ordpr to shoui cause t-hg CPs 
shnult not be revoked Cue to lac* of financial 
qua 1 I f 1 c at I uns 

MURHAY. J P (jrflte of the Eeecutsvp LORo 1 Director. S2/02/IA 
OENfCA. If R OfFccp of rjvcipar Reactor NeQulation. Director 0pp. 
122af> 171 24X Piths 30-443.02/03/29.8200110013 


e303'130243 Nattfies of 8202II endorse-hent of uorkabla •vatuati:<' list 
for con-anltles ulthin lO-eile radius pf 8eabrool-NH prior 
to 01 I ssuanr e 

RCtO. C Chaebpr of Coreerce. Ere ter. Ml 02/03/26 CEhICeM' 

Office nf Nuclear Reactor Regulatlori* Director tp. I2I3I C3I i 

Tie be SO- 443. 02/02/26. 820:1090293 


E5O331O470 Requests copg of NRC raplg to NJ Costalld 020211 Ul >l 
plant safetg 3 earthquaies 

TrOP.'OAS. R e Senate 82/03/10 PAULAOINO.N J Ccinmt •• loner t i 
12493 09.Y 24 X Flche SO-443. 02/03/ 1 0. 820331 0470 


F Utility Fli.al Safetg Analgsls Hepurt iFSAR 1 R a-enOs 


avi027C040 FoTuards I'JA osersiie draulnqs listed In FBAR Settler I I 
L (fieeler uiill receive draulngs under separate cover Iiidei 
ef sheets A circuits enc 1 Aperture cards are available in 
l’0« 

DEvr.VCEl.riS. U Public Service Co of N«u Hampshire Ol/lO/lb 
EI6EN.-'tlT. D 0 Division of Licensing 4. lOOpp 10417 001- 241 

flche 30-443.01/10/16.0110270040 


0203010337 Errata to Amend 44 to F3A1R 

• Public Sers'ico Co of .'Jej Hampshire 02/02/26 3pp 1307C II 
24* Fithe 30-443. 02/02/26. 8203010037 


Q Inspection reports. IE Pulletins A correspondence 


B203090440 Foruerds IE Info .Notice 83-01 . Rev I si on 1. “AoiiJlarg 
Feeduater Pu'sp Lockout Resulting From ties 1 1 nghouse lf-2 
S'/itch Circuit Mod " Revised Table 1 Is also encl to 
claritg circuit dlaqrar-.s No written response required 
■■■•t haynES. R C Region 1. Office of Director. B2/02/P6 0'103lt*v'( 

Consolidated Edison Co of New York BfllTM.R L Vermont Vsrisf 
Nuclear Power Corp AAV. J A Vankee Atomlt Electric C®. 3tj 
I2I34 177 24X Flche 50-030. 8.7/03/26. 8203030440 


0203230329 forwards IE Insp Hepts 30-443/03-01 A 90-444/03-01 oi. 
020111-0312 A notice of violation 

BTAftOSlEClsl. R Olvvsion of Project A Resident PTOgrams 02/03'C 
TaLLHAN. W C Public Service Co of New Hampshire 3p(> l23t> f 
24X Flche 90 -443. 03/0.7/04. 8303330339 


--0203230339 Notice of violation from insp On 020111-0212 

STARORteCHt .R Division of Project A Resident Proqrom* 03/*: 
Ip 12305 037 24X F ic he 30-443. 82/03/04. 8203230323 

—8203230337 IE Insp Repts 90-443/83-01 A 50-444/83-01 on 8201 > I 
Noncompl lance noted failure to establish A assign 
r 949Ct«$ lb 1 1 1 1 ^ for nod of Atr«;ctur3l bed'nt 

r3ec46« I tJted bu flectrtcal •vpp4»rt%. 

CERNE.A C . OAILO.R M Division of Projett A Resident Peogree 
02/03/04 lOpp 12383 0 30 24X Fi<h» 30-443. 02/O3/O4> 02O22J< 


G205.040393 Decision ALAB-667 reaff imms AwAD-4a2 that 8BE is 
Intensity VII i (.-/associated mat vibratory ground motion pf 
0 29g 

Sl'nFf'AV.FR.C J Acor.tc Bafetg bod Lvcorrslnq Appeal Parrel 82/03/03 
33pp 13114 347 24X flche 30-443. 02/03.'03. 0303040393 


8203170267 Pemprandum A order scheduling 020506 special prehear lr»g 
conference in Ports-outr . n-i tio public uriptetr or oral 
testDnong or limited ap^earantes -will be taken 

ItDVF.H F Ato.riic Safotg and Licensing board Panel. 83/03/12. 3pp 
12313 323 34X Flche 50-443. 82 .'03/ 1 2. 82031 70287 


8203290260 Petition fbr review of AlAD-60/. aSLAD erred In prQceeOliip 
be 1 ew. Cof-mi ss I on Involvement A guidance heeded In area of 
determining seismic design ci-iterla for nuclear plants In 
ebstern ilu CeitlFStale of 8vc encl 

w'ORDAN.U S New England Coalition on hluclear Pollution B2/03/2J. 

Commissioners I2pp 1243Q ]40 24X Flche 90-443.82/03/23. 

8203390260 


3203310333 Ferwerds IE Info Notice 82-06. 'Failure of Bteam Oeutra 
f^riiRary Side Cto4ur» 9tud« *' No uritten retpor^*« 

tequiTBd 

HAV^£6. R C R 99 lon 1. Office of Dlroclor. 9P/03/12 
Conftol ld«*te4 EdMori Co of Neo York 3pp t34?2 0B4. 

ruhe ^0“000s 33/03/ 1 : 5 . B2033\0333 


8303170373 Forwards IE Info Notice 82-03. "Environ Tests of EIrclr 
Terminal Olocks " No written response required 

HAYNES. R C Region 1. Offlco of Director 02/03/19 O'fOCLC.J 

Consolidated Edison Co of New York 8p9 12312,239 24X 

Ficho 90-000, 02/03/13. 9303170273. 


8203170486 Forwards IE Info Notices 82-04. ''Potential Oeflciencf < 
Certain aOASTAT E-7000 Senes Tlme-Dolag Belags" A 82-05. 
"Increasing Frequeneg of Drug-Related Incidents" 

HAYf.ES.R C Region I. Office of Director 02/03/19 (J'lOOLE.. 

Consolidated Edleon Co Of New York 9pp 12320.021 24K 

Flche 90-000.82/03/19.0203170486 


8303270364 Hotlon for addk tin* to file suppl to petlttoh to Intervons-. 
A0LS sroiild rescAodule sFeclal prehearing conFervoce for 
820617 or o I ternat k ve Iq . al 1 Old btate of Mf to sub'll i t 
contentions on 820601 . Cer t 1 f Ic a to of Sve eoc I 

Hir.DERi C. T New Ha— psblrp. State of 82/03/24 CommissiQiiers 

7pp. 12432 190. 24* Fl Che 90-443. 03/03/24.820.3290364 


8303310361 Forwards IE Info Notice 83-07. "Inadequate Security 
Screening Programs " No written response required 
HAYNEB.R C Region 1. Office of Oltbctor. 82/03/16 Q'TOOLt.. 
Consolidated Edison Co. of New York. 9pp 12439:073 24x 

Flche 90-000. 83/03/16. 8203310361 


H Oeneral correspendence 


Q 203100136 £«pT esses oplrikan that plant should be constructed to 
uttAstand earthquakes of 6 0 A requests written proof of 
such safeguards. 

C06TELLO,N j tiassachusetts. Slate of 02/02/1) PALI.AOINO. N. J 
ComniSB loners 2»p 12101 090 24K F)the 30-443. B2/02/1 1. 

8303100136 


0 Congress 1 One J /Free ut tve Correspondence 


8303230371 Responds to Btate of NA House of Representative* 82021 
eipresstng concerns re facttttg seismic des Ign. ABLAJI 030303 
Decision conluded that present design is both contervetlv* • 
ac cep tab I e 

OIRCHB-U J Office of the Eiecutlve Director for Operation* 
02/03/10 COSIELLO. N J MassdChuiett*. State of Ip 12412 
24X Flch* 90-443.02/03/10,8303290371 


DOCKETED ITEMS 


3E 


R£D330I>23S At( r«c»lpt of 020211 Itr cipre&^ing C(incern« re setitric 
destjn of plonts Opvprol ottp>~ipt« have been ‘iiade to echedole 
conferprice cell to C|J Costello u>/N'RC staff set siro 1 09 1 sts to 
five inelghts Into status of MIC evaluation 

OtftCHS.W J Office of the F.secotlvo Olcoctoe foi* OpeTatlono 
62/03/1(1 C0BTCI-L0<N J Massac huset ts, Qtato of 3pp 12461 31*0 

24* Fiche 50-443. 02/03/ 10. B203:t<)0239 


DUCKET 50-44-1 3EABWOOK NUCl EAR 3IAT10N. UNIT S 


A Ap pi icat lon/c onstruc 1 1 on staqe documents & correspondence 


{1203040031 Forwards requests for addl Info re safety revlou Hvspoiise 
due 030312 

MIBAQl.lA.r J Llcenslnq Branch 3 03/02/13 TM.LMAN.U C (’wblvv 

Service Co of Neu llarpshire I iOpp 12119 390 34X 

Fiche 50-4 43. 62/03/12. 0303040031 


0203040477 Notification of (120339-0401 meeting u/Unlted Engineers 8 . 
Cons true t or s. Inc In Ph 1 lade Iph 1 a- PA to perforai structural 
design audit Agenda enc 1 

lA-EELEn. L L citenslng Branch 3 03/02/12. MltlAOl-lA.F J 

1 Itenslng Branch 3 4?p 12130 359 24X Fiche 90-443. aj/O ?/ 1 2 . 

0303040477 


0203040433 Notification of 830323-26 cxcetlciqs -j/Ociltod Gnglneocs t* 
Cons true tor s. Inc & AN.. In Ph I lade Iph I a. PA to revleu {• 
discuss responses to requests for addl Info 420 9 through 
430. 69 

S4IEEC.ER.L L Licensing Branch 3 02/03/13 fitRAULtA. F J 

Licensing Oranch 3 3pp 13130 339 34X riche 90-443,62/03/12, 

0203040403 


0303240909 Sue-sarg ol 010319-17 reelings ui/otll re status of const f, 
schedules fer const coirpletlon Agenda enc 1 

TE0f6C0.n U Division of Licensing 82/03/29. TALLMAN, N C l*ublli 
Service Co pf Neu Hampshire 3pp 13419 394, 24X 

riche 90-443. 02/02/33. 0303240909 


020-1030127 Submits program to be imp 1 enented tu demonstrate tong-toim 
operabilltg of deep draft pu.rps 

CEv/INCCNTlO, J Public Service Co of Noo ilampehlrs 83/03/01 
1E0E8C0.8 U Assistant Director for Licensing 3pp 13102 ;.“'/7. 
34x Fiche 90-443.02/03/01.0203030127 


9303160060 Foruardt Mechanical L'ng 1 neer t ng. 8 t t i ng Ana I gs 1 s. Ff f i nrn t 
Treaticant 8 gs 6 Containment Og 0 Oranches requests for addl 
inf o. Response s requested bg 820403 

MIRAOI.IA. r J Licensing Branch 3 82/03/01 T ALLMAN. W C Cub lie 

Service Co of Neu Ha/npsiitro 39pp 12311 1/9. 34X 

Flct.e 90-443, 02/03/01 . 0203160060 


8503080371 Requests assistance In otitaintng motion recordlnge of 020109 
Neu Oruneulcl earthquake sequence 6 02011B Frank 1 In. Nil 
earthqual e. f rom USCS 6 US Armg In support of response to NRC 
020213 rOAR request for addl info. 

DEVINCENT 16. d Public Service Co of Nesi Hampshire 02/03/02 
MIRACLIA. r J Licensing Oranch 3 Ip 12149 133 24X 

Fiche 90-443. 02/03/02.0303000371 


6203100544 Notification of 820330 meeting w/uttl In Oethesda.HD to 
discuss proposals for upgrading qualifications for 
operations. 

Mt'EELEIt. U. L Licensing Branch 3 02/03/02 HIRAOHA. F 3 

Licensing Branch 3 3pp 12217 137 24X Fiche 90-443, 02/03/02. 

6303100944. 


0203110334 Confirms B2O4<50 mgt meeting at plant site to discuss design 
ti design change control measuras 

BTAfiOSTECKI. R Division of Project 6 Resident Programs 82/03/03 
TALLMAN.U C. Public Service Co of Neu Hampshire Ip 13216 363 
54x Flch* 90-443.82/03/03.0203110324 


6203110306 Foruards responses to Corrosion Engineering Section Series 
262 B 20112 requests for addl Info re steam generator 
secondarg ii.-ater chemletrg program. 

SEVINCCNTtS, 3 . Public Service Co of Neu Hampshire. 82/03/06 
hlRAOLta.F U Licensing Branch 3 7pp 12212:220 24X 

Fiche; 90-443, 82/03/03. B2031 10206 


S203110324 Foruards rasponses to Structural Engineering Branch tlerles 
220 830211 requests for addl Info re abtlltg of aetemte 
Categarg I structures to <utt(istand various pressure toads 
Responses to listed requests ulll be submitted bg B203IS. 
OEWINCENTIS. J Yankee Atomic Electric Co. B2/Q3/09. maRACL lA. 1-. .1 
Uteenelng Branch 3 5lpp 13316 I 6 B 24X Fiche; 90-443, 82/03/03. 
92931 10234 


920316O3A3 Fcrwa' JS leqiss*. fer adji Info re pressuriter dischaipi- 
piping design t in-iure nei;tri.n flu« measur ei; ent 
1 ns tr u->enta t I on Resp.nse le quested tg S30430 

MIRaGLCA. F 3 Licen-, ;ng Branch 3 82/03/0 5 1 ALL MAN. U C Public 

f.vr .ica Co of He-a »l»«'ps*’itc 6pp 13343 311 2ax 
Fiche 90-443. 113/ 03. CS. 1,20:} 1 6336.) 


83031604 73 Notiricatiun of 03LO10-31 meeting u/util in Seabrook.Nif to 
discuss safutg revie*. t tout selected sgs 

IJmEEl.fit. I. L Llcvnsii.g Brarch 3 02/03/09 tllHACLIA.F J 

l.icetisjng Branch J -Jpr |2342 240 24* fitho 90-443. 82/03 /()5. 

8303100473 


83031901 |4 Notificatlor of 82.1407 -Dueling u/utils in neatrook.Nli 
to conduct Effluerl Tre,i treat 8 gs Or .inch tour 6 discuss 
Items re safetg re/iou 

Hr'EELER.L I Ll cursing Oranct 3 63/03/0(1 MIRACLIA. F j 

Licensing 3 ranch 3 3?P 13354 360 34X Fiche 50-443.83/03/(10. 

02031901 14 


0203110001 Generic I tr 02-04 to all licensees of operating planlc. 
applicants for OL t ■•olders af C” re use of INPO SEE' IN 

pr □gi-.i-, 

£I9F-liHUT-B O Division of Licensing 02/03/07 HAUSPURO- A 
Consolidated ECisor C 3 of .-Mu Vdt i 2rf 12251 0.31 34X 

Flcfte 90-000. 0,7/03/09. 82031 lOCO I 


U30310031O Advises tfat util ui 1 1 propose sgs of continuous lou level 
chlorinallan at cooling later Intake structures to replace 
thermal bee i *■ f lus h 1 ng operaticn for control of bjofnuling 
Change drscripcion ta appear in Mag 1982 draft t'IS 

((OEOER. 3 R Environmental Protection Agent g 02/03/07 BACKlfO.lr A 
Backus. R A 3 pp 12333 .">34 24x Flcht- 90 443.02/0.3/09. 

02031 Fio:iio 


0303160231 Forj;arJs rueponses to MHC 811217 request for addl info ic 
FOAR Chapter 13 llevisud sectluns of FGAH one I t an 1 1 be 
incorporatei in nett I SAft amend 

DEVINCEMT IS. 3 Vaiibeu Atomu Electric Co CEv/lNCGNT 18. j Puhlii 
Service Co of Heu llarpshlre 83/03'll MIRACI.IA.F 3 Llcenslnp 
Oranch 3 l5Up,'>. l23rU 001 24x riche 30 -443. 03/03/ 1 1 . 8203 1/,0L-JI 


0203170106 Discusses proposed use of continuous loi.. level chldr iriat 1 oi> 
in Intake tunnel at facllttg 

ST ICKNEY. H E Eriv 1 rcnreri 1 a 1 Protection Agencg D2/0J/ 1 1 
U/IEELL'R. 0 NRC - No Detailed Affili.jtlon Given 2pJ. 13JI3.09L) 

34X Fit he 90-443. 02 / 0 : 1 / 1 1. 02031 70106 


0203160113 Foruards response to B20II2 request for addl Infd 8 . rrvlsid 
FSAR Bectlons 2 4.2 9. 3 2. 3 7 (Bl 6 App 30 Ootatled Su-noiaci 
of representative field control teste for engineered 
bac k f 1 1 I prov Ided 

UEVIK'CCN I IS. J Vankue alo-dic Electric Co CEVINCFNT IS. J Pi*blli 
BPivlce Co uf New d'a-rcs'-ire 02/03/13 MIRAOMA.F J Llcenstiii, 
Branch 3 t90pp 12299 188 24X Fiche 90-443, 03/03/ 1 2. 8303 1 601 1 3 


0303160169 Foriuards response to Rad I o I og I ca I Assessment Qranch (j:;<i2l2 
series 471 request lor addl Info Otnllon mpnager assumtes 
dec I s 1 onieak I n g authorit.; re alARA 

BEVINCENT ID. v» Yanlreu Atomic Electric Co OEvltJCENTIS, J. Public 
service Co of Neu Hanpshire 82/03/12 .MIRAOLIA.F J Llcenslnp 
Oranch 3 39pp 13299 130 24X Flc 6 e 90-443, 02/03/ 1 2. 0203 1601/,9 


9303160174 Foruards response to Geosciences Branch 030212 Series 23(i 
request for addl Info Structures Identified in FSAR Table 
3 3-].escept electrical manhe I es. due k banks 6 sve uater 
piping are placed on bedrdck or fill concrete 

OEVINCENTIS. J Yankee Atomic Electric Co CEVINCENT I S. J Publli 
Service Co of Ne <3 Hampshire 82/03/13 MIRAOLIA.F J Licensing 
Branch 3 19 pp 12301 aSl 24* Fiche 90-443. 83/03/13.8203^6017 4 


0203160360 Foru»ard» reapanses to Hgdrologic i, Geotechnical Englnierinq 
Branch 030213 request for addl info Eleven overstie figures 
one 1 Aperture cards are available in POR. 

OEVINCENTIS. 3 . Yankee Atomic Electric Co OEVINCFNTIS. J Public 
Service Co of Neu Ha-spshire 03/03/13 MIRAOLIA.F 3 Licensing 
Branch 3 Gpp 12303 171 24 X Fiche 90-443. 82/03/ 13. BS03l60;:60. 


0203160370 Foruards respooses to Chemical Engineering Branch 201 Berti-s 
request for addl Info per 820312 Itr 

OEVUICetlTie. J Vnnkne Aiomit F,l 8 ttTlt Co OCVIKCEMTIS, J Publn 
Service Co of Neu Hampshire 03/03/12 MIRAOLIA.F J Llcmiisllifi 
Orancli 3 lOpp 12306 OOI 24X Fiche 90-443.83/03/12.03031603/0 


Q3031604I3 Foruards response to Cere Performance Branch 020312 ‘Jei ii-s 
492 request for addl info Improved accuracg HCS flou 
measurament technique provided 

OEVINCENT IS. J Ydnbee Atomic Electric Co. DEVINCENTIS. J PublU 
Service Co of N»u Ham-pshire 83/0.1/12. MIRAOLIA.F J. Licensing 
Oranch 3. I 6 pp 12303 347 24X Flcbe 90-443.83/03/12,8203160413 



. •« tcrtpi tr re^ufjt far »iel lafo r e OA 

C( iC . /•! *if Eledric Cu EEtflflC J Publii 

••■ d u*. -j-d-id 62 ' 03/ 1 2 j LtcfiHira 

rtj'c* • 1.^; U'* ' I?’ 24* Plc‘.» 50-443 82/03/12. 0233 tons )< 


11b. rgiL,<jro.s umivvvw . . wh. •«irvs9»<«'i * lo ^nvira- K.I 

in (>225 

SEv:.‘.CrNrIS. j Y.inK>e AtoidC ElOCtrit Co. CEWINCEWTtS. j P ,.. 
aer^lcb Co af ‘Itv I'aiJihJTe 03/03/09 fltBAOLjA.F J lit»Mi. 

a^arc^ 3 Ip 13293 33Q 34X Flchp 50-443,03/03/09.620314:.)’ 


V3: -'.rjfii <c AceKert Evaiuatioii Btdr.ch 6203 ‘‘•O I 

■'erict 4f2l in/c ‘iPtAololcJy use/ to develop 

esH'ltea (lejsprsies cl l» 3 >’tniag strikes prCeiPeO 
:f.I/..:EM!S .• i.iaier Aturit Electric Co CE</1KCE’(T IS. J Pul 111 
■;er.i<e C.: - >.f. H-*psrii« 33/</3/)2 MIRAO;. lA. T J l.iter.'K'n 

t 3 i»tp : ■■-2 .m» citr* «o 443 02 / 03 / ta eiOiitosoo 


- -e?C 3 l 60 ri/i I Abies tor (le»t»ioi' I to environ rep t. o<*l tied fr;s c_ 
sub.av I*. At 

• Public Set /Ice Co of Nou HAopshire 03/03/09 Sopp 
12296 329 24* Tithe 50. 443. 82/03/ 09, 6203160203 


., fc-wArjs re>p3'ses to 623*12 reguest for eddl inPo.Seiies 
410 

CC'. l''CE6 ( l5 • I i.iTiee ••ts'ic tlcitric Co DEV 1 9C ENT IS. J Publli 
rer.ice Co :/ Cev I'l-ps-ire 02'O3/|2 MIRAjLIA. F J l.lc ei.siiig 
t.iarih 3 1’;| l2:'Tb 3t ! 24 « Fi.be 53- 4«3. 32/03/ 12. 02331 VOai'f 


I17C46’ (o/jarts r»s,j"ses to Reactor '■gs Dranch 440 Series request 
'cr e34; irf; re II-AR t PCS iiiPc SueAittat does opt co'itaio 
44 .> |4 04'. 4j.J4j 4s 440 Z6 •, 440 ol responses Aid 
'* Semite (e pfc.iCei e. 020319 

; C'.Tr.tF*.: ti /.<iiee Electiir Co OCVINCEnI la. O P.iMli 

r-vice Co if f.e-p f-o-pshire 02/03.' 12 NIRAvLlA.r J Licensing 

Erarc- 3 2'Cf( :23n 3l* 24i Ficbe 50-44 3.62/03/12-03031/0467 


32 >3'. /■- 3t.6 fai-iris tesfosses ti A;ii;*nc C.alLetion ararth Serves 450 
E.Cri3 re;iest 4jf a/'l ir.fo re slean gei'erutor tube rgpture 
aralgeis Response tr Ooesricr. 450 3 .ill be Submictep b-f 
i: 2''’319 

If VI*.,£r;' IS -■ rpniee Atr.i-.it Electric Co 02/03/12 MIRAOL In. F J 
.iceosini Orpficr 3 l7t; l^’lrt; 237 24* Eicbe 50-443.03/03/12. 

62031 7U 3. ‘i 


L'203i7f,55T rot-or/s -esponse 1 ; Series 4,30 requests fo- addl info dtd 
620212 

C£VI'.;fc'NI IS »a-lee Accak Electric Co DEvINCENI IS. J Public 
fet/ice Cc of fee. -j-?sMre 02/03/12 «tRA3LlA.F J Ltcenstng 

?-arcs 2 25)pe 1,’3.*»3 133 24« Fiche 50-443. 83/03/ 12. 0303 1 /05n3 


6ri,?r335Jj a:. lie; jr prppcsed attendance at 620330 Reactor Sgs 
branc*. s I le tu,r t Aeetirg ./applicant 

rl/eCffi E I (leu Hampshire. State of 82/03, 'IS UMtELER.L L 

Lieensi'iq D-jner 3 (p 12302 001 24* Fiche 50 443. 03/03/ 1*.. 

6203230533 


6203190224 fo. cares im.-tional distributicn of far 1 1 1 tg personnel list 
per raltnr 62c31l request 

Cl vlliC6r.T IS- J Public Siemce Co of Neu Hampshire 02/03/16 
rlRACLlA.l J Lisensvrq Bcu-,ih 3 3pp V2346 324 sAj 
r.cne ;c-443. 82/ 03.- in 6233140.234 


«r'?3230457 fercardsin r ep I -j to 820212 requests for addl tnfo. responses 
te I tens 440 20.440 34.440 43 I. 440 46 

OEvInCEnTI?, 0 vatilee Atomic Electric Co crvif.CEHI IS. J Public 
aer/tctCb of tieu Ha.-psbne B2/03;»S I51RA0LIA.F LUensti.q 
Drarcb 3 lOpf 12283 027 24* Pic he 50-443. 02/03.'19. 8203230457 


6203250140 Tcri/arcs revised lesponse to 430 Senes requests for add) 
tr.fo Subaittteq gn ec'.'lic 

uEVINCEnT IS- 2 Public Service Co of Iiesi Hampshire 82/03/2.3 

rVlPAGLlA.r J Licensing Qrancb 3 TOpp 12414 001 24* 

rif‘.e 50-443 82/03/33.6203 2 50149 


62333:0194 forwards response to Reactor Sgs Branch 030212 Request fur 
Adil Infc 440 61 qmitlad fro- 020313 response 

ninlrv r’ Service Co of Neu Hampshire 82/03/26 

ninnviv.iA.r j Licensing Oraneb 3 18fp 13450 047 24x 

Ficbe 50-443. 82 '03/26- 030.3330194 


0 t-S’C 0- all /Pinal Env 1 1 or.nanta I Statements, suggls S tcrrestv.ti- 


0203020121 CuT'.ents on OEB I n tak e /d t st har ge structures will npt t>>i ■ 
nabltac uf offshore uhales 6 sea turtles Eacilitg operatten 
jt 1 1 not affect endangered speclem 

REHEoS. R Ce sr.erc e. Oep t of. National .lorine Fisheries Servur 
02/02/25 HIRAOLlA.r J Llccosinq Oranrii 3 Ip 12077 JOi i»i 
Ficne 50-4 43. 02/0.3/25. 0203020121 


F Securitq. T.edlcal. e'l'urqeiicg !. fire protection plans 


8303105547 .‘ipti I icat ion of 030310 'reeti/ig u/utll.Oage V Batcoti k 
t;riite7 Engineers 6 Constructors In Oe thesda. NO to revieu 
fire protection requirements 

UivFeLER.'- L Licensing Oranch 3 62/03/02 MIRaQLIA.F J 

Llcerslnq Branch 3 3PP 12217 140 24X Ftcho 20-443.82/03/:; 

G20310554; 


0203190101 Notification of 020406 ‘reoting u/utll t, FEMA In geabfcti 
riH to conduct site f ae.1 I 1 ar t la 1 1 on tour A develop 
sci-e2ule for emosqencg plans safotg revlou 
UHELLER.L 1. Licensing Sranch 3 U2/O3/O0 HlRAGLlA.F | 

Licensing Branch 3 3pp 12354 357 24X Ftche 50-4 43-02/03/14 

8203190101 


02031501/0 feruards request for qddl Info fro/s Fmergencg Pr epackl/iii 
Licensing Branch Site 'reeling on 020406 uilll develop 
schedule for safetg revle*e of emergeneg plans 

MIRAOMA.F J Licensing Oranch 3 02/03/09 TALLHAN. U C f'!:'! 

Uervtce Co of Nev/ Hampshire 20pp 12309 269 24X 

Ficbo 50-443. 02/03/09. 6203150170 


C Adjudlealorg correspondence 


0202240259 Forusrds draft I tr of ack.ltr of iransmittat to llceriii t 
notice of receipt of petition for publication In FR for use 
In responding to 0 Oackus lOCFns 206 petition re financial 
qua 1 1 f icat 1 on s 

nUBRAv. J P Rulervqltlng A Enforce/sent Oivlslon 02/02/16 
DENTO.'J.HR Office of Nuclear Reactor Regulation. Director 
12396 174 24X Fiche 30-443, 02 / 02 / 16 . 0203240239 


B203110013 fOTuardfi petition requesting order suspending pr revcl> 1 
CPPR-136 A CPPfl-133 doe to alleged lack of otll financial 
^ua 1 1 f lea t i Oft 

CFIiTQN.H R Office Of Nuclear Reactor Hegu tattoo. Director 
02/02/25 TALI MAN. M C Public Service Co of Nej Hampshire >7 
12226 153 24X Fiche 50-443.02/02/35.0203110013 


--8203110017 AC k receipt of 020203 petition requesting order to *(■-» 
cause uhg CPPR-133 A CPn-136 should not bo suspended or 
revuliud due to lack of otll financial qualification 
notice enc I 

nEN?0.“J. HR Office of Nuclear Reactor Regulation. Olrecte* 
82/02/33 QACKUS-R A O'Neil. Oackus A Gplslman BACKUS' 4 
Seaccast An t i-Po 1 1 u 1 1 on League 4pp 12226' |33- 24X 

Ftche 50-443.03/02/25.0203110013 


Rfpoft lER). arenas 1 correspondence 


0a03010l34 Foruaros fCevisiori i to environ 
JCKASCN. U P Yankee Atomic Electric Co 
Licensing Branch J 2pc 12073 001 
0203010134 


rej t 

62/02/25 MIRAGLtA.f J 
24* Fiche 50-443,83/02/25. 


- -02031 10010 Notice of receipt of Beacoast An t i -POl lut I on League c 
020205 petition under I0CFH2. 206 for order to shoo cause whs 
CPPR-133 A CPPR-136 should nut be suspended or revoked due 
to alleged lack of financial gual 1 f 1 cat ion 

CENTOH.H 8 Office of Nuclear Reactor Regulation' J' .njij 
02/02/25 Ip 12226 137 24X Fi c he 30“ 443. 02/02/25. 02u3> I 


- -8203010138 Revision 1 to environ rept One overslie 
Aperture cam avaiiabe In P09 

public (service Co of Neu Ha-rpshire 82/02/20 
12073 003 24* ficie 50-443. 02/02/25. 8203010134 


drawing enr I . 
BOpp 


fiecFhnds lb L Hbeeler request for clarification of 
emplogment A payroll mfo in environ rept for OLs Approi -00 
pe.sonne, p, esplecc plus ,oo contract guard, AnoL^l 
pagroll will be 29 mlllicn in 1906 dollars 

CEVIACCNIIS. J Yankee Ato'htc Electric Co OEvtHCFNTts j publ 
Service Co of Me./ Iias 9 sh|re 02 / 03/00 nlRACLlA F j ' i ivim 
ranth 3 IP 12314 116 24 * Fiche 50-44 3 . 82 / 03 / 08 . 02031701/7 


--6203110020 Forwards request for order to shou cause luhv CPs shea 
te Suspended or revoked Certificate of 3 vc enc t , 

OACKOG.R A O'Noll. Oackus A Spielman BACKUS, fl. A 
Anti-Pollution League. 83 / 02/05 DENTON. H Office of Nuc 
Reacter Regulation. Director 2 pp 13226.136 24 X 

Fiche 30-44 3 , 82 / 02 / 33.6303110013 


-- 02 O 31 VOO 24 Request lo order to show cause why CPs should nbf 
suspended or revoked due to leak of financial 
quail llcatl ons 

BACKUS. R A Seacoast Anti-Pollution League ****‘*"^^' *^ 023 b *5 

Oackus A splelman 82 / 03/03 Coai.etss I oners Hpp 

24 / Fvche 30 - 443 . 82 / 03 / 33.0303110013 


£ 22311^027 AdvitfS re response to be rode to Heocoaet An 1 1 'Po 1 I ut > on 
Leefue 020202 petition for order to »ftne, cou«e uhij CPs 
ssould not be revoked due to l»tl of fldonrlal 
<,elific<?tion» 

rjfiRAY. 2 P Office of the b'tecutive leqal Director 0a/03/|/> 
CE'JICN. H R Office of ^•ucloAr Rear tor Heguldtion. Director 0\-p 
12226 171 v** Fiche bO- 043. 02 '02/35. B21I3I 100 1 3 


eJ 03040393 Oecltlon ALAO -66 7 reafflrmng ALAU -433 that BSt l» 

'ntrniltv V’l I I u/astiic I ated rai vibiatorq ground notion of 
0 22 ) 

eM.-c.|A^ER. C J AtOTic S<ifetg and Licenvlng Appeal Panel B 3 /(i 3 / 0 :j 
JJpp 121 14 347 34 * ricre 30 - 443 . 03 / 03 / 03 . 02030403*73 

8203170207 MerorandUT t, order ec hedul i iig (‘20506 spec lot preheat inq 
(cnferencc In Por t smau tr . Ml No public uritlen or oral 
tettimonv or llrlted appearances uill he taken 

hDiT. H F Ato.-ilc SaPetg and Licensing Roard Panel 03 / 03/12 ;j|.p 

12313 223 24 * Flche 30 - 443 . 02 / 03 / 13.0303170207 


0203290360 Petition for review of AI.An -/.67 ASLAO erred In proceeiilnn 
telci. Coe.nission Inwolveneot & guldanie needed In area of 
ctterinlnlng selsnlc design criteria for nuclear plants in 
rtscern US Certificate of Gvc enc I 

^OfiCAM. H S New England Coalition on Nuclear Pollution 02 / 03 / 2 ’'j 
Ccrisi SSI oners 12 pp IP 420 140 34 * Flche 50 - 443 . 02 / 03 / 23 . 

8203290360 


0203290364 tfotion for addl time to file suppi to petition to Intrcvi-ni- 
AScB should reschedule special preheartug conference for 
623617 or a 1 1 erna 1 1 ve I g. a I 1 oa state of h*l to submit 
contentions on 030601 Certificate of Bvc end 

/IbDCR.E T New Manpshtre. State of 02 / 03/24 Contml ss I oni r c 

7pp 12432 190 24 * flche SO- 443 . 02 / 03 / 34 . 0203290364 


N deneral corr espandenc o 


6 <' 3 IC 3 I 36 Etpresses opinion that plant should be constructed to 
withstand sarthi^uakes of fc 0 t. r«no«sts uriltsn proof of 
s.th safeguards 

CDSfEuLQ. N J Nassachusetts. State of 02 / 02/11 PALLAOtNU.N j 
Cessissloners 2 pp 12101 090 34 X Flche 50 - 443 . 03 / 02 / 11 . 

6233100136 


6203030293 Nutlfles of 020211 endorseoent of uorkable evacuation plan 
fsr c oisisun 1 1 1 e s ultbln 10 -irllo radius of tieabruok.NH prior 
Is OL t ssuanc e 

FCIO.E Cha.->bpr of Comnerce. F.'eter. Nil 02 / 02/26 DENTON. II 

Office of Nuclear Reactor Regulation. Director Ip 12131 0 :’l . 74 * 

f iche 10 - 443 . 02 / 02 / 26 . 0203030393 


0203310476 Reaueste copy of NRC replg to NJ Costello 020311 1 tr re 
plant safelg t. earthquakes 

ISCiaAS.P E Senate 02 / 03/16 PALLADINO.NJ Conni i s s I one rt Ip 
12453 093 24 * Flche 30 - 443 . 02 / 03 / 10 . 03033104/0 


k Utility Final Safety Analysts Report IFSARI 6 amends 


BII 0270040 Forwards 194 overslie drawings listed In PBAR Section 1 / 
L Unset er will receive drawings under separate cover Indet 
af sheets 6 circuits enc I Aperture cards are available In 
PCB 

CEVINCENI 13 . J Public Service Co of New ManpsOlre Gl/lO /16 
eiEENHJT.O 0 Olvlslpn of Licensing 4 . lOOpp 10417 001 ;.’ 4 * 

FUbe 30 - 443 . 01 / 10 / 16 . DM 0270040 


0203010037 Errata to Ancnd 44 to FGAR 
• Public Service Co of New llaiop shir o 02 / 02/26 3 pp 130/0 119 . 
2 hJ Ficfte 30 - 443 . 02 / 02 / 26 . 0203010037 


3 Inspection reports. IE Oulletins & correspondence 


0203030440 Forwards IE Info Notice 62-0 1 . Rd v 1 s i on 1. "Au«lllary 
Pump Lockotft RoftVltlnQ Trom Uofttlnghouss W-2 
Circuit Mod *' (Revised Table I la iilao enc 1 to 
fletlfy circuit diagrjma No uirltten reaponao re<iuired 
PAVNES.R c Region 1 , Office of Director 02/02/26 O'TOOLE. J D 
Consolidated Edison Co of Neu York UOOLeVER.E J Qoqoesne Light 
*'***P0CL. J. T Jersey Central Power (• Light Co 3pp 12134 17/ 
24* Flche 30-000.03/02/26.0203030440 


0203230325 Forwards IE Insp flepts 30 - 443 / 82-01 6 30 - 444 / 02-01 on 
WOlU-osia b notice of violation 

** Division of Project b Resident Programs 02 / 03/04 

C Public Service Co of New Hampshire. 2 pp 123 D 5 053 

• 4 * Fich* 30 - 443 . 02 / 03 / 04 . B 203230323 


•20323033/ IE (nsp Mepts 5C 44J/1U-0I »■ 50-444/02-01 on 020111 O.'li’ 
Nuor u«)P I < e nPted fu*tl-.re to eatdciiari t, 

'e^poosibilit.., for T.od t'l atruitural %teel t r«)r»a 
'eceikSitdted b(i el**ct'^icAl rocCv.rdi« supports 

C > GALl U P Oivi^ion of Project & Peaiderit 
8P/o;i/o<i lopp o^y ruhe 50-4<i3. e3/o3/04. e^'oa.'.oouL*:. 


Korjetilqj, IT !r>fo r.'titicr 82 -Ofj. "Pullurp or Stea-» Ornwr .itnr 
Prinarij Side Mar.L.< 9 i| Cloaur^ Stv;d<i ' No written re^purise 
f ei^u 1 rod 

R ^ Regier l. Offico of I/irrctor 62 / 011^12 tl'TCOLl, J> 
Cui %(in dotv J Edi-^rn tn of New York 5 pp 084 24 X 

flche S 0 “ 000 . 82 /oy/ j:\ C<i 08 :n <>333 


Forjard^ It l»'fo Notice 0?- 03- "Crtvjton Teats of tJpttriroi 
lermln«’t| Cllocka ' No required 

HrtVN£l3.P r Region l* Office of Director 0^/0J/l5 O'TCOLL-.ih 
Consolidated Ediaor Co of tiej York <Jpp 1?3J? iJ4X 

f iche 90-CC0* 10. 70^71 


U^0niVO48i> For^i^rds U. Into fiotirea "Potential Oefutenig uf 

Certain AGASfAT E-7CC0 3e*^iea Ii'ne-Ot'ldg Ret.iijs' ^ fl2'09. 
"(ncrcasini) Ttequenitj uf DioQ-Krlated Incidents 

HAVNEb. R C Rrqmn | Office of Mi roc tor I 9 () tCULL. vi !■ 

Chnsulio^ted Cn c. f Yd*v '^pp l? 9 JD 02 l :> 4 X 

Flche 90 - 000 . 02/03' 0 .’' 08 t 7040 * 


nr? 08 'Jl 036 l Foruarda It Irw'o Notice ' Inadequate Security 

Screening Proprarra “ No <.ritten tc'^pnnve required 

I'AVhiES.R C Reqion I Office of Director 02/03/16 O TCOlL.Jjt 

Consolidated Edison Co of r:evii York gpp IJ459 073 ;>4X 

Flche 90 000 . 02 / 03 / 1 6 . 0 *? 03 :f 10^6 1 


J Conijressioii«fl/t.ie«:utivo Correspondence 


0203290371 Responds to State of MA Ho«ise of Reproser^tativps iJ 20 «.'l 1 lti 
expressing concerns re facility seismic design a^LAU 820303 
decision conJuded tha* present design is both c onservot i ve td 
ac c ep tat t r 

OlRCKS.U J Office of the Executive Director for Operations 
02 / 03/18 COSTEULO. N J Massac huso t ts. Slate of Ip J 24 U' llili 
24 Y Flche 30 - 443 . C 2 / 03 /in. U 203290371 


©203300234 A«: k rrceti't of Q 20211 Itr etpvos<xirkq concerns ro sekt.rvVc 
design of plants Oe^/cral attempts have beeri rode to schedule 
conference call to N 3 Costello cj/N 4 C staff seismologists to 
give insights into status of NMC evaluation 

DtPCHS. kJ J Office* of the Ctecotlve Director for Operations 
U 2 / 03 / 1 G COSTELLO. N J Massachusetts. State of 9 pp 1246 ) 320 
34 x Fiche 90 - 443 . 03 / 03 / Ui 0^03300239 


053 CKET 90'443 COMANCML PtA« STEAM ElECTRjC STA .UNIT I 


A App ) I c a t ion/ c ons t rut 1 1 oi> stage documents S correspondence 


8203160030 Foruards request for addl info te reactor coolant pump 
required to coirplote evaluation of UL application Requests 
that KGAR be amended to incUide info 

YOUNCai.OUD. 0 Licensing Qranch 1 02 / 02/22 GARY. H J Tpj.ii 

Utilities Generating Co 3 pp 12323 )02 24 X Flche 90 - 445 . 

82 / 02 / 22 . 8203)60030 


8203 Q 90370 Foruar-i^ response to 001222 generic Itr Enel 3 r« desiqu ti 
operation of load handling sys tn area of stored spent fuol» 
reactor core 6 equipment components for safe shutdown, per 
Mjnr. 0 - 06 l 2 ir sew. NunFC- 0797 , iJupp l 2 Confirmatory Issue 11 
SCHMIDT, II C Texas Utilities Services. Inc 82 / 03/01 DuRWUl.S K 
fL^C - No Detailed Affiliation Given DOpp 12133 093 24 x 

Fkt 6 e 30 - 449 . B 2 ; 03 / 0 V *8203090370 


0203100407 Forwards 'Model Testing of Recirculation Containment (jiimp. 
per Reg Guide \ 79 requirements 

SCHMIOT.H C Tdids UttllliifS Cdrvicuk. Inc 03 / 03/03 DuRULlL.li 
NRC - No D«tai]«il AT T 1 1 ■ ot Ion Olvrn l|i 12103 293 24 * 

Fiche 30 - 445 . 02 / 03 / 03.6203100407 


--0203100409 "NodrI TPkbing oT Roc 1 1 cul nt ton Contnlnmont Sump " Uhl- 
ovorolto Figure pne I Aperture cord to availdOle in POP 
CAHDINER.S R t 1 Hetlern Canddp Hydrdwlic Lnbordtor i es. Ltd 
01 / 11/36 74 pp 12103 293 24 * Flche 30 - 443 . 02 / 03 / 03 . 030310040 / 


0203120333 Appllcetlon to emend CPPfl -126 *• CPPR -127 to reflect revl.ed 
ownerthtp mtereetk Second emend of joint ownerehlp 
agreement one 1 

OARY.R J Teia» utlltLIe. Service*. Inc 82 / 03/10 DENTON. It )l 
Office of Nuclear Reactor Regulation. Director 9 pp 12340 :i:i/ 

34 * Flche 30 - 443 . 82 / 03 / 10 . 8303130323 


ift; t*^i9\ 0 5#nerotott 

'*l;t VI 11 fe :4 cr re^.ltl Ue»t|' 9 ^ 0 v«« andiyeM t te»t 
V *> ^4td Q^inipC dl c;>ft'dtvtia 

;J^?it» *p4t p*j^rd-k 

'jAfii.M j Co 62/03^1^ C H ^- 

Divitico >, ic^nfrir.^ I S3^f’ 3l.s 24* Ficft# 50" 449. 02 ^03/ ) v. 


--02031303/0 Affidavit rp statuo of w&« t ifighouQo oi«,T>fr% 

MIC Itpr» I c I !- II K 3 .TO Omdsllnes V protedorn ftci? T'' 
in ro 9 pon«« to ttan I C I u/l I I tioprove operator 
r^opon^ to tronst©nt 4 U.'Cer 1 1 f 1 cato of Svc * ^ 

CACt'K.f’* f Texao t/tllitiCft Oon^ratlnQ Co CAOEK«F f 
l4P»t ioghoos e eioctric Corp 02/03/10 dpp 12247 149 y, 
FtcfiC 90-44 5.03/03/10.02031302/1 


V O'* Jen: (» 


o Ti. ^^40449 Citifert fer fs^xr Uiil Reg.j]atlon motion for 

Ccr.tcAticrt 2.3 9 / 

(;!Lft2»iL ./ « l.avi&or K Cil*ore yiL*'j®E- J M Cllnens for #-«n 

vciiif, i a( ic't r:'.3.V3 MiLirfi.ttE - cc^i-.r . mccgllcM'A a 

Aicajc at'd l.icrA<^ir9 lloaro R<in«l ip 12113 3C0 34X 

► i'.s» 44^ V«?*Ca * :> 5303049449 


-l:2v3C*lC-l * 1 ? *''tioA lor ./Olvotar^^ w>to 4 ?ra'waJ Of Cltllers fcr rail- l/ttl 
®f^uJatiOA Csni^AlirA^ 2-3.9 K ? IrtrrirencT vi ttvdra.Nrt at 
active pdrc,^ tc late if fuojt Certificate of Sv£ enc 1 

ClLfCRr.J*^ Cill^ert for fair Utility Re^jlation G2/03/3:i 

9if«t4 ard l.iceo^ir) Heard Panel I6?p 13113 301 ;'4X 

ricAe 50 44 5 e2/02-'23 ^<303040449 


^ - .3 ■' 1 0 1 9*'* ^ OwOe J Cl soweAiA ^at cf interrogatories Certifirati 

zf £*e ert ; 

S ri A Teiat utilities Crenerating Co 

9£yriSuDS. ir 5 Cete-'Oite K Liter."a<> 03/02/39 Citiient 
Aisoctdtic'* Icr Sovrd tns-g-,, tlpp 120/0 13S 341 

ficAe 50 449. ej/93. 29.0r03Cl0l99 


9*33C403// Jurj set if • n t er rjga t^ri es t re^^i.ests to prol-ac^ 
Certificate vf Svc ent l Rejatec^ cor*'espcrdenc e 
REvr<CLC‘i fj S . r^C-Rlf* wA Teta^ Utilities Oene rating Cc 
A£>'.*3 lC^.n r> pete<ci 4 e t Liternan 03/03/36 Citi/ens 
AssOflatioc for io>rr»d t^ergg 9pp l2ll9 0/6 34* 

ri<Ae 9C-445. £?3 ‘C3*26. »j2J3C 40377 


P*93l60C*y4 Eigriv set cf 1 '■ t e r r 09 a ter 1 w ft requests to produce 
'.stttfiiate c? er / I Reiateo correspcodeoce 

tlClE-J Mt liens Asscciation for 9c ;^nd Energy 03/03/01 1 exA|> 

s.ti]iti«s ';e’>eratir 9 Co 1 ipp I3l63 09/ 24* 

EiC%e 50'445 G2/0.7,01 f/303l00094 


0303170309 Foruards FF Cddcrli 1130010 original affidavit attac*)^ •. 
applicant ansti^er to Citiieria for Fair UtH ^PQulatidn mptu*. 
for voluntary 1 . 1 I thdr ai^al 0 response to AOLO Invitation tc 
ro'n'sent on lontantiona 

vtORltJ.M A Clfbevoiso t* l.iter>rdn 62/00/11 STERvigNS.C :*i| • 
ft Services Oraneb Ip 133]/ 196 34x ricbp 90*449 82/07^r *' 

0303170369 


- 03031/0397 Original affidavit of FF CaUeit r* status of 
o-^ner» group response to FMl Ite<rs I C 1 ft 1 1 K 3 3o 
Guidelines ft procedures proposed in responses to Itti I C 1 
s.ill irprove operator abllltg to respond to transiente 
CAOEi^* r F Texas Utilities Oeneratlng Co CADEK. F F 
Ue4 1 ing?)Ou% e Electric Corp 03/03/10 1 90pp 13317 19/ ,ii 

Fiche 90-44 9. 02/03/ 1 1* 0303170309 


0303160148 Forwards SCR lNURCC-0797) per request U/o enc 1 

TuRK.S t Viearing flroncti 2 Q2/03/12 CDl.E.ft Atomic defit| 1 ■ 

Licensing Ooard Panel Ip 13399 107 24X f’Uhe SO*449.07/;5 : 

9203160146 


0303170377 Answer Supporting M/C 030310 motion for protectiy* trir* 
re loterveour t n ter roga tor t ee Oood cause etlsts Certifltett 
o f SvC enc I 

PEYMJuOS.N S . hOniN. W A Teras UCllittes Generating Ca 
REVWOLOO, N B Debpvoiee ft Liberman 02/03/12 Atomic Sif|t, ri 
Licensing Ooard Panel 3pp 13313 344 34X Flche 90-445 e//7/ ; 

03031 70277 


0203170206 Pesponsd to severitb set of requests to produce Ceriiht*:» 
of 8vr ciic 1 

nEY//OLDS,N *J , HQRtl^.W A Texas Utilities Oeneretlng Co 
nF.YIi'JLl>&. 11 S Ocbevnise ft Llberiran D2/03/19 Cltltem 
Association for Sound Energy 4pp 13314 169 2A\ 

Fichv 90- 445» 93/03/1^.0203170300 


Ji,.3100)5? A 5 . 14 P 1 tr.jt 4tat»..»rt ir. t.-flc y202l'» Ur tbit utillen 
uMi»rt» 4 arv to interro 9 atori*» ,s incorrect Porciaii,, 
re^u.tli Ar.1,9 tc Jirect tl<?L to anever Inttr ro;ator 1 »» »f 
CrrtMicctr ii. SvC Rrlatr. ccr r « tpor.dencr 

£LLt6>J Citiiens Actoci^tJOn for Sound £nrr^u 03/03/01 

E . rcCOLLCM.K A C0.E.9 Atocic Sdfdt^ and' (. lent ti.fl 
On.«d Pdndl ^pp 13103 035 SAX flche 30-445. gj/oa/oi . 83031001 53 


6303160320 Ansuiur to Cill/ena for Fair Util Regulation motlor fc» 
voluntary '^ttbdra*aal ft for ASL 9 to adopt contentions 
sua sponte as ASLO questions Supports uilthtirawal 
ft opposes ASlO adoption of contention 

Mf/UND. 0 S Office of Ibe Executive Legal Director 63/OJ/O 
Atoiric Safety and Licensing Qoard Panel l4pp 12333 193 
Fic^e 90- 44 5. 02/03/19. 0203100320 


9303100153 notice #or of tlrot for Jlucover-j on Contention ? 

Citiiens for Fair Util Regulation wiibcraual changes 
Citiier.s Association (or So\,ntf snetgg strategy 
U/Cert 1 f icate of Svc Related correspeindenc e 

CLl-lS.J Cltiien. Ansociation for Sound Cnor^ij Ba/03/0v Ato’.li 
..d.ety 4nd Uicenotny Soord Panel />pe 13108 113 34 * 

flche 30-445. 03/03/01-9303100333 


'0303030143 Order jrantio} dfpltcant 830136 motion for tummaru 

‘ r.j.ctln, Cltlien, for 

Felr mtt Be,„lat,cn reqye»t For ASlB to adopt Contention. 

2ft/ as can 

NtULER.M t Atoritc Sofety and Uiceneiny Board Panel 83/03/03 
p!*r Co 6PP 12164 113 34X 

Flche i0-«45. 63/03/05. aaOlCTOlIB 


f„°'e!: ->*"4 ••'pc, men, A,,oc latton for Sound Energy 030301 
rori- ca a p.tenston of time for dt.tovery on Cont.ntton 5 
Coed <au,e not tho.n lotervenor allowed to conduct 
Contention 5 after 811301 

r!». - *♦«*“ Safety and Liceoiing Board Panel 83/03/08 

I *4®' Axtdflatico for Sound Energy 4 pp 13181 073 34 X 

Flche 50-445.03,03/06.8303100313 12101 073 34X 


8303130000 An, tier, to Citnen, A,,oclalloo for Sound Enerou first f, 
.oterro, atone.. re^pLu^en on 
CoAtsntiQn 5 Certificate of Svc eoc I 

ROThSCHIlO H U Opetations t Adihtnj.tTative Olvnlon 83 / 03/10 

c Energy 39pp Hi 

Flche 30 - 445 , 82 / 03 / 10. 0303130008 


contention, u.rrant 

™1:d1‘n 3 • Oeneratln, Co 

LU.n^?n,*'oLr4"r*::;?’'%tp‘,‘'‘":":;, BofPty n. 

0203130371 13247 13l 34x ftphe 50-445.03/03/ 


--0203180337 Affidavit of HO Clayton re Contention 3 Current ,1.1-': 
7111 Iteir 1 c 1 doe, not present seriov, .dfety problem 
because applicant, have co/nnltted to upgrade e.nprgency 
operating procedure, prof gua 1 1 f Ic a 1 1 on. enc 1 
CLAvrOW. 1/ 0 Procoduru, V Teet Pevfeu Oraneb 82/03/15 7ff 
13333 307 34X Flche 30-443. 02/03/ 15. B2031B0330 


--O3O3I0O367 Affidavit of S8 Olab re Contention 3 t. mod, to ECCS 
analg.e. re<tutrod by THl lt«r> 1 1 K 3 30 t, u*« oF re.ult. 

In llcen,ing Conputar code, uted to predict plant behevlir 
Certificate of Svc and 

OIA0.8 Praetor 8g«t«nt Oranch 83/03/13 14pp 13333 21* 
Ftche 50-445. 83/03/13. 8303180230 


8303220196 Fortaards original affidavit to an.u/ers to N0C fourth ift 
interrogator I «« 

El.LtB. J Cltiten. Association for 9ound Energy. 03/03/15 
Oocletlng 6 Services Branch 3pp 12362 318 34K 

Flche 50-443.82/03/15,8303220196. 


•8303320201 Ansuer, to NRC 030322 fourth set of Interrogator!** 
Certificate of Svc one I Related correspondence 
EI.EI6.J Cltlians Association for Sound Energy. 83/03/13 
flfftce of the Executive Legal Otrectnr 57pp 13362. 230 - 

Ftcho 50-445.82/03/15.8303320196 


9303190106 Foruards RO Taylor signed t, notarlied affidavit re N4- 
ansuers to Cl tl tens Association for Sound Energy first !• 
second set, of interrogatories or Contention 3 f. motion for 
protective order 

ROThSChILO. M U Operations t. Ad/slnl s traC 1 ve Division. 02/33/*4 

mULER.H E . COLE.H . MCCOLLOM, K A Atomic Safety and 

Board Panel 2pp 13345 096. 34X F I che 90-445-83/03/16.82031- 


8303330305 An.uer, to eighth set of Interrogatories t* soppl 
responses to seventh set Certificate of Svc enc I 
REVnOEOS. M s . HORtN. U A Texas t)tt Hites Oenerattog Co 
fievNOLOS. N s Oebevolse j. Liber/nan 82/03/16 Cltliens 
Association for Sound Energy 35pp. 12359.097 24X 

Flche 50-445, 82,03/16, 8303220303 


UOUKtTED I FEMS 


0203^3>{lll0 Forward* orlQtnal affidavit re 0^0316 answers to appltcaiit 
third «et of I ntorr ojdtor I ee (. rei)uc«t* to produce Relatod 
correepopdence 

ELI.IS>J Cl t lien* Association for Sound Encr 9 ij 63/03/16 
Cocteting (i Services Branch 3pp 13413 013 
Fiche 30-4 4 3. 63/03/16. 0303S301 10 


— 8303350133 Answers to 030336 third set of interrogatories 6 requests 
to produc t. Cert I f Icate of Svc one 1 Related correspondence. 

ELLIS. J Ctticens Association for Sound Cnerqq Q3/03/1& 

Teias Utilities Generating Co I7pp 13413 013 34X 

Flche 30-443.03/03/16.0303330110 


6303330969 Potectlve order granting NKC 030310 icollon re Cltliotis 
Association for Sound Energg first set of Interrogatories 
3 f 0 > it 3(dl 8 . second set of In t orroga tori es 3. 

fllLLER«n E ACoailc Safety and Ulcenslng Board Panel. 03/03/33 
Office of the Eiecutive Legal Otractor 3pp 13413 139. 34X 

Flche 30-443. 03/03/33.0303330309 


6203350613 Foorth set of 1 n tarrogator t e s ^ requests to produce 
Certificate of Svc enc I 

REVMOUOS.M 3 . HORIN. W A fesas Utilities Oonerallng Co 
REVnOLOS.N a Osbevolse t Llharoian 63/03/33 Citltani 

Association for Suund Energy. Mpp 13409 110 SAX 
riche 30-443. 03/03/33. 03033S061S 


O30339037S Order establishing revised schedule to cotneience evident lory 
heering on Contention S IQA/OCI 

HILLER, n E. Aloihlc Salety and Licensing Doard Panel 63/03/L’:> 

9pp. IS433 303 34X Flche 30-449.03/03/35.0303290379 


I Financial Information 


0303130339 Application to amend CPPR-136 t. CPPn -197 to reflect revihrd 
ounarship Interests Second amend of jnint ounershlp 
agraement enc 1 . 

OARV.R.O Teias Utilities Bervlcei. Inc 03/03/10 OENfOM. K R 
Office of Nuclear Reactor Regulation, pirector Spp 13240:337 
94X Flche 30-443.03/03/10.0303130339 


M Antitrust correspondence 


G3030203G6 Fors/ards pleadings from Et Hatch files per 620933 requusi 
VOCLER. D.H Antitrust Division 03/03/36 SAMPELO.It. 0 Sampol. 
HO app 13070 293 34X F 1 c he 90-000. 03/03/36. 0203090386 


--0303030392 notion to uithdraei OA Municipal Assoc la t i on. C I ty of Acworlh. 
OA. Mater Light 6 Sinking Fund Commission of Oalton.OA.OA 
Electric Hemberihlp Corp 6 Mitchell County Electric 
Mceiiicrshlp Corp petition to intervene L dismiss hearing 
CARLTQN.fi A Georgia Power Co. SAUNDERS. vf J Jus 1 1 c e. Osp t. of 
VOGLER. 0. fl Atomic Energy Commission 74/06/03 Atomic flaft-iy 
and Licensing Board Panel. 9pp 12078.334 24X 

Flche 90-000. 62/03/26. B203030306 


. — 9903030393 Order re 740603 joint motion to dismiss t> terminate 
proceeding Directs AEC & OOJ to submit memorandum explaining 
hou agraad upon license conditions util satisfy antitrust 
Issuss 

OLA 6 CR 1 H. L Atomic Safety and Licensing Board Panel 74/06/21. 
Atomic Energy Commission 2pp. 1207B 399. 34X 

FUhe 90-000, 82/02/26. 0203030306 


“-0203020396 Motion for reconsideration of aSLD 740621 order requiring 
memorandum of hou license conditions will satisfy antitrust 
Issues. State of hearing now analagous to QL proceeding where 
no request for hsarlng made. 

SAUNDERS. J. J Jus t Ic e. Dap t . of DAVIS. C Atomic Energy 

Commies 1 on. 74/06/38. Atomic Safety and Licensing Board l*oiirl. 

4pp 13078 361 347. Flchs- 90-000.62/02/36.8303030366 


”-0203020396 Order granting DOJ h AEC 740630 motion for reconsideration 6 
feint 740603 motion to withdraw interventions 6 to dismiss N 
terminate proceeding Antitrust proceeding dlsnitsed 6 
terminated 

CLASEfi. M U. • BCNMARZ.C-. EL7IN0A.K Atomic Safety and Licensing 
Board Panel 74/07/10 Justice. Dept, o f 3pp 1207S 369 34X 

Flche 90-000. 63/03/36, 8303090386 


6903390114 Notification of contract execution. Mod 5 to “Engineering 
Assistance re Hearings for Booth TX Antitrust (> Comanche 
Paal Antitrust Proceedings “ Contractor: RM BecX 6 
Ateoc la tes. 

hCLFARENi T Technical Assistance Contracts Branch. FIN B-65»’II 
B3/03/I7 GKJEI.9 . HARTLEY, R Antitrust I. Economic analysis Drench 
(Utility Ftnancel ip 12431 366 34X Fl Che SO-OOO. 82/03/1 7. 

0203290114 


(1703290117 Moo 9 . cent I iga 1 1 ng un I iqui iJated balance tu rluse out 
contract, tu “Enq 1 neer m ^ Assistarie re Hvarir.gs For South 
TX Antitrust I. Co-i.inche PeaJ, Antitrust Prnceedings •* 
BURRUUGr.r>. 0 t R U Oeii t. Assuclates MATT I A. M TecfniC.il 

Assistance Contracts Branch flri 6 6523 02/03/17 Ip 

12491 96/ 34* Fli.se 5C-000. 02/03/ I 7. 83039S01 I 4 


0203250422 Notice of >120413 cunfurence of counsel in Osthesda.HI) 
parties to file stacotrei,! by 820406 re history t current 
status of pr oc oed Lng. t del. 1 1 f lea t ion of tssues 6 
affirmative 1 ei om-iand<i 1 1 ons 00 resolution of Issues 

LAURFf/BO-'l, j A Atomic Sofely and Licensing Ooard Panel H9/0'l/2;> 
r/pp 12411 2*6 24* Tithe 50-000. 02 /03/22. 0202250422 


0 Inspectlun reports. It QuMetins 6 correspondence 


820.3100056 Notification o*' O20303 meeting w/otll in Betnesda.r'U le 
discuss opptlcar.t plans 1 iit conducting preservicr ii>sp 
pf ograis 

0041/CLL.8 0 I. icensinj Orarch I 02/02/10 vOLLGOlOOD. 0 J 
I tcensing Branch I 3PP 12191 163 24* Ficho 50 445. 82/02 fill. 

8203100 056 


0203050445 forwards Revision 1 tu IE Info Notire fl.’’-OI. 'Auiiliaiy 
Teedwiacer Pusp (Lnefout Resulting From l/es 1 1 nghpuse 12-2 
Switch Circuit MOO." w/correctod figure 3 6 Table I 
COcLlHS.J T Region 4 Office of Director B2/02/26 Pub 1 1 i 
service Co of Colorado 2 pp 12134 i 38 24x Fjche 90- COO. 

02/02/26. 03030204 49 


8203160326 Forwards IE Info Notice 02-03. ’’Environ Tests of Elpclriial 
Ter-iloal Bloc is*' for revic-a 

CCLlINS. J T Region 4. Office of Director 02/03/04 Public 

Service Co nf Colorado 3pp I2.T07 034 g4x Ftche 50-000. 
82/03/04. 0303160326 


O20323OIB9 forwards IE tnap Hepts 90-445/82-01 f. 50-446/82’ 01 durti.p 
Jan 1982 No none ump 1 ] anc e noted 

PADSEN. O L Division of Resident. Reactor Project 1. Engineeriiiy 
Piogroo-s 02/03/08 CARY.r j Texas Utilities Generating Co 
t33U2 002 ’.’'.It f llhe 50-44^.02/03/06.0203230165 


0203230189 IE li\«p Bepls 50-445/02-01 6 50-446/02-01 during Jan I'ju; 
No none omp 1 1 anc e noted Major areas Irispectod general site 
tours, p Ip I itg t, support installation !■ instru-iont S’js 
ins to I lat ton 

TavlOM-R G . cnOSSPAN.W a Region 4. Office of Director 

82/0,?/ 19 lOjp 12302 004 24* Fiche 30-445. 02/03/00. D203:,’:i0IDl 


8203160367 Forwards IE Info Notice 62-04, ’’Potential Deficiency of 
Certain AOAST AT £-7000 Ser I es Tine-Delay Relays." 6 IE Info 
Notice 02-0'9. "Increasing Frequency of Drug-Related 
Incidents ’’ 

COLLINS. J T Region 4. Office of Director 02/03/10 Public 

Service Co of Colorado 2pp 1230Q 097 34 x Fiche 50-000, 

02/03/ 1 O. 020,3 160367 


0303190333 Forwards IE Info Notice 02-06. ’’Failure of Steam Conernlnr 
Prli-ary Bide Manway Closure Studs ' 

C0LL1N3.J T Region 4. Office of Director 02/03/12 Pub lit 
Service Co of Colorado 2pp 12349 204 24X Flche 50-000. 

62/03/12. 0203190333 


0203230270 FotL/artfs IE Info Notice 02-07. ’Inadequate Security 
Screening Prograir.a. ’’ 

COLLINS. J T Region 4. Offlie Of Olrector 82/03/16 PubUi 
Service Co of Colorado 3pp 12370 334 24X F ic he ’ 30-000. 

62/03/16, 6203930270 


S Reportable occurrences. LERs 6 related correspondence 


0303010023 Deficiency rept re rati pracured by AFCO Steel Deficiency 
determined not reportable per 10CFR90 59(el 

GARY. R J Texas Utilities Generating Co 02/03/19 HADSEN. D L 
Olvlslon of Resident* Reactor Project K Engineering Programs Jp 
12070 133. 24X Flche 30-443. 02/02/19.0203010023 


6203010150 Interim deficiency rept re Oorg Uarner valves which may hr 
affected if Installed between 22 1/2 L 197 1/2 vertical, 
initially reported D20122 Evaluat ion continuing Completion 
expected 020319 

CRAY. R J Texas Utilities Oenr rating Co 02/03/19 maoSEN. 0 1 . 
Otvlslon of Resident. Reactor Project 6 Engineering Progre'ss Ip 
12070 196 2qx Flche 30-449,02/02/19,6203010138 


Q303I60062 Final deficiency rept re auxiliary feedwater sys valvrs 
underspecified in pressure/ temp rat mgs, inl t lal I y reported 
611207 Condition not reportable under KXFRSO 95le) 

OARV.R j Texas Utilities Generating Co B2/03/02 MAOSEIl, C I. 
Division of Resident. Reactor project 6 Engineering Programs Ppp 

12300 aaa 2 4 X Fiih» 50-445. 02/03/02. aaoaiEoohS. 


1-^031^0^61 (-irdl 3 efit»*Ptv r*ft re «.n3er«pec I f t eJ aotiltar^ feedJatri 
»,» .e . ve 4 ir » V V a I Vs reverted 911207 ;n<.e4t i »n concluded 
tnat celicJenc^ nr»t re Portable per JOCFHSO 59e 

GA'^r. R u feids utilities Gene rat jr.j Cu 02/03/03 MAOSEW. C L 

f<e;iur A. OfPice or Director Ip 13318 006 3411 

F:<f«e 50-445 t'2/C3rf3 02031 /C3fl3 


aStjSfcOir.A Irteri- deficiency rept re orifice (latec Supplied ootclce 
(./ ipierarce- tritiall^ refa-ted 8VII20 E-raluation in 
progress <l”pler. ion )rO}ectej 6*| 820611 

CAdV n J rejuc lit;: I ties Ceneratino Co n2/O3/>0 “IAOSEW. C L 

SejlOfi 4, (Ilf ice of Director Ip 12433 333 34)1 

fient. 53-445 03,'03/IC. 03.)ri?60I64. 


tCIfVE I 53-44t COMftfKMC PtA/. STEPM Ec-fClPlC SfA .OsllT 3 


A App 1 1 c a t lun/ c ciis t r uc t icr stale dccu-iente 6 corr e eponderce 


2<f03lCC438 Alviiee tPat applicant does not plan to start anali/ie« tc 
•.esV» far p'opcsep r.,Jrc 9 cn control i,* until I (nontt- after 
tiiuance :f CP- ar npprpi Ool 1582 Heelitu j/ACHa on ratter 
c ao.sct . i aeref or e Cs' '•fid ortti Fall 1483 

f lEEA'i-’j *. 3 If Assistant Director for Licensioi) Q2/02/I9 
FfipLEv P F AfU^ - Aiv-isory Cors)ctee on Reactor Safeguards 3pp 
I2I44 I6d 34* Ficne 50-446 83/02/ 1 4. 83031 00*30 


i;3''3l6C030 Forja-ss reijest let add 1 intn re reactor coolant pu<rp 
reiuirej tc roTplete ocaloatioo of DL application Reiuests 
tnat FtVAH 5e a-endel to include ipfn 

i005Ce-333 3 J Licenstnc llrantA I 02/02/22 OARv.fl j. Feins 
Ctilities Generatirg To .Ipp 12325 102 24)( Flc6a 50-445. 

82/02/22- 9233 I6<C0?0 


0203050370 Fur-arcs respoi'se to 801222 )areric Itr Cncl 3 ro deelgn S- 
operation zf load rardli'ig sys m area of slO'roi: spent fuol. 
reactor core t cq.rtp-er.t co*ponents for s.sfe eOutdoun. per 
icjRtO-'ffelS t EEp.MlPit; 0 747 .Sv«c? 1 2 Conf iraietary Issue U 
•sCiiHTOr.HC Teins utilities Services. loc 82/03/01 BUHhCIL.H II 
rcRC - Nn Oetalle:; Affiliation Riven 83c p 12133 095 24X 

f icte 5C'445. 82/03/01 62.5 30503 70 


8203100407 Faroards '•/ludel Testing iif Recirculation Codtalnaent Huep. ' 
jet Meg Ouile i /-J t » guir «->or.ts 

ECMnlOT.if C letas Uttlitlee Services. In* 02/03/03 OtJRWf.LL.3 
t.RC - Nc UelaileJ Affiliation Given Ip 12103 293 24X 

FvOe 50-443. 02/03/03. 'J303 100407 


--82031C0405 "Model Testing of Rec i rcula t toti Cun ta I nnen t Sump " Imo 
overslie figure eni I Aperture card is avallatile In PDR 
OaROISCP.S K M t-este-n Canada Hgdrautlc CaPorator i e s. 1 1 d 
ei/ll /30 74pp 12103 295 34X Fit to 50-443. 92/03/03. BSOU 100407 


8203120325 Application to anend CPPR-lSfc ». CPPB-127 to reflect revleed 
awnership interests Second anend of joint ownersAlp 
agreerent er.t I 

OAdV.8 J leias Utilities Services. Inc 82/03/10 DENTON. H R 
Office of tiLclear Reactor Regulation. Director 8pp 1224B '.Itr/ 

24X rjche 50- 443. 82/03/ 1 0. 0203 1 20325 


8203190228 Expresses concern re Flee 1 1 nghouse Model D stear generntors 
UCll mill rely on results of Ue st IngOoiise analysis it test 
programs S. eiperlence t data gained at operating 
plants Startup test pruyrar- unchanged 

CARV.B J Teias Utilities Uenerating Co. 02/03/15 EtSENHiJl.D 0 
Olvtsion oF licensing app 1*2346 316. a4X F I ch* . 50-445. B2 /03/ 15>, 
8203190220 


G Adjudicatory c orresp onderic e 


82030404 49 rPTwards Cltiieos for Fair Util Regulation --ration for 
voluntary cltsdraual of Co-ntentlons 2.3.5 li 7. 

OILMORE./M Oavlssn tDil«>ore QILMOKE. J M. Cltiiens for I all 
Utility Regulation 07/02/23 MILLER. M. E . COLE. R. . MCCOlLOM. K A 
Atonic Safety and Licensing Qoard Panel IP 12113.200 247 

Fit he. 50-445. 82/03/23.830 304044 9 


'8203040450 Mutton fot voluntary ui thd rauia 1 oF Cltiiens For Fair Util 
RegutallPn Content i pns 2.3,5 V 7 Intervenor wlthdraias es 
active paity due to lacl of funds Certificate oP 8vc encl 
OtLMGRC.J M Cltiiens for Fair Utillt'j Regulatton, 92/02/23 
Ata<nl< Safety and Licensing Ooard Panel lApp 12II3.201 24X 

Fiche 50-445.83/02/23.02030404 49 


9203010159 ATisuees to 820210 seventh set of interrogatories Certificate 
of Sve encl 

SEVI.'C- OS. N 3 • fl3RtN. W A Issas Utilities Oensrating Ca. 

REVf<OLOS, N S DeOevolse f. Liherinan 82/02/25 Cltiiens 

Association for Sound Energy llpp 12070 139 24C 

ficbe 50-445. 82/02/35.8303010159 


020.1040277 Third set of Interrogatories & requests to produce. 
Certificate of Sve encl Related correspondence. 
liEY.vn.DS. N S . HCRIN.UA Teias Utilities Generating Co. 
REihOl.DS.N b Oebevotse t Liberran 02/02/36 Cltiiens 
Assjclatlon for Sound Energy 9pp I2II5 076. 24* 

Fiche 50-445. 02/03/26. 8203040377 


Q303103152 AdvtseS that Statement Its MRC B20219 Itr that urlttsn 
arisuers unnecessary to interrogatories is incorrect FoTmallg 
requests AELO to direct NRC to ansurr Interrogatories 14/ 
Certificate Of 8vr Related correspondence. 

ELLIS. J Cl titans Association for Sound Energy 82/03/01 
.tILLER. M F - f*Ccr)LLO.>t. n A . COLE.R Atomic Safety and Llcensl'l 
Board Panel 9pp 12102 085 34* Fiche 50-449. 82/03/01.023310; 


0203100352 Nation for eitension of time for dlscnvery no Conterlic' 
Cltiiens for Fair Util Regulation iJl thdraiv-a 1 changes 
Cltiiens Association for Sound energy strategy 
i//Cer 1 1 f I c a t e of SvC Related c orre spondenc a 
ElLlS. J Cltiiens Association for Sound Energy 03/03/01 
Safety and Licensing Board Panel 6pp 12108 112 24* 

Fichu 50-445. 82/03/01.9203100392 


8203070143 Order granting applicant 820136 motion for summary 
disposition of contentions 2 & 6 t. rejecting Cltiiens for 
Fair Util Regulation request for aSLB to adopt Contentions 
3 5 7 as own 

miller. M E Atomic Safety and Licensing Ooard Panel 83/03/0) 
Teras Utilities Generating Co 6pp 12164.113 24* 

Fiche 50-445.02/03/05.8203090143 


8203100215 Order denying Cltiiens Association for Sound Energy O^C. 
motion for eitenSlon of time for discovery on Contention 5 
Oood cause not shuvn Intervenor alloued to conduct 
independent discovery on Contention 5 after 011201 
mIllER.M C Atomic Safety and Licensing Board Panel Q2/02/CC 
Cltiiens Association for Sound Energy 4pp 13181 073 34) 

riche 50-445. 82/03/00. 030310031 5 


8203130000 Ansuers to Cltiiens Association for Sound Energy first 
second 820210 li 0213 sets of 1 n t erroga t or 1 o s. respec 1 1 ve ly c 
Contention 5 Certificate of Sve encl 

ROIhSCHILD. t1 u Operations 6 Adntn 1 s trat I va Division. 02/03/1^ 
Cltiiens Association for Sound Energy 29pp 1224B.3I3 34i 

Flthp SO- 449. 33/03/ 10.0303120000 


8203120271 Answer supporting Cltiiens for Fair Util Roqulatior O-f 
motion for voluntary -withdrawal & response to a 6L8 
Invitation for views on contentions No contentions warrant 
ASL8 sua sponte c ons 1 dera t ton 

RF-VNO-Db. N S . IIORIN. W A Teias Utilities Oenoratlng Co 
RCYN3L03.N 8 Oebevolse & Liberman. 82/03/10 Atomic Qafeti 
Licensing Ooard Panel llpp 13247 131 24X Fiche 50-449.02/C 

8203120271 


--0203120278 Af r idavl t re status of Uestinghouse owners group retf 
NRC Items I C 1 !< t 1 H J 30 Ouldsllnes (> procedures prnposei 
In response to Item I C I will Improve operator at I 1 1 ty to 
T to t f ane 1 VJ/C%r 1 1 Svc- 

CaDFK.F F litnitles 0®n®rdtlng Co CADFU.F F 

Westtnghouse Electric Corp 83/03/10 Bpp 12247 l43 24) 

Fiche 30-44 5.02/03/10,0203130271 


B303I70309 Forwards FF Cadet 820310 original affidavit attached t' 
applicant answer to Cltiiens For Fair Util Regulation motion 
Por vOion(ar(| u)| I & r»9pon®o to ASL8 Invitation to 

tortrivnt on contentions 

HORtll.U A Oebevolse 4 LIber-nan 02/03/11 STEPHENS. C Ooif 
L Services Branch Ip 12.117 196 24* FI t he : 50-443. 82/03/ > I- 

82031 703B9 


--03O317O397 Original affidavit of FF Cadek re status of Westlngh 
owners group response to 1141 Items 1. C. I t. 11. K. 3 30 
Guidelines 6 precedures proposed In responses to Item l.C 1 
will usprovs operator ability to rtspnnd to transients 
CAOF.K.F F Teias Utilities Generating Co CAOEK.F F 
Meetinghouse Ftectric Corp 82/03/10 1 30pp 12317:197 2 

Fiche: 30-443. 82/03/ 1 1 . B2031 70309 


0203160149 Forwards SER INOREO-0797) per request W/o encl 

TU8V4.S e Hearing Branch 2 92/03/12 COLE.R Atdmlc Safety 
Licensing Board Panel Ip. 12399' 107. 24X FI che' 50-445. 02/03 
8203160148 


8203170277 Answer supporting NRC 820310 motion for protective orj 
re Intervenor interrogator t es. Oood cause ei I sts. Certlf 1 edte 
of Sve end. 

REVNOLOS. N S . HORtN. M A. Teias Utilities Oeneratlng Co. 
REVMOlOa.NS Oobevoise l< Ltberavan 82/03/12 Ato.-slc Safft 
Licensing Board Panel 3pp 12313:244 24X Fiche: SO-449» B2/0 

8203170277 


BZ931703Da R«»ponie »svfrit»' of teHoei.t4 to pioduce C er 1 1 M( <jt v 

ft Svc rnc I 

OEvnOi-CS. N S . hCHIN. W A Ie«a4 Utllttlei Geiio ro 1 1 nj Co 
PEYKOlOS. •» S. Opbevot^e ** Llbarniait ^2/03/ 15 Cittiens 
Aitociatlon f ot- Soikk; Energii 4pp I23t4 IA9 34Y 
He he: SO -443. 03/03/15. 6303170300 


0393160230 Aneuer to Cltnena for Fair Util Rsquiotlon aotton fo« 
volu'tlprv withdrawal & for A5L0 to adopt coritontiona 
•ue tponte a« ASLB quoatlone Supports withdrawal 
li cppoect A5L8 adoption of contention 

nSIUNO. C. S Office of the Etecutlve Legal Director 03/03/lJ> 
Atonic Safetl and Licensing Uoard Panel 14pp 13333 I9J «/AX 
Flcre 90-445. 02/03/1 9. 6.703160230 


- -02031 0023'/ Affidavit of MB C lag ton re Contention 3 Current statu a of 
Tfll Item 1 C I does not piesent serious safetg probinn 
ti4saus« appltcants have coenlttcd to upgrade energencq 
operating procedures Prof qualifications end 

ClAVTCN, II B Procedures 1. Tost Rovlow Orai’ch 82/03/19 V|.p 
12333 207 24X Fiche 50-443.02/03/13.0203100320 


--02O3I8O267 Affidavit of OS Olah re Contention 3 (. nods to ECCb 
analgses required 6g TKl tten 1 1 K 3 30 b use of results 
in licensing Computer codes used to predict plant behavior 
Certificate of Svc enc 1 

DIAD. S Reactor Sgste-ts Branch 02/03/12 I4pp 12333 3lh -'he 
Fiche 30-44 3.02/03/19.6203100220 


0203220195 Forwards original affidavit to answers to N9C fourth set of 
Interrogator t as 

Ell IS* U Cltltens Association for Sound Energq 02/03/19 
Docketing t, Services Branch 2pp 12.362 21(1 24X 

Fiche: 90-449. 02/03/ 1 9. 6203220196 


--02O322O2O1 Answers to nRC 020222 fourth set of Interrogatories 
Certificate of 6vc encl. Related correspondence 
ELLIS, d Cltliens Association for Sound Cnergg 02/03/19 
Opftce of the Eretvttve Legal Director 97pp 12362 220. :‘4x 

Fiche 90-44 3.02/03/19.8203220196 


0293190106 Forwards RO Taglor signed 8* notarliod affidavit re NRf- 
anSLOrs to Ctttiens Assoc lotton for Souud F.tmrgq first 1* 
second sets of interrogatories or Contention 9 8. motion for 
protsettve order 

ROTHSCHILD. n U Operations 8. Adnlnl s trat t ve Division 02/03/16 
niLLCR-M E . COLE.n . MCCOLLO.H, K A AtP-rlc Bafetg and LlcansM.g 
Board Panel 2pp 12349 096 24X Fiche 90-44 9.02/03/16.0203190106 


0203220309 Answers to eighth set of Interroga tor los 6 suppl tu 
responses to seventh set Certificate of Svc encl 
REVMDLOS. N S . MORIN.U A Tesas Utilities Oenerating Co 
AEYNCLOS. N. S Debevotse 6 Liberman 82/03/16 Cltliens 

Association for Sound Energg 39pp 12399 097. 24X 

ruhe 50-449.83/03/16.3303220305 


Finanrlal i n f ur r.i I i oi* 


3303120325 App 1 1 1 .>t > oi Vi, ar.ui.p CPpn-126 t. CPPR-ID? to reflect irv»«.r4 
ownership i~teiests iecund anend ef juint ownership 
agreement enc 1 

CARY R / Tetas Otll.tios Services, {nc 02/03/10 ObNTON. H H 
Uffico of /luclear Reai t'-r Regulation. Director 8pp 12240 1:17 
P4X FifOe 90 449. 02/0.1/ 10. 020.1120325 


•i Antitiust correspondence 


0203020306 ForwarCs pleadings from Ft Hatch files per 020229 request 
V05LER. B H Antitrust Division 02/02/26 SAMPllB, M 0 Qnmprl, 
« D 2P0 120/B '252 34r Fiche 90-000- 02/03/26. 0203020306 


Q233290114 Kotif lent ion of mncTact e lec utloo. WoJ 5 to ' Engioeor mg 
Assistance re Hearings for South ix Antitrust 8. Ccnanche 
Fed* Antitrust Frotecdings Cuntraclor BW Oecl 8. 

Assoc la tes 

I-.ClEAREN- T lechnlcal Assistance Contracts Branch FIN 0-65 ;m 
02/O'J/l7 FKwEI.G. . i'aBTlE/.R Antitrust htcononlc ana 1 ,s i s Br.;i.i I 
lUtilitg Financei I 3 12421 266 34x Fiche 50-0C0. 02 '03/ I /. 

02032901 I 4 


-0203250 117 Rod 9. de cb 1 ) gat 1 ng unliquidated balance to clcise nut 
contfPct.to '’Log ineor ing Assistance re Hearings For Oouth 
TK Antitrust 6 Comanche Peal Antitrust Proceedings 
OuRHOjeuu. » E 11 Vf Oeev 8. Assnilates MaTMA.M Technical 
Assistance Contracts Branch FIN B-6923 02/03/17 ip 

12421 267 24X I'lche 50-r<}0. 02/03/ I 7, 020329011 4 


0303290422 h/ 0 1 1 c e of 020413 conforencu of counsel in Oocr.esda. HU 
Parties to fi le staturent bg 020406 re historg h current 
status of pr u c eoc 1 ng . 1 den 1 1 f I c a 1 1 on of issues 6 
affirmative 1 e c c-mondal 1 ons 00 resulution of Issues 
LAuRENHU'd. J A Atomic Safetg and Licensing Board Panel 02/U3/2.? 
2pp 12411 266 24X FicLe 93-000. B2/0.3/22 . 0203290432 


0 tnspectbori repurts. IE Bullutlns %■ c nr reap ondenc e 


11203V0C056 Not t f i tat 1 on of 020303 rseting w/utll In Betnosda. HD to 
discuss applicant plans for conducting preservice tnsp 
prog ran 

BURi.CLL. S U Licensing Branch I 02/03/10 VOUNOOLOOO. B J 
l.icensHig Branch I 3p? 12191 163 24X Fiche 90-449. 03'02/ IH. 

0203100096 


0203090449 Foraards Revision 1 to IE Info Notice 02-01- 'Au>tllais 
FeedLater Pump Lockost Resulting Fro.s Uestinghuuse U-3 
Switch Circuit Mud. “ w/currected Figure 3 *. Table I 
CDLl.tll!). O T riegion 4. Office of Director 83/02/26 Putin 

Service Co of ColoraJo 3pp 12134 lOU 24X Fiche 90-000. 
82/02/26, 8203050445 


6203350110 Forwards original sffldavlt re 620316 answers tu appltcacst 
third set of Interrogatories 8* requests to produce Related 
c orrespondenc e 

ELLIS. J Cltltens Assecl4tlon for Sound Enorgq. 82/03/16 
Dccketlng L Services Branch 2pp 12419 013 24X 

Fiche 90-44 9. 02/03/16. 82032901 10 


— 02003S0122 Answers to 020226 third set of Interrogatories 6 requests 
to produce. Certificate of Svc encl Related correspondence 
ELLI8. J. Cltltens Association for Sound Energg 02/03/16 
Tetas Obllttles Oenerating co I7pp 12419 019. 24x 

Fiche 90-449. 82/03/16. 8203390110 


0203230105 Forwards IE Insp Repts 90-449/02-01 L 90-446/02-01 Suflno 
3an 1902 No none omp I lane « noted 

RAOSEN. 0 L Division of Resident. Reactor Project 6 Engineerin; 
Programs 03/03/00 CARV. H J Teras Utilities Oenerating Co I'i’p 
12302 002 ?4X Fiche 30-449.83/03/08.6503330103 


--O2O333O109 IE tnsp Repts 90-449/02-01 6 90-446/02-01 during Jai. 19Di< 
No none onip I 1 ance noted Major areas Inspected general site 
tours, piping 8 , support installation 6 instrument sgs 
instal lat ion 

TAYLOR. 0 0 . CRO 3 SMAN.U' A Region 4. Office of Director 
02/02/19 lopp 12383 004 34X Fiche 30-449.03/03/00.020333010% 


6283290289 Potectlve order granting NRC 020310 notion re Cltliens 
Association (or 8 aun<] Energg first set qf Interrogatories 
3(tl & 3ldl 8 * second set of Interrogatories 3 

mi.LGR.H.E Atomic Bafetg and Licensing Board Panel 02/03/J.'3 
Office of the Eiecutive Legal Director 3pp 124i3. 139. 34X 

Fiche 90-449. 02/03/23- 0203290209 


0203160367 Forwards IE Info Notice 02-04. 'Potential Oeftclencg of 
Certain AOASTAT E-7000 tieries Tloie-Oelag Relags." fc IE Info 
Notice 02-09. 'IncrBaslng Frequeneg of Drug-Related 
Incidents “ 

COLLthS.J T floglon 4. Office of Director 03/03/10 Public 

Service Co of Colorado 3pp 1230B 097 24X Ftcbe 90-000. 

82/03/10. 0203160367 


S2032506I2 Fourth set of Interrogatories 8 * requests to produce 
Certificate of Bve encl 

flEVNOLDS.N S , hORIN. Id A Texas Utilities Generating Co 
REVNOLDOtN S Debevolse 8 * Liberman B2/03/33. Cltliens 
Association for Sound Energg 14pp. 12409.110 24X 

Flthe 30-443.02/03/23-8203330612 


0203190333 Forwards l£ Info Notice 02-06. "Failure ot Steam Oeneratur 
Prltrerg Side Hanwag Closure Studs * 

COLLINS, T Region 4. Office of Director 82/03/13 Publit 
Service Co of Colorado 2pp 12349.204 24X Fiche 90-000. 

02/03/12, 8203190333 


0203290372 Order establishing revised schedule to commence evidentiary 
hearing on Contention 9 (QA/QCI 

plILLGR.M E. Atomic Oafetg and Licensing Board Panel 02/03/29. 

2pf. 12432 203. 24X Fiche 90-449. 02/03/29. B2O3290372 


0203230270 Forwards IE Info Notice O?-^?, "Inadequate Oecuritg 
Screening Programs " 

CCLLJNS. J T Region 4, Office of Director 02/03/16. PublK 
Qervice Co of Colorado 2pp 12370 334 34X Fiche 90-000. 

62/03/16. 6203230270 



l> n«;oitab)« u(.-^rr;n;t« kERf l> tflatei < 9r rt'ificnaeic e 


OaOJOtO'jr"} I < I »!>« s '■est 'e oaM RfccureJ bv AFCtI Slael Def i < 1 tif « 
J<> -»3 rot r op 3rt.!b I f por lOCFRSU 55l s I 

CAOr.R .1 loijs k'Cilltle» Gene rat )rg Cp (i3‘'03/ t^AOSEn.U 1. 

Division of Pesisoiit. Seat lor Rrojot ! i Eng I rioet mg Pfcgrans 3p 

liO?C »35 E4I ri«ho ;C 44b. 02/02' IV. B3030I003J 


3203010150 InterKK Joticloncg rapt ro 3org Uornor valves uhlc** ra, be 
aftecteJ l> installed tolueer 2S 1/2 t> 13/ 1/2 vertical. 

Initlatig 'epctted 02ol2? Evaluation rortlnulPg Ccriglptlon 

oipec te3 CJO./IV 

OflAY.g J le.jji Utilities Oenerdting C< 02/02/17 MAOStM C L 
Division of 3esi<:ePC. Heactsr Project t Cr.g I ree r i iig Progrars Ip 
•.207C 15/. 34» F 1 tie 5->- 443. 32/02/17. Q3030»015» 


3v >31*0002 Final Pefiiiof'Cv repi re aciiliarg FeePuater Sji valvrt 
under sp ec I f 1 e a In p ressvr e/temp ra 1 1 r. gs. i n t t ini 1 g repcrted 
311207 CooPitio* not reFortaPla under 10CFfl50 SOiel 
GAVV. P J feias utilities Generating Co 6.2/03/02 .lAt/SCM. G L 
Division pf Resilient. Reactor Prpiect 1. Engineering Progra-s 
12 330 262 241 ricbe 50 4 4 3. 02/03/02. 8.2031 60062 


6233 1 70363 final aeficieurg rept re .*nJ erspetlfleil au till ar g Fe adua t ei 
sgs va I ve s . I n 1 1 1 4 I 1 g reported 011207 Investigation ccnpliiGed 
flat leficiency not reportable Per lOC/RSO S5e 

GARr-H j leias yill.lies Ceneiatinj Ct 02/03/02 KlAOlitM. r; 1 

Region 1- Office o/ director Ip 12310 006 244 

Ficfte SO-Adf. B?.‘03/ OP. 62031 /033.1 


P Utility Final Safety Analysis Report (F5AR) fc an»ndt 


B.703I 70239 Eorjardo Anend 1 to application for Ol.. c onta In I rg A 
FGaR 

SHCRbOCD.C 0 General Electric Co 82/02/23 ElBlNflUf.GC 
Olvlslnn of Licensing 2pp 12318 012 24X Fitbe 30-447.u. 

02031 ;0337 


(1203170243 Anend 1 to application For CL. containing Aaunc I 
EHERW03D. 0 0 Oeoeral Electric Co 82/02/23 tp 1 3116 
24X Fithe 30-447. 02/03/23. 02031 7C339 


— 8203170346 /.mend I to FEAR 

a Geneial Electric Cc 02/02/25 AOOpp 19310 016 31 

Ficbe 30 -447. 02/02/23. 92031 70239 


DOtKEf 50-432 GHEENKGCO EAERCY CENTER, UNIT 2 


A App I Ic aticn/ c onstruc t lov. stage ootuaents t. t orTespciiid sue t 


0203110001 Generic Utr 03-04 to all licensees oF operating pla 
applicants for OL t holders of CP re use of ItJPO SEE-IN 
prog ran 

EISFNXUT. 0 0 Division of Licensing 82/03/09 MAOdPURO A 
Consolidated Edison Co of Keu Yott UlTNEnS. Q D. PciTtlanc 
Electric Co BCOl/ILLE.J J Poto.*iac Electric Power Co 2pp 
13231 03| 241 riche 50-000.02/03/09.82031 10001 


83033601*4 l.nteri.s deficiency rep t re orjFice plates Supplied outkldr 
uf tulerasfe initially reported 8ltl30 Ewaluatinn in 
progress C o®-., 1 e i -jr. projected by 331)611 

(lAdr. 9 J Tetas Utilities Ceneratf’g Co 83/03/10 mAOSEN. O I 

Region 4. OFfice of DIrectoi Ip 12423 3311 24> 

f i< re 50-443 82/03/10. 62032*0164 


rocWF.r &tN-50-.147 uEtaGAG-Pba 


A App ) 1 c a 1 1 tr.,' c onstr ui t inn stage foco<-ents t oiri espoedsnee 


L-2030202CO Fo-'raras affidavit attesting proprietary c lass i f lea t i <>n of 
811107 response to 6.-K posi lions on App 30 of GESSAR II 
f-rCFf eRl.EtJ.il C General Electric Co 83/02/23 RUSCnSTEIN. 1 . 3 
Assistant Director for Core t Plant Systc-s 4pp 1.3077 C0O J'A* 
cicne 30-447 f. 2/02.-23. 8203020230 


POCKET 50-433 CREENklOOO EAEROV CENTER. UNIT 3 

A App 1 1 c at ion/ c ons t r uc 1 1 on stage documents G correspondence 


8303110001 Generic Ltr 02-04 to ell licensees of operating pla 
applicants for QL G holders of CP re use of INPO 9Et'-lN 
program 

EJSEUUUT.O 0 Division of Licensing 02/03/07 llAueP'«»0-F 
Consolidated Edison Co of Nev York DITHERS. 0 D PortlarJ 
Electric Co GCOVlLLF,. J J Potgnac Electric Pover Co Jff 
12331 031 24X Fithe 33-000.82/03/09.8303110001 


COCAET STN-50-454 BYRON &TAT10N. U.NIT 1 


A App I lea tlon/ construe t ion stage doeunents G eorresp ondence 


6303170239 Feruards Aneno 1 to application for Ol. con tainlng Amend I to 
FSAR 

SllERnODO. O 0 General Electric to. 02/02/23 riS£N.HdT.O 0. 

Division of Licensing 2pp 12310 012. 24X Fiche 30-447.02/02/23. 

8303170337 


0203040613 Ounmery of 01 1222 -resting ta/ut 1 1 . Sargent G Lundy G 
F.oore in Beth esda. NO re geotechnical engineering reviews cf 
facility FBAR List of attendees encl 

CIIEENUr. 5 If Licensing Branch 1 63/02/16 Ltceneing tt' 

Spp 12129 350 24X Fiche 30-434.02/02/16.0203040613 


--B303I /0343 A- end 1 to application For CL. c onta i nlng A-seni I to FUAH 
SHERUOCC.O 3 General Electric Cq 02/02/23 Ip ]? 31 B. 0t4. 
34* Fiche 30-447.82/02/23.8203170239 


0203160366 Regeests attendance at 020312 meeting u/OE re revleu of 
CESSAR t 1 

FaUl/.nEP.h j standardl tatlon G Special Projects Branch B2/03/04 
Division OF Engineering 3pp IS3II.I98 S4X 
Fiche 50-447.82/03/04.9203160000 


- -8303160070 Natl ficat ion of 8203 1 2 .ree t tiij o/CE In netheeda.MD to 
Jlscuss concept G scope of OEBSAS review 

FAULKNER. H J Standar 3 1 1 at Ion G Special Projects Branch 
02/03/04 NlLLEH.U ft Standard! ja t icn G Special Projects Brant Ji 
2p? 12311 1*0 24X Fiche 30-447.92/03/04.8203160008 


8303230533 Sunarg of 820207 -lenting u/CE in Wash I ng t on. OC re revisu 
srheoule for CES3AR 11 

FAUvhNF.R.Ii J Stendor d 1 ta t ton G Special Projects Sranch 83/03/I3 

nli.LER. J R Standard t lat ton G Special Projects Branch 4pp 
12374 aoi 247 Fiche 50-447.02/03/13.8203220333. 


0 Utility Prel ir-inany Safety Analysis Peport, amends 


8203170575 Forwards proprietary portion of A-s«nd 1 to 0E83AR II le 
basis for imprcved BkR LOCA decay heat correlation G Mari 
HI containment safety reilof valve G LOCA-related pool 
dynamics load cr 1 1 vr la. Ul thhs \d <r«f tOCFfta 790> 

SifERNODO. 0 O General Electric Co. B3/03/25 EISENHUT, 0 0 
Division of Licensing 5pp I3J21 29i 34* Fiche 50-447.02/03/25. 

B2031 70375 


6203100063 Notification of 820306-09 meeting u/utll G Sargent 
in Chicago. lU re confirmatory review calculations on settmlt 
of mechanical 

CflESTNUT. 5 rt Licensing Branch 1 83/02/23 V0y.70DLO3D. 8 

Licensing Branch 1 3pp 12171 160 24* Fithe 30-454, Q3/C 

U203I00063 


62031*0328 Advises of Indefinite delay re submittal of detaltl 
room design program plan per NUREO-0700 Schedule for 
co.-ipleting plan will be provided by 820601. 

TRaiW. T R -Cormonusalth Edison Co 92/02/23 OENTQN.H ft 
of Nuclear Reactor Regulation. Olrector Ip 12276 263 > 

Fiche 30-000. 82/02/23. 8303160228 


8203020322 Responds to Oenenc Ltr 82-1. 'Neui Applications Bui 
Util does not plan to submit any applications or requests 
for NRC rsvieie prior to 64i231 

SWARTf.E D Commonwealth Edison Co 82/02/24 EISEMHUT.D 
Division of Licensing Ip 12077 066 24X Fiche 30-000.01 

8203030333 


8303340533 Forwards Section 3 2 of Grand Gulf F 8 AR G Oryon/Bri 
FSAR.psr telephone request W/o end 

HAA 6 S. hi P. Quality Assurance Branch 63/03/04 80CCI0. J 

Brookhaven National Laboratory. Ip 12413'2I0. 34X 

riche 30-000. 83/03/04, 8303340523 


6203110001 0«n*ric Ltr 02-04 to jll op*rAtln 0 pi- 

tor OL ti hotOtr^ ^>f CP oV If^O 6 E£- IW 

pr 

EtSCNIlUT. 0 0 Division of Licensing 02/03/09. HAUSPURO. f 
consolidated Edison Co of New York. DOLAN. J American El' 
Power Co . Inc OOLA.N. J Indiana G mchlgan Electric Co 
12351 031 24* Fiche 50-000.83/03/09.8203110001 


8203300903 n»9(ond« to 030190 Itr re •teiS'n qoner^tor vtbrotlon 
iron I tor lf>$ Wrttlnghouso dnalytt^ t teat progrd'v to justify 
oporation of all preheat stsa.r generdtora diacuseed 
Diagnostic Instrumon tat ion datornlnat I on due by 030901 
TRAtVI- I R CCKcmOnuoal th Edison Co OS/OOftS OENTQM< H R Cltftce 
of Huclaar Rsattor Regulation. Diractor 2pp I 3430 966 34X 

^Kht 30-000. 63/03/13. 6303300303 


0303940991 Fonuards revised responses to 0005 3 6 040 190 6 neu 
responses to Ouestluns 331 19-331 41.331 43 8, revised 
F6 aR tvtt re vol reduction sgs Info should help close 
outstanding t teeis 14 6 IS 6 SEW Conf I ri-ator g Issue 10 
TWAMM. T a Coir'ionaaa I th Edison Co 63/03/16 OCNICM. H R CJfflte 

of Hue tear Re act nr lls'gula t ten. Director 93pp 13399 lOl .'.’4X 

Hc.le 30 -000. B9.'03/ 16. 0303340991 


8903390ISI Foruards Revision 90 to CE-I-A. "QA Progran for Nuclear 
Generating Stations." per NRC 090319 requos t 

53ARTZ.E D Corll•ona(aU■^ Edison Co 63/03/19 IIAASfl. U P Ouallly 
Atturaisto Branch Ip 19438 343 34x Fit he 50-000. 83/03/ 19 > 

6303390191. 


-8303290166 Revision 20 to CE-l-A. "OA Progran for Nuclear Oeneiatliig 
Qtat 1 oni. ■■ 

e Co<i>~onu.'eal th Edison Co CE-l-A fl20 62/03/17 30pp. 

13438 344 34X FUhe 90-000.83/03/19.6303390151 


6303290473 Forwards "Presorvice Testing Program Mian for Gnubbers " 
TBAMi. T a Comnonuealth Edison Co 03/03/19 DENTON. H R Office 
3f Nuclear Reactor Regulation. Director tp 13439.094 34 X 

richer 30-000. 03/03/19.83033904 73 


--0303390403 "Preservtce Testing Prograei Plan for Rnubbers '■ 

• Connonwealth Edison Co 02/03/19 97pp 13439 099 34X 

F» cne 90-000. 03/03/19. 0303390473 


&303390479 Provides Info re revisions to design of manhole envers to 
protect against penetration by tornado ml as 1 les. Categor y 1 
-anhole covers have been designed In accordance u/Btd Revlau 
Plan 393 for tornado missiles 

IRAtVI.T.R Commonucealth Edison Co 03/03/33 OENfON.llR. nfflce 
of Nuclear Reactor Regulation. Director ip 13430 170 34X 

FUhe 50-000. 83/03/33.6303390479 


C Utility Envl ronirenta 1 Report (ER). anends 6 correepondence 


0303300307 Fori^ards Info re radio repeaters t. sunirarg of autlllery bl 
flodding analysis i.'iich should close outstanding SER Items 
13 8. I3<el Response to FSAR Ouestlon 10 47. drainage auay 
fens S3f ety- r e 1 ated eav'Prhent. to bo tn nsst oissiid 

IRA“.M. T R Coc-(noi;.jOdl th EilsonCo 63/03/39 CENTO.N. H R Offltr 
of Nuclear Reactor Regulatlcn. Director 6pp |3490 343 34X 

riche 90-000. 03'0:i/33. 0303300207 


M Security, medical, emergency 6 fire protection plans 


0303300313 Forward* request for addl info to co-plote evaluation of 
facility evacuatloi' time estimates against criteria In 
NJREO-0694 Info should he submitted by 630901 

veuSOO 1.030. n J U1 tensing Branch I 63/03/11 DElOEORCE.L O 
Com-onoealth Edison Co 4pp 13463 098 34X Fiche 90-000.82/03/1 

830.1300313 


□303330239 Informs that no outsCanding open Items re security plan 
presently eilst Actual plan changes will be sent In 30 days 
DELOEORCE.L P C um-iofii. ea I Ih Edison Co 02/03/15 OENTON.H (( 

Office <if Nuc lear Reactor Regulation. Director Ip 13301 165 3 

Fiche ?,0-494. 83/03/19. 0203330239 


0203230306 Confirms 6.70316 6 17 telco ns re requirements for Indefondr 
fire protection I. loss prevention program, insp 6 audits 
Annual Ineps rsay be done by outside fire protection firm to 
meet Intent of Tech Opec Section 6 0 H 1 I. 3 
bCliqOFDER.C U. Coninonuea 1 1 s Edison Eo 82/03/17 OEVAN.R 

Operating Reactors Oranch 3 3pp 12301 339 34X 

FUhe 90-000. 83/03/ 17. 0203330206 


0203230670 Forwards Amend 3 to environ rept. c one I at Ing of responses to 
hue Queetlons 371.9 I. 371 10 6 voluntary revisions to 
eSaptsr I, "Purpose of Proposed Facility C Associated 
Traninlstion " 

TRAnn. T R. Co.moionuealth Edison Co 03/03/10 DENTON. M R Office 
cf Nuclear Raactor Regulation. Director. 3pp 13307 339 34X 

FUhs 30-494. 82/03/10.0303230670 


0203340331 Releases public version of revision to environ asslstanic* 
directory for environ director emergency plan Implementing 
procedur eo 

FCLTCM. d M Oiviston of Rules and Records 02/01/17 Oocumeiit 

Managpnienl Oranch ]p 13406 001 34X F i c he 50-000. 83/03/ 1 7. 

0203240331 


--8303330678 A.nend 3 to environ rept 

s comunoiiuiaal th Edison Co. 03/03/31 I90pp 13367 327 «14X 

Fif he 50-4 9 4. 83/03/10, 8303230670 


D NRC Drafl/Flnal Environmental Statements. supplS t. correspondence 


— 6303240361 Forwards public version of Revision 1 
directory for environ directory saieigency plsn 
proCQdures. Icicludlny Croesdures EO-1. duties 6 
respcins IPI I 1 ties of environ director 
CmANEV. V L commonwealth Edison Co 02/03/03 
Office. Office of Inspection and Enforcement. 
Fiche 50-000. 82/03/ 17 0203240231 


to environ ass 
imp lem>entlng 


Director '» 
Ip 13406 004 


sto 


2 


02031S0391 Advises that request for 90-day extension to OEB canment 
period Is unreasonable Comment period for OEB expired 630119 
1 . FEQ Issuance scheduled 020409 

VOUNCBLCOD. 8 J Licensing Branch 1 03/03/03 CNERRV, H ft Chot ry, 

N M. /Cherry, Flynn A Kenter 3pp 12343 319 24X 

Fiche; 90-494, 83/03/03,6303180391 


--83032403B8 Public version of Revision 1 to environ assistance dUnc 
lor eirvlTon director emetgbncy plan Imp I ervent Ing procedures, 
including Procedure ED-1 re duties A responsibilities of 
environ director 

• Comrsonaeal th Edison Co 02/03/28 300pp 13406:009 24X 

Fiche 50-000.02/03/17.8203340331 


0309230633 Forwarif* responses to comments on DEB sent to util 

TRAMH.T R. Commonusalth Edison Co 82/03/10 DENTON. H R Offtte 
of Nuclear Reactor Regulation. Director. 19pp 13390:303. 34X 

Fiche; 90-454, 82/03/10. 8303330622 


8203299393 Informs that util 000839 Itr provided evacuation tlrie 
estimate info requested in NRC B3CGII llr. 

TRAMN. r n. Con-monwea t th Edison Co 82/03/33 DENTON. II R OffUi 
of Nuclear Weactor Regulation. Director Ip 13413 199 34X 

FUhe 90-000. 83/03/32. 0303390335 


E NRC Safety Evaluation Report (BER). suppis A correspondence 


0293030093 Forwards 8ER. NUREO-0876 A FR notice of issuance A 
aval lab 1 1 1 ty U/o BER 

VIH/MOBLOOD.a J Licensing Branch I 03/03/17 OElOEOROE. I. O 
CsxhSiOtVxieat th Edison Co 3pp. 13109 163 24X F Iche : 90-454. 83/03/ 17. 

8203030093 


..-8203030096 No tic* of Issuancs A avallabUlty of BER. HUneO-Oe76. 

YOUN9DLOOD. B J LUanslng Branch 1 83/03/17 Spp 13109:169 

34X Fiche 90-494.63/03/17.8303030093 


0203090479 SAFETY EVALUATION REPORT RELATED TD THE OPERATIPN OF OVRON 
station. UNITS 1 AND 3 Ooctet Not 90-494 And 90-493 
(CoAnoowaa 1 th Edison Compang) 

s Office Of Nuclear Raactor Regulation. Director. NUREQ-OBTA. 
83/03/38 390pp. Available at NTtS S13 00 13141:001 34X 

Flcfe 90-494. 83/03/38.83030304 79 


0 AdpudUatory c orr esponilenc e 


0303040446 Supplemental response to ulil request For addl Info re 
Contention 3 Certificate of SvC end 

CAMPBELU. 3 Slnnlsslppl Alliance for the Environment (SAFE) 

CAMPBELL. 8 OrKalb Area Alliance for Responsible Energy 83/03/7 

Commonwealth Edison Co 31pp ISl 14 084 34x 

FUhe 90-494. 83/03/34, 0303040446 


0303100453 Supp I e.mental response to util request for addl info on 
Contention 8 Certificate of SvC end Related correspondence 
CHAVEZ. O OeAalb Area Alllancf for Responsible Energy CHAVEZ. D 
Slnnlsslppl Alliance for the Environment ISAFE) B2/03/03 
Commonwealth Edison Co 8pp 136/9 340 34X Fiche 90-454.83/03/ 

0203100453 


t';*. vt.r ff'' «»<.ertv 9 n ‘.tte until <)30'J«.'3 fvla br iif l>" 
sitf*'* »f eiceftiani I’roof of «>/c enc 1 

•-1 iMU. P Lrsjvr of W.^-<e'> VctPt* of ilotlford. JL f uVtKI, P Chfriu. 

f1 H /C'^err,* Fl^i'n t/ AO*'. li? At 01*1 < Safdt^ ond 

LiCfOSiofl Pano 1 3p ? IPIS4 33t^ F i C f) 0 50-434. Olf/OJ/f't* 

0201:00414 


fc2'jjlOO<’*17 Bfipof'ie to Pec kf <1^4 l.oajup cf Jomei Voter • .-otio" fm 
eitroiio'i cf n<"e to file trief in uppo't of ciceptlont 
tc ALSO drcliion diiriiMno Leojoe as p4rtj Util doei not . 
oppose ‘•itian CrrCIflcate cf SvC ere t 
0 IFl C . A e CncAnpce d I th Edison Co e fsoon^ Lincoln & llpo ] e 
02/03'45 Atcmi: Sjfeli, ard l.lcenslHji Appeal Panel 4pp 
I21B: 021 2«« rif.le 50 -434. 03/03/09. 63031 C033r 


rneral cor i espoolei'r e 


3J-13I10115 Responds tc 820139 Itr tran»-(ttlng c ons t S tl/erit U Hov/.rd 
B21310 Hr upresstrn ccr.tevn re slcrage nf spert fuel Spent 
fuel PJJI slcraqe sufficient for 10 grs Option available for 
•.nteri" steraje capecit., listed 

OIRCfSU j r.ffice of tne Erecutlve Oi rec t or for Operatlans. 
B3/0?'24 PFRCf C H 3«-iate 3?P 12213 147 34* 

r^;^« •:C 414 P3/Ca'24. 82011 ICUR9 


Oi'-IIIBJIlf Oisrutses storage of spent fuel generation fron aperattoii of 
facilities per 6201 . ?9 icr for..,aTdln 9 c otis t i t jerit L Hr:...ard 
tcrcerr.s Present sio-aje capacit., is sufficient for 10 srs 
cf operation 

P14CK3.if j Office c* fie trecutive Director fer Cperatlons 
02/01734 PCRl/.C II Senate Ppp 13391 077 24X 

Fuse 33-454. 02-03/34. 8303 !aOI 14 


-c33Jin0l20 Fors.a-'ds discussior of Inter lei spent fuel storage options 
potentially available to plants- in response tn Senator 
Peicg 933129 Itr ro constituent concern 

fiOSEfirs. jn K4C - Ud Detailed Affiltatior. Oiven 03/03711 
ChESlNt-I . ‘j H t-Rt - NO Detaile-I Affiliation Given 3pp 
1335: Ce7 34i Fune 30-434. 82703/34. L’20 31l.'0 I I 4 


Utility E)o.i| Safet.^ Analysis Report iFbARl L aeiands 


£3/3C:CC35 Ecr.-artfs affidavit re a i s tr i bu 1 1 on of FbAR. A-send 116. 

iRArit; T H Coe-isrweal tn Edison Cu 83/037 19 DCNTOM. M H Ufftiu 
;f i.uf I ear Reactor Regulatlcn. Oirectur 2pp 12070 117 34X 

Ficts 50 0-1C. Q?. C2/ 19. 82030 10-335 


C ACvisory Cc-iaittee on Reactor Safeguards reports l< c urre spun Dene e 


03u 33IOA-SB for-arfs su*-ary- pf ACRS Subc eeuril t toe on Dgron Otatlriiis J t. 
3 a30304-0c. r-eeting ronnents should be received by 830333 
VCOtlOBLCSO. B J Licensiny Branch I 83/03/n OCLUrOROE- L. U 
Cce-on-ealti. Ecisor Co 3pf 13468 359 3-lX Fit he 50-4 34.83/03/11. 
0303310610 


- 0203190057 bunc-atites ACKG 2*i3rd meeting ro OL If due c onel Be rat I nn 
giver to listed tetor nenpat i on L sub j to satisfactory 
cof-plettcn of tonst *. preop era 1 1 una I lest lug . f a< I I I ty tan be 
operateC ai pouer levels up to .1.433 rWt u/o public risk 
SHCa“0'). P aORR - Advisory Committee on Reactor Safeguards 
83/1)3/09 HAlLADIt.'O. M J Co-soi I ss toner s 4pp 13468 397. ?4X 

Fiche 50-454.62/03/1 1. 0203310669 


tnspectlen reports. IE dulletlns I* cor r asp ondonc d 


6303230708 Foruards IF. tnsp Repte 30-494/82-03 8- 30-493/02-02 on 
81 U03-Q4, 1201-04. It, V4 b 623106-31 

5F£ssa 40.R L Division nf Project b Resident Progra-s 82/02/25. 
RFEO. C Co.'son.ealth Fdison Cn 2pp. 12303 231. 24* 

Fiche 50-454. 82702/39. 8203230700 


-6203230720 IE tnsp Repts 50-454/02-03 & 30-453/82-02 on 811102- 04. 
1201-04,11,14 L 020106-31 No none amp I lanc e rioted Najor 
areas inspected preopera t Iona I tost ac t iv 1 1 las, fol I o-up On 
Items of none orp 1 lance 6 open insp Ite-is 

fCINEV. PI , IIAYE9. D tf Division oF Project b Resident Prdgra-is 
82/02/23 4pp 12385 233 24X Fiche 90-434.02/02/29,0203330700. 


0203110139 Advises that IE Info Notice 82-01 . Revi sion I. Auxiliary 
Feedwater Pump Lockout Resulting Fro.- blest i nghouee W-3 
Bullet. Circuit Mod.*' was sent to listed licensees. 

• Region 3. Office of Dtrector. 82/02/26 Region 3. Office of 

Director Ip 12212 3l3, 24* F I clie. 30-000, 82/02/26. 82031 10 139 


Q--13tOOc47 Advises that during ne»t few months. IE assessment team mill 
be visiting facilities to review aspects of const program, 
including (JA pr agran. c orr ec 1 1 ve action sye. design crange 
control b electrical cable Installation 

BEPPLEH-Ja Region 3, Office of Director 02/03/02 REEO- C 

taiBo ssi a4* Fitne so-oc-o. ss/ 03 / 02 . 

ooOji 


7r.1lf>017| A;, receipt uf 020118 Itr inPorming NRC Of stops tale 
correct victaticns noted In (C Insp Repts 30-494/00-23 6 
30-433/80-33 

riOfEI IDG. C F Division of Project 6 Resident Programs EI2/U:i 
Rf.F.p. C Cor oonueal tb Edison Ci> Ip 12101 333 24* 

Fiche 90 -434. 02/01/04. 820.1100171 


-8203100174 Responds to t-RC 810417 Itr re violations noted In | 
Repts 50-494700-23 *. 90-453/00-23 Corrective action* 
safe ty -re la ted panels I nspec t ed. Ues t tnghouse r ec orxsanda t Icr I 
re sys control panels In control room are being Imp | oe-onted 
TRAMM. T a Coeconural th Edison Co 62/01 /IB KEPPLEfl. J (. 
Region 3. Chicago. Office of the Director 181/03/01) Ip 
12131 3.14 34* FlCb® 50-494.83/03/04.8303100171 


9203110079 Advises that If Info Notice 83-03. 'Environ Teels ol 
Electrical lerrin.il Bloc is." was sent to listed licensees 
a Region 3. Office of Director 02/03/04 Region 3. Ilfflc 

Olrectcr Ip 12213 344 24* Fiche 90-000. 02/03/04. 82031 13C 


8203233362 Foruards IE tnsp Repts 50-454/02-04 6 50-433/02-03 oi 
820201-19 No none omp 1 1 one o noted 

GPEbOARD-R 1. Division of Project 8. Resident Programt Q2/0;. 
RFFO' C Cc-w- onsea I th Edison Co 2pp 12304 i20 24* 

Fiche 90-434. 02/03/03.0203230362 


- 82032 303/.6 IE Insp Repts 30-434/02-04 t, 90-433/02-03 on H2C20; 
none oirp 1 laiic e noted rlajor aroos inspected preep era 1 1 onal 
test ac 1 1 V I 1 1 es . ma 1 nt pioredures 8- other plant actlvttlee 
FCRNEY.u . HAYNES. 0 U Division of Project & Resident I’rogi 
02/03/05 3pp 12304 132 24* Fiche 30-434. 82/03/05. 8203: 


0203260234 f^rovides Info re status of pipe support Inep, In resp< 
violations noted in NRC 010024 Itr t. IE Insp Repts 
35-454/01-09 b 50-439/81-10 Insp will not be cor-pleteil until 
late I9R2 for 50 supports 

DELOEORSE.L 0 Coemonuealth Edison Co 02/03/00 KEPPULR.J 
Region 3. Office of Director Ip 12422 001 24X 

Fiche 50-434. 82/03/00. 8203260234 


0203190235 Forwards IE Info Notices 02-04. "Potential Dnficienii 
Certain ACAGIAT E-7005 Series Tlme-Oolay Helays" b. 02 03. 
’’Increasing Frequeiicg of Urug-lle 1 ated Incidents * 
s Region 3. Office of Director 02/03/10 Commonwealth I.- 

Co Ip 12347 090 24* Ficho 9O-C0O. 02/0 3/ 10. 02031902;I3 


8203170262 Ac k receipt of 020226 Itr informing hiftC of step* tel' 


correct violations noted in IE Insp Repts 30-434/82-01 6 
30-433/82-01 

NOREU I8S. C E Technical Inspection Branch 02/03/12 Ilf CO ’ 
Co ^monuea 1 1 h Edison Co ip 12312 340 24* Ficbe 90-434.132. 
02031 70262 


-B203170990 Responds to NRC 020127 itr re violations noted In 
Repts 30-454/02-01 (. 30-433/02-03 Corrective actions 
discontinued NOE C rad 1 ograph I c ) technique ullllted by 
Soutruest Fabricating b Uelding Co 

DEuCEOROE.L 0 Comr.onviealth Edison Co 82/02/26 KEPPLtR 
Region 3. Office of Director 2pp 12312' 349 24* 

Fiche 30-454.09/03/12.8203170262 


0203190385 Advises that IE Info Notice 82-06. "Failure of file** 
Generator Prirarg Side Nanuag Closure Studs." was sent to 
listed licensees 

• Region 3. Office of Dlrertor 02/03/12. Region 3. Off) 
Director tp 12349 200 34X Fiche 50-000. 03/03/ 1 2. 09P3 1 90 


0203230669 Forwards 1£ Info Matte e 82-07. "Inadequate aecurltv 
Screening Prugrams ' tio written response required. 

» Region 3. Office of Director 02/03/16 Commonwealth t 

Co Ip 13388 214 34* Fiche 30-000.02/03/16.6203230669 




0?03040I7B frao^ertpt of ACf)S Qub c or.Dj t tee on Dyroo Station Uni 
2 d302Pf^ neetinq In RoC I> f ord. IL Pp 1-330 

** ACRiS - Advitorii ConiAlttee on Reactor 6d^*Quard«. 02/02^38 
320pp 12117 234 34X Fithe 90-434. 82/02/26. 03030401 70 


OaCr<£T STN-30*4 33 &VRON QTaTWN, UNIT 2 


A App 1 1 t lon/c on% t r uc 1 1 On ^t^go docu^^ente & corre opDOd^nc • 


8203040613 of B11222 tneeling tei/u 1 1 SArgeiit tc LuoiS^ 6 0 

Moore in OetbesdOsIlD re qeotechnlcdl enginei^ring revi«->* of 
facility FSAR Ll&t of Attendees enc 1 

CHESNUT.Q H Licensing Oreoch I 02/02/16, LicentlnH fire 
3pp 12129 33D 24X Tiche 30-434.02/02/16*0203040613 


DOCKETED ITEIWS 


36! 


8203100063 6 *Ot I f icat ion of 03030a-07 noeting u/iitil 8 . S^rgont t C.iiiii!g 
in COicogo- IL rv c oof 1 '■r3 torg rovi®« Cdlculotiono oti ootsutc 
r»ar3lg»l« Of nothooicdl »g 0 

ChESINOI.BH UUienolng Dtonth I 63/02/33 VOUNCOLr.Ott, 0 J 
LIC»n»lng 0^ant^ 1 3pp 13191 160 3!tl< Ftiho 30-434, B2/02/;M. 

8303100063 


8203160330 Pdvi 48 « of inJoflnit® delog ro out'll Itol of detailed lontro) 
rocn dptigo progFan plan per NUHEO-O/CO Schedule for 
plan all! Do provided bg 1130601 

rpyim. I R Connan;i;so 1 th Edison Co 03/03/33 OENTIJN. K n Of ft re 

of Nut leaf Reactor Bejulation. Director Ip 133'?0 363 34* 

Ficte. 90-000. 03/03/33. 0303160336 


0233030333 Responds to Oonerlc Ltr 02-1. -Neui Appl teat tons Sufveg '* 
Util does not plan to sebnit ang applications or roqtieste 
fcf NRC rpvleu prior to 641331 

Sa44TZ-£ D CosiKonijeol Ih Edison Co 03/03/34 C ISEMiUf. 0 0 
Division of licensing Ip 13077 066 34* riche 30-000. 02/03/34. 

8203030333 


8203340533 Poruard* Soctlon 3 2 of Grand Oulf FOAR 6 Orgon/Bral dwoud 
rgAR.per telephone request W/o one I 

haaSS. W P Oualltg Assurance Branch 63/03/04 OOCCIO. J 

Broolhaven National Laboratorg Ip 13415 210 34* 

flche 55-000. 02/03/04. 0203240523 


8303110001 Generic Ltr 02-04 to all licensees of operating plant!., 
applicants for DL 6 holders of CP re use of INPO 8 £L*-IN 
propran 

EISENHUT. 0 0 Division of Licensing 02/03/0V KAULPURO. A 
Consolidated Edison Co of New York 0U.AN. J Anerican Elec tile 
Pouer Co • Inc OOLAN* 3. Indiana 6 lllchlgan electric Co 3pp 
13351 031 34* Flcho 50-000.03/03/09.0303110001 


92533104 1 7 Advises that util sit 1 1 provide environ ^tua 1 1 f I c at ton test 
plans If written request received Draft urttlen request 
rnc I 

COlUlhS. J T Region 4. Office of Director 03/03/11 KFPPt.lili. J 0 
Rs(lon 3. Office of Director 2pp 34x Flcho 30-000.62/03/11. 
8303310417 


3303300203 Responds to 620130 Itr ro steoni genorator vibration 
eonltorlng Uestlnghovse analgsle 6 test program to justlfg 
operation of alt prohaat stean generators discussed 
Olagnosttc I n s t ruirenlal 1 on detormlnat Ion duo bg 020901 
TRANH. T R Com.sonwsat Ih Edison Co 02/03/19. DENTON. H R. Offlir 
cf Nuclear Reactor Regulation. Director. 2pp 13450 366 24* 

flche 50-000. 63/03/ 1 3. 620.3300203 


8 i.RC Orafl/firal I hv i ron.-.er (a i State-iont s ■ suppis t, c or responrfrnc r 


6303100.1'! 1 Advises trat request lor 90-ddg ertension to D£S cue min I 
period Is enr easr.nab I e (.ar-iont period lor DE!i eiptred I130II5 
f FEE issuance scheduled D3C405 

VCOLGOI COB, R J Licer.stig Ura<icr. 1 63/03/03 CPERRv . M M (l.eitg, 

n M /Chertg. Flgnn i Hauler 3pp 12343 319 34 * 

riche 55-4 54. 02/03/03. 1130 J I 003 / 1 


0203PJ0632 Furoards resfonses to cci.-ients on Dt'j sent tu util 

IRAM3. I R C O'lroruealth Eoisci" tu 82/03/10 DENTO.‘J.H R IJffiii 

of Nuclear 4eactor Rnii. I a 1 1 on. Director l9pp 12390 303 ;.‘4* 

Flche 50-451 03/03/10.0303330623 


E 'J9C B.ifetg E v a 1 oa t J nn Report (EERI. Suppis 6 correspondence 


h3O30J01>5'( Ferwards EE R. N_ REG 0076 K FR notice of issuance !■ 
aval lat I I I Ig W'o SI R 

YCONOOl.OOO. U J LIcerstiig hrar.ch 1 62/02/ 17 OttGEORGF.I. U 

Comnonoealtf Fdlsnr. Cu 3pp 13109 162 24* Flche 50-434. 03.0;’/ 1 /. 

0203030053 


8203030053 Notice rf issuance 4 ava 1 1 .ih 1 1 1 1 g of SER. ■"JOHEG -0117 6 
voUNGBLCOD 0 J Licensing Branch 1 62/02/17 2pp 13109 16'.. 

247 Flche 30-454. U3,X2/t7. 0203030553 


6203050479 TiAFEIV EVALDAIIQN report Rl'l ArtD ro TiiE r.PERATION CF BYI« 1 ‘I 
tT AT ICII. UNITS I ANC 2 Doc* el Ncs 5C-A54 And 55 455 
iCoreoncjo.*! ih Edison Coi-pangj 

• Office of Nuclear Reactor Regulation. Director NJflE0-007/i 
P2/03/21I 350pc Av.ill.sote at NflC »13 CO 13143 COI 31* 

Flcho 50-434. 62/02/.76. t>30;i05047'/ 


0.'*l/32306 1 9 Provides requested schedule foi util respouses for opc-u f. 
roiiflrratnrg items idcritjfled in EER util should be infor.hod 
of NRC sc hedu 1 e 

IRANH. T n C ormonsea I th Edison Co 03/03/12 llENICN. II R tJfflie 

uP Nucloar Reactor Regulation. Olcoclor Bpp 13390 177 317 

Flche 50-454. 63/03/13. P20.33J0619 


8203340291 Eoru.-ariis rovlsoi: tesponses to 0005 3 t< 040 I2l< t. neu 
responses to Questions 321 13-331 41.321 4.3 6 revised 
FEAR tact re vol roductlcn sgs [nfo should help close 
outstanding I terns |4 t 15 f- SER Conf i rmaloi g Issue 10 
fRAPN. T R Com-.onjealtI Edison Co 03/03/16 DENTON. 11 R OPfiit 
of Nuclear Reactor Regulotion. Director 53pp 12395 lOl ;‘4X 
Flche 30-COO. 03/03/16. 620.3340291 


8203290151 Forwards Revision 20 to CE-l-A. "OA Program for Nuclear 
Osnaratlng Stations." per nRC 830313 request 

SMaRTT.E.D Conusonusal th Edison Co 02/03/19 HAAQS. 6 P Oualltg 
Assurance Drench Ip 12438:243 24* Flche 50-000.82/03/19. 

8203390151 


--8203290166 Rovlslon 30 to CE— 1-A. "OA Program for Nuclear Ooneratlng 
Stations " 

s Commonwealth Edison Co CE-l-A R30 82/03/17 30pp 

13438 344 34* F I c he . 50-000. 03/03/ 1 9. 03032901 51 


8203390473 Forwards "Prasarvtia Testing Progr am P Ion for Snubbers 
TRamN.T.R Commonwealth Edison Co 03/03/19 DENTON. II R. Offlir 
of Nuclear Reactor Regulation, Director Ip. 13435 054 34 * 

Flche 50-000. 03/03/19.0303390473 


-8300390483 "Presorvice Testing Program Plan for Bnubbers. " 

♦ Commonwealth Edison Co 03/03/19 57pp 13435 035 24* 

Ficbe: 50-000, 62/03/19. 8303390473 


8203290479 Provides Info re ravistons to design of manbote covers to 
protfct against penetration bg tornado missiles Categorg I 
osnhols covers have been designed in accordance iu/ 8 td Review 
^00 353 for tornado missiles 

fRAIH. r ft Commonwealth Edison Co 83/03/33 DENTON.MR tlfflco 
Of Nuclear Reactor negolatlon. Director Ip 13436 176 34* 

Flche 50-000. 83/03/23. 8303290479 


Environmental Report (ER), amends L correspondence 


0203300307 Forwards infn re radio repoatrrs t suirmarg of au'IHatg bld(. 
flooding analgsls which should close outstanding SER Items 
13 1. I3ce> Response to FSAR Question lO 47, drainage auag 
from saf e t g *1 e 1 a t t.d equlp.aont. to be In neit amend 

IRA"M. I H Cor-ionweal th Edison Co 02/0.3/25 OeNrO.N. Ft R Offlir 
of Nuclear Reactor flegulaticn, Director 6 pp 13450 343 34* 

f I the 50 -OCO. 82/03/35. 8303300307 


F Securitg. medical, ererqencg L Fire protection plans 


03O33CO313 Forwards request for addl info to complece evaluation of 
facllltq evacuation ctme estimates against criteria in 
NUREO-0654 Info should be Submitted bg 030501 

VOuNOOl.nOO. 8 J Licensing Branch I 82/03/11 OELGEaROE-L O 
Com-onwealth Edison Co 4(ir 12462 090 .24* Ficbe 50-000. 03/03/ 1 j . 

{1203300313 


0203230229 Informs that no outstanding open items re securitg plr.n 
presentlg e»ist Actual plan changes will be sent In 30 dags 
BELCEOROE.L Q Commonwealth Edison Co 8.3/03/ 15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 12301 I/.!. 34* 

flche 50 - 434 . 82/03/13.820 3330229 


6203330206 Confirms 820316 6 17 telcons re requirements for mdopendrut 
file protection t> loss prevention program, insp t audits 
Annual Insps irag be done bg outside fire protection firm to 
moot Intent of Tech Spec Section 6 0 M 163 
BCNROEOER.C U Commonwealth Edison Co 82/03/17 OCVAN, R 
Operating Boactors Crouch 3 2pp 12381 239 34* 

Flche 50-000. 82/03/17. 8203230206 


Forwards Amend 3 to environ rept. e ona 1 st Ing of responses 
!'**tloni 371 9 tf 371 10 8. voluntary revtsloni to 

r.!. *r '■ "'’“Fpoae of Propostd Facllltg t< Associated 
rransmitsioa .. 

TftA7W.TR Commonwealth Edison Co 82/03/10 DENTON, H H tlPfli 
fiusII‘i^*L”**'‘“'‘ "**“•***'»«• Olrector 2pp 13387:335 24X 

I the 4 54. 82/03/10, 0303230670 


B?03240S3t puDlIc version of revision to environ ts 

dlrcctorii for enviroi^ director e^er^onev plan tniplefnenttn^ 
proceduro^ 

rELTON. J tt Oivtftton of nule& and Aecortfs 03/03/1? Docufiti'iii 

Management Branch Ip 12406 001 24Jt Fiche 50-000*02/03/17. 
9203240231 


103230670 Amond 3 to environ rapt. 
Conmonweaith Edison Co 03/03/31 
Itbs 3D-q>4. 63/03/ lO, 8303230&70 


34X 



; rcr».dtj'. v0rr.io** Cf Revision I t© ©rviron 

Oi’ectc*, ftr ♦t. I'to it I < t'C t|i r ,■ e^oi-je'inj t>lan it^plenfnt Ing 
ITOCPCuTe^. F"Of Pdur e ^ EC ■ I . dot left & 

» «« f ona 1 * 1 I 1 t I pa .af »'>/;r:>n a I r t c r 

f.ifA'it. » • V u o'*-! CO . t A I tt» Ctftacn Cc 03/0'J^0^ Director ' f. 

OfCifP- Oft ice of iotpectso-i and Ln f ore e- e>*t Ip 1240b 004 .'"1 1C 

t I'^e ^O-roC. 7 R 203 J 40 Sn 1 


- -f9rODC4->aOJ H.islit vtff'. loti ol Heviaior ) to eOPtron atilatpnce dirrctniM 
ff pr. iici ci'i'tci e etjetfa c 1 o'> >"'> l«~«rttng procsdvirca. 
irtlj-. •••« i’roc eJ'.i •■• tl>-1 le Sotle* *. te ap ont ( b 1 1 1 1 1 ea of 
any t f 01 <J 1 r eC t - f 

p C c ■ T c owP p • * ^ fvSiaoa Co Q2/02/i*u C30CjI|i 1240b 009 .MX 
ricnr 00' COD Ol-'CCi/ i' Brr*24023t 


UCC>5.'''>035d It'crii ti ar o 1 1 C 00092 1 I tr prorld«4 ewaeuatior tine 
patir'.ate irfc rpa*'ritrd ir *JRC B203I1 Itf 

rRAr:!-. • R C c.froi.ej : tt. (_< 3 itoi. O 02/03/22 OENTL'M. H fl (irffti 
i; f t.'u< Ipor PearCor Ro^ulotior. Oiroftor I? 1 24 J2. I 24 X 

Fic:>* ‘0 rCC h 2 / 03 / 22 . t' 2 C 32 ' 03 D 3 


■» ArJ , jd ; . a*’ori. c or ro ^C e 


d2”334''4 4b E<.pr I »«veni 4 : teapo'-ae lu util roqjrst for add) info i'«- 
■’ ont e/I I 1 d‘i 2 cf iiyt eiic) 

C/.''PWt.t D ?>i a , r > > Alliai.c* for tro f iwlrcrr-errt CRAfEI. 
Cr.“CoutLI ■ '3 rpnall Ai eo Alliance ffr Reaponslble er;or«i| B2/02/24 
CdT~ci'i>eal I p r’enpn C.i 2lpp 12*1 14 004 24X 

ricSe SO 4D4 f)2/02/24. <)?i)3r. 40444. 


f:J03t004Ci2 Supp I erienta I reapnnae to oil I reqi/ert for .rJdl Info on 
Contoi'.t ) on 8 Ce't;flcflle tf S^c pnf I Pelatod correspondence 
CPAveZ. 0 CeOa.O AreJ AlliJrcc fur npsponslOle C oer^v CHAvl/.l) 

•i I nn 1 8c 1 p f * .4 'i : I an' e tp' tbr GnviroriTeri lOAfCI 92/03/02 
Cc*ndr..ealtb tcisor i n fipp 124/3 340 24* Flc*i» 30-454 • n:>/o3/02. 

0203103432 


3203100444 Potion for oitr-ialcn of li-e until 020322 to file brloP In 
aupport cf s 1 c «P 1 1 nna Pr/.Qf cf avc encl 

1 1 vliil. » CejfuP cf (fiTr-en i/ofei a nf RoctforJ. IL Ft,VN*.‘. P Cherry, 
p II /Caeirj- Fli/nn 4 n.intei U2/03/04 Atomic Safety and 

t icprstng Appeal Panel 3pt I2lfl4 336 24X Fictio £0-434.82/03/04. 

•3203103444 


0i*v>3IC023/ Reapense to Pocliford Lenqoe of Monen Woteea irotloo f oi 
pitensicn of tice io Ivlr brief in auppori of erceptlona 
to ALSO decicie.'i dis-i saint League as partti Utfl does not 
oppose rotlof. Certjfnatp of SvC one I 

DlfcLWA3nl-A I* C o--oniaea 1 1 N LJlsofi Co • lahan. l.locoln ti Deali*. 
02/03/03 Atonic Sofetii and Licensing Appeal Panel. 4pp 

12181.023 24i I l.ho £0 43 4. Q2/03/0S. 82031 00237 


I- Uenorai c or r pepor f en- e 


82031 ICCRD Peaponis tn P.20t2? Itr tracts tt tt tng cocvstxtuent L HoworiJ 
021210 lc< erpressinc concern tp atoraje of spent fuel 6ppRt 
fuel pool stnraie sufficient for 10 yra Option available for 
intPrtr. stor.jgp capacity listed 

BinCAtl.M J Cltfire ol tt>e Erecuttve Director for Operations 
83/02/24 PeBC f'. C H Genate 2oD ifpic* «a-» 24/ 


pepotton of 


L'203l 90037 Surieahlies ACHS 2&3rd nod ting re OL If duo cons I derpti'.) 
given to lilted rer oirsiendatl on t. pubj to satisfactory 
ce'pletion of const h p reap era t Iona I teat I ng. fac 1 1 1 ty can be 
operated at pouer levels up to 3.429 htlt u/o public pt«t 
rjMELMLN.B ACRS * Advisory Connittee on Roactop Oafoguards 
82/03/09 PALLAOIKD. N J Co-n.nl s« I oners 4pp 124bU. 397. fll 
FIChe 30-4 34.82/03/11.0203310668 


0. Inspection reports. IL Dulletins fc correspondence 


D203230708 Forwards IE losp Repts 30-494/02-03 %. 30-433/83-02 OP 
811103-04.1201-04.11.14 6 020106-31 

6PESEAR0.lt L Olvlalnn of PTOject 6 fiestdont Pvbgva-is tl2f<13/a3 
REEOi C Co-nsonwea I th bdlson Co 2pp. 12389 231 24X 

Fiche 50-434. 02/02/23. 0203230708 


--8303330720 IE Insp Repts 50-494/02-03 6 30-499/02-02 on 0lit02CL 
1201-04.11. 14 6 620106-31 No none omp 1 lane e noted. Major 
areas inspected preopera t Iona I test ac 1 1 v 1 1 1 es. f oMouup nn 
Items of none of? 1 I anc s 6 open Insp Items 

FOflARY. II ■ MAvES. 0 M Division of Project 6 Resident Prapr**! 
02/02/23 4pp 12309 233 24X F 1 ch* 90-494. 02/02/29. U2032 WM 


030311013'? Advises that IE Info Notice 02-01. Revision 1. -Awtiilery 
Foedv/ater Pu-np Luckout Resulting From Host i nghouse II-2 
Switch Circuit Mod." cias sent to listed licensees 

* Region 3. Office of Director 02/02/26 Region 3. (JfflCe *1 

Director Ip 12212 313 24X Fiche 90-000. 82/02/26. 020 M 10 1:<> 


8203100247 Advises that during ne 1 1 few months. IE assessment teaa ull| 
be visiting facilities to review aspects of const program. 

Including UA program, c orrec I Ive action sys. design change 
control 6 electrical cable installation 

BtPPLEH. J 0 Region 3. Office of Director 02/03/02 KCIll. C 
Commonuea 1 1 ti Edison Co 2pp 12160 391. 24X Fiche 90-000. 02/lM-<*,'. 

0203100247 


0203100171 Act receipt of 020110 Itr informing NRC of steps tabanli 
correct violations noted in IE Insp Repts 90-494/00-29 6 
90-499/00-23 

NORFl-IUS.C £ Division of Project 6 Resident Programs 02/0 l?0f 
REED. C Cummonuoalth Edison Co Ip 12101 333 24X 

Fiche 30-454.02/03/04.0203100171 


--02O31OO174 Responds to NRC 810417 Itr re violations noted In M l:sj 
Repts 30-454/00-29 6 50-495/80-23 Corrective actions 
safety -re la ted panels I cispec t ed. Ues t tnghoua e recummenda t ( on s 
re sys control panels in control room are being Implemented 
TRAMM. T R Comsionwea 1 th Edison Co 82/OI/IR KEPPLER*yl 0 
Region 3. Chicago. Uffice of the Director C81/O3/01J. Ip 
12101 334 24* Fiche 50-494. 02/03/04, 02031001 71 


0203110077 Advises that IE Info Notice 62-03. "Environ leet* of 
Electrical Terminal Rtocks. " was sent to listed llcrneses 
• Region 3, Office of Director 82/03/04 Region 3, Office •» 

Director Ip 12213 344 94X F Ichc 90-000. 82/03/04. 02031 lOO?’ 


8203230362 Forwards IE Insp Repts 90-494/82-04 t. 90-499/02-03 on 
020201-17 No noncompliance noted 

BPESSAHO.n 1. Division of Project 6 Resident Programs U2/OJ/05 
REED. C Comeonuealth Ed i sun Co 2pp 12304 120 24X 

Fiche 30-454. 82/03/09.0203230362 


— 0203230366 IE Insp Repts 50 - 494 / 62-04 b 90 - 499 / 02-03 on 02020 |-l»''> 
noncomp 1 1 anc e noted Major areas inapectad ' preopenatlona I 
test at tl vl 1 1 es. malnt procedures 8 , other plant actlvltte* 

FORAEV.H . HAVNES.D H Division of Projett b Healdent I'rograni 
02/03/09 3pp 12304 192 24x F 1 c he 90-494, 08/03/09- 02032 K)WJ 


8203260234 Provides Info re status of pipe support Insp, In raiponi?** 
violations noted In N4C 010024 Itr b IE Insp Repts 
90-434/01-07 b 90-459/81-10 Insp will not be completed until 
late 1702 fnr 55 supports 

OELCEOROE.L O Commonwealth Edison Co 02/03/08 KEPPLER. ,7 0 
Region 3, Office of Director Ip 12422 001 24K 

Fiche 50-454.82/03/00.0203260234 


8203190235 Forwards IE Info Notices 02-04, "Potential Oeflcloocy cf 
Certain AOAOlAr E-7000 Series TIme-Oelay Relays" b 82-09, 
"Increasing Frequency of Drug-Related Incidents " 

• Region 3, Office of Director. 82/03/10. Commonwea 1 th EdJSeo 
Co Ip 19347 090 24X FUhe 50-000,62/03/10.8203190233 


0203170262 Atk receipt of 020226 Ur Informing NRC of step* taliP t« 
correct violations noted In IE Insp Repts 90-454/82-01 b 
30-459/02-01 

NOHELlWa. C e Technical Inspection Branch 02/03/12 REED- C 
Commonwealth Edison Co Ip 12312 340 24X FI che 90-494. 02/D3/IA 

8203170262 


--03O3I7O2VO .‘Jesponda to MBC U20127 Itr re vtolations noted (ti )(■ ItiSii 
Rpptt 3O'"4 3i)/8r-0l (• SO-dSS/OS'OJ Correttlvo octiono 
Oi«<ontlnued NOt' ( rod i oqraph i c i technique uttliiod hq 
Ssuttuest FjhricoClnq t> Melding Co 

OELCCORCE’ L 0 Con-monueo Ith Edleon Co 03/02/26 rtEMPLEfi..! c; 

Region 3. Office Of Director 3p? |3'U3 3q<? 24K 

FHhf 30- 454. 83/03/13. 0303(70263 


S3033*/00 7<y 3rovi:e% Inf. I re levieione to Jeeign of nonhote cove re. 1 1 > 
protect agotPtt p er>e t r.t 1 1 on torrmou r>leeilo« Cotegorii I 
i-otihole covers sawp beer> designed i ■' accordaico u/btd Revloie 
Plan 353 tor tornado nistlles 

IBAM.1. r H C drmoriwua I th fdison Cr> 83/03/ 33 OENTCN. H B (If flip 

Of Hoc leap Re actor Hogulatltr. Ovrecto* VP 12433 170 24X 

Fiche 50-000. 83/03/33. 03033TO4 79 


£300190265 AO vises that IE Into Notice 02-06. "Failure of Stean 
Oorierator Prtnarg Side Kanuag Closure Studs. • <iias sent to 
Its ted I I cer< s ees 

» Region 3. Office of Director 82/03/13 Region 3. Ufflip of 

Director tp 13349 300 34X Fiche 50-000. 03/03/13. 83031903(15 


9*03330669 Foriaards IE Info Notice 03-07, "InnOequate Secnrltg 
Screening Programs " No <.;ritton response required 

• Region 3. Office of Plrector 83/03/16 Cuni'nDnii.Ga 1 th Edison 

Co Ip 13368 314 34X FUho 50-000.83/03/16.8303330669 


e M9C Safolg Evaluation Report ( SEN > . Suppis ?. C orrespondenc e 


0203340391 Fniuards revised responses to 0005 3 *■ (140 130 V neu 
responses to Ouestions 331 15-321 41.331 43 & revised 
f'SAll cert re vol reduclio*! sgs Info sfonld help close 
outstanding I tens 14 '. 15 t SEfl Cooflrralarg Issue 10 
tRARI. T K Coricai.^oalth t si son Co 03/03/16 &ENTC>N. ft » lift (re 
3f Nuclear Reactor Ap-ulaticn. Oirector 53pp 13393 lOI 24X 
Fiche 50 -OCO. 83/03/ 16, 030 3340391 


■ Hearing transcripts on non-an 1 1 trus t niattero 


8303040] 7G Transcript of aCRB Bubcomoi t tee on Dgrpn Station Units I & 
2 830326 r-eetlng |n Hoc r f ord. lU Pp 1-230 

< ACnS - Advlsorg Conritteo on Roactor Safeguards G2/02/23 
220pp 12117 354 34X Ficho 30-454. 02/03/36. 03030401 70 


;«c:Ker 8rN-30-436 oraidwooo statidm. unit i 

A ftpp I Ic a t ion / cons true t Ion stage docue-ents t. c orrespondoncs 


8303390364 Discusses duplication betveeri facilities re EER scope 6 
schedule fleeting si/NRC requested Duostarq of site-specific 
FSAR Info enr I 

STCEDt.W L Coenonjcal tf Edison Co 83/0J/16 OENION.il ft (Ifflcr 
of Nuclear Reactor Regulation. Director 3pp 12438 164 24x 

Flchf 50-4 56. 83/03/ 16. (1203390264 


(1303305307 roruards Info re radio repeaters t. susir'arg of ai/tlllaty blflg 
flooding analysis uh t c 1- should close Outstanding SER Iterss 
(2 6 13(ei Response to FSAH (luestlun If) 47. drainage auay 
froir saf e ty-r e lated equipment, to be In nect amend 

tramp. T H C omsonuea 1 tr Edisen Co. 83/03/23 nENfO-N.!! R Office 
of Nucle.sr Reactor Roguiatton. Oirectcir 6pp (3450 343 34X 

riche 50-000. 83/03/23. 830.3300207 


£203160320 Advises of Indefinite delay re subnlttal of detailed control 
rooT design progra.m plan per NUREG-0700 Schedule for 
Coirpletlng p I en ulll be providod by 020601. 

IRAMM, T R Cormoniueal th Edison Co 02/02/23 DENTON. If R Office 
of Nuclear ftaector Regulation. Director Ip 12298-263 34x 

Flcfie 30-000. 03/03/23. 0303160220 


0203020322 (tosp onds to Qoneetc Etc 03-1. "Nesi Applications Busveq ■’ 
Util does not plan to submit any applications or requests 
for NHC revieu prior to 041331 

BMA9TJ.E D. Cona.onaoB 1 th Edison Co 03/02/34 EI9ENHUT.0 0 
Division of 1. tconsing Ip 12077 066 24X Tlche 30-000,02/02/24. 

8203030332 


6203110001 Oenerlc Etr 02-04 to all licensees of operating plants, 
applicants for OL 6 holders of CP re use of INPU SEE-IN 
pr ppram 

Et&EWfUT.O O Division of Elcanslng. 02/03/09 VIAUSPURO. A 
Consolidated Edison Co of Neui Vork OPREA. 0. U Houston Lighting 6 
Power Co. 2pp 13251 031 24X Flc he 50-000. 02/03/07. 02031 1 0001 


3?i>33l0417 Advises that util will provide envlrim qua 1 1 f 1 ca t Ion test 
pla-ns If urltten request received Draft written request 
an« I 

COELtNB. J T Region 4. Office of Director 02/03/11 KePPLER..! 0 
Region 3. Office of Director 2pp. 24X Ficho 50-000.02/03/11. 
0203310417 


B203300303 Responds to 830120 Itr re steam generator vibration 
oenitoring tfe St Inghouse enaigsis t, test program to justifg 
efesatlois of all preheat steam generators discussed. 

Olegnosttc instrumentation determlnat ion due by 620901. 

TRAMH. r R Commonwealth Edison Co 83/03/15 DENTON. H R (Jffice 
«t Nuclear Rsnetor Regulation, Director. 2pp 12450.266 24X 

fiche; 50-000, 03/03/15.0303300303 


6303290151 Foruards Revision 30 to CE-l-A. “OA Program for Nuclear 
Oenerating Qtetlons- " per NRC 020313 request 

8NART7.E D Commonwealth Edison Co 83/03/19 HAAOS. U P Oirollly 
Assurance Drench Ip. 12430243 24X Fiche 50-000.02/03/19. 

8303390(51 


--82032-90166 Revision 20 to CE-l-A. "'DA Program for Nuclsar Oenerating 
Stations. “ 

• Com.monuealth Edison Co. cE-i-A A20 02/03/17 SOpp 

12438:244 24X Fiche 30-000,82/03/(9.8203290151 


F 3ecuTit.|. medical, emergenc, 1. fire protection plans 


82O33C03I2 Kor-aards request for addl info to complete evaluation of 
facility evocuotion time estimates against criteria In 
MuREO-0654 Info should Os submitted by 020501 

VCU.VOOLOUD. B J. Llconelng Branch I 03/03/11 BELOECROE. I. U 
communuealth Edison Cti 4gp 13462 098 24K Fiche 50-000. a;*/03/ 1 I . 

0303300313 


B2D3230306 Cunfirms 020316 t 17 Celcons ie requirements for 1 nd epenilei. t 
fire protection I. loss prevention program, insp 1. audits 
Annual Insps ray bo -done by outside fire protection firm to 
neet intent of Tech Spec Section 6 O. II I 6 3 
eCHMdEOEH.C M Ciisi-noneealth Edison Co 03/03/17 OEVAN. R 
Operating Reactors Branch 3 2pp 12381 339 34X 

Ficho 50-000.82/0:1/17,0203230206 


B20334023] Ifeleases public version of revision to environ nsslslonre 
directory for environ director emergency plan implementing 
proceduros 

I'pLTON. J N Division of Rules and flurords 02/03/17 Doc ur.ent 

Management Branch Ip 13406 OOl 34X Fiche 50-000.02/03/17. 
0303240231 


--0203240361 Forwards public version of Revision 1 
directory for onvii'OC. directory emergency plan 
proc edure s. I nc I ud Ing Procedures C()-l. duties & 
responsibilities of environ director 
CHANEY. V I. Commonwealth Edison Co 82/03/03 
Office, urfice of Inspection and Enforcement 
Ficho 90-000,03/03/17,0303340231 


to environ aseistai.ii 
impl ea enliny 


Director 't 
Ip 12406 004 24X 


— 0203240208 Public version of Rsvislori I to environ assistance dtrecloi 
for environ director emergency plan (rrp 1 eman 1 1 ng procedures. 
Including Prpeodure El)-1 re duties t> responsibilities of 
env iron d ir et tor 

» Commonwealth Ed lean Co 03/03/30 300pp 12406 005 24X 

Fiche 50-000. 82/03/1"/. 0303240231 


8303290355 Informs that util 800829 Itr provided evacuation time 
estimate info raquested in NRC 830311 Itr 

TRAMM. T R Commonwealth Edison Co 82/03/23 OENTON.H R Office 
of Nuclear Reactor Regulation. Olroctor Ip 12433 I99 34X 

Fiche 50-000. 83/03/33. 8303370355 


9303290473 Forwards “Proservlce Testing Program Plan for Snubbers “ 
IHAMH.T.R. Commonwealth Edison Co 02/03/19 OENIQN.HR Office 
of .Muclaar Reactor Regulation, Oiracter Ip 12435 054. 24X 

FlcbaiSO-OOO, 02/03/19,0203290473 


--6203290483 "‘Preservice Testing Prograri Plan for Bnubbers ” 

« Comnons.eal th Edison Co 82/03/19 37pp 12435 035 24X 

Ficho 30-000. 82/03/19, 0203390473 


It Utility Final Safety Analysis fteport IF8AR) I. amends 


8303010035 Forwards affidavit re distribution of F6AR, Amend 36 

TRAMM. T R. Commonwealth Edison Co 82/03/19 OENTON.H ft Office 
of Nuclear Reactor Regulation. Director 2pp 12070 117 34X 

Fiche; 30-000. 82/03/19.8703010033 


Ifdl IE K-fc a?-OI. ftpvlsior 1. 

Ffc” We$tio 5 /Uu»e W -2 

Ci'.-cit Hell- - v<» tP’if to licen»eo5 

♦ fieJic'- 3 Cfflif ot r-|-e<tor ?3'05/2fc HejlSn 

OifSft jr ;c l?2l2 :M3 S4ir ric'’» t0-i>00. e2/02/2fc- 


'Aul 1 1 ioT 


3. Office 
02031 10i:i9 


V 

oF 


■i'03l00i47 A1.IS0C 

C* vieitin; Facilitiec 
iivcl-iJi'-? <1* oeejra"!*! 
centre! *. electrical < 
rEFtlttt -> t aeijicr 3 
■;:";r.eal t* Ceicjn Cc 

HJC-lKOi*!? 


ijirir? neit ««. 'cntli »• It atSfccment tear; ul 1 1 
te reeled dscecte of tenet (>r» 9 io'e. 

Dr*ettire actio ii e-^e'^eeiijn change 
30 ! e me tal lat i on 

Otfice c* Otrectar □3/03/03 REED. C 
Tpf iJiaO 331 24« Ficte 30-COO. B3/03 'Oi*. 


6303 1 oOi'SB Ad v 1 e e 6 of tnooflcula dolog re aobmlttal of detellK tv-' 
rooi” doeign piogron plan per NunEO-0700 achedule Per 
conplettng ptar. uUl be provided eg 330601 

I«A“H, T H C o-"i.-nonaiBal th Edtaon Co 83/02/«3 Dtrirc-N. H ft )i(, , 
of Nuclear nooctor Hojulatlon, Director Ip 13390 2*3 iu 
Ftche 30 COO. 03/03/23. 83031 6033Q 


□303030333 fJeapond* to Oenerle Ltr 02-1. "Neu Application 8..fvi, • 
Util doec not plan to aobiolt ang applications or requdstt 
for vac review prior to 841331 

□UAfir;. E 0 Cor‘.-ionueal th Edison Co 02/03/34. EISENNUf.bC 
Division of Liconeino Ip 13077 066 2ilX FSche 5O-D00. Bc/(7ti 
0303030333 


6 a 03 l 10079 Alvisrs that IE ln*o Hotitr 63-03. "Ervirpn tests of 
Electrical Terrirsl Olatli." was sent to listed licensees 
♦ ftrgicn 3 Office of Director 63/03/04 Region 3. Offlre of 
tirscte- IP 12213 344 3«« Hcr.e 50-000.83/03/04.82031100/9 


e;C3l9C335 f'erwarjs FE Info Notices G3-Od- "Potential Oeflclencg- of 
Certain aOaSFai E-/COO Series li'»-0eiag Helags" 8. 83-05. 

* Imeeasing fte^jsrcg nf Orug— Related Irtidenls 

• ftepion 3. Office of Director 92'03'10 Cca.aon*eal th Edison 

Co Ip 1234 7 090 24/ ficre 50 - 000 - 82/03/10. 8300190235 


0233190285 Ainses tnat If Info Notice 82-06. -failure of Steam 
uenerator Pri.-arg Side Parwag Closure Studs. " --.'as sent to 
listed licensees 

e Region 3. Office nf Director 03/0J'\2 Region 3. Office of 

Hrettor 1; 12349 .7C8 341 Ficre 50-000. 83/03/ 1 2. 8203190385 


0203332350 Pel receipt cf 820204 ltr infor.ning NHC of steps tatan to 
correct violation noted In IE ins? Re?ts 50-456/81-14 6 
50-457/81-14 Severitj :evel for vtolatien 3 will not be 
reduced Response tc Violation 4 unaiieptable 
f.nflEiluS.C C nivisicn of ftigineering S. leibnlcal Prograirs 
03/O3'l6 REED.C Co-nonweal tr Edison Co ip 13304 l?3 24X 

Flthe 50-456. t'2/03/l6. 0203230330 


--0203330359 flespends Id NBC B20l05 ltr re violations noted In It tne|i 
ftepts 50-456/81-14 t 50-457/61-14 Corrective actions const 
dept perfpreied co-plete ir.sp to assure control ecom panels 
t> post accident rpnitorlng indicators reet requirements 
DEtoECftCE I 0 Cornpr„ealth Edison Co 82/02/04 HEPPUtfi.J 0 
Region 3- Office of Director 7pp 13304 153 34X 

Ficoe 5C- 456 02/03/16.0303230330 


0203230669 Forwards IE Info Notice 03-07. -'Inadequate Securltg 
Screening Programs No written response required 

* Regicn 3. Office cf Oireclor 03/03/16 Com.-ionseal tn Edison 
to IP 12360 314 24» Fume 50-000.82/03/16.8303330669 


6203310319 Act receipt of 020317 itc tnfuratng NRC of steps tateti to 
correct violations noted in It Fnsp Repts 50-456/01-14 t 
50-457/01-14 

MORELIOS-C e Region .3. Office of Director 03/03/26 REED.C 
Comaorwealtn Edison co Ip 12455 105 34X riche 50-436. 82/03/26. 

0203310319 


0303340523 Foruiards Section 3 2 of Grand Oulf FBA9 6 Bgroncerjli,..) 
PSAR. per lelephonr request Ul/o end 

WAASS.Vi P Qoalllg Assurance Dranch 02/03/04 SOCCIO. J 

Droolhaven National Loboratorg IP 12413.310 34X 

Hebe 90-000- 82/03/04.0203340923 


B503110C01 Oeneric Ltr 03-04 to all licensees of operating eU-ti 
applicants for OL 5. holders of CP re use of FNPO SEE-IN 
prograr 

EtSENrdJl.O Q Division of Licensing 82/03/09 MAOSPUAS-A 
Consolidated Edison Co of New York OF’RL'A.O W Houster Ligiti-| t 

Power CCI 2pp 12391 031 a4X FUhe 50-000. 03/03/09. 02031 


03O33VO4\V Advises that util util provide environ qua 1 1 fi catlcr ini 
plans If written request received Draft written request 
1 

COwLlNS- 3 F Keqlcin 4. Office of Director 02/03/11 KEPflO*-. 1 
Region 3. Office of Director 2pp 34X riche 50-000, 83/83/11. 
0203310417 


O2O33002Q3 Responds to 820120 Ur re stean gonerater vibratior 
-.onitoring Uestlngbouse analgsls 6 test program to justlff 
operation of all preheat stean generators discussed 
Diagnostic In s truirenta 1 1 on do t ernl na 1 1 on due by 830901 
IRAMM. F B C on.nonuiea 1 th Edison Co 83/03/19 DENtC.V. H B i 
of Kuclear Reactor Regulation. Director apg 13490 26* 2*' 

riche 90-000. B3/03/ 19. 0303300203 


0303290191 Forwards Revision 30 to CE-l-A- "DA Progra-s for h'utl**' 
Generating Btatione." per tiRC 020313 ruqoest „ . s..i . 

SUARTZ.E 0 Connonweal th Edison Co 02/03/19 HaASS.MP • 

Assurance Dranch Ip 13430 343 34 X Flche 50-000.83/03/19. 


--0CO329O166 Revision 30 to CE-I-A, "OA Progran for Nuclear 0 »s*/i' i 
Stations 

a Corsionweal tb Edison Co CE-l-A R20 03/02/17 SOpp 

1243B 344 34X Flche 90-000.82/03/19.8303290151 


6203290473 Forwards ••ProsorvUe Testing Progran 
TRAttn, 1 » Cesinonwealth Edison Co 03/03/19 
of Nuclear Reactor Regulation. Director Ip 
Flche 90-000.03/03/19.8203290473 


Plan for Snutbtf’ 
DENTON. H n 5”‘'' 

13439 094 34 • 


--8303310334 Responds to NRC 03031* ltr re violations noted in IE Insg 
Repls 90-4 5 6/01-14 * 90-457/01-14 Corrective actions 
ftapotsan protsdure for ttr«on installation L Insp revised to 
cover beg aspects of ungreased installed insp 

DElOEORCE. L 0 Commoituealth Edison Co 03/03/17 KePPLER..J 0 
Region 3. Office of Director 4op 13435 10* 34X 

Fune 90-456.03/03/2*. 6303310319 


S Reportable occurrences. LERs * related correspondence 


6353030490 Part 31 rspt re HVAC stiffener uelding of ductuorb supplied 
to facilities Proble.'b etlsts at Parble Hill. but does not 
eiist at St Lucie or Vogtle 

dARICESE.n A Pullman. Inc 82/03/33 f-EPPLER-aO Region '3. 
Office of Director Ip 1209* 33* r4X Flche 30-000.83/02/32. 
0303030456 


030333913* Part 31 Rest 03-01 r» csrtaln WhC supports produced bg 
Pullman Co. initlallg reported 030311 Pullman Co analgsls 
being reviewed Results will be supplied In final rapt 
bg 830338 

TRAMfl. I B. Commonwealth Edison Co 63/03/13 REPPLEB.j 0 Region 
3. Office of Director Ip 13379 349 34* fitPe 50-454.83/03/12, 


0303390483 'Preservlce Testing Program Plan for ,,, 

e Commonwealth Edison Co 03/03/19 97pp 13439 055 
Flche 90-000.82/03/19,82033904 73 


8203290479 Provides info re revisions to design of menbole c«v«ri 
prutset against psnetration bg tornado ml ss I let. Category 
ftianhole covert h^ve been designed In w/Bio ev 

Plan 3 5 3 for tornado es^b.rAM u a 

TRPMsI. T R Co/nmpnwedlth EdUon Co 83/03/32 24 * 

of Nuclear Weactor flegoUtlon. Director Ip 13438 i B 
f liChe SO-DOO. 82 /03/ 33 » 8303390479 


e f-RC aafetti Evaluation Weport tS£R). suppls c orr 


B30324029I Torteards revised responses to 0005 3 040 I 

rp«ponse» te Questions 331 13 - 321 . 41 . 321 43 B* revlsto 
FQAR tett re vcl reducttntv sss. Iftfo should holp 
outstanding Itdms 14 t. IS & 6ER Conf irirator v Issue la 
TftAHM. 7 R Com-nonweolth Edison Co 83/03/ li> , 4 ji 

of Nuclear Reactor Regulation* Director, 03pp. 123 

Flche 50-000. 02/03/18. S303340391 

8303390364 Discusses duplication between faclUtles re 
schedule Meeting u/NflC requested Summery of site-spec 
fSAR Info enc I o£.|jTnN M B 

STlEOE.W L Conmenwealth Edleon CO 8a/03/t^> denis'"- 
of Nuclear Reactor Regulation* Director 3pp 1243 
Flche 90-496, 83/03/16. 8303290364 



d?09300307 For^drd* info re radio rep eaters & sunnarij of oulllloii/ bitlu 
flooding analgii» uhicn should close outstanding SFR ttonis 
13 t> 13le> Hesponse to rSAH Question |0 47. dreinage aueg 
fro~ «afrtv-re|aCBd equipment, to be in nett errend 

rrtAIH. T R C ossonueal th Edison Co B3/03/35 OENTCN. H fl Of fur 

of Njtleai" Reactor Regulation, lllrector fcpp 13490 343 a4X 

ficbo 9O-00O. 83/03/35. 0303300307 


F Securitg. iiedlcal. snergencg t- fire protection plans 


E303300312 Forwards request for addl Info to coirplete ovaluatlon of 
facility evacuation tine estinatrs against criteria m 
K3RE0-0694 Info should be submitted bg 030901 

VC>fA'3BLanO'. 0 J Licensing Branch I 03/03/11 OElCEORUE. L (I 
Ccmr-onwea I th Edison Co 4pp 13463 098 34x F 1 c ha 90-{;00. 03/03/ I i . 

0303300312 


0303230206 Confirms 020316 t> 17 telcons re re qulranents for indegendei.t 
fire protection & toss prevention program, insp 6 audits 
Anfiual insps mag be done bg outside fire protection firm to 
ai««t Intent of Tech Upec liectton 6 O H 16 2 
ecHROEOEfLC U Coirmonuea I th Edison Co 03/03/17. IIF.VAU. I) 

Oparating Reactors Branch 3 2pp 12301 339 34X 

Fiehe 90-000.03/03/17.8303330306 


8203240331 Releases public version of revision to environ assistance 
dtrectorg for environ director eiOQrgentg plan lirp 1 ament tng 
proc edures. 

FELTON. J M DIvieion of Rules and Records 02/03/17 Document 

Management Branch Ip 12406 001 24X Flche 90-000. 03/03/ 1 /. 

8303240331 


--9203240361 Foruards public version of Revision 1 to environ osc. i s t am <- 
dlractorg for environ dlrectorg etrergencg plan Inplementtng 
procedures, including Procedures EIl-1. duties 6 
r aepons I b 1 1 1 1 ie« of environ director 

CHANEY. W L Comnnnuea 1 Ch Edison Co 03/03/03 Director's 

Office. Office of Inspection and Enforcement Ip 13406 004 ;>4K 

Flche 90-000. 03/03/17. 8303340231 


--0303240368 Public version of Revision 1 to environ assistance dlrrctc.rg 
for environ director anergencg plan lap 1 ement 1 ng procedures, 
including Procedure EO -1 re duties (. responsibilities of 
environ director 

« Ca-monusalth Edison Co. 03/02/30 300pp 12406 009 <''4X 

F I c ho ; 30-000. 02/03/ 1 7, 830.3240231 


6303290399 loforms that util BOO039 Itr provided evacuation time 
estimate info requested In NRC 830311 Itr 

PRAlirl. T n Conmonuaalth Edison Co 03/03/22 DENTON. M R. Office 
of Nuclear Reactor Regulation. Director Ip 12433 199 24X 

Flche 30-000. 02/03/23.8303290399 


H Utllltg Final Bafetg Analgsls Report (FSAR) & amends 


8303010039 Fercvards affidavit ra distribution of FBAR, Amend 36 

IRAMM. T R. Comnonieealth Edison Co 03/03/19 DENTON. M R Office 
of Nuclear Reactor Regulation, Director. 3pp 13070 117 24X 

FUfie; 90-000. 82/02/19. 8303010039 


0. Inspection reports, IE Bulletins 6 correspondence 


6203110139 Advises that IE Info Notice 03-01 < Revl s ion I, "Auilllarg 
Fepclwater Pump Locloul Resulting From Uestinghousa U-2 
Bullch Circuit Mod," ices sent to listed licensees. 

* Region 3. Office of Director 63/03/36. Region 3. Office of 
Director ip 12212 313 24X Flche 90-000. 83/02/26, 02031 10139 


9203110079 Advises that IE Info Notice 83-03. "Environ lasts of 
Electrical Terminal Olockt, " uas sent to listed licvnseas 
e Region 3, Office of Director 83/03/04 Region 3, Office of 

Director Ip 12213 344 34X Ftche 90-000. 82/03/04. 02031 100/7 


8303100247 Advises that during nest feiu monChs.lE assessment team l> 1 ) 1 
ta visiting facilities to ravlau aspects of const program. 

Including DA program, c Or rec ttve action sgs. design change 
ccntrol 6 electrical cable Installation 

/EPPLER.J 0 Region 3. Office of Director 02/03/03 REED. C 
Coeftonuealth Edison Co 2pp 12180-391 24X F Iche 90-000. 82/03/02, 

0303100247 


8303190239 Forwards I£ Icifo Notices 82-04, "Potential Daflclancg of 
Certain AOA0TAT £—7000 Series Tlme-Oelag Re lags" 6 B2-09. 
’Increasing Frsqutncg of Drug-Related Incidents " 

* Region 3. Office of Director. 82/03/10. Commonuealth Edison 
Co Ip 12347:090 a4X Flche 90-000, 82/03/10. 8203190239. 


•330JI902P5 Advises that IE Info Notice 83 06. 'Failure of Steam 
Ceoerator Primary Side Maricag Closure Studs. ' uas Sent to 
listed licensees 

• Region 3. Of f i c e uf Oi r ec tor 03/03/1.3 Region 3. Office of 
Director ip 12347 200 .74X Ficoe 50-000. 82/03/ 12. 0303 190 i’HTi 


8203330398 Ac* receipt of H30304 1 ti infotining NRC of steps talen tn 
correct violation tinted in |E 1 nsp Ropts 50-456/81- Id b 
5<J-457/8l • 14 Severitt, level for Violation 3 will not be 
reduced Response to violation 4 unacceptable 

liOREL I ijli. C E Oi vision of Engineer inq t, technical Prugrar. s 

82/03/16 reed. C ta<r'ioni,.ed 1 1 1 Ld I son Co Ip 12"04 153 24 X 

riche 50-456. 03/03/16. R.:'0333035e 


--1)203330357 Responds to NRC 830105 Itr re violatluns noted In II lnr.„ 
Repts 50-456/01-14 t, 50-457/0I-14 Corrective actions const 
dept potfor-sea complete insp to assure control room panels 
6 pos t -ac c 1 dent monitoring indicators meet requirements 
OELOtCRGE.L U Commonwealth Edison Co 03/03/04 KEPPLER- .1 fc 
Region 3. Office ;H Director /pp I3;)R4 153 34X 

rich© 50 -456 02/O:)/16. 02033.30350 


£203230669 Forisords IE Info Ctolite £3-07. ''lusdequate Qetuill./ 
Screening Progra-ss Na written response required 

• Region 3, Office cf Oirector 32/03/16 Com.-snniueal th Edison 

Co Ip 12383 214 24* FiiOe 50-000.03/03/16.02032.10667 


0201310317 Ac I receipt of 820117 Its trifcr-sing nRC of steps talen tn 
correct violations noted In It Insp Repts 30-456/01-14 *. 
50-45//01-14 

NDREHl/y. C E Region 3. Office of Director 02/03/26 REEO.C 
Corvionu.ealth Edison to Ip 12433 105 24X Fitte 50-436. 02/O3/l;6. 

02033 1 01 1 9 


--0203310124 Desponds to 1I9C 020316 Iti re violations noted in 11 Insp 
Rents 30-436/01 -14 S. 30 437/81-14 Corrective actions 
Napolean procedure for tendon 1 ris ta 1 1 ac i on 1, insp revised tu 
cover keg aspects of un-greased installed Insp 

DELOEOROC.L O Coirnonvejlth Edison Co 02/01/1/ KEPPLEH,.! 0 
Region 3. Office of Oirector 4pp 12455 106 34ii 
Flcho 30-4 56. 02/03/26. 0203310319 


U Reportable occurrences. LERs h related cor rospondencu 


830303045U Part 31 rept re HVAC stiffaiier welding of ductwork supplier 
Co facilities Problem eiists at Marble HI I I . hut does nut 
oilst at 3t Lucie or Vogtis 

JARlOESE-rl A Pullr-ran. Inc 03/03/22 REPPlfcR.JO Region 1, 
Office of Director Ip 12076 336 24X Flche 30-000- 02/02/ 

8203030498 


8203230126 Part 31 Rapt 02-01 re certain If/AC supports produced Pq 
Pullman Co. Initially reported 020311 Pullman Co analysis 
being revleiuod Results will be supplied In final rapt 
by 020320 

IRAMM. T H Commoiiwaaltb Edison Co 0.2/03/12 KfPPLER. J 0 Hculoi 
3. Office of Director Ip 12377 343 34X Kuhe 50-456.02/01/1;!. 

0203230126 


DUCKET 50-450 RIVER OENO SIAIION. UNIT 1 


A App 1 1 ca t lon/c onst rue t lan stage documents 6 correspondence 


0303010303 For;aards request for add] info re structural engineering 
sections of FBaB Enel request should substitute for Info 
request delineated in Enel 3 to llflC B30106 Itr Proposed 
agenda for NRC site visit I. design audit encl 

SChluENCER. A Licensing Branch 2 02/02/03 CAHILL.U J Oulf 

States Utilities Co I3pp 12076 280 24* Flche 30-4 50.02/02/05, 

0203010303 


9203040544 Forwards request for addl info re structural engineering ft, 
C'L application review Proposed agenda for site visit t< 
oud It e nc I 

SCHnENCER.A Licensing Branch 2 02/02/17 CAHILL.U ,1 Quit 

States Utilities Co 13pp 12138 070 34X Flche 30-4 38.02/02/17. 

0303040944 


0203030170 Advises that responses to NRC 820104 Itr will be provided n 
SuppI 2 to environ rept by 020310 Responses to hydrologic 
engineering questions tn 030204 Itr uilt be provided by 
020 501 

BOOKER. J E Oulf States Utilities Co 03/02/23 6CHPIENCER. A 
Licensing Branch 2 Ip 12077 1 37 34X Flche 30-450.83/02/23. 

0203030170 


0203070540 Notification of B30323 ireeting u/utti & SW tn Bethesde. MO 
to discuss util presentation of structural fti to mitigate 
hydrodynamic loads on containment Internal equipment pipe 
supports. 

SIEFANO. J Licensing Branch 2 83/02/36 SCHMENCER. A Ltceiistbg 

Branch 2 Opp 12173 004. 24X Flche 50-4 30,02/02/36.0203070540 



r*-, i»«t f-.' idii irto re fSAR •'^jrolC9U 

e *9 I *.♦•<' i - ^ V df et ^ 

• ><wE*<,£‘.. A Li<«n»inj t'ar.t‘ 3 B3i03'3t> CAHtLl -i SuJf Blalrt 

vtiliCirt Cl. 4fp l33-tl jja r4> Fich« S0-45B 8.'?/O?/36- 
iiC‘l> tiSC.; >0 


i1 *>0" I ■ Fi-.erJ^ reAuHl *sr iiJl »nfo or FSAR 6 «ction 6 3 re EtCS 
N. .\ Li<en->iM] 9 rare ft 3 02/02/26 CAHILL- Oulf State', 

ut;-. .lies :c 7fs l«;;i 120 24/ Fit^e 30-450.02/02/34 

02331/0 >:•« 


c'l.'Cr/C/? ResJci'll ti /••• ' SJC.'jJ itr re Utttmate Cifacltt) A-jalysii ot 
“a-l ill Csftl a I rr eiil » ' Static a-ialutii Cf e onta Irnent 8 . 
arjwell eipected t.i te .'t^l>lete Dij U20393 Second aralijsit 
will r.Tt te;ir until ve'.dr.r strett rept» availaole 
nr.Cer.-l. / l Zu-.f states itillttes Co 02/03/01 TEOESCO- R L 
Ais;*. tai't Oi-eci3e "■/ LlcentifiJ 2pp 12153 007 34* 

F ic le 3 » 43 0 g2/C3<C:. n303L&3l7'7 


GC.03i 3C€/!» ic-warji reiaesl fee a/ol infc on FSAR Section 15 re 
accijert ai'aljtes 

g.-.-Wrii. EO. A Licei.t;*!; 9rar;ft 2 82/03/01 CAHILL. M Calf States 

.utilities Ci 7pp 1227 5 33 1 24» Ficfte 50-438- 82/03/01. 

P2(.:n5ir'7t 


n2Cll'3;'6 Rpi;cr<it fj 02521'/ Itr AnerO to FSAR addretting fiRC B:'0I06 
», 0252 -eo.estt .ill to tubi-itted late Apr 1982 Otil can 
i.rjcrt site ritil 4 awdit requested tnj Structural 
t'.^: r.eerir- Ora*. cS prior to May 1902 

003/19 ,1 t Gall States Utilities Cc 62/03/C6 SCHUENCEfl. A 
I icersinj Oran-s 2 IP 12314 339 24/ ficfte 50-458.62/03/0(1. 

62031 /01 Ift 


t):03.“50j36 "Elettrii I’a-jci “l.int Environ No mo Oalde.' Vol I 
» licit Oeranri 5 l.i-c.'.-oi . liic • Edioun Electric Inttlt le 
.163/ 32/03'I0 tIOpp 1240(1 220 24 « '■“►•0 50-439.82/03/1/ 

825315055; 


--H20335035V "Htvei Uen.1 Nucleai* Pouei Station Bepp Icental Eftri** 
Oo(<ifn«nt ** 

a On. ay Ci-;itipris. Inc • Hums & Rod C<i 80/03/29 ? 0 a, 

:24f.fl 33J 2 «X richn 3;>-4Dn. 82/03/ ttl. (33031 50051 


i1S03l30G.iG Affliavit c er 1 1 f 9 tug d 1 str tb at loll of 0>. environ repl c ... 
2 tJ Jisteci officials t agerttiet oti 020311 

! l£3EfiT(,mC7. F Stone unt>«ter. Inc 112/03/11 5pp I2S37 -rs 
24/ Fit he 30-458. 82/u;i/: I (120.3150048 * 


F 'ae.'uiitg. i-pPicmI. i-aergccs & fire protection plans 


0203010322 Advises that ntil a.1 1 I toaplv ca/ 1 0Cf RSO. Ap j E. Section 
IV 0 3 in response to NRC 810720 itr Unslte tr cfftite 
er-ergei eg plans u;i 1 1 .onlain detailed icifo reipuested Info ;r 
prarpt notification sgs uill 4e provldud 6i| l'icl4 
firOAEH. J E Oolf Gtates Utilities Co 83/02/18 TEOESCO.Rl 
Assistent Oliectcr for Liiei.sing 2pp 12069 173 sax 
flche 50 450. 02/03/18. U20JOI0;i23 


8203130306 Forwards c.-i-monls cn physical secorttg plan per BI08I5 
trans.'l ttal Revised plan requested latthin 45 dasS Enel 
withheld (-ef IOCfH2 /90 1 

SC-tME VCEH. A Licensing llranrh 2 02/02/36 CAHIL1..U J Sail 

States Utilities Co 2pp 13359 268 34X Flche 30-436. B2/C3/;6. 

U203I 503C6 


02O311CC-5I Gereric Ltr 0.7-04 10 all licensees of operating plants, 
acolicarts fc I Cl A holders cf CP re use of lf.PO SEC-IN 
p rogra-» 

flSFr.Hjr.y ~ Dirisio'i of Licensing 62/03/09 imuSPURO. A 
CO'is.sl I lated E/isor. Lo pf rieu Vori 2pp IP251 031 24X 

f.cse 50-Ca0. 82/03/05, 6203110001 


r32031/.Ca3fc Fcr..ards Vol IV ‘Licensing Review Group tl Position 
Papers." coverin; i; of 56 issues 

80*_ TJSCMcS. 0 1 Licensing Review Group II 92/03/12 MILLER. J h 
Standard I ta 1 1 on L Special Projects Grascs 2pp 12307 074 34X 

Flche GO-OiJO 62/03/12. B203I60336 


-6203160349 Lire'isir.g Review Croup II Position Papers." Vol IV 

• Licensing Review Croup II 82/03/12 35pp 12307 076 24X 

Fiche 50 COO. 62/03/ 12.8203160336 


8203340256 Discusses damage sustained bg earthwork at Port Mudsor. 
Cattlefieid derm; const activities on 020301 
e03i*£R.J E CuM States Utilities Co 92/03/18 TEOESCO-B L 
Asststant Director (or Licensing 7pp 12394 CBI 24X 
F iche 50-456. 82/03/11) 0203240256 


C Utllitp Env 1 ron-rental Report lEfil. abends I, correspondence 


6233150051 Forwards Suppl 2 to environ rept responding to NRC 630104 
questiorss 6 including corrections 4. updated Info 
CAHILL. u J Gulf States utilities Co 02/03/10 EtSENHJT.O 0 
DlvKIon of Licensing fp 12256 333 24 x Flche 55-456,82/03/10. 

6203155051 


0 Adjudicatorq r or respu'idenc o 


02.53020091 rio'.icD of AbLD r er ens t 1 1 ut I on ll(i Cottor chairman ( ftf (eli 
A Fa Re-.ltk nemhers 

COTTER ' 8 F Atonic S.rfvt., and 1. iconsing Goal d Panel 62/C2/26 
2pp 1207/ 21 ; 24* ( It 1.0 511-4 98, 02/02/36. B203020D9 1 


620316016C Reeponse opposing LA tuneu-ior League 820224 subs'lttal ir 
liligatlp interest in evacuation plans ASLU alreadg properly 
delermlnod scope of League interest No new info preeanted to 
justify different ruling 

CCVnER. I D . WET TEMHAii-j. M .1 Oujf .'it.stes l/t lilt lee Co C0fl>.f4-I» 
Conner A Uetterhahn 82/03/11 Atu.'sic Safetg and Llcensln; Boi*. 

Panel 9pp 12299 121 24X flche 50-458.02/03/11.8203160168 


8203250296 Ansc-er oppnsii.g out s 1 Onons for Safe Energg 820306 eerslii 
petition Affidavits do not ireet necuesarg showing of 
persons 1 concrete tnjurg in fact required to grant 
standing Certificate nf '.ivt eric I 

Lt.NNER. T 0 . UETTEHHAI-N. n J Onif States Utilities Co CCNNEPU 
Connor t. Uetterhahn li;*/03/22 Ato-nlc Safetg end L I c ensl-g B:/' 

Ponol 7pp 12413 206 24X flche 50 - 458 . 82 / 03 / 22.0203250296 


0203250207 Responee lo Unu I s 1 anans for 8 efe Energ-j A OR Rothschlltf 
820309 a-"endpd petltlun to intervone AGLO requirements 
satisfied A petitioners have established standing to 
Intervene Corttficate of Gve anc I 

OEWEV.l S Antitrust Oivisiuii 02/03/24 Atomic Safety amd 

Lifensir.j Poard Panel bpf 124J3 148 34X flche S0-43S. 82/03/ii 

8203250207 


820315C053 Svppl 2 to environ rept 

a Gulf States Utilities Co 82/03/31 isopp 12956 335 34X 

Fiche 50-450.82/03/10.6203150051 


--0203250349 River Bend Station tnleriri Pont coring. 1974-79 -• 

COHMER.J V . ORfAN.C f Lnutslana State U.slv 76/04/19 '/ 6 pp 

12407 034 24 X Fiche 50-458.92/03/10.8203190051 


H Oon&r^l c Or r • 9 pond 911 c 9 


8P030l03l7 Rsqtie^tfi th^t furihor c orr 9 %pDnd 9 nc d OL 

to KA Pldttingdr KP Dhpldon should bo deleted Pro^tt 
mailing list 

CURRAN. 0 Harmon A Weiss 02/03/24 SCHWENCER. A Llcensinj 
2 Ip 12070 333 24X Fiche 50-458.63/02/34.8303010217 


-9203250350 "Interim Ecological Mom tor mg. 1 9/6 " 

a Louisiana State Univ 70/03/03 193pp 12407 130 24 x 

flche 50-458.02/03/10.8203150051 


-0203253331 "Ejtract water Ouality Data for M/ River 6'ear St 
Franc tsvl lie. LA - Water Vrs Oct 1954 - Sept 1979 •• 

Survey 00/03/31 IIOpp 
12407 323 24X fiche 50-450.03/03/10.0203150031 


--8203350333 
fac lilt, 
Djttun. 0 
12403 071 


r.POES Permit LAC04273I issued to Gulf States UtlU Co 


Env 1 ron-entai Protection Agenc g 81/Q8/14 

24* flche 50-459.82/03/10.9203150051 


23jp. 


foi 


M Antitrust cor rospoodonc e 


0107130039 Forwards notice of receipt of antitrust info to 6 P puklli* 
In fR A noted newspapers A trade journals , 

SCHUEhCER.A Licensing 0 ranch 2 01/06/30 DRAPER. F L 9/'* 

States Utilities Co 3pp 12415 033 24* Flche 30-438.01/®"-’'' 

8107130039 


--0107130042 Notice of receipt of antitrust Info for AFP*“atloft - ■ 
BCI'UENCER. A Licensing Branch 2 81/06/30 2pp 12413 ® 

Fiche 30 - 450 . 01 / 06 / 30.8107130039 


--8203230355 
OlGEN. 0 I 
241 Flche 


Draft EIS re Cajon Electric coal fired power 
Agriculture. Oept of 70 / 00/31 I 2 /pt 
50-4 58.03/03/10.0203150031 


p lant 
12400 093 


O lnt 9 c<tlon report*- IE Oullotin* & c orresp nndi’ric e 


02S3390443 Forudrd* Revition I to IE Info Notice BS-OI. "Avilll.oy 
Pu-ip Lockout Resultioq Fron We4tlK9h«u»« M-3 
Suiter Circuit Mod." L»/rorrected Figure 3 h Totile I 
COLLINS. J. T Region 4. Office of Director 03/02/36 Public 

Service Co of Colorado 3pp I3i;l4 130 34X Ft the 30-0C0. 

e3/03/36. B3O3090449 


8303160336 Foruard* IE t'lfo Notice 03-03- “Cnviron Teeto of Fleitilia] 
terninal Bloclif" for revieu 

COLLINS. J T Region 4. Office of Director 03/03/04, Pub 1 1 1 
Service Co of Colorado 5pp 13307 034 34/ Ficbc 30-000. 

03/03/04.0303160336 


03C333O339 Olscusee* (C tnsp Kept 90 43FI/03-01 on 030139 6 fortiai ill. 
r-stice of violation 

MADBEM- 0, L Project Section 1 03/03/04. CAHiLL.U j Gulf Utatrv 

Utilities Co 3pp 13303 183 34X Ficho 90-490.02/03/04- 

8303330303 


--©303330909 Notice of violation from in»p on 830139 Violation noted 
failure to provide tlmelg notification of const deflctencg 
re pipe uh i p restralnl mounting brachets 

hhOBEN- O L Project Section I 03/03/04 ?pp 12303 104 34* 

FIcre 90-490.03/03/04.0303330909 


©303160367 Forwards tC Info Notice 03-04. "Potential Oeflclencg of 
Certain AO/ISIAT E-7000 Senes Tlne-Oelog Relags. *' t. I£ Info 
Notice 03-09. "Increasing Frequeneg of Dr uq -Re I a tod 
l*ittdents 

C0LLI6S.J T Region 4. Office of Director 83/03/10 Public 

Service Co of Colorado 3pp 13308 097 34* Flche 90-000. 

©3/03/10. 8303160367 


8333360191 Foriuards IE losp Rept 90-438/02-04 on 030333-36 6 notice of 
vlclatlon 

MAOBEN.O L Division nf Resident. Reactor Project 6 fnglneorinp 
Programs 63/03/11 CAHILL.U J Oulf States Utilities Co I'pp 
13433 090 24X Flche 90-498. 03/03/1 1 . 0303360191 


--620.3260J93 Notice of violation from insp on 030333-36 

MAOSEN. 0 L Division of Resident. Reactor Project ti Cngineeilnp 
Programs B3/03/11. Ip 13423 093 24* I' I c he 30-490. 03/03/ 1 1 . 
Q30336O191 


--8203360194 IE Insp Rept 90-490/83-04 on 030333-26 None oirp 1 lane e rtotrd 
failure to follou storage procedures for structural steel 
fasteners 

J0HN6CN. C E . CROSS.MAM.W A , HUNNICUTf-O N Division of Resident. 
Reactor Project 6 Engineering Programe 03/03/10. Spp 
13433 093 34X Rich* 90-490.02/03/11.8303360191 


9203190333 Forwards IE Info Notice ©2-06. "Failure of Steam Oenerator 
Prlmarg Bide Manuag Closure Studs " 

CCvLIMS. J. T Region 4. Office of Director 03/03/13. Public 

Service Co of Colorado 3pp 13349 304 34X Flche 90-000. 

03/03/12. ©303190333 


8303330370 Foruiards IE Info Notice 03-07. “Inadequate Securltg 
Ccraenlng Programs '■ 

COLLINS. J T Ragton 4. Office of Director 83/03/16 Public 

Service Co of Colorado 3pp 1337© 334 34x Flche 30-000. 

G2/03/I6. 8303330370 


8 Reportable occurrences. LERs 1. related correspondence 


630317C090' Interim deficiency rapt re interpretation of radiographs 
performed by BF ©haw Co. Initially reported ©11303 Util I. 

ECilJ evaluatjon continuing Status rept will be provided 
within 90 dag s 

COOKER. J E Oulf States Utilities Co ©3/03/ 19 COLLINS. J I 
Region 4. Office of Director Ip 13313 340 34X 

Flche; 99-490. 02/02/19. 0203170090 


0203)70996 Interim deficiency rept re underslied welds in 30 
rat ircu I a tton tys pipa whip mounting brae be Is. 1 ni t ial 1 y 
reported 830301. Required Info will be provided within 30 
days 

BOOKER, U E Oulf States Utilities Co 83/03/03 COLL INO. J 1 
Region 4, Office of Director tp 13331 369 24* 

Flche 90-49©. 82/03/03, 8203170996 


S203I9'0399 Interim deficiency rept re tnproperly installed spring note 
not fully engaged in cable trag support channel . Ini t la 1 ly 
reported on 820311 Field QC Insp techniques being evaluated. 

A)41 Into will be provided by 030413. 

BOOKER. J.e Oulf State* Utilities Co 03/03/11 COLLINS, J 1 
Region 4. Office of Director Ip. 12349 I 12 24x 

FI Che 90-430, 03/03/1 1 , 0303190399. 


030319036 7 Inte-i.-. :e<icieii(y lept re loiise ir Our ting scre,>s or 
fasteners useo to as«e>slr nr mount position switch 
aSse-ihly on valve o-utnr up u rations lif.N Pvalu.itii.g ci>fu tc 
joterriirie reportabllltg Status irpt by 03{)/C>9 

OOOaCR. J E Golf States UtUltles Co ©3/03113 CO.LU.S.J I 
Region 4. Office of (, |tw<t.>r Ip 1 3*146 14 7 34 * 

i IChe 90-490. 83/0 3/ 13. 83ini''0367 


©30336024 6 Inter sc deficivvcy rept re mproper design of ..envsoq 
current 1 1 jns f or-ier s for ovorcuirenC protrr 1 1 cn. ) til 1 1 a I Ig 
rdportec rj3it3l6 ric>t rept will be provided by 1130419 
BOOKER. J E Oulf States UCilittes Co R.^/OJ/IO CCI.LI.NS. .) 1 
Region 4. Office uf Diroclor ]p 13434 |97 34X 

Ft Che 90-49©. 83/0*J/ 10. QrO3;’h0346 


©30336035 I Interim dofictei. cy rapt ee subsurface linear i nd teat I nn'. 
discovuTcd in adjacent base metal of reactor tote isolation 
coolinq pipe flanqc. inittatlq regorted 830317 Investigation 
w/OC underway Nect lept ny 030917 

BOCKtR. .1 e Gulf States Utilities Cu 83/03/18 COLLIhS-.l I 
Region 4. Ilf f tee nf Director Ip 13434 106 34* 

Fiche 90-498. U3/03/ I B. 030336033 1 


031)3360309 Interim deficiency rept re el even pipe supports install nd 
inside drywell painted w/paint not qualified for 
en V I ron. I 111 1 1 a 1 I reported on H303I6 Situation under 
Invest I qat Ion .ye It rept eipectod by 830419 

DCOKER. .7 F Oulf States Utilities Co 03/03/10 CO_LIhS. J 1 
Region /». Office of Director Ip 13434 033 34X 

Fiche 90-49Q. 03/03/ I tl. 030*3360309 


t)3CPt:i 90-499 RIVER OFNO SI AT lUN. UNIT 3 


A App 1 1 c a t Ion/ c on* t r uc t 1 on stage duenmenCs S. c or r espnndenc e 


0303010303 Forwards request for addl info re structural engineefinq 
sections of FSAR Fen. I request should substitute for info 
request delineated in Enc I J to NRC 830106 Itr Proposeii 
agenda for MRC site visit r, design audit oncl 

SCMnENCCR. A l.icinsing Branch 3 03/03/09 tA'ItlL.W J Gulf 

Stales Utilities to 13pp 1.7076 3118 34X Fiche 90-490. □ 3 /o;‘/ 0 !.. 

030301030:1 


©303040944 Forwards request for adit info re structural anginoerinn f 
01. application t ev l o.j Pr o p osnd agenda for site visit <« 
audit enc I 

SCUMENCER.A l.iconning Uranch 3 03/03/19 CAHILL.U J Oulf 

States Utilities Co I3pp 12138 070 34X Fui.e 30-490. 0;?/0.*/ IV. 

0303040 944 


©303030190 Advises that respnnses to NRC Q30J04 Itr will be provided 
Suppt 2 to environ rept by 030310 Responses to hydrologic 
engineering questions in ©30304 itr will be provided by 
03090 t 

OOOKER- u E Oulf Slates Utilities Co 03/03/33 SCl-WENCER. A 
Licensing Branch 3 Ip 12077 137 24X Fiche 90-490. 03/02/2.'i. 

0303030 1 90 


030309094© No 1 1 f t c at I o.n of ©30333 meeting u/utll 6 S6U In Bethesda.MD 
te discuss util presentation of structural fl< to r.Ittgate 
hydrodynamic loads on contalnrent internal equipment pipe 
supports 

STEFAhCJ. J Licensing Branch 3 03/03/36 SCI'MENCER. A Llcrntlng 

Branch 3 3pp 131*73 084 34 X Fiche 90-4 90. 83/03/36. 030309094© 


0303190379 Forwards request for eddl info re F9AR hydrologic 
engineering safely 

SCHWENCKR.A Licanstng Branch 3 03/03/36 CAHILL.U Oulf !Hat 

Olilltles Co 4pp 13399 330 34* Flche 90-490.83/02/36. 

0303190370 


O3031600IV Forwards i*equest for addl info on FBAR Section 6 3 ri bCl.S 
8CIIV.ENCER. A Licensing Branch 3 03/03/36 CAHILL.U. Oulf Utute 

Utilities Co 7pp 13329 l30 34* Fiche 90-420.03/02/36. 

0303160019 


0203080179 Responds to NRC 010330 Itr re Ultimate Capacity Analysit 
Mart lit Containments ' Static analysis of containment 6 
drywell eipec ted to be complete by U209D3 Second analysis 
will not begin until vendor stress repts available 
OCOKER. J E Oulf State* Utilities Co 63/03/01 TEOE8CO.R I 
Assistant Director for Licensing 3PP 13193 OOV 34X 
Flche 50-498, B3/03/0 1 . 8303000 J /9 


0303190376 Forwards request for addl info on FSAR Section J9 re 
accident analyses 

8 C 1 -UENCEH.A Licensing Branch 3 ©3/03/01 CAHILL.U. Gulf Utat 

Utllltlee Co 7pp 12*399 331 34 X Flche 90-490.03/00/01. 

0303190376 


70t3o 0«>4p<,rtf» tc Itr A->t-ni: to PSAO MRC Ui‘01C6 

OrCe.' I I t» 6 cO -it tea tat a Apr IVe;' Util cal 

support tita v|%lt •■ ao-f > t raqu^ataJ i j Sir lie tota I 
tAJ I near ; i>5 it rant A pr;Or to Hag I ^«l» 

nCtnF*?. « r. Cg!^ iitatos t.'tiltt't* Co 3?/03/0n bC>'l<Et«CCR- A 
Ll<en»n><> Starch 3 15 I.’JIA a'i** T** Fichr SO-4 5H.SS/03/Ctt. 

QS03I 70136 


3;.’03 1 1 000 1 C»'«er>c let Or-O-t i» all .stone res cf oporatirg f I ante, 
a^plicaite tni Cl- t holjott af CP ra aee of IWPO EEP -IN 
projta- 

EJSEfllw'.O 0 Oiti'iini cf LlCeTSinj CJ/C.T/O*? HAWS“U'<0. A 

Cereal laatsa Eaieci* Cc of Naa Von 031 

Fithe S.) COS. l:;:/3S/0't. £. OJ: lOOOl 


-- t|?OD 160349 'Licaneing Hrvie* Grnup II Poaitioo Papers." Vol lU 

t Licr-sirg ilowteti Crrop fl B2t03/J«l 30pp 13307 076 ;*4X 

Fithe 50-COO. e^fO fe Ir 030 lltO'iDb 


t Security, medical, enerqencg & fire protection plans 


02O30IO"i3J Advisee that otll ulll comply u/lOCFRiO. Ap p E. Sect 
IV n 3 . ir response to NPC SI07?0 Itr anstte & offstto 
enieryency Plans 'a 111 curst am detailed info requested Info a 
prompt out 1 1 1 c at I on eys tilll be prciviOed by IspsA 
OrCilFn. J E Coif States Utilities Co 33/02/18 TEDESCO. 
Assistant Director for tlcenslnq 3pp 13069 173 34* 

f iche 30-455. B3 -03/ 1 0. SCO 3010323 


030.3130006 Forwards coirnente on physical security plan par 31 
transiriccal llpvised plan requested uithln 45 days Enel 
.althheld (ref 1<-CFR2 /90> 

SCiufJCER- A Licensing Drench 3 02/03/36 CAHILL. M J 

States Utilities Co i'pp 13339 360 34X Flche 3C-430. o; 

H3031 50006 


C Ac gudl t a tCT y c or T 0 sp onp Ont e 


0303030091 Notice nf ASlD reconstitution DP Cotter chairaian 8 
6 PJ NomlcS members 

Cflfiro. 0 f Atomic Qafelj and Ltronsinp Doard Panel. 03/1 
3pp 1307/ 317 24* fiche 30- 4 3B. 03/02/36. 020303009 1 


3303160336 Farwards Vc I IV x i c er.s iny Review OroLp II Pasilion 
Papers. ' rnve*lr%q ii nf 3ti issues 

1-3. 1 7ECHCR. J> L Lirensirg ci^vie* Croup J1 K3... i Z6CnfH. O L 
lllirois Power Co 03/03/1? rtlLlEW..JH 5t.'i'>c arc I la t icn *• Upet t.il 
Projects Uranci ?s? : 3307 07» ?4X Kide 50-000.02/0.3/13. 

03031603 »6 


C-iV334C3Sr. Oiscussrs caciagr snscained Cy 
battlefield during cn-ist activities or 
OCOAEB. J ( Gulf States t-'tiMties C:- 
Assistar.t Oi'ector -o- ' -censinj 7pp 
F|:i»e 50 450. 03-03/ in 030 ^2 40256 


ea-tsworl at Hurt Hudson 
030301 

H2/i)3/io TEoirscn. « i 
I3;i94 Oil I 34* 


0.303160160 Response oppnsinq LA Consumer League 830334 submit 
licigable interest in evacuation plans -ISLU already proper! 
determined scope of League interest No newi info preeonteo I 
justify different ruling 

COKMEft.T (I . UErTfHliAHN. II J Oulf States Utilities Co Ct 
Conner t Uettersahn 82/03/11 Atomic Bafoty and Litem 

Panel 9pp 13399 131 34* Fiche 50-43U. 03/03/11- 6303 1 6( 


C Utilit.j tr. V I ror.r enin ; Ruptii 1 (LO). a.»eiu!s '• cor rasponCenc e 


8303150051 rewards bucpl 3 tc en.-lron rejit responding to NBC □.''lllllA 
qwestmns •• inrlnci-ij -cr-ectiums K updated info 
C-bHILI . i>- J Oulf States Utilities Co 03/03/10 E I SL'MIUT . 0. H 
Otvisiun of L-censnd !r l4?256 333 34* Fjche 50-450.83/0:1/10. 

8303I5CO5I 


0303250396 Answer opposing Louislanaos foe 0<ife Energy 83030/ 
petition Affidavits dn not ".eet necessary shos-lng of 
personal concrete injury In fact required to grant 
standing Certificate of Sve enc I 

LO“-‘.en. T 0 . WETTEHHAIIN. r. J Gulf States Utilities Co Ct 
Conner t Wetterhahn 03/03/33 Atomic Safely and Llcem 

Panel 7pp 12413 206 34* Flche 50-43U. 83/03/23. 830333( 


03031 5C05J 5u p d I 3 to environ ropt 

s GuH States Utr.ities to 03/03/31 I5;>pp. 12256 335 '..•AX 

Flche 50-458. 93/03/ 10 IIEC.ll 30C51 


--0?O335O34O Aiver 3end atatror. Inter!-, rlun i t nr liig . 1974 -75 ** 

COhSth. 3 V . BR.A-;, C F Louisiana State Ucitv 76/04/15. ‘/f.pp 

13107 034 r>4* Fichv 50 • 450. a:'/03/ 1 0. 1130,11 50U51 


--0303320350 "InteriT Fcoloyical Moni to r I r,g. 1 976 " 

• Louisijna Stale L'nrv 78/01/03 l93(ip 12407 130 21 X 

Fiche 50-158, 03/03/10. 8303150051 


--02O332O351 ‘Crtrsct Water duality Oota for nl Btuqr hlsar fit 
Franc Isv I lie. I A - Water Vrs Oct 1954 - bupt 1979 " 
s If. t er 1 u- , ibeos of. Geological Gur vog 80/03731. IIOpp 
12407 323 34t Fit be 50-450. «l2/03/ 10. 0303150051 


- -03033503 5.1 HPtF.3 Permit LA004273I issued lo Gulf States Utils Co for 
facility 

CUTTOM. 0 Envi ronnenia I Protection Agency 01/08/14 22pp 
12400 071 34X Fic.be 50-138.83/03/10.0203150051 


-- 0203350355 Draft I* IS re Caiun Electric coal fired pewer plant 

OlGEA.O L Agric u I tore. Oept of /0/08/3I t37pp. I340B 093 
24X Flche 50-450.03/0.3/10.8303150031 


--■8203250356 ’Electric f•ewer Plant Environ Nolso Oulde, ** Vol I 

« Oolt. Oeraoef t Ne.jran. Inc • Edison Electric Institute 
3637 03/03/10 I lOpp 12409 320 24* Ficto 30-450.03/03710. 

B203I3C051 


B20'33302a7 Response to Loulsianans for Safe Energy t. OR llothi 
930109 anonlei petltton to Intorvene A9L0 regulrersnts 
satisfied 6 petitioners have established standing to 
Intervene Certificate of Sve enc) 

CEUIEV. L 8 Antitrust Division 82/03/24 Atomic Safet. 

Licensing Doard Panel 6pp 12413 140 34X Flche 50-458. 

B203250307 


M General correspondence 


8203010317 Requests that further correspondence re CL proceai 
sent to HA Plettinger KP Sheldon should be deleted from 
■-sa 1 1 1 ng list 

CURRAN. D Harr-on «. Weiss 02/02/24 fiCHWENCER. A Llceni 
2 Ip 13070 233 34X Fuhe 50-458.83/03/24.0203010317 


M Antitrust correspondence 


3107130539 l-'orwards notice of receipt of antitrust info to t>' 
In FR t. notod newspapers 6 trade journals 
SCMmEACER.A Licensing Oranch 2 01/06/30 DRAPER. E L 

States Utilities Co 3pp 12415 039 24X Flche 90-45O.B 

010713003? 


-0107130042 Notice of receipt of antitrust Info for appllca 
SCHuEnCER.a Licensing Oranch 2 81/06/30 2pp 1241 

Kiche 50-458. 81/06/30. 8107130039 


0 Itbspsctinn reports. IE DuVletlne h t otto sp ond ones 


— '8203250359 *‘River Send Nur Lear Power Station Supple— ental Environ 
Oocwrsnt ’ 

• Oovay Engineers. Inc • Burns 6 floo Co 80/02/29 70p|. 

12408 330 24X Flche 30-458.82/03/10.8203150051 


8303050445 Forwards Revtslon I to IF Info Notice 83-01. "Aur 
IfiPci Feedwater Pump Lockout Resulting From Uestlnghouse U-2 

Bsiitrh Circuit nod.’ s-/corrected Figure 3 t. Table I 
CCLLINS.J T Region 4. Office of Director 82/02/26 
Service Co of Colorado 3pp 12134 138 24X Flche: 30-0 

82/02/26. B203030443 


8303150048 Affidavit certifying distribution of 01. environ rept Ifuppt 
2 to listed officials 5 agencies on BSOitll. 

I lEOEfilCmCZ. F Btcne «. Webster. Inc 82/03/11 Spp l235’7L’0;i 
24 X Flche 50-458.02/03/11.8203130048 


6303160326 Foruards IE Info Notice 02-03. ’Environ Test* of 
Terminal Qlocls" for review 

CCI.LINS. J r Region 4. Office of Director 82/03/04. 
Service Co of Colorado 2pp 12307 054 24X FUhe:5O-0 

82/03/04. 0303160326 


8303160367 Forwards IE Info Notice 83-04, "Potential Oefltie 
Certain AOASl AT E-7000 Series Time-Delay Belays." b IE Ir>f 
Notice 03-05. ’Increasing Frequency of Drug-Related 
Inc idents ’’ 

COLLINS. J T Region 4. Office of Director 82/03/10 
Service Co of Colorado 3pp 12308 09/ 34X Flche: 90-0 

63/03/10. 8303160.367 


a'33l90333 Fort. AT I''fu Ni.tlci' OH 
Side rldnud.) CJq^^te IHi.ds 

( Region 4. Office of Uiiectoi 
jVfvice Co of tolorauu -’JP 1334'/ iC4 
ej/03f I?- 920ni‘J0333 


VolloPv :if btC'ilii Ceil Or. I tor 


9^/03/ 13 Pub 

34 X I' It ho 50-000. 


t.:U005JO Njtifioi t’ol If Irfo No lire R;'-Ii 3. c'livircn lo^tt d I 
flectPirol 'einiril l>lir-s "jiit lO^ued to listed licensee^ 
uo (4«;0304 

« Region 5. tlfiito ff rireit.ir U3/ 03/04 Rug I on 5. OffKi' of 

Oirocior Ip l.?lf)!C43 34* Fiff.e 30-CO0. 03/03/04. 0303l0:c.:i'i 


g..3S3027O Forjardt t£ Info .'lotlte 03-07 • ! i.nJ eg.i„te Oecuritg 

tcreenin; PrOgr<>"'» ' _ 

-niLlHS J T Region 4. Office of Director 03/03/ 1/> Hut I u 

Ser.ite'co of Colorado 3pp l.'•3/f^ .Kid U'4X He ho 50-000. 

02, 03/1 6-03033303 70 


M303l*027'7 Advises Ih.sl IF Info Notices K3-04. •‘•otenti.il Defic >>»<■■ 
of Certain AGaOIAI t <00' Sc'ies I ine-lie Id) Heligs" ?• 

0c“05. 'Increasing Frep encM <if P-ug Related lnti<1enta.' 
uerp las*. eP to listed atils on floO.'llO 

o Region b. IlfFiCe of [iireftor 03/1/3/10 Region 5. RfflCf »• f 

UltetlOT Jp -.aa'fU >15 34>l F*. cr.e 3*'.)-Ct)0. 113/03/ 10. tia'IJlf'O.!/'/ 


[.;CcET S0-4t0 MPPSS NUCI FAR fROJtCT. ONII i 

A Applltation/ionstruc t li>n stage doci.oents *. correspondence 

610331016^ Reguests approval to use l'.irograph KC 531)0 of Deition 11 
Edition •!, Addenda m* l»or«jtOd otor<iQC Lsink ** 

1 I i ed ti, 3 ter ■ 9 lora 9 c t^nkcpiT At ( ) c I & Ks:A <NA> I 140 
ef ASMt Code Response r eg ops tea bg 030333 

SOt'CHt'f.Q 0 Washington f'ubllc I'ojet Hopplg Hgsten 03/03/33 
a-eNSam. C 0 Licensing Drench 4 3pp 13070 Jill 34X 
l uh» 3C-460. 82/03/33. 02030101 h<7 


e;031IOC01 Cereric l.tr 03-04 to .ill licensees of operating plants, 
applicants for CL S. holders of CP re uso of |NI‘U SFF-IN 
C-ejrar 

E|4£gnJf.D 0 Division of Licensing ll3/03.'t>i? IIAUSPURO. A 
Consolidated Edison Co of Keu Vori I.’pp I23'i| 031 ."’dx 

Flcbe 50 000. 02/03/0'/. 03031 lOOOl 


5 Atjedicatorg c or r espondonc e 


?i03340?73 Request for hearing on const cocipletlon dale C or 1 1 PI t t o of 
bet end 

POSOtlF.C Coalition for Safe Pon-er 03/03/ It) Co-nol so I n nir i. 

0;c IS395 166 24X Fic/ o 50-460. 0.'’/OJ/ 111 . 1)30.3340373 


H Cenerai correspondence 


B«03l00460 Opposes further CPs or eilonnon of pernlts for faciVitli*. 
unill co*ptetp investigation of safotg 6 noed cocipletud 
HlSIIc hearings should be held to address issues 
hlLL. 0 . OAVIS. R . OAVIS. 3 L Internal ion.i 1 Lung sharo'ren 's t 
Uarehouse.-en ' s Union 113/03/09 tlCliwENCCJl . A Licensing Dranih 3 
1o 13184 334 24X Fiche 50-39 7.113/03/09.0303100460 


0 Inspection reports. IE Quilellns t. c or r osp ondonc o 


SJ03160503 ForLards IE Insp Rep is 50-460/03-01 »< 50-313/02-01 un 
BsOlOt-lS h notice of violation 

FauLKENOERRY. D Division of Resident. Reactor Hruject 6 Englnierlini 
Programs 83/03/24 MAZUR. 0 Id Uashlngtaci I'nbllc Rouier Qupplg 
Sgstem 2pp 13309 034 :!4x f iche 30-460. 113/03/24. 0303160503 


-•8253160507 flgtice of violation froci iiisp un (120101-13. 

TOfH. A D Division of Resident. Reactor Hruject 8< Englneerli.g 
Progra-BS 93/02/34 2pp 13309 o'J6 34X Flcho 30-460. Q3/0;'/I’4. 
8303160303 


--8203J60513 IE Insp Ropts 30-460/02-01 t. 50-313/82-01 on U30IOI 15 
honcocip I lane e noted reactor coolant loop piping t Yielding, 
csotain-ent penetrations {pipe) *. foliouup on flooding 
event 

TOTH. A 0 . DODOS. R T Division af Resident. Roac ter Project 6 
Engineering progrons 82/03/24 13pp 13309 03U 24X 

Ftche 30-460.02/02/34. 0203160503 


6203030284 Advises that IE Info Notice 03-01 . Revl s i on 1. *‘Au«llinri) 
Feeluater Hump Lockout Resulting From Weatinuhouse M-3 
Suitch Circuit Mod" uas lent to listed utils 

• Region 3 . offlts of Director 83/02/26 Region 3. Office of 

director ip 13093 340 34x Fithe 50-000. 02/03/36. 0303030:'H4 


8203i00l63 Ac Ic receipt of 820311 Itr informing NflC of steps tafen to 
correct violations noted in IE Insp repts 

9I6H0S. T u Division of Resident. Reactor Project & Engineering 
Progtams 03/03/03 MAZUR. D M. Washington Public Pouor Supplg 
Sgstem Ip 13182 005 S4x FUhe 50-460.82/03/03.0203100105 


E203100I91 Responds to nRC 820106 Itr re violations noted In 11 Insp 
repts Corrective actions None onf ornance flept WNP-l/4— 001 

docu-ient premature closeout of Contract 207 NCII8 
^ UR. 0 VI Washington Public Poi/or Suppig Sgstem 02/03/1 I 
Adi.KENOERR V. 8 Oivlslon of Hesldoot. Realtor Project !< 

Engineering Programs 5pp 13102 006 24X Flche 50-460, 82/03/ 0:i, 

8203100185 


0.''03 1 6Ar9 ,■ Rescinds <T?o;'24 solire of viol.itinn fro*" I'i'.p during .l,in 
1983- based nr. .sddl j I r •- results of 020510 nondestructive 
eia<s 

I!15>0’ ' W ffcgi'in 5. (Ilfice of Dire-tor u2/o;)/l3 r’AZOR. I< M 
Washington f'ublli f''ae* --...ppli) Sgsten 2pp I2'j0l 131 v’4X 
Fi< ho 50-460 02/03/ 12. 02 .'!lv.0i // 


020;it6Ojj9 Advises thji anti IF I'.fn Notice 02 06. 'Failure af 5t I’.if. 
Ocner.icor Prirjr^ 5:.'e -i.-i.c;.!, I'lcsjre Studs.” -jas issued ;<■ 
listed licensees 

» Region 5, Office ■< tuiectof n;7/l)3/l..‘ Region 5. tiflur of 

Ul recto If l.'nC/ 2 I ‘ 24 * fi:r.e 50 - 000 . 83 / 03 / 1 2 R,'’03160.1 iV 


e30;)3202/,U Advises li-il If. Info Notice a.'’-0/. 'Inadequate Sere'iig 
Screening P-egraKS. ’ c-is issued to listid licensees nn 
820316 

• Region 5. Ilffice .if Oirrelur 02/03/16 Region 5. nffin of 

Director If I2:i6./ -•/’ ..‘4* Fi(he 50*000. 02 /fi:i/ 16. 82033303611 


R Periodic op e 1 ,11 *. 1.1 lepo-ls *. reletef r or i e spnode'ic e 


U3033I0336 Foiwords disch.irje iron i lor in; repts for IfUl 

IK-UCME/.O 0 ll.)',l>logton Public Poc.pi Hupp I g Ogstem <)2/0;i/25 
EISENMOl.l) i; li-.virnn ;ir Licensing .?pp 12453 213 24* 

I ici.B 50 39/. ii;»/03/ 25. 620.33 idH'jn 


--8203.310340 Olsiharge o. n i l nr 1 iig lepls f oi |9tli 

a uashir.<)ton Public Povei Supplg Hgsleis 81/12/.I1 2lpp 
12453 2l5 ,'<4* Fi.-., 50 * 377. H.f/On/ 25. 0203310336 


G Reportable otcui fences. LFRs 5 lel.iled c ui respundonc u 


820'j 020109 Final potential dvficiecng lept re rupiuie of ter-poi -n ij 
Viatel line t. {lunding of lener.sl sves bldg, initidllg 
reported o-i U201 I 1 Pusps * valves villi be uashe.i t unped 6 
electric s-ocors dried cvi Attinns tersfleted bg Apr 1902 
MAZuR. 8 W Washington P-.hlic Po»-er *3opplg Sgstem 82/02/11 
FAL'LnFNDrRRY. D Region 3. Office of Director 3pp 120/7 1 3:i :'4X 

Flc he 50-460. 02/02/ I I . *i2r.,70.'’OI09 


02031601011 Into nr. 4eficiec,<g rept re mismatching of lurtlcig pin holri 
for mam valves in det.n, heat removal sgs. i n 1 1 1 a 1 1 ■) reported 
820126 vendor .vi I I ie.ilate pins in Unit 4 valves Unit I 
valve tl e tercsi nat i on not finallird 

MAZUR, t) M Washington Public Pouor Supplg Sgsteis 02/02/26 
FAUl.tlt'NUf RRV Ol.isiun .if Resident. Reactor Project T. Engineering 
Progra.-ns 3p p 12.3;:6 13/. 24X Fiche 30-460.02/02/26.820316011)8 


0203160114 Final deflctenci, rept re indications on A-500 reslstanie 
sears U.elded lube s tuo 1 . l n 1 1 la I I g reported 820126 Caused bg 
process central protle-. L'l.tire heat of tubing ciitl be 
re jec ted 

MAZUR. D W Mashinglui. Public Power Supplg 9gstem 82/02/26 
FAULaENDEHH Y Dl.islnn of Resident. Reactor Project 6 Engineorinq 
Progra-ns 3?p 12300 213 24* Flche 50- 460. 82/02/26. 02031 60 1 1 4 


0203160201 Interim defitiencg rept re Hocihestos cab I e. 1 n i 1 1 a 1 1 g 
reported bg 820126 telcon Four penetrations to be replaced 
w/Class IE quallfie-j cable Evaliialion of Hagehc-n cable 
lnco.*splete Final rept due 020416 

MAZUR. 0 W Washington Public Power Supplg System 83/02/26 
FAULAENSERRY. H Re.gr lor r cipstriic t ■ on Projects Uranch 3pp 
12290 273 24* Fiche 50-460. 02/02/26. 0203 I 60201 


8203160356 Interim deficiencg rept re design defect in eirergencg 
diesel generator governor lube oi) c oo I er. i n 1 1 tel Ig 
reported B2I)lJ'‘b Cooler clll be moved to sTe-vatton bslou 
governor oil level Nert rept bg 820*416 

MAZI/'R. 0 M Washington Public Power Supplg Sgstem 82/02/26 
FAULAENPERRY Region 5* Office of Director 2pp 12307 a?2 ;<47 

Fiche 30-460* 82/02/26.820 1160356 


8303230633 Interim deflrtercg rept re use of lumped mass loads In 
per f or.nance of pipe stress anal gs is. I nl t la I 1 g reported on 
820114 Ooalllg Finding Rept 99-1357 issued on 020233. 

Identlfglng discrepant conditions 

MAZUR. 0 M Washington Public Power Supply System 82/03/03 
FAVIV-'/EMBERRY . R Region 5. Office of Director 3pp 12380 196 24 

Fiche 30-460, 82/03/03,0203230653 
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u'..iFt c t ii;.-u»' •c.oi C.I e.’*/cj/o? Mii.ctw. i r 

stdr-erjliet! t '• S.if. il! ticjnrtk i3i.nn;4 ;!p? 1?.’’99 079 ,''d>! 

Ficfe 5-; -If. I 8,"’.'.‘'>:t/i'«. f.’ >:?ii.o.73S 


t-'t 7 .>..Pir-il 07 •.t" t I r I c a T : 1, n ..I i?.‘'JJ 33 meeting in (le t hekde > .*90 in 

Jlkco'.k otll resfon-.. tc .-RC t r i| >..«.<> t for a 5 Jl OA pr-ogrem 
li.fc to Iftluled > ■• FI ,.IJ 
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HU.UE'l. -• ■' t^i- » lit a- J . ( <1 f t on f. Soetial fTanrf 2 pp 
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B 303 I ICOOl Criirrlt Itt 0 .?*i >4 tP all licenkeoo of operating plantf., 
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• Lirc'islng Revivki Group It 02 / 03/ 12 39 pp 12307 0/6 2 ' 
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9333030060 Pro t ec 1 1 ve order gobjetting Prairie Alliance discovery of 
util documents In Eihiblt A r. doconfiofs Cun tout 1 on 7 to 
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C.?J'.1 1 60074 Fprciar/^ rif t.atice of finding nf no ciyf, ipHant antltimit 
changes. 6 oi t m* fir • 1 I 1 nq irqueste for r r -eva lua 1 1 nn 
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Ol’/OD'OS ClINns, I Uctlirling L Services Pianch Ip 13.111 10/ 
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ofcorring s.ihsc'luent to pruvioos CF rcvleiu Cl/o eoc t 
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rinantal (13/03/05 POL M- L J Illinois Poiuer Co Ip I33‘f.‘ 3'!*/ 
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- -92033301 39 Suic.'sar 1 1 es ACRd 2.63c d (see ting on U30304~0f> ce OL 
application Specific attention ehnvld be given to eeisailc 
capability of emergency ac pouer suppllos.de paiuer supplies 
t small cosiponents .eaXing up decay heat reroval sys 
SHEn-ON. p ACRO - Advisory Commit toe on Reactor Safeguards 
92/03/09 PALLMimS.N .» CO-rmlssloo«rs 'dpp 13300 379 '347 

riche 50-461. 82/03/17. 0?033:i0134 


8203390316 Ansiuer supporting RRC motion for dismissal of Prairie 
flllancs Contention 5 Contention Is generic t* laclts 
requisite netus le/plant f. therplore falls lo moot 
specificity requtremonls Certificate of Ovc enc I 
rOi.C D Illinois Pouer Co FOX.C D Bchlff. (fardln & Wailo 
02/03.'23 Commissioners /pp 13432 331 34X 

riths 30-461. 03/03/33. 02012700,16 


8203290192 Supp ) to 81 1221 anosier opposing applicant notion for 
Susaary disposition of Ptoirie Alliance Contention 5 A0uO in 
Perry case refused to dismiss AIMS contentlcm Certificate of 
Sec epc I 

WILLIAM. P.L Illinois. State of 02/03/21 Com/ni ss I oner 0 /I'p 

13433 177 34X Fiehe 90-461. fl3/03/23. 0201270392 


0223150296 roTii,ards '-ptHu re no significant antitrust chonges pi r (11 
r ev I eu :j/e ei* c 1 
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--0203330139 Bumeariies ACRB 263rd rooting un 020104-1)6 re OL 
application Specific attention should be given to seismic 
capability uf emergency ac pover supplies.de power supplles 
6 small to-sponents rating up decay heat rero-ial sys 
S'lEWMO-N. P ACRS - Advisory Cos-sltteo on Reactor Safeguards 
82/03/09 PAl.LAOIlJfl. M J Coirnl SSI oners 2 fp 12300 295 24X 

Fiche 50-461 02/03/19. 02.13230134 


B303290476 Suppl to answer to applicant motion for summary dlspocltlfin 
of Contention 5 6 NRC motion to defer c one i dera 1 1 on 
Genuine Issue of fact exists re whether applicant performed 
AIUS analysis Proof of svt one I 

fOBMER.JL Prairie Alliance KOONER. J I lutt 8. Kodner. 

82/03/23 Atomic Safety and Licensing (loard Panel. 4pp 
12439 042 24X Fiche 90-461. 82/03/23. 0203290496 


B2O33VO510 Mgtice of appearance in proceeding Certificate of OvC anti 
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Iff 12493 008 24X Fiche 90-461.82/03/36,0203310910 


Proposed supplemental Contentions submitted per AGL6 
Kfir P’’'**'' Certificate of Sve end 
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Gt: R£1.‘I£R u t 11 ■ mold F^iaer Cc 2f 0 12 459 0/1 24 X 

F itiie 50-461 e:i'o:i/ 1 \ . 


• ••12033 1 01 t3 \k I’-if Rept 50-461/G2-01 on 820101-0215 No norMrortpMaiicc 
noted r*ojof at msf-etted corv^t ac t ivit ic%. Inc luding matl 

Idvilcvn t florae;© a' ea « . ( ro^r an CCntFol t Investigation 
dctixfities in electrical U velding areas 

L 1 Vf.RM*J?lt-* H It . ft 0 Division ftFo^tjct V ftesvdei'it 

Programs CI2/03/1I 3po 12459 0^3 «74X Kicte 50-461.03/03/11, 

0203310187 


6203190285 /^dvi^ev tia? It (npo Nctice 02-06. 'Failure pF Steair 
Genet At?c Fri<%arx| Smi? Closure Stdds,* laas sent to 

1 I stec 1 i re-is ees 

* He^iCT* 3. oi?iue oF OitettoT. 02/03/12 Region 3. OfFScr of 

Director Ip 1234-/ 2Cti 24H F i c 6e 50- 000. 82/03/ 1 2. 8303 1 90:.'H5 


*3'303330t*9 ForuarCs It trifo Notice &2'07. “ I nad e Quat© Securiti; 
icree.siog Progtasi * s'n uritien response reguired 

• Region j. Office cl Ouector ^2/03/16 CoiKiftanweal th enison 

Co Ip 123P8 2 i4 34 k Ftc 4 e 50 000.02/03/ l6. 8303230659 


3 Reportable cc c vr r one es . l.Cfts /. related correspondence 


3203100595 Itiier)*. Fart 2| rept re det i gn/con st/insp process & 
records fo' safety related ratiger attac6*‘ents to cable tray. 

CetatleJ analysis ongoing Reviou of progra'' driderway to 

deter*iioe frcced(«re revisions Cctension of 90 days needed 

GCftSTNiR. C Illinois i©.er Cd B2/02/26 kFPPLER. -J C Region U. 

Office oF On actor lo ISI/9 037 34X Tune 50 -46| , 0^/02/ LVi, 

8303100295 


M../: ;i 1 05 J.'|3 Jpd.’i-ed Part 2*. Pep I Ql-05 re nici separoticr ceqvvti 
fr.r tettam r a »»ponc*»i s of 4l/.0-volt sx. i tc hq ear. i ut tt at 1% 
I'rpprirj on d!:0o2 DetaMec analysis ongtiiny Citenslcn cf 9> 
nveied t .. tS'^plv»to i n /us t v gal t on 

niiin.is Op^pr Co 03/03/26 KEPPUFR, o ii « 
Office of Cl ret tor Ip UMli5 iCC 24X Ficbe 50“ 4M . iiJ/C-j- 
U2C:n 03311 


950331045? Inlet ir de*itio'cy rept re F.7010 ulectrooe cn*»le 1 sir 
non/e*‘roMS .“in 1 1 initialli| reported 020310 Otnp laork !©»,/•: 
to ceaio aM LPloing wsm leproporly labeled electrode ittPO 
ir fe-ritic c/elds rie»i rept in 90 d«iM s 

GEPStN?R.yC nili>;.;s Poi^er Cd 02/03/18 KtFPLfM J j - 
Office cf D;iectot 2p? 12454 067 i'4K Tic^e 50 461‘I«2/J‘- 

020J3I045? 


' i-'eAring iransciipts cix non- ant 1 trust riatlers 


?eG3030201 Iran script of AC 93 Oiibcc'itirittee on Clinton Pni>.er Mt 
units I f- 2 U20225 reeling in Oecatur. IC Hp l-lpH 

Uupppitiv© -i^itl eni I 

© aCH‘> • Advisory Cc^rtttoe on Reactor Safeguards 
PGGpp I2fx77 r;' 2 34» Ficre 50-46 1 . 82/02/35. 0?03o:i82in 


G30383(140fx xr*»n^r.x \p* oi ACllS Sub C Oirr 1 \ t re on Clirtor Ptio>ev 

l.nits 1 2 0202..'6 .nretirg m Oeratur.lt. Pp 169-449 

» ACftO - Adi - 1 SOI g Cor’Mllee on Real lor Safeguards 0'3/02'<^i 
400pp 12J94 U36 Jin Flche 50 4M . 03/02/ 36. B2030304 Oil 


rUCHLT 50-462 ClINTGN P0^F« bTAflGN. t/MT 3 


A App 1 I r a 1 1 OTi/ c ons ( r uc 1 1 on etage doiuirenls S< c orrespnnjor < i 

U20307p 5404 Foru-ards list of art! on s taken since 830115 lf‘Cr#J*i 
involvement in cniitraclot const rgt ^ quality prograais !• 
slrengt^onv»ig OA prograr) 

GfcftSTNF.fl.W c Illinois Pr-xier Co 02 / 02/23 A£PPLi:R. .1 C ^ 
Office of Director 7 p: 12095 092 241 C FUhe 50 461 . 113 / 0 - 

8203030404 


0203080122 Pesponds to Cenprlc Ltr 02-1 Util has nn plans for 
applications or re.^oe«»ts for revioies 

UUwlER'C f. Illinois Power Cn 03/03/02 Tt£>E0CO. P i. 6S' 
Dlvettot for titensing Ip 1215'J V52 24xrnt\® 50 4M.C, 
0203000122 


O30C11lCO0l Cerienc Utr ^2-04 to all licensees of operating p1i< 
applicants for Hi. holders of CP ro u%e of I6P0 SEF^IN 
progi am 

CISEMljr.OO Division of Licensing 63/03/09 ffA*j3f'tfftO A 
Consolidated Cdtsoci Co of Np-^i VoM 2pp 13351 031 34 1 

Fiche 50 000. 03 '03/09. 02031 lOOOl 


0203160336 Fofaiards Uo 1 |9. 'Licensing Rovies' Group (I PoeltIP' 
Papers." covering II of 56 issues 

HOLf^RrHER.D t. Licensing Revteui Oroup II 02/03/12 |1|LII 
Siandar d i ra t i on 6 bpocial Proiects Oranch 2pp 13307 074 
^iche 50 OOO. 02/03/ 12. 0303160336 


--0503160349 ’Ltcenslori Review Oroup l( Position Fagor*. “ VoJ 
♦ Licensing Rev leu OfOup II 62/03/13 35pp 12307 076 
Fiche 50-000.83/03/13.9203160336 


P203330610 Fort.ards background documents ro therr^.sl effluant 
\ \r 1 tat inr s. t er 820310 request Ootur.ent^ clarify issues rt 
fac 1 1 1 ty Cr 

v40_l_ER-0 £ Illinois Power Co 02/03/15 WlV.LlAtlS.J ti 
Detailed Affiliation Given Ip 12389 129. 24X 

Fichb 50- 4M. 82/03/15.0203230610 


E f-RC Safety Evaluation Report cSEftl. suppls S* correspondent# 


8203300106 Provides status oF DER issues Approx 12 open Ibes/es 
remain py 020501 Revised schedule for closing out open <• 
confirmatory SFR issues enc J 

CEIFH.J D tlllxDi? Povier Co a^/03.lV WtULtArtS-H ^'^C 
C. tailed Affiliation Ol van llpp IS446 ??/ 24X 

FlcPe 30-461. oa/OJ.rf- 030^3031 06 


0 Ad judi c 4 tor ij correspondence 


0i'03i70300 Notice of oppeorence in (iruceedtn^ Proof of l".* 
!<OD.:CP- 3 t. Prairie Alliance KOONEP. j L Kodnor. J i-- 
3pf 12313 22P 24 X ftehe S0-46t. 32/03/ 1 1 • 32001 ?0280 


r>o-oi)C)' e«. 


.:o. 


FttM 90 - 46 (. 63/03/243. 9SO'J36009& 


O Intpectton reporki. lb Oullplln» t> i or rea|i ondenc p 


Q2O3M0I37 Advice* that IF Info Notice 1)3 01 . Revi % i on I. "Auilll.irv 
Foodwatrr .Fump Lockout Hooultlng Fron Moo 1 1 nghoute U-3 
Suitch Circuit Nod. ' icao sent to llotpd licensors 

• Region 3. Office of Director 03/03/36 Region 3. Off lie of 
Director Ip 13313 J13 SOX Fiche 30-000. 03/03/36. 03031 lOriV 


03031100/9 Advises that IE Info Notice 03-0.3. "Environ Tests of 
Electrical Terminal Ulocks.' uas sent to listed licensees 
e Region 3> Office of Director 03/03/04 Regtoci U, Ufflie of 

Director. Ip 13313 344 34 * Fiche 30-000. O3/0.T/O4. 03031 lOO/V 


8303190333 Forsiords It Info Natlces 02*04. 'Tatentlel Deficiency ol 
Certain AOAbTAT E-7000 Series Tliro-Oelag Relays" I* 03-03. 
"Increasing FreQuencg of Drug-Related Incidents " 

» Region 3. Dlflce of Director 02/03/lD Co-mncinisea 1 th Edisni. 

Co Ip I3J47 090 34t Fiche 30-000.83/03/10.0303190335 


0303190283 Advises that IE Info Notice 03-06. "Failure of Rteam 
Generator prlr-arg Qlde Hanuay Closure Studs." was sent to 
listed licens ees 

e Region 3 . Office of Director 03/03/13 Region 3. (Iffiie nf 

Dlrettor Ip 12349 200 24* Fiche 30-000.03/03/12.03031902.13 


8303330669 Forwards IE Info Notice 03-07. "Inadequote becurltg 
Screening Programs " No written response required 

e Region D* Office of Director 03/03/16 Commonwealth Edison 

Co Ip I33D0 314 34X Fiche 90-000.03/03/16.8303330669 


8 Reportable occurrences. Lb'Rs t< related correspondence 


0303100399 Interim Part 31 rept re des 1 gn/c on st /I nsp process 1. 
records for 9 af etg-re lated hanger attachments to cable tray. 

Detailed analysis ongoing Review of program ufiderwag to 
determine procedure revisions Citenslon of 90 dags needed. 

OERSTNER.M C tlUnots Puwar Co 03/03/26 KEPPLF.R, J C Reg I on tl. 

Office of Director Ip 13179 039. 34X Flcho 50-461. 03/03/ 1.‘6. 

0303103399 


D303I00333 Updated Part 31 Rept 01-03 re min separation requl reOu nts 
for csrlaln components of 4l60'vott sul tchg ear. | n 1 1 la 1 1 u 
reported on 311003 Detailed analysis ongoing Ettenslon of 90 
dags needed to complete investigation 

GEROThCR.M. C Illinois Power Co 03/03/26 KEPPLER. J 0 Huplun .T. 
Office of Director tp 13189 106 34X F 1 c he 50-461 . 83/03/36. 

0203100333 


C3O33I045? Interim deficiency rept re E7O10 electrode containing 
nonferrous oatl initially reported 830316 Stop work issued 
to cease all welding when Improperly labeled electrode used 
tn ferritic welds Neit rept In 90 days 

Ck'RSTNF.R.M C Illinois Power Co 83/03/11). HCPPLER.U 0 ReRinn li. 
Offlc* of Director 2pp 13454 067 24X Fiche 50-461.02/03/10. 

0303310433 


T Hearing transcripts on non-ant i trust natters 


B3D30303B1 Transcript of ACR 8 Subcommittee on Clinton Power Btotlon 
Units t ^ 3 030329 meeting In Decatur, tl. Pp 1-168 
Supportive isa 1 1 tnc 1 

* aCRS - Advisory Committed on Reactor Safeguards 03/03/33 
30app 13097:322 24X Fiche 90-461.82/02/25.8203030201 


8303030408 Transcript of ACRB Subcommittee on Clinton Power Station 
Units I & S 020226 meeting In Decatur. IL Pp 169-449 
e aCRS - Advisory Commlttae on Reactor Safeguards 82/02/36 
400pp 12094 036 24* F I chs 50-461 . 83/02/26. 8303030408 


COCKET 30-463 FULTON OENFRATINO STATION. UNI I I 


A AppI Icatton/ c onstruc tlon stage documents (> correspondence 


8303090585 Responds to Ocnaric Ltr 03-01. nau applications survty. Ulll 
fas no applicaLlans which would fit into sis catognriss 
Idantlfled in 030113 ltr 

BRADlEv.C J Philadelphia Electric Co 03/03/03 TEDESCO.R L 

Assistant Director for Licensing Ip. 12167 329 34X 

Fiche 90-000. 03/03/02. 0303090989. 


e3«3.l03193 


o:i.:ket 50-464 fu.. iu.9 •OCN'Ratin; fiatio.*;. iaiii 3 
A Ap; I 1 c . 1 C loi. ( or St t jc 1 1 on stays oocunents 6 c 01 r espondeiic e 


d.:03090585 Resp one s to OsiierK Lt' 03-01 new applications sjrvei. Util 
has nu appll.aCiunc wC-ic*. ...uuld fit into sit rat eg or le*. 
loentiiino in 1130112 It' 

DRADLEV. E .1 fh I ladelph 1.1 Llectrir Co O.T/OT/Or TtDESCO. R I 

Assistant Director I ci’ L 1 1 ens 1 r g Ip I.■’I 6 / 335 34 X 

fiche Su-OOO. eO'OJ/O.'’. O.Ti 1090503 


0C0."I300I95 femurs w/ljPI*) Owrri s gioup 030305 ltr re schedule of tj.ilil (; 
073 /- Item It Iv 3 13- uf A.* toeatti Depr ess.ir 1 ta 1 1 on 

ilqstem lAiiU) Logic *.>uppl to original study preposod in 
e30r05 llr will t.e sntntc.-d ciy 830930 

OA.IRUrF.Sl. Ph I l.i()..|(.M.i Ele. trie Co R3/0.T/36 F 1 StfdUIT . I> C 
Division of 1 icensing 2pp 13450 043 24X Fiche 30 -OCO. 83 /o . 

0PO33CO |95 


fi Rnpoi table oc c wt r onr es. lCRs 1. related r ui respondeni r 


8303.230653 tnteri-i ileficlenc, repl re use of lumpec* mass loads M. 
performance nf pipe stress anal ys I s. I n 1 t la) I y reported on 
030114 duality Finding Rept 99-1337 issued 00 030333. 

Identifying discrepant conditions 

t1A/u9. D M uashinyt.in Potlic Poaer Supply 0ystr-> 0.7/03/05 
FAULfit-h-liLflRv. II Rug I nil 3. fUfice of Director 3pp 133R8 IV/. J 4 
Fiche 90-464. 0.7/O.I/t;3. II30.T330633 


CU::Aei 50-466 AiLLNB iIMI.Ck .V„tLEAfl STATION. UNIT 1 


A App 1 1 c at I on/ c ons t rur 1 1 on stage documents 6 correspondence 

0203110001 Oeneric 1 tr 03*04 to all licensees of operating plant., 
applicants for LL 7. holders of Cf' re use uf fl/l*U SEE-IN 
presgram 

flSEMfuT.D C Division of Licensing 83/03/09 HAUSPunO. A 
Consolidated Edison to of flow Voi l 3pp 13351 031 .74« 

Fiche 90-000. 02/ 03/ O'!. 82031 lOOiil 


0303290349 Advises that r.RR bcerd notification policy set forth in N'fic 
Clfc Ltr 19 Policy foltPced so that Ooard Notification 
G3-0n not pruvlded to Li-'erlcf aSLO 

F.CiinENCFR* A Licensing Drancn 3 02/03/26 LtMlii*!) M Hrariny 

□ ranch 4 Ip I.V437 230 24X Fiche 30 *000. 03/03/36. 0303390;i49 


*' -0303010387 Ooard Nutification B3~O0 forwarding info re errors in lIMli 
vessel wioter level indication 

fEOESCO.R I Assistant Director for Licensing 63/03/00 
Atomic Safety and Licensing Ooard Panel 30pp 12437 337 34>; 

Fiche 30-000. 03/0.3/36- 030.T390349 


0 Adjudicatory correspondence 


Q3D3I00376 Proposed findings of fact t conclusions of law on 
radiological health 6 safety issues I. environ issues in 
form of Initial decisions Certificate of process enc I 
OOHERTV, JF Doherty, v/f 03/03/1.3 33pp 13183 090 34X 

Fiche 30-466.02/03/13.0303100376 


8200020069 Older graiiilng IX PIRC 020209 retloti for eitension of tlr.i- 
uptil 830315 to file proposed findings of fact 6 conclusions 
of law No further oitensions will be granted 

UICILFE.S j. Atomic Safety and Licensing Ooard Panel 83/03/35 
Teias Pul. lie Interest Research Group 2pp 13077 239 34X 

Fiche 50-466. 02/03/39. 0203530069 


6203020490 Reply to Intocvenors 830213 proposed findings of fact t. 
cone lus I one of 1 aw Certificate of Sve one 1 

DEU’EY. L S Antitrust Division SLACll. R L Hearing Oranch I 
83/03/01 33 pp 13089 046 34X Fiche 50- 466. 83/03/01 , 83030304 50 


8303040417 Response opposing 0 Marrack Q303I'J motion for review nf 
dates for reopening hearings 6 continuance No Co.mmission 
regulations Or Ato.-Mc Energy Act provtsions require 
applicant irrevocable commitment Certificate of bvc eric | 

NEWMAN. 3 R Houston Lighting 6 Pouer Co NEUMAN, j H 
L Owen St e i n. Newman. Re i s. Ai el rad L loll 83/03/01 Atomic Safety 

and Licensing Board P.inel 6 pp 13114 135 34X 

Fiche 90**466. 82/O.T/Ol. 8203040417 


;:i I 0.>l »et ct I 'it er t a; ator 1 \ for troduction u» 

iJo< ^ vtf'lifwdts jf 0»'< e'>c 1 

DO'OOLr I . A lnt<‘i>urDr« Cun». t . Crif (> ttw ■)otiri«' lfti> ^ 

r.:ic.i( »r -i a Oojgett. s a bti / 03 / 0 'j 0f»«cB of ti.p 

t. • «< .>1 1 t. « t> 1 •■ el t I t2; ill 34 1 34 » 

=’i<hf tij 'Ia;. it:? 'Cj/i;^. e. JTicoi'is 


02 ; 'j 3 f >■> •. t %et of .% % » tubes', for {.TCdot X»o>r of 

dtiio'eocs re li fl nii •'crtenlion J] Certlfirote of Svc e oc I 
rVoOCtl.S A I:. t« I ret «' f Cji-mr oqr.. Oos^el t . (Sr if f t to. Johni Ion j 

. ec'.?! ; .'‘GC. t ■ ! . f. A SA Ui?fC3/Or> H.iufton LlfllitKiy *. 

Co J.ft li 1132 0^)3 .’.IK ritho 30-4 f»G. 02/03/05. 3303100 13U 

02.';}ir0lt? fhirc I’l »r '. c I reyo t or l« i ro fX fTOC Contention 31 I. 

(jjaore# rept rettoi^ iteloted co f r otpiir p eiic e 

COHif •■> J I- Dehor t,.J 33/03/05 nouitor. Lighting t poiii-r (. o 

4>j Or.’ rf< (-iche 50- -iti. 02/03/05. 0203l00l£3 


4 3 Mii I 1 .>T 'or o'Crr jirectir.j orrlliont tc provide f or thtoul nq 
Oocitil IjoJr^i . review irept pertinent tu I'e-olntng 

15%1-e •_ f ' I i r I -• oil' of Jv c i‘pc I fteloced correspondence 
OXi'Lrr’- J I .Xinei t>, -’ r 132/C3/05 nlcniic Soretg end 

liceisi-.g :t-jeri! P.ine I ip Il'IBS 07 1 Tdx Fiche 50-4A/>. 32/03/0:.. 
P^OJiCOli’ 


3C'-33ir0230 Or I r f epposiMg li Alei<>r.der eppeel Frcra A3LP 330112 ortlet 
lerqii) pelirio-i Ic tr*.ervi-ie A-L5 did not ppuse discretion 
in derail. g pititien Certificote of 5vc enc I 
l<C;.‘IAIi, J f. tldjstrr. Ligfl.n; A Pn*«r Co MtWrvpN. J H 
-dweris'.ein rie jnqr., Rf i s- n > e i -ad 1. lol) b2.'03/O5. Atonic Safetg 
and i Icensrr^ Appeal Panel l^pp 12101 107 i'4X 
r IC*-!. ‘.O-g'-fc- »>:*/05.ri5- 0C'.3t 00320 


0203 : sol'll- Wesjorse opf .'si'.g 0 Harraclt Oi'0?lfl motion for reviei. i.f 
dates Ivi Tenpe’.mg hear i*ig L c onf. ti-jain e ASiO tapis 
aotroriti, to order on I i nuanc e vnlil otil 1 rre voc at 16 
co-'it ori inai* Cv-' if irate of ■ivi, ensl 

.'icACe.ii 1. ilearing Otpic'i I 02/03/0'] Atonic Safetg and 

Licensing GoarJ Panel 1 Opp I.7|01 2hP ."idX Piche 50-4AA. 02/0'j/0n. 
0203 Kill'-;!) 


02(731VC072 Answers to f i ' s t set cf Interrogatories re IX PIRIS 
Cnntenlior .)i •- iS.iaJrei -altera Certificate of bve one I 

PUffC: l. 3 t ilousti.r. I iglcinq t Po..-er Cr R02/t;LI..S F. Bahui & 

3otts «.'’/l; 1/D3 Dolertg..! F I5pp 13346 103 24X 

FI cne 3 P Itn. 1 ) 3 / 03 /CO. B 2 (' 3 l‘f 009 r 


3,703 1 302*; 1 le'rrardon f. order denying D .''arrack BSOStS aiottop for 
revieu of dates for reopening Pearlrig t continuance Atomte 
Ehergg Act previsions t/or Co-rni i s alon regulations do not 
-egolre applicant Irrevncatle ccnnitneirt to bullc plant 
IrCi FE. 9 3 Atomic Eafeti; and Licensiivg Ooard Panel 62/03/0'/ 
narrack.O 3p( 1224*7 345 24X Fiche SO- 466. 02/03/C9, B3031 20271 


0207116017b FDr...drCs Aktacheienl 1 lo applicant ansuiers to Dolierly 
first set at i n t errog a I or i es re Ouadrei rept 

B«l7en..e F. Baler Ootti na/OO/Orr glCPHEWn.C n OocVellng U 
services Orarct lOpj 13301 334 34X Fiche 30-466.63/03/09. 

0303160 1 7ft 


G2o3I60i 66 Poor It set of i nt e r rogal or I es re IX PinO Cohlentlnn Ji L 
clualror rept Cerilflcete of Sve encl Pelateit 
cor respondenc e 

DCIitftIV.J F Ochartg.J F 143/03/10 loustoii Lighting L Pouer Co 

9pp 12303 C50 34 < Fiche 30-466.03/03/10.8303160(66 


8303160177 floiicn far p os tpenenen L of 030413 hearing on TX PI(70 Add) 
Contenlicn 3l 8. Ouadr e i -r e I a i ed matters Add I time needed to 
complete ciscuverg Certificate of Sve encl 

DOhEPrr. J Donereg. J F 03/03/10 Atonic Safety and Licencing 

Ooard Panel .Ifp 12303 C06 24% Fiche 30-466.83/03/10.03031601/7 


9303190110 Foriaards table of contents t. citations inadvertent 1 g omitted 
Pro's appilearit 930303 brief in opposition to appeal of R 
Al e lander 

%EJ.iAh>- J 9 Louens t e in- fdewman. Re 1 s. Are trad & Toll * lloustoii 
LlQltlng 8. Posicr Co 03/03/10 R05ENTHAL. A 8 . OUCH. J H , HtPft.F N 
Atoric tiafetg and Licensing Appeal Panel. Vpp 13349 0/6 P4x 
l iChe 90-466. 93/03/10. 03&31'?0* la 


6303I‘90235 Advises that future of facility still under revieu. A5I.P 
lirelg decision ts inpottint factor to e/atuatlon 
Cerlificalo of Svr encl 

'tEWfAt, J ft l-e_en'ite to. Me --lan. Reis, At elrad L loll (lEMMAN, J. Ii. 
Houston Lighting 6 Pos.ar Co 93/03/19 WOLFE. B. J . CHEAtUH. f I . 
LllcEtlBF.4DF.ft. 0 Atcric Bafetg and Licensing Board Panel 3pp 
13346 331 34 X Fiche 50-466. 03 /03/1 9. 3303190229 


'J2rO2S0136 Moll an for subpoena of Quadrer Cot P e-ployees lestihi 
necessary for clear understanding of Broun <■ Root 
def I c I eric les despite util supervision 6 specific slept 
needed to correct 6 prevent problems W/Cer 1 1 f Icate of ilwc 
OOMtfttY-J f Ooherty.J F 02/03/15 Atonic {tafety »n4 tit 

Board Panel .Ipp |3414 069 24X Fiche 90-466. 03/03/ 1 9 iuHl; 


0303230374 Foruarils Oec’'tel prellmlnarg assessment r«pt on 3v«f' 
Kept J Uoherty also being served which renders 030309 
notion for Bechtel Q.jadret Rept review noot U/o encl 
Related correspondence 

ROi/ELi.,S F Baker 6 Bolts ROZZELL.S E Kooston Lightinf 1 
Co 93/03/16 WOLFL.S J . CHCATUM. E 1. . L UjENOERCJEn. O Al:i 
Safety and Licensing Board Panel Ip 12412 186 24V 

Fiche 90-466.93/03/16.9303250374 


0303190352 Response opposing ,i Doherty 030310 irntlan to postpem 
rearing on Ouadrei rept Poherty cannot profit from failure 
to comply l'/ASLB order re completion of discovery by 
postponing hearing Certificate of Sve encl 

REIS. E J Hearing Branch 3 02/03/17 Atomic Safety erd 

Licensing Guard Panel 6pp 13349 I9p 24X Fiche 90-466.8/ 
8303190393 


9303330474 Response opposing J Doherty 020310 motion for postpe 
of 030412 bearings Sufficient grounds not provided to 
justify delay Certificate of Sve encl 

C.Ei.MAH. J R Houston lighting & Posifr Co IvEWMAH. J R 
Louens t e 1 n. Mewman. Re I s. Ar el rad L foil 02/03/17 Atomte B 

and Licensing Board Panel Opp 13303'309 ?41( 

Fiche 50-466. 92/03.' 17.320323047 4 


0303390133 Seventh set of Interrogatories re TX I'lflO addl Ccnlf 
ti Ouadrei ftept eattors Certificate of Sve encl 

DCHERfV. J F noherly.3 F 02/03/17 Houston Light in) b F 

lOpP 13414 357 24V Fiche 50-466.93/03/17.0303990123 


03033309/9 Order scheduling 830412-16 evidentiary hearing to re 
addl evidence In Houston. IX 

WOLFE. S J Atomic Safety and Licensing Board Panel 119/lVJ/l 
12370 332 ?4X flcho 90-466. 02/03/ 10. B203230272 


0303230277 Memorandum 6 order denying J Doherty 020310 muticn > 
postponement of 020413 hearing on TX PIflO addl Contention 31 
b Ouadr B I -re 1 a ted natters Ample time to complete discovery 
given Personal obligations are no excuse 

wDLFC. S J Atonic Uafety and Licensing Board Pandl 02/03/1 
Doherty.. fF 3pp 12370 317 94X Fiche 90-466.62/03/10.03; 


83D3290389 Ansoiers 6 objections to third set of interrogatnr Jsl 
Certificate of five encl 

ROZTf.LL.S E Houston Lighting 6 Power Co ROlTELt-.S E »•’ 
Botts 03/03/23 Doherty. 3 F 26pp 12432 139 24X 

Mcne 50-466. 93/03/23. 9203290399 


8303290401 Ansoers h objections to second set of Interrogbtorli 
Certificate of Ovt end 

R0T7ELI..S F Houston Lighting b Power Co BO/TELL.3. E Ba 
Botts 93/03/23 Ooherty.J F 99pp. 124*37 179 84X 

Fiche 30-466. 02/03/23. 0303390401 


0303310509 Fourth set of requests for admissions re Ooadrax Ri 
TX PIRO Contentlbn 31 Certificate of 9vc encl 
OOKERTy.J F Doherty. vI F 82/03/23 Houston Lighting * 

I6pp 13454 044 34X Fiche: 90-466. 82/03/23. 0203310900 

8203390271 Testimony of FR Allenspatb «• JW 01 Iray per A3L8 010 
order re Doherty renewed motion for addl evidence on TX P|nO 
Addl Contention 31 Ouadrei rapt does not alter previous 
conclusions that applicant technically qualified 
ALLENBPACH.F « Licensee Oua 1 1 f 1 cat I ons Branch. OlURAV.vlH 
duality Assurance Branch- 03/03/24. 3pp- 12420:240 24X 

Fiche 90-466. 02/03/94. 820329027 I 


-8303390272 Response to first set of I nterrogalor leo t, r*gu*s 
production of documents re TX PIRO Contention 31. 

« Office of the Executive Legal Director. 92/03/24 
Intervenors Conn. Com.s| ngs. Dogge 1 1 . Or I f f I t h. Johns ton 
35?P 12429 349 247 F lehe: 90-466, 82/03/34. 0203390371 


--8303390279 Answers to first set of Interrogatories re TX PIP 
Contsntton 3] Certtftcht* of five encl. 

• Office of the Executive Legal Director. 02/03/24. 
Doherty. J F »pp 12428 201 24X Ftcho 90-466. 82/03/24* 

8203290371 


e;03«V0384 t> objofUons to interroget or I es Certificate of ‘jvt 

ei< 1. 

CCPELAf.'O* J C Hoystan Lighting b Power Co COPfLANO. .1 0 Boker b 
(lott* B3/03/S3 Intervsflori Conn. Cuen* inge. Doggo 1 1 . Ori f F I Ih. 

^ohnokon b Lent^er 6pp IS43J? 169 e4X Kiche SO-Abb. 02/03/*^!). 
02O33<?O3e4 


02O331C479 Motion to coirpel tflecoverg fro'n applicant b to postpone 
• vldentt arg f r etentattons at 020412 hearings Applicant 
objioctlone to interrogator l e« unsupported b necessitate 
hearings be delaged Certificate of Svc end 

nC<ltRTV. J F Oobertii.J F 02/03/23 Atoielt Sofetg and Licensing 

Board Panel 8pp 12493 009 94X Flche 30-466. 09/03/29, aP033l047'/ 


9203310536 Eiplalns problent u/tlmlng of filings b TX bar eiam 
COHERft'.^/F Dohertg.O F 02/03/23. LOLFE.O J . CIIEATUM. K I . 
L IMEMBEROER. 0. Atonic Eafetg and Licensing Board Panel Ip 
12431 076 a4X Flche 30-465. 02/03/23.0203310306 


0203310377 Response opposing j Oohertg 020313 irotton for ASLD to 
sutpoena Quadrei Corp enplogee witnesses as A5L1J witnesses 
Aei^vest Is based on nit spare apt I on of scope of reaponed 
bear Ings Cert If Icate of Dve encl. 

RASKIN. O n. Houston Lighting t Power Co RASKIN. D 0 

Lcutns t e I n> Ne w"\an. Pel s. Ak e 1 rad b Tol l 02/03/29. Atomic Sofetg 

ard Licensing DoarO Panel 5pp 12432 Obi 24X 

ricl'e; 30-466. 02/03/29.020331037 7 


0203310330 Reply opposing fx PtR0r0103l3 proposed findings of fait b 
conclusions of law Proposed findings are collection of 
dvsjotntsd thoughts b facts u/no rational sssesseisnt of 
effect on problem or issue discussed U/Cer 1 1 f 1 cat e of Svc 
BLACK. R U Hearing Branch I 82/03/30 I3pp 12432 304 24 X 

Ficbe 90-466. 82/03/30.0203310330 


0 Inspection reports* IE Bulletins b correspondence 


0203160326 Forwards IE Info Notice 82-03. "Environ Tests Of Eloctriia) 
Terminal Blacks" for review 

CCLLlNO. J T Region 4, Office of Director 02/03/04 Public 

Service Co of Colorado 2pp 12307:034 24X Flche 30-000. 

02/03/04, 0203160326 


T. Hearing transcripts on non-ant 1 trust matlors 


■3233293371 Tcsttisong of FR Allenspath b dUOllTpy per ASLD 0101211 
prder re Dohertg ronoued motldn for addi evidence on TX P IRO 
Addl Contention 31.0uadre« rept does not alter previous 
csnclustons that applicant tschnlcallg guallflpd 
ALLEN8PACM. F. B. Licensee Qualifications Drench OILRAV. J U 
Bvalltg Assurance Branch. 82/03/24 3pp. 12428:340 24X 

F 1 c bs 30- 46*. 02 /03 / 24 . 830 339037 1 


--8203390372 Reeponsa to first set of Interrogatories b request fnr 
production of docomants re TX PIRO Contention 31. 
a Office of tbs Eiscutlve Legal Director 02/03/24. 
tntervenors Conn. Cummings, Ooggett. Orlffl th, 3ohnston b Lsmmer 
33pf. 12428 243 24X F I che: 30-466. 02/03/24, 8203290271 


-82032'90279 Answers to first set of Interrogator i es re TX PlflO 
Contention 31 . Cert i ft cate of 9vc encl. 
s Office of the Eiecutlve Legal Director 02/03/34. 
Oohertg* JF 4pp 12420:281 24X F iche : 90-466. 82/03/24, 

0203290271 


Operator Esamlnstlons 


203090347 Comments on Oenerlc Ltr 81-40 re qualifications of 
reactor operators - license eiams 

ROaERteOH. C 0. Houston Lighting b Power Co 03/03/03 
EJ6EHHUT. 0 O Division of Licensing 2pp 12163:334 34X 

FteSe 90-000. 02/03/03. 8203090347 


CCKET SO -467 ALLENS CREEK MOCUEAR STATION. UNIT 2 


Operator Et ami net ions 


S03090347 Coimnents on Osnsric Ltr Bf-40 re qualifications of 
rsactor operators - license sians. 

Robertson. C. O Houston Lighting b power Co. 02/03/02 
EleerHLIT.D O Division of Licensing. 3pp 12163:334 24X 

Ftcha- 30-000. 82/03/03.8203090347 


■s20n040IUI Advises ital Kuo sh eng date acceptabld re suppression pun] 
tsrp limits Unless util Car prove anaigttcnl model zdti be 
sultdtiq adapted Fo" predictirg structural response j. safetM 
rrliel valve tests sust be perFucr-ed 

UCHUENCCR-A Licensing Drench 2 82/02/12 MCOAUQmV. J P 

Mississippi Powei & Light Ct> 3pp 12130 031 24X 

f iche 30-000. 02/02/12. O203C40I0I 


DDCKCT DIN- 50 -4 70 CF.iiOAB SYS I EM 80 

A App I Ic at I on/ c onstruc 1 1 on stage docu*>ents I* correspondence 


02O.331C00I AJdl response to FOlA request for 33 categories of ini umi-nt*- 
re Nt.R£0-0*60. * N9C Alt ton F*ldn ' Forwards Jocuirents listed 

in Apps A. O.C b 0 Info pai tlallq withheld Iref FOIA 
fe'rerptioii 5> 

FELTON. J M Division of Rules and Records 81/00/04 MaODCN. I 

Page. Sc no 1 e r. r I erman. Hags L Handler 9pp 12790 C06 24X 

Fjtho 90-34 9, 81 /00/04. U203010001 


-020301013* 6um*oarlie5 194th meeting on 760*03-09 re SMtSSAR-PI 
hal anc B-o f- p 1 ant design as applied to CESSAR-tlO 
MOELLER. O H ACR3 - Advisory Committee oo Reactor Safeguards 
76/06/1 1 HOwCEM. (1 A ccm.-iiss loners 3pp 12768 290 24/ 

Flche 90-000. 81/00/04. 020.1010001 


0203010150 Ourmarlios in5lh ACRS meeting on 790911-13 re CE63AII-(jO 
KERR. H ACRS - Advisory Coir-nlttee on Reactor Safeguards 
73/09/17 AHnLttS.U A Cormi ssior.ers 5pp 12760 306 34X 

Ficho 50-000. IJI/00/04. 020.3010001 


0201040123 Forwards nonproprietary version of Amend 6 to CE8SA9 T 
Addl amend being prepared for submittal which will 
Incorporate balance of CFSSAR-F changes provided to C-C 
Ul 1000 ltr Table llsllnQ changes in amend encl 

SCI'ERER.A E Combustion Engineering, trie UI/12/21 ttlLIER.O R 
S t andard 1 I at 1 on t Special PrOjocts Branch 3pp (1439 165 l'4x 
Flche 90-470. 81/12/21, 0201040123 


--□20104012* Application for review of Amen*l 6 to CE63AR-F 

WE9T.v( M Coirii.stlori Engineering. loc 01/13/07 Ip 1 1 439 I6(i 
24X Flche 90- 4/0. B1 / 12/3 1. 82010401 23 


--0201040130 AmeiitJ 6 to CE9BAR-F 

a Combustion Engineering. Inc 01/11/30 525pp 11439 16V 24X 

Flche SO-470. □I/I2/2I. 0201040123 


8203090140 QumAary of 830310 meeting w/C-E in Oetheeda-MU re natnrnl 
circulation cooldown C-E schedule for submittal of ltr rept 
re listed provisions will ho suhmllted -althlo wS 

ORinee.C I. Dtandai-dl cat Ion b Special Projects Branch 83/03/18. 
Standard 1 ta t I on b Special Projects Oranch llpp 12145:333 24X 

Flche 90-470.82/02/18.0203090140 


8203080271 Forwards sample environ test rept of type which will he 
generated by use of topical rept on Class tC Qua 1 1 f Ic at I on. 
CENPn-293 Rept withheld Iref 10CfH2 7901 

SCHERER. A E. Combustion Engineering. Inc 82/03/03 EISENHUI.8 0 
Division of Licensing 9pp 12194 171 24X Flche 30-470.83/03/03, 

0303000271 


0303090396 Forwards revised fables 3 2 -1.3 I 10-1 b 9 3-0 to CEiWAR I- 
re safety Class 1.3 b 3 va Ives . mechanical equipment 
qual I f 1 ca 1 1 on reqvt r eiren ts b chemistry b vo 1 control sys 
list of active valves, respec Lively, per 820108 request 
SCHERER. A E Combustion Engineering. |nc. 03/03/03. EI6ENHUI.0 D 
Division of Licensing SRpp 13161 025 34X Flche 30-470.83/03/0:1. 

0203090396 


8303100294 Forwards Conf 1 rcoa t or y Issue 3 for pump b valve operability 
assurance program. Info wl II be Included In next amends to 
CESSAP-F 

SCHERER. A E Combustion Engineering. Inc 02/03/03 EISENHOI.OO 
Division of Licensing I7pp 12179 030 24X Flche 90-470. 83/03/03. 

8303100294 


0303170126 Notification of 020309 meeting u/C-E In Dethesda.MU tc. 
discuss sbmp pH requirement for design of facility 
containment spray sys 

CR1ME8.C I Blandardiiat Ion b Special Projeits Oranch 02/03/03 

MILLER. J 8 Standard 1 lat Ion b Special Projects Branch 2pp 

12339:353. 34X Flche 50- 470. 82/03/03. 02031 70136 



.'ij 1 I I • i*» 
!:4.»:3 r 

* £ 

C I . it L 


e-j» o< Cppr»»<<. r 1 »« ? 1 if- t £l*cdj Heat R«-<>v«l 

l-.r C-f 30 fiSS'-'- ■■ I' retspnte to HRC 

'c -tvf. ii' koji'-eo'iot- »"( S2/'03/04 EISENHU'-tjfi 

i; *>•>»<■; ;; 13165 J33 S*t Fitho 50-470. 03^ OJ/OO. 


e.?03230S60 Foruardi endoroo-oents 66 8. 67 to NElIA folUu 

SINISt.J r> Kar«A 5 MtLonnan. Inc . M «. M Nuclear Contultii* • 
Olv 82/03/19 3AL72WAN. j An 1 1 1 r« s t 6 £ e ono-.! t anal /, ,, S '' 
(UtllltM Finance I 3pp 12410 114 34X Flche 90-393, aj/i,,-’ ' 

8S0325056B '• 


*-e.;e- cl 3 e?fe»*wr»lali 0 r. 5 Oeca^j Hoot fteno-rfal 
Ca;a5;litir4 far -f 't,* 60 fiSf.S 

* k* i*» 9 . Irvt 02/03/04 20pp 13165 124 34X 

Fiete ;•> 47 d o’,03'' 4 330K90168 

. j; /.■'i'-O a:.i«K teat a-tcrrs tc 63.1304 rrcufet for addl Info le C-L 
ira 3 e;^al« <;-» i r 4 tf .,-%entat > on ul I I be provided In 

-e»cr''le4 tc 6*'ll|4 llr 

34Ci.t!*4 )■ p Seal* err Callfcmia Edit on Co 63/03/10 LAlNAli. G F 
Aitifiart Difectc- for Safety Astetinent Ic 12316 336 24 X 

ri'ie tC-4’3 82/Cl: 3 63031/0350 


‘./ 33331 C 17 I ror^/a-ct n.c/'crcpr 1 ©tary vertlcn cf. "Oua 1 1 f 1 c a 1 1 cn fett 
Can for E;e;tPi(al F.lter Aate-tly 

?C*.£KE« A E Co*0i/4tii- Enjireenr^. Ini 63/03/33 EISENrtUl.O G 
r».i»> 0 - ;f -icer.sinj Ip >3423 !3t ■24X F>tPt 50-470- e3/03f?U. 

ere 33131 'I 


©ECovAOi’o ' 0 oa 1 1 f I : at I j'l Teat Rrct fc- Electrical Filter Atte-Mii '• 
• C-.,. to; I neer irj. Inc 63/03/33 9Jpp 124:3 138 IMx 

rur.e 3:. arc. 02. 03/33. 6303260171 


CCCAET STH-30-402 WOLF CBEElC OEUeltATtHO STATION 


A AppllCdtian/canytruCtloo eCage doc>im«nt« t, core»ypondlncl 


6303010028 SNOPFS AUXll-lAnV FEEDWATER OV 8 IEII REUlABlUtIV 8TU0» 
EVALUATION 

nciSCGE. 6 J Sandta Laboratories FIN A--1303 NUREO/CR-24>8 
82/01/31 Division of Safety Technology 49pp. Availetli i. 

NTIS »3 00 130/4 064 34 X Flche 50-000 . 82/01 /31. 0203010013 


0203030200 Sua.ua ry of 020309 meeting la/ut 1 1 s. SNlffpe. Uettlngic.it | 
Occhtel Pouer Corp in Oethesda. MO re control room design 
I'OPniNS.J 8 Licensing Branch 1 02/03/16 Licensing Br *- 1 

lipp 12144 347 34* F t Che aO-OOO. 82/02/16, 8303030300 


0203100118 Su-nmary of 030210 meeting w/utlls & SN0PP8 orgariiallii • 
Roc Vv> > le. MO re Unresolved Safety issue A-49. "Pressurl i*d 
Thermal Shock." 6 applicable FBAR sec t 1 ons Attendee list 
sne 1 

HOPKINS, J 6 Licensing Oranch 1 02/02/18 L Icenslng erf;i ; 

5pO 12191 146 34X Flche 50-403.02/03/16.6303100110 


L J.BC Safei, Eva, vatic/- Pepart ISERl. Suppls A correspondence 


52C3I73I33 Svb-iiCs aSdl InCo re fuel burrup criteria used In 63021(1 
C -E calcvlaticrs per redeese Accu-ulalive 36.108 itLO/ttTu 
;ore average tarsjp -ased tr. fuel turnup criteria SER Open 
V'.e-. 2 L Canf|»eacjry Its.s 4 should be clbsed but 

ECr-£flf.« A C Cc-bvstion Engineering, Inc 63/03'll EI6ENHU1.8 0 
Clvisun sf Litens.-ng Ip l23l5 353 ?4 X Flcka 50-470,83/03/11. 

ecC317/153 


r Jttlity Firai Safety A-iatysis Report (f9Afi» A amends 


03OIO4OiE3 Fnruardt nonpropr 1 etary version of A.nend 6 to CESSAP F 
Add! a-aenc teirg prepared for subrlttal i-hlcli ui U 
ircorparale balance of CESSAR-F c'-anges provided in C-E 
8110C8 Itr Table listing changes in amend enci 

iCHEPtfl-A E CbmcvStion Engineering. Ire 61/13/31 MILLER,.) II 
Star dari I lat I on L Special Projects Branch 3pp 11439 163 24* 

Fn5t 50. -470. 01 / 1 3/31. 0301 040120 


--erCI040l26 Application for teviej of A-end 6 to CESSAR-F 

bEST.jm Combust ion Engineering, inc 61/12/07 Ip 1 1 4'J9 IfaJi 

34i( Fiche 50-470.81/13/21.0201048133 


--630I04O1SO A-end 6 so CESSAR-F 

» Corbvsticn Ergtneerlog. Inc 61/11/30 SaSpp 11439 I 6V 24X 
Ficre 30-470.81/12/21.0501040133 


0333090390 Responds to 020301 Inquires on OL application re atciii i: 
fee 1 1 i ty. sale of firm A non-firm bulk posier.utll 
rel labl 1 1 ty. p lannirig for future load grouth A acquisition pf 
flr.-s A non-firm power supply 

HANiiON. 0 £ Kansas Municipal Energy Agency 83/03/92 SKJELSl 
Antitrust A Econoirlc analysis Oranch (Utility Flnencel 3pt 

12133 300 24* Ficho 30-482. 82/02/22. 82030 90370 


8203100068 Notification of 820303 meeting u/utll In Bethesda-flC It 
discuss matters re seismic site-specific spectra applicable 
CO fac 1 1 1 ty 

1'.0Pis 1M3,J 0 Licensing Oranch I 62/03/34 VOUNOBLOOB.B J 
Licensing Oranch I 3PP 12191 197 24X 1 I che 90-402. e?/C2/<'i 

020alQ006« 


6303020644 Foruards revised FSAR pages, per util commitments tP Wt ii- 
structure A technical resources review team during 820116 
visit Revised matl will be formally 1 ncorporated Into F 6 AR 
Revision 9 

kCESTER.O L Kansas Oas A Electric Co 82/03/25 OENTON.M 4 
Office of Nuclear Reactor Regulation, Director. 16PP- 13063 111 

34X flche 50-403. 83/02/39. B303030644 


0203030470 Advises that Revision 4 to OA program for design A cd*»t 
being sent to UP Haass.OA Branch. per util BI1134 response 
to NRC 810901 request for addl info 

SEIRFM.S. J Standardlied Nuclear Unit Power Plant System 61<Tl - 
OEnTON.k R Office of Nuclear Reactor Regulation. Oirecter if 
12096 031 24X F I c he: 50-000. 62/03/01 . 6203030478 


OCCKET 93-471 pilgrim 7.UC(EaR PCUFR STATION. UNIT 2 
A Applicatidn/construccion stage documents A correspondence 


83031IC001 Generic Ltr 03-04 U all Uensees ot operating plants. 
dfClUantt for Ol ^ ^cl^er» of CP !*< of INPO SCE-IN 

EJSENHuf-D 0 Olvision of Licensing 83/03/09 HAUSPURO. A 
fcnsolidated Edison Co of N*u Vorl SWITTER.D C Connsettcut 

Consumer, Po„»r Co 3pp 
12391 031 34» Ficse 90-000. 03/03/09. 03031 IO(XH 

F Security, red, cal. emerganc, A fire protection plans 

6393590333 Ac I reieipt of response to 630203 ltr Requests NRC 
evaluatiin gf revised emergency plans A any addl public 

emir^rt'y ptanr"^"''"*’”"* ‘ «« concerning 

m°!s^n*"'*i PassachuseCts. State of 83/03/19 GRIMES. 0 K 
Olvision of Emergency Preparedness It 13413 136 nay 
FI Che 30-393 83/03/19.8203350333 


J Insurance A ineemntCy informattc 


®'6r^”EL'rp:i::y":?!;aa^'"‘ ® ^ 

mv‘®‘e3/M/ir''sAL17rly'“?" I'‘^ ' " «•"««' »«4r Consultants . Inc 

■ ■'^Mo"o;r“‘^,5 F:ren‘o-r9*3!siiS3/;r 


6303040355 Forwards updated bearing capacity safety factors t 
settlements for ESWS pumphouse Enel Info incorporated Into 
OU application A wl 1 1 be incorporated Into FSAR Revision 9 
H0E3TER.H R Kansas Oas A Electric Co 02/03/01 CENTON.R * ^ 
Office of Nuclear Reactor Regulation. Director 4pp. 12119 C*- 
34X flche 30-463. 83/03/01, 0203040355. 


6203100477 Application to amend License CPPfl-147 consisting ol cf**'* 
to FSAR re pipeline hatard analysis Updal^a will be 
Incorporated into F 8 AR as Raviston 9 

H0E8IER.0 L Kansas Oas A Electric Co 83/03/05 L 

Df 1 1 c » of Nuclear Aaactiir R^gul^itione Oirtc tof . ^PP- 121®^ 

24X Flche 50-482. 02/03/09. 8203100477. 


8303110001 Oonerlc Ltr 02-04 to all licensees of opsrstlnt pl*’**’ 
applicants for CIL A holders of CF re use of INPO 8 EE-IN 

EISENHUT.OO Division of Licensing 83/03/09 HAO8PUR0-A 
Consolidated Edison Co. of Nsu York 2pp. 12291 031 34* 

Flche. 90-000. 62/03/09. 02031 10001. 


8203120168 Advises that NSSS sotpolnt methodology appll** 1* 
West Inghouse reactor protection sys A E 8 F actuation sys 
Uestlnghouse does not supply radsiaete alarm monitoring sys 
for Shupps plants 

PETRICK.N a Standardlied Nuclear Unit Power Plant Syste# 
62/03/09 OEnTON. H H Office of Nuclear Reactor 
Director ip 12346 190 a 4 X Flche : 30-000. 82/03/09. B303>^ 



8233190184 Requeita poriri^^ton to use AGhE Section III Ooller & 
Pr»*»ure vessel CoJe Winter 1981 ai<len4a Subsections 
MB*443A t» nO- 4436 re tnstellatton o< sttocbrvents to piping 
9ifS after testing prior to ICCFHSO 99a incorporation 
PfiTBlCK/N A Standerdiieo Nuclear tlnlt Pouer Plant Systor 
82/03/09 DENTON. II tt Office of Nuclear Reactor Regulation. 

9l rector 9pp 12946 102 24* Flche 30-000.02/03/09.0203120104 


6203130090 For-iards response to Essei Carp independent pr e I I'D! narg 
design essessnent of si te-spec I f ic control rooe. panelo 
RI.OI3 RLOI4.per NL'nEO-0737. 1 ten I 0 1 Info ul 1 1 be 
ircorpora ted Into CL application Affidavit enc 1 
POESTER.O L Kansas Oas t. Electric Co 02/03/10 DENTON. II R 
Office of Nuclear Reactor Regulation. Director Itpp 12237 j 92 
24* Flche 30-402.02/03/10.0203130030 


020316^196 Forwards F9AR revision providing info re spont fuel pool 
liner plate. per etaried-up Page 9 l-il u/insart encl Info 
ulll be Included In neit FOAR revision 

PETntCK.ti. A StaniJarPtied Nuclear Unit Power Plant Tlgster. 
62/03/12 OENTCN. H R Office of Nuclear Reactor Regulation. 
Director 3?p 12301 237 24* Flche 30 000. 02/03/ 1 2. 02031 601 96 


8203170102 Provides const progress update per 810329 Itr No chanpos ii. 
const schedule trade Const coirpletlon t fuel load scheduled 
for Dec 1983 

CAOMAN.If K. Kansas Oas 6 Electric Co 02/03/12 OENTaN.II R 
Cffice of Nuclear Reactor Ragulallon. Oiroc tor Ip. 12314 113 21X 

FicSe 90-402. 02/03/12, 0203170102 


0203300320 Sui-sarg of 020303 neetlng si/utll in Oethesda. MO re seleaiic 
site specific spectra 

•iOPKlNS. J n Licensing Oranch I 02/03/13 Licensing Qrancli I 

Ipp 12462 113 24* Flche 30-482.02/03/13.0203300320 


B203220217 Foruards listed rovlsod responses to NURCO-0737 lte<r 1 I) I 
ra control raosi design rovievs.per 020209 raetlng I ten 6 33 
resolved 

PEIHICK.N A Standardlied Nuclear Unit Power Plant Sgstem 
62/03/16 OENTON. H R Office of Nuc lear Reactur Regulation. 

Director 39pp 12363 104 24* flche 30-000. 02/03/ 16. 020322021 7 


8203220221 Foruiards repts 6 procedures re llraestarie so I u 1 1 onlng . OHO 
den fttltng test 4. naln dan monitoring program, in response 
to revised FOAR questions 6 request for addl Info Eric 1 Info 
Incorporated Into OL application 

kOESTER.O L Kansas Oas << Electric Co 02/03/16 OCNTO.N. M H 
Office of Nuclear Reactor Regulation. Director 0pp. 12339 296 
24X Flche 30-402,02/03/16.0203220221 


--0203720223 -UHO Fill Special Procedure." Revision 3 

BENP-liS.S U . ROQERTS. J 0 Kansas Oae <. Electric Co 00/11/13 
30pp 12339 304 24X F 1 che 30-402. 02/03/1 6. H20322022I 


--02O322O228 ’’Nuclear Baf e t g-Re la t ed Engineering Oeta Coo'pllatlon Par 
Ualer Control Structures at Wolf Creel Late." 

s Sargent 1. Lundg. Inc 8L-383I 81/04/03 130pp. 12339 33t> 

24X rich* 30-482.82/03/16.0203220221 


— B20322023S "Engineering Data Compilation for Molt Creek Labe " 

a Sargent (. Lundg. Inc BL-3030 81/04/03 30pp 12360 167 

24* Flche 90-482.83/03/16.8203220221 


- -8203220244 ’’Final Rep t. Survel 1 1 anc e of Earthuiorb UHS K UH9 Dan “ 
CONPOr. P U Danes 4 Moore 07699-035-07 01/00/31 44pp 

13360 330. 34X Flche 90-402.82/03/16.8303220221 


6203300163 Subnlts revised schedule for co.-ipletlon of PUR lEPRtl plant 
specific repts re relief L safetg valve testp.per NtJREO-0737 
Item 11 0 I Oenerlc testing progran rapt util be submitted 
9g B20401 t< block valve qua 1 1 f 1 c atl on bg 020701 
PETRICK. N A. Qtendardt ted Nuclear Unit Power Plant Sgstem. 

02/03/36 DENTON.H R Office of Nuclear Reactor Regulation, 
Director 3pp 12449 190 24X Flche 30-482. 02/03/26. 0203300165 


8203300241 Bubnlts addl Info re eeisnlc design margins In plant 
structuree (> conponents assuming site specific response 
spectra loading. Info util be incorporated Into FBAR. 

KOEBTER.O L Kansas Oas b Electric Co 82/03/26 OENTON.H It 
Cffice of Nuclear Reactor Regulation. Olrector 12pp. 12446 071 

24K Flche 30-402.02/03/26.8203300241. 


C. Utllttg Environmental Report <ER). amends I. correspondence 


8203300087 Forwards revised F8AR iratls re Ident i f lea C 1 on of safetg- 
related struc tures. sgs b components b wave runup 
protection updating environ rapt. Updated annual liquid 
effluent releases from mlied bed resin also end. 

KDESTER.Q. L Kansas Oas b Electric Co 02/03/34 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director Spp. 12446 L’80 
24X Flche: 30-402. 02/03/24, 8203300007 


r. I, PC Uf aft/Final Er w : -onnerta I btat emctits . supple b C orrespondanc i 


n20302O'7C4 Cor -sen is on CF9 tMX)EC-O070> 

URD-N. R.U Ars,.Ut’pt of 82/02/10 YOUNGBLOOD. D J Ltcensii.g 
firanch 1 Ip 1308’’ 2i’C 34« Fich® 30-402. 82/02/ 18. 0203020 704 


3203010209 Off bis nr. cos.-ieuts on DEK for facllltg 

IIPPIF. J W Agr IC ■■ I t.jr e . Obft of 82/09/19 Y0UNaBL03D. 0 J 
Licensing Oranch ( U 120/0' 303 34X Flche 50-402. 02,02/ 19. 

8203010203 


0503030375 Subuts cu-s-encs cn NUKEG-OB78. 0E6 for fdCllltg Raspoiise 
tc questions tequeste.1 

HIPP.L « Affiiiatian unino.n 02/02/52 Division of l.iceiistuk 

Ip 12093 I 00 24 » Fir he 50-482. 02/02/22. 0203030395 


82C308047? Comr-euta on UEB. NwR£O-CU70 re operation of facility b 
e’.aluatiorv of put lie health b safetq Impacts 

vfLLFCRIii. J C Health b Huran Services. Dept of. 82/03/0.7 
HCPKtNS. J Division of Licensing 2pf 12137 234 24x 

Flche 30-402. 02/03/03. 0203080472 


0203090366 Contests stath-ionls In DCS .s i n iisi i i ug I and -use c onpo t, 1 1 ii.n 
change to surrounding area- potent la 1 for negative 
radiological Impact to vege ta 1 1 on. ui I d 1 1 f e b thermal, 
chemical b rad I a log I '.a 1 *ollutton t. cooling tale 
COA9. C II Southutnd Plannti g Bervica 02/03/03 IIGP/INS-J 
Olvlslun of Licensing Ip I3I6I 033 24X Ficho 30-402. 03/03/0;i. 

□20.1090366 


0203160415 Discusses Issues u'lich should be addressed In CES. includlop 
reactor vessel embr I 1 1 1 e sen t. r aduas t e disposal b cost of 
dec om.'n l s s 1 on I ng 

JAMIESnN.OH AfFillallon Unrnoun 02/03/10 KUPKINa.J Olvisioi. 
of Licensing 4pp 1230 4 001 24X Flche 30-482.02/03/10. 

U201IA0413 


’3203170009 Comrents on LEO Ocestlons raised re radiological 
consaq none es on water supply cost of operation b e'pergency 
pr epar c drieso 

MCQRC. A Affiliation Uribnown 02/03/10 Division of Llcencinq 

3pp 12113 106 24X Flche 90-402. 02/03/ 10. B203 1 70009 


8203220210 Cod-nents on N..RCO-Oa70. UCS for facility Recomsends Fdi 
be delayed until feileral repository Is In operation 
MILLS. C Kansans For Oensible Energy 02/03/10 ARC - Ns 

Detailed Affiliation Ol/en lOpp 12361 241 24 k 

FIcho 30-402- 02/03/10 0303220218 


U303I70I9I Advises that OES processed by KS Ulv of Oudget Propor.rd 
project does not adversoltj affect state plan 

CONROY. A D Kansas State of 82/03/12 II0.‘’KIN5, J Division of 

Licensing 7pp 12.313 346 24x Flche 30-402.02/03/12.8203170191 


--02O317O194 Com.->ec>ts by KS Fish b Oame Commission on DEB 

HANfUtCK.D Kansas. State of 83/02/25 Dlvlslcin of Licensino 
3PP 13113 352 24* f’lche 30-402.92703/12.0203170191 


0203170269 Comments on UES Requests City of Laurence be 
included in emergenci| preparedness plan re ordinance to 
control tt monitor transportation of radioactive metis 
ultnln city for safety of rasldents 

FdANCISCO.n Lawrence. K8. 03703712 Division of Llcerislnp 

2pp 12313 187 24 X Flche 30-482.82/03/12.0203170209 


6203170312 Subnlts lint tad generic evaluation of OE0 to assist in FLU 
preparation Statem.ent does not contain detailed 
descriptions of raduaste treat’sent sys Final EtS should be 
ulthPeld pending BER issuance 

IIAJINIAN. C H. Envl r onsontal Protection Agency 02/03/12 

YOU.’lOOLUOO. 0. J Licensing Drench 1 4pp 12320 110 24X 

Flche 90-482. 02/03/12. 8203170312 


6203220200 Com-ients on OES for facility OEB urltteh ui/no regard 
to TSforihs advocated by Kom.sng b Rogovln ropts 
License should be defiled 

DAN’09. 14 bi. Affiliation tin ie noun 82/03/13 Division of Licensing 

3pp 12362 291 24X Flche 30-402, 82/03/ 1 3, 0203220200 


0203230317 Com.n«nts on facility EtS. NRC should not Issue OL until 
qualified persons arc involved w/pre 1 Imlnar g repts. Info ra 
health effects on h umans. animal s. aqua t Ic life b environ 
con taml nat loo Is lacking 

VAUGHN. R Affiliation Unlnown 09/03/14 HOPKINS. 3 NRC - No 
Detailed Affiliation Given Ip 12302 126 24* 

Flche 30-402. 02/03/14,9203230317 


0203220137 Foru/ards comments on OES <NUREO-O07G) 

KOESTER.O L Kansas Oas b Electric Co 82/03/13 DENIUN.H. R 
Office of Nuclear Reactor Regulation- Director 9pp 12361.219 
24* Flche 30-482. 02/03/13. 8203220137 



; jr.ra?iit4 or DfS. M.»<}EC“0D78. "I. of> 9 -■ rarrv Hea 1 til 

■. oi »»H jrr ; e-j t Fi.vi'oi » ifiac ? of Fcilolated At c 1 1 «r t s • Wo ! f 
( '■ooi I •• 

lOI/'SIE* W A Terin »i| I va*! I a Statu Univ R2/03/’l5 0lvl4H)l« of 

Litenfin; 5jp l.ajf.2 l.'tO 20> FliOe 30-4 03. U2/037 » 5. 82032 aOI HO 


C I.RC Sa^ctij EvaloatloA Haoo-t tSEft>- aoppls tr c ocr r 4p0Pd«nc e 


820310^-403 l/u:«>it 4 aJ.1l »«fo >> rsvt^ed mpcoios to N‘*C o<,e»tion 6 on 
oroA SC4 ite.a 4 we 4 af o t >, -r o la 1 00 ptroctures contTollod OA 
projrai”. letr 0 3 of -io-> t t or i r 9 mOino t reactor pou«r level 
platoav Irfc tL I 1 I bO intorpciotoo into 8 evi 4 ion O to FGAR 
KCESIt“.G L Paisav Ca» t Electric Cc U2/03^03 OENro.N.H U 
Offica ^o:lear Reactor Rc 9 ulati on. Oirec tor lOpp 12164 34^ 
24* It -402. 62/03/05. 8303:00403 


3203160249 Foruardt info to t lose out 6 ER open iasuet r* procednte 
revieo I- liquid sanrer terra Info mil] te incorporated 
11 to FSAR SrciatoT R 

rOCSlEfi-O L Haneas Was % Electric Co 02/03/12 CEHTCR.H It 
Office of f.jt lear Koacter Re 9 ulatton. Director 9pp 12299 0/0, 
34* Firhe 10-402 02/03/12.8203160249 


Seturiti). medical. emeiQencii S. lire protection plans 


f Jt 1 1 I tv Final bafetij Ai.alvals Report <F3AR > 6 areeda 


6203020634 foi'jiarde Re/isiori B to FF.AR Revision ..ill be tneoepo voted 
into arencs tc 0 - applications 

PETRtCA.N A Standardiied Nuclear Unit Poi/er Riant Sipster 
02/02/23 DEeiIGS.M R Rffice of Nuclear Reactoi RoQulalion. 
Director 2p p 12079:057 24* Fit^e 30-000.02/02/23.0303020634 


8203020434 Forwards Revision f) to FSAR adden j em Re v 1 1 Ion Includi-r. 
responses tc requests for add 1 Info re OA. Financial 
Rua 1 i f 1 C at ion s. qeo t oqg t. geotechnical engineering Sve list 
epc I 

fOESTKR.O L Kansas Oas «• Electric Co 02/02/26 OENFO.'f.H 1C 
Cffice of Nuclear Reactor Regulation. Director 3pp 12094 l&O 
24* Ficbe 30-402.62/02/26.0203020434 


4ntit-jst correspondence 


i;2*J.3350?l / Resppnos tC B2C20I req.-est for info re aiittlru 
conditluns of CP 

MU<in-LLAfO. J ic Kansas Electric Poaei Cnrp. Inc 82/02 
SKJEl.ri r> Antitrust 6 Erenoe. 1 ; ana I qs Is Dranch (Util I 
i’pp 12136 156 24* ficbe 90- 402. 02/02/22. 020303021 7 


0 tnspeitloTi lepprts. IE Bulletins 6 correspondence 


0203050374 for-.-ards IE tnsp Rept 30-402/82-02 un B20I10-2: 
none '.'p I 1 anc « neted 

SEIOLE.W C Division of Resident. Reactor Rrojott t Elu 
Rrogra-'S Or'/O.^/Oa KOCSitH.C L Kansas Oas 6 Electr 
13132 302 24* Kirn© 30 4112. 82/03/00. B203050374 


-0303050370 It lisp Bept 30- 402/03-02 on 020110-22 No no, 
note! lajor areas Inscected const at 1 1 vt t 1 os. s 1 te too- 
observation of aork t reviev of records 
JO‘i\SON. C E . HALL. R E Division of Rosident. Reaclp- 
Fnoineerinq nregra.-.s 03/O."‘/O4 3pp 19132 204 9 

Ficne 90-48; , 62/02/011. 6203090 3 74 


0203050443 forwards Rovislor I to IE Info Notice 02-01. 
Feedvater Pump Loci,oi.t Resvlttnq From Meetinghouse U-3 
Suites Cticuit Mo"!. • i./;orrected Figure 3 6 table 1 
C 0 I. 1 . 1 N 3 . j I Region 4. Office of Director 02/02/36 
Service Co of Cclorade 2pp 12134 130 34X Ficho 31 

02/02/26. 050.30304 45 


0203160336 For-*ards IE Info .Notice 09 03. Environ Tests , 
lerrinal Ulocvs" for revleu 

CCLLI'.S- J T Fleglon 4. OFfice of Directur. 82/03/01 
Service Co of Colorailo 2pp 12.307 054 24* Ficho 31 

05/03/04. 0203160336 


320316036/ Feruards IE Info Nutlce 02-04. 'Potential Deft, 
Certain ACAOlAT E-7000 Series Tino-Uolag Kolags-" fc IE 
Notice 05-09. ••Increasing Froquoneg of Drug-Related 
Ire 1 cent s " 

COllINS. 2 F flsglen 4. Office of Director 82/03/10 
Service Cu of Cclorodo 2pp 1230U 097 24x Plche 51 

82/03/10. 0203160367 


0203190333 Forwards IE Info Notice 02-06. "Failure of Bte, 
Primarg Nanuag Closure Otuds 

CO.LINS. J T Region 4. Office of Oirector 62/03/12 
Service Co of Colorado 2pp 12349 204 24x FIchs 3i 

02/03/12. 0203 190.331 


0203230270 Forc,ards IE InFo Notice 02-07. "Inadequate 8 eci 
Screening Programs * 

COLLINS. J I Fleglon 4. Office of Director 02/03/16 
Service Co of Colorado 2pp 12.378 334 34X FIchs 3( 

02/03/16. 02032302/0 


8 Periodic operating reports 6 related c «r r c spondonc 0 


0203240253 Foruatds "Nakoup Ocreenbouse Imp Ingeoron t floniti 
Nov 1980-80 t 1901 

KOESFER. 0 L Kanoas Oas S. Electric Co 82/03/19 OEN 
Office of Nuclear Reactor Regulation* Oirector 2pp 
24X Flche 50-402- 02/03/ 19. 8203340293 


'*—0203240257 '*Na|ieup Ocroenbuuse Imp 1 ng emefit Monitoring It, 
Oct 1901 

lewis. R F . WCOD.G R . SCfMEtOER.M A Kansas Oas t, F. 
82/03/19 67pp 12393 319 24* Flche 30-402.02/03/ 


0202250350 C 3 -r,er*s sn DES Coustg snojld te included in er.ergepcy 
craparedness old'' fn" plant 

LEC'IARO.P Douglas Ccnnlg, KQ 82/03/15 Olvltion of Licensing 

Ip 12363 199 24* F'l;"« 50-462. 82/03/ 1 3. 020.3250330 


6203250465 Fip' esses cameri, u/ anar suer e d questions tn EI8 

riC/v-LO«OM T Af filiation unkncun 02/03/13 HOPKINS. J OFFice iif 
Net .ear Reactor «e;ul.itiar. Dtiector 2pp 12411 043 24X 

r IC so. 50-48.3. e2/C.2/13. Ei2';32 5046 5 


G203I002BQ Feruards util understanding of resolution of Issues raised 
at NPC 62C2I 7 4 16 serurstg -eeting Also for.uarcs list of 
attendees Enrl« uitt.r.eld iref ICCFB73 311 

RAIriBJN O P Kanv.is Gas 6 Electric Co Q2/03/04 HCPKIN5. J 
Office rf N/clea" Reactor Regu 1 at Ion. Oirector Ip 12179:042 24* 

flche 50-403.02/03/04.6203100386 


02 O 3 l 7 CO‘ 7 f. Denies 620133 request for 1 -gr general eitonsion for 
I-p 1 ement a 1 1 on of lOCFW/J ;*i Reguest foi delag In 
i-p 1 emeot I ng specific r oqu I r ee.e n ts mag be r esutnl tted. 

YCL'tiGDuFOD 0 3 l icenstrg Dranch t FiD/OO/Gn KOEBTER.OL Kansni 
Gas 6 Electric to 2pp 123.17 126 34 X Ficho 50-402.83/037 011. 

0203170096 


--6303020641 Revision 0 to FBAn. 

« Standard 1 tod Nuclear unit Power Plant Sgste.-. 02/03/20 600pp 

12079 059 34X Flche 50-000. 62/03/23- 8203030634 


— 0203020436 Revision 8 to F 8 AR addondum. 

* Hatisas Oas t, Electric Co. 81/02/28 390pp 12084.163 24X 

Ficbe 30-482. 83/02/,76. 8203020434 


0203100330 Forwards Revision 9 to PSAR 1 ncorp orat 1 ng c odim i tmen t & to 
NRC Mgi Structure 6 lochnical Resources Review lea- 
/□ESlFfi.G L ptansas Gas t Electric Co 83/03/09 OENfON.Il II 
Office of riuclear Reactor Regulation. Director 2pp 12185. US. 
24* Fiche 30* 402. 82/03/09, 8203100320 


--6303100391 Revision 9 to FSAR. 

« Kansas Oas 6 Electric Co. 82/03/05 44pp. 19163 127 1>4X 

Flct.e 33 -403. 02/ O-I/OS. 0203100320 


3 Reportable occurrences. LERs 6 related correspondence 


6203050344 Interim deflclencg rept ro terminals In main ci 
Initlallg reporteU 020126 Electrical 6 mechanical test I 
completed to dotermlno voltage drop across suspect crimj 
ter'nlnals Final evaluation rept eipected bg B20409. 
K0E51ER. 0 L Kansas Oas & Electric Co 02/02/26 MAOI 
Olvlslon of Resident. Reactor Project 6 Engineering Pro, 
13134 241 24X Ficho 30-402. 02/02/36. 02030 30344 


8203030429 Interim deflclencg rept re nuclear coatings in 
Purchase order issued for testing of coatings bg third | 
consultant Results to be submitted bg 820423 
KGEaiER.G L Kansas Oas 6 Electric Co 02/02/26 NAD! 
Otvtslon of Resldont. Reactor Project 6 Engineering Pro, 
12136 310 24* Fit be 30-402.02/02/26.8203030429 


@303190343 lntfrjr» jvPlctencg ropt re UVAC duct 4i>pp or t». i ni t le 1 1 g 
ttportPd 630303 Surt^arg schPdut* tor ongotng action* (> 
pTogran •titancp'ncrtt* encl Tlnal rept eipsctad bg 630703 
fCESTCR. O <- Han*a« Oa* t> Eire trie Co 03/03/11 SEiOLE>U C 
DWltion of n»«ldent. Reactor Project (• Eng tneer inq Prograirt IVpp 
13349:333 34X Fiche 30-403.03/03/11.6303190343 


0303190330 Final deftclsncg ropt r» undertlted Plllot «OCtst teold*. 
initially reported 000930 Personnel retrained Idelds util te 
rewor I ed 

HOESfEfl. 0 L Kansa* Oa* «. Electric Co 82/03/13 seinLE.W C 
9e{ion 4. Office of Director &pp 12349 336 24X 

Flcre 3D-4B2, B2/ 03/ 13.0203190330 


C3CKEF HIN-»3-4B3 CALLAWAV PLANf, UNIT 1 


A AppI lea t ton/construction stage document* b correspondence 


6203160173 Respond* to FOIA request for procedure* used In 
'Calculations of Reactor Accident Consequences (CRAC) " 

Forwards description of Reactor Safetq Studg Consequence 
Hadel tCOHOI 

FELTON.U t1 Division of Rule* and Records 01/11/23. 0ACKU3. h A 
aaclus, R.A Ip 1233B 223 24X Flche 30-403.01/11/23.0203100173 


— 6203180177 Second draft repl presenting results of accident anoigsic 
• NRC - No Detailed Affiliation Oiven □1/00/22 70pp 
12339 021 24X Flche 30-483.81/11/33.6303100173 


62030IC02Q 6NUPP8 AUXILIARY FEEDUATER SYSTEM RELIABILITY OTUOY 
evaluation 

ROaCCE. 0 J Sendla Laboratories F1NA-I303 NUREO/CR-2430 
62/01/31. Division of Qafetg Technologg 43pp Available at 
■gflB 43 00 12074 064 24X Ft Che. 30-000. 02/01 /31 . 0303010020 


B203030200 6umniarg of 020209 tree ting u/ut 1 1 s. ONUPPS. blest 1 nghouse 6 
Bechtel Rowor Corp In Bethesda. MO re control room design 
POPKINS. 0. Licensing Oranch 1 02/03/16 Licensing Branch I. 

Ilpp 12144 347 24X Ft Che 30-000,02/02/16.6203030200 


B203010DA7 Responds to Osnerlc l.tr 82-01 re neu applications 
artlclpatod for *ub*<lttal prior to 841331 Util anticipates 
hc add I appit cations or roqusst* for T«vt«u during sub j tlm* 
frame. 

CAPONE, out Union Electric Co 02/02/22 TEOE8CO. R L Assistant 
OIrectO'r for Licensing 2pp 12069 020 24X Flche 30-4 03.03/02/32. 

92030 1006>7 


6203050247 Advises that util considers license condition re visual lnt.p 
cf control rods et refueling outages unnecessary Reactlvttg 
uorth check* proposed to assure adequate mechanical b 
iLClear performance bg hafnium control rods. 

ECnsELL.Ci F Union Electric Co 02/02/23 DENTON.H R Office of 
f.'LCltar Reactor Regulation. Director. 4pp 12136 237 24X 

Flche: 30-493. 82/02/23. 820303024 7 


8203030478 Advises that Revision 4 to 8A program for design b tons! Vs 
being sent to UP Haass.QA Branch, per util Q11124 response 
to hiRC B10901 request for addl info 

ECtHEhi. S. O StandardlTed Nuclear Unit Pouar Plant Bgstam. 02/03/01. 
DEhTON. H A Offlca of Nuclaar Raactor Regulation. Director. Ip. 
12096 021. 24X Flche 30-000. 82/03/01.8203030478 


8303110001 Oenarlc Ltr 82-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use of INPO 8EE-tN 
program 

EIBENHUT.D. 0 Division of Licensing 02/03/09 HAUSPUflO. A 
Consolidated Edison Co of Neu York 2pp. 12231 031 24X 

Flche: 30-000. 93/03/09. 83031 tOOOt 


0303120166 Advises that N689 setpoint methodology applies to 
Nestlnghouse reactor protection eg* b E8F actuation eg*, 
hestlnpboue e dots not tuppig roduaste alarm monitoring sgs 
for evuPPS plant* 

PETRtCA.N A Standardliad Nuclaar Unit Pouar Plant Sgstem 
82/03/09. DENTON. H R Offlca of Nuclear Raactor Ragulotton. 
Diractor. Ip 12246: 190 24X FI c he : 30-000. 82/03/09. 8203120 168 


02O3I2OIB4 Requests permission to Use a 9HC Section III Boiler b 
Pressure Vestel Code Winter 1981 addenda Subsections 
NB-4436 b ND-4436 re Instellatlon of ettechmsnts to piping 
dys after tatting prior to I0CFR30 93a incorporation. 

PETRtCK.M. A Btandardliad Nuclaar Unit Power Plent System. 
02/03/09 DENTON. H R Office of Nuclear Reactor Regulation, 
Diractor 9pp 12346:182 24X F Ich e ' 90-000. 82/03/09, 0203120104 


0203160196 Faruardf FSAR ravteion providing info re spent foal pool 
liner plato.par marted-up Page 9. l-ll u/lnsart encl. Info 
will be Included in not FSAR revision 

PETRTCK. M. A Stenderdlted Nuclear Unit Pouar Plant System 
02/03/12 DENTON. H.R. Office Of Nuclear Raactor Regulation, 
Director 3pp 12301:237 24 X Flche 90-000. 82/03/12. 8203160196 


8P0.I2202I7 Foruard* llste; le/tsed responses to NU,IEC-0/37 Item I I' I 
re control room design revieus. per 020209 nsetln; tte.h 6 33 
resolved 

FETRlCA.fj A Standar d I i rd Nuclear L’n i t Power Plant Sgstem 
82/03/16 DEMTCN.H R Office of Nuc lear Reactor Regulation. 

Director 39pp 12363 104 241 Flche 30-000. 82/03/ 16. 02O321.'»»21 / 


0203300169 Submit* ravi*ed schedule for completion of PUR lEPRl) pli.iit- 
specific repts re lollof b safety valve tests-per NuREG-0737 
Item 11 O I Generic testing program repl ul I I be submitted 
Oy 020401 b block valve qual I f i c a 1 1 on tg 02O7OI 
f’ETfllCH.N A Standardiiej Nuclear ur.lt Power Plant System 
82/03/36 OENTON.II R Office of Nuc 1 oar Reactor Regulation. 

Director 2pp 12449 I'fO 24X Flche 90-4 82.02/03/36.8203300169 


n ARC Draft/Fina] Env i r on.menta I G t a t e.mo n ts. suppls b correspond rnci- 


0203010022 I INAL ENVIRGNIENTAI. STATEMENT RELAIED 10 THE OPERATIO.N 01 
CALLAWAY PLANT, u;iIT NO I Docket No. 90-403 (Union Electric 
COt'pSn./ > 

• Office of R©dctor Director Nvp'DEO-OSI’J 

02/01/31 320pp Available at NTIG *7 00 12073 197 24X 

Ficho 90-483.02/01/31.8203010022 


0203010157 Requests review of encl list of avoidance I oc ot Ions, per 
TOviev. of FES Also ruquesi* update to include coordinates 
for plant 

ORODAk. j w Air Force. Dept cf 82/03/23 VOUNOBLODO. B J 
Licensing Oranch i 2pp 120/0 1 3 7 24X Flche 30-403. 02/0L*/:,’3. 

820301013/ 


0203020316 Concurs u/gvneral msasurds identified In FES Page 3-1/ ir 
devolopment of mgt plan for eligible sites on plant 
property as part of 01. Plan should be developed In 
consultation u/Otale of PO Historic Preservation Officer 
TAMNENBAUn. U E Advisory Council on Historic Preservation 
02/02/26 YOONOBLIIUD, n J Licensing Branch 1 ip 12077 OUI' L'/IX 
FICho 90-403. 02/02/26. 0303330316 

0203080390 ACk vecslpl. of FES Statbrieni being TOvleued ot Ot Loelt 
area ofc 

C/uTICAN.O D Housing b Urban Deve ) np ment . Oep t. of 03/03/02 
YOUNOBl 000. tl J Licensing Branch I Ip 12149 (67 24X 

Fiche 90-403.02/03/02.0203080330 


0203170047 Furuards Advlsarg Council on Historic Preservation 82(1226 
comments on FEG 

VOUNODLOOO. n J Licensing Branch I 02/03/00 SCNNELU.DF Unlo.i 
Electric Co 3pp 12327 201 24 X F 1 c he 90-403. 82/03/08. 02031/004/ 


0203390373 Comments on FEB. c orr ec 1 1 ng info re raduaste treatment sgs 
b timing of Supporting documentation for draft Els 
MAJtNIAN.C H Envl r untrenta 1 Protection Agency 82/03/33 

VO'JMQOLOOO. B J Licensing Branch t tp 12410 118 34X 

flche 90-483. 83/03/23. 0203290973 


E NRC Safety Evaluotlon Report (SEB). suppls b correspondence 


0303100203 Forwards "LHS Retention Pond 33-Vr b Probable Mat Icr 
Forces." summary rapt. per BER. NUREO-0830 Sections I 7 b 
3. 4 4 Essential sve water sg* design could withstand Ice 
thrust loads from probable .mat Ice condition 

6CHNELU. D. F Union Electric Co 83/03/03 DENTON. K R Offlrr nf 

Nuclear Reactor Regulation. Director 4pp 13101 388 24X 

Flche: 90-483. 83/03/03. 0303100303 


— 8303100307 "UH8 Retention Pond 29-Vr b Probable Mat Ice Forces." 
summary rep t 

a Uechtol Carp 01/13/31 1 Ipp 13181 392 34X 

Flche 90-483, 02/03/02. 0203100303 


8303160316 Forwards camments on BER* NUREO-0630 

PETRICK.N A Btandardlied Nuclear Unit Pouer Plant System 
82/03/10 EDISON.O E, Division af Licensing 4pp 13307:301 34X 

Flche 90-4Q3. 83/03/10.8303160316 


F Security, medical, emergency & fire protection plans 


8303190330 Forwards interim security plan for protection of DN.M of low 
strategic significance Plan withheld tref 10CFR73.311 
Document receipt form encl 

6CHNELL, 0 F. Union Electric Co 82/02/09 EVANS. L J Fuel 

Facility Safeguards Licensing Branch. 4pp 13346 343 24 X 

Flche 90-483. 03/02/09, 8303190220 


0303290379 Forwards FBMA interim findings re offsite emergency 
preperedness 

I 1 RIM.M. R W. Federal Emergency Management Agency 83/03/19. 
CRIMES, B Division of Emergency Preparedness. 13pp 13410 I2D 
24X Flche 30-483,82/03/19.0203290973. 



ch«kes.k « c-cu. . 

«oare e?'C3/aJ >Urt.« Sef«»S ■»''<! 39«'‘<1 

iriHI31 JAt rahe 50-433. 02/02/53. ei’030 404 1 9 


6503350147 Fr;, 5 ,,< f.n4i<i{, cf fact (. cenclu»lon4 cf la-: CartI fiesta 

CMACAE'^- f' J5,rt I-.tarva-»«ir-.-CaUaL.»j CHftC».tS.«H Chit Vae. I. 
Hoara e?'03/0l UCaS 12134 302 24X fula 50-403.82/03/01. 

C25335014 ■ 


;'i*o anatirtt (u III apf 1 1 1 a 1 1 oiio 

PtCRICI' N * StarrtacJliaa Nuilaar ynlt Pouar Plan 
02/02/23 lirNTH'l. M II 3(FUe of Not laar neacCOr 
OirettC* 2piP U’O/'I 057 24X Pit fa 30-000. B3/C 


020302064; Ka.'itlDii 0 t •> PS/VI 

a Standarciiprf Nuclear Puu.ar Plant Byatairi 

12077 03*/ ?4« Uche 50 (ICO. 02/02/33. 830303065 


a lot pac 1 1 :p'' rapottpp. If. Pcplletlci® >< c urroap ondenc i 


!e0jl4033l aotvier to Joint Intaruenors 030217 laottor. for adhlaslP" of 
add a.iaarce notion unt ip-a lij, pr a jud 1 1 lal to applicant t 
doet net aC.anta iipnlficant neu avidanco that niatariallg 
aifaita jecmion Certificate of See end 

2A»Iffi. 4 A Ijnon Electric Co BAXIEH.T A Sha-;. Pltt.-on, Potti. & 

Tr- tridge e5.’03/09 Atciic Safetg snS Licenting Board Porpel 

lD;c 12347 293 27« fithe 50 -4b3. 83/03/00. 0203170331 


P503160126 Beapense opposing Joint Intervenort 020217 motion for 
adp^lcpion of adiil eeider.ee If record reopened. 

E Galla^Pier encl affidavit ahould be adpeltted 
Criteria for reopening record not '.et 

IFSSV-R P Antitrust Oivicion 62/03/11 Atonic Safetg and 

Licentirg Ooaro Panel Opp 12301 073 34X ricla 30-4B3. 02/OJ/l J. 

03031*012* 


--03031*0136 Affidavit re Joint Intervonore 820217 -otion to adciit 
jddl evidence Acct evidence doe* not raloe elgniflcant 
Cdfetg iiiuae or affect conclusions re ac c ep tab 1 1 1 tg 
of Installed e-bedced plates H/Cer 1 1 f teat e of BVC 
GAILAUI-LP. E J Glvision of Engineering ti Oualltg Aisuranie 
82/03/10 5pp 12301 081 24X Flche 50-483. 02/03/11. 6203 160126 


0203110137 Advises that It. Info Notice 82-01 . Rovls to 
reedPp.ater f'un.p I.ocXp/ppC llespiWliig Iron I4es 1 1 nghEiiist 
Eiaitcn Circuit Mod. " aas sent to listed licensees 
» Rag I on .3. Ilf flea of Director 02/02/26 Ro( 

Uiiectnc Ip I2.MJ 313 24x Tic ho 30-000.82/03 


03O311OC77 Advises ll-at IT Info Notlco 1)2-03. '‘Envii 
Electrica; reminal tU:icl.s.“ ii-as sent to listed II 
• Region 3 Off ICO of I’iroctor il.7/03/04 fle{ 

Pireclor Ip I -’i’ll J4 4 24 X Kicha 30-000.02/0; 


'32O324C204 ror,p,irds It Insp Itept 50-403/02-01 on e2< 

p: » violation 

NC7EI 108 C C DIvislipi of rnglneering 6 fechnicaj 
02/03/00 OCHNCLi.. 0 0 Union Electric Co 2pp 
Ficse 30-483. U 2 /O;i/O(l nro324o:!CI4 


--6202240267 Kpitice of violation fro.m mop on 820111 
llORri.lun.t E Dlvisiun i; f Fnglnoerfng fc Tecnnli 
03/03/00 1|P 12374 iIO J 2’4X F 1 1 |i p 30-40.3.82. 


P203P30336 fsr-.acds iCO Parish affidavit eiplatning Joint Inter venois 
proposed EiSibit 70 Certificate of Sve encl 

GALEN. R E Chau. Pittman. Potts K (ro-brtdge GALEN. R E Union 
Electric Co 82/03/16 GLEASON. J P . CRIOHT.O 0 . KLINE. J R 
Atonic Safety and Licensing Board Panel 4pp 12383 243 24X 

Fiche 50-483. 02/03/16.9203230386 


-020.3240274 It. Insp Hept 50-483/02-01 on 020111-13 
auPlla.' pirg ei. t la t 1 nns did np>t respond In tlr-«lg 
fi'idiPigs ‘^vb 1701 audit ipnt cumplotolg closed oi 
Ian IVIIJ 

RIN(/ r* A . Guii’iiIn.n n . .iaCKIU. I N. flaglon 3. 
32/02/17 Opp 12374 004 24X Ficho 30-403.1 


- ■fp2032 33372 Affidavit of MG Parish Data in table supports Dechtel 
engineering analgsis that deviations from reguirad weld 
detail identified on -anvallg -peld embeds LOuld not 
adversely affect load carrying capacitg 

PA7(KN.i< C Union Electric Co PARIW3.H 0 Bechtel Corp 
82/03/16 SPC 12335 247 24X Flche 50-483.92/03/16.02032.30366 


8233240270 t'enorandem *. order granting Joint Interveners request foi 
l-uS eitension to file proposed findings of fact G 
ccnclusions of la*j Applicant G NRC granted similar 
etcensions 

GLEASO’I. J P Atomic Safetg and Licensing Board Panel 82/03/19 
Joint Intervenors-Calla-ag Ip 12395 188 24x 

Fiche 50-483.02/03/17.0203240270 


9203310166 Proposed findings of fact G conclusions of law Certlfirjto 
of Sve enc I 

LESSY.R 0 Antitrust Oivisioo PERL 19. R 0 Hearing Branch 3 
82/03/29 7lpp 12453 241 24X Flche 50-403.02/03/27,8203310166 


H General correspondence 


3203310637 Responds to 820213 Itr reqoesting Info re N9S8 setpoint 
p-ethodologg Ref documents apply to setpoints In Uesttnghouse 
reactor protection sgs G KSF actuation sgs 
VOJ’IODLCDD. B .1 Licensing Branch I 82/03/18 CREV.L A 
Affiliation Unino'--n Ip 12468 352 24X FUhe 50-403.02/03/10. 

0203310637 


- 8202230237 Requests into concerning docum.ents withheld from public 
discldsure re facilities setpoint nethodoiogg Spec i f I ca I Ig. 
wietSer -etnodologg refers to Uesttnghouse radioactive waste 
alarm aionitoring sgs 

OHEV.l a Affiliation Unknown 62/02/15 YOUNGBLOOD. B J 
Licensing Branch I Ip 12468 353 24X Fiche 30-493,82/03/10 

8203310*39 


J Insurance G indemnltg information 


6203290237 For jards Endorse.-ent 10 to ANI Pol leg NF-264 M/o enc I 
DUCHIES. J Harsh G McLennan, inc , M G M Nuclear Consultant*. Inc 
Div 92/02/2 4 S.il-TlMAN.j Antitrust G Ecoriumtc enaigtis Branch 
lUtllitg Finance) Ip 12433 301 24X Fi the 50-493. 02/02/24 

6203270237 


9203170235 Isruards IF tnfc rJutlce* 03-04, "PutenCti 
Certain AGf»0lAT E-7Ut'.U Oerles T\r»e-Oalag Retags* I 
'Increasing rregnenCg nf |lr ug -He I a t ed Incident* 

* Regtor J. Office of Director t)2/03/10 Coi 

Co Ip 12347 070 24X riche 30-COO. 112/03/ 10. Bi 


0203190289 Advises t’.al It Info Notice 82-06. ’Fa It. 
Generator Primary tilde M.inwog Clooure Otuds." wa* 
listed lie ens ees 

• Region J. nffice of Director 82/0.3/12 Rei 

Director Ip I2J47 2C0 24 k Fiche 30-000.02/0: 


0203230656 Ac« receipt of R2030FI Itr informing N7C 
correct violation noted In IE Insp Rept 30-403/81 
SPESSARD. 7 I Division of Project G Resident Pro 
SCi-Nti L. n F Union Electric Co Ip 12J06 32* 
Fiche 30-403. 02/03/ 16. G303230636 


--0203230664 Responds tu l-RC 010014 Itr re vlolatkO 
Rept 30-40.1/61-10 Corrective actions OC procedo 
G work proceduras revissd to Include 11/t Insp 
QC 

SChvELL.O F Union Electric Cn 82/03/08 8“ 

Division of Prujert G Resident Programs. 2pp 
Fiche 30 *403. 03/03/16. 0203330636 


8203330667 Furuards IE Info Notice 02-07. "liiadegua 
Scresniog Programs ’ No written response required 
4 Region 3. Office of Director. 03/03/16 Co 

Co Ip 12308 314 24X Fiche 30-000. 02/03/ 16, 0 


CQ2KEI 8TN-SO-403 OfeHLINO POWER NUCLEAR PROJECT, U 
A App i 1 C4]t t on/ c true 1 1 on staqo document* & corr* 


8?03ll000t 09UBPIC Utr B2-04 to dll licensee* of DP 
4pplicdnt^ for DL holders CP re of INPO 

progrsjdT 

ElStNHUT.D C Division of Llcsnalng B2/03/09 
Consolidated Edison Cn of Neui York 2pp l?251 
Flche 30-000. H2/03/0*^. 0?03| 10001 


DOCKETED ITEMS 


3B9 


OCCKET 9TN-5D'4B6 CAU.AMAV PLANT. O.NtT 2 


A App I TCd t ton/ c onu true t I dn tto^e docunent^ ^ r or re&pondrncc 


B203lE0t73 Rdspond* to f-OIA rpquett for procedures used In 
"Ca I c ulo 1 1 on* of Reactor Accident Coneequoncre (CRACi ’ 

Foru-ord* description of Reactor Gafetii 9tudu Consequence 
Nodal fCCMOl 

FELTON- J N Division of Rules and Records Bl/ll/23 OACKUD. Tt A 
Bacius. BA Ip 12338 223 20K Flche 90-403.01/11/23.0303180173 


0.“Or>IW235 foluafds IE in ft notices 02-04. "Poceritial Deficiency of 
Certain AuOnfAr T. -7C0C Reries Tine- Del ay Relays" 1. 02-05. 

' In c r ea s 1 1 'y Frequency of Dri.g -Helot ed InriOsnts. " 

• fleqion 3. Uffice of inrector D2/0tl/10 Connonieeal Clt F. dJton 

Co Ip 12347 DVO .741 fit he 5O-C00. 02/0.3/10. 0203190235 


0303190239 Advises that 1C Info notice 02 0<>. * At lure of etea"» 

Generator Frii-ary Hide ilanjoy Closure Studs.' t,as sent to 
listed lie ens ee i 

* Redluii 3. Office of Direrinr 03/03/12 Region 3. Office of 

lUreclor Ip 1234'/ 2(/£) 24* Fiche 90-000. 83/03/ 13- 02031 90.'.'tl5 


•B203190177 Second draft rept presenting results of accident anulysls 
• NRC - NO Oetatled Affiliation Given Ol/OB/22 70pp 
12337 021 24X Ficlic 90- 403. 01 /1 1 /23. 0203180 I 73 


83030I0C67 Responds to Generic Ltr 02-01 re neti applications 
anticipated for submittal prior to 04I23I OtII anticipates 
no addl applications or requests for revles; during subj time 
f rare 

CAPONeOU Onion Electric Co 02/03/22 TEDEBCO. R L Assistoi.t 
Director for Licensing 3pp I20A9 020 24K Flche 90-403.03/02/22. 

a3030I00&7 


8203110001 Generic Ltr 03-04 to all licensees of operating plants, 
applicants for OL h holders of CP re use of INFO OEF-IN 
prograr 

ElSENUl/r. D 0 Division of Licensing: 02/03/09 HAUBPURO. A 

Consolidated Edison Co of New York 2pp 12291 031 2411 

f Uh«: 90-000. 02/03/09, 02031 1000 I 


82032n0t.69 Forirards 1C Ir.fo Notice 03*07. ' Inadequate Security 
Ocr-avnirig Frayr,i-is ' vs i.ritten rrspoiise required 

• Region 3 Office qf Director 33/OJ/ih Cn/iron-eea I tb Edison 

Co U 13:ion 314 24* Fiche 90-000. 82/03/16. B203230f,69 


DJCFET 9IN-'.0-4a‘J PCRKINg NL-CILAR STATION. UNIT I 


A App I 1 c a ' I on/ c onstr jc t ion stage documents & correspondence 


G30399031 4 Sur-'rary of B20216 xeeting w/util In Dethesda.ND re initial 
ccicim.ents fins NRc on c cn t e-np la t ed conversion of application 
for permits to curistrurt facilities to early site review 
muon. C N Up orating Reactors prancL 4 03/02/26 Operating 

Reactors H-anch 4 3pp 13192 090 34* F Ic he . 90-400. 03/03/26. 

02030903 1 4 


0 NRC Draft/Final Envl ronirenta 1 Statements, supple &« cm respondenc i- 


6203020316 Concurs ui/general measures Identified In FES Page 9-1/ i e 
devetopflient of mgt plan foe eligible sitps on plant 
property as part of OL Plan should be developed In 
consultation w/State of MO Historic Preservation Officer 
TANA'ENOAI/N. J. E. Advisory Council on Historic Presarvailon 
82/03/26 VOUNOBLOOO. 0 J Licensing Branch 1 Ip 12077 Off.'' 24K 
Flche 30-403. 02/03/26. 0203020316 


F Oecurlty. medical, omergency 6 fire protection plans 


0203290573 Forwards FEMa Interim findings re offsite emergency 
preparedness. 

KRIKM. R W Federal Emergency Management Agency 02/03/19 
GRIHES- 0. 01 vision of Emergency Preparedness. 13pp 12410 |20 

2411 Flche 30-483,02/03/19.0203290975 


II General correspondence 


0303310639 Responds to 820219 ltr requesting Info re KGGS setpoint 
methodology Ref documonts apply to setpoints In Uestlnghouse 
reactor protection lys I. ESF actuation sys 
VOUNOBLOOD. B J Licensing Branch 1 82/03/10 OHEY.L A 

Affll latton Unlnoun Ip 12460; 392 24X Flche 90-403. 02/03/10. 

82033 1 0639. 


--02O223O237 Requests Info concerning documents withheld from public 
disclosure rs facilities setpoint methodology Spec 1 f 1 ca 1 1 v< 
uhather methodology refers to Ut s t 1 nghous e radioactive waste 
alarm .'nonitoring sys 

OREY.L a. Affiliation Unknown 02/02/19 VQUNOOLDOO. B J 
Licensing Branch t ip 12468 393 24X Flche 90-403.82/03/1(1. 

6203310639 


J. Insurance t< Indemnity information 


0303030399 Ulthdr,.os CP applications for fac 1 1 1 ties, per I0CFR2 107 1. 
020223 vote hy util Beard of Blrrctors Motion to withdraw 
appllcaLlons w/i> projodice S to terminate CPs filed w/A<3LB 
t AS'. AO 

OAIt-.L C Duke Power Co 02/03/02 OENION.II H Office of Nuclear 
Reac tor Reyulatior- Uiteclor ip 12132 3 9 / 24v 

Ficho 30-40(1. H2/0:J/02. (1203050,159 


0203110001 Generic Ltr (12-04 to all licensees ol operating plants, 
applicants for OL A holders of CP re use of INPO SEE-IN 


program 

EISCMrUr. D G Olvision of Licensing 
Consolidated Ldlson Co of Ne-a York 
r.Af’flNC. 0 W Union Electric Co 2pg 
Flche 90-050. 02/03/C9. 02031 lOCOI 


02 /O 3/ 09 H AUSP URO . A 

C0O0SC.fi Toledo Edison Co 
12251 031 24X 


G Adjudicatory correspondence 


8203010192 Point of Information notifying all parties that any attempt 
by applicant to salvage findings produced by Incomplete 
tnfo. s t ud I es 6 misleading pressure & hasto should he 
rejected Certlfic.ite of Gve enc I 

PFEFFERKORN. M Davis. M A PFEFFEHKOflN. W Yadkin River Committee 

PFErFERKCRN. W Pfefferkoro », Cooley, P A 03/02/19 App. 

12069 107 24X Fiche 50-400. 02/02/ 19. 82030 10192 


0203000154 Notion to uithdrd'w w/n prejudice CP applications Board nf 
Directors voted to wlthdra-w applications on 020223 
Proceedings should ho terminated at moot Certificate of Gve 
oric I 

CARR. A V Duke Pe-vor Co 02/03/02 Atomic Safety and LlceriLlng 

Appeal Panel 3pp 12153 131 ?4X Ficho SO-4G0. 02/03/02. 

0203000194 


6203170410 Response to applicant motion to wi thdraw. Mot i on should be 
granted & proceeding terminated w/prejudlce Applicants 
should pay all intervener costs Including attq fees 
Certificate of Gve enc I 

PFEFFERKORN, W Aff I liatl on Unknown 02/03/11 Atonic Safety .ind 

Licensing Board Panel 9pp 12317 121 24X FI c he 90-488. 82/03/1 1, 

B203I70410 


8203290239 ForuiardS Endorsement 10 to ANI Policy NF-264. M/o enc I 
DUCKLEB. vT. Mareh & Hcl.ennan. Inc . fl (> M Nuclear Consultants, tnc 
OIv. 62/02/24. 8ALT2MAN.J Antitrust 6 Economic analysis Branch 
IMtlllty Flnantsl Ip 12433.301 24X Flchs 90-403. 82/03/24. 

6303290239 


0 Inspection rsports. IE Dulletlns 6 correspondence 


0203290129 Motion for leave to tile reply to Intervsnor 820311 respontr 
to siotlon to withdraw applications Intervener response In 
requesting dismissal be w/pre jud ice Is in fact .motion for 
addl relief Certificate of Gve enc I 

CARR. A G Duke Power Co 82/03/19 Atomic Safety and Licoiisiiig 

Board Panel 6pp 12414 339 24X F 1 che 30-400, 02/03/ 19. 8203290129 


8303110139 Advises that IE Into Notice 82-01 . Revl s 1 on 1. "Auiiliery 
Feedkiater Pump Lockout Resulting From Ucstinghouoe W-2 
Switch Circuit Modi" was sent to listed ttcenssee 

* Region 3, Offlct of Director 02/02/26. Region 3, Office of 
Director. Ip 12212 313 24X Flche. 30-000. 82/02/26. 02031 10 139 


8203110079 Advises that IE Info Notice 02-03. "Environ Tests of 
Electrical Terminal Blocks." was sent to listed licensees 
• Region 3. Office of Director 82/03/04. Raglan 3. Office of 
OlTsttOT. Ip. 12213 344 24X Flche 30-000,03/03/04,93031100/9 


B20324O263 Response to util 020320 motion to withdraw application 6 
terminate proceedings Motion not opposed but recoiricenda 
motion be referred to ASLB Matter relates to general A0LD 
jurisdiction which has not erpirod U/Certlflcte of Sve 
TURK. 6 C. Hearing Branch 2 82/03/23 Atomic Safety and 

Licensing Appeal Panel 9pp 12399 301 24X Flche 90-488. Q3/03/2;.>. 

8203340263 


0203290268 Mesornndum t Order AI.AO'668. vacatl ng lOP-78-29, LDP-7R-34 6 
LSP-aO-9 on grounds of rootness till I filed motions on 020303 
for loave to withdraw applications w/o prejudice & to 
terminate ongoing proceedings 

SHOEflAKCR. C J Atiimir Safety and Licensing Appeal Panel. 82/03/34 
3pp 12430 226 24 X Flche 90-400,02/03/24.020.3290260 



(; '•£! LI > J f i’ of Olr»clcr BUfOS/Sit UHUtC.h t 

Fljf.Si Pcj»- *. L.qft! C: .‘EBOiP't H f OS N.cUar. tnc *VV 

JOJ fief, e 10 * COO. 03 / 0 fc 0*03060049 


CJCi'E’ SjlfJ-lO-fbO f £•»» :•■= f. -ClEAfi SIATiCM LfllT 3 


t- A«e 1 1 ; at I JI'C c<-^»f ..t « IC1 docc'fon *• ccrrejpocqenc » 


srOSOWOM i, f Gil.lb -aet Irq u/util Ir Qcthrxfa-MO r» Initiu) 

cjr'ar (rc* H/fC o'l r iit pi'platat to^ve'sio" »f appl teat ton 
fj" tet'ita t.j .oratii,<:t facllitiaa to oafl, »»te rovieu 

C u Of oral 11*9 RaaC tert Ijraot''. 4 00/C2/J6 0?4fatif'4 

«»act 0'4 Ci-.ii-tP 4 3 ;; l?I93 030 ?4X flttie 50-480. 02/02/ i’6. 

8303090314 


5.103350315 Wi t.- or CP ant I i fat i cr.a fa' fac 1 1 1 tioa. per iCCrR2 10/ t. 
Bi’OSS'A «ote t, i,til DtariJ ct Diroclara ration to ulthoraj 
atfliCdtiona u/c pro.'-aice ^ tc ter-mate CPa flieC w/ASLO 

V AiLAt- 

OAtL l C Ou.e Pi»er Cc 63/03/02 OLClON-MB Dtfite of Koelrot 
“eaiti;* Kepoljtion Tirottor Ip 12133 357 24X 

Fife 50-466 H3-03'02 (1303050335 


e.'olliocct Cenorjc Ltr C 2-‘.'4 ic all litenaen of operating planta. 
atflicanta far r.u t holaera of CP re oee of IfJPO S 6 E-IN 
pregra- 

t ISEt.H-JT- r. G DK/lsion af Licencing 02 / 03/09 HAU 3 PUR 0 . A 
C ciraol I oateo Foitr-r Ln of tieu. forv CfOJSE.R loleto EiSiaon Cc 

CAPOME 0 i( Uiiieti fl ictr IC Cj 3 pp 13251 031 24 * 

Ficae 50 000 04 ?rO 3 / O'. 53)31 ICCOI 


C AO )!,<) icator, cor r-’io jntenc e 


5 . 53010|92 Point cf infcr-atica notifgln; all partlee that any atteippt 
ty aPtlican' to ealroge finoinga prnOuceO by Incomplete 
info, atuciee iki a 1 eao irg preaaure b 5 aate ehoulj be 
rejecteP Certificate of Svt ere l 

ppEFFERkOBN. U Pavlo. H A PfCrfERnCRt.. M VadUn River Committee 
FfeFFCRKCRN. u Pfrffericrn I Cooleg. P A 62 / 03/19 4 pp 
li‘ 0 t >9 10 / 34 i Flctio 50-488 02 ( 03 / IR-eSOSOIOlOS 


8303080154 i-lction to uithprei.- ^/o prejjcice CP app 1 Ic a t Ions Doard of 
Directors voted to uitbprav applications pn 620333 
ProceePinss sAuvId te teimrated as -oot Certificate of 8 vc 
ere I 

CARR. A V Du I e fuver Co 63 / 03/03 Atonic Safety end l.iceneing 

Appeal Panel 3 pp I 3 l 53 I 3 i 2 *» Ficne 50 - 480 . 83 / 03 / 03 . 
0703000154 


9203170410 Response to applicant motion to ivl tbdraw ration should be 
granted P proceeding terminated s./prejudice Applicants 
st.oolO pay aVl inter venpr costs including attg tees 
Certificate cf Svc encl 

PFEFFtRKORN. u Affiliaticn Unknown 63 / 03/11 Atomic Oafety end 

UUenstn; Goarj Panel Spp 12317 131 34 * Flche 50 - 400 , 02 / 03 / 11 , 

0303170410 


6303250129 Motion for leave to file reply to Intervenor 990311 response 
tc notion to uithdra'.) applications Intervenor response in 
regcesting disnissal be o/pre lud ic e is m fact motton (or 
addl relief Certificate of Svc encl 

CARR. A V Duke Po-ver Cc 02 / 03/19 Atomic Safety and Licensing 
Ooard Panel 6 ?p 13414 3 39 3 «x Ficfe 50 - 408 . 02 / 03 / 19 . B 203350 I 29 


0303240363 Response to util 820330 -.otlon to lelthdrau app 1 1 cat I on fc 
terninate praceedmgs Motion not opposed but recommends 
notion be referred to ASi D Matter relates to general A 8 lO 
jurisdiction uhicb bai no^ eipired L'/Cert i f ic (e of Svc 
TIPRK.S E Hearing Oraneb 3 03 / 03/23 Atomic Safety and 

Licensing Appeal Panel 9 pp 13395301 24 X Flche 30 - 408 . 03 / 03/93 

0303340363 


6303390369 Memorandum 5 Order ALA 0 - 6 G 9 . vacating LSP-ZS-SS. LBP- 70-34 b 
LOP-BO -9 on grounds of mootness Uttl filed nottone on 030303 
for leave to uichOrau applications u/o prejudice b to 
terminate ongoing proceedings 

ShQEMAisER . C j Atomic Safety end Licensing Appeal Pane] 63 / 03/94 
3 pp 12430 336 34 K flche 30 - 460 . 03 / 03 / 34,5303290269 


floiida Puuei /, 1 . iqhl -O 4 pp 12150 1 U:I 24 X 
ficse 50 - 000 . < 12 / 02 I J-; 0 :i 4 V 


D3CKL I STA- 50 490 Pi llPiNO l.•••Ll LAH 5tA'C0.V U.M I T 3 
A App 1 1 < at 1 on < < one tt i:f I <•■ elogc documeris ». r ••r*-cepondenc 


BS 030903 I* fum-ary of U 20216 reeling ji/.it:. In 0 «thesda.MO 
'Om'-eiils fin.- f.'Rt on ; c-it i-.mp la t ed : onvei s 1 r Ii Cf appl 1 C at I 
for pe-'.its to cgnstriiil facilities to eai I y site revieyi 
KCtiM. C Opetat '»5 Pvavli-'s Vr.sncl 4 112 / 02/36 Ope 

Reactors Franc h 4 3 pt 1219 ;’ C';!) 24 x FlChe 50 - 403 . 83 

030305031 4 


9203050355 uiti-J-aus Cl- app I 1 1 at i oi'S fi;t far i I 1 1 tee. per IOC 
03 C 233 vule tj .itll Uuard nf III i or to- s Met ion to utthdras 
jpplicatinrs ji/u preji'dire t, tn lei* is in ale CPs filed j/ASL 
b A 8 i AO 

Oft’.l.L C Oavo Poccr f.l U 3/0 1/02 lirNrilN. HR Off Ice 
Reactor Regulalio*i. Oirecvni Ip 12133 357 24 X 

Fit be 50 - 4 i; 0 . 03 / 0 : 1 / OIMJ-’O 3050-35 5 


0303110301 Generic ltr 82 04 ir all licensees of operating 
applicants fnr U- & l.uldeio of Cl’ re nse nf INI'O SEE-IN 
program 

EIEFNriJT .3 0 Oivlsion of l ireiiulng 113 / 03 /C 9 I'ALSPUR 
Consolidated Ldisoc. l a of Neu fm k ORIfFIN. JC Verne 
Nuclear Puaer Corp i rAEi 1 ;i, 3 (;. H H Virginia Electric t. f 
3 pp 12351 0 31 34 * l ie So 30 (HJ;). U 3 / 03 /OV. 113031 1000 1 


0 Ad jud ic atc,T »| i or T ospnii Jei.c 0 


0303080154 Mot tun to wifdrau ui/'i ptejndici. Cl’ application! 
Directors voted to ivll''drac. app 1 1 r at i ans nri ()C ’0333 
Proceedings SJ.c.ild be torninaLod as mot Certificate of I 
enc 1 

CARO. A V Duke I'liver lo 112 / 03/02 Atinnir BoFetJ ani 

Appeal Panel Jpp |3153 i.il .’ 4 * ( Uro 50 - 40 U. 03 / 03/1 
B 2 O 3 O 05154 


0303170410 Responee to applicant emllon tn ul t r drau Mot ion 
granted 4 . proceeding lerninatad u/prejudiLU Appitcante 
should pay all inlervonur costs inrludlny atty fees 
Certificate of 8 vc unci 

PFCFFEHAOfiN, G Affiliatiiin Ui'knnun 02 / 03/ 1 I Atom 1 1 

Licpneinp Doord Panel 5 pp 12317 i 2 l 34 * Flche 50-41 
0303170410 


0203350139 Motion far leave to file reply to intervenor 83 ' 
to -oticn to althdras. appliiailnns Irtorvanor response 1 * 
requesting dismissal be u. / p.r s jud i i s is in fact isglion fo 
addl relief Certificate of Ovc oncl 

CA 9 R.A V Cjke Power Co 03 / 03/19 Atomic Oafety an 

Ooard Panel 6 pp 13414 339 34 * Flche 3 O' 4 B 0 . 82 / 03/1 


0203340363 Resgoneo to uHl 1120330 eotian to ulthdrau appl 
terminato proceedings .Motion not upposed but recc-sends 
motion be referred to A 8 L F Mattor rolatee to poneral A 8 L 
>yr isd 1 1 1 ton \.Mch has not hspleod W/Certif\cte of SvC 
TURK. 6 F iioering Oranch 3 07 / 03/32 Atomic Bafetg 

Licensing Appeal Panel 9 pp 17395 301 24 * Flche. 90 - 

0303340363 


B 30329036 B f'e-iorandun t. Order alAB -^GU. vacat I ng i.GP- 70 - 35 , 
LOP- 00-9 on grounds of mootness Dili filed .-rollons on 83 
for leave to tultbdrau applicattone u/a prejudice t. to 
ter-slnale ongoing proceedings 

Sh3EMA4En, C. J Atomic Safety and Licensing Appeal Panel 
3pp 12420 336 34* Flche 50-400. 83/03/34 . 0303290360 


0 Inspection reports, lE Dulletino t. c prresp ondente 


8303000349 Forwards IF. info Notice 03 - 0 1 , Ravi s ion 1 . •'Auxl 
FeeCsiater Punp Lockout Resulting From West I ngho-jse U -2 
Switch Circuit Mod ** Nd response required 
□ •RElLLV. jp Region 3 . Offlco of Director 03 / 03 / 2 * 
Florida Power t, Light Co 4 pp 12150 133 24 * 

Flche 50 - 000 . 82 / 02 / 36.020300034 9 


CCKET STN-50-49I ChenDKEC rjJCl.t'AR SIAIICN. Utjn I 


Ap(i 1 1 c at ion/ c onitruc 1 1 on ^tage dacu<rent« c urr r4Pon done e 


303II0001 Ooofric Lf Bi-OO to all 1 i c (>ii(>fCS of oporatin} planter- 
applicants for CL 4 holders of CP r« use of tWPO SEE-tN 
prodcar> 

eiSewi-t/T. D C Division of lliensing 03/03/09 I'AUSPURO- A 
Consolidated Edison Co of lieu Vnrk COri^AO. V Public Service ( <■ 
of OHal>o~a SCH-MEICEH.f U Public Service Electric <■ Oas Co of 
•Isu Jerseig 3pp 12331 031 St* Flchc 30-0t0. na/03/G9. saOO I tOOOl 


I'lSpection reports- IC Oulletins t> correspondence 


20j 0D3249 Forjards IC Info N'otice 03-0 1 . Hov i s i on 1. 'Auiiltarg 
Feedwater Pur.p Lockout Resulting rron Uest I nghuuso Vl-a 
Si*-ltcn Circuit Mod " tin response required 

O'fiElLUV. J P Region 3, Office of Director 03/03/36 UHRtD.R I- 
flprlda Pojer t> Light Co I1ATUM.0 Houthern Co Services. 1 1 'l 
qpp 131 30 103 34X Fichp 30-000.03/03/36.0303080349 


2C31704A1 Forwards IE Info Notice 83-03. "Environ lasts of Electrlinl 
Terminal Slocks " 

Q'flelLl.V. J P Region 3. Office of Director 03/03/04 UIIRIO. R ( 
Florida Power t, Light Co NICItOwS. T C South Carolina Electric tt 
Oas Co PARR IS, II (1 Tonne ssoe Vallog Authoritg 4pp 13313 30'f 
24* FIche 50-000-62/03/04.0303170441 


203170519 Forwards IE Info Notice 02-04. "Potefitlal Deflclencg nf 
Certain AOASFaT E-7000 Series T Ine-De lags. ' i tc Info 
Notice 02-05. " tne r eas 1 ng Frequeneg of Drug -Reloteil 

Ire Idents ‘ 

O'HEtLLV. J P Region 2. Office of Director 03/03/10 UHRID. R ( 
Florida Po-ier t. Light Co NlCIIOLe. T C Qouth Carolina Electiic I. 
Cat Co PARRIS, H 0 Tennessee Valleg Authorilg 4pp 12331 L’fi/. 
34 X riche 30-000.03/03/10.0203170319 


203230491 Forwards IE Info Notice 03-06. "Failure of Otoam Oenrrotnr 
Prleerg Bide harn/ag Closure Studs. " No written responoo 
raqub s ted. 

O'RElLLV.J P Region 3, Office of Director 02/03/12 lIHRIG.H I 
Florida Hauer (. Light Co 9,ip 12409 106 24X 

Flcfe 50-000.02/03/13,0203290401 


2D3260230 Forwards IE Info Notice 02-07. "Inadequato Securitg 
Ocrtanlng Programs " 

O’REILLY, 3, P Region 2. Office of Director 02/03/16 UliR I L'. R 1-. 
Florida Houiar & Light Co NtCIKJLS. T C South Carolina Electrli I. 
Oas Co PARR IC. 11 0 Tennoesee Valleg Authorltg 4pp 12424 10/ 
24X pic he- 30-000. 62/03/16. 0303260330 


OCHE? SIM- 30-492 CHEflOAEE NUCLEAR STATION. UNIT 2 


App 1 1 c a t ion/ c onetruc t ton stage documents 6 correspondence 


203110001 Generic Ltr 02-04 to all licensees of operating planllx 
applicants for OL & holders of CP re use of INFO GEE-IN 
prograr 

CJSEMKUT.D 0 Division of Licensing 82/03/09 HAU8PUR0. A. 
Consolidated Edison Co of Neu York CONRAD. U. Public Service Cii 
of Ollaho-na SCHNEIDER. F W Public Barvlce Electric (. Oas Co of 
Neu Jarseg 2pp 12231 031 34X FIche 30-000. 02/03/09. P203 I 1 0001 


Inspection reports. IE Oulletins L correspondence 


303000349 Foruards IE Info Notice 02-0] . Revi s ion 1. "Aurlllarg 
Feedwater Pump Lockout Resulting From Westinghousa W-2 
Osji tch Circuit Mod '* No responsa required 

O'REILLY. J P Region 2. Office of Director B2/02/26. UHRtO.R F 
Florida Power 6 Light Co DATUM, 0 Southern Co Services. Ini 
4pp 131 30 I B3 24X FIche 30-000. 02/02/26. B203080349. 


333170441 Forwards IE Info Notice 02-03. "Environ Tests of Electi lial 
Terminal Dloc ks. “ 

O'flEILLV. JP. Region 2. Office of Director 32/03/04. UHRtO.R b 
Florida Power 8. Light Co NICHOLS. T C South Carolina Electric L 
Oas Co PARRIS.II 0 Tennessee Valleg Authorltg. 4pp 12313 30'/. 
24* Ficia 30-000.82/03/04.8203170441 


203170319 Foruards IE Info Notice 02-04. "Potontial Peficlencg of 
Certain AOASTaT E-7000 Series T ioe-Os I aqS. " 4 IE Info 
Ndtlce 82-09, "Increasing Frequeneg of Ofug-Relatad 
Incidents. " 

O'REILLY, U P Region 2. Office of Director 92/03/10 UHfllO. ft I- 
Flprlda Power 4 Light Co lEASSURO. R. H Virginia Electric 4 I'ouii r 
Co PACH.B Id Institute of Nuclear Pouar Operations 4pp. 

12321 206. 24X F Ic ho 30-000. 82/03/ 10. 82031 7031 9 


-•«0 I29r -ill I fiiuards It Irfo Notice 02*06. -‘Failure of S team Genera tor 
Pr iirai-g i I e Panuag Ll.iSerr Studs ’ Nu j.i i I ten response 
rogues t ed 

n-KEIl.t.'/.J H Heqijn 2 Office of Director 02/03/12 UHfltf.-.R I 
Flr.r-.cia F-ove- '. Ligi t Co 3fp 124119 106 24X 

1 ic’-e 30-030. 02/03/12. ri?D 32 50401 


0203260230 Foruards IC I'.fn Notice 82 07. " I had equate Securitg 
Screening Hrograa-s 

n-REILLV.JP Ruqion 2. Office of Director 02/03/16 LI-RIO.R I 
Florida Power t* I sqt-t Co NlCltCLB. T L South Ca-oVtna EVectiic 4 
Gas Co PARRIS. H C Tennessee Valleg Author it., 4pp 12424 lOV 
24 » Firhe 90- 00(1. 02/03/ 16, U2.''3260220 


nnCKEI ‘,nN-90-4</3 CHERO/EC tlu-Cl-fAR D1.MICN. UNIT 3 


A App 1 I c a t ion / c on at rur c I on stage cniu-nents T- c urrespond eoc e 


R“0-3ll00(il Cefieiic Lie R2-04 lo all licensees of operating plants, 
applic.snts for O: 4 holders of CP re use of Imho SFE- IN 
pr ograor. 

tlStt«v»UT.D C Division of Licensing 83/03/09 ilAUSPonc- A 

Conso 1 1 4.1 1 ec Ecison Co of Neu York ANGLERO.O Puerto Rlio thiti-r 

Resources Authorltg ^AlfW.j Rnrhester Gas 4 Electric Corp 2i,p 
12231 03t 2.1X Klche 50- f no. 92/03/09. 82031 1 COO I 


O tospectiofi reports It. bulletins 4 c or t esp ondohe e 


G203000.349 Foroards IE Info Notice 82-0 t . Rev i s l on 1. "Actxlllarg 
Feed-water Ptinp Loctout Rosuiting Frc*i Host i nghouse W-2 
Switch Circuit Mod " No response required 

0-REILI.V. J »• Region 2. Office of Director 02/02/26 ullRIO.R G 
Florida Poaor 4 Ligot Co VERDEHY, F M £03 Nucloar. Inc 4pp 
iav50 103 24x Flthe 50-COD. 02/02/26 . a203«Q034'l 


B203170441 Forwards IF Info Notice 02-03. "Foviron tests cf Electi Hal 
Term! na 1 0 I lie 1 s 

n-«EILl.V.J P Region 2. Office of Director 02/D3/04 UnRH.-.H I 
Florida Posor 4 Light Co l FA60UR0. R H Virginia Cluctric 4 I'owr-i 
fo pACK.it W Irtstitnte of t^uctoar Power OpHrallons 4pp- 

12313 309 24X FIC'iv 50-000. (12/03/04 . Oi-OSl 70441 


□203170319 Forwards IE Info Notice 82-04, -Potentlol Deflclencg of 
Certain AO AST AT E-7D00 Series T ire -Oe lags. " L IE Info 
Notice 02 03. - Increasing Fiequoricg of Drug -Holated 

Incidents - 

O'REILLY. JP Region 2, Office of Director 82/03/10 1,-hHIC.H I 
Florida Power 4 light Co lCASBUHO. R H Virginia Electric 4 1 ‘ouir 
Co HACK, R U iiss’.ltdte of Nuclear Power Operations 4pp 
12321 206 24* Flche SO-OGO. 02/03/10. B203I 70519 


O20325D4BI Forwards IE Info Notice 82-06. "failure of Bteair Oenuiatm 
Pr ifiiarg Bide Manuag Closure Studs " No written response 
re ques ted 

O'ftEll.LY. JP Region 2. Office of Otrector 02/03/13 UHfl|(;,n,( 

Florida Power 4 Light Co 3pp 12409 106 24* 

Fiche 30-000. 02/03/12. 0203250401 


820326029(7 Foruards 1£ Info Notice 02-07. -'Inadequate Security 
Screen I nq Programs " 

O-REILUY. J(» Region 2. Office of Director 09/03/16 UHRIO.R f. 
Florida Power 4 Light Co LEASDURO. R H Ulrglnla Electric 4 Poim-r 
Co PACK. R Id Institute of Nuclear Power Operations App 
12424 107 24X Fiche 90-000.82/03/16.8203260250 


OOCKF.T srN-90-479 SHESSAR-Pl 


A App i 1 c at I on/ c one t r uc 1 1 on stage documents 4 correspondence 


6203010001 Addl response to FOIA request for 30 categortas of docuaienti. 
re NUR£Q-0660. "NRC Action Plan ' Foruards documents listed 
In App s A. □. C 4 O. loro parttallg withheld (ref FOIA 
Ciempt I on 31 

FELTON, J M Division of Rules and Records 01/08/04 MADDEN, 1.J 

Kay e- Sc h uler, F I erran. Hag s & Handler 9pp 12750 006 24* 

Fiche 90-493.81/00/04.8203010001 


- -0203010 1 36 Sursmariies 194th reeling on 760603-05 re SME88AR-P I 
ba Ian c o-of — p 1 an t design as applied to CESSAR-SO 
MOELl Eft.O U ACRS - Advisorg Coirmi ttee on Reactor Safeguards 
76/06/11 R 0 ‘ 2 DCN. M A Com-nt ss loners 3pp 12760 298 94X 

Fiche 30-000. 81 /Oa/04, 0203010001 


--0203010 1 46 Su/nearlies I90th aCBS meeting on 760203-07 re SNESHAR-t'l 
re ba I ant e-of-p I ant design 

MOELLER. 0 u ACftS - Advisory Co(ii.Tittee on Reactor Safeguards. 
76/02/11 ANDERS. W A Commissioners 3pp 12/60:301 24X 

FI the 30-000,81/08/04.8203010001 



roc.<«.i zo-A’se, Kr-.i/xo-jr '.«.CLrAe Pot.LB sr.Mcorj. t 

•J I’lsorartt t inror.nit, i for«>4 t i un 


0?OnrSO5V9 PorL.arC4 Fiido*' % e-eolt 77 t 7B lo 
Sl'VfSI.j K f'; i •» (»o«?r». I f>: • 71 ^ 

Oi'/ 6?/D^/l‘> 57...? JfiAt), J Antitrust 8. 

F»-.Ar.<e) 3p;; I r‘109 I A] 

ei 03250 -.,77 


ATLU Policv H<^-173 
riur IrAr Can«v ) t an ( s ■ t lu 
kraiid'*lc arialijtlb hronch 

F I chtf. ;o-coo, a? 703 /iv. 


ODtpr.r 50-4V/ MtmlACUt .“n~F9 9TArtO.N. UNIT 2 


f)?OU170C79 Foruards burrarij of Fbadco Svt a. Inc nuclea)* P<> 
e>per I »nc e. I n reapnnae to ^20312 requoat 
OCLC3EIN5.J H (log a ton Lighting «■ Poitof C« 02/03/ 1 9 
Aaalat.mt Uirectoi for Llconalng 5pp 12313 23/. jq 
Ficr e 30-490. 02/03/ IS. 020 Dl 700 7 9 


B30319021(. Vorxjaida 44 over alia oreuilnga In reapfinag to )1 
Hadrologtc i Oeotechnical Engtnsorltig grant h quoatlgn* 
Aporturo Carta aro avatlaolo in PC9 

CDtOgERO. U H Houston Lighting t> Pouor Co 03/0.1/IA 
Aaalatant Director for Licensing 4pp 12337 006 24 

Flche 90-498. 02/03/ lA. 0.703190216 


J In a /ranee lode.-'iitl vnrer-atton 


0 Adjudicator^ correapondenco 


02O32SO599 Ferua-ia E-.d jr aenent s 77 6 70 m 
iill.'ISI J r Marsh McLennan Inc t M 

Olv 02/03/; 9 SAl.T/C*A'.' J Anttl'ust (• 
lUtilitg fira/icrl 3pp ll'409 in.) 24* 
0203230599 


NELIA Pollci NF-t73 
Nuclear C onaul tan ts . I nc 
ECDrneiic aralgsia Oranrh 
Fiile 30-000.02/03/19. 


0203030244 Motion to require full iliac Insure (■ Indepaiiden 
af/ilavita re util e< parte 820221 c oi-nun i c a t Ion o/ 
Coin.nl a« 1 oner Roberts & Dec 19RI cormunicat i on b/Lomniia 
Olllnal'j Certificate of Sve enc 1 

JORDAN. N 6 Cl 1 1 tens for Equitable Utilities JCRUAN, < 
Meiaa 62/03/01 Atomic Safetg and Licensing Ooard I 

12097 314 24* Ftenc 30-49(1. 82/03/01 . 0£!03030244 


OaCACT ETfj.^c. 490 EC3''. TtSA5 PROJECT. L'llll I 


A App I i c a t ion/ ; oMS t rue 1 1 cr stage d<:rui-ents 6 c riri e spordeocc 


8^3303.12 7 7 i.'3r..a*'ja request lor acdl irfo re CL application 
re/le.. Response sroiil: oe in for.n of a-narp tu FUAR 

.5IRAGI.IA.F Licensing Rranch .3 02/02/16 Cli^RCA 0 N Moinvtc.si 

Lighting I. Pot-er L'u 20a p 121 12 .323 24 X (iche SC- 490. 02/02/ 16. 

02O.3O"‘O3 7 7 


0202103603 Fo't/ards request for info “e inservIce testing req u I rrount r 
fer pumps 6 ralvrs tr roiopjete L-L appllcalior. reuieu 
Schedule for response should oe Piuridec in 60 dags 

n’RAC-IA. F ./ Licensing lli .nc r 3 02/02/2 3 OPREA. (J U Kauslmi 
Lighting f. Piii.er to ;/pp 12217. |70 24 It Fiche 50-490. 02/0P/;>5, 

0203100603 


f>a03l20034 Ko.-uar rfs dccume".t list t. suggested presen tat 1 on outlirip Poi 
920329-C402 meetings re p lai>t backfill 

SCLLli. D E ( icensing .Urancr 3 02/03/02 POWELL. M f. Iluus ti.ri 

Ligh'-ir.g t. RnweT Co 35 b 13251 OiS 24/ Fiche 50-49D. 02/03/02, 
02031 2C034 


0203110001 Leneric Lcr h2.-i) 4 tu all licensees of operating plants, 
applicants fat OL «< holders of CP re use of INFO GEE-IN 
progra-s 

£JSENftii7. 0 C Oivisior of I Irensing 02/03/09 MAVJ 3 ni;iqG, ft 
Co.-iso ) I dated Edison Co of .No/ Vorli 2pp 12251 031 34X 

Ficte bO-C/OO. 02/01/C9. 0.7D3I 1000 I 


2303110264 Ferc/ards Revision 3 to OA program description for deeign & 
const piase. basec on Revised tOA to tlR-lOOl. •'Ebasco 
Nuclear OA Prograr Martual' I, ad denduaii. I n response to 020212 
I tr Af r idavtt enc I 

CRLOUERO. J II Hbi/eton Lighiinq 6 Poorer Co 02/03/09. TEOEQCa. It L 
Assistant Director (or Licensing .3pp 12214 Ii 3 aop 
F iche 50-490. 82/03/09. 02031 I02A4 


G203110269 Revision .3 to OA program description for design & const 

<V»S .»• ^ 

7/03/09 60pp 12214 116 24* 


9203030311 Requests remedial action be taken re 0II2i;i es 
cormunicatlon j/utll in violation of MRC regulations 
JORDAN. N S Harmon t Ueiss JtlROAN. U G Cittions for 
Utilities 82/03/01 OlLUtSKV.V Commissioners 2pp 
24* Fiche 30-498.02/03/01.0203030311 


6203030316 Urges remedial actions be taken re 820221 #■ p. 
c emmunk c a 1 1 on a/utll In violation of NRC regulations 
JORDAN. M S Harmon 6 Ueiss JORDAN. U (i Cltltens for 
Utilities 82/03/01 RU0ERT9. T Comml es I oners ?pp 
34* Fiche 30-498 02/03/01 . 8203030316 


0203100154 Advises that 820221 site visit uias clear via la' 
10CFR2 700 fntervenor absence due to iriadequate ciotipe 
Return visit should be made w/a 1 1 Intervenors present 
BINKIN.L Citiiens Concerned About Nuclear Rosier. Inc 
ROaeRTb. r M Commissioners 2p|i 12182 053 24< 

Fiche 50-490.02/03/05.8203100134 


8203190099 Uithpraies Q2O201 suggestion that addl Issues ti 
ASLO should speclfg dlscovarg lelll be alloaed & testlmoi 
admitted on all aspects of Ouadrei rep t. Cer 1 1 flea t* nf I 
enc I 

hiEWiShlS. J Lovens t e 1 n. Neuman. Re t s. Axe l rad 6 Toll NT-WM- 
Lighting & Power Co 82/03/09 PECHHOEFE'B . C , LAND. J I 
Atomic Pafetg end Licensing Board Panel 3pp 12343 I' 
FI the 30-498.82/03/09.0203190099 


0203190360 Response supporting Citlieris for Equitable tint' 
notion to require full disclosure t. 1 ndependentlg prepai 
affidavits re ec parte communications Affidavits are 'hli 
required bg I au 

Btf.KIN.L Cltltens Concerned About Nuclear Power, tnc. 
Atomic Gafetii and Licensing Board Panel Ip 12348 051 
Fiche 50-498. 82/03/09.8203190360 


--B203190368 Motion (or recusal of Judge Hill from fucthei 
In proceeding Hill is emplogee of compang which it pai 
nuclear Industrg & which keeps Intelligence files on i 
critics Certificate of 6vc enc 1 

SlU'Attl.L Cltkieiis ConteTikeO About Nuclear pouer. lrn 
Atomic Safetg and Licensing Board Panel 3pp 123< 

Fiche 50-490.82/03/09.8203190360 


leaf OA Program Manual. '* 
isert* Corp ) £l(f-lCOl RIOA 
Iche 50-498,82/03/09. 


revieo questions Responses 
'SAR during 

Co 02/03/09 TEOEBCO. R.L 
12212 317 24X 


128 6 CPPR-i29 requesting 
t 891231, 

02/03/13 DENTON, H U 
irectur. 3 pp. 12298 258 


ettngs u/ut I I, Orown (> Root *, 

X to discuss 
ckf 1 1 I at site 

12 filRAOLlA.F J Licensing 
50-4 90, 02/03/13, 020324 0461 


8203I60LB2 Suggests neu schedule for hearing since tpstlau 
subjs will be preflled Applicants would present testiisoi 
on all issues. fol lowed bg NRC testimong Certlflcele of I 
enc 1 Related correspondence 

NEUMAN. J. R Lewens te In. Neuman, Rei s. Ai e Irad 6 Toll MCI 
joint Applicants- South Tekps Project 82/03/10 OECHI 
lamb, J C. > HIlLiE E Atomic Safetg and Licensing Board 
13302 001 24* Ficho 50-490. 82/03/10.8203160182 


8203320213 Disagrees w/intervenor Interpretation of Ccmmli 
visits i. talks u/appllcanl Remedy for ex parte commuoic. 
Is for summarg of c Qm.muni cation to be placed In POP 
NEWMAN, J 0 l.owens tel h. Newman, Re is. Ax B Irad 6, Tell. NEt 
Joint Applicants- South Texas Project 83/03/16 OILH 
ROBERTS, T. ft Commissioners 2pp. 12361.200. 24X 

Fiche 30-498. 02/03/16. 820322021 3 


8203220220 Response opposing Cltltens for Equitable Util 
motion to require full disclosure 6 Independent affldi 
ASLB jurisdiction does not include (matters Involving ( 
of Co mini ss I oners Certificates of Sve enc I 
NEN.man, J R Joint Applicants- South Texas Project. I 
Lowensteln. Neuman, Rets. Aielrad t> Toll. B2/03/I6 ! 

and Licensing Board Panel I3pp 12361 202 24X 

Fiche 50-496. 82 / 03 / 16 , 0203220313. 


B2a3?40o0& n»»ponse appo«tti; C)ti)»n« for £qut table Utllt 02030) noDi. 
far foil disc loivre of ot parte c orwson I cat » ons aHLO has no 
jurisdiction to consider uhether Co-rni ss i on er c onnunt c a 1 1 nns 
constitute ei parte co(c*>uni cat 1 ons Certificate of 5vc end 
GUTtERREZ'J f1 Hearing Branch U 02/03/2? Atonic SAfetg and 

1.1 tensing aosrd Panel lOpp l2U9f> 325 3«t Piche 30- ARB. 03/03/ 3;i 

020324020/. 


Antitrust Cl 


• esponaenc e 


620339040& Response opposing citliens Concerned Adoot Nuclear Pos’er 
620309 ‘notion for recusal of Judge Hill froir pruc eud t ng 
No basis for d isgua 1 1 f l c a 1 1 on provided Certificate of 
Eve enc 1 

t^W'SAIt. J R. Joint Applicants- Bouth Tssas Project NEWMaH. J H 

t,o^'en s t e In. Ne unan# Re I V • A ■ e I rad £. Toll 02/03/2J Atonic Safety 

and Licensing Board Panel BP 13411 046 24X 

Fiche 30-498.02/03/23.8303250406 


8203230923 Notice to parties foruardlng C Abbott B30323 naino 
s.,in.siar I 1 1 ng 611213-14 site visit & neettng 

OILINBIIY.V CoAAl as loners 82/03/33 Ip 12409 2V9 24X 

FlcAo 90-490. 03/03/23. 0203290523 


-8203290931 Bum.-ar 1 1 es 011213-14 site visit (. meeting u/util re 
status of turnover from Qrosin 1> Root to Uechtet 
ABnOfT.c: ARC - No Retailed Affiliation Given 62/03/32 

No Detailed Affiliation Given Ip 12409 300 24X 

f I c he 90-490. 02/03/23. 8203290523 


0203290301 Memo randum t. order denying Cttiiens Concerned About Nuc. trm 
Peuer 8302)0 motion for reconsideration of schedule for 
hearing Ooadrsi matlars Established schedule dll perrelt 
fliprt Informed inquiry Into matters than intervenor schedule 
BECIIHOEFER. C Atomic Gafety and Licensing Board Panel 03/03/25 
Citliens Concerned About Nuclear Pouer. Inc lOpp 12430 344 24X 

Fl^he 90-498.92/03/29.0303390381 


6203310190 Nemoranduni 1. order denying Citliens for Equitable 6t 1 1 s 
830301 motion to require full disclosure t< Independently 
prepared affidavits Itaquetted relief is form of discovery t> 
requlrtmenls not met. 

EECmHOCFER. C Atomic Oafety and Licensing Ooard Panel. 62/03/36. 
Citliens for Equ l tab 1 e Ut 1 1 1 1 1 e s 3pp 13499 054 34X 

riche 90-490. 62/03/26.8303310190 


II General correspondence 


0203340324 Notifies of RA Prater reassignment to position of manugi 
Of engineering assurance as of 820301 Change lui 1 1 be 
reflected in program desc r 1 p 1 1 on. ilevl s I on 3 L FEAR Amend 24 
OPRCA. 0 U. Houston Lighting 6 Poser Co 83/03/02 TEDE8C0. 8 L 
Assistant Olrocter for Licensing 2pp 12119 074 34X 

Flcte 90-498. 82/03/02.8303040324 


E Utility Final Safety Analysis Report (FRaR) 6 amondh 


8203030946 Foruiards Amend 23 to F8AR 

OOLOOERO. J. N Houston Lighting 1. Power Co 02/02/26 
Office of Nuclear Reactor Regulation. Oltec tor 4pp 
24* Flche 90-498, 82/02/26. 8203020946 


DENTON. H 
12009 IM3 


—8303020990 Amend 33 to F6AR 

e Houston Lighting t. Po;«er Co 03/03/36 
Flche 90-498.02/02/36.8203030346 


300pp 13089 046 24K 


6203110233 Forvierds Amend 34 to F8AH 

DOLOOERO. J H Houston Lighting It Power Co 02/03/08 
Offlco of Nuclear Reactor Regulation. Director 4pp 
24* Flche 50-498.82/03/00.83031 10323 


OENTON.H H 

12312 tiro 


-8203110332 Atnetid 24 to FEAR 

e Houston Lighting 6 Poser Co 92/03/03 300pp Aval lab to at 

ARC nrc 13213 324 24x F 1 c he 90-498. 83/03/08. 8203 110322. 


8203189260 Forwards Amend 39 to F8AR 

COLDBERO. J H Houston Lighting & Power Co 82/03/19 
Office of Nuclear Reactor Regulation. Director 2pp 
34X Flche; 90-498,03/03/15.8303180260 


DENTON. H H 
12334. IVO 


-3303180269 Amend 29 to FBAR 

COCOBERO. J H Houston Lighting 6 Power CO 62/03/19 
13334 300. 24K F Ichc . 90-490. 82/03/ 19. 8303180260 


37pp 


tl<Ci3230331 Notifies that B30308 1 tr transmitting Amend 24 to FBAR 
should have noted that position of operations OA manager 
Is vacant 

GCLOBERO.J H Houston Lighting tt Power Co 82/03/18 OENTON.H 
Office of Nuclear Raactor Regulation, Director 3pp 13366 OKI 
3AX Ftt*is 50-498- 03/03/18. 02033 2032 1 


0303030366 Forwards pleadings frur ttl Hatih files per 830225 request 
VCOLFR.a H Antitrust Oi vision 82/03/36 0A“PEtS. H 0 Sompe). 
H li 2op 1207 3 252 24K Fir he 50 000. 63 / 03/2 6. 8303020306 


0203350114 NuCtficatlon of contract es e c utt on. Nod 9 to "Engineering 
Assistance re Huartri;;s fer GLuth T* Antitrust t Comanche 
Peak Antllrirst Prurcedlnys * Contractor KW Bee I & 

ASSOC la tefi 

MCLEAREN. r Tethniral Assistance Contrails Branch Ft.N 0-65;-:i 
02/03/17 BAJF. l.C A-.ti trust t. tcono.nit analysis Orunch (l)tlllly 
Flnant el Ir 12421 266 24* Fit he 90-000. 02/03/ 1 7. 82032501 1 4 


-020333UII7 eiaJ 5. d e ot> 1 1 gat i ng u nl I y u t d.i ted balance Co close cput 
contract- to ' Enq I necr i r y Assis'onie ro Hearings For Eauth 
TX Antitrust 6 Comanche Peak Antitrust Proceedings " 

UI/RRUU0M5. O E R W Deck 1. Associates FIN 0-6523 82/03/17 

Ip 12421 267 24* Firbe 50-000. H3r03/ 1 7. 83033501 1 4 


83()3350423 rjotice i>f 630413 conference of counsel in Qethesda.nb 
Parlies to f i le statement by fl2040/> re history i. current 
status of proceeding. |Ce r * i f is a 1 1 or of Issues L 
af f t rr-a 1 1 ve r ec omsiond al i ons on resolution of Issues 
LAORENSCN. J A Atomic Safely and Licensing Ooard Panel 83/03/; 
3pp 12411 246 24* lithe 90-000. B2 /03/22. 8203290433 


Inspection reports, tf. Outletins L 


0203050445 Forwards Revisloci I to IE Ic./o Notice 02-01. "Au.liiaiy 
Feudwoter Pump Lockout Resulting From Hest t nyhouse w-2 
Euttch Circuit Mod- ’ i-rtorrettod Figure .3 S. Table I 
COIL INS, J T Region 4. Office of Director 03/03/26 Public 

Oervice Co of Color.i.io Set 12134 i30 24* Flche 50-000. 

02/02/26. 8203050445 


0.703160326 Forwards IE Ii-fo Notice B3-03. 'Environ Tests of Eleclriie 
Terminal Blocks" fur leview 

CDULINS. J 1 Region 4- Office Of Direttor 82/03/04 Public 

Service Co of Cninradu ,~>pp 12307 054 34* Flche 50 000. 

02/03/04. 0203 1 60336 


8203160367 Forwards IC Info Notice 03-04. "Potential Deficiency of 
Certain AGA3TAT E-70i)3 Denes rme-Delay Relays.' 6 IE Info 
Notice 82-05. "Incronsing Frequency of Drug-Related 
incidents. 

COLLINE. J T Region 4. Office of Olrector 03/03/10 Public 
Service Co of Colorado 2pp 12308 097 24* flche 3O-0C0, 

62/03/10. 8203160367 


8203190333 Forward* IE Info Notice 82-06, 
f’rtn<ary Side Manway Closure Studs " 
COLLINS. J T Region 4, Office of Director 
Service Ca of Colorado 2pp 1234? 204 
02/03/13. 0203190333 


'Failure of Steam Oeneratcir 


02/03/12 Public 

24x Fiche 90-000. 


82032203BD Ack receipt of 630223 Itr ICiForcoing N9C Of steps taken ti 
correct violations noted In IE Insp Rept4 50-490/01-33 I. 
50-499/01-33 

MA03EN. O L Reactor Projects Branch 02/03/16 OPREA.O H Moir 
Lighting 6 Pooor Co Ip 12366 018 24* Ficho 90-498.02/03/16. 

0203220300 


--O2O333O302 Responds to NRC 811207 Itr re violations noted In IF Ins 
Repts 30-496/81-33 6 50-499/01-33 Corrective actions Brown 
t, Root callbr personnel instructed to record first run date 
P Issue rep t uheci equipment found to be defective 
OPREA.O U Houston Lighting t, Power Cci 02/02/33 COLLINB. J T 

Region 4. Office af Director 4pp 12366 019 34X 

Fiche 30-498.02/03/16.0203220300 


0203230270 Forwards IE Info Notice 82-07. “Inadequate Security 
Screening Programs • 

COLLINS. J T. Region 4. Office oP Director 02/03/16. Public 
Cervlce Co of Colorado 2pp 12378 334 24* Fiche 9O-C0O. 

83/03/16. 8203230270 


9 Reportable eccorronces, LER* tt related correspondence 


8303170100 Oupp 1 to final deficiency rept re beam to column connrclli 
design in reactor conbainaient bldg Uork package to be 
submitted to Bechtel Prom Brown & Root by 820430 
OPREA.O M Houston l.ight ing t< Powei Co 82/03/05 COLLING. J I 

Region 4. Office of Director 2pp 12315 093 247 
Flche 90-498. B3/02/0S. 0203170100 




C503lbO36I H-ial «-e 9 t r? Svt Level I paintii> 5 » t to ciK-f'fte 

%lee’. uiltMn Loit I rertctor coi't alK.-.pnt Old)- 

lnittell<| reported Teetinc levealeJ higt %tiallt<j Of 

coatinf applxablon 

C»ntA.O W Moulton l.njhtirn & Pcuer Co 03/O3/On COLLtl»S. >• 1 
ne)lo<^ t. Ot<>ta of one-. KjT. tap 132^9 OIS 34« 
ricl e 33- 4TO. 82/03/09. ea 031 «J2& I 


t Wea-HT.^ traoMripl^ ct. f o*s-a»>t l tt meHei a 


* r.baaco Servicsa. tnc (auba of Eoaerc h Corp >. £'fi 
03/0.3/09 200PP 12311 |8? a4X Ficho 30-190. 02/03/C 
G3031 10264 


0203110296 He&ponii ta NHC 020204 I tr r* rev» eu quebtlont 
ui 1 1 be eubnitted In farx of anentf to FBa 9 durlpg 
final quarter i992 

CO'.ODCno. J n HOustun Lishttng 6 Pouer Co 02/03/0? 1 

Aesletant Director for Licencing 2pp 12213 317 34> 

Fiche 50-198. 02/03/09. 02031 10296 


&203189I61 Fcrcjara* JF 3o!4te»( t< J3 De<i;ea^e testimony an plant 
operation. revi%l'i 5 toatinonq tranacelttet m 6l06tS Wr t. 

-e.iael cf> BI00I4 lestinji.i, an QA for operation* deleted 
t.'EvJ'IAN. J p (.owbne Lei*>- Neorr-an. We u. Aie IraJ t Toll 02/03/11 
0ECn"tEFE9* c . lAM. J t - HIII.E E. Atoinic Gafetg and Llcentino 
Panel 2rp ia/333 2M 21> Fiehe 30-193. G2 /03' 1 1 . 93031601 e> T 


0203160220 Application for anend to CPPR-I2a «■ CPI’fl-l29 reu 
eitensinn af conpletipn date* to 871231 6 691231. 

Tetpet tlvelg 

OPREA.O M Moueton Lighting 6 Poter Co 02/03/12 OEM' 
Office of Nuclear Reactor Regulation. Director 5pp U 
Pont (I 24* Fiche 30- 190. 02/02/ 12. 02031 60220 


— 02331801/9 Teetiricng uf J- Oaldterg *< JG Oeiueaee ’•e current r-gl 
or;er. I tat ; fi % plan* ‘or elacit operaticn Util Tas tectinical 
co'epetec*!® to operate plane eafelg Planned staffing 8. 
organitation — eet i- eg vi reren t e ii/C er 1 1 f i c a t e of Sve 
OELtEERO. H . CF-.-FASe. J G Houston Lighting t. Pojer Co 
02/03/11 42pp 12333 266 21X Ficne 50- 490. 03/03/ 1 1 . 82031 00161 


O Cangre isior.a 1 /E « ec ut 1 ve Corre&oor. j enc e 


0203160091 Wespords to 620202 Itr NRC ui 1 1 conttnde to nouitor conet 
ac t Ivi 1 1 ee 

OlRCMb.U J Effice of the Eircutive Director for Dperatlons 
62/03/03 LOCFFLER. I House of Rep Ip 12301 069 31 x 

Fiche 20-498. 83/03/02. e2C-J160;jVl 


— 8203160099 Supports f»ci)it> const m spite of problems 
lOEFFLCR- T House of Rep 82/02/02 PALLAOlhO.N J 
C oSMAi ss 1 nne r s Ip 12301 070 24x Fiche 20-490.02/03/02. 

020.3 i/.o&yj 


0203240461 Notification of 020330-0402 meetings w/utll.nrc. 
Upodvarp Cl(|d<. Consultants in Houston. Tx to discuss 
liquefaction potential of engineered bacVflll at site 
BELLS. 0 E Licensing Branch 3 82/03/12 KIRACLIA.F J 

Oranen 3 3pp 13406 312 24X FI c h e 30-490. 03/03/12. 6; 


6203170079 Forivards suirearg of Ebasco Oves. tnc nuclear pevi 
ec per lenc e. 1 n response to 020312 request 
C3LDOERO. J H Houston Lighting (. Poieer CO 82/03/15 
Assistant Director for Licensing 5pp 12315 337 21X 

.'iche 50-190. 02/03/15. 0203170079 


8203190216 Foruards 44 oversiie draiuings In response to 01' 
Hqdrologic & Oeotechnical Engineering Oranch questions 
Aperture cards are available In POR 

C3LOOERO. J 11 Houston Lighting & Power Co 82/03/16 
Assistant Director for Licensing 4pp 12357 006. 24X 

Fiche 50-198. 02/03/16. 020J1902I6 


G Ad jud 1 ca tor-.; c qrr ospond one e 


*/ OperutcT E.xa mvna 1 1 ons 


0203090347 CcT-ents on Oenerlt Etc 01-40 re qualifications of 
reactor epeielors - iscer.se esams 

RCGERF30H.C O Houston Lighting t Po*er Co 82/03/02 
EI6EM1UT.D O Division of Licensing 2p ? 13163 334 34X 

flChe 20-0C0. 02/03/02.13203390347 


DOCKET STN-30-499 SOUIH TFXAS PfiO.iECr. U.NIT 2 


A Ap p 1 sea 1 1 on/c onstr uc t ion stage documents 1- c orreqpond ante 


3203030311 notion to require full disclosure t. Independent 
affidavits re utll e> parte 020221 c ormun 1 c at t on -■/ 

Com .- 1 SI 1 oner Roberts 6 Dec 1701 c om.munl cat 1 on w/Ccaimissl 
Oillnsly Certificate of Sve enc 1 

JOflDAN.M S Cltliens for Equitable Utilities JOUBAH.U 
Ueiss 02/03/01 Atonic Oafetg and Licensing Board P 

12097 311 34X Fiche 50-470. 02/03/01 . 0203030244 


8203030311 Kequests renedlal action be taken re B11213 e> 
comnun 1 c atton w/utll in violation of NRC regulations. 
uORDAN. H 3 Harmon 6 Weiss JORDAN. W 3 Cltltens for 
Utilities 82/03/01 OILINSKV.i/ Commissioners 2pp 
24X Fiche SO- 498- 82/03/01 . 020303031 1 


0203030577 Forwards request for add I info re OL application 
review Response should be in forn of amend to F0AR 

niRAOLIA. F J Licensing Branch 3 02/02/16 OPREA. 0 W Hnuktoii 
Lighting b Poser Co 20pp 12112 .323 24X Fuhe 50-490.02/02/16. 
0203030577 


6203030316 Urges renedlal actions be taken re 020221 ee pa 
c oiT'nuni ca t ion w/utll in violation of NRC regulations 
JORDAN. U S Hariron S. Weiss JORDAN. U S Cltltens for 
Utilities 02/03/01 RUOERTS. I Commissioners. 2pp. 
24X Fiche 30-490.02/03/01.0203030316 


0203100603 Forwards request for Info re inservlce testind requirements 
for pumps b valves to complete DL application rrvSew 
Schedule for response should be provided In 60 dags 
HlflACLIA. F J Licensing Branch 3 82/02/23. OPREA. 0 W Houcton 

Lighting V Ppuer Co I7pp 12217 170 24X Fiche 30-49B. 62/02/2S. 

6203100603 


0203100134 Advises that 020221 site visit was clear violet 
10CFP2 700 Intervenor absence due to Inadeguate notice. 
Return visit should be made w/all tntervenors present 
SINKIN.L Cltliens Concerned About Nuclear Power, tnc. 
ROBERTS, T M Coeeisslaners app 12182 033 24< 

Fiche 30-490.02/03/03.8203100134 


G303120034 Forwards document list b suggested 
820329-0402 meetings re plant backfill 
S^LUS. 0 E Licensing Drench 3 02/03/02 

Lighting V PoL-er Co 5pp 12251 316 24X 

3203120034 


presentatton outline foi 

POWELL, n E Houet Oh 
FUhe 30-490.82/03/02. 


3203110001 oenerlt Ltr 02-04 to all licensees of operettng plants, 
applicants for OL V botders of CP re use of ItlPO 8EE-ltl 
program 

EtSENHUT. 0 O Division of Licensing 02/03/09. HAUSFURO. A 
Consolidated Edison Co of New Vork. 2pp. 12231 031 24X 

Fiche 30-000.82/03/09.6303110001 


8203110264 Forwards Revision 3 to 0A program description for design t> 
const phase, based on Revise! lOh to ETB-kOOl. -Ebasco 
Nuclear OA Program Hanwal' b addondv-.ln response to 820212 
I tr. Af f 1 dav it enc I 

OOunBEftO. J M Houston Lighting b Power Co 82/03/09 TEOEBCfl.R. L 
Assistant Director for Licensing 3pJ 12214 il3 24X 
Fiche 30-490, 82/03/09. £32031 1096 4 


0203190099 VHLhdraus 020301 suggestion that addl Issues ti 
A6LB should specify discovery will be allowed b tastlroc 
admitted on all aspects of Quadrer rept. Car 1 1 fleets of £ 
enc 1 

NFWIAM. J t.owenstsln, lleuman. Reis. Axe Irad b Toll MEWhW 
Lighting 6 Power Co 02/03/09 BECHHOEFER . C. . LAHB.J ( 
Atomic Safety and Licensing Board Panel. 3pp 12343 13 
Fiche 30-498.02/03/09.0203190099 


6203190360 Response supporting Cltltens for Equitable Unit 
notion to require full disclosure b Independently prepei 
affidavits re ex parte communlcallons. Affidavits ere 6ki 
required by law 

SINKIN, L Cltliens Concerned About Nuclear Pewer. the 
Atomic Safety and Licensing Board Panel Ip 12348 03. 
Fiche 30-490. 02/03/09, 0203190360 


•02031^0369 Mo 1 1 on f'X' of Joilao »IJ 1 1 from further par 1 1< ipot i tm 

to procfodlnj Mill 1* employee of c onpsnij uihjth le port of 
ruclfor lndi»«try % ttiltb Peope Inte 1 1 jijent e fHe» oi< nuclear 
critic* Certiflcote of Svc end 

SthKlM. L Cltlieno Concerned About Nuclear Pnijor. Inc OS/OD/OV 
Atonic Safety ond Ltcrnelng Ooard Panel Jpp 12300 093 .''OK 

Ftche 90-'198. B3/03/09. 0203190360 


e;"3l6O10? Sojgesls neu ochedote for hearing since testimony on ul 1 
•ubj* will be profiled Applicants would present testimony 
JO all issue* • fo 1 1 owed by NBC testimony CartIfICato nf Svc 
»otl Belated correspondence 

n'EUitAM- J 9 l_oue(is te In. Neusien. Rel <• Are Irad t> Inll IsCUMAl. <1 l< 
j 3 int Applicant*- Sooth Teta* Project 82/03/10 OECHIiOFFrR.l . 
lAtB-J C . HILL-F E Atomic Safety and Licensing Board Panel frpj. 
13302 001 2dX Flche 50- 098. 82/03/ 10- S2031 60102 


9703220213 Disagree* w/ 1 ntervenor Interpretation of Co.sml st loner site- 
vl»lt» t- t*lt* u/app I leant Remedy for or porte c ommun Ic a t lun 
It for sumirarg of c ameunl c a 1 1 on to be placed In POP 
riEunAP' J R l_oiven* te I n* Newman. Pel e. Are Irad 8. Toll NFNIIAN. P P 
joint Applicants- South lera* Project 82/03/16 OILINSKY.V . 
AG6CRTS. T M Coeml os 1 nner s 2pp 12361 200 2gX 
FUh* 90-498. 02/03/16. 0203220213 


--0203220230 Be ipense opposing Clttiens for Egvttable Utils. Inc 1120301 
ration to require full dleclosure t. Independent affidavits 
ASL8 jurisdiction does not Include matters Involving conduct 
of Commissioner* Certificate* of Bvc one I 

NEUMAN. vl R Joint Applicants- South Teias Project NFUMAN-.I P 

Lcventteln. Newman. Re 1 *. Arel rad ti Toll (12/03/16. Atnmic ilnfety 

and dctnslng Oeard Panel 13pp 12361 20P 24X 

Flche 50-490.02/03/16.0203320213 


-■ 8203020550 Amend 2J ti; F'i.'R 

e Houston Lightirj / Power Co OP/ 02/. 06 i'OOpp l3Cfl5 0 46 .'4t 

FI the 50 - 4 ‘/H. 02 / 02 /; U.' 


0303110222 Forward* AsenC 24 to » r.AP 

GCl.OPEfiO. J H Houstun li)hciny *. Power Co 02 / 03/00 OLNION.H P 
Office of tljcwar Rpsetor Beyulattsn. Director 4pp 13312 'i;'/i 
34 « Ficne to- 490 . 03 / 03 / 00 . P 2031 10222 


-8303110232 Amend 34 to FBaR 

* Muustun lighting t I’rjer Cn 83/03/02 30ar.p Aval I at I r at 
MPC nrt 12212 3.’4 24x ficre 50-490 8.2/03/C0- 83031 10.733 


83i}3l 83360 Forwards .imei.j 35 to FbAP 

CCl-ODtPC. j H Nuustnn I ightin; 5 Power Co 02/03/15 OFNTilN.ii ti 
Offiie of Nuclear Peaccui Regulation. Oirei tor .7pp 13334 r/;i 
34X Flche 50-490 03/03/ 15. 020.3100260 


• •0203100365 Amend 2b to Fi.AP 

DOLOOFBO. J n Houston l lyhtiny t Power Co U3/0'.1/15 2/pl. 

13334 300 24X Ficho 50-490. 83/03/ I 3. 0303 1C'0."’60 


0303330321 Notifies that 030300 Itr transmitting A^send 34 to FOAP 
SI uutd have noted that posillor of opeiations OA manager 
IS vaca'it 

CCI-DREPO. .1 II HOuslun i.tghtina t Poeer Co 83/03/18 OFNTOM. H 
Office nf Nuc tear Pearlor Regulation. Director 3pF 13366 DU 
24 X Fit lie 50-490. 83/03/10.030:1330331 


M Antitrust correspondence 


8703340306 Response opposing Clttiens for Equitable Utile 030301 mutlm. 
for full dlscloture of ei parte cummunl cat I one AbLD has no 
jerltdlctlon to consider whether Commissioner communlcatlone 
cinstltote «t parte c ommun (cat 1 bn* Certificate of Svc enc I 
CllTieRPCZ.J M. Hearing Branch 3 U3/03/23 Atomic Bafetg and 

Licensing Board Panel lOpp 13396 239 24X Flche 90-478.02/03/2:'. 

0303340306 


8303350406 Response opposing Cltlion* Concerned About Nuclear Power 
830309 motion for recusal of Judge 111 I ) from procendlng 
He tesls for dtsqual I f Icat loti provided C.crttflcste of 
0VC enc I 

NEUMAN. J R Joint Applicants- South Te>a* Prufoct NFUNAN. J P 

Leatnsttln. Newman, fle 1 e. At elrad 1. Toll 03/03/23 Atomic Safety 

<nd Licensing Board Panel BP 13411 046. 24X 

Flche 30-490. 83/03/33. 0203230406 


£7)3750533 Hot 1 c » to partlet forwarding E Abbott 030333 memo 
Svmatrliing 811213-14 mite vlelt (. meeting. 

OILlNSKV.v Commlselonert 02/03/23 Ip 12409 299 24X 

Flche 30-498. 82/03/23. 8203290923 


—8703390931 Summarltes 011213-14 «lle vlilt & meeting w/util ro 
• tetuS of turnover from Drown t. Root to Bechtel 

AB8QTT,e NftC - No Detailed Affiliation Olven 82/03/22 NRC 

No Detailed Affiliation Olven tp 12409 300 24X 

Flche 90-490. 82/03/23. 8203290923 


0303030306 Forward* plradlnqs from El Hatch files per 020325 teguesi 
VOGLER.O H Antltruat Olvlsiui. 83/03/26 SAI-PF.L6.f1 0 nami-t l. 
M 0 2pp 12078 293 34x Fiche 50-000. 83 /03/.76. 0303020336 


020335011-1 Notiflcatiun of cancract e i ec ut ion . Nod 5 to ' F.ng i ne« i i !■< 
Assistance re Heatings fur Seutb Tt Antitrust 1. Lueanev.e 
Peak Antitrust proceoJIrgs ' CrnttJctor PU Beck 6 
Assoc la le* 

NCLEAREN. I Technical Assistance Contracts Brauch FIN 0-65;':i 
83/03/17 GBjEI-S Antitrust ti biunomic analysis Oraiich lutllitu 
Finance I Ip 12431 366 34 x Fiche 50-000. 03/03/ 1 /. 0203250 1 1 4 


--0303250117 Nad 9 deob 1 1 ge 1 1 ng unliquidated balai'ce to close out 
contract, to "Eng i oeor i ng Assistance re Ifearjops For 6ou(h 
TX Antitrust t Comanche Peak Antitrust Pruceeding* ” 

OUnnaUOMb. I< E R U Dec* t Associates FIN (1-693.1 02/03 / 1 7 

Ip 13421 367 24X Flche 90-000- 83/03/ I 7. 03033501 I 4 


830:)?90432 Notice of 020413 cunference of counsel in Bethesda.MO 
parties to file statement by 03D4(>6 re history f. current 
status of p r oc ee - i ng- I den 1 1 f t c a 1 1 on of Issues 6 
affirmative r ec o-smendat i on* on resolution of Issues 
LAURENSU.1I. .1 A Atomic Safety and Licensing Uuard Panel 93/03/:,';' 
2pp 12411 366 34 X Flche 90-000. 02/03/33. 0303250422 


0 Inspection reports. lE Bulletins & correspondence 


87437g03&l Msrvorandufs t< order denying Cttliens Concerned About Kutlcoi 
fewer 870310 motion for reconsideration of schedule for 
itsrtng Ouatfres matters. Establ 1 shed schedule will permit 
acre Informed Inquiry Into matters than Intervtpor schedule. 
dECWlOEFEft. C Atonic Safety and Licensing Ooard Panel 02/03/29 
Cltlitns Concerned About Nuclear Power. Inc lOpp 12430 344 24x 

Flche: 30-49B. 83/03/25. 8203390301 


0203030445 Forwards Revision 1 to IE Inf© Notice 02-01. "Auilllniy 
Feedwater Pump Lockout Resulting From lyestinghouse u-3 
Switch Circuit Mod. • w/coriected Figure 3 6 Table 1 
CUI.LINB.J T Region 4- Office of Dtroclor 03/02/36 Public 

Service Co of Colorado 3pp 12134 138 34X Flche 50-000. 

02/02/26. 8203050449 


6703310190 Hemorandum 9. order denying Cltliene for Equitable Utils 
870301 motion to require full dlscloeure t. Independently 
prepared af FI davits. Reque sted relief It form of discovery t 
rsqulLcment* not met 

BECiexieFER. c Atomic Safety and Ltcsnslng Board Panel 03/03/26 
Cltltens for Equitable Utilities 3pp 12439 094 24X 

Ficks 90-498, 83/03/26. 02033 10190 


h Osnerel correspondence 


M40374 Notl fl ei of RA Fraier reaeilgnment to position of mannppr 
Of engineering assurance ad of 020301 Change wilt be 
rose!'*"* ftogra.m date r tptlon. Rev! 1 1 on 3 6 F8AR Amend 24 
WSEA.O H Moulton Light trig & Power Co 02/03/02 TEOEOCO. R L 
silttant Director for Llcentlng 2pp 12119 074 24X 

r 1 1 1* 50-498. 02 /03 /02 . 830304032 4 


Final Safety Analysis Report (F8AR) <■ amend* 

**^ston '"‘"‘ward* Amend 23 to FBAR 
OfPic X ” Houston Lighting 6 Power Co 02/02/26 
J., c* Hue leer neactor Regulation. Director. 4pp 
I Che -50-490. 02/03/36. 0203020946 


DENTON. H (1. 
130B5 042. 


3203160326 Forwards IE info Notice 03-03. ’Environ Tests o( Electrical 
Terminal Blocks'" for review 

CCLlINS. J T Region 4. llfflte of Director 83/03/04 Public 

Service Co of Colorado 2pp 13307 094 ?4x flche 50-000. 

82/03/04. 830.3 160326 


0203160367 Forwards IE Info Notice 02-04, "Potential Deficiency of 
Certain A0A5T AT E-7000 Senas Time-Delay Relays." U IE Info 
Notice 02-05. "Increasing Frequeneg of Drug-Related 
Incidents " 

COLLINO. J T Region 4. Office of Director 83/03/10 Public 

Service Co of Colorado 2pp 123P0 09/ 24X Ftche 90-000. 

03/03/ 10. 0203 160367 


8203190330 Forwards IE Info Motlce 02-06, ’'Fallore of Steam Oenuratnr 
Primary Side Nanadg Closure Studs " 

COLLINS. J 1 Region 4. Office of Director 02/03/13 Public 
Service Co of Colorado 2pp 13349 304 34X Flche 90-000. 

02/03/12. 8303190333 


r<iu:43?03e0 At* 3f e?0?23 Itr irfor.-^ina NiRC of 4tep» tall on lo 

correct vtolfltlcin% roted lr IE loop Roots SO-4«fB/BI-33 «< 

30-495.G1 ■ n 

MAUStN.S .. Rooctci'' I'rojc-rts Oi-ar.ct ilP/Ol/lb OPBEA. 0 M Hnuslnn 

Li^htirg %t Bolder (.0 Ip 123^.6 OIG 24 X ficho 5O“4*?0 . Q2/(?3/l6t 

U203320n(12 


--020332D3B2 Rospords to fiRC 0I1P07 Itr fe violations nottd In It Insp 
RcpSs 33-490/ai-D3 8. 50- <» 99/0 1 -33 Corrective actions Srcun 
h Ront cal Itr personnel t•lstrpcte<l to record first run data 
t Issue root idOen equlp-ont found to Pe defective 
OPRtA.C tl Houston I l«Ming (• Po.cr Co 82/02/33 COLLINS- J 1 

Rejtnr 4. Office of Oi'rttor 4pp. I236f> 019 24X 

F Ic he 3-3- 49B. 82/03/ lb. tl3032203BO 


P nperatlng license stone documents t- corresponde 


8203010132 Foraards F8AR description of oullllaru 
automatic Initiation t> flou Indication to detarm 
compliance u/ long- ter m safety guide requirements 
AENbALL.R MBC - No Eetallefl AffUlatlon OWen 
00/10/03 fERINER-K Franklin Inst I tute/F rank I 
2PP 12732 199 24X Flche 30-000. 81 /OO/ 04 • 8203 


OPtUtT 50-501 OaviS-BESSE MUCLEAR I'OMEU BTATIW. \J 
A Appt I c at lon/c onst rue t Ion stage documents b corr 


0203230270 Fcru,ards IF Infu Notice 82-07. "Inadequate Security 
Scree'ilng Programs 

CG,.I I‘.S..» r Regior 4- Office of Director 62/03/16 Pub I If 

Service Co of Colorado 2pp 12378 334 24* FUnc 30-000- 

02/03/ 16. 0203230270 


0203110001 Generic Ltr 82-04 to all licensees of o 
applicants for OL ti holders of CP re use of INPO 
program 

etSEMIor, 0 0 Otvlslon of Licensing 82/03/09 
Consolidated Edison Co of Neu York 2pp. 1223 
Flche 50-000- 02/0.3/09. 82031 10001 


S Refortatif otc u-renr es. tE'ls t- relate! correspondence 


D2O3170ICO Ev-pp I to fir.a* deficiency rept re team to column connrrtlon 
cesign in reactor ccntairimemt oldg Liork package to be 
sub.-ltted tc Oecstol Iron Oroj.n b Root ti B2U430 

OPttEA.S ~ Heusion t.igtitiT.g t. Pc_er Co 62/02/03 COLLlMS.d T 
Region 4. Office of Director 2pp 12315 093 24X 

Ficl-e 33-498. 92/02/05. 82031 70100 


8203020611 First Interim deficiency rept re Mestingtouse stea-> 
generator tubo -uplo-e ar. a I ys Is- ml t s a 1 1 1 veported 820119. 
Present dosiyri toes not have capatilitf to poser instru.rent 
air compi-essot from resundarit Class IE posjer supply 
CPHEA. G tl Houston -lighting b Power Cs 82/02/93 COsLlHS- J T 

Region 4. Office of Oliector 3pp 1 2082 006 24 X 

F I Che 30-496. 02/32/23. 02030.''061 I 


OOCKEF 81N-30-502 HAVEN NUCLEAR PLANT. UNIT 1 


A Appt Icatlon/construc lion stage documents b corr 


8203110001 Generic Ltr 82-04 to all licensees of o 
applicants for OL b holders of CP re use of IWO 
program 

EtBENHUr.D G Division of Licensing 82/03/09 
Consolidated Edison Co of New York 2pp- 1223 
Flche 30-000.02/03/09.0203110001 


OOCAET BTN-30-308 HPPBS NUCLEAR PRn.lECT. UNIT 3 
A App 1 Ic at lon/c onstruc 1 1 on stage documents b corn 


Hearirg transcripts nr. non -ant 1 1 r us t meltors 


8203183161 ForurtiOs ./M Ujlotierg f. UO Dewease testimony on plarit 
og erac 1 ori. rev 1 % mg testinonq transmitteC m 810615 Itr b 
rrvisee on 010814 Testi-nny ori OA for operations deleted 
f.E.irAN. j H Lo-enstein. Neu-an. Reis. Aielrad f. Toll 62/03/11 
nFCA-ir.EFCR. C . uAfi. ./ C HUL.E C AtonK Safety and Licensing Uooi il 
Panel 2pp 1.7333 2*4 241 Flche 30-499. 82/03/ 1 1 . 020310016 I 


--020311)01/9 Testimony of Jii Goldberg b dC I>e-_oefe re current mgt 
organltation b plans for plant operation Util has techrikcal 
ccirpetence to operate plant safely Planrisd staffing b 
organiidtlon meet requirements U/Cer t i f I c ate of 9vc 
GOLDOERG. ■/ M . OEWEAtjE. .» O Houston Lighting b Power Co 
02/03/11 42pp 12333 266 24X Ficte 30-490. 62/03/ 1 1 . 0203100161 


B203090260 Advises that util plans to submit SL ap 
1982. per NRC 820112 ltr re new applications surv 
SOUCKEV.O 0 Uasblngton Public Power Supply Bys 
TE0E8C0. R L. Assistant Director for Licensing 
Flche 30-308. 02/03/04. 8203090280 


82031 10001 Generic Ltr 02-04 to all licensees of o 
applicants for OL b holders of CP re use of INPO 
prograrr 

EISENMUT.DO Division of Licensing 82/03/09 
Consolidated Edison Co of New York 2pp. 1223 
Flchc 30-000.09/03/09.8203110001 


F Security, medical, energency b fire proteettun 


U* Congress 1 ona I /Esoc ut kve Corr espon! eric e 


8203 160091 Responds to B20202 ltr NBC will continue 
ac 1 1 vl 1 1 e s 

DlRCKS.il J Office of n-e Eiecutive Director for 
62/03/02 LOEFFLeR. T House of Re? ]p 1.7301 
Flche 30-498. 62/03/02. 8203160091 


to monitor const 

Operat 1 ons 
069 24K 


0203260117 Forwards Info re guard training b quail 
Enel withheld (ref iaCFR2 790 b 10CFR7.3 91) 
DOUCHE Y. 0 0 Washington Public Power Supply 8ys 
ADFNSAM.E Licensing Branch 4 IP 12429 176 
Flche 30-308, 89/03/93- 83032601 1 9 


H General correspondence 


-0203160099 Supports facility const In spite of problens. 
LOEFFLER. T House nf Rep 02/02/09 PALLAOINO-NJ 
Commissioners Ip I230I 070 94X Flcl.e 30-498.02/03/02. 

020.3160091 


V Operator Ciaminatlons 


B20310046D Opposes further CPs or eitenslon of per 
until complete Investigation of safety b need cc 
Public hearings should be held to address issues 
HILL. D . DAVIS. R . DAVIS- J L Internationa 1 Lon 
Uarehousemen's Union. 02/03/09. SCMWENCER.A 
Ip 12184 334 24X Flche 30-397.82/03/09. 82031 


8303090347 Comments on Generic Ltr 01-40 le qualifications of 
reactor opprato-rs - license eiams 

ROOERTSON. C 0 Houston Lighting b Power Co 82/03/02. 
E18ENHUT.D O oivksknr. n I Licensing. 9pp 19163 334 24X 

Flche SO- 000. 03/03/09. Q2030V034 7 


docket 30-500 DAVIB-DESSE NLCLEAR POMFR STATION. UNIT 2 


O Inspection rpports. t£ Bulletins b corresponden 


8903020619 Ac k receipt of 811223 ltr Informing NHC 
cprTsct violation noted in IE Insp Repte 30-300/ 
90-309/8I-14 AddI info required re 30 pslg press 
test of containment guard pipes. 

FAULKENBERRY. 0 Region 3. Office of Director 
LEDOICK.R 0 ilashington Public Power Supply 8ys 
12082 133 24X FI che 30-308. 82/02/99. 8203020619 


A App L lea 1 1 UP/ c ons true 1 1 on stage docu.ments b correspondence 


8303110001 Generic Ltr 92-04 to all licensees of operating plants, 
applicants fur OL b holders of CP ra use of INPO SF.C-IN 
program. 

etSENMUT.DO Division of Licensing 02/03/09 MAUSPURO. A 
Consolidated Edison Co of New Vorl 2pp 12251 031. 94X 

Flche 30-000. 02/03/09. 09031 1000 1 


— 0203020632 Responds to NRC 811091 Itr re violatl 
flepts 30-308/01-14 b 30-S09/B1-14 Cnrrac t iva a 
pressure for guard pipes in all three penetret 
uniform (30 pslg) over entire length. 

LEDDtCK.R. 6 Uastilngtnn Public Pdvier Supply E 
FAULKENBERRY, B Reactor Cent true t Ion Projects 
12082:135 24X F ic he 30-308, 82/02/29. 82030206 


SSOaefOJiV l^oruards IE Insp Rept 50-500/03-03 on 830301-05 No 
rone oinp I i«nc F noted 

FAULIfEMflEfiflV. B Olwlelon oP Resident. Reactor Project & Enginerrtnq 
33/03/01 EEOOlCA.ft 8 MashVnslon Public Power Su|.plg 
Sgtteei ip 13435 33? 34X Flche 50-508- 83/03/01 . 030339036V 

--32033R0374 tG ln4p Rapt 50-500/83-03 on 020301-03 lie ncnc otspl inni n 
noted Major jrees Inspected reactor bldg structural steel tc 
upper etea-n generator support erection (. action on IE 
bul le tl ns . 

HAlST I 0 P. * OOOD3- R I Utvislan of Resident. Reactor Project t. 
Engineering Programs 03/03/36 13pp 13435 338 24X 

FiCfte 30-908.82/03/01.0303390369 


0303100341 Act receipt or 830313 Itr inPormin} IIRC Ot steps taken to 
correct violations noted in |E Insp Repts 30-500/01-19 6 
50-309/81-19 

BISHOP. T M Region 5. Office of Director 03/03/02 LEOOICK. I( a 
Maeblngton Public Power Supply Qgstain Ip 13181.034 24X 

Flche 30- 500, 83/03/03, 030310034 1 


--8303100340 Responds to NRC 030111 Itr re violations noted In IL li.sp 
Repte 30-908/01-19 6 30-509/81-19 Corrective actions joint 
venture project engineering dept reviewing all conplotsd 
OA-034 fcirms 

LEOOICK. R 0 Uasnington Public Power Supply Ogsten 63/03/13 
pAtiLKENOERRY Region 5. Office of Director 6pp. 13181 039 L‘4x 
flche 30-308.83/03/03.8303100341 


8303100339 Notifies that IE Info Notice 03-03. "Environ Tests of 
Electrical Terminal Blocks." was Issued to listed licensees 
on 830304 

s Region 5. Office of Director 03/03/04 Region 3, Office of 

Streeter Ip. 13183 243. 24X Flche 90-000,82/03/04.82031005:10 


0203290176 Forwards 1C Insp Repts 50-506/03-03 L 50-509/62-01 on 
830101-31 Ko nope amp 1 lane e noted 

BlSHt“,T U Division of Resident. Reactor Project 6 Englneerltifl 
Programs 83/03/09 LEOOICK. R S Ifa sh ing t on Pub 1 1 c Power Si.pply 

e-jstem 2pp 12439,346 247 Flche 90-308, 02/03/09, 03032901 7» 


'8303290183 IE Inep Repte 30-506/83-02 & 30-309/03-01 on 820101-31 No 
noncomg I lance noted Major areas tnspectsd const activities, 
t.'iear stud ualdtng 6 document c ont rol . LCII e, we 1 d procedures 6 
goal 1 r 1 cat 1 ons 

albert. U 0 OQOO0, n l Division of Resident, Reactor project f. 
Engineering Programs 03/03/03 lOpp 13429 348 24 X 

riche 30-500,83/03/09.8303390170 


6303160279 Advises that IE Info Notices 03-04. "Potential Deficiency 
cf Certain AOASTAT E-7000 Series Tlire-Oelsy Relays" 6 
62-03. "Increasing Frequency of Drug-Related Incidents, " 
were Issued to listed utils on 8303I0 

e Region 9, Office of Director 83/03/10 Region 3. office of 
Director Ip 13398 313 24X F 1 cbe 30-000- 83/03/ 10, □20.T1602/V 


8303160339 Advises that enc I 1 £ Info Notice 03-06, "Failure of Utearn 
Oenerator Primary Sido Menwag Closure Studs," was issued to 
listed licensees. 

• Region 5. Office of Dlrsctor. 03/03/13 Region 3, Office of 
Director Ip, 13307 313 24X Flche 30-000.03/03/13.83031603:17 


0303320266 Advises that IE Info Notice 83-07, "Inadequate Security 
Screening Progrems, “ wes Issued to listed licensees on 
820316, 

s Region 3. Office of Director 83/03/16 Region 3. office of 
Director Ip 13362 397 3qx F 1 cbe 30-000. 83/03/ 1 6, 8203220360. 


COCHEI 8TN-30-309 WPP83 NUCLEAR PROJECT, UNIT 3 


A App I teat i on / 1 onstr uc 1 1 on stage documents t, correspondence 


6303100131 Discusses plans for termination of Projects 4 I. 3 OL 
aggllcatton should he amended to deists Project 4 whan 
ecceptence review of Project 1 Is completed In mld-Nar. 
TEDE8C0.R L Aselstent Director for Licensing. 82/03/02. 
FER008CN, R. L Ifethlngton Public Power Supplg Sgstem. 9pp 
13329 272 247 FI c h e 30-309. 82/03/02. 82031 00131. 


6203110001 Oenerlc Ltr 02-04 to all licensees of operating pi anti., 
applicants for OL L holders of CP re use of INPO Ses-IN 
program 

EISENHWT, D <5. Division of Licensing. 82/03/09. MAUSPURO. A 
Cental Idated Edison Co. of New York. 2pp. I233r 031 24X 

Flche; 90-000. 82/03/09. 0203110001 


82/03/09 ‘3C>'l,FNCtR. A -t I censing 0 ranch 2 ip 12184 314 24 X 

Flche 90-39 7. 02/03/09. 0203 I 004 60 


<1 Inspection reports. IE llullotins t correspondence 


0393020619 Act rscecpt of 011233 ltr infoimlng HOC of steps tel on to 
correct violation noted tn IE Insp Repts 5(1-506/01-14 L 
30-30’9/8| - 1 4 Addl Info requirud re 50 pscg pressure deray 
test of containment guard pipes 

'■AVJ<.,KF.NOERnv . 0 neglor 3. Office of Olrectoi 02/02/22 
LCOOlCA.R 8 JasHJn-ton Fuhlkc Power Supply System 2pp 
12002 133 24X Flche 90 -508. 02 /OP/22. 0203030619 


--8201020632 Responds to .‘.PC 011021 ltr re violation notel i» I(. Imp 
Repts 50-500/81-14 5, 50.509/01-14 Corrective .icticns design 
pressure for guard pipes in all three penetrations made 
untforir (50 psigl over entire length 

LEUDICK.B 9 Was'ingten Public Poser Supply Sgstom 81/12/. Ill 

FAULKENOERRv. 0 Rearter Construction Projects Branch 9pp 
13082 135 24X Flche 30-500. Q2/02/22. 0303020619 


8203010284 Advises that IE Info Notice 82-01 . Revi s i on 1, "Ausillary 
Fcedeater Puirp i.acknut Resuittny From ties 1 1 nyhouse W-3 
Switch Circuit Mod" vas sent t<> listed utils 

• Region 9. Office of Oirector 02/02/26 Region 3. oPfim of 

Director Ip 12095 340 24/ Fiche 30-000. 02/02/26. 0203310CII4 


0203100241 Ac k receipt of 820212 ltr infurning N'lC of steps taken tn 
correct viol.stions natt-d In IE Insp Repts 9O-9CU/01-I9 J, 
50-909/01-19 

OtSHf^P. r U Region 5. Office of Director 82/03/02 lEDDICK.M S 
llashingtori Public Power Supply System Ip 12ID1 0'J4 24/ 

Flche SO-508. 82/03/02. 8203 1 0024 I 


--02O31OO34O Despofuls Is tlRC 0201 I I ltr re vvolelvons rrotsd in ll li.sp 
Repts 90-300/01*19 t, 50-509/81-19 Corrective actions joint 
venture ;;rojecr engineering deft reviewing all completed 
QA-034 forms 

LEDIIICK.R 3 Mashiwytcu Public Power Supply Ossle-n 02/02/12 
I AULKENdCRR V Region 5. Office of Director 6pp 12181 035 24/ 

Flche 30-908. 02/01/02. 8203100241 


(1203100530 notifies tral IE Info Notice 02-03. Environ Teels of 
Electrical Ferminal Dlscls. • was issued to listed licensees 
on 020304 

* Region 3, Office of Oirpctoi . 82/03/04 Region 9. (Ifflci- nf 

Director Ip 12183 .'’/.I 24X Flche 30-000.82/03/04.02031005:10 


0201290170 Forwards 1C Insp Repts 30-500/02-02 6 50-309/02-0! on 
020101-31 NO none amp I lane e noted. 

BIGHOP.T U Division of Resident. Reactor Project 6 Engineering 
Prograos 02/03/OV LEODlCK. R 8 Hashing tun Public Power Supply 
Systers 2pp 124 29 346 24X Flcho 50-308.02/03/09.8203290170 


--0203290 1 82 IE Insp Repts 50-900/82-02 J. 50-309/02-01 on 020101-31 No 
none omp I lai< c e noted Major areas inspected const activities. 

Shear stud welding !• docuirent control , Lf.Rs, we 1 d procedures L 
qua I 1 f lead ons 

albert. M 0 . DODOS. R T Division of Resident, Reactor Project I. 
Engineering Programs 03/03/03 lOpP 12429 348 24X 

Ficne 50-308.82/03/09.0503290170 


0203160279 Advises that 1C Info Nallces 02-04. "Potential Oeficicncii 
of Certain AOASTAT E-7C0D 8oi los Time-Delay Relays" L 
82-05. ‘ Increasing Frequency of Urug-Related tnciCsnts. ‘ 

were issued to llstod utils on 820310 

• Region 9, Office of Director 82/03/10 Region 3, OfPlce of 

OlrettOT IP 12296 319 34X Flche 30-000.02/03/10.8203160279 


8203160339 Advises that enc I IC Info Notice 82-06. "Failure of bteom 
Oscierator Primary Olds Maciwey Closure Studs." was issued to 
listed 1 I c en s ees 

e Region 3. Office of Director. 82/03/12 Region 9, Office nf 
Director Ip 12307 213 24X Fiche 30-000.82/03/12.8203160339 


R20322036B Advises that IE Infu Notice 82-07, “Inadequate Security 
Screeniiig Prograns. ‘ was issued to listed licensees on 
820316 

• Region 5, Office cif Director. 82/03/16 Region 3, Office nf 
Olrectoi- IP 12362 297 P4x Flche 30-000.02/03/16.02032303611 


"SlbOl *j‘. fc‘ t © #•«»' i op of P'jifrcli 4 5. b CU 

^(»p 1 1 ; 0 1 ; 0*> 4t/)vld JO 3*‘p*d^J to delete »'roject •' i.;l»on 
4'ce;;t^((© c^ Pr>je€i' i <cTpiet«il it* •‘*id •.•^ar 

TCCE'’>CC-*i - *:*r k;;^/03/02 

f rJt'iJ?;r ^x. i| ^ ;<3S'‘ ’.r. j tor ri.^]tc -owe? r-jp?!,, 5pp 

272 hit tv yr?/O3/0;MJ203l0'Jt3l 


^eport^d QM n^Olll Pii«*pQ Ir vaWos c>iH bo washed 
electric rAtor^ dr ied Aitioo^ conpieted b^ fi*\ 

HA2ii<), 0 M Mashwiqtci- I* it; it powor Supply By^ter 
FAUL»<pf^UI.J^MY, 0 S. Office of Director : 

Tuhv 50«df*0. 8^/O^/n .U^.^30^0l09 


f^oJilCOC; Ocre-;c 1. 1 • Jl’'04 \i dll Itcenveo^ of operatio? ptarttv. 
etol;cdr*.e fo* 'J*. ? lolde*^ .sf re of illP'3 EFF-1*< 

>r cgr 

L 1 5£r.|.t ' ■ 0 r. niwi^toi o» Licep^i'^) 62/03/1)'? MAUSPU'^O. A 

C ori^ci I 1 dated rci*-or v 15 o* iJej, /oi fc ??p 12201 011 24J^ 

ricr.e f O-OCc. D>/CTyO>. H3031 ICCOI 


6203160100 Tnterisi defniency rejit re r.) dtratc h ing t 
<or valve % irt oe^ay beet ro'iovat dys* ir^ttta)] 

020136 Ve*idof I 1 repi.ire pin« in i/n 1 1 4 valvee 
vAlve deter f^at l 00 ruit ^ nail rod 

riA 2 Ux<>D U h 1 119 1 Oil Public Pouer Bupply Syste^i 

F Ai/LKENOEiyv Divi^ior^ of ^ctldeni. deactor Proj« 
Pr<igra«i9 3? p lylOfj 136 ?A* Flche 90-460. 03x 


OereraJ t ,r r r ^po*« j je 


oA^NllOCdd) :ircc^e% fu'‘t'»pr ^ Ps CT of pe'-mti for Tael litter 

u'ltll !*-:j|elr valets ^ need C0'''ploted 

labile •«eerirv^^ oul^ se hv|<l to address 

*llLL*l' trt» e «*xiat i cr al l « r s>i o r er-**n • « t tja^ eS ov9 e non *, Or«von 
i^^/Oa.C^ i,CM„r\r£*j A ife*»^irg P ranch 2 1© 13164 334 24 X 

fiche lrO-3^7. 82/r3/^>'> 


‘# lnspe:trcr *epurtt It t. < ui re^p ^ndenc e 


320lU>09u2 i-CTwAiit It Oepts ^O-^fcO/PQ-0 1 F- r.0“9l3/02-0l <1 " 

0 ?0 1 OI -19 f n-vtiro -I'lldtion 

f A^-n£fir:£"P^ ♦ 3 Of Pe%icent. Poac Cor Project tt Enginrirjn<| 

02 'Ct /34 0 w«>^Mn 5 to»i f^utlir ‘’ower Supply 

S,^!;e<Ti 2rj 12309 024 24 > rif%P 30-460.03/02/34.8203160902 


1" tnsp opot^ *>3-460/32' 01 t *:0- 9\ 3/82-01 on 030101-1*^ 
0 -> Mar < e rc'rd rearccr loclanl loop oiptoj 6 tjelcirig* 
tontair-^rt p e* r t r at 1 c '• % rpj>e) t lAll;,^up on flocCin^ 
e t 

rntH. A fi - rOOOS t* r Uivt^roo o» Reeldeot Qre< tor Project t« 

toj l nr e** ft '*q Pxoij'i'** QP^ri2/24 ll»u 13309 033 24X 

Fit no •:0-4/. O. P3/0.7/24. h20‘Jit>0^0? 


C^C3J3D2d4 Aivi^rfv iiat I£ Info Votice 83-0 1 . /fovi 6 1 on I. ''AiKlIlpry 
-eedositer ^xr^i.ltirtg lr;>’' Ueet I ngSocSe W-2 

bijitin Cir:aii Nc*J“ Yent to listec ulilt 

* Heilon 5 . Offit*' ->f Uirectur 62/02^36 flegloo 3. OPfIcr of 

Oirecto** 1204^ 3A:> 34> Pic'^c 20-00 0. 62/03/36. 0203030284 . 


6203160114 Final deficiency '‘ept rr Indications on 
sean celdeC tube steel. initially reported 020136 
process control prubler Fraire beat of tubing wil 
rejected 

MAZO*?. 0 w Mashlnytun Public Power Supply Oyste’ 
FAUu'<t'N3rR9v Divtsinr. of Posldent- Reactor Proje 
Programs 3c p l33CC 213 34 X Kiche 90-460.02/ 


0203160201 tnterifn deficiency rept re Roclibestos ci 
reported 0201 26 tolcon Four penetrations to be 
iv/Class IE Qualified cable Evaluation of Raycbe.-i 
incomplete Final rept Joe 0204 16 

MA/UR.D M PJasbmgtnn Potltc Poivor Supply Systen 
FaV/LKEX'xOERRV. R Reactor Construction Projects D( 
13390 3/3 34 k Ficbe 90-460. 02/03/36. 02031 60931 


0203160396 Interln deficiency rept re desiyr> defect 
diesel generator governor lube oil c 00 1 er. I nl 1 1 a 1 
reported 020126 Cooler will or /roved to elevatlor 
; 0 '/eruor oil Ic/el tiext rept by 020416 
^*AZUR.0 U iiasbin^ton f'uoltc Power Supply Systen 
•^AULKEMOERRY Region 9. Office of Director 2pp 
Ficte 50'4t0. 02/02/26.0203160396 


62033J0693 Interi-i ddflclencj rept re use of lu/spec 
perforrance of pipe stress nna 1 y s I s. 1 nl tla 1 I y rep 
0201)4 Quality Finding Rept 99-1297 issued on 02( 
Identifying discrepant conditions 

J'AZUR. D w Mash 1 ng t on Public Powor Supply Systeo 
FAL'Ll^FNOERnY. R Region 9. Office of Director ; 
r 1 1 he 90-460. 03/0J/09. 0203330693 


OtC3l03lO9 Aik receipt wf l itr inforrmy NSC of steps talon to 

rnrrect violations n.He-: in ic ii>«p lepts 

2 ( 5h 3P. T ti OivistiM* of Resident. Reactor Project 6 Engi near 1 ng 
Froy^aws iJ>’/01/03 ‘•'AriiR 0 W UAsringtuii Public Power Oupply 
Systexn it I2lu2 i)09 TAir Ficne ^0-460. 93/03/03. Q203100189 


0203230631 Oua^'torly interim deficiency rept re un< 
on skewed tee joints i.»/ottuse angles. Initially n 
D11106 Affected site contractors have been issuei 
to iixcease «xeld sties *30 training conducted 
mA7U»*-D t.’ Washington Public Powvr Supply Systen 
FAllkENGERRy. G Region 9. Office of Director / 
Fic^e 9C-460. 83/03/10. 0203230631 


--82031001^1 liesfords ic -PC 020106 Itr re violations noted in If. ii.sp 
^ el ts. Cc r ret 1 1 -re actions Vor^c unf or -ance Rept WRP-l/4-cOl 
issued to Jccvnnt prematore clnsecot c.4 Contract 307 SCRS 
liAZUR.C M Hash 1 -ftij torv Public Po-er St-pp]y Systems 02/02/1 I 
FAOi MFh3£fiRY . 0 Divisicr of Resioent* Heartor Project St 
Engineering rr;»gra«fts 9pp l3|0r 006 24* Ficbe 90-4 60.02/03/03. 

0233100199 


9203100936 Notifies tn>t IF inf© fictice 82 03. Tnviron Tests of 
Electrical fft/imi'iot UIjc^v. was issued t© listed licensees 
cn 02.33C4 

* Region 9 . OffiL© jf Uireitcr 02/03/04 Region 9. Office nf 

OiTectoi ip ;2l0i 2-13 24) Fichc 50-CO0. 82/03/04. 02O31OO93D 


docket 90'9I4 peddle SPRINGS IJUClEAR PLANT. UNIT I 
A App 1 1 ca I ion/ c one I r uc 1 1 On stage documents S. com 


0203110001 Generic Ltr 03-04 I© all licensees of 0 | 
applicants fot 01 6 holders of CP re use of INPO 
prograif 

tlbENHUT.OO Division of l Uonsing 02/03/09 
Consolidated Edison Co of .Neu York 3pp 1329: 
Ficie 30-000.03/03/09.0203110001 


e203lfc02/^> Advises that IF fnfo Notices 83-04. ''Potential Deficlencij 
of Certain aGaSTAI E - 7CC*0 Sa^'ias Tl^e -Delay Relays" 6 
62-09. "Incfuasirq Freijerfy of Urog-Related Incidents." 

.<. 01 © issued cc listed utils on 6303l0 

a Regton 9. (iffice Of Director G3/03/I0 Region 9. OFftre of 

C^is'. tor tp i?280 PAX Ftct>e 9CV-C00- 92/03/ VO. 620'J1603>N 


820J1602’?7 Rescinds 6c0?31 notice of violation fro^ insp during Waii 
1902 based on asil infa A re^ult^ of 830310 nondestructive 

MS am 

QlEHOP. T U Region 9, Gf ftco of Director 02/03/13 MAZUR* U U 
Iv'asAirftgton PvbllC Pri.©r Ss'pply SuSte*s 3 dp 12301 131 24X 

Ficne 90 *460. 82/03/ 12. 8303160297 


9303^30360 Advises Chat (F Info Notice 63*07* "Inadequate Security 
Scieenn^ Programs." oas issued to listed licensees on 
R203 1 6 

• Region 9- Cffirp of Director 02/03/16 Region 9. Office of 

Di'-ector Ip 12363 397 24)i Ficre 9-0-000. 02/03/ 16. 0303220060 


G Adjudicatory correspondence 


0203020099 Mem.oranjue 6 order granting applicant 0; 
c lar If icatlon of a 0LO 011023 order Soisirlc isswei 
heard at 820430 hearing Exclusion of Issues in 01 
Oh Vucorrect inference from pleAdVrigs 
6!llTH. I U Atomic Safety and Licensing Ooard Pai 
Portland General Electric Co ip 13077 316 : 

Fiche 90-914. 02/03/23* 0303020099 


02O3O9Ol?2 Notice of 020430 evidentiary hearing in 
whether sufficiscvt coi\s list- atton under NEPA gWei 
alternate sites 

EMIIH. 1 N Ato*sic Safety and Licensing Board Pai 
12161 203 24X Ficho 90-314.02/03/09*820309013; 


6303933396 ror<^drd« RO EdStvedt.CA Stull %> PC Scaltettt testt-roui^ 
Hatice cf apprardncp in proceeding enc 1 

GC03ARD.R J Hearing Dranch 3 03/03/ 16 Sr>ITl<. I U . F>ARnt‘J.II tl . 

JCaOAti. w it hionic Satetg and tlceft^ing OoaTd Panel Opp 
13395 no 2dx Flche 30-314.02/03/10.8303330396 


B3033304OI T«ttl<rong of RQ Caitvedt In Porn of addendu'n to App C of 
SuppI I of FE8. lNUHE0-'/S/025l Skagit silo no longer vtaple t. 
ilauld bP deleted froir App C 

CaSIVCDT.R 8 NRC - No Oetatled APf illation Otven CAOTVf.Ol.H U 
Bonneville Power Adnin i etrat t on 02/03/18 3pp 13303 li:i 34x 
FUle 50-314.63/03/10.0303330396 


--0203330407 Tedtloong of EA Stull 6 DC SCaletti re NRC rewieed 
alternative «ite ana > g% 1 a. f 1 na 1 Suppl 1 to f £6. 
lNOnEO-73/0331 Neither Skagit or Hanford site clearig 
envirofimental Ig preferable to Pebble Springs sits 
BTt/LL.E.A KRC - No Oclalled Affiliation Given SCALCITI.U C 
Division of Licensing BTUlL.E A Argonne National Laboratoig 
83/03/10 34pp 13383 113 34X F 1 c he 30-31 4. 03/03/ 1 B, 0303330396 


6203310496 Corrects error In R8 Castvedt 030310 testlmong 

003 CAR 0. R O. Hearing Oranch 2 02/03/30 SMITH, 1 u . PaRIO.U H , 

30RDAN. If H. Atomic Safetg and Llcenslfig Board Ponol Ip 
124 53 243 24X Flcho 30-514.63/03/30.02033 10496 


DCCKET 30-913 PEBULE SPRINOS NUCLEAR PLANT. UNIT 3 


A Appl Ication/construc tlon stage docunents 6 correspondence 


0303110001 Generic Ltr 03-04 to all llcenseee of operating planto. 
appltcanta for OL t, holders of CP re u»o of InPO BEE-IN 
program. 

etS£Ml'.UT.n 0 Division of Lltefislng 62/03/09 VIAUSPURO* A 
Coneol Idated Editon Co of Nau Vork 3pp 12231 031 34X 

Flcha: 30-000. 03/03/09,8303110001 


0 Adjudicatory correspondence 


A ApF > tc a 1 ion/ c pnstr u( > lui ^tagr focanents *. correspondence 


03031)0001 Genetic Lt- t)e-./4 lu .ill licensees cf operating ptanti- 
appl ic arts for C.L I tulle is 0 < CP re >>so of IM?0 SEE- IN 

FlSENtlUl.O O Dl vision c ‘ licensing 63/03/07 hAUCPUHO. A 
Consolidated fdlson to of Nei. von 3p; IS.’'5I 031 34* 

F I Che 90-000. 82/03/04. e?03l ICOOl 


DOtKtl 3IN-50-9I7 JAME=Pil.9r NUCLEAR STAIIOH. UM T 2 


A Ap T I I C o 1 1 on / c on s t r <1 r 1 1 1 : n stage docuirents f. correspondence 


S303II0O0I Genetic Ltr 63-04 to all licensees of operating plants, 
applicants for CL !. hol-leis of CP re use of IT.PQ QEC-IN 
pr ogra n 

EISFNHUF.C O Oivisiun of Licensing 03/O3/09 IIAUSPUHG. A 
Consol 1 doled Elisor Co i>< lieu Voi k 3pp 12351 031 34X 

Fi Che 50-000. 02/03/0->. U2'».n 10001 


DOCKET 5 TN- 30 - 5 lf 1 HAR Tt.Vll l.K NlCi.EAR Plant. UNIT I 


A Apr 1 i c at I cn / c uiis tr uc I I gn stage documents 6 correspondence 


8303110001 Oeneric Ltr 63-04 to all licensees nf operating plants, 
applicants for OL & holders of CP re use of INPO SEE-IN 
progs nis 

EISENHOr.O O. Division of Licensing 83/03/09 HAUsPURO. A 
Consolidated Edison Lo uf Nea York 3pp 13231 031 24X 

FI Che 30 COO. 63/03/07. n.»03t 1000 I 


630317051 1 Updates response to Generic Ltr 02-01. nes. license 
appllceLtons svicveg One application subntttal re 8roc»ns 
Ferry spent fuel storage demons tr a 1 1 on. invu I v t ng dri; storage 
of spont fuel in two cases scheduled 

MILLS. L. rl Tennessee Valiev Authority 63/03/09 IEOE6CO.R 1 
Assistant Director for Licensing Ip 13330 39u 24X 

Tithe 50-000. 0.1/03/09, t‘.103l703l I 


0303030099 Komorandum 6 order granting applicant 030129 request for 
clarification of AOLD 611033 order Seismic isssies uill be 
heard at 820420 hearing Escluslon of iseuos in order baeed 
on Incorrect Inference from pleadings 

SMITH. I . U Atomic Safetg and Licensing Board Hanoi 02/02/25 
Portland Oaneral Electric Co Ip 12077 216 24X 

FicNe 30-514. 83/03/35.6203020095 


6303090122 Notice of 830420 evidentiary hearing In Port land. OR rr 
lahether sufficient consideration under TCPA given to 
al ternat* sites 

smith. I. U. Atomic Safetg and Licensing Board Hanal. B3/03/05 2pp. 
12161.283 24X FI c he 50-314. 82/03/05. 0203090123 


T Hearing transcrlptt on non-ant 1 true t matters 


8303230396 Foruards RO Castvedt. EA Stull <. OC Seal let tl testimony 
Notice of eppearanca in proceeding enct 

OOODARO.R J Hearing Oranch 2 83/03/18 8MITH. t.H . PARRIS. 0 II . 

vTOROAN. U. H Atomic Safetg and Licensing Board Panel. 3pp 
12385 ilO. 24X FIche 90-314.02/03/18.0203230396 


--8203330401 Testimony of RB Castvedt in form of addendum to App C of 
6uppl 1 of FES. CNURCO-7 5/025) Skagit mite no longer viable 1. 
shbUlS it deleted from App C. 

EASTWEDT.R a NRC - No Detailed Affiliation Olven EASTVEDI.R D 
Bonneville Power Administration. 82/03/18 9pp 12383 113 24x 

Flche OO - 314. 82/03/18. 8203330396 


-'8203230407 Testimony of EA Stull t. OC Scalettl re NRC revised 
elternatlvs »lt* analgs is. f Inal Buppl I to FES. 

(Nl)flC0-79/029} . Ne 1 ther Skagit or Hanford elte clearlg 
env 1 ronment al 1 g preferable to Pebble Sprlrigs site. 

BTULL. E.A. NRC - No Detailed Affiliation Olven SCALETTI. O C 
Division of Licensing. STULL. E A Argonne National Laboratory. 
82/03/18. 34pp 12389 119. 24X F Ic he 90-31 4. 02/03/18. 8203330396 


8203310496 Corrects error In RB Castvedt 820310 testimonv 

OOODARO.R X Hearing Branch 2 83/03/30 SMITH. I U . PARIS. 6 IT . 

UQBDAN. N. H. Atomic Safetg and Licensing Board Panol. Ip. 

12452 243 24X Flc he 30-31 4, 02/03/30, 82033 10496 


0 Inspection reports. IE Bulletins 6 correspondence 


03031/0469 Foruards IL Insp Ropls 30-318/63-03. 50-919/03- 03. 

90-920 / 03-03 t. 90-321/03 03 on 020101-11 TTo nunc omp 1 lane e 
no tad 

CANTRELL, F S Division of Project 6 Resident Programs 82/03/10 
PARRIS. H O Tennessee Valley Authority 3pp 12315 .301 24X 

Flcne 30-916.03/03/18.6303170469 


-02OJ17O477 IE InsfHopts 30-510/03-02. 30-51 9/02 03. 90-930/G3'0;- 1. 
30-321/03-O2 on 030101-11 No noncomp Uanc e noted Major 
areas Inspected cuntainment structural stool welding 8. const 
serve 1 I lane e tour of structures 6 sys 

SCHAPHEH.J F . HARDIN. A K Division pT Project 6 Resident 
Programs 82/03/17 4pp 13313 303 24X F i c ho ; 30- 318- 03/03/ IB, 

©303170469 


6303000349 Foru/ards IE Info Notice 02-01. Revl s ion 1. “Auxiliary 
Feedwater Pump Lockout Resulting From Uestlnghouse H-3 
6.vltcli Circuit Mod " No response required 

O'REILLV. J P Region 2. Office of Director 82/03/26 UHlMO.Ii I 
Florida Power t Light Co 4pp 13136 103 24* 

FIche 90-000. 02/03/26. 6303000349 


0203230170 Foeaav-ls IE Insp Repts 30-318/03-01.30-319/63-01. 
30-530/83-01 4 30-321/03 -01 on 830123-29. No none oap 1 lane a 

notad 

CANTRELL.. F a Division of Project $• Heeident Programs 83/03/01 
PAtIRlS.H 0 Tennessee Valley Authority 2pp 134|4 091 34* 

Flche 50-316.83/03/01.8303230170 


--0203230170 IE Insp Repts 30-310/82-01.30-519/02-01.30-330/83-01 6 
90-331/82-01 on 020123-29 No none amp 1 lane e noted Major areas 
tnspec ted s tructural concrete per for-nanc e . s t te procurement 
t, rec 0 kvlng , storage 8. aatnt 

hldlOHT.R M , MERHIU'EATHER.N . UPRIOIIT.C M Division of Englneort 
t, Technical programs 82/03/23 Ilpp 13414 093 24X 

Ftche 30-51 8. 82/03/01. 8203250170 


0203170441 Forw-ards IE Info Notice 62-03, •Environ Tests of ETectrtia 
Tormina 1 Bloc ks " 

O'REILLV, J P Raglan 2, Office of Director 03/03/04 UHRIO. R 1 
Florida Power «, Light Co 4pp 12313 309 34X 

Ficho 30-000. 82/03/04.0203170441 



t*. :f rr^c QZ-CA CefUJf^fV of 

Certai'. A;A\TATf-/ 020 S<>f»e» ' t Jk l^fc 

T«ctic« fc« vt 0 » 

4 f%; I Jvi 

j Sf f(.L >• .• >■ ?e}i:<- ? riftiCf o( Director e3/03M0 UhStC.B t 

ficridd *’u»er •. Lij^t Ca 13321 3Ct> 34it 

I icre '.C-O') Si'33<IO STjJWOSIB 


‘• 2 ,> 3 r^'>ilV:l U I'.fa ’Ittite Bi-Ct.. "Pivldre »t St« 6 -» Otoeratoi 

i'r|<-ir^ ‘»i;e tictvre Studi " ’^C i.ritten retpone 

r e ;we » t ei 

3'f*C;LL» . ^• Setter. 3 Cffice Of Oirecicr e3/03'’l3 iHRlC.ft f 
f Icrid 4 Pc_er ’. Liij't C J Ipp 134 C 9 IQs 24 * 
ricse 32 - D, . f-C-CS/l.’ 620 323 ^ 43 i 


L’e‘03lB0396 First tnterin deftciencij rept re rejlonol Qua 
Engtnesrln) Sronch Insp Oft lock of manppjier I. ratourci 
initiallii rejerted 0201’0 Addl tralnlnj plvan to tnipai 
Addl lofo oipected oi» or beforo 020321 
MILLS. U M Tehoosseo Vallos Authority 02/03/01 0'/ 

0(9100 3 . Office of Olfcclor 3pp 13330 046 3411 

Fiche iO-CCO. 02/03/ 01. 02031 B039 6 


9303530^^1 Part 21 rept re PMB desiqn doc unen to t Ion erroi 
diareter of dlscharje line to contalnnent preaeurt 
tuppresston pool incorrettlg specified Error corrected 
SKERUOOO. 0 0 Ceoerol Electric Co 02/03/02 OEVOUW 
Director's Office. Office of Inspection and EnforcenSn 
13390 192 34* Flcte 90-910.02/03/02.8203230331 


C3 3-*?s0c^0 fer-ards IE Ir. (p /i. 9 tier 03-0/- "Inadr^salt Ercurilp 
*jcrrr< lOj P-rdTp-, 

3 RLllL'-.' 1- Srpidr 3 Cf»nr jf 0ir»:ler 83/03/16 UllRlC.R t 
f lrriij P.;srr t Ligrt Co s;i 13434 lO/ 34* 

Hcor CCD 83/0.1/16. 0333340250 


3 Prpcitjtle ccCarrencrs- lEPs fr relaced c or r esp ordeoce 


9203100203 First interiai dpftcienrg rept re check valve 
start sgs of standing diesel generators. inl t lal ly repo 
on 020309 Problei* under Investigation by vendor Neit r. 
etpecteo by B30320 Also reported per Part 21 
IdlLLS.U M Tennessee Valley Authority 82/03/03. O'l 
Region 2. Office of Director 2pp. 12330 034 24X 

Fich* 30-000. C3/03/03. 0303180202 


E3'j3C532tr Fci-rti mtenr* deficiercy repi re 601S design deficler.cy. 
repurird ?n e0l313 Prstlem uill 5e /esclved by 
en|a-girg sire cl .jater drams or placir.) t i/ter on spray 
sy s A|s^ repartee per Part 2i 

nll-_r. *. M Tennessee valley Aotbcrity 83/03/13 O'HEIELV. JP 
Region 3* Clfficr of Director Ip 13149 1 45 34* 

I icse iJ-COf . 03/03/ |3. 0393CGO3t3 


6333060108 fodreh intecie deficiency rept re review of Carctese request 
fo»/s intciatsd Cy const. initially reported on 810320 Oatet 
search perfer-ed to locale fcreis Results being transeiitted 
for revieu Re i ' rppt etpected ty 833403 

fsILLS. t fi 'eniesiee Valley Authority 83/02/16 O'RElLtV. JP 
Region 2. Office of Director 3 pp 13153 009 34* 

f iche 5'J-CCC. 93/03/ 16 0303000188 


0203170939 PhD- t I -02-039 on 020304, TVA board of director 
defer const Indefinitely Ooard avthorlted util staff t 
anelgre reasiblllty of converting units to coal-fired 
plants 

CMllflEEL.F 3 Region •3. Office of Olvector 02/03/04 
12321 146 24* Fltho 33-OCO. 82/03/04. 82031 70939 


0303170387 Fourth interie deficiency rept re OE support 
ICCfRSO 99iel. initial ly reported 0IOQIO Utl I auialtlng 
c lar I f Icat Ion froi' f/RC Me > t rept eipected by 020930. 
MlLLS.t H Tennessee Valley Author Vty. 62/03/09. 0' 

Region 2. Office of Director Ip 12319 280 24* 

Flche 20 - 000 . 02/03/09, 82031 70307 


OOCRET 5TN-90-919 I'AR rsVIl.Lf NUCLEAR PLANT, UNIT 3 


S3O3O0O325 First irterln deficiency rept re resolullcr of unanticipated 
uibratori leading c or c er ns - i ni 1 1 a 1 1 y reported on 911338 
Program ..ill be de.ised to ensure that piping tyt operate 
uitnin carareters to avoid vibration t, fluid transients 
MILLS. L ** Tennessee valley Autboric^ 02/03/19 O'REILLT.V P 
Region 3 Office of Director 2pf 13158 319 24* 

F 1 c he 5C-C00- 62 / 03 / 19 . 0203080335 


8202089469 Final deficiency rept re fillet uelc misspec for skeued lee 
JO 1 nt s, 1 rl I k a I ) y reported 891200 Rcnconfornlng -.elds 
redesigned to corfurm to Anertcan Inst of Steel Censt S, AwS 
require-ents Oratulng revised h reissued 

HILLS. L M Tennessee Valley Authority 83/03/19 O'REU.LV.J P 
Region 2 . Office of Director 3pp 13157 336 34* 

Eiche 9C-CC0. 52/03/19. 0203000469 


9303180323 Suppi deficiency rept re high pressure core spray component 
utring discrepancies Util unable to ccmplete corrective 
actions by 830209 as cc-hnltted In 011 l |6 Ur Grautngs 
require vendor revisions Crauir.gs eipected by 63080S 
mills. L M tenneseee valley Authority 83/02/35 O'fitILLV. j p 
Region 3. Office of Director tp 13334 100 24* 

Ficht 90-000. C3'03/35.B203100229 


03O3IBO357 final deficiency rept re failure to bydrotest (hschanUal 
penetraticn assembi les. or ig Inal ly reported on 910814 STRIDE 
Spec 400-09 revised Also reported per Part 21 

MILLS. L M Tennessee valley Authority 83/02/35 O'REILLV- J P 
Region. 2, Office of Director 3pf 13334 23 i 24 * 

Ficne 50-000. e2702/23.8303ie0257 


0303000466 final deficiency rept for Sequoyah 6 tfatis Oar re 
Inconsistent establishment of tnsp pr ogram. inl t la 1 1 y 
reported 010334 Otll evaluating appropriate corrective 
at tions 

MILLS. L M Tennessee Valley Authority 02/03/26 Q'REILLV. J p 
Region 2 . Office of Director 4pp 13157 239 54 * 

Flche 50-000. 03/03/26. 02O3C0O466 


8303100211 Third Interim deficiency rept re engineering design OA 
training pregraa. Inttialiy reported on 810730 Course 
920437 ***""* tCRlfv* he developed Neit rept eipected by 

mills. L M Tennessee Valley Authority 83/02/36 Q'RetLLV. J P 
Region 2 . Office of Director 2pp 13334 016 34 * 

Flche 90-000. 83 / 03 / 36 . 830310031 1 


8303180180 First interim deficiency rept re review of proceure-ient 
Specs for OC requi re.-.ents. ml t lat ly reported on 830130 04 
brooch currently investigation deficiency to determine 
corrsctlve action Neit rept etpreted by 830521 
mills. L M Tennessee Valley Authority 92/03/01 O-REILlv J P 
Region 2. Off pp Director. 2,p [2333 308 24* ^ 

Fich* 50 -coo. a 3 / 03 /oi,a 3 oaieCiBQ 


A App I i cat ion/ cons true t Ion stage documents b correspond 


0303110001 Generic Llr 02-'04 to all licensees of operatl 
applicants for CL 6 holders of CP re use of INPO BEE-l 
program 

ElSENHUl.B 0 Division of Licensing 82/03/09 HAUS 
Consolidated Edison Co of New Vork Spp. 12291 031 
Fiche 30-C00. 83/03/09, 02031 1000 1 


8303170511 updates response to Generic Ltr 82-01, neu He 
applications survey One application submittal re Broun 
Ferry spent fuel etorage demons trat ion. Invo Iving dry 1 
of spent fuel in two casks scheduled 

MILLS.L H Tennessee Valley Authority 02/03/09 TE 
Asslstent Director for Licensing Ip 12320 290 24 

flche 90-000. 02/03/09, 020317091 I 


0 Inspection reports, IE Bulletins 6 correspondence 


8303170469 Foruerds IE Insg Rtpts 90-310/82-02.90-919/0; 
90-530/02-02 & 90-921/02-02 on 820101-11 No noncomplli 
noted 

Cantrell. F S Division of Project Tt Resident Progremi 
PARRI 6 .H Q Tennessee Valley Authority. 2pp. 12319- 
FUhe 30-910.02/02/10.8203170469 


--8203170477 IE Insp Repts 90-910/82-02, 9O-91?/02'02, 90 
90-521/02-02 on 020101 - 1 1 . Nci none omp I lane e noted. Me. 
areas inspected containment structural steel weldini 
surveillance tour of structures & sys 
SCHAPKER, j p . HARDIN, A. K Division of Project << ft< 

Programs 89/02/17 4pp 12319 303. 24* Flche 9< 

8303170469 


8303080349 Forwares IE Info Notice 02-01 , Revl s 1 on 1. "Ai 
Feedwater Pomp Lockout Resulting From Westloghouse H-l 
Eultch Circuit Mod. " No response requlred. 

O'RElULV.J P Region 2, Office of Director. e2/02/2< 
Florlde Power 1 . Light Co App 12198 IB3 2471 
Flche 30-000.82/02/26.8203000349 


9303230170 Forwards IE Insp Repts 90 - 91 0 / 82 - 0 1 , 30-919/8 
50-520/02-01 6 90-921/02-01 on 820129-29 No none omp 1 1 
noted 

CANTRELL. r 8 Division of Project t< Resident Progrem 
PARRIS, ff 0 Tennessee Valley Authority. 2pp. 12414 
Flche 30-910.82/03/01.8203230170 


DOCKETED ITEMS 


— 8203350178 tE Jn4e «9Kt» 50-510/82-01.30-319/03-01.50-520/03-01 t> 
3O-32I/D3-01 oti 820123-29 Mo hone omp I lane » noted Major arent. 
inopeeted: etruetural concrete perf orirane e . • 1 to procureaient 
t, racelvlDQ. (tprage t, matnt 

URIOHT.fi. U , MEnniWEATHEfl. M . UPBIOHT.C M Division of Eng liioer lug 
b T•e^nlcal Programe 03/03/23 llpp 13414 093 34K 

Flcha: SO-518. 82/03/01. 0303350170 


©303170441 Foruarda IE Info Motlce 02-03. "Environ Teats of EloclrUal 
Toratlnal Olocka " 

O'REIULV. J. P Region 3. Office of Director 02/03/04 UMRIO. R £ 
Plorlile Power & Light Co- 4pp 13313 309. 34X 

Flcha; SO-OCO. 02/03/04.8203170441 


©203170319 Forwards IE Info Notice 82-04. "Potential Oeflcloncg of 
Certain A0A6TAT £-7000 Berlea T Imo-Oo lage. " b IE info 
Nottca 82-03. "Increasing Fregueneg of Orog-Helated 

t rc Idanti. ~ 

n 'REILLY. J. P Region 2. Office of Director 02/03/10 UllRIO-R I. 
Florida Power b Light Co 4pp 12321 506 347 

Flcha: 30-000. 83/03/10. 8203170317 


0203230401 ForuerdS IE Info Notice 82-06. "Failure of Steen Oenorator 
Prlaarg Sid* Manwag Cloaure Otuda " Mo written responae 
reguaated. 

O'REILLV.J P Region 2. Office of Director. 82/03/13 OIIRIO.H E 
Florlde Power b Light Co Spp 13409 186 34X 

Fltha; 30-000. 83/03/13.0303330481 


0203260230 Forwards IE Info Notice 03-07. "Inadequate Securltg 
8cr*anlng Prograaa. " 

O'HEILLV. vl. P Region 3. Office of Director. 02/03/16 uHRIO.R.t. 
Flarlde Power 6 Light Co 4pp 12424 107 24X 

Flcha: 30-000. 82/03/16.0203260230 


S. Rpportable occurrences. LERe b related correspondence 


0203000362 Fourth interim deflclencg rept re BOTO design deflclencg. 
inltlatlg reported on 001212 Problem will be resolved bg 
enlarging titt of water drains or placing timer on sprag 
• g*. Also raportad per Part 21. 

ftlLLS. L M Tennessee Velleg Authorltg. B3/02/I3 O 'REILLY. J IV 
Region 2. Office of Director. Ip 12149.143 24X 

FJene 30-000. 02/02/12. 0203000362 


0203000233 First Interim deflclencg rept re resolution of unent 1( i poted 
vibratorg loading concerns. Ini t lal Ig reported on 011220. 

Program will be devised to ensure that piping sgs operate 
within parameters to avoid vibration b fluid transients. 

HILLS. 1- f1. Tennessee Velleg Authorltg. 82/02/19 O'REILLY. J- F. 
Region 2. Office of Director. 2pp 12130*219. 24X 

Flcha: 30-000. 82/02/17,8203000233 


B303C7SO'469 Final deflclencg rept re fillet weld mlsspec for skewed Tro 
joints. Inl t la I Ig reported 001308 Nonconforming welds 
redesigned to conform to American tnst of Steel Const b AW8 
r aqu I rsments. Drawing revised b reissued 

nlLLS.L n. Tennessee Vatleg Authorltg 02/03/19 O'REILLY. J P 
Region 3. Office of Director. 3pp. 12137:336. 24X 

F i c h e : 30-000. 83/03/ 1 9. 8303000469. 


02O31BO233 Suppl deflclencg rept re high pressure core epreg component 
wiring dlscr epenC tec. Ut 1 1 uneble to complete corrective 
ectlons bg 820203 as committed m S1II16 Itr. Drawings 
rsqulrs vendor revisions. Or swings stpsctsd bg 6SQ0O3. 

HTLLS.L n. Tennessee Val leg Authorltg 82/02/23 O'REILLY, J. f 
flajlon 3. Office of Director Ip 12334 IQO 34X 
Flcha: 30-000. 83/02/33. 8303180333 


g303t©0237 Final deflclencg rept re failure to hgdrotest mechenlcal 
penetration ateembllet. or Iglnat Ig reportad on 010814. STRIDE 
Bpac 400-09 revised. Alto reported per Pert 31. 

jitUL.B»L.«. Tennessee Valleg Authorltg. 62/03/33 0 'REILLY, J, M. 

Ragldn 3> Office of Director. 3pp 13334:331. 34X 

Flcha: 30-000. e3/02/33> 8203180337. 


QSOC7DB0466 Final deflclencg rept for Sequogah b Uatt* Bar ra 
tflccckslstant as tah 1 lehment of intp program, inltlatlg 
reported 810324. util evaluating appropriate corrective 
at hi on* 

rtlU-a«L.W. Tennessee Valleg Authorltg. 83/03/26 O'REILLY, J.P 
Raglnn 3. Office of Director 4pp 12137:339. 34K 

riche; 30-000, 82/02/26. Q203080466 


Third interim deflclencg rept re engineering design OA 
treliklng progreei Inltlallg reported on 010720. Course 
daecrtpttons continue to be developed. Neit rept cipccted bg 
020487 

nlt.La.L.M. Tennessee Valleg Authorltg. 82/03/26. O'REILLY. JP 
Rdglen 2. Office of Director. 3pp. 13334:016. 24X 

Fdchp: 90-000. 83/02/36.8303180311. 


U3O31B0IUU First interim deflclencg rept re review of proepurement 
Specs for QC rpqu I renecits. ml t I e I Ig reported on 820130 OA 
branch currentlg Investigation drfictoncg to deternihe 
Corrective ac tlnn Ne ■ t rept fipected bg 820531 

MILlO.L M Tennessee Valleg Authorltg 03/03/01 0 'RE Il.LV. J /■ 

negtiin 3. Off Ice of Director 2pp 12333 308 24X 

riche 30-000. 83/03/01.0303100180 


0303100396 first Interim deflclencg rept re regional Oualltg 
Engineering Qranch msp ofc lack of manpower b resources. 
Inltlallg reported 030120 Ajdl training given to Inspectors 
Add 1 Info erpected en or before 02033 1 

HILLS. L M 1 ennossee Valleg Authorltg ©2/03/01 O'REILLY. vJ I' 
Hegmn 2. Office of Director 2pp 133.30 046 34X 

FIche 50-0C0. B3/03/01. 6203100396 


0303160303 First interim deficiencg rept re check valve leak In ati 
start sgs of standln; diesel gener atnrs ■ 1 n 1 1 1 e I I g reported 
r.n (I2020V Problem under investigation bj vendor Next rept 
etpected bg R20520 Also reported per Part 31 

MILlFi.L M Tennessee Valleg Authorltg 03/03/03. O'REII.LV. Jp 
Regluri 2. Office of Director 3pp 12330 054 24X 

Uche: SO-COO, 02/03/03. 8203180202 


0303170533 PNO- 1 1 -03-025 on 030304. IVA board Of directors voted lo 
defer const Indeflnttelg Board authoriied util staff to 
analgre feaslbilltg of converting units to ceal-fired 
plants 

CANTRELL. F 3 Region 2. Office of Director 02/03/04 ip 
13331 146 34X Flcho 30-000. 02/03/04. ©30,31 70333 


0203170387 Fourth Interim deflclencg rept re OE support of 
10CFR50 55(e I . Init lal Ig reported OIC0IO Ulll awaiting addl 
r lar 1 f 1 c atl on from I.DC llert rept expected bg 820930 
MIluO.L M Tennessee Valleg Authorltg 02/03/05 O'REILLY. JP 
Region 3. Office of Olroctor Ip 12319 300 34X 

Fiche- 30-000. B2/03/03. 0203170307 


DOCKET 81N-30-320 IIAHTGVILI.E tAlCLEAR PLANT. UNIT 3 


A AppIlcaLlon/sunsLvuction stage docuctents L correspondence 


8203110001 Oenertc l.tr 112-04 to all licensees of operating plants, 
applicants for OL b holders of CP re use of INPU &EE-1N 
program 

ElOENIIOT. D 0 Division of Licensing 02/03/09 HAUSPURO. A 
Consolidated Edison Co of New York 2pp 13331 031 34X 

f lcha 30-000. 83/03/09.0303110031 


8303170511 Updates response tP Oenertc Ltr 83-01. new license 
appllcotiono survsg Une application submittal re Drowns 
Ferrg spent fuel storage demons trat I on. Involving drg storage 
Of spent fuel In two casks scheduled 

HILLS. L M Tennessee Valleg Authorltg 02/03/09 TEDESCO. R L 
Assistant Director for Licensing Ip 12330.39© 24X 

Flcha 30-000. 82/03/07.830317031 ■ 


0 Inspection reports. IE Oullatlns b correspondence 


0303170469 Forwards IE Insp Repts 30-318/82-03.30-319/82-02. 
30-330/03-03 & SO-331/02-03 on 820IOI-I1 No noncomp I lane e 
noted 

CANIRELL. F. 8 Division of Project S. Resident Programs. 82/03/18 
PARRIS, H 0 Tennessee Valleg Authorltg, 3pp 13313 301 24X 

Flcha 30-316. U3/03/IB. 8203170469 


--0203170477 IE Insp Repts 30-910/03-03, 00-31 9/83-03. 30-330/02-03 b 
30-521/02-02 on 830101*- 1 1 NO noncomp 1 lane e noted Major 
areas inspected containment structural steel w*eldlng b const 
surveillance tour of structures b sgs 

8CHAPkER,J F. , HAROIN.A K Division oP Project b Resident 

Progro'ns 02/03/17 4pp 12313 303 24X FIche 30-318.83/03/10. 

0303170469 


0203080349 Forward* IE Info Notice e3-0ltRevt slon 1, "Auclllarg 
Feedwater Pump Lockout Resulting From Has 1 1 nghouse kJ-3 
Switch Circuit Mod. " No response required. 

□ 'REILLY, J P. Region 3, Office of Director. 83/02/36 uhRIO.R E. 
Florida Power b Light Co. 4pp. 13130: IB3. 34x 
FIche 30-000. S3/03/36. 8203000349 


B2O33SO170 Forwards IE Insp Rept* 30-310/82-01,30-319/03-01, 
30-320/82-01 b 30-321/82-01 on 820123-29. No noncomp I lance 
noted 

CANTRELL. F 3 Division of Project b Resident Programs 83/03/01 
PARRIS. H 0 Tennessee Valleg Authorltg, 3pp 13414 091 34X 

FIche 30-918. 83/03/01.8303390170 



5 c :ci>rrenc« » ■ LtHs v relate! < or retp ondeiK e 


S10j0f)0363 Vour tt Inter ir leficienci, rept re KOlb design d»ftctei>cy> 
inltiat)<| reported on 03:?ir f’roble** ulll be retolved by 
et.larjir.ii %iit ^ater drain* or placir.f clirer on epray 
syi Also repcrted per Part 21 

mIlLS.l m rennesiee Valleg Authority 62/02/12 CPEILLV. J P 
Region 2. Office of Director Ip 12149 149- 24X 

fiche SO -COO. 62/02/12. 83203000362 


Q£330Q010tl Fourtr trvtjrt'n CeCsclexti) rept TO tovv«m ot purctaoe Tei|ueot 
ferns Initiate! bg conet- tnittallg reported on 0)0920 Batch 
search prrfor*<iJ to locate fonts flesutts being transr.ltted 
fbr revleu Nett rept etpected by 020402 

MILLS. L II Tennosseo Valley Authority 82/02/16 0 'HE ILUV. J I' 

Region S- Off tee of Director 2pp 12193 003 24X 

He he 50 -000. 82 '0.7/ 16. 0203000180 


0233389229 first intern 'leficlency reft ra reiOlutlott of unent 1 1 I ; ated 
viLratcrg loading cone arn s . Inl t 1 al 1 y reported on 611320 
Program will be devised tu eneore that piping sys operate 
.ithin paraireters tc avoid vibration U fluid transients 
mills. L IT Tennessee Valley Aolhoritg 03/02/19. O'BElLLy. J I* 
fligjon 2. Office of Oirectcr 2pp 12130:219 a4x 
'’iche 30-000. 02< 02/19. 8303000323 


0203000469 Final deficiency rept re fillet —plC eilsspec for she wed lee 
yoi n t s. 1 ri 1 1 1 a 1 1 g reported 801200 Hone onfornt In g welds 
redesigned to conform to American Inst of Bteel Const 6 AWS 
requirements Drawing revised I. reissued 

F.ILLS.I M Tennessee Valleg Authority 02/02/19 0 'REILLV, J fV 

Heglon 2. Off see of Olroctor 3pp \2197. 236 24X 

Fit he 33-COCi. 02/02/19.8203000469 


8203180223 Bvpp i daflcioncy rept re high pressure tore spray coftponvnl 
wiring d I sc r e pane I g s Util unable to complete corrective 
actions by (120209 as cor.mttt«d In 011116 Itr Drawings 
require vendor revisions Drawings espectad by B30809. 

MILLS. L f1 Tennessee Valleg Authority. 62/02/29. O'REIULV. J P 
Region 2. Office of Director lo 12334 lOQ 24* 

Fiche 30-000. 02/02/29. 6203180223 


8303160237 Final deficientg rept re failure to rgdrptest rechanlral 
penetration a s se-.b 1 1 es. or i g |na I I y reported on 810814 STRIDE 
Spec 400-09 revised Also reported per Part 21 

MILLS. 1 . 11 Tennessee Valley Authority 82/02/23 0 'flf ILLV. J. P. 

Region 2. Office of Director 3pp 12334 . 231 24x 

Fiche SO'OOO. B2/02/29. B2031G039 7 


S20308046& Final deftclencg rept for Bequeyah U Matts Bar re 
Inconsistent establishment of insp progracn. initially 
regprtec 810324 ULtl evaluating appropriate corrective 
ac t Ions 

mills. L M. Tennessee Valley Authorltg 82/03/26. 0 'RE ILLy. J. H 

Region 2 , Office of Director 4pp I2I97-239. 24X 

Fiche 90-000. 82/02/26. 8303030466 


330318021) Third Interim deficiency rapt re engineering design OA 
(raining program Initially reported on 910720 Course 
descriptions continue to be developed Me» t rept etpectao by 
620427 

MtLLS.L IT Tennessee Valley Authority 82/02/26. O'REILLY. .J P. 
Region 2. Office of Director 2pp 12334. 016 24X 

Fiche 90-000. 82/02/26. 820318021 1 


6203160188 First interim deficiency rept re review op p roc Purement 
Specs for QC r equ 1 r eren t s . 1 n 1 1 1 al Ig reported on 320120 QA 
branch currerrtly Investigation deficiency lo determine 
corrective action Neit rapt eipected by 620921 

MILLS. L M Tennessee valley Authority 02/03/01. □ 'RElLLV. J R. 

Region 2. Office of Director 2pp. 12333 300 24* 

Fiche 30-000. 62/03/01.6203180168 


0203170939 PNO'tt-82'029 on 820304. TVA board of directors voted to 
defer const i tide f I n 1 tety Board authorlied util staff to 
analyjd feasibllttg of converting units to coal-firsd 
p lants 

CAITTRELL.F 8 Region 2. Office of Director. 82/03/04 Ip 
12321 146 24* Ft Che 30-000.02/03/04.0203170939 


8203170307 Fourth Interim deficiency rept re OE support of 
10CFR90 99le I . Inl ttally reported OlOBIOUttl awaiting addi 
clarification from NRC Neit rept eipected by 830930 
mills. I. » Tennessee Valley Authority. 82/03/09 O'RCtI Lr. J f 
Region 2, Office of Director Ip 12319 200 34X 

Fiche 30-000.92/03/09.8203)7036 7 


DECUET SIN-30-S19 HAHTSVILLE fAlCLEAR PLANT. UNIT 3 


A AppI Ic al 1 on/ c ons truett bn stage dpcunents t> c orresp ondsnt e 


82031ID00I Oenerlc Ltr 02-04 to ell licensees of operating planli. 
applicants for OL 6 holder* of CP re use of INPO 8EE-IN 
program. 

ei6EW<UT.0 0 Division of Licensing 02/03/09 HAUSPUnO.A 
Consolidated Edison Co of New Vori 2pp 12291 031. 24* 

Fiche 30-000- 62/03/09,0203110001 


0203170911 Updates response to Oenerlc Ltr 82-01. new llcsnsp 
applications survey- One application submittal re Orowns 
Ferry spent fuel storage demons trat 1 on. Invo 1 vlng dry storage 
of spent fuel In two casks scheduled 

MILLS. L h Tennessee Valley Authority 82/03/09 TEOFBCfl'- H < 
Assittsnt Director for Licensing Ip. 12320.290 24X 

Fiche 90-000.02/03/09,8203170911 


<1 Inspection reports. IE Bulletin* 6 correspondence 


8203470463 Forwards lE Insp Bepts 90-918/82-02.90-919/62-02. 
50-920/82-02 & 30-921/82-03 on 820101-11 NO noncompllanca 
oote^- 

CANTRELL. F 8 Division of Project <« Resident Programs O2/0J/I' 
PARRIS. M.C Tennessee Valley Authority 2pp 12319 301 24* 

Fiche 30-918.62/02/10.8203170469 


--0203170477 IE InSp Repts 90-918/82-02. 90-91 9/02-03. 90-93O/O.J-0V I 
90-921/02-02 on ©aOtOl-ll No noncoevpllanc s noted Major 
areas inspec ted containment structural steel welding L const 
»iif ve I ] l4rk€ • touT of fttructurta & 

SCRAPiCER.J F. , HARDIN. A R. Division of Project 6 Basldent 
PrPgro-'s 82/02/17 4pp 12319 303 24X Fiche 

82031 70469 


B203000349 Forsiard* IE Info Notice 82-01, Revl t Ion 1, •Auilliary 
Feedwater Pump Lockout Resulting From Mettlnghouse M-2 
Switch Circuit Hod " No response required 

O'REILLV. J P Region 2. Office of Director 82/02/26 IPIflIC.R 
FlorldA Poo^r Ltgf^t Co. ^PP IS198 163 
richfl 50-000. 02/05/56, 0303000349 


8203290170 Forwards IE Inep Rept* 90-918/82-01.90-919/83-01. 
30-920/83-01 6 SO-921/82-Ol on 820125-29 No noncomp 1 1 enc e 
not 4 c). 

CANTRELL, F.S Division of Project 1. Resident Program* 82/03/0 
PARRIS. H O. Tennessee Valley Authority 2pp 12414 091 241 

Flchd 90-918.82/03/01.0303290170 


Node* 83-09< “tncrEa»l»g Frsqueneg of Orug-Rolated 
Iretdant* ” 

O'flEILLV. J P. Raft on 3. Office of 0< rector. 83/03/10 UHRIO, n t;. 
Florida Pouar b Light Co 4pp. 13381 :30fi S4K 
richa: 30-000. 33 / 03 / 10,0303170919 


880389O4BI Forwarda IE info Notice QS-Oh. "Failure of Qtoam Oenerator 
frlaerv Bide Manuag Cloaura Btude '* No written response 
laqueeted 

0*REtL.I.V> O. P. Region 2. Office of Director 03/03/19 UliRtO. R I- 
florlde Power {• Light Co 9pp 1940? I8A. 24X 
F I c be ; 90-000. 09/03/ 1 3. D3038S04Q 1 


<1303360290 Foritfards IE Info Notice B3-07. "Inadequate Qecurltg 
Screening Prc>grsms. " 

O'BelLLV, J P Region 2. Office of Director 03/03/16 IIKHIO. II L 
Florida Power (■ Light Co 4pp. 18434 107 94X 

Flc be; 90-000. 09/03/16.6303360390 


9 fleportable occurrences. LERe t. related correspondence 


8303180809 First intertn deflclencg rrpi re check valve leak in iiii 
start sgs of standing diesel grnerat or «. Ini t I al Ig reported 
<ii> 630309 Problem under investigation bg vendor Me«t ropt 
eipocted bg B3O990 Also reported per Part 31. 

MIllO.L M Tennessee Vat leg Authorttg 03/03/03 O'REILLV. J !• 
Region 8. Ufftce of Director 2pp 19330 094 a4X 
I Iche 90-OCO. 83/03/03. B3031B090? 


83031 709J9 PNO- It -B3-039 on 090304. TVA board uf directors voted to 
defer const Indeflnltelg Doard authorited util staff to 
analgis feasJbllltg of converting units to coal-fired 
plants 

CANFRElL.F S Region 9. Office of Director 09/03/04 Ip 
12331 146 34 X Flche 90-000.09/03/04.8303170939 


89031703B7 Fourth Interis doflclencg rapt re CE support of 
10CFR90 99(e) . lilt tlallg reported flIOOlO Util awaiting addl 
clarification from NRC Ne«t ropt eipected bg 090930 
HIllQ. L M. Tennessee Valleg Authoritg 09/03/09 O'REILLV. J H 
Regliin 2. Office of Director. Ip 19319 98B 94X 

Flche 90-000. 09/03/09.0903170337 


1)903080369 Fourth Interim dcflcloncg rept re 0OTO design deflclencg. 
inlttellg reporttd on 001213. Prob lem will be resolved bg 
anleralng site of water drains or placing timer on sprag 
sgs Also reportad per Part 21 

nlLLBvL h Tennassaa Valleg Authorttg. U9/02/t8. O’HEIILY. .) P. 
Region 2. Office of Director. Ip 19149; 149 24X 

Ftrhe- 90-000. 09/09/12.8203000362 


8703000229 First Interim deflclencg rept re resolution of unant ic I poted 
Vlbretorg loading concerns. Inlt iel Ig reported on 011320. 
frogree will be devised to ensure that piping sgs operate 
wltbin paramelars to avoid vibration t. fluid transients 
niLLS.L.h Tennessee Valleg Authorttg. 02/02/19. O'REILLY. J P 
Regfon 3. Office of Director. Spp 13190:219. 24X 

Flcbe; 90-000. 09/03/19.8203000229 


8703080469 Final deflclencg rept re fillet weld misspsc for skewed Tee 
joints. Inl tie I Ig reportad B0I20B. None onformlng welds 
redesigned to conform to American Inst of Steel Const i. AUO 
requlr smente. Drawing revised t. reissued. 

HtLLS.L.II Tennessee Val leg Authoritg 02/02/19 O'REILLY. J P 
Region 3. Office of Director. 3pp. 13197:336 34X 

Flcbe: 90-000. 09/03/19. 8903000469. 


8703160239 Bupp 1 deflclencg rept re high pressure core spreg component 
wiring tf ( terepsne Its. l/t 1 1 unable to cumpleta corrective 
actions bg 020909 as comnlttad in 011116 Itr. Drawings 
require vendor revisions. Drawings etpected bg 890009. 

HILLS.L.h Tennessee Val leg Authoritg 02/02/39 O'REILLY..) P 
Region 3. Office of Director. Ip. 13334:108. 24X 

Flcbe: 90-000. 03/02/39.8303180229. 


8700180297 Final deflclencg rept re failure to hgdrotast mechanical 
penetration ateemb 1 tee. or ig inal tg reported on B108I4. STRIDE 
Spec 400-09 revleed.Alto reported per Pert 31. 

HILLS. L.N Tenneiese Val leg Authoritg 03/03/39 O'REILLY. J P 
Region 3. Office of Director. Spp. 13334:331. 34X 

Flche: 9D-O00. 03/03/39. B203I00S97 


8703060466 Final deflclencg rapt for Oaquogah b Matts Bar re 
Inconsistent establishment of Insp program. Initial Ig 
reported 010334. Util evaluating appropriate corrective 
ac lions. 

HtLLS.L.K Tennassaa Valleg Authoritg 89/03/26 O'REILLY. J P 
Region 3. Office of Director. 4pp. 13197:339. 34X 

Flche; 90-000. 03/03/36. 0303080466. 


B2031803I1 Third Interim deflclencg rapt re engineering design QA 
tTeining progran Inltlallg reported on 010730. Course 
descriptions continue to be developed. Neit rept eipected bg 
030437. 

HtLLB.L.H Tennessee Valleg Authoritg 83/03/36. O'REILLY. J P. 
RsRion 3. Office of Director. 3pp. 13334:016. 34X 

FUhe; 90-000. 03/03/36. 630316031 1. 


OOLHET 6IN-90-3aO HARIfiVlLUE fAJCLEAR PI.ANI, UNIT 3 


A AppI IC at I on/c ons 1 rue t ion jtpgf docusmts t corr»»poriaBnce 


8203110001 Generic Ltr 09-04 to all licensees of operating plants, 
applicants for OL t. holders of CP re use of INPO 8EE-tN 
progran 

CIBENhuT.D 0 Division of Licensing 09/03/09 MAUBPURO. A 
Consolidated Edison Co of New Von 3pp. 19991 031 94X 

Flche 90-000. 09/03/09.0903110001 


0303170911 Updates response to Generic Ltr 09-01. new license 
app I ice 1 1 one surveg.Dne application submittal re Orosns 
Ferrg spent fuel storage demons tra 1 1 on. Invo I vlng drg storage 
of spent fuel in two casks scheduled 

MILlB.L M Tennessee Valleg Authoritg 09/03/09 TEDESCO-R I 
Assistant Director for Licensing ip 19390 990 94X 

Flche 30-000. 03/03/09.0303170511 


0 Inspection reports. IE Quilstins L correspondence 


0203170469 Forwards IE Insp Ropts 50-910/02-09.30-919/02-02. 
90-920/02-09 t. 30-921/09-02 on 020101-11 Mo none oop I lane e 
noted 

Cantrell. F.B Division of project b Resident Programs. 89/09/10 
PARRtO. it 0 Tennessee Valleg Authoritg 9pp I93I9 301 94K 

Flche 90-910. 02/02/10. 0903170469 


— 0203170477 IE Insp Hepts 90-310/82-09. 90-91 9/03-02. 90-990/82-09 &. 
90-931/02-02 on 030101-11 No noncompliance noted Major 
areas inspec ted . containment structural steel welding L const 
surveillance tour of structures t. sgs 

8CHAPKER. J F . HAROIN. A K Division of Project b Resident 
Programs 82/03/17 4pp 12319 303. 34X Flche 90-910.09/09/10. 

0203170469 


8303000349 Foriuards IE Info Notice 82-01 . Revl s 1 on 1. "Autlllarg 
Feedwater Pump Lockout Resulting From Uestlnghouse U-2 
Switch Circuit Mod. " No response required. 

O'REILLY. J P Region 2. Office of Director. 83/02/26. UllRIO.n.l-. 
Florida Power b Light Co 4pp. 12196.103. 34X 

Flche 90-000. 02/03/96. 0903080349 


B90325'0170 Forwards IE Insp Repts 90-918/03-01.50-919/03-01. 
30-020/03-01 b 90-991/02-01 on 020139-29 No none o/sp 1 lanr » 
noted. 

CANTRELL. F.S Division of Project b Resident Programs 83/03/01. 
PARR18.fl O. Tennessee Valleg Authoritg 3pp 13414 091 24X 

Flche 90-310. 83/03/01.0303330170 


--sio:r?ci/u :£ sa-ast'/ns-o; so-sao/na-oi 

3v- 9- I /.IS-O I oi> Ui' :> I •«.•■? t>C nc.rc on> I la*ic I? notCij na jOr area 4 

» I i-uc t«.r a I per f c pranc a . a J t e proc iJrament 

I. per » Wi •'•J ■ « tCPa? P 1< P'ai**t 

uyjihr R « ‘I'PH lUrAIHTR. . UPRIGHT. C M OlvIatOH of Eng 1 iiaer t i>u 
Te<rri:al “rojpd.-i 33/03/ i?3 1 I PP 13414 OR3 24« 

Fitne 30-SI e. 03/'J'J/OI . C3033901 70 


U303IB0IR0 rirat interim deflciencg rapt re revteui of praceuraoarl 
Spec* for OC r equip emente . Ini 1 1 al Ig raportod on 020130 OA 
trantt. turreniiq Irtvest tgat ion deficiency to detepmlne 
coppectiue action Nejt rept eipectod by 030321 

MILLS. L H tpnnaaaep Valley Authority 63/03/01 U'nEtCLV.Jf 
Region 3. Office of Director 2pp 12333 308 24it 
Fiche 30-000.83/03/01.0303180108 


fii&/l7044i ft>ruiar]i IK ; n»r tint it « G2-03. •'Environ leita of Ele t Viii ."ii 
T e- ~ira I U ! oc • » ' 

tiBEI-LV.J P Mejllr 2 Office of OlPBCtor 02/03/04 UKRltf. H 1- 
FI 'ride Pojer f. I. »qn; Co 4pp 12313 30^ 24* 

f I : re SO -COO- G2r01. 34 02'331 7044 I 


0303 1 70313 F4p-Jarl4 IF Infi tlcLtce 6P-C4. ••potential Oeftcuncy '•( 
Cr-tain ACASTai L-70C0 nuriee T iire-De I aye . " t. IC Info 
fratlie G3-05. •tncrcailng Frequency of Ortq-Reloted 
In; lipnte " 

C'FEILLV. j I’ ftegiui; 2. Office of Birectcr 62/03/10 uurtJG.II i 
riorija Poccr 1. I ight Cn 4pp 12321 204. 24* 

FUne eC-COO 82.'01.^lO. 82031 /O^JIR 


P.7032S0481 rn*«.apce IE Info fioilce E2-0&. •'Failure of Siaa'e Oenei-ntnr 
Pplflia-I Site “.-.ne*a.| Clcure Stude " Ho written reepcnee 
reqoee'-eo 

L 'BE 111*. J F Reyior 2. Office of Director 02/03/12 unRICJ.H I 
Flo'Ua ‘’o*or t. light Co 5fp 12409 104 P4X 
‘ icse r.C-COV lJ2.0J/i.3. e2C3P;o4nt 


82C32402S0 Fcruia-de IE Info Notice 62-07. ' Inadequate Security 
Screenipg Froq-arn 

3-nEILLV.jF Hejlun 2. Office of Director e2/03/l<> oHrtIC.Ift 
Flurila 6o_er t LijH Co 4pp 12424 lOV 24* 

FUhe 30-C00 fl2/OJ/I4. 8203260250 


S Reportehle a r c u r r enc ec . LERe S related correspondence 


8203CC0392 I'ccrtn interim deficiency rept re SOfS Jeelgn deficiency, 
initially reported on Ojl2l2 Probletr mill to resolved by 
enlarging site of luatar drams or placing timer ori spray 
aye Also reiected per Pa< t 21 

nlLlS.L ri rennrssee Valley Authority 02/02/12 O'REILLV, J P 
fegior 2. Office of Director Ip 12149 143 24* 

F'icie 30-000 02/03/13.8203000342 


&20.''0E-022S I'lTst Inter In deficiency repi re reacilutlon af utiant 1 c I pel r d 
vibratory leading concerr %. mitlalli; reported on 011228 
Program el 1 I be devised to erioure tiat piping si,e operate 
uithin pararreters tu avoid vibration t fluid trarisienti 
HILLS. L M lennessoe Valley Authority 03/02/19 O '«E llJLV. .( f* 
Reglor 3. Office of Director 2pp 12130 219 24* 

Ficr.e 30-000 82/03/19, 8303030223 


83330804ti*V Final deficiency rept re fillet ueld mlsspcc for lieiitcd Ire 
1 Pint a . 1 n 1 1 1 a I ly reported 801206 none onform I tig uelds 
redesigned lo cenfon-r to American Inst uf Steel Conet It AUS 
requirements Uraol ng revised St relieued 

HM.LG.L M Tennessee Valley Authority 02/03/19 O'flEILLV. J I’ 
Region 2. Office of Director 3pp 13137 238 24* 

Fictve 30-000. 02/03/19. B30308Q4&9 


0233190323 Supf 1 deficiency rept re .high pressure core spray component 
tuirinp J 1 sc repsne 1 es Dili jnabie to complete cnrcectlve 
actions by 630203 as <o<r-T. itted in 0111)6 Itr Oraiulngs 
require vender revisions Orauings enpected by B20803 
TILLS. U H Tennessee Valley Authority 02/02/33 O'REILLV. J P 
Region 2, Office of Director Ip 12334 108 24* 

FIche 30-000. 62/03/23. G203 180223 


6303100337 Final deficiency rept re failure to hydrotest mechanical 
penetration a ssercb 1 i es . or 1 g i nal 1 y reported on 810614 6TBI0E 
Spec 400-09 revised Also rofortei per Part 21 

rtlULB.U M Tennessee Valley Authority 82/02/33 O'REILLV. J P. 
Region 2. Office of Uirector 3pp 13334 231 24X 

Fiche 30-OCO. 62/02/23. 6203160237. 


6203080466 Final deficiency rept for Sequoyah & Uatts 9 ar re 
inconsistent estat 1 1 shr ent of tnsp program. Initially 
reported 010324 Util evaluating appropriate correctlv* 
actions 

HILLS.L M Tennessee Valley Authority 02/02/26 0 'RE ILLV. J. P. 

Region 2. Office of Director 4pp 13137 239 34* 

Flcne 30-000-63/02/26.82330804 66 


8233180211 Third Interim deficiency rept re engineering design 8A 
training program initially reported on BI0720 Course 
descriptions continue to be developed Neat rept espectfd by 
630427. 

|SILLS, L !4 Tennessee Valley Authority 82/02/26 O'SEILLY. .)- J* 
Region 2. Office of Director 2pp 12334 016. 24* 

f iche. 50-000, 82/02/26. 630316021 1 


0303160396 First iciterin dsflcienty rept re regional Quality 
Engineering Uranch tnsp ofe lack of manpouer 6 rasourcas. 
initially reported 020120 AddI training given to Inspactors 
Add I info eepected on or before 020921 

nlLUS-l. n Tennessee valley Authority 03/03/01. O'RElLI Y. 2 e 
Region a. Office of Director 3pp. 13330 046 24* 

Fiche 30-000,82/03/01.0203180396 


0203160202 First interim deficiency rept re chad valve teak in eir 
start sys of standing diesel genera tor s, in 1 1 lal ly reported 
on 820209 Probiesi under investigation by vendor Nest rept 
eipected by 820328 Also reported per Part 21. 

hills. L H Tennessee Valley Authortty 02/03/03 O'RCILl.V, je 
Region S. Office of Director 2pp 12330. 034. 24* 

Fiche 3O-C0O. 82/03/03. 8203180203 


0203170307 Four tr interim deficiency rept re QE support of 
I0CFR30 53(e) . inl ttal ly reported 810810 Util aualting addi 
clerlficdtton from NRC Nect rept eipected by 020930 
HILL9.U H Tennessee Valley Authority 02/03/03 O'flEULV-JP 
Region 3, Uffics of Director ip 12319 380. 24* 

Flcr.f 30-000. 02/03/03.8203170307 


DCChET 316-50-321 IIARfSVILLE NUCLEAR PLANT. UNIT 4 
A App 1 1 c a t lon/cens true 1 1 on stage documents 6 correspotsdaiic • 


8203)1000) Oener)c Ltr 02-04 to a)l licensees of operating plants, 
applicants lor DU *■ holders of CP re use of INPO BEE-tN 
prog ram 

ElEEf.UUT. 0 0 Division of Licensing. 82/03/09 IIAVOI'URO. A 
Consolidated Edison Co of Nou York 2pp. 1229) 031 24* 

Fiche 30-000.02/03/09.0203)10001 


8203170511 updates response to Osnsrlc Ltr 02-01. neia licsnss 
applications survey line application submittal re Brouns 
Ferry spent fuel storage demons tratlon. InvO Ivtng dry storage 
of spent fuel in two casks scheduled. 

n|LL6. L n lennessee Valley Authority. 82/03/07 TCOEitCO.n I. 
Assistant Director for Licensing Ip 12320 298 24X 

Fiche 30-000.82/03/09,0203170311 


0 Inspection reports. IE Oulletins & correspondence 


0203170469 Forwards IE tnsp Repts 30-310/82-02.30-319/02-02. 
50-330/82-02 «. 30-321/02-03 on 820101-11 No noncomp I lane r 
noted 

CANTRELL. F 3 Division of Project 6 Resident Programs G3/02/iQ 
PARRIS. H 0 Tennessee Valley Authority 3pp 12319 301. 241 

Fiche 30-310. 82/02/18. 0203170469 


—8203170477 IE Insp Repts 50-310/82-02. 90-31 9/82-02, 30-920/02- 02 I 
30-321/02-02 on 620101-11 No none omp 1 lane * noted. Ha|or 
areas inspected containment structural steal welding tbnst 
surveillance tour of structures & tyt. 

SCMAPAER. J F 01 vision of Project 6 Resident Programs B2/02/|) 
4pp I23l3 203 24* Fiche. 90-918. 82/03/ 16. 0203170469 


0203080349 Forwards IE Info Notice 83-01. Ravi e ton 1, "Auilllarv 
Feedwater Pump i.ackout Resulting From Usstlnghause M-2 
dwitch Circuit Hod " No response required 

O'REILLV. jp Region 3. Office of Director 03/02/26 U«ID-«t 
Florida Power 8. Light Co 4pp I2J98 103 24* 

Fiche 30-000, 02/02/26. 82030D0349 


0203230170 Forwards IE Insp Repts 30-918/82-01.90-319/62-01. 
30-320/82-01 t 30-321/82-01 on 820133-29 Mo none o»p 1 lane • 
noted. 

Cantrell. F. 9 Division Of Project fc Resident Programs. 02/03/01 
PARRISiK Q Tennessee Valley Authority. 2pp- 1241A'.091. 244 

riche: 30-518. 83/03/01, B203230170 


--0203290170 IE Insp Repts 90-318/82-01.30-319/82-01.90-920/02-01 t 
90-321/02-01 on 820129-29 No n one bmp 1 lane P noted. Hajor areas 
Inspec ted . s true tural concrete parformance, site procuramant 
4. receiving, storage & malnt. 

UR10HT.r u Division of Engineering ti Technlcel Progrdmi 
82/02/23 llpp 12414 093 34X FI Che: 30-910. 82/03/01 . 62032301' 


8203170441 Forwards IE Info Notice 82-03. •’Environ Testa of El at f ltd 
lerrsinel Slocks. '■ 

0-HEILLV, J P Region 3. Office of Director. 62/03/04 WWIOR t 
Florida Power 4. Light Co. 4pp 12319 309 24* 

Fiche. 30-000, 82/03/04. 8203170441. 


6203170319 rorward* 1C Info Notict* 03~0d. 'Potential Ueficlencd of 
CoTtotri MASTftT £-7000 Series T lisB-Oe l»y«t " J. lE Info 
■fotice 02-05. "Increasing Frequency of Drug-Related 
tncldonte 

O'REILLY. J P Region 7. Office of Director 03/03/10 tiHRlC, R i 
PI or Ida Pouer L Light Co 4pp 13331 306 34 X 

Flche SO -OOO. 02/03/10. 03031 709 1 <7 


03O3390401 Corwaids IE Info Kotlce 03-06. "Failure Of Stean Oenoratiir 
Prlirsry Side Man.jaii Cloture Studs. " No written retponse 

requested 

O'REILLY, JP Region 2. Office of Director 83/03/13 uKRIO.R t 
Flerlde Power L Light Co 9pp 13409 166 34 X 

Flthe 30-000, 03/03/13. 0203350401 


8333760290 Forwardt IC Info Notice Q3-07, "Inadequate Security 
Screening Progra.Ps. ' 

O'RCILLY.JP Region 3, Office of Director 03/03/16 UHRIO,ll-L 
Florida Power I, Light Co 4pp. 13434. 107 34* 

riche 90-000,32/03/16.8303360390 


6 Reportable occurrences. LCHs L related correspondence 


6303030363 Fourth Interiis deficiency rept re SOTS design deficloniy. 
initially reported on 801312 Problen will be resolvetf by 
enlerging sire of water drains or placing timer on spray 
syS.Also reported per Part 31. 

HILLS, L M Tennessee Valley Authority 03/03/12. O'REILLY, J P 
Region 3. Office of Director ip 12149 149 24X 

Fltht 50-000.82/03/13.8303000362 


0233000385 First Inlerln deficiency rept re resolution of unant 1 1 1 p otc-d 
vibratory loading c one ern t. Inl t la 1 ly reported on 011230 
Program utlt be devised to ensure that plying sys opereLe 
within parameters to avoid vibration S. fluid translants 
MlUL8,L.M Tenneasee Valley Authority. 03/02/19. □'REII.LV, .1 !■ 
Region 3, Office of Director. 3pp. 13190.319 24X 

FI Che 30-000, 03/03/19. 0303000335 


02O3DGO469 Final deficiency rept re fillet weld ml ts pec for slewed ler 
joints- Initially reported 001300 Nonconforming welds 
redesigned to conforn to Anrerlcen Inst of Oteel const 6 ANS 
requlraments. Oreulng revised 6 reissued 

nlLLS.L.H Tennessee Velley Authority 02/03/19. O'REILLY. J P 
Region 2. Office of Director 3pp. 13157 336. 34X 

FI Che 90-000, 02/03/19, 83030D0469 


8203100329 Buppl deficiency rept rs high pressure tors sprey component 
silrlng discrepancies Util unable to complete corrective 
actions by 020305 as committed In 011116 llr Drawings 
require vendor revisions Drawings eipacted by 030809 
HILLS.L f1 Tannesses Valley Authority 03/03/23. O'REILLY. J P 
Region 2. Office of Director Ip 13334 100 34X 

Flthe, 90-000, 03/02/29. 0303100229 


D303180297 Final deficiency rept re failure to hydrotest machanlcal 
geretretloci s sstmb 1 1 es. or I g Ina 1 ly reported on 0I0S14 STRIDE 
Spec 400-09 revised. Also reported per Part 21 

HILLS. LM Tennessea Val ley Authority 02/03/23 O'REILLY. JP 
Region 2. Office of Director. 3 pp 13334:331 24X 

Flcbe 90-000. 82/03/39. 8303100297 


6203080466 Flne| deficiency rept for Sequoyah <• Natts 0ar ra 
Inconslstant establishment of Insp program, initial ly 
raportsd &I0324. Util evaluating appropriate corractiva 
ac tlons 

HILLS, L M Tenntsses Va I 1 ey Au thor 1 ty 03/02/36 Q'REtLLY, J I* 
Ragion 2, Office of Director. 4pp. 13197:339. 24X 

Ficne; 90-000, 83/03/36. 8303080466 


0803100311 Third interim deficiency rept re engineering design OA 
training progrem initially reported on 010730 Courst 
daecrlptlons continue to be deve 1 Pped. Ne< t rept eipeclcd by 
B30427. 

MILLS. L H Tennessee Val ley Authority 02/03/36 O'REILLY. J P 
Rso(on 3. Office of Director. 3pp 12334:016. 34X 

Flcht; 90-000. 83/03/36. Q2031B031 1 


6303160168 First interim deficiency rept re review of proceuremsnt 
Spset for QC raqulramoAte, Inl t la I ly reported on 830130. OA 
branch currently tnvasttgatlon deficiency to determine 
corrective action Ne>t rept eipected by 620931. 

HILLS. LH Tennessee Valley Authority 02/03/01. Q'REILLV, JP 
Region 2. Office of Director. 2pp 13333.308 34X 

Flcht: 90-008. 03/03/01. 0303100108 


0303100396 First interim deficiency rept re regional duality 
Engineering Srench Imp ofc lech of manpower (■ resources 
Initially rsported 830130 Addl training given to Inspectors 
AddI info etpected on or befort 030931 

HILLS. L M. Tsnnetlts Vallsy Authority 02/03/01. O'REILLYjJ P 
Reglcn 2. Office of Director. 2pp 13330 046 34X 

F I C h t 90-000. 02/03/0 1 , 0203100396. 


0203100302 First intc,| irn deficiency rept re Chech valve leaS In i*. 1 1 
Start vye of %tsndii\g diesel g ener ator s, ml 1 1 at l y reported 
nil 030209 Problem ur>der investigation by vendor Nest rept 
eipected by 030920 Also reportod pur Part 21 

mills. L M Tennessea Valley Authority 03/03/03 O'REILLY. J P 
Region 2. Office of Director 2pp I2.3JO 094 24X 

richc 90- 000. 0.7/03/03. 0203100202 


8203170307 Fourtn inter l<r. leftcleiicy rept re OE support of 
I0CFR9O 99(e). initially reported 810010 Util auu i t Ing add I 
clarification fro-n NRC Neit rept eipecta.) by U20‘/30 
HILLS.L m Teiinotseu Valley Authority H2/03/O9. O REILLY. J I* 
Region 2. Office of Director Ip 13319 200. 24X 

Fiche 90-000. 02/03/09. B.'JOai 7036 7 


CC.CAET 90-322 SHAOIT .‘lliCl EAR POWER PROJECT, UNIT 1 


A A^p 1 1 c a t ion/ c onstr uc 1 1 on stage documents 6 corresp ondenc © 


02 030404RO Advises of geographic coordinates for facilities Ofc wl I 
notified when CPs S, Ol.s are issued 

ACENSAH, E O Licensing Dranch 4 02/02/17 Oofens© Happ 1 tip 

Agency Aerospace Center. 6t Luuls Air Force Utation [p 
12138 220 24X Ftcho 90 922. 02/02/ I 7. 02030 4 04 '70 


02O3O4O62B Forwards FR notice re receipt of Puget Bound Power L I Ig 
Co. Pacific Power L Lignt Co.UA Uater Power Co S. Portland 
Ooneral Electric Co a.mended application to construct 6 
operate facllltes 

AOEt.SAM.C O Licensing Branch 4 02/03/17 OHCENBERO.L 

Contractors Mutual Association 3pp 12129 343 34X 

Flch® 90-923. 03/02/ 1 7. 020.304062B 


*‘--0203040629 Notice of receipt of amended application for CP L OI & 
notice of hearing on amended application for CP 

I'OVI.E. J C Office of the Botretary of the Cormlsslon 02/i>:’/0 
9pp 12129 346 24X f 1 c he 90- 922. 83/02/ 1 7. 8203040620 


0203090774 Forwards request for addl Info r© appllcatlcin for CP 
TECEOCO, R L Assistant Director for Licensing 02/02/25 
BPANOEnOERO. F Northwest Energy Services Co I'/pP 12192 0<i:i 
Fiche 90-923. 03/02/33, 02030907 7 4 


0203100029 Requests coepat ison of requirements of final role re 
licensing requirements for pending CP 1, man uf ac tur 1 ng 
license oppliratlons w/tnfo In PSAR. 

TEDESCCl, R. L Assistant Dlrectar for Licensing 02/02/23. 
SPANOENOERO. F Northwest Enargy Services Co 2pp. 12191 393 
Fiche 90-322.02/02/39,021)3100029 


D2O306O427 Responds to A'RC 820122 1 tc re prop osed const of facllltl 
Designation requested as cooperating agency In EIG 
preparation K Bracien assigned for project 

VAU9IIAN. W A Energy, Dept of 02/02/26 HEOAN, W H Biting 
Analysis Dranch tp 12190.049 34* FlCh e 30-322. 83/03/26. 

8303000427 


6203000392 Forwards conclusions re presence of faulting on southwes 
fhani of eoutheast ant l c 1 Ine. per 020211 c on vers at I tins 
Enumerates by data line bases for staterveiits re southeast 
anticline fault in Apps 2K 5, 3H of PSAR Amend 23 
SPANCENOERO, F Northwest Energy Services Co 03/03/02 
MALLCRY, M W Licensing Branch 4 2pp 12149:290 24X 

Flch# 90-322. 02/03/02. 0203000332 


0203090193 Notifies that utl) will meet response date set forth In 
020223 Itr re request for add! Info 

HYERS.fl V Puget Sound Power £. Light Co 02/03/03 TEOESCO.fl I 
Division of Licensing Ip 12169 120 34 X Fiche 30-322. Q2/03/( 
0203090163 


0203110241 Forwards responses to NRC 820212 L 23 questions re Aweese 
to PSAR Formal response will be submitted on 820419 w/ 
submittal Of Amend 24 to PSAR 

SPANOENOERIi. F Northwest Energy Services Co. 82/03/04. OFflc 

Nuclear Reactor Regulation. Director ISOpp 12213 132 24X 

Fiche 90-323. 02/03/04. 02031 10241 


8203090379 Advises that Amend 24 to POAR will address final rule 
10CFR30. Bee 1 1 on 34 ( f I ( 3 ) ( vl <0 ) Failure to address section 
specifically revealed in comparison of rule to PSAR to 
determine If application meets final rule requirements. 

MYERS. R V. Puget Sound Power &. Light Co. 82/03/03. TEDGSCO. R. I 

□ tfice of Nuclear Reactor Regulation. Director tp. 12170 1'/'/. 

Flthe: 30-323, B2/03/00. 0a030'TO399 


8203220313 Requests addl Info re geotechnical engineering in order 
iralntain NIC licensing review sch rdu| e. Re sp onse required by 
□20323 

ADENSAM. E O Licensing Dranch 4. B2/Q3/I1 EPANOENBERO. F. 

Northuiost Energy Services Co 3pp 12374 173. 24X 

Flthe; 30-322, 02/03/1 1 . 820322031 3 


c: tSit l''«or»a| r»»; 3 it «4 to B? 03 il re^oott for aH\ 

lofo ft ^»o t»t •'•' 1 c a I e>vjire»r|rn tett prjviooo at 630317 
-"'aitM') rotra] retpcttat tjtlJ ta pf'ovtPaO tv 0303 ?^ 

■-■PA'.jEf.DESS r 7<9rt''uatt L''<»rjv Sarvlctv Co 83703/33 
OCCfiCA-l. £ <• Uitartin) 9 ranch 4 Ip 13447 34“? 34» 

PiChP 10-533. 83'03r33 9303300073 


e 3 /. 33 C 0 lfcD Catnitt (»oic)ic t gacphvtical data ci Ocuthaatt ant>c)»n». 
par £ 3 o 313 telcon ra<ti.ait Gaaprift ical data northwOtt 
c 7 Lina 3 (cr«i»l« o> praaltv t> land madnatlC 
data Oravitv prctlla will ba providad on 830317 
SPANCtllEfBC. Ncrth-ett enar}; Sarvlca* Co 83 / 03/34 
r"A:.LC‘>/ M M Licanair; Srancr 4 Spp 13450 386 34 > 

fviht 5 C- 532 . © 3 / 03 / 3 *. 9303300163 


8303330)63 Advi»e» that petitions to intarvene uare due by 830306,, 
any petition nou ftloil «.oir)« be untlihali| «, lubstanttal 
s*>owtn9 at sood tatiso for lateness uould be necessarij ^Teaty 
rights to be aPPetted bg CP eppHcellon should be stated 
ElACK- R I. Hearing Branch I 03/03/11 .JIM.R Vet lea Indus 
tlatton 2pp 13361 330 24* Flche 50-332 • 83/03/ 1 1, 930323©, 1,2 


B303350563 Aitsjor opposing WROC 030304 petition to Intervene Rallt'.c-i. 
Palled to allege suPPlclent baels Por standing to intdrvand 
as ratter oP right on osin behalf or on behalf of memSars 
CartlPlcate of 0vc end 

THOrlSEI.F T Puget Utiund Power & Light Co IHOMSEN.F T. Partin,. 

Cole. Stone. Olsen t. Hit I lams. 83/03/19. Atomic GaPatg and 

Lie el's tng Board Panel I4pp 13409 043 34X Flcha 90-323.63/03/;* 

8303350563 


<3333310501 lorjacds rasssnsc to coa/-arts racelved on geology 6 
g to t ec hr. 1C a 1 eng 1 near irg at 930317 naeting For.ral responses 
mfill !>• on 020419 w/A^ond 24 to P$Aff 

SPAf^S£N0E‘^3■ f Er.erqi{ Sprvltp* Co 02^03/29 

ATCriSArt-E C Licor.sir^ BrOrc^ 4 7lpp 1?433 333 24X 

ricAe ^ 0 - 000 . 02/03/29.9203310501 


C £o/| ron*' entol Woport lEWl. 4 j<*>or(J$ t Corrotpondonco 


9203333593 Answer opposing Natl lllldllPe Federation b OR Environ 
Council 030308 petition to Intervene Petitioners failed to 
allege sufficient basis for standing to Intervene 
Certificate of Sve encl 

IhCPSEN. F T Puget Sound Power ti Light Co. THOHSEN. F I Parlir.,. 

Cole. Stone. Olsen t. Nil I lams 03/03/19. Atomic Safatg and 

Licensing Board Panel V4pp 12409 359 34X Flthe 90-522. B5/tO<i« 

8303330593 


830304041] Forwards notice of availability of environ rapt Affidavit 
cf SVC arc I 

inC.i-'.EtIJ. F I Pa-iins. Coia Stone. Olse.n fc Mill uss IHOHSEH-F 1 
Pugat Sound Pci^ar L Ligrt Co Q3/03/35 Office of Nuclear Beac tnr 
Rejjlatior Oitactor 3po 13114 339 34JFlci;e 50-533.83/03/35. 
82037404 ! 1 


--8303040414 r.ctica of availability of environ rapt 

THCi'SEri.F 7 Partirs. Cota. Etona. Olsen t. Williams IH0M9EN.F 1 
Pugat Sjunj Pouar 6 Light Co 83/03/33 4pp 13114 361 34X 

Ficha 50-533. 03/03/25. B303C404U 


9303110330 Rasperds to 830313 1 tr to FA Spangenbarg re environ review 
guestions Ujesticns adeguacely addressed in referenced Itrs 
Formal respon,e, will he submitted u/A-end S to application 
for site c er t I f ic a 1 1 or /env 1 ron rept 

ACERB- ft V Puget Sound Power b Light Co 83/03/36 RCOAN. U H 
Siting Aralysit Sranch |p 13313 3|9 24« Flche 30-333. 02/03/36 

03031 10338 


0S03I3CC88 Adv|,a, that environ rept AsenJ |4 has been reviewed . per B 
Blanchard ratuast c«o cormants otfaaad 

liWt. J Inca r lor. Dept of. Bureau of Indian Affairs 83/03/05 
Office of Nuclear Reactor Regulation. Director ip 13347 337 34X 

Flche 50-533 . 03/03/05.0303130089 


8303330393 Answer opposing Coalition for Safe Power b Forelawt os 
Board 830306 raguest for hearings b airtnded petition to 
intarvana Potttionar fat tod to allege Sufficient basts for 
standing Certificate of Bve sncl. 

ThCrSEN. F r Puget Sound Power b Light Co TH0H8EN. F T Psrlisi. 

Cota. Stone. Olsen b Williams 83/03/33 Atomic Safety dsd 

Licensing Board Panel 30pp 13413 300 34X Flche 90-933. 63/C3/7:. 

0303290392 


0303390339 Response to petitions to Intervene NROC b Netl Wlldllfa 
Federal I on/CR Environ Council petitions should be dented b 
Coalition far Safe Power petition granted Opposes Fortlaws 
on Board Intervention attempt Certificate of Sve encl 
OI.ACK, R L Hearing Branch I. 03/03/34 Atomic Safety and 
Licensing Board Panel 34pp 13439 319 24X Flche 90-933. B3/03'7i 

G303S90339 


0303310473 Forwards affidavits from NRDC iramb ere. authorl t Ing NROC t» 
represent interests In prnc eed I ng . Proof of sve encl. 

CAVANAOD.n Natural Resources Defense Council. 83/03/34 
HOVlE. J C Office of the Secretary of the Commission. lOpp 
13493 313 34X Flche 30-922. 03/03/34,0303310473 


COCv.El 50-923 BSLAOll h-UCLEAn POME.R PBOdtCT, UNIT 3 


0 MC Draft/Final Envi r on->»r.tal Statements, suppls b correspondence 


0303330535 Cc.''.sents on review of EI6 re util application for site 
cartlflcation/environ rept for proposed project. Identifies 
areas Lhere addl analyses or more info would strengthen £16 
Detailed scoping suggestions end 

O'NEAL. 0 L Envlror-^enta 1 Protection Agency 83/03/01 NORRIS. J 
Office of Nuclear Reactor Regulation. Director LEWIS. N 0 
Washington, State of 4pp 13156 387 34X Flche 90-333.83/03/01, 


0 A| judicatory coertspondence 


8303110110 Petition to intervene In proceeding Motlts ot appetrence b 
proof of »vc One I 

CAvaNaGh. A Natural Resources Defense Council 83/03/04 
BJWIlOUe*’^* 1921 3 333 34X Flche 50-533.82/03/04, 


0203190096 Amended petition to Intervene 
haaring Affidavits b Certificate of Sve 
ROEOLIE.E Coalition for Safe Power 

34x Flche 50-933.82/03/06.8203190096 


In proceeding b 
enc 1 

83/03/06 |3pp 


request for 
1334 6 091, 


0203160093 Nutlet of appearance in proceeding 
fHATCHER. f L National Wildlife Federation 
Environmental Council fHATCHER. r. L Pacific 
Center- Law Center 03/03/00 Ip 12300 240 
Flche 50-523. 82/03/08. 8303160093 


Thatcher. T l Oregon 
Northwest Resources 
34 X 


8303160104 Petition to Intervene In proceeding Certlficato nf Ov,- 
FMATCHEfl.F L National w,id,,„ Federation® F^MCHEr? 1 n ! 

c";Ur?“L:L'Lnu:“'02/O3/«''""- V «07tw;t Rp.ou"?r 

24 X Fun# 90 - 533 . 03 / 03 / 08 . 8303160104 ""’ ’*‘®'*"* 13300 316 


A App 1 1 c at lon/c onetruc 1 1 on stage ducuments b correspondence 

8203040498 Alvltes of geographic coordinates for facllltlss Oft ulH 1 
notified when CPs b 01. d are issued 

A0EN9AM. £ 0 Licensing Branch 4 G3/03/17 Defense Mapping 

Agency Aerospace Center. 8t. Louis Air Force Station Ip. 

13130 330 24X Flche 90-532.82/03/17.8203040498 


320304062a Forwards FR notice re receipt of Puget Sound Power b llgl* 
Co. Pacific Power b Light Co.WA Water Power Co b Portland 
Oeneral Electric Co amended application to construct b 
operate fac 1 1 1 tea 

ADENSaH. E 0 Licensing Branch 4 82/03/17. OREENBERO.L 

Contractors Mutual Association. 3pp. 13129:343. 24X 

Flche 50-522. 82/02/17,8203040628 


8203040629 Notice of receipt Of amended application for CP b O'- 
notice of hearing on amanded application for CP an/no/dl 

iOylF., J C Office of the Secretary of the Commission 82/0/ « 
9pp 13139 346 34X F Ichor 90-933, 82/03/ 17. 8203040630 


0303090774 Forwards requast for addl info re application for CP- 
TE0E9C0. R L Assistant Olrsctor for Llcinsin# a nm 

SPANCENBERo. F Northuest Energy Services Co. 19pp 13193 0 
Flche 90-923,83/02/29,8203090774 


8203100029 Requests comparison of requirements of flnel rule re 
licensing requirements for pending CP b manuf ac turlng 
license applications w/info In PBAR. 

TEOESCO. R L Assistant Director for Licensing. 02/02/89 
BPAVQENBERO. F. Northwest Energy Services Co. 3pP 12191 • 
Flche 90-922. 82/02/29.8203100029 


B2030B0427 Responds to NRC B30123 Itr re proposed const of f** 
Designetlon requested as cooparatlng agancy In £13 
prepareti on. K Braden assigned for project. „,nao 

VAUGHAN. W A Energy, Dept of 83/03/26 fiEOAN.H H 
Analysis Branch. ip. 12198.049 24X Flcha : 90-922, 82/88/86. 

8303000427. 



6703080392 Toru^rdt eonclutlont rs pre&rnct of faulting on southcrpt 
flani of •outhoatt antic I tna. par B30?ll convertatlona 
Cnuaitratat bg data lina baaet for itatananta ra aoutheatt 
anttcltna fault In App* SK 6 88 of PSAR Avend 33 
BPAnOCNBCRO- F- Northuaat Enargg Barvlcat Co S3/03/02 
MALLORV. n w UlcanalOQ Drancft 4 8pp I2I49 290 24X 

FiChf. 90-932. 02/03/03, B203OQ03S2 


0303090183 Notlflaa that util villl maat ratponie data tat forth in me 
030329 Itr ra raqueat for addi Info 

MVERB. R. 1/ Pugat Bound Pouar 1. Light Co 03/03/02 TEOESCO. R L 
Olvltion of Llcantlng tp 13169 ISO 34X Pi c ha. 90-933. OS/OD/OP. 
8302090183 


83031 ID34| Forward! ratponiaa to RRC B30213 6 39 quastlona ra Arkrnd S3 
to PSAH.pornral ra»pon»a will be tubnltled on 020419 u/ 
tklinlttal of Amend 34 to P&AR 

6PAN0ENBER0. F hlorthuaat Enargg Sarvlcat Co. 83/03/04. Office at 
Njclaar Raactar Regulation. Director 190pp. 13319.193 34X 

Flcha: 90-933. 03/03/04, 83031 10341 


6303990399 Advltat Chat Amend 34 to PBAR ul 1 1 addreie final rule 
I0CFR90. Sec 1 1 on 34 ( f I ( 31 ( v } f 8 ) . Fa 1 1 ur e to addrad! taction 
•pcclflcallg ravaalad in cemparlton of rula to P0AR to 
datarolna if application meat! final rule raquirenanta 
HVEfiS.R V Pugat Sound Power 4. LlgtCt Co 63/03/05. TEDESCO.n 1.. 

flffice of Nuclear Raactor Regulation. Director Ip. 13170.177 34x 

Flcha 90-933. 63/03/09.8303090399 


6303220913 Raquattt addl info re gaotechnlcel engineering in order to 
maintain NRC llcantlng ravlaw echadula Reftponte raqulrad bg 
630333 

ADENSA.I. E O Llcantlng Drench 4 83/03/11 SPANOENOERO. F. 

Northwatt Enargg BarvlCaa Co. 9pp 13374. 173 34X 

Ftthe 90-933. 82/03/11.0203220913 


B2O3300073 Advltat that Informal ratpontaa to 030311 raquatt for addI 
Info ra gaotacitnlcal anglnaaring uara provldad at 030317 
nabtlAS For reel ratpunttt will bt provided bg 620339. 

BPANOfNBERO. F. Northwatt Enargg Sarvlcaa Co. 83/03/23 
ADENSAll. E O. Llcantlng Branch 4 Ip 13447:349 34X 

Flcha: 90-933. 62/03/33. 0303300073 


6303300166 Submltt gaologlc 4. gaophgtlcal data on Oouthtatt anticline, 
par 620312 telcon raquatt. Oeopligtlcal data northwatt 
of Lloa 3 contlttt of gravitg l< land magnatlc 
data. Oravttg profile will be provided on 630317 
BPhMOEHBEna. F Northwatt Enargg Servlcet Co 83/03/34 
HALLCIRV.II M Llcantlng Branch 4 3pp. 12490 386 34X 

Flcht 90-933, 82/03/24,0303300168 


B3O331&901 Forward! ratpontet to lommintt received on gaologg l< 
geatachnlcat engineering at 030317 meeting. Formal ratponeet 
will ba eubatlttad on 820419 u/Aitand 34 to PBAR 
SPANOENBEfiO. F. Northwatt Enargg Sarvlcat Co. 03/03/39. 
A0EH8AN. E. 0 Llcantlng Branch 4 7tpp 13493 333 34X 

Flcha 90-000. 62/03/39.8303310901 


C. Utllltg Environmental Report (ER>. amandt I. corratpondanca 


6303040411 Forwarda notice of avallabilttg of environ rapt. Af f 1 davt t 
cf tve and. 

rHCMSFN.F T. Parkin*. Cota, Stona. Oltan 4. Uilllamt THOMSEN. F 1 
Pugat Sound Powar 4. Light Co 83/03/39 Office of Nuclaar Raactor 
Ragulatlon. Oiractor 3pp 13114:899 34X FI eba: 90-933. B2/03/S9. 

8303040411. 


'—8303040414 Notlca of avellabllltg of anvlron rapt. 

THOtiBEN.F. T. Parklnt. Cola. Stone. Olaan 4.Nllltana THOnSEN.F.T 
Pufat Sound Powar 4. Light Co 83/03/39 4pp. 13114 361 34X 

Flcha: 90-932, 83/02/39. 8203040411, 


6303110236 Raapondt to 830213 Itr to FA Spanganbarg ra environ review 
guettlont. Qua tt loni adaquataig addrattad In rafarancad Itrt 
Formal ratpontet wilt be eubmltted w/Amend 9 to application 
for altt car t If teat ton/anvlron rapt. 

hVERQ.F 9. pugat Sound Powar 4, Light Co. 63/03/36 REQAN. U H. 
Siting Analgtlt Branch Ip 13319:319 34X Flcha: 90-933, 62/03/36. 

8203110238 


6203130086 Advltat that anvlron rapt Amend 14 hat baan revl awed . per 0 
Blanchard raquatt. No coflimanti of fared. 

MJNT. J. tntarlor, Oep t. of , Bureau of Indian Affalrt. 83/03/09. 

Of flea of Nuclaar Raactor Ragulatlon. Dlrictor. Ip. 13347:237 84X 

F I c h a : 90- 932. 63/03/09 . 6303 1 300 6 S 


0 NRC Oraft/Final Eli vi r anr en ta 1 Statamentt. tuppit b c or ratpondanc r 


Q3O30Q093S Co.rments on revieci of EI6 re util application for att* 
c »r 1 1 f 1 c a t Ion / envir on rapt for propocpd project l/entlfta* 
area! where aodl analgtet or more Info would ttrengthen EI8 
Detailed ocoptng eugget t 1 unt encl 

O'NEAL. 0.1. Envtr onrenta I Protection Agenc g 83/03/01 NORRIS../ 
Office of Nuclear Reactor Naqulatton. Olrector LEUIB.n 0 
(iathlngton. State of 4pp 13196 307 24 X Flcha 50-333.83/03/01. 

8303080933 


O Adjudccetorq correopondence 


9303110118 Petition to intervene In proceeding Notlca of appearance S. 
proof of tve encl 

CAVANAOH. R Natural Retourcet Qefente Council 03/03/04 
Coirmitt lonart 9pp 13313 333 24X Fiche 30-933.03/03/04. 

0303110118 


6303190076 Amended petition to Intervene In proceeding 4, rtquett for 
hearing Affidavit! 4. Certificate of Sve encl 

ROSOLIE.E Coalition for Safe Power 03/03/06 I3pp 1334 6 UVt 

24X Flcha: 90-933.03/03/06.9303190096 


8303160093 Notice af appearance in proceeding. 

THATCHER. T. 1. National Utidllfe Federation THATCHER. T L Oiegun 
Environmental Council Ti<A1CHER, T L Pacific Northuett Retourcoi^ 
Center, uou Canter 63/03/08 ip 13300 340 24X 

Fiche 90-9S3. 83/03/09. 0303 16087 3 


0303160104 Petition to Intervena In proceeding Certificate of Sve encl 
THATCHER, r L National Ulldllfa Federation. IMATCl'ER. T L Oregon 
Envt ronnanta I Council THATCHER. T . L Pacific Northuett Ratourcet 
Canter, i.aw Canter. 03/03/08 Comm! »*i onert 7pp 13300:316 

34X Flcha 90-933.02/03/08.0303160104 


62Q332Q162 Advltct that petition* to intervene were due bg 620300 tu 
ahg petition now filed would be untir:elv h tubetantlal 
thowlng of good caute for lataneet would bo neceemarg Traatg 
rlghte to be affected bg CP application ehould be atatad 
OtACN.R L Hearing Branch 1 03/03/11 JIH.R Valina Indian 

Nation 2pp 13361 338 34X Fiche 90-923 ■ 62/03/1 1 . 02033201 63 


8303390963 Antwpr opposing NROC 820304 petition to intervene Petitlonei 
failed to allege lufruient baeit for ttanding to Intervene 
at matter of right on own behalf at on hehaif of nambert 
certificate of Sve encl 

THOMOEN. F I Puget Sound Power 4. Light Co iHOfISEM, F T Perltni.. 

Cola. 8Co(ie. Olaan 4. Ullllame 83/03/19. Atomic Safety and 

Llcantlng Board Panel 14pp. 13409:049 34X Flc ha 90-933. 83/03/ IV. 

0303390963 


03U3390993 Antwar opposing Natl Wildlife Federation 4. OR Environ 
Council 020300 patltlon to Intarvena Patltlonera failed to 
allagt sufficient baels for standing to Intervene 
Cartificata of Sve encl 

THOMSEN. F. T Pugat Soutid Power i. Light Co 1H0M8EN.F r Parliix.. 

Cola. Stone. Olaan 6 Nil I tame. 82/03/19 Atonic Safety and 

Llcenelng Board Panel I4pp 12409 399 34X Flcha 50-933. 82/03/19, 

D203290993. 


9203290393 Antwar opposing Coalition for Safe Power 4< Foretawt on 
Board 030306 raqurtl for hearlngt 4. amandad petition to 
Intervene Petitioner failed to allege eufflcitnt batit for 
etandlng Certificate of 8vc encl 

THOMSEN. F T Puget Bound Power 4. Light Co THOMSEN.F T Perklnv. 

Cole. Otone. Oleen t. Ut 1 1 la.nt 03/03/32 Atomic Safety and 

Llcantlng Board Panel 30pp 13413 300 34X Fiche: 90-933. 83/03/23. 

9303250393 


8303390339 Re tp one a to petition! to Intervene . NROC 4. Natl Wildlife 
Fadcrat 1 on/OR Environ Council patltlona thould bt danlad 4. 

Coalition for Safa Powar petition granted Oppotet FOralawt 

on Board intarvantlon attempt Certl fl cate of Sve and. 

black. R L Haarlng Branch 1. 83/03/34 Atomic Safety and 

Llcantlng Board Panel 24pp 13439 319 34X Flcha: 90-923. B2/03/24, 

©203390339 


8303310473 Forward! affidavit! Prom NRDC mtnb art. authorl i Ing NROC to 
repratant Interettt In proceeding Proof of tve end 
CAVANAOH. R Natural Ratourcaa Oafenta Council 83/03/24. 

HOTLE. J C Office of the Secretary of the Conimittlon lOpP 
13493:313 34X Fiche 90-922.03/03/34.0303310473 


DOCKET 90-934 BARTON. «N1T \ 


A App 1 Icat 1 an/ c onttriic t ion ataga document! t. corratpondanca 


8303230976 Ad vitae of elating of LPBR Plant to build plant canceled 
BOUDER. J. L- Olvltion of Rule* and Record!. 83/03/10 UYATT.J. 
Clanton, AL- Ip 12373 139- 24X FI c he: 90-934, 82/03/10. 8303330976 



niJ33t"C?3 (••at nfor-al r»»»cr>»e» to B203II for aii 

1 I>»C r, ;»u(ot T ic »l O-I? 1 inj -(••■♦ ffcvtaod at 8?03I7 
-Kti"? rjr'il reipcnt«» •jIII t» trovitfetf 9 1 | BeOjaV 
•PA‘.‘;EKCE->3 f ^• 3 r{^.^tt E'-.crgij S«rvicet Co 03/03/23 
Att><CA“ C 0 Lvttr.^ici 9t«r.t(> 4 (» 134 47 349 S»< 

fxi-e S(- 522 82/03/23 8233300073 


a'"3230lfc2 Mvt««» that petition* to Intervene uerc due 
petition noy filed <JOol<l be untimely fc (ubttentiel 


.towino of »ood tau4o for latene** would bo nice««arg 
rlj-ite to be affected by CP application ohould be etet 


etet 

niACK. R l. Hearing Branch l 82/03/11 JtM. R Yell 
"alien 2pp I33t>l 33(i 24X riche 90-922. 82/03/1 1. 0 


e2V33jDl68 Sjtnit* grologic I gecphytical data or Sout''*a*t anticline. 
s»r 82C312 ttltor rtiject Oej;'' |t ital data narihi;est 
e« Line 3 ecn*i»H f.« yra/lty t laro /•agnetlc 
data Gravity profile will be provided «n 820317 
iPA’iJE'.eeec f fort'wejt Crergy Services Co 62/03/24 
KALlOR/.m H licersl'.g Brarcn 4 2pp 12450 30i 24» 

Fife ^a-532. 83/03/24 82033001*8 


020*1350963 Answer opposing KRDC B20304 petition to Intel 
failed to allege sufficient basis for standing to tnti 
as matter of right an own behalf or on behalf of «em5a 
Certificate of 9vc end 

TKCfiSEN. F T Puget Bound PCu-or t> Light Co 1II0H8EN. f 
Coie. Blone. Olsen fc Williams 82/03/19 Atomic Si 

Licensing Board Panel I4pp 12409 049 24)1 Flche - 

6203290963 


8203310531 lorvards respenses to lo-vrenis reteivtd cn geolcgv b 
geotecr ical ergineerirg at B303I7 netting Famal respenset 
will b« svbnltCed on 020419 w/A-erJ 34 to PGA9 
SPAiigec.UCiS.F nartn.est Fnerge Services Cc 83/03/29 
AOE'iSAM. £ 0 Licensing Branch 4 7ipp |2493 333 24X 

Flcne 30-CrCO 02/03/29. 8233310501 


C Utility Ell . I ror/'ental neport (ER>. amenos t corresponcence 


8203390993 Answer opposing Natl Wildlife Federation tc Of 
Council 630308 petition to Intervene Petitioners fall! 
allege soffit lent basts for standing to mlarvane 
Certificate of Bve end 

TMCHSENe r T PuQet Oound Pow^r LI^M Co. TKQHSEN.f 
cole. Stone- Olsen 6 will lairs 02/03/19. Atomic 8. 

Licensing Board Panel I4pp 12409 399 24K riche 1 

6303390992 


8233 O 404 I 1 Forwards f.utice cf availability of er.vircn rapt Affidavit 
0^ %vr e*^c) 

ihG'iStti F 1 Perilns. Cole. Stone. Olsen & uillia-is THOMSEN. F T. 
Pujet Sounp Fewer b Li;nt Cc 03/03/25 Office of Nuclear Reacter 
Bepjlation. 9irectcr 3pp I2ll4 299 24x Flche 90-932,63/07/29.' 

6203040411 


--6203040414 fjetice of aval labi 1 1 ty of environ rapt 

IhOmSEii.F ) perbins. Cole. Stona. Olsar. b tlilliams IHOnSEll.F I 
Puget Scene Pciwtr t Light Co S2/03.'29 4pp 13114 361 34X 

Fiche 90-922. 82/02/25. 0303040411 


620'3'Ii 023Q Pespenos to 62C212 I tr to FA Spangenberg re environ levleu 
guestione (laestions adequately addressed in referenced Itrs 
Fcrmal responses will be suc-ijtted w/A-end 9 to application 
for site c er ( I f ic a t 1 on/en vl ton rept 

mCRS R U Puget Soji d Power b Light Co 02/02/2* REOaN. U H 
Siting Analysis Stancr IP 13219 319 24X Fnha 90-933-82/02/36. 

62031 10236 


Q203f3CC68 Advises that environ rept A*:er.d 14 has been reviewed, per 0 
Slanthard request Ho icm-.ents offered 

PUNT. J Int er icr . Dep t of. Bureau of Indian Affairs B2/03/09 
Office of Nuclear Reactor Regulation. Director Ip 12247 337. 24X 

Fic-e 50-922. 93/03/05. 0303120008 


0 NRC Oraft/Final Envi ror ->en ta I Statements, st-ppls 4 correspondence 


0203080335 Comments on review of EtS re util application for site 
cert If ic at lots /environ rept for proposed project Identifies 
areas where addl analyses or more Info mould strengthen EtS 
Detailed scoping suggestions enc 1 

□ ‘NEAL.O L Envlron.-enla I Protection Agency 82/03/01 NORRIS- J 
Office of Nuclear Reactor Regulation. Director LEWIS.N D 
Uashingtcp. State of 4pp 12196 267 24X Flthe 90-922.33/03/01. 

9203080539 


C Adjudicatory correspondence 


82O3IIOI10 Petition to intervene In proceeding Notice of appearance 4 
proof of eve enc I 

CAVANAGM. R Natural Resources Defense Council. 82/03/04 
Ccmipisslaners 9pp 13213 339 24J Ftcbe 50-933.02/03/04. 

0303110110 


8203290293 Answer opposing Coalition for Safe Power 4 F 
Board 83030* request for hearing* 4 amended petition 
Intervene Petitioner failed to allege sufficient bast 
standing Certificate of Bve enc 1 

1H3*13£N-F T Puget Sc,und Power 4 Light Co THOMOEN.. 
Cole. Stone. Olsen 4 Williams 02/03/33 Atomic 9 

Licensing Board Panel 20pp 13413:300 24X Flche 

8203390392 


8303370329 Response to petitions to Intervene NROC 4 Ne 
FeOeratlcn/CR Environ Council petition* should be den 
Coalition for Safe Power petition granted Oppo*e* For 
on Board Intervention at t omp t. Cor 1 1 f I ca te of 8vc end 
BL*CK.fi L Hearing Branch 1. 03/03/34 Atomic 3a 

Licensing Board Panel 24pp. 13439' 219. 34X Flche. 

0303390339 


6203310473 Foruards afftdovlts from NROC memb er*. author 
represent Interests In proc oed 1 ng . Proof of sve encl. 
CAVANaOH. R Notural Rasouree* Defenee Council. 03/C 
HOYLE. J C Office of the Secretary of tna Commltsloc 
13493 313 34X Flche 90-933.83/03/34.0303310473 


COCkET 50-923 SkaoIT NUCLEAR POWER PROJECT. UNIT 3 


A Appl 1 C ation/ Construe 1 1 on stag* documents 4 correspoi 


6203040498 Advises of geographic coordinates for facll 
notified when CPs 4 OLs are isauad 

AOEtiSAH. t 0 Licensing Branch A 03/02/17. Oefei 
Agency Aerospace Center, 6t. Louis Air Force Station. 
13138 230 24X F 1 che : 30- 933. 63/03/ 1 7, 0303040498 


0203040628 Forward* FR notlte r* receipt uf Pugat Qoun- 
Co. Pacific Po-jor 4 Light Co.WA Water Power Co 4 Port 
Oeneral Electric Co amended application to conetruct 
operate fac 1 1 i tea 

AOENSAM. E.O Llcenelng Branch 4 83/03/17. OREENB 

ContTaclors Kutual Association. 3pp. 12129.343 2 

Flche 90-933. 63/02/17. 0303040638 


--0203040639 Notice of receipt of amended application 
notice of hearing on amended application for CP - 
MOYLE. J C Office of Che Secretary of the Commies 
9pp 13139 346 34X F I Che 90-933. 83/03/ 1 7, 030304 


030319009* Amended petition to Intervene in proceeding 4 request for 
hearing Affidavits 4 Certificate of Sve encl 

ROSOLIE.C Coalition for Safe Power 62/03/0* 13pp 1334* 091 
34X Flche 90- 522. 83/03/06. 8203190096 


8203990774 Forwards request for addl Info re appUcebl 
TEDE9C0.R L Assletent Director for Llcenelng. 03/ 
SPAN9ENOERO. F Northwest Energy Services Co. 19pp. 
Fuhe 90-923. 03/02/23. 0303090774 


62031*0093 Notice of appearance tn proceeding 

THATCHER. T L National Wildlife Federation THATCHER. T L Oregon 
Environmental Council TmaTChER. T L Pac I f|c Northwest Resourc e* 
center. Law Center 03/03/06 Ip 13300 340 3Ax 
Flthe 90-923. 82/03/08.63031*0093 


62031*0104 Petition to intervene In proceeding Certificate 
TMATCHER. T.L National Wildlife Federation. TMATCHER. T 
EnvlroAmental Council THATCHER. T L Pacific Northwest 
Center. Law Center Q2/03/06 Coatmessioner s 7pp 

34 X F(the 90-933, 63/03/06. 92031*0104 


of 9vc enc | . 
L Oregon 
Resources 
12300 31* 


B303I00029 Requests comparison of requirements of flni 
licensing requirements for pending CP 4 manufacturir 
license applications w/lnfo in P8AR. 

TEDESCO. R L Assistant Director for Licensing 
SPaNOEnBERO, r . Northwest Energy Services Co. DPP- 
flche 90-933.83/03/39.8303100039 


8303090437 Responds to NBC 820133 itr re proposed £on< 
Designation requested 4t cooperating agency In Ei8 
preparation. K Dracien aestgned for project. 

VAUGHAN. M A Energy. Oept of 82/02/36 REOAN. W 
Analysis Branch Ip 12138 049 24X FlchP 30-333 

8303080437 


tUU'niivai !»■ - 

SP/tNOCNBERO< F Nartl<iu««l IJixrgy ritt-vUct Co (t;iV0:i/{)4 llPPIcr of 
n««ctOP l<« 4 ul«l|i>(i. Dlrtclor t90(ip W;}!!) U4X 

Fich* ci»/o;i/ 04 , iiao:M ioa 4 1 


AdvttPo thJl A«»nit a4 l«» PIIAR ul 1 1 riiiAl ml* 

lOCFRSO' 8«c 1 1 on a4 ( f I 1 11 ) I V ) (d) r«llui-« to aditcoit sot 1 1 on 
• ptdficallv rovtalo'l In t ompor I ton nf rule to I'llAlt tu 
ppttrmtno iP application ifixt* Pinal Mala r aqn I raoitnt • 

NvERe.R V. Pupat (Inund I'liuar «. I.iglit Co ria/on/m rcOCflCI). II I 

Oplltp Ql Hot War fftartor Htoul at lun. (Heat tui Ip lawo \‘t/ U 4 x 

Ftclaa S0-3J2. 03/03/03, liaOllOTODV'P 


203230313 Raquatta add I inPo ra gvolachnual ang Inaai- 1 rag In nr dvr tai 
nilntaln NRC lUaniIng ravlaw achadii I a. Http oiaaa raqaalrad bg 
030333 

AOeNRAK. E 0 Llcantlaig R ranch 4 lU/Oll/ll M'ANUrrilll.nO. I 
Nartbwait Cnargg Uarvicaa Co 3pp lD.')/4 I /:i W4x 
FIcM 30-533. U2/0;l/ 1 1 . H201W3O3i;i 


203300073 Ad V I tat that InPoa-mal ratpontat to 03il;ll 1 raquaal fna addl 
tnPd ra gtatachatUal aaaglnaar laag wara prnvldad at (UU'.U 7 
aaalliag rort"al raapoaatai ulll ba providad bg II 2 (CI 2 V 
BPANOERllCnO. C Northuaat Cnargg Oarvlcaa Caa (13/1)3/23 
AOCHSAIf.E 0 LUanalaag llraaach 4 Ip 1214/ 24V 24X 

Flcba: 30-323. (12/0U/23. 1)2033000/3 


2033001 on Bubnita gaolaigla; 1. gaophgatcal data on tiouthaaat atalKlla.a. 
par 030313 talcon raquaat Oaophgtlcal data ainrlhuaal 
»f l-lna 3 conaiatt of gravity t land maga.aVlt 
data Oravltg proPlla ulll ba priivldad on 1120317 
SPANOENSEflOr P Nor t law# at Enargg Uarvicaa Co 113/03/34 

MALLORY. H.U UUanaIng llraaach 4 2pp 13430 2U7a 34X 
richa: 30-333. 03/03/24. 02033001 At) 


203310301 Foravarda raapontaa to cainvaaaaila racalvaal oaa gtolligg I. 
gaatachaalcal anglaaaarlng at 030317 laaaatlng formal raapuoaaa 
utU bt Pubmlttaal on DSOIIV u/Anand 34 lu rOAit 
BPAMENBERO. F. Nortiawaat Onargg llarvicaa Co Q2/03/2V 
AD£N0AI1,E 0 tutnalng Branch 4 /Ipp 13133 333 31X 

Fie ha 30-000. 03/03/2V. 0303310301 


Uttlltg Eaivl ronmanial tiaporl <Gfl). amanda t coa raapoaadtnct 


12030(0111 Poruardi not lea of aval tabling of anviroaa rapt Affidavit 
of avc and 

THOMBEN.F T Farttiaa. Caiia. Olont. Olaan I- Ullllama TtlOnaL'N. 1 I 
fvpat Souiad Fowar «. Light Co 03/03/33 Off lea of Nucltar llaactur 
ftagvUtWia, Otractor 3pp 13114 339 24X Fjeha 30-323.02/02/33, 

6203040411 


-8303040414 Notlca of avallabllltg of anvlron rapt 

riCMSEN.F T Panina. Cota, fltona. 01 a«n A HI 1 1 1 ataa THONI.I N, I I 
Pvgal Bound Powar i Light Ca) 03/03/39 Ipp 131 H 361 24x 

Flcha: 30-823. 03/03/33. 0303040411 


1203110330 Rtapondt to 030312 1 tr to FA Opanganbarg ra aaavlroo ravlaw 
ivtallona Ouaatlona adaquatalg adtfrtaatd In rafarancad Itra 
Faraat rtapooaai will ba lubaaittad a//A*anal 8 lo application 
H o'** Icatlon/anvlTon rapt 

MYEna.B V Pugat Bound Powar I Light Co 02/02/36 RCOAM, W M 
Siting Amiga la Branch Ip 13313 31V 34X Flcha 30-332. 03/03/36. 

6203110238 


203120066 Ad V I aa a that anvtron rapt Amand 14 haa baa 
„'*?**•'■'* raqvatt No commantt oPfarad 

Intarlor. Oapt of. Duraau of Indian Affaira 
r. Raaclor Ragvlation. Olractor Ip 

‘Ch*: 30-923. 03/03/03. 62031300110 


ravt awad . par 

03/03/03 
12247 337 


0 

34X 


Con,->t aa I onara 
II2U31 101 111 


9pp 


i’lX Fltho 90.322.112/03/04. 


112031 *700*76 Arpndad petition tu Intarvans In procaeding I. raRvea L fur 
haArlng Afftdovtla I. Cartlflcota of Sve enc I 

llUSOl.lF.C Coal 1 1 ion for u.ira Poi^ar 1)2/03/06 I2pp 1234 /> o'/l 
24 X l ithe 90-332. 113/03/06. 0203 1*700*76 


(I2C1'JWX1Q*I'J Notice <if appeurante In protaedlng 

IKATCMCn. r I Naltonol Otlilllfs Fedoration IIIATCIILK. T 1. Oli-gpn 
Lnvt runneiila I Cuuncll IIIAlClirR. 1 L Pacific Nurthueat Raaui.rcPa 
Cantor. Lauj Canter 02/0J/0U Ip 12300 340 24X 

riche 90. 332. 03/0:1/0*1, 1130:1160093 


Ii 20.I160I()4 Petition to Intervrna In proceeding Certlflcata of llvr out 1 
IMATCI'LR. r L Netinnal Ulldllfe Federallun TIIATL'I'EII. F L Oiegnii 
LnvH pnnantal Cnunctl lUMCHEll.l 1. Pacific Northueat tleaauTcep 
Canter. Law L enter 02/03/011 Cor>.al ae I nnara 7pp 12300. **17. 

24 X 11 Che 30 - 922 . 112 / 1 ) 3 / 011 . 0201160104 


U2O'I22017i 2 Advlaea that pet It Iona lo Intarvene were due bg l)20:i(>l) ai. 
ang petition now filed would be untlrielg 6 eubetaiiilal 
ahniulng nf goad canto for leleneaa would be noceaaarg Traatg 
righto tn be affected bg CP eppllcatton ahoutd be etatud 
laACK.it L Me4i ing Dranch I 1)3/03/1) JlH.)) Vatima Indtnn 
Nation 3pp I2;I6I 2311 24X F I chd 30-332. 02/03/ 1 1 . 02032201 /.;? 


n20’.t29016:i Anawar Qppoaing NRUC 020304 patlttan to Intervond Patlllnnoi 
failed to allege aufflcient baete for alandlng to Intorvone 
aa matter of right on own behalf or on behalf of ntambere 
Certificate of live one 1 

III0I131N. F T I'l.get Bound Pouer 6 I. tght Co IKOhUl N. I T 

Cole. Illone. (Ilaen 6 HI I I lama 03/03/19 Atomic OaPatg and 

l.lcanelng Board Panol I4pp 1340*7.043 24X l lche 30-922,02/03/1'/. 

020339036;i 


U2o:i3309'72 Anauar uppotlng Nall Hlldllfa Fadaratlnn A Oil Cnvlroii 
Council 1)20300 petition lo intervene Petttlonore failed to 
elltga aufflctanl baata for atandtng to Intervene 
Certificate of Ovc enc I 

TIIOMOFN.F T Puget Hound Powar A Light Co IHOMGCN. F I Pei kina. 

Cola, tllone. Olaan A HI 1 1 lama. 03/03/1*7. Atomic Oafatg and 

Licanilng Board Panel 14pp 13409 393 34X Flcha 30-922.0 2/03/1*/. 

0203330392 


0203230293 Anauer oppoalng Coalition for Hafe Power A Forolaua nii 
Board 030306 requeil for haartnga A amendad petition to 
intervene Patlttanar failed to allege tufflclant baata Pur 
atandtng Cartlflcete of Ovc enc 1 

THOMSEN. F T Puget Bound Power A Light Co THOMSEN. F T ParVIna. 

Cola. Otona. Olaan A Hillia*i>a 03/03/33 Atomic Oafatg and 

Llcenatng Hoard Panel 20pp 12413 200 24X Flcha 30-932. 02/03/2^*. 

0203230393 


0303290229 Raeponae to palttlona lo Intarvana NRDC A Natl MlldlIPe 
Faderat 1 on/QB Environ Council patltlona ahould ba danlad A 
Coalition for Oafa Power petition granted (Ippoaaa Fnralaiwa 
on Board Intervanl ion attempt Carllficate of Ovc enc I 
BLACK, fl L Hearing Branch I 02/03/24 Atomic Befetg and 

Llcenatng Board Panel 34pp 13439 219 34X Flcha 30-933.02/03/34, 

0203290239 


0303310473 Forwardt affldavlta from NRDC memb era. author 1 1 1 ng NRDC IP 
rapretent Intereata In proceeding Proof of avc end 
CAVAnAOH. R Natural Reaourcea Oaf ana a Council 03/03/34 
HOVLE. 2 C Office Of the Oacretarg of the Commleaton lOPP 
13433 313 34X FIche 90-323.02/03/34,0203310473 


DOCKET 30-324 BARTON. UNIT I 

A App I icatlon/conatruc tlon ataga documenta A corraapondtnc t 


8203230376 Advlaea of cloalng of LPOfl Plana to build plant cancaled 
eOUDEB. J L Olvlalon Of Rulaa and Recoeda 03/03/10. WVATT.*! 

Clanton, AL Ip 12373 133 24X Flcha 30-334,02/03/10,02033205/6 


9ULr>ER. J L Olvislun of Role* RocorOS W 

cidr.ttf'i- AL Ip i:'J73 139 24* Ficlie 90-9344 6^/03/ 10. 8303830976 


OnCKtl 20-936 GARTCN’. Kill I 3 


A A|>p I I C6Cion or* true 1 1 on *t«sr 4a;i.ni«nt* 6 c orTo«pandon< e 


9303330976 Advitv* of e losing of LPDR Plons to Pv! 14 pldtit etneeUd 
SQ'JSeR. J V. OlvUicn of Rule* anj Racerd* 32/03/10 m/aTT.j 
C lanton. AL Ip. 13373 139 34 if Fit he 50-524.83/03/10.83033305?* 


DOCKET 50-93/ BaBTOH- U.M T 4 


A Ap p 1 1C a 1 1 on/ 1 on* t rut 1 1 on (tate docuirenti I. come tpond »r.c t 


030333097* Advice* of cloin; oT LPDR Plan* to birlld plant canceled 
SDUDEn.D L I>lvl«)an cl Rule* and Rscorl* G2/D3/10 MVA^T.J 

Clanton. AL Ip 13373 135 24X Flche 90-934.03/03/10.8203330576 


CCCKET STK- S0-5S8 PALO VF80E NUCUEAR GTATICW- I-NIT I 


A App 1 1 cat 1 on/ c cn*tcRC tl on clap* docunont* t. c or r vtpond (nc e 


B303050316 Hotifioi that MUREC-0737 Item ] 0 I, “C 1 arlfi c atlon of iMl 
Action Plan ReRui re- en t *. ' ui 1 1 5o conducted per CE&9AR-F 
Section 14 37 & 14 3 l3 9 k In responce to 910613 ra.)ue*C 
AddI ali-.ilator tralninQ ciill 6e performed folloiiiln9 te*t 
VAN CBVlKT.e F. Ar Ilona Putltc Service Co. Ot/ll/03 KCRIttOMl.d. 
Licensing Branch 3 3pp 13136 076 34X FI cna 90-536. Bl/1 1 /03. 

6203353216 


63011334/9 Foriaardi CCN't07. 'Evaluation of Presturlied Thermal Shoe 1 
Effect* Due to Oaijll Brea* LOCA* U/Uo** of Feeduater for 
C-E I.GES. " *, A;}p* A-J, In T«*pon*e to Irtl Action Plan 
Henolrcnent I t K 3 13 

3AEKIN.K P C-e Operating Plant* a>ner* Group 61/13/31 
EISEM-ur.O C Division of Licensing 4pp 11979 034 34X 

Flche 90-359, 61/13731, 8201 130476 


--9201 rJ049l "Evaluation of Pressurlied Th»r<eat Slioct Effect* Oue to 
Small Sreali LCCA* M/Lose of Feeduater for Palo Verde I.S 6 
3 Reactor v«*tet« " 

* Combustion Engineering, inc. CEh'-ig? App J 01/13/31 Op? 
U 57V 039 34X flche 30-33 5. 0 1 / 1 273 1 . 9201 130479 


B203030390 Sub'nlt* info sutoortlog lact of InteTnel ccvroslecx problem*, 
of fuel oil storage tank* per 811308 request. Tent design, 
periodic totting t, supporting Info oelance again*! unproven 
record of coating is sufficient 

VAN BRUNT, E E Arlinna Public Service Co 93/02/34. TEOEGCO.R.L 
As*t*tant Director for Licensing 3PP 12070 370 24% 

Ficne 30-938, 62/03/34. 6303030340 


0303090303 Sutmlt* add I tnfo re contalnrent isolation valve leak rate 
tsttlng Penetration* *7 * 77 on Icng-terin r ec ire u tatton 
line* lehlch have check valve inslde/tuo — .etor operatad 
valve* outside containment fgpe C a|r testing not necatserg 
van BBtlNT. E E Arliona Public Service Co. 03/03786 TEDESCO. R L. 
Assistant Director for Licensing 3pp 13169-190 S4x 
Flche 90-930. 63/03/3*. 6303090303 


8303100313 Advises that util has no plans to submit nsv applications oi 
reguest* For revleut between noui V 841231, per NRC 820113 new 
applications survey fCenerlc Ltr 03-11 

VAN BRUNT. E.E Arliona Public Service Co 82/03/2* TCOESCU, R I 
Assistant Director for Licensing 3pp 13101 304 34X 

Flche 90-320. 83/03/3*. 6203100313 


9203130099 Requests that schedule for preparation Pf tnergeneg 
operating procedure* be revised. provided procedures 
corpleted in tti-e to permit proper operator training parlod 
prior to fuel load. 

HIBACLIA.F J Licensing Branch 3 03/03/03. v/^f^ BRUNT. E E 

Arliona Public Service Co. Spp 13299 113. 84X 

Flche 90-338.82/03/03.0303130099, 


6303170303 Foruards request for addi info re au t hoc I tq. lac k ing mineral 
right* to parcels of land, to eicluie oi^ners from removing 
propertg nr preventing undermining of surface of etc luslon 
area Response needed bg 620331. 

tllRAOLl A. F, J Licensing Or and. 3. 83/03/05 VAN DRUHT.E. E 

Arltona Public Bervice Co 2pp 12391:163 54X 

Flche: 90-336. 63/03/09. 6203190303 


8303110001 Generic Ltr 83-04 to all llcenttes of operating plarl*. 
applicants for DL b holders of CP re uso of INPO SEE-lN 
program 

CISCf.RLfT. 0 0 Division of Licensing. 62/03/09 HAUSFURO. A 
Consolidated Edison Co of Neu Vork CAVANAUGH. u Arkansas Pisir | 
Light Co LUNOVALL.A E Baltimore Oa* «> Electric Co. 2pp. 

13291 031 34X Flche 90-000.02/03/09.8303110001 


6303160367 Advises that util 811330 submittal re proposei denplsg 
values of cable tragwags. Inc lud mg test results * design 
c a I cu I a tlons. ac cep tab Ic subj to listed conditions 
Confirmation that conditions will be mat requlrad 
MIHAGUIA.F U Llcahslhg Branch 3 92/03/11 VAN BSUMT.E E 

Arliona Public Service Co 3pp 13343 317 34X 

Flche 90-926. 62/03/1 1. 6203100367 


6203230722 Responds to NRC Q20303 ltr requesting detsrmina 1 1 an o' 
ellgibllitg for Inclusion in Natl Register Property eligible 
for inclusion Determination encl. 

BHULL.C D Interior, Oept of 02/03/11 MIRAOlIA.F J. Llrtnilr| 
Branch 3 3pp 13367 193 24X Flch e 90-928. 62/03/1 1 . 6203230777 


--020310004* Requests determination of ellgibllltg of four arcfsclsilt. 
sites for Inclusion in Natl Raglstar of Historic Plata*, 
per 3f,CFfl63 

tllRAGLIA.F 3 Licensing Branch 3 82/03/03. SHULL. C 0 

Inter lor. Dept of 2pp 12367 193 24X Flche 90-920. D3/03/I I. 

8203330723 


62031*0310 Forward* NRC 020313 ltr to util re use of poles on wMcb 
TLOs havs been placsd Contact for TLO station is P Uesdsn of 
AZ Radiation Regulatory Agency. 

NORTH.H S Region 9. Office of Director 92/03/12. HhlTESOn I 
Arliona Public Service Co Ip 13303 0*3 24X 

Flche 30-930.62/03/13.83031*0910 


--02031*0321 Ac k receipt of signed agrssissnt hetwsan NRC b util r* .■< 
of pole! Forc/ards NRC TLD network station book provldlnp 
locations route directions * photograph*. One overtlie nap 
erve 1 Aperture card Is avallabla in POR 

north, H S Region 5. Office of Director 92/03/13 BURKE. « 
Arliona Public Barvlc* Co 99pp 13303:0*4 24X 

Ficbe 90-326. 92/03/13.9203160910 


9303240363 Forwardi three overtlie drauingt. in raspoiise to NUREO-OObll 
util 910829 c o.miiii tmen t to provide tornado mleslle protection 
for hydrogen recomblnei openings In auilllary b I dg. Aper tvr t 
tend* are available in POR. 

VAN DRUHI.E E Arliona Public Service Co 83703/19 TCD6BC0.41 
Assistant Qlrsctor for Licensing. 2pp 13394:0*2 24X 

Flche: 30-936. 83/03/19, 83032403*3 


6303290113 Forwards three overslia drawings 8. three overtlie desllT 
change noticas showing mods being Implamantad to male 
containment spray pu.'sp manual override conststant w/othar 
ESF 006001 overrides Aperture cards are available In POR. 

VAN BRUNT. E.E Arliona Public Service Co 83/03/19 TEDESCO. R I 

Assistant Director for Licensing. 3pp. 13407:099. 34X 

Flche 90-929.83/03/19.9303330113 


B30330G333 Forwards "Probabilistic Risk Assessment of Tornado Hisitls 
Damage to Station UHS. " In retpontt to bLIREO-OQ97 

VAN BRUNT. E E Arliona Public Service Co 63/03/39 ICDESCO.Bl 
Assistant Director for Licensing 2pp. 12449:219 34X 

Ftcbe 90-930.82/03/39.6203300232 


--B2O3300224 "Probabilistic Risk Asaastment of Tornado HltfUe Oaa*|l 
to Station UHS “ 

* Bechtel Corp 82/03/39 190pp 12449:231 34X 

Flche 90-920, 63/03/29.8203300222 


0. ARC Draft/Final Environmental Btatements. supple 1. correspondenti 


0203030**3 Comments on DES In response to B30203 I. 09 telecopies. 

VAN PROMT. E E Arlione Public Service Co 03/03/33 tilRAOLIA-Ff 
Licensing Branch 3 9pp 53077 036 34X Ft C he . 90-938. 03/03/23. 

6303020662 


6303100*01 AC I rscelpt of 811216 ltr u/comments on DCS. ABLB 01k IIP 
prehearing conference t ACRS 911123-24 meetings. FES * 
notices of evidentiary hearings to be sent. BER. eveluatlng 
issues such as tornedo pr otectian. to be avellable in LPDR 
EISENHUT.D Division of Licensing 82702/26 SCOTT, M L 

Affiliation Unknown 9pp 13174 194 34X Flche 90-326. B2/0S72<- 

8203100601 


uui;iv.t:i tu I ifciviti 


407 


'*(1203170134 Conin«nt9 on inadeilu«te provitlon for public p art I c I pal i un 
in ItC I tlonpal tng Ol«cu«tion ubi oyaclv technical t 

advance publicity inadequate 

SCOTT. li L Affiliation Unknoun (11/13/16 NRC - No Detailed 

Affiliation Given bpp 13194 199 34X Fiche 90' 930. 03/03/36- 

8303 100601 


8333(90096 FINAL ENVIRONMENTAL STATEMENT KEUAIED TO THE OPERaTIO-N 01 
PALO VERDE NJCLEAfl GENERA T IMG S TAT ION, UNI IS 1.3 AND 3 
Oectet Noe STN 90*938- 6Tt( 90-339 t. 8TN 90-930 (Arliona 
Public Service Co<rpanq.et al I 

* Offlte of Nuclear Reactor (Tequlatlon. 01 vector Mt>ttCO-OB4l. 
83/03/36 300pp Available at NT IS «7 90 13393 001. 34X 

riche 30-938, 03/03/30. 0303190096 


930337037] For^jarde FEB t FR notice of avallabtUtq U/o end 
MIlAOl.lA.r J LlcansliiQ Oranth 3 03/03/11 WILSON. K 

Environatental Protection Aqancq Ip 13391 130 34X 

FI cue 90-928. 03/03/1 I. 0303330271 


63033:9463 Forward* FES b FR notice W/o end 

HIPaO-IA.F J Llcenelng Oranch 3 03/03/11 GRANT. II 

Ccr-nirce, Dept of 4pp 13391 340 34X F i che 90-930. 83/03/ I I . 

8303330463 


0303340297 Forjarde Nunec-0a4l. FEB for facilities b FR notice W/o FI I) 
MIRACLIA. F J Llconeing Branch 3 03/03/11 VAN ORUMT. C E 

Arliona Public Service Co 3pp 13419 166 34X 

Fiche 90-928. 02/03/ 1 1 . 8303340397 


'-R303340303 Notice of availability of NUREO-0041 . FES for facllttleo 
MIPAOLIA.F J Licensing Branch 3 83/03/11 2pp 13419 lAO 

34X Fiche: 90-930.03/03/11.030334029/ 


0303390019 Forwards FR notice of avatlablittg of FE8 W/o end 
MtRAOL lA. F. J Licensing Oranch 3 03/03/11 Outiel b Kaes 

EBERT. P O Affiliation Unknoien 3pp 13431 070 34X 

Flcha 90-938. 83/03/11.0303390019 


C NRC Oafety Evaluation Report (GEIt). suppis b correspondence 


9303100489 Faruards draft suppl smenta 1 SER of lack of rapid direct 
Teprtssur 1 tat Ion capability In Sys 00 dts 1 gn. Revl cu of feed 
b bleed capability In sys design ulll be flnallied al lator 
date. 

TEOESen.n L Division of Licensing 02/02/34 VAN OPUNT. E L 
Arliona Public Bsrvlcs Co 3pp 13217 069 34X 

FIctr 90-938.83/02/34.0203100409. 


0203020137 SAFETY EVALUATION REPORT RELATED 10 THE OPERATION OF PALO 
VERDE NUCLEAR OENEHATINO STATION. UNITS 1.3 AND 3 Docket Nos 
STN 90-928. BTN 90-939 And STN 90-930 1 Arliona Public Service 
Cofpeny. et al ) 

* Office of Nuclear Reactor Regulation. Director NUFTEO-0697 
82/07/20 90pp Available at NTIS *4 79 12090 114 24X 

FICAS 90-930. 03/02/28. 0203020137 


8203120126 Forwards rsspons* to Open I ten 3 Of QER rs dynatnlc effects 
of pipe rupture. per NUREO-0897. Resu 1 ts of pressure b environ 
anelyfit for subcompar t<nents outside containment containing 
f|gh energy piping b amended FBAR pages also enc I 

van brunt. E. E Arliona Public Service Co 03/03/00 TEDESCU.R L 
Asslstcnt Director for Licensing. 14pp 13347.197 34X 

Flcht 90-938.03/03/00.8203130136 


8203130303 Farwerds Insert to F9AR Page 4 3-1 re guide tube wear 
svrvflllanca program, per 8ER (NUREO-0837) . 

VAN tmVNT.E.E Arliona Public BervltsCo. B2/03/00 TEOESCO.R L 
Assistant Olrtctor for Licensing. 4pp. 13390:003 34X 

FSefe 90-930.62/03/00.6303130303 


0203390930 Foruards results of testing on stainless steel U-bar tgpe 
pipe whip restraints per NURE0-0D97 8ER commitment 
VAN BRUNT. E E Arliona Public Sarvlce Co 83/03/33 TEDE8CD. R.l 
Assistant Olrsctor for Licensing. 3pp 12434.321. 34X 

FIcfe 90-938.82/03/33.8203390938 


•'6303290942 "Test for Determination of Performance Paranetars 6f 
Stainless Steal Pipe Whip Restraints." 

BLAVFUSS. K T Osborne Laboratories. Inc 81/11/13 13pp 
13434.333 24X Ft Che 90-938. 82/03/33. 8303390938 


3 Ad iwdtcatory correspondence 


8203010141 Foruards facility 6ER. Suppl I Olv of Licensing served othei 
partlei-U7o end. 

0EHEY.L.8. Antitrust Division. 02/02/39. LA70. R M . COLC. R f . 

CALLAHAN. 0 Atomic Safety and Licensing Board Panel. Ip. 

12070 193. 24X Flcha : 90-938. 03/02/29. 82030 10141 . 


--D5030I0144 FuruJids facility Sf.R Suppl 1 re Ul application W /0 ei.l 1 
M1RA6LIA F j Licensing Branch 3 03/0.1/04 VAN OHUNT.C ( 

Arliona Public Service Co 3pp 12070 194 34 X 

Fiche 90* 9,98. (12/02/39. 0303010 14 I 


0203030333 Memnracidu”! t, urder dismissing Inter verior Contention U 
Testimony reveale: little likelihood sluirp test results 
falsified Most l^Pbr Lanl lest r esul Is , i ompr essl v© stretigth 
test results, uere within acceptable range 

I A/n- R M Atomic Safety and Licensing Board Panel 02/03/0.3. 3|>p 

12136 193 24» Fithv 90 920- 03 /03'03. 02030 90323 


0203090194 hemorandum f, order directing inter venor answers to doitit 
Applicants rollons for sursiary disposition of ContenClnns 
9. 60 b 7 to be filed su that ABIB will have answers tg 
030319 

LAZO. R II Atomic Safety and Licensing Board Panel 82/03/03 
Joint Applicants - Palo Verde 3pp 12lh4 105 34x 

Fiche 90- 930. 83/03/03.030.3090194 


0203000003 Forwards advance copy of FES tNU|IEO-O04l ) Booklet copy ti. 
be sent ;i.nen available 

DFUEV. I. S Antitrust Division 0-/03/04 LAZIJ. R H , COLE. H f 
CALLAHAci, I) Atomic Safety and Licensing Board Panel 2C0pp 
12194 334 24X fiche 90* 338. 02/03/04. 0303000002 


0303090110 Forwards ACRS 011319 Itc re CESSAH Sys 80 design SEP 
Revision I for cF.SSAH Sys So uiill be issued by 030331 & 
will contain ACRS Itr t close out some open items 

OtWEV.L S Antitrust Olvlslnn 03/03/09 LAZO. R M . COtE.R ^ . 
CAVLAllAti, D Atomic Safety and Licensing Board Panel Ip 
12167 330 24X f iche 50-938.03/03/05.0303090110 


0303170105 Forwards proposed r-ecsorandu-i of 030319 conference call.per 
RM Laio request 

WEIB.E J Hoaririy Branch 3 83/03/19 LAZO.R M . COLE.R F . 

CALLAI'AN. 8 Atomic Safetif and Licensing Board Panel 3pp 
12313 099 24X Flcho 50-938.03/03/13.8303170109 


0303320298 nuanvandu*. b order ruling on motions for su-mary 
disposition Denies Joint Applicant 030119 motion for summary 
disposition of Contention 9 & grants motion re Contentions 
6D b 7 

lAZO. (1 M Atomic Bafoty and Licensing Board Panel 02/03/17 
Joint Applicants - Palo Verde llpp 13399 023 24X 

Fiche 90-930. 02/03/17. 0203330390 


0203320317 Memorandum concerning 020313 telcon sotting 82043/ a* dale 
for ally needod hearing 

LAIO.P M Atoiric Safety and Licensing Doac 0 Panel 62/03/17 3pp 
13366 011 34X FUho 90-930. 03/03/ 1 7. 820323031 7 


0203230499 Forwards PEG b ccmplatnl In US District Court for DC. Action 
03-0149. referred to in NRC 030315 Itr W/o FEB 

DEWEY, 1. 8 Antitrust Division 02/03/19 LAZO.R M . CCLE.H I.. 
CALLII'AN. 0 Atomic Safety and Licensing Board Panel 3pp 
12383- 196 24X Fiche 90-538.02/03/19.8203230495 


--820323043B Summons b complaint against SecretaTy of Interior .K> Watt 
for declaratory judgment b manda.sus re Salt River Project 
SliEA.P J Salt River P Ima-Nar I c opa Indian Co.mmunlly eHEA.P J 
Narks. Shoa b Wilks 82/03/19 O B District Court. District c.f 
Coluehta I3pp 12302 150 24X Flcha 90-928.82/03/19.0303330499 


0203310929 Motion for deferral of proposed Issuance of notice of 
hearing dale, pending Investigation b c lar 1 f 1 ca 1 1 on of recent 
NRC disclosures re contract for reactor cooling water 
HDURIMAN. P.L Hour than. P 82/03/32. Atomte Safety and Llcensinn 
Board Panel 3pp 12492 34*7. 24X flcho 90-920. 62/03/22. 03O331O'a2'> 


P Utility Final Safety Analysis Report (FGAfll b airends 


8203330470 FopuiardS Amend 0 to FSAR Affidavit enc I 

VAN GRUNT, E.E Arliona Public Service Co 02/03/22 Office of 
Nuclear Reactor Regulation. Director Ip 12309.300 24X 

Fiche 90-928. 82/03/32. 8203230478 


--8203230479 Amend 8 to FSAR. Two overslxe figures anc I Aparture tards are 
ava liable in POR 

« Afltona Public Service Co 02/03/31 329pp 12309 303 ;.’4X 

Fiche 90-938.83/03/22,0303330470 


M Antitrust correspondence 


0203190116 Foruards FR notice of receipt of Attg General advice b 
time for filing petitions to Intervene on anttlTuSt matters 
TQALSTON.a Antitrust & Economic analysis Oranch (Utility Finance!. 
02/03/04 COnsa, T Docketing b Services Branch 2pp 13299:360 
24 X Fiche 90-920.02/03/04,8203130116 


408 


DOCKETED ITEMS 


-6303IS0118 notice oC 0 < 0 ««>»Tal atSvlC* k tt'n# (Of 

ffettiioos to intffrv»r>* on antitrust nattort 
tOALStO'l. n ftntltrual k Econc®tc analyii* Btarcfr tuttlitv 
Firant*) 9?/03/0‘> 3pp 13259 363 34* FI t he. 50-336. 93/03/04. 

63031501 16 


82033300S1 Forwarilt att(| general 930211 Itr PurnieMog adill antitrott 
acvue re CF app I tea 1 1 nr. 

TC4LSF0N.A Aptitrutl k ttononlc anal.,ele Branch (Utllltg Finance) 
83/03/04 VAN BBliNI-C £ Ar I I ona Public Service Cc Ip 
13374 369 24* nene 50-339 93 /03/04. 030322005 1 


'-a?03350054 Heeponds to reqiieet Per atfvice re CrantPer oP ounerphlp 
intereat in ultl HP antitrust Vearlnf netetsarv bated cn 
of info 

^AaTElR. r ju^tK^.Dopt oP &v<APA9eH A. OPflep of 

the Ctecutive Le;al Director 2pp 12374 290. 24x 

FIche SC 520. B2.'03/04. □203220031 


0 Impection report* IE Bulletins 4 correspondence 


6203020360 rorjard* IE tnsp Bepte 30-326/83-03. 50— 339/62-01 4 
5G-5a5/9?-0l or 920123-59 t, notice <P violation 
FAtiLKENBERBr. 8 flegior 5. Office oP Olrector 63/02/11 VAN 
6flV-'t*t , E E Aniar.a public Service Co 3pp I2CI94- 129 24x 

FIche 50-523. 62/03/ I I • 6303020360 


- □202030571 notice oi violation IrpT i n»p on 030i23-39. 

ECMIIAPOT. u Regicn 3. (JPPice of Director 62/02/ 1 I Ip 

12064 1.11 24X Flcbe 90- 53B. 62/03/ I I . □303020360 


— e2030303Q.5 1£ Intp fiopts 30-536/62-03.50-529/02-01 «- 50-530/82-01 on 
920)25-59 lionc or>p I lane e noted three calu-rnt of c onta i nnont 
bldg Pound to lack leqiilred luelda 

FCKhAPOT. J M . Dt-REOIN. J F . h£rMA.NDE/. 0 Region. 3. Office oP 
Oirectcr 03/O3.’l9 Vpp 13004 133 24* Flche 30-929.02/03/11. 

8 20303 056 J 


a;O3OoO204 Alvtret that It Info Notice C2-01 . Bevt slon t. "Auitllarg 
Feodoater Futnp Lsekout ReiuICIng Frcn Meetinghouee W-2 
Skiltcb Circuit nod" uat sent to lleled utile 

e Region 5. Office of Director 03/03/26 Region 9. Office of 

Director Ip 13095 340 24X Flche 50-000.63/03/36.0203030364 


--620303C3C6 ForL.-arde reissue of Figure 3 of l£ Info Notice 62-01. Flgute 
3 ortginallg Inconplete due to reproduction problerr 
VAN BRl/NT- C E Region 9- Office of Director. 93/03/26 Arlione 
Public Service Co 1p I2C99 341 24* Flcfte 30-000,02/03/26. 

0203030394 


0303390153 Forworc* 3E Insp Repts 90- 520/e3-03. 90-329/83-02 I 
30-330/62-02 on 020104-39 Ko none emp 1 tone e noted 

FAyLuENOCRR/. 0. Division of Resident. Reaetpr Rroject t. Engineering 
Progra-s 62/03/01 VAN CRUNT . E E Arltona Public Service Co. 

4pp 13430 031 34* F i c t.e 30- 330. 82/03/01 • 02032901 53 


6203390197 1C Jntf Repts 30-326/82-03.30-329/83-034 50-330/03-03 on 
030104-39 Mo none om); I 1 anc e noted Major area* I nip ec t ed. RCP3 
p Ip I ng. COP t ai nmen t penetrations 4 containment baiemat 
cone rets 

vn.70FRQRL'60EN'. OtStiClR.r N Division of Rtaldent. Reactor Project 4 
Cnglneertog Peogratnn 62/03/61 8pd 12430 033 24* 

riche 90-530. 63/03/01 . 830.1290132 


3205290148 ForjorlS IE Insp fiept 30-530/92-04 on 020301 - 1 9 Ho 
none QtPp 1 1 anc e noted 

31E4N3ERO.O M Olvislop of Resident. Reactor Project 4 Engineering 
Progra-s 03/03/03 ANOCCNtffI . 0. C Arirona Public Service Co Ip 
12430 170 24* Flcne 50-320,03/03/03,6203390140 


-••6303290190 IE Ins? Rept 50-320/63-04 on 020301-19 No none onp 1 lance 
noted Major areas I nspec ted : t tar t up testing progra-s. 
equip-ent •naint 4 calibr 4 factlltg action It*.-:!. 

FIOREt.Lt.O ■ iliETZIO.O. Dtutslon of Resident. Reactor project 4 
Engineering Pragraens 63/03/02 4pp 12430.179. 24X 

F I c r a 30-330. 02/03/03. 0203290 1 48 


9303180539 Nbtlflei that tE Info Notlte 62-03. •'Efivlron leits of 
Electrical Terminal Slocks." uas iiiiied to listed llcantees 
on 630304 

• Region 3. Office of Olrector 63/03/04, Region 9. Office of 
Oli eetor. Ip 13183 343 24* Flche 30-000. 83/03/04. 0203100 530 


--8203100351 Far»,ards tE Info Notice 02-01. "Environ feetb of Electrical 
rer.btnal Oloefs '' 

EN2ei.«£N. R. H Region 3. Office of Director. 03/03/04. VAN 
BRUNF.E E Aril ona Public S«rvlte Co Ip. 13183 244. 24J( 

Flche 90-000. 03/0 3/04. e 203100 336 


6203160279 Advises that IE Info Notices 92-04. "Potent tel Detlcli-;, 
of Certain ASASfAT £-7000 6rriet Tlme-Oelag Relags" 4 
63-03. •increasing Frequeneg of Orog-Reloted Ineldente. *' 
mere issued to listed utils on 030310 

a Region 9. Office of Director. 62/03/10 Region 9. Office si 
Director Ip 12290 319 24X Ficha 30-000. 82/03/10. 63011602 m 


--6301160287 Forwards IE Info Notices 62-04. "Potential Ooflcla'iiit > 
Certain AgASTAT £-7000 Eerlss Tlms-Otlag fielegs' 4 82-03. 
■■Increasing Frequenev of Drug-Related Incidents ” 
eNGEv.»tEN. R H Region 9. Office of Olrector 83/03/10 VAh 

BRU.vr.F E Arliona Public Barvice Co Ip 13298 316 3tt 

Ft the 30-000.82/03/10.8303160279 


0303160339 Advises that enc 1 1C Info Notice 03-06. "Failure Of Btrii 
Generator Primarg Side Manuag Closure Studs* " uee issued to 
listed licensees 

• Region 3. Office of Director 82/03/12 Region 9. Office i' 
Director Ip 1230/ 219 SAX F Uhe 90-000. 02/03/12. 0203 16- JN 


--0203160339 Aivises that IE Info Notice 62-06. "Follura of fJteaa 
Oenaratar Pri.-iarq Side rlan.aaq Cloaure Studa " grovldes early 
notification of incident that nav hava safety elgnlflcarce 
t«5El.»EM.R H Region 3. Office of Olrector 03/03/12. 

VANORU.Nr.E E Arliona Public Service Co Ip 12307 316 241 

FIcl.® 3O-C00. 93/03/ 12. 9200160339 


6203220368 Advises that IE Info Notice B2-07. "Inadequate Stcurlli j 

Screening Programs." uas issued to listed licensees on j 

620316 I 

* Region 3. Office of Director B2/03/I6 Region 9. Officts' ) 

Director Ip 12362 297 24X Flche 30-000. 62/03/16. 020.1230 3.‘.a ] 


--0203220374 Forwards IE Info Notice 02-07 "tnadequate Seturllv j. 

Programs* for rsvlevi rs gosslbls «gp I Ic ab 1 1 1 tg | 

EMOELHEN.R M Region 3. Office of Olrector 02/03/ 1* VAN 

9A0M1.E E Arliona Public Service Cb IP I3363 290. 24i ' 

Flche 90'COa. 82/03/I6, 8203220360 


E Reportatle occurrences. LERs 4 related correspondence 


820302DI39 Final DeftClencij Rept. DER 0I-47 re grout petch voids In li . j 
steam support structure floor s lab. I n 1 1 lei I u reported by ! 

0II2I7 telcon Deficiency determined to be not reporteble 
Orout patch to be repaired ! 

VAN OROMT.E E Arliona Public SarvUe Co. 02/02/16 
FAl/LUENOERRV. 0 Division of Resident. Reactor Projects 4 E-sglnritl'i 
lospatllon 3pg 12077 104 245C Flche 30-530.02/03/16.02070301:7 


6203080383 Final deficiency rept re 8 ingha<n-M 1 1 1 ame t tt euilllory 
feediuater pu.-'ps uhtch could not be rotated by hand far 
ma 1 n t . or Ig I ne 1 1 y reported on Bl 0616. Revised storage 
procedure imp lenented Determined not reportable 
WAN brunt. EE Arliona Public Service Co 02/02/18 
FAULkENBERRY. 6 Division of Resident. Reactor Project 4 Cnglntari'i 
Programs lOpp I2I49 114 24X FI c he: 30-528. 82/02/18. 0203C0310) 

82D3O6O20? Intertic deficiency rept re steem generator looea Ir-teche! 
nobs 4 couplings. Initial ly esported SI 1 123. F Iciel rept date 
poitponed from 020304 to 620521 due to eitenetve 
investigation 4 evaluation required. 

van brunt. E E Arliona Public Service Co 02/02/19 
FAULAENOCRRY. B Region 5. Office of Director. 3pp 13I54-. 150 •" 

Fl c he 50-928. 82/02/19. 6203060282 


6203060209 Revised Interim deficiency rept re pressuflier mltelng 
lociiulres on cover plate cap sc raws, or I gl no J 1 y reported 
011203 Submittal of flhel rept delayed to 820421 due to 
ettensiva Investigation & evaluation 

VAN BRUNT. E e Arltona Public Service Co 02/02/19 
FAjULKENaERRY. B Region 5. Office of Director. 2pg. I2I94 144 
Flche 30-928,82/02/19. 8203090299 


3303090436 Revised second Interim deficiency rept re herdsned Mesftn 
not used as required by A6ME code, inl t lal I y reported 010312 
Vote on euthorl lat ion of mild steel washers scheduled for 
Apr. 1902 Final rept uttl be submitted by 620604 
VAN DBUNT, E £ Arltone Public Service Co 02/02/22. 

FAOi-KEN BERRY, B Region 3, Office of Director. 4pp l2197 110 
Flche 50-928. 82/02/22. 02O3OBO436 


8203220329 Notifies of delay in submittal of final deflclsnc* r«P* »' 
Fleher prassure-regulat Ing valves supplied by C-E> inl tlet Id 
reported SU123 invest tgetloo not comp leted . Fine J rept wlU 
be submitted by 620304 

VAN BRUNT. E E. Arliona Public Service Co. 82/03/09 
FaulKENDERRY, B Division of Resident, Reactor Project 4 EnilMMjifl 

progiems 3pp 12359 269 24X Flche. 50-32S. 92/03/03. aa0322O3»'f 


DOCKET eTM-30-329 PALO VEBOE NUCLEAR STATION. UNIT 3 


A 1 ion/c onstruc 1 1 oi> stags dociitrents & correspondence 


0203050316 Notifies tAat NUHEO-0737 Item t 0 1. “Clarification of TMI 
Action Plan Requlre.urnts. " util be conducted per CE89AR-r 
Section 14 37 e. 14 2 12 3 I In response to 010612 request 
Addl simulator training ulll be performed following test 
VAN enUMT.e e Arliona PublU Service Co Sl/il/03 VtClKltOAN, U 
Licensing Orancb 3 3pp 12136 070 24X P Ic he . 30-32B. 01 71 1 /OS. 

03030302 1 6 


8201130478 Foruards CEM-109, "Evaluation of Prossurtied Thermal Short 
Effects Due to Small Breal LOCAs U/Loss of Feeduator for 
C-E NS6S. '* b Apps A-Ji In response to TNI Action Plan 
Requirement II K 3 13 

BASKIN.K P C'E Operating Plants Oaners Group 01/13/31 
EIGENHUT.O 0 Division of Llcsnslng 4pp 11378 024 24X 

FIChe 30-233.81/12/31.0201130470 


— 6201130491 "Evaluation of Pressurlted Thermal Sheet Effects Dot- to 
Snail Great lQCAs Ll/Loss of Feeduator for Palo Verde 1.2 b 
3 Reactor Vessels. " 

♦ CoTbustlon Engineering. Inc CEN-tC9 APP j 01/13/31 Opp 
11379:030 24X F 1 che 30-333. 81 / 12/31 . 830 1 130470 


6203020390 Submits info suppcirtlng lac^ of internal corrosion problems 
of fuel oil storage tents per 611200 request Tant design, 
periodic testing b supporting info balance against unproven 
record of coating Is sufficient. 

VAN BRUNT. E E Aritona Public Service Co 02/03/24 TEOESCO.M I. 
Assistant Olrsctor for Licensing 3pp 12070.270 24X 

FI Che 30-328. 83/03/34,8203020390 


0203090303 Submits addl Info re containment Isolation valve Itat rate 
testing Penetrations 67 b 77 on long-term recirculation 
llnis uhleh have chact valve insIde/two motor operated 
valves outside containment. Tgpe C air testing not necesserg. 

VAN BRUNT. e E. Aritona Public Service Co 82/02/26 TCOE6CO.lt 1. 
Assistant Oirector for Licensing 3pp 12163 |30 24X 

fUhf 30-328. 82/02/36.0203090203 


83031D0213 Advises that util has no plans to submit neu applications oi 
requests for revleu botueen nou b 041231. per NRC 020112 nau 
applications surveg lOsnertc Ltr 63-11. 

VAN BRUNT. EE Aritona Public Service Co 03/02/26 TEDEOCII.II L 
Assistant Director for Licensing 3pp 12101304 24X 

FIChe 30-320.83/03/36.8203100213 


62O3ISO079 Requests that schedule for preparation of energeneg 
operating procedures be revl sed . provi dad proceduree 
completed in time to permit proper operator training ported 
prior to fuel load 

HtRACLlA.F. J Licensing Branch 3 82/03/03 VAN BRUNT. E E 

Ariiona Public Service Co 3pp 12339 113 34X 

FIcbe: 30-328. 02703/03. 6203120099 


0303190203 Forwards request for addl Info re authorl tg. lac king mlnotal 
rights to parcels of land, to erclude auiners from removing 
propertg or preventing undermining of surface of eiclusion 
area. Ptsponee needed bg 020331 

HIRAOLIA, F J Licensing Branch 3 82/03/03 VAN BRUNT, £ E 

Aritona Public Service Co 3pp 12391 163 24X 

Flche; 30-328, 82/03/03. 8203190203 


0203320407 Notification of 820323 mteting u/u tU. Bechtel b C-C In 
Bethesda. HD to discuss staff requirements for environ 
qualification of equipment. 

UICItSA. E A. Licensing Branch 3 02/03/03 MIRAOLIA. F.J 

Licensing Branch 3 3pp. 1339r 134 34X Flche: 30-328. 03/03/03. 

0203320407 


0203110001 Oencric Ltr 82-04 to all liesnsses of operating plants, 
•pplitants for OL b holders of CP re osa of INFO 8EC-IN 
program. 

EIBENHUT.O O Division of Licensing 82/03/09 HAUSPURO. A 
Consotldabsd Edison Co of New Vork MORIBI.A. V. Boston Edison Co 
JONE8.U.A Carolina Power b Light Co 2pp 12231:031 24X 

Ftche. 90-000. 82/03/09. 82031 10001 


G2O3180367 Advises that util 811230 submittal re proposed damping 
valuas of cable tregwags, Includ Ing test results b design 
calculations. acceptable subj to listed conditions 
Cunflrmatlon that conditions will be met required. 

HtRAOLlA. F. J Licensing Branch 3 83/03/11 VAN BRUNT. E E 

Aritona Public Service Co. 2pp 12342:317. 24X 

Flche. 30-320, 02/03/11, B 203 10036 7 


6203230722 Responds to HRC 820303 ltr requesting determination of 
aliglbllltg for Inclusion in Natl Register. Propertg eligible 
for Inclusion. Determination one I 

SHULL, CD, Interior. Dept of. 02/03/11 MIRAOUIA. F j. Licensing 
Branch 3. 2pp 12387:193 24X Fic h e 30-928. 82/03/U. 8203230722 


--0203100046 Requests d eterni not 1 on o# eltglbilttg of Poor archoolofll 
sites for tnclusior in Mat I Register of Historic places. 
p9r 3^CFR6^ 

hiRAOLlArF J 3 SS/O3/03 C D 

Inter lor . Do pt of 2pp 12387 193. 24 X F 1 cho 30-S3Q. 03/03/ I 1 . 

0203230722 


6203240363 Forwarjs throe ovorsite drawings, in response to NUREO <1113/ 
util 81C835 commitment to Rrovloe tornnOo missils protsctlun 
for hqdrogen recombiner openings in auilllarg bldg Aperture 
cords are ovoiloble In PDR 

VAN brunt. E E Ariioi a Public Service Co. 82/03/13 TEOESCII. R I. 
Assistant Director for Licensing 2p p 12394 062 24X 

FIChe 30-528- 62/03/15.0203240363 


0203230112 Forwards throo oversiie dra-..ilr,Qs b three oversite iloslgii 
change nutlcos shovilng .tods being impleo-ontod tii make 
containment sprag pump manual override cnnslstont w/othor 
ESF manual ov err 1 dos . Aper t Ur© c ards ore available In PDR. 

VAN BRUNT. £ E AriionA Public Service Co. 02/03/19. TEDEBCCl. N 1. 
Assistant Director for Licensing 2pp 12409.059 24X 

Fiche 30-320.83/03/19.0203230112 


020:1300222 Forwards ‘Probabilistic Risk Assessrsent of Tornado rtluulle 
Damage t<i Station UHS. ' lr> response to fAJREO-OQ37. 

van brunt. E E ArltooA Public Service Co 82/03/23 TEnEOCfl, K I. 
Assistant Director for Licensing 2(,p 12443 219 24X 

Fiche 30-920. 82/03/23. 0303300222 


--B203300224 'Probabilistic Risk Assossmeot oP Tornado Missile Dninoiir 
to Station UHS " 

» Oechtel Corp 02/03/25 I50?p 12445:221 24X 

Fiche 30-326. B2/03/29- 020330022.7 


0 nRC DraPt/Flnal Environmental scat c.-ien ts. supple b £ or respondrne© 


0203020662 CoThonts un CE9 In response to Q20303 b 05 telocuplos 

VAN BRUNT. E F. Ar 1 I una Public Service Ca. 82/02/23 MIRAOL lA- I / 
Licensing Bra net 3 9pP 120/9 026 24X Ficho 30-320.02/02/23. 

0203020662 


0203100601 AeV receipt nf 811216 ltr u/c OmrvO'n ts on RES. ADLB Oltllll 
prebearing conferencu b ACR3 011123-24 meetings FES b 
notices of evidenCiarg hearings to be sent 8ER. eva 1 uat I ng 
Issues such as tornadc protection, to bo available In LPUR 
EIBENHUT.O Division of Llcensino. 02/02/26 gCOTT.M L 
Affiliation Unlnoun 9pp 12194 134 24X Flche 30-920. 82/02/26. 

8203100601 


— 0202170124 Comments nn inadequate provision for public particlpotlc 
In dec t s tonma I Ing process Discussion was overlg technical b 
advance publicity inadequate 

6COTT.I1 L Affiliation Unknown 01/12/16 NRC - No Oetallod 

Affiliation Given 5pt 12194 159 24X Flche 50-528.02/02/26. 

□203100601 


B2O3I90036 FINAL ENV I RON-ENTAL STATEMENT BELATED TU THE CPEHATION 01 
PALO VERDE NUCLEAR GENERATING S TaT ICN. UNI TS 1.2 AND 3 
Docket Noe 6TN 30-528. 3TN 50-329 b STN 30-530 < Aritona 
Public Service Company, st al > 

• Office of Nuclear Reactor Regulation. Director NUNE0-0n4l 
83/02/20 aOOpp Available at MI!9 47 50 12.333 001 24K 

Ftche 30-328.82/02/20.0203190056 


820322027 1 Forwards FEO b FR notice of avallabttltg M/o ontl 
ttlRAGL lA. F. J Licensing Branch 3 82/03/11 NILeON. K 

Environmental Protection Agencg Ip 12391 130 24K 

Flche 30 -320. 02/03/ 1 1 . 820322027 I 


8203320462 Forwards FEB b FB hotlca W/o enc I 

MIRAOLIA- F J Licensing Branch 3 02/03/11 GRANT. fl 

Commerce. Oept of 4pp 12391 340 24X Fi c he: 50-928. 02/03/ 1 1. 

8203230462 


0203240297 Forwards NURF:0-0e4 1 , FES for facilities b FR notice. U/n FF! 
MIRAOLIA, F J Licensing Branch 3 03/03/11. VAN BRUNT. E.E 

Arirona Public Service Co 2pp 12419 166. 24K 

Fiche 20-328, 02/03/1 1. 0203240297 


--8203240302 Notice of avallabilltg of NUREO- 004 1 , FE8 for facilities 
MIRAOLIA. F J. uiconslng Branch 3. B2/03/11 2pp 12413 160 

24X Flche 90-320,82/00/11.8203240297 


8203230013 Forwards FlI notice of availability of FES. N/o enc 1 
MIRAOLIA. F J Licensing Branch 3 02/03/11. Quttal b Hass 

EBERT. P D Affiliation Unknown. 3pp 12421 070 24X 

Flche 30-528.02/03/11.0203250015 


£ H‘iZ rvalcation Report (SCA)- «;^ppl% i C aero «p prdpnce 


f*=03l00<0'> •^Ci.ArS^ df.ift » >■; ( '. »nen 1 4 i S6B pr Idct Of rapid dirpil 
IPp'eircrijatitr cap>>:ilil| ir. b<j» 30 de«iil" Bsvteu of feed 
t plep; capatilitg ;rt Je^ltpr. |,||| P« <100 lit ej at later 

date 

TCUf GCt! fi L Oivi', 101 cf I. Kens log OS/Og/S-l WArl CRUM. E 1 
A'^ircna r*uti 1 I 1 SO'vice f!o Cpp I efS I / Oftff 2dX 
Flche 9<:-5?G. 0^/02/24.1*200100489 


S2£3Ji'03Jr fjr.a'cs lose't to PS/iR Page *1 0-! ••e gutde tube ooat 
su-veilla-ne pr og •• m. p »•- 6Eit »M>SE(i-0057» 

VPN bHUM.t C Arnpia PtiSIlc Service Co 32 / 03/08 TEDESCO- « 1 . 
ftssistant r>ire<-»tr for uicenstng Af p l ?350 003 34 * 

ficPe 90 938 . 02 / 03 / 00 . 32 o 3 120302 


92032202?Ci Peirorandoir f. order ruling on notions for scr 
Itsfosititn Denies Joint Applicant 320113 isotton for 
Jispnslticn of lontentlori 3 t. grants notion re Contai 
oO ♦, 7 

i-AiO. B .‘I Atonic Safetg and Licensing Boarri Panel 
Jalnt Applicants ' Palo Verde lipp 12339 023 3- 

Kicts 30-320. 02/03/17.0303330290 


0203220317 tlerorandcin concerning 020313 tel con setting 
for any needed hearing 

I AfO. B N Ator*tc Safetg and Licensing Board Panel 
•.23f.6 Oil 24X Flcho 50-520.03/03/17.02032 20317 


0203230453 Forr-arls FEE !< cod>plaint in US District Coui 
t7 0145. refer red to In tlRC 820313 Itr W/o FEf) 

CEJEV.L 0 Antitrust Division 82/03/19 LAZO.B M 
CALLlliAlf. U Atcnlc Oafetc, and Licensing Uoard Panel 
12302 lie, 24* Flcho 50 320. 02/03/ 1 9. 92032 30433 


p. Utility iirral Safety Analysis Report IFBARl %i aaendi 


9203230470 For.vards Aieeod 0 to FBAR Affidavit anc 1 
VAN URur.'r.li L Arltona Pupllc Oervice Co 82/03/22 
nuclear Reactor Regulation. Director Ip 12383 30: 
FI Che 30-530. 02/03/33. 02O3.-;3O47O 


--62033.30479 A-ierid 0 to FISAB Two overs! le figures eoc 1 
aval let) le in PON 

s Aritona Put 1 1 r Service Co 82/03/31 323pp 

F II 1,0 30-536. B2/03/22. 82032304/8 


8r£.3020l37 SAFErv FVA..ij.i: 1 1 MEPORI BELATED TO THE O^tnATIC*. 0^ PALO 
sER2r f.UCi-EAi; Cfh.EBATlh.C :.rAT ION. Utllt S 1,2 AND 3 Doclet Sos 
SUI 50-52U.f>ICI 50 -33V Aid 'il*i 50-330 (Aritena Public Service 
Cenpar.g et al 

• Office cf l.'jcloar flea/ Cor Regulation. Director NL.HEQ-0897 
l'2.02/26 5:»pp Availatie at NflS »4 75 12C90 114 24* 

Fir-e 50-328. 33/02/38. 32/, 3320 I 3 7 


023312812a ''or.ards re523'iir to Cpeti 1 1 e-i 3 of SlH re dgnanic offocis 
rrf fipe Tvptire per NvRLC -3837. Besul t s r.f f^eossucs t* onvirpn 
analysis fo" svt c crip a rvre r t s outside c onta 1 ra-ent containing 
-iig.s eriprgc piping t, amerded FOAB pages alsc er.c 1 

VA". DR.iNI.E E Arit:n3 Pvtllc Service Co 82/03/08 lEOCSCUiMI- 
Assistanl Director for tice-ising I4pp 1 2247 197 24* 

flche 30-523 5)2/33/08. 6203 ! 2012* 


u2V329C5.T0 lurward* resjlts of testing on stainless steel U-bai tgpr 
Pipe r-f. I d re-, trairits yer h-t-lrEr7-0937 6ER c grorril I nent 

VAN OfiJ-vf.E F Arirona Pv* 11 c Servire Co 02/03/22 TEceSCD.Il I 
Assistant Directpr fur l icersing 2pp 12434 321 24X 

ric-e 50-328. 82/03/22. t)2C32V03.30 


-0203290542 "Test for Determination of Performance Parameters oP 
Stainless Steel Pipe Lisip Rostrairits 

DwA^cuSS-K r rsooine i.ato r a tor t es, Inc DI/ll/13 12p? 
12434 32,1 2/'.* Fiine 50-528. 82/03/22,8203290338 


3 Ad lud ic a tor 1, c or r r sp sne e nc e 


11 Antitrust corresp nridenc 0 


U203130II6 Foruiards FR notice of receipt of Attg Oenen 
tl*ne for filing petitions to Intervene on antitrust r 
TflALSrON.A Antitrust t, Economic analysis Branch (01 
92/03/04 COMG3. T Docketing t Services Oranch 2( 
34* Fiihe 30-520. 02/03/04. 02031 SOI 16 


-- -02031 501 10 FR notice of receipt of Atty Oeneral advli 
f 1 ) 1 rig petitions to Intervene on antitrust natters 
TUAL318N.A Antitrust A F.cononic analysts Branch 
Finoncel 02/03/04 2 pp 12239 362 24X Flche:: 

0203130116 


62030 10141 foiv.. ards facility SCR . Sup p 1 1 Djv of l.ice using serve d other 
pa-t I e» ti/o e nc l 

DEHEV. L 6 Antitrust Ui vision 02/02/25. LAfO.fl M . COLE. H.f . 
CALLArfAN. D Ate-iic S.ifei-j ana Licensing Board Panel Ip 
12075 13:» 24« rii.ie 5C 520, 62 /02/23. 02030 1 014 1 


0203220051 Forviards otti) general B20211 Itr furnishing 
advice re CP application 

TOAL9IO'/. A Antitrust 6 Econoirlc analysis Drench (U 
02/03/04 VAN DHUflT.E E Ariiona Public Service Co 
12374 239 24* Ficho 50-320.02/03/04.8203220031 


--K203D10144 Foruards facility B£R S-jppl 1 re CL application M/p eiii I 
MIHA5L1A. F j uicei-.sinj Branch 3 02/02/04 VAM BRUIT. E L. 

Arilona Patlii Service C3 2pp 12070 194 24X 

Flche 50-928.82/02/23. E-2u:iOlCl41 


6203030223 Merv'randrj® order dismissing tntervencir Contention tl 
Testimony revealed little likeliiicod slump lest results 
Falsified hlcst important, test r esul is . c empr essl ve strength 
test r esu 1 1 s, uer e ivlthin acceptable range 

LAZO. R M Atci-ih Safety and Lic«r>«ing Board Panel. 02/03/03 Jpp 
12136 IV3 24b Flche 50 • 523, 02/03/03, 0203030223 


8203090154 Memnrandiun 5 order directing intervener answers to Joint 
Applicants motions foi sj--sdry disposition of Contentions 
5 ' 60 5 7 tc he filed to that AOL D vill have answers by 
0203 1 3 

LAZO.B hi Atcmic Safety and Licensing Board Panel 82/03/03 
Joint Applicants - Palo Verda 3pp 12164 103 24X 

Flche 50-550.02/03/03.0203090154. 


8903000002 Forjar4s advance cepy of FEB (tA:REG--C64 1 1 Oooklet copy to 
be sent .;5er> available 

DEUEV.L G Antitrust Division 02/03/04 LAZO. 8 M . CCLE.R I- • 
CAI LAHAy. U Atoaiic Safety and Licensing Board Pane] 200pp. 

12134 234 24X Flcho 30-326.02/03/04.0203060002 


0203090110 Foriearc* ACRS 011213 Itr re CESSAR 6ys 80 design Bfc'R 
Revision 1 for CEPSAR Sys 00 leill be issued pg 820331 !• 
will lOhtain acRS Itr t close out sc.me open ttceis. 

DEUEV.L G Antitrust Division 82/03/03 LAZO.R H , COLE.R.f-,. 
CALLAHAW. D Atneilc Safety and Licensing Board Pastel Ip 
:2167 330 24» Ficne 30-520.02/03/03.0203090110. 


8203170105 forwards proposed 'ciiio random of 020313 conference call, per 
flM Laic regupst 

REIS. E j. Hearing Dr.jnch 3 02/03/ I 3 LAZO.R r,. . COLE.fi F , 

CALLAHAhi.)) Atomic Safety and Licensing Hoard Panel 3pp 
12315093 24) FicAo 30-550.02/03/15.8203170103 


--6203220034 Responds to request for advice re transfei 
Interest in util. No antitrust hearing necessary bai 
revlev of info sutoitted 

DAX1EB.I4F Just lea. Dapt of 02/02/11 SHAPAH.H 
the Etecotive Leoal Director 2pp 12374 290 2< 

Fiche 30-328 02/03/04,0203220051 


0 Inspection repertu. IE Bulletins L correspondence 


0203020560 Furuards IE Insp Hepls 30-320/02-02.30-399/1 
30-530/82-01 on 820123-29 6 notice of violation 
rAULKt'NDERRV. D Region 3. Offtca of Director 02/0! 
QRU*|T. E.E Ariiona Public Service Co 2pp 12084 : 
Flche 30-320.02/02/11,0203020360 


--0203020306 le Insp Repts 50-320/82-02.50-329/02-01 (. 
820123-29 Noncomp 1 lane e noted, three column* of con' 
bldg found to lack required welds 

ECKHAROT. J. II . OUnOOlN. J F . HERNANDEZ. O Region : 
Director 82/02/10 9pp 120B4 132 24X Flche ' 

0203020560 


0233030204 Advises that IE Info Notice 02-01 . RevI si on 
Feedi/acer Pu<rp Lockout Resulting From Uestlnghouse tf 
Switch Circuit Mod'" wa» sent to listed utils 
s Region 3. Office of Director 02/02/26. flegloi 
Director (p 12093 340 24X Flche 50-000. 02/02/2. 


--8203030300 Forwards reissue of Figure 3 of IE Info hi 
3 originally incomplete due to reproduction probte. 
VAN ORUNT.E.E Region 3. Office of Director B2/) 
Public Service Co Ip 12093:341. aAX flche 30-' 
0203030284 


0203290132 For.oards 16 Insp Repts 50 - 320 / 82 - 03 . 90-329/1 
50-330/02-02 on 820104-29 No noncomp I lance noted 
FAULKEMQERRV. S Division of Resident. Reactor Proje 
Programs 82/03/01 VAN BRUNT. E E Art tuna Public 

4pp 12430 031 24X F Ic he . 30- 32Q. 02/03/01 . 02032901 


• -02O3S‘>31 37 te Intp Rept* 30-320/02-03. DO-529, 03 02 i. 50-53P/e;.- O,! oi, 
P20VCH-29 (Id none oiip \ t anc t notei) Ka jor srea« in«pect «4 RCV'O 
P IP ing . e ont a in-ient ppnatratlona t> < onta i naent baae.'^at 
con: re t« 

VCROCRGnuOvCM. OIShCP.T u Division ot Resident. Reactor Prujeit t. 
E">9 InetT Vt)9 PrograTi^ 02/03/0> Opt 12930 035 29* 

f•lC^o SO-320. B2/03/0I. 8203270132 


Q2 031 OOS3Q Notifies that IE Info Notice 02- 03 • "EMvlroo Teals of 
Electrical Temnal Dlocfs." uas Issued to liatod licensees 
on 020304 

• Region S. Office of Director 02/03/04 Region 3. Office of 

Olrectcr. Ip lSltt3 243 24t flthe 50-000.02/03/04.6203100530. 


--8203IO0553 Toruards IE Info Notice 02-03. "Environ Teste of Elect' iinl 
Terminal 51 oils " 

EC/oet.KEff. R H Hegtii'i 3. Office of Director 82/03/04 VAN 
Oflt'HF.E. £ Arltooa Public Service Co Ip 12183 24 4 24 X 
FIche 30-000.02/03/04.8 203 1 00 330 


62031AO279 Advises that IE Info Notices 02-04. "Potential Daflc leneg 
Of Certain A3ASTAT E-7000 Senes Tlme-Dolag flelags" !■ 

82-03. "Increasing rregoeneg of Orug-nelated Incidents* ' 
i.ere issued to listed utils on 020310 

a Region 3. Office of Director 02/03/10 Region 3. Office nf 
Director Ip 12290 315 24X Flche 50-000.02/03/10.02031*02/9 


--02031*0207 Forwards IF Info Notices 02-04. 'Potential Deficiei'tij nf 
Certain AOASTAI C-7000 Berles Tlee-Oclag Relaga" E, 02-03. 

•• Jnceeaslng Frequeneg of Drug-Related Incidents " 

ENOELKEN.R H Region 5. Office of Director 02/03/10 VAN 
OPtiNI.C C Ariiona Public Service Co Ip 12290. 3IA 24 X 
FIche 30-000.02/03/10.82031*0279 


62031*0339 Advises that encl IE Info No tire B2-0*. "Failure of bteao 
Oenerator Prir-arg Side Manaag Closure Studs." uas issued to 
listed licensees 

e flegtoo 3. Office of Director 02/03/12 Region 3. Office of 

Director ip 12307 213 24X Flche 30-000. 82/03/ 1 2. 02031 nOariV 


--02O3I6O339 Advises that IE Info Notice 02-0*. "('allure of Steu's 
Oenerator Primarg Glde Nanuia'i Closure Studs " provides oarig 
notification of Incident that nag have safetg significance 
FMOEl-l'.Et*. R It Region 3. Office of Director B2/03/12 
VA.NBRUNI.E E Ar 1 1 ona Public Service Co Ip 12307 ^i* .''dx 

Flcfia 30-000. 02/03/12. 02031*0339 


32032203*0 Advises that IE Info Notice 02-07. " Inadegua t a Security 

Screening progress. ' uas issued to listed licensees on 
02031* 

4 Region 3. Office of Director 82/0371* Roginn 3. Office of 
Director Ip 123*2 297 24X Ficlie 30-000. 02/03/1*. 02032203*0 


--0203230374 Foruards IE Info Uotlte 82- 07 "Inodegwate Security Hi i i-n. i i.ii 
Programs" far revleu. re possible app I Icab 1 1 1 tg 
EHOEuKEN. R H Region 3. Office of Director 02/03/16 VAN 

BRUNf-E E Arltona Public Service Co Ip 123*2 290 84X 

Flche 30-000. 02/03/ I*. 0202230360 


B20331O339 Motion for deferral of proposed Issuance of notice of 
Ireftilng dale, pending investigation t, clarification of recent 
r-RC dlsclusuree re contract for reactor cooling uator 

fOURIHAN. P L Hour than. P 62/03/22 Atonic Safety and Llcenuli.p 

Board Panel 3pp 12432 349 34X Flche 30-320.82/03/22.820331032/ 


S Reportable occurrences. uERs 8 , related correspondence 


0303060383 Final deftctercg rept re 0 1 ngham-Ul 1 lamet le auiillarg 
feedwater pumps which could not be rotated by hand for 
malnC. or 1 gl na 1 Ig reported on 810810 Revised storage 
pTDcedure Implenerited Oeteroilned not reportable 
VAN BRU-NT.E E Arliona Public Service Co 02/02/18 

FAIILKE.nBERRY. R Division of Resident. Reactor Project * Enginc-erlnp 
Programs lOpp 12147 1|4 24X Flche 30-328.02/02/10.6203000383 


020308343* Revised second Interim deficiency rept re hardened wanhei's 
not used as reguirad by ACME code. Initially reported 610312 
Vote on autho r I lat Ion of mild steel washers scheduled for 
Apr. 1962. Flna I rept will be subnltled by 820*04 
VAN ORUNT.E E. Arliona Public Service Co 82/02/22 

FAVLKENDERRV. 0 Region 3. Office of Director 4pp 12137 310 24X 

Flche 30-539.82/02/22.820308043* 


62D3220329 Notifies of delay In submittal of final deficiency rept re 
Flittr pressure-regulating valves supplied by C-E. 1 nt t iai ly 
reported 81 1 1 23. Invest 1 gat ion not completed Final rept will 
be submitted by 020304 

VAN 04U.NT.E E Arliona Public Service Co 02/03/03 

FAULItSMOEBRV. B. Division of Resident. Reactor Project t> Englneerliip 
Programs Spp 12338 268 24 X Flche 30-328.82/03/05,8203220:129. 


j :ive' ';T'j-5' 5.1', ;/>i. • i.u.'i.f ar w'lM 3 

Ap clic.-.tistiyirrclr i. lif.* 'tage C"*! uo en t s *. rei'ospon'lcrrr 


fs20'«55h2lh tisltfies f Ji ..1 or;}/ 1 I e ■» I C . "t. I ar i i 1 1 a t > Cl. i.« >i! 

Actir.). P|.)n f) « I r eT.un' . " will be rund.ictei pel CffiSAR-F 
Sec 1 1 o', in .'/ : 4 i' I : i tr. lespnnse tj 1110*12 104 vest 

Ads I s ; oil 1 .. I o r t r.i 1 r i •. ■! i 1 : 1 t e t e- «-c r '■•(•3 ( o 1 lou. I ng test 
VAN l>«t.!»T,»: 1 Aiit.st.s livtlsr r.erriie Co 31/11/03 isEHR tCAN. 
I.icen-, I'lg n;» :i ;!j; 121 j* O/H ,'4X Fiihu 50-520. 0 1 / 1 I /C'l. 

820305 ;■ 2 I A 


82011 304, 'f. Fci vatis I' Em !!:■/. "Evaluation j* P russiir i i rd "herr'al tiTCi 
Effeers Due to 5->iil U'v.if l.fl:. A s l.'.'l - o s s of f'r edw«i ter f r r 
C-f hSPB. ■■ •" Aj-f s A • /. ir I espunse t<i Ifll Ac 1 1 on 1*1 an 
Req.jl c o -xMi*. I I e ; ! 

2A5AIN. P P r ¥ Op vr.it) -1(1 riaiits ’Juner i (iroup Ol/l."?/31 
ElEt'Ail, f.lj Q DivlSii.r of Licensing a-p 115/0 024 24 X 

r ic"e SO -<■•55, fil ;i>/3l, 82;) 1 l3,T4/8 


--D201 ; ■’rdv I “t va : .lOt 1 on of Pi essti - 1 1 e d Tl.eraal lihuri. Effects Dm In 
Ea-a 1 I Ui-e.i* I.OCAs W.'.cis of reedsiaief foe Palo Verde 1-2 /■ 

1 Me. sc tor vessel I, 

» Conhustion Eng 1 ner-i 1 ny . ( 1,1 '■FN-!U9 A‘*f' ,J 61.' 1 2/ HI I'ri" 

lt37V 050 .74* Fiinc- hO-rhD. ei/l2/,'II.B'*01 i;i01 /O 


8203020390 fivtnits info sue per ting l4Ci of internal coriosion pi-i,bli 
uf f.iel oil storago rariis per 011200 reuuest fani. design, 
periodic testing f, soFRcrling into b.i I anc e against unFrosen 
■ etord at ccatsog is -.uffittent 

van DHV'JT.F E Aiifin.s Pi.Bli. f.prvice Co 02/02/24 reDESClI. ft I 
Assistant Director for 1 icensiny 3;- p 12076 270 24K 

F ithe 30-520. ti2/C2/.''4 . N20-IO2O'JVO 


02030'» OPO 3 Irnbirits .iddi irfr. re containn-ent is 11 1./ lion valvo leai r-iti 
testing I'c'lietr.itiiins */ t 7 / oii lung-term rrcirrnlatlon 
lines ‘i.'iicb have chats ■-aive Ins vde / t'j*. rxtitoi nperatorl 
valves outside c oil I a I nrie.-i t fype C air testing not netessar'i 
VAN lIHV.vr.C f. Ariioiia I'ublit Kervice Co 0.'’/(i;?/2* TepESCII. H I 
Atsistant Ptrccljr f:ii l.irenslng 3pp 121*3 1 *>0 24X 

s iche 50-32M. C12/92/2f.. flM:i090303 


-1203100.13 Advises that util ‘ au no plans to submit ties, ap p 1 i c a t I nor 
requests for rovie*a buLtoeei' now t> 8412.11- por Nile 62011. 1 new 
app 1 1 1 a 1 1 nns survey fOt-neric Ltr 82-1/ 

VAN DRONT.E E Arliona I'.ib 1 1 c Service Co H2/03/2* TEDEPCII. I< I. 
Assistoot lllrectiir fni- ticrnsli.g 2p p Il'IUl 304 24* 

Flche 50-326. 62/02/2*- 820.1 ICOJ I 3 


820312009V Requests that schedule frr p r epa r u 1 1 on of emergency 
operatirig procedures be 1 e v 1 sed . p r uv i d cd procedures 
completed In tlire tc permit propei operator training period 
prior to fuel liiail 

r.lRAOEIA.F j i.iiorisiog Branch 3 62/03/03 VAN flPUNT. £ F. 

Ariinna Public Service Cc 2pp 12239 11.1 24» 

ruhe 30-330- 02/03/0:1. 0.'.O31 .'’0097 


0203190203 f oruards i-e-uest r nr addi infn re authoi i L.j, laciinq eiitint, 
rights to parcels of laud, to erclude owr.c-r s from rpaoving 
property or prevroiing miCei ml n 1 ng of surface of erciuston 
area Response needed by 020.1.31 

mIHaOlIA-F j Licenoing Branch 3 B2/03/03 VAN DROnT e E 

Arliona Public Service* Co 2pp I2ri&l 163 24K 

Flche 30-330. 0.7/03/03. 0203190303 


030:1320407 Notification of 030333 -leeting ic/u 1 1 1 ■ Ovc h te I * C-E in 
Bethesda-MU te discuss staff re qul roiren ts for environ 
qualification oP eguipneni 

MCITRA. E A Llconsit.g Brooch J 03/03/03 MIRAQUIA. F J 
Llcehsln-j Granch 3 -Ipp I33VI 134 i?4* Flche 30-330.03/03/03 

830333040/ 


8303110001 Oeneric Ltr 03-04 to all licensees of operollng planlt,. 
applicants for OL 8, holders of CP re use of IM*0 SEF-IN 
program 

eiSENHwT.O 0 Division of 1. Icensiny 63/02/09 IIAVSPURO. A 

Consolidated Edison Co of New Vprk MORISI.A V Boston Edlf.c,ii L 
JONES. J A Carolina Power 6 Light Co 3 mp 13231 031. 34X 

F1 Che 30-000. 03/03/09- 83031 1000 1 


83031803*7 Advises that util 611330 Submittal re proposed daeipliiji 
values yf cable trayways. Inc lud Ing test results t> design 
ca Ic u la 1 1 ons. act ep tab 1 e Sub j to listed candlttnns 
Confirmation that conditions will be met required 
MIRAGI.IA, F J Licensing Branch 3 03/03/11. VAN BRUNI.f! t 

Arliona Public Bervice Co 3pp 13343 31'/ 34 X 

Flche 30- 3.70- 03/03/1 I. 0203100367 


0203330733 Responds to N9C 030303 Itf requesting de tormina 1 1 on 11 f 
eligibility for inclusion in Natl Register Property eligible 
for Inclusion Datermiiia 1 1 oii encl 

SHULL. C D Interior. Dep t oF 63/03/11 MIRAOlIA. F. J Lie em. inn 
Oranch 3 app 13307 I '73 34 X Ficb* 30- 3 36. 63/03/ n . 830333073;* 


412 
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- •i}.')JI0C'''4h c ? • * i *>31 •. o» c-i «lis>bll>t1i Cf fojr arcfi « tlo® i< 1 

»itei for inclusisn i'« ‘-U of Hiitoric Place*. 

ter n-cpn*: . , ^ 

I J L » : f *>■» > '>9 tlrat. cl* 'J tJ2>O3f0i oH'j-. 1. C 0 

If.t«r 1 or. r»ppt «f 1230/ i9j 24* F i c •■ » 50-530.32/03/11. 

3323230722 


320324CJ65 t-”P» uvefsiie Jiajlrj*. i» rpepon 

util BI0325 cc'-itinpr.* tc [•-ovIdP torradi' '^lislle p 
lor 'i^CrcgPi' leto-tirer ■-.ppninq* m auttltaf* tl-iq 
card* arp a.'ailaole ir* * OB 

V/.M 3BO'J'.E " /ifittoa Public Srrvji* Co 112/03/1 
<i**l*tar.l t'lrpct.ir fc.r l.icen*tnQ 2’FP 1 3 394 0*3 
I lC^e 50-53G. D2/03/ I 9. 03033403*5 


i*e to NOHEO 0057 fc 
r-clpc t lOfi 
ppcr tore 

5 TCOESCO.Ii I 
24 * 


‘.'2 03250 1 1 2 Forward* turfrd o»er*lie Iraovrj* I. t.h-«« overtlte detiju 
c-.atico r, 3 t;:e* eioc.ic’l *:>d* Hein; In-p I oavent ed lo aaie 
c arila I r.-ipnt liraj purj -arual o/P<ri«p con« intent u/otner 
FSr aiaiwal trer-ide* /kperturp cards are avallatlc to POP 
VAII 9Po»II.C f Ariiar.a l ubllc Seivice Co 02/03/19 TEOESCO.R I 
Assista-rt Clrecto' for Licensing 2 fp IP409 057 24* 

l ici.e SO-srn. C3/03/:9. 02033501 13 


820:1303223 Forwards ’F r o>aa i 1 i s 1 1 1 Bist Assessnont of Tornado MisslJ* 
Oairage to Station i/-/:. ' ir response Ic I4LBEO-OG57 

«/AiJ OBcrll. C E A-iiona ••r.tillc Service Co 02/03/35 1EDESC0.li 1 
Assistant Oiruttor t jr Licensing 2pp 13445 219 24X 

F 1 c re 50-530. 82/03/33. P2O330O222 


.- 0 o^ 3 n().£)nj >4 p mt ab 1 1 I s t i c Bis. Assessnent of TornaJo “llssile Uo'-iipe 
to Statior CHS • 

• Dechtel (prp «2'03/35 1 50pp 1344 5 221. 34X 

Fiche 53 5./Q. B2/0J/35. O2a3'J00?32 


0 ti7C Craft/Final En.. i rnr.nental Otatenerts. soppls it correspondence 


020353CiA3 ."cn-sents on DES m response tc G20203 8. 05 telecopies 

UAM BHCirir.E E Ariiona f'-jtilic Se- vice Co 03/02/23 fllBAOLlA.r A 
Licensing nranch 3 ‘/jp 12079 036 24* Kicne 30-530.83/02/33. 

0203020 663 


0203100601 Ac i receipt of BI13H> Itr u/corr-t-nts on DE9. A5.U 81III0 
prehearing conference 6 ACAS 011133-34 -entlngs FES 6 
notices of evidenliarii hearings to te sent SER. eva I eat iiig 
issues sjC5 as tornado pr c t ec 1 1 on. Lo te avallacle In LPOB 
EIGENHu’.li Divisicn of Litsnstng 85/02/36 SCOTT. 11 L 
Affiliation Oninoan 5ii/ 12194 154 34* FtcFe 50-320. 03/O3/2/>. 

0203100601 


-8202170124 Coa-ents on inadeguate provision for public par 1 1 r 1 paCiOii 
in de c I SI onmab 1 ng procoss Otsciission cas over Ig technical 6 
advance pvblicitg inadequate. 

SCOTT. 14 L Affiliation llnsno</n Bl/12/16 64C - WO Oetatlcd 

Affiliation Olvrn 3pp 12194 139 24X Fiche 30-328. 02/02/26. 

0203 1C 0601 


e NHC Safets Evaluation Hepnrt (SEBl. supple t, eorre 


B203tC04Q9 Foruards draft supplarental QER of lack of 
d eore ssur t lat Ion capability in Sys 60 design Revteiii 
b bleep capatility In sys design i/l 1 1 be firialliep 
date 

TEOESCO R L Division of Licensing 82/02/24 VA 
Aritcna Ptrbllt Service Co 2pp 152 1 7 069 34* 

Fiche 30-320 82/02/24.8203100409 


9203020137 SAFETY EOAHIATION REHORT RELATEII IC1 TliE OP 
VERCE nuclear OENERATINS GIaTION.ONITO 1.2 AND 3 Do 
9Trj 30-558 ETN 30-329 And STN 30-330 (Arliona Pub I t 
Co-pang, et al I 

• Office of Nuclear Reactor Regulation. Olrectoi 
82/02/20 50pp Available at hITlS 44 73 12090 

Fiche 50-328. 02/02/28. 02030201 37 


8203I2'0126 Forwards response to Open tteie 3 of BER re 
of pipe rupture, per NUREO-083/ Results of pressure 
analysis for subc oe.parcnents outside containnent co 
high energy piping 6 anentsd FSAR pages also encl. 
VAII nnuMI. E E Arliona Public Service Co 02/03/0 
Assistant Director for l.icenslng 14pp 12247 197 
Fiche 30-528 02/03/00. B203120126 


8203IC0302 Foruards Insert to FQAR Page 4 2-1 re gutd 
surveillance prog ran. par SER ttlUREO-OSSTI 
VAf DRU.»ir.E E Arliona Public Service Co 03/03/0 
Assistant Director for Licensing 4pp 13230 003. 
Fiche 30-320. 02/03/00. 0203120,302 


G30329053B Foruards results of testing on stainless s 
pipe -jih I p restraints per llVdfiEO-0057 3F.R connl imont. 
VAN ORUvr. E E Arliona Public Oorvice Co 03/03/3 
Assistant Director for Licensing 2pp 13434 331. 
Fiche 30-320.02/03/23,0303390330 


--6203290543 ''Tost for Oetemmat ton of Performance P 
Stainless Steel Pipe Utilp Rostratnts 
OLAUFtiSE. K T Usburne Laboratories. Inc 01/11/ 
12434 323 24* Fiche 30-330.03/03/33.0203290530 


0 Adjudicators correspondence 


0202010141 Foruards facility BER.Guppl 1 Olv of Ulcan 
parties sl/o cnc I 

CEWEV. L a Antitrust Division 83/02/23 LAZD.R 
CALLAHAN. D Ato.mlc Safety and Licensing Qoard Pane 
13070 133 34* Ficho 90-320. 02/02/25.8203010141 


--8303010144 Foru-ards facllltg 8ER SuppI 1 re OL appi 
fllRAQLlA.F J Licensing Oranch 3 02/02/04 VA 

Arliona Public Service Co 3pp 13070 154 34X 

F Icho 50-320, 83/02/29. 820J010141 


8203190056 final FNVIRCMP.ENTAL brATFMEIIT RELATED TO THE OPERATION OF 
PALO VEROF nuclear CENFRATIIjO S TAT ION. UNI TS 1,2 AND 3 
Dec net rios SKI 30-520 STII 30-559 & STN 50-530 lArijona 
Public Service Coapan..,.et a I I 

* Office of N'jclear Reactor Regulation. Director Nu'fl£<!-0Q4l 
03/02/20 2002P Availahle at ff1 IC 47 50 13353 COI 24X 

F 1 : 1e 30-920. 05/03/20. 0303190056 


0203030323 ftec-orandum t order dls-mlsslng Intervenor C 
lesllirony revealed little likelihood slu.-ip test res 
falsified Most imporiaot test r esu 1 1 s • c o.np r essl ve e 
test results. were uilthln acceptable range 
LA2Q. R M Atomic Safety and Licensing Ooord Panel 
13136 193 241 Fiche 30-520.03/03/03.0303050323 


0503220271 Foruards FES b FR notice of aval lability M/o efic I 
HIRAOLIA. F J Licensing Oranch 3 62/03/ I 1 VltLSOV. K 

Eci VI ro n -lenta I Protection Agency Ip- 12391 130. 34* 

Ft t be 30-330. 02/03/1 l . 020322037 1 


8203080003 Foruards advance copy of FES CfAJRE0-0D4l > 
be sent lahen available 

DEWEY. L S Antitrust Division 02/03/04 LATO.R 
CALLAHAN. D Atonic Safety and Licensing Board Pans 
12134 334 34* Fiche 50-330,02/03/04,0203080003 


0203220462 Foruards FES t FR notice Fl/o encl 

HIRAOLIA. F .J Licensing Or and 3 82/03/11 CRAMT. R 

Commerce. Dept of 4pP 12391 240 24* Fiche 30-538.82/03/11. 

6203220462 


020324039 7 Foruards NJHEO-OB4 1 . FE9 for facilities t, FR notice U/o IT-H 
NIRaGLIA. F J Licensing D ranch 3 82/03/11 VAN BRU-'lT. E E 

Arifona Public Servise Co 8pp 12415 166 34* 

Fit he 50-330. H3/03/1 1 . 0303240297 


--62032403C2 Notice of aval I ability of NJREO- 0041, FC3 for facilities. 
MIRAOLTA.F j Licensing Bracicb 3. 82/03/11 2pp 12415 lAU 

34* Fiche 30-530.02/03/11.8203240297 


8203090110 Foruards ACRO 011213 Itr re CE8SAR 9gs 00 
Revision i for CE5CAR Sys BO will be issued by 8201 
will contain ACRS 1 tr 1. close out some open Items. 
CEWEY.l 6 Antitrust Division. 62/03/03 LATQ.R 
CALLAHAN, 0 Atomic Safety and Licensing Qoard Pans 
12167 330 24* Fiche 30-320.02/03/03.8203090110 


0203170103 Foruards proposed meoiorandun of 820313 cor 
RM Lato request 

HEI6. E J Hearing Oranch 3 02/03/15 LATD.fl M , 
CALLAHAN. D Atomic Safety and Licensing Board Pans 
12315 093 24* Flthe 30-320, 02/03/15. 0203170105 


8203250015 For-ards FH notice of availability of FC8 M/o encl 
HIRAOLIA. F J l.icenslng Oranch 3 62/03/11 Outtel t, Ksas 

EBERT. P 0 Affiliation llnlnouin 3pp 12421 078 24* 

Flthe 5O-5.'’0. 62/03/1 I • 820325001 5 


6203220290 Memorandum b order ruling on motions for i 
Jltpositlon Dcnlts Joint Applicant 820113 motion fc 
disposition of Contention 3 i. grants notion re Coni 
68 «. 7 

LA20. R M. Atonic Safety and Licensing Seard Panel 
Joint Applicants - Palo Verde llpp 19339 093 
Flcbe 30-590. 39/03/ 1 7, 8203920998. 
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eSOSSSODl? K«inoran(luin concerning Q203I5 telcon setting B30427 as date 
dor ong needed hearing 

laid. R li Ato-ilc Safety and Licensing Ooard Panel 82/03/17 2(ig 
12366 011 3«« Fiche 30-528.02/03/17.820333031/ 


8303330433 Forwards FES *> complaint In US Oistrlct Court for OC-Artlnn 
82-0143. referred to |n NOC 030313 Itr W/o FFC 

DEWEF. L B Antitrust Division 03/03/19 I.A7U. fl M . CCLE. B f . 
CAULlf'AM. D Atoo'lc Safety and Licensing Qoard Panel 3gg 
12393 136 24* FIche 50-330. 03/03/ 19. 0303330495 


a Utllltg Final Bafetg Analysis Report CFSAR) 1. amends 


0203230470 Forwards Aaiend 0 to FSAlt Affidavit «nc I 

VAN BOUNr.E. E. Arlioiia Public Service Co 03/03/22 Office of 

Nuclear Reactor Regulation. Director. Ip. 123U3 300 34X 

FlcOc 30-320.02/03/32.0203230470 


--62O3230479 Amend B to F8AR Two overslte figures end I Aperture rards an* 
aval lab t« l n POR 

e Arlipna Public Service Co 02/03/31 325pp 12303 303. 24X 

FIcFe 50-328. 82/03/23. 0203330478 


H Antitrust correspondence 


8203130116 Forwards FR notice of receipt of Atty Oeneral advice 1* 
tine for filing petitions to intervene on antitrust matters 
fOALSTQN.A Antitrust 6 Economic anoigsls Drench (Utility Fli.encel 
82/03/04. CONOS. T Oochetlng (• Services Oranch. 2pp 1323'/ 36<l 
24X FIche 50 -320 .02/03/04. 8203 1 30 116 


--8203130116 FR notice of receipt of Atty Oeneral advice (. time for 
Filing petitions to Intervene on antitrust matters 
roALBTQN. A Antitrust & Economic analysis Dranch (Utility 
FIranct) 82/03/04 3pp 13239 363 34X F 1 cho 30-320. 03/03/04, 

82031301 16 


0203220031 Forwards atty general 820211 Itr furnishing addl antitrust 
advice re CP application 

TOALSfON. A. Antitrust t> Economic analysts Drench (Utility I'lnanct*) 
82/03/04 VAM BRUNT. F E Artione Public Sarvlce Co Ip 
13374 289 2 4X FIche 30-328. 02/03/04. 6203220031 


— -0203320034 Responde to request for advice re transfer of ownership 
interest in util No antitrust hearing necessary based on 

rqvisw info mubmltttd. 

BAXTER. W F. Justice. Dept of 82/03/11 BIIAPAR. rl K Office of 
the Ciecutive Legal Director 2pp. 12374 290 34X 

P|(ht 30-326. 02/03/04. 8303220031 


3 Inspectlpit reports. IE Oulletlns t. correspondence 


6203020360 Forwards IE insp Rapts 30-320/82-03. 30-329/02-01 t< 
30-330/02-01 on 830133-29 6 notice of violation 
FAtM-PCNDERItr. 8 Region 3. Office of Director 02/03/11 VAN 
GRUNT.E E Arltona Public Bervlce Co 3pp I20B4 129 24X 

FICA«:S0-33a. 62/03 /II. 830302036 0 


— 6303020386 IE Insp Repts 30-920/83-02.30-329/83-01 t> 30-330/03-01 on 
620133-29 Noncompliance noted' three columns of containment 
bldg found to lack required weld* 

ECKilAROT, .7 H. . BUHDUIN. J F , HERNAN0E7.0 Region 3. Office of 
Director. 83/02/10 9pp 13004.133 24X FIche 30-330, 03/02/1 1, 

0203020560 


6203030304 Advisee that IE Info Notice B3-01. Revision 1. "AUKlliary 
Feedwater Pvnp Lockout Resulting From Uestlnghouse 17-2 
Switch Circuit Mod" was sent to listed utile. 

e Region 3. Office of Director. 03/02/26 Region 3, Office of 
Director Ip. 12093 340 24X F iche 30-000. 82/02/26. 8303030304 


— -9203030300 Forwards reissue of Figure 3 of IE Info Notice 02-01. Flyuie 
3 originally Incomplete due to reproduction problem 

VAN DRUNTtE E. Region 9. Office of Director. 03/03/36 Arltonn 

Pthllt Sarvlce Co Ip 12093:341 24x Ftche 30-000,e2/02/2d>* 

8203030304. 


6203240152 Forwards tE Insp Rspts 50-538/02-03,50-339/02-03 I. 
90-930/83-02 on 020104-89 No noncomp I lanc e noted. 

FAULKEnBEARV, 8. Division of Resident, fleet tor Project & Englnerrlng 
pTograas 63/03/01. VAN BRUNT. E-E Arliona Public Service Co. 

4pp. 13430 031 24X Ftc he. 90-930, 83/03/01 . 03033901 93 


--S2&3390137 IE Imp Repts 90-920/82-03,50-939/83-02 V 30-930/62-02 on 
830104-29 Np noncomp 1 lence noted Major areas Intpee ted : RCPD 
p Iplng. containment penetrations E containment besemat 


8?03I01;930 Notifies that IF Info Notice 02-03, ' Environ Tests of 

Electiiral Terminal Ul«>cks.* WAS Issued to listed licensees 
or 020304 

• Region 5. Offltt Cf 111 ret tor 02/03/04 Huglon 5. Off III* i.f 

Director Ip 1.7103 24.3 24* Fiehe 50-000 -82/0.3/04. 02031 00 ''30 


0203100533 Forwards If Info Notice 02-03. "fcnviron Tests of flrrti) 
rermtnal UloiliS " 

ENDfLRE.N. B H Hey inn 5. Office of Director 02/0.3/04 VAN 
DMU.ST.E.E Arltona Pi.Llit Bervlce Co Ip 12ID3 244 24 X 
F iche SO- OOO. 82/03/04. ii30310053U 


8203160279 Advises that IE Info Net ires 82-04. "Potential Deflclericy 
of Certain A(/ASfAT 8-7003 lie* les Tir.p-Oelay Relays" b 
02-05. " Inc r e as i ng Froyuenry uf Drug-Roiated Incicents. " 

were Issued to listed utils on 820310 

• Region 5. Office nf Directcir 92/03/10 Region 5. Offici uf 

01 ret tor Ip 12298 315 24X Fiche 50-000- 03/03/ 1«. 0503l60.’/‘/ 


--0303160207 Forwards IL Info Notices 02-04. "Pptential Oeftcieniy o 
Certain ACABtaT E-7000 Series rtme-Oeiag Relays" A 02-05. 

Inci easing Frequency of Drug-Related Incidents •' 

L'NOCLFEM. R H Roqion 9. Office of Dtrortor 82/03/10 VAN 
DRUAT.E E Ariiona Public Service Co Ip 12298 316 34X 
Kiche 50-000. 02/0J/1L' 6903160279 


0.303160339 Advises that enc I if Info Notice 82-06. • Fa i lute of 'Jteoe. 
Oenerator Pi ir.ary Bide r'an^ay Closure Btuds. ’ was issued to 
1 1 stud lie eos ees 

• Region 5. Office of Director 02/03/12 Hegion 5. Ufflte uT 

Olroclor Ip 12337 215 24K Fiche 30-000, 02/03/ 12. ©203160339. 


--8203160339 Advises that It Info Notice 02-06. ''Failure of Stec-s 
(Generator Primary Side rtarivay Closure Studs '* provides early 
nut 1 f 1 c at I o n of incident that may have safety significance 
EMOEUKEN.R II Region 5. Office of Director 02/03/12 
VMIOHVNT.E V. Arliona Public Service to Ip 13'307 216 '.’4X 

Fiche 30-000. 02/03/12, 6203160339 


0203220368 Ad vt set that 1C Info Nntlce f?2'07. 'Inadequate Security 
Screening Pru grams." was issued to listed licensees on 
020316 

• Region 3. Office of Director. U2/03/16. Region 3. Office ol 

Director ip J236,7 2‘?7 24x F i c he 30-000. 02/03/ 16. 02O332O'J6(? 


--B203220374 Furwards IE Info Notice 82-07 "Inadequate Security 3c i e 
Programs" for i-rvleu re possible applicability 
ENOCLHEN.R II Heylofi 9, Office of Otroctor 02/03/16 VAN 

DRUIIT.E E Arliona Public 'Jei-vlce Co Ip 12363 390 24 X 

F I Che 30-000, 02/03/16. 0303230360 


6303310529 Motion fpr deferral of proposed issuance of notice of 
hearing date, pending Investigation 6 clarification of recent 
ARC disclosures rc contract for reactor cooling water 
HCu:UIIAN.P L. Hourihan. P 02/03/33 Ato.-rkc Safety enC L liens! 

Ooard Panel 3pp 12492 349 24X Fiche 90-938. 03/03/32. 0203JI0:.I 


S Fiaportable occurrences. U£Rs 6 related correspondence 


G2030B0383 Final deficiency rept re 0 1 ngham-W I 1 1 a.ne 1 1 e aurtllary 
feedweter pumps which could not be rotated by hand for 
re int. or ig 1 nd 1 1 y reported on 810618 Revised storage 
procedure toplemented Determined not reportable 
VAN IIRUMT.E E. Arliona Public Service Co. 82/02/18 

FAlA-KCNOERRy. 6 Division of Resident. Reactor Project 6 Cngincerti 
Programs lOpp 13149 114 34X F it h e 50- 936. 82/02/ 18. 02930003113 


8203080436 Revised second interim deficiency rept re hardened washei ' 
not used at required by ASfXE code, intttally reported 010512 
Vote on author 1 la 1 1 on of nild steel washers scheduled for 
Apr. 1982 Final rept will be submitted by 83(7604 
VAN BRUNT, E E. Ariiona Public Service Co 02/02/22 
FAULKEnDFRRV. U. Region 9, Qfflce of Director 4pp 13137 3l(i 
Ficht 30-326, 83/02/23. 8203060436 


0203220329 Notifies of delay in submittal of final deflclencv rept r- 
Fisher pressure-regulating valves supplied by C-E. Ini ti al ly 
reported 61 1 1 33. Invest i ga tl on not completed Final rept will 
be submitted by 030504 

VAN DRUNT.e £ Ai I lena Fubllc Bervlce Co 83/03/03 
FAUuKENBERRV. 0 Dtvlston of Resident. Reactor Project t, Englnreri 

Programs app 1233© 260 a4K Fiths 50 -32 B, 83/03/03. 020332 <>:i29 
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: j:i-e: lo •b.u < i CNrii n'SECcr*. cEACicff 

A Afp ; i< it 1 or 4 If >.t t ! di;:<,T«Ati •« < ortp 4p stxlffrif e 


itlonrof 4i<.>tili4) situicipn neat 
fi-. Ilitil :r. if'ipi.itf •■> telcoT FdCllIt4 14 <oo) 

t.Np'ril refu;^ for iijit tiati Uriitbbt itundjocp dppcar 

aloft laobt Sept ’e fnh Saoitat eoel 

CC'JIAIiI C. C Cal Ridge Natiotij] LibCfatafi El /IS/ 16 MASMH.M 
:jRC - He Oelai.tJ Aff. :iaf. on C>v*i> S?i iSjRb 03? ?4it 
i-i:‘e ‘0 M/- oi / IP/:/.. e3t::i?4o3s: 


•-erC3?4C?5^ Di^ti lOnticf liJbitdt Seioician of Adult Stripbd liast. 
*^otone Sitatillo f btu 1 1 aift > ■ i r bfatto Oar lle« er vo Ir. TN. 

•.net'-o tfe4>64®tJ ti. ttt Tbtt.f c t ug i f at t/nta 

C-FF/ T F Affiliation v'olnotn B2/03/31 ICPpp 12396 O.'"! 

St* Fifbe 'i! / I?/ l6.e?OjP4C?5I 


dr O '030;:2-: tioi i 1 1 c a 1 1 on .if ES0225-26 meetingt i../F:3F In 3 e 41 * 00 ^^, pi^) 

jMijoo acfide-it onoi,4®i> apdrosbed in Chapter 15 cf PSAS 
O'aRH.S II I' linen b;wor Hreuppr h«a; tbt fr osram Of 1 1 < e 02/0i'/l/ 

C“ECb.“ S tlintf Kivei Breetef Reactor Pr ojrao Of f l c e dpp 

;.-i;C 360 ?4» rirr.n nc 5.')7. 02/02/ I 7. 8203030324 


or0304C295 Staff r ociai- omof t o -.f -60 re 020212 briefing on Oft of Hollcv 
Lraluatiun H.’320a anal^ois of coibi-entt to -.eritt of DOF 

pie-ption feguebt 

CnTLR.E I Office .if l*'e Secretart, of the Coe-Tiitblon 02/02/18 
sr.-lC/.i L'f(i:e tt l•^ll^^^ Fvaluatlono Ip 12130 333 24 it 

f ict.e 50 53;. 02/0 .// 1 a 0203040295 


b20t020t43 fleciondb ji* tiatln to 320122 rectuect for epeclftc info re 
cere er.ergpiicb Info deecciLiee contents of fliognetic tapes E* 
ervelapps of .-itrofir''p I'EAH update 1 n: c.Ten 1 1 f>g responses to 
guestiorc V addl cc'p.itor info oill be provided tg 820JI2 
LOHdEMf-MFrt. J rner.|.j Dept of a2/0?/19 ClltCA.P S Cllnifi 
River (j*'ee;er fleacter f^rogra/i Office 6pp 12085 024 24X 

f ; t se 50-53/ £2/02/ 19. a2r.3i>2034 3 


0202020504 Forvaros *5o*-arg Wept Of tnndoct of CHUR Keg 9ys Rovleups 
Lr.ACFt.tcKER, ,) Energy. Dept pf 112/02/19 CHECK. P B Cllni't 
fiivsr LreeJer Hoa.'tor PfatTa- Office Ip 12033 013 P4I 
f icre 5)-3:i7. ri2/02/19. a2-;1202ll504 


.-02O332O5DO Boir-ia-'u Rept cn Cnndur t of CRftR Keg Sgs Reviews ** 
• tnrrgj. Depl '..f 02/02/28 63pf 12003 014 24X 

Fit ha 30-53/. H2/02/ 19. 8303020504 


P20J033I2P Fpr-iarcs request for addl info re malls engineeririg lo 
c cir.p I e t r rwivu. of Cf appliratton Info Cue in 60 oags 
CHECK, p 5 Clinch River Breeder Reactor Progr an Of f i c o 02/O2/|s/. 
tONOEhif CafR. tnerijq. Oept of 3pp 12109 320 21* 

FicSe 53-537. 02/02/ 19, £>2030301 38 


8203090034 BC.rff re^wirerents renici re U203V6 oral pressntatlone on 
ere-ptlsn requests fer facllitg 

unluK.s j ;;ff|te qf ll.e Qecretarq of the Ccirmlssion 02/02/2? 
Office 3f the Secretarq of the Cotu-' i ss ion 2pp 12173 187 .'•I* 

Flche 50-537. 02/02/22. 6.70:1090034 


0203030017 Hit I f I rat I on of 820304. -erling ui/UOE In Dethesda.NO to 
conduct licensee q va 1 1 f i c at son revleid per rlL'RFC-07|e, 

Rev I s Idi. 2 

STARK. R I' Clinch River Oreedoi Reac tnr Program Office 02/02/24 

check.? 3 Cliticl. Rivar Breeder Reactor Progra* Office. 3pp 

12108 327 24< Flche 50-537.02/02/24.0203030017 


□S03040623 N.)tt f I c at i an jf 020302 reeling vi/DMU'l h OGt in Blivet 
spring mD tg discuss fuel cycle t. safeguard considerations 
lEeCH.P H Clinch River Breeder Reactor Program Office 83/02/26. 

CM'CK.P S Clinch River Qreeder Reactor Program Office 3pp 

12126 360 2 4* Flche 50" 5,37. 02/02/26. 0.703040623 


S203IS0I97 Foruards request for addl tnfo re ■'echanlcal engineering 
check, p S Clinch River Oieeder Reactor Program Office 02/UL’/2b 
CEKCEAtCKEP. I E:nergg. Dept of 4pp 12297 251 34 * 

Uche 50-537.82/02/26.0203150197 


B2O3I6C039 Forwards request for addl tnfo re structural t'>i 
re vlea que«tl ons 

CHECK.!’ B Clinch River Ureedor Reactor rrograsi Ilf flee 
LOMCEhECKEfl . J Engl gg. Dept cif, Cttnch II Ivor Breeder >les< 
K.p? I2J.95 070 2411 Flche 50-537, 02/02/26. 02031 f. 00 1/ 


0203040396 Forwards "Sum-arg Rept on Current Assessment at 
Circulation Capablittg w/iieterogoncous Core ■' 
LCMSEMECkER. J Energy. Oepl of 02/03/0,3 CllCXK.I' h 
River Dreader Reactor Program Office Ip I2II4 I4|) 
Flche 33-337. 02/0:1/03. 0203040396 


.-0203040399 "Suirmarg Rept on Current Assessment of Nature 
Capabtlltg U/lleterogbneous Core " 

SEOERRav. U ,1 . LQURIE.R ft , COFFIELO. ft 0 Ues t Inghrusi 
Corf CRBRP-An0-0300 02/02/28 97pp 12114 14V 
Ftche 50-537. 02/03/03.8203040396 


0203100447 Not I f I c a 1 1 on nf 820310 ireatlng w/OCC In Uuntsgva 
discuss SnnOO revleu 

StARK.n VI Clinch RVvbr Qreeder fteactoT Program liesvip 
CliCCH. P 5 Clinch River Breeder Reactor Program Office 
12343 136 24* Flche 30-537,03/03/03.0203100447 


0303100300 Responds to Generic Ltr 82-01. oeu application s. 
requests re CR6R should be submitted to DOE b to tPA PubI 
Bufpig Sgs re Hanford Application will be submitted undi 
10CFH30 during 1982-03 

HENOniCKSCV. T Ourns b Roe Co 03/03/04 lEOL'BCIl. i| I 
Ulrector far Licensing Ip 12182 014 34* Flche 311 /. 

0203100200 


6203120395 Forwards request for addl lofo re effluent tree 
Response should be provided lutthlri 60 dags 
CHECK. P 0 Clinch River Breeder Heactor Program Office 
LONOENCCKER. J Energy. Dept of 3pp 12251. :I57 241 

Flche 50-537. 02/0.3/04.0303120393 


6203150177 Staff requirements memo re Commtssloh tl20;i(l5 vc 
to deng DQu request for evemptlon from requirements uf 
LOCFR50 10 per 10CFR50 13 to conduct site preparation 
activities for CftOR. 

CMIlK.s j Office of the Oecretarg of the Commlaslon 
QtCKUIT.L Office of the Oeneral Counsel. Ip I21i>'/ m 
F lche 30-337. 03/03/08.0303150177 


0203160403 Forwards request for addl Info re equipment qua 
Info should be provided In 60 dags 

CHECK. P S Clinch River Breeder Reactor Program Office 
LONCENECKER. J Energy. Dept of. 4pp 12343 ISO 241 
Flche 30-537. 02/03/09.0303100403 


8303190211 BL-a.marg of 020223-26 meetings w/OOE. TVA 6 PhC I 
re Chapter 15 of PSAR. fuel & blaniet design. plant protal 
sgs trip function des t gn. underc ool t ng events 6 sodlon ua 
rsaetton svsnt 

STARK. R M Clinch River Dreader Reactor Program Office 
Clinch River Breeder Reactor Program Office 5pp. l?J 
Flche 30-537,02/03/09.0203190211 


020:1320097 Bummarg of 030224 meeting w/DOE. TWA t> PMC In Be 
loose parts monitoring program for CRD8. 

STARK.R M Clinch River Breeder Reactor Program Office 
Clinch River Breeder Reactor Program Office 4pp IJI 
Flche 50-537.02/03/09.0203220097 


8203180185 Burmarg of 030302 meeting u/utlt k Battel la in 
Spring. MO re addl Info necessarg for fuel cgtla review 
THOMAS. C 0 Clinch River Breeder Reactor Program tiff It a 
CItticb River Breeder Reactor Program Office 7pp. 17 
Flche 50-537.09/03/11.0303100103 

8203190100 Sumsarg of 820217 meeting tn Oethesda.MO ra sir 
des 1 gn. Reques ts future meeting to discuss safatg funttM 
b requirements of emergency cooling tower 
STARK.R M Clinch River Bretder Reactor Program Office 
Clinch Rivet Breeder Reactor Program Office 4pp I3J 
Flche 30-337.82/03/11.6303190108 


8203220023 Requests addl info re mechentcal engineering Ri 
enc 1 Issues eipected ulthin 60 dagS. 

CHECK. P 3. Clinch River Breeder Reactor Program Office 
LONOewECKEB, J Energy. Oept of. Clinch River Dreader Ria 
3pp. 12374 333 34* FI c ha 30-337, 82/03/11 , 8303220022 


0SO338OO23 Requests addl Info re equipment qoal 1 f IrdU*** f 
enc: 1 issues ejpected ulthin 60 dags 

check. P 5 Clinch River Breeder Reactor Program Office 
LONOENECKER. vl Energy. Dept of. Clinch River Sreadar Rei 
4 pp. 12374 238 24 * fit he 50-337. 82/03/ 1 1 . 8203220023 


0203IC0414 Sum-arg of 830213 meeting of CROP Progra- Ofc in Dethosda I'r 
applicant organ i ta t Iona 1 structure J, qualifications 

6IAR/.R n Clinch River Breeder Reactor Program Office R2/OP/:56 
Clinch River Oreudor Reactor Program Office 3pp 12217 001. :'47 

Flche 30-537,82/02/26,8203100414 


8303100443 Forwards request for addl info re eiatts engineering llrspntipi 
should be submitted In 60 dags. 

CHECK.? S Clinch River Breeder Reactor Program Office 02/02/26 
CAVCEAECKER. ,1 Energg. Dept df dpp 1231 7. D3B 24 K 
Flche 50-537. 02/0.2/26. 330310044 3 


DOCKETED ITEMS 


41f 


e 2032 WI 24 SuToiarv of 820139 mooting lo/Unp. IVA t> PMC in Dothosdd.Mll tc 
ttltolc !> dynamic quo 1 1 f I c at Ion of oltctrical t. mochanlcal 

^qoipoont 

jIAQk. R M Clinch Hiver Uroodor Rttac tor Program Offico 83/ 0^1/ 1 2 

Clinch River Breeder Hoaclor Progroo- (Iffue 4pp 13874 130 ;'4x 

Flcfe 50-537. 82703/13. 8303320134 


a«03l70133 Portal He affidavit cqnfl'ffin; di^tricution of PS AH Am i.d 
65 to lleted local public vfficlals 5 gcvt agoncij 
resreseotal i vp^i on 0„.c30u 

LOHCEf.tCKER. J Cnergg. Bept of 03/03/10 DENTON M flffitr of 
Nuclear Reactor Regulaticr. Director 3po 13314 334 34* 

Piche 30-937. 83/03/ lO e}iil3l 70133 


P203270136 Notification of 830339 meeting u/P8E in Dothoeda.MO to 
eiicase structural margin beyond doulgn basis (8M0D0I 
erntlK.R M Clinch River Breeder Reactor Prooram Office 03/03/i;' 

ChECK.P S Clinch River Breeder Reactor Progran Office 3pp 

12374 324 3 4X Flrt .0 90-937.02/03/12.0303330136 


5J33220130 Notl f icatlon of 030333-24 meetings ui/UnE In Sethesda.KD to 
Slscuet mechani c a 1 . neu t ron I c U therma 1 -higdrau I Ic design of 
rtactor core, design c r 1 1 er |a. oc c op tanc o c r t t or 1 a . ana 1 gs 1 s 
tcoH t verification IP3AR Chapter 41 

giADK.fl M Clinch River Breeder Reactor Program Office 03/03/13 

CHECK.P 8 Clinch River Breeder Reactor Program Office 3pp 

12374 334 2 4* Flche 20-937.03/03/12.0303320130 


8233220204 Ourmarg of 030212 meeting <a/I.AGI.> ROt.0. Ourns t. Roe. Roc huel I f, 
Ristlnghoese In Bethesda.MO ra auxlllarg liquid metal sgs 
fcjnd in Chapter 9 of facility PHAR formal NRC revleu 
gststlons mill be tssuod In early Mar 

STARK. R 11 Clinch River Breeder Reactor Program Office. 03/03/13 
Clirth River Breeder Reactor Program Office 4pp 13374 3911 ;>4x 

fun 50-537.03/03/13,0303330204 


U303I80330 PorjarJs A--.end 66 to PSAR 

LCIiCENrCKER. J Fnergg. Dept of 02/03/17 CHECa. F f. Cl mil. 

River Breeder Reactor Progiair office 5pp 13313 163 24« 

Fiche 30-937. 03/03/1 /. IIS03I00330 

--8203100,331 Amend 66 tu PS/.R 

« Energy. Oept of 82/03/31 293pc 13313 167 24* 

Ficho 30-937. 02/03/1 7. D2031B0330 

02033C0137 Foruards updateo pages re fief 10b of PtiAK Section I /.. 
CR0flP-3.vol 3. "Hyp j the 1 1 c a 1 Core Disruptive Accident 
Con s 1 d e t a 1 1 on s in CRORR Assessment of Thermal Margin 
Beyond Design Base IIMBBOI 

LONSENECKEH. J Energy. Dept pf 8S/03/32 CpECH.P 0 Cl I nit 

River Breeder Reactor Progran Office Ip 13449 015 34X 

Flche 90-537, 03/03/33. 830330013 7 


--0203.3001 3V Updated pages for Revision 3.Vol 3 of PSA9 for CHOP 3 
• Energy. Oept of 82/03/33 Rpp 12*149 016 34 X 

He he 90-93 7, 03/03/33. S20J3C0137 


82C3I90909 Requests addl Info re power sgs Info required for 
continued review of application for CP 

CHCCd.P 8 Clinch River Breeder Reactor Program Dfflce 83/03/16 
tONdeNECHER. J Energy. Oept of 117pp 13373 338 34X 

FUhe 50-937.03/03/16.0203190909 


8303390361 Forwards Certificate of bvc confirming d 1 s t r i c u 1 1 ori of A-n r.u 
66 to P9AR 

UONOENECKER. J Energy. Oept of 83/03/23 0t'NT0.V. H Officr of 

Nuclear Reactor Regulation. Director 2pp 13438 194 34x 

Flche 90-937, 82/03/33.0303290361 


8<}32304&3 Forwards reeponses to 830113 request for addl Info re AI.AHA. 
p«r listed reg gu I dee, NUREO-0333. NUfle0-07in I terns III 0 3 1 . 
n 8 2 (< III 0 3 3 <. NUneo-0761 Responses will bo 
ircsrporattd Into POAR Amends 66 ti 67 

IOWENECKEB. J Energy. Dept, of 03/0D/17 CHECK. P S Cllnih 

Riv«r Breeder Reactor Program Office. lOpp 13383:037 34X 

Flche 90-937. 03/03/ 1 7. 0203230463 


8293350071 Summary of 030136 moating In OethsSde.MO ra shutdown heat 
ranrval syt. Final CHUR natural circulation rept to bo 
llsvsil lata 1903 

STARK.R M Clinch River Breeder Reactor Program Office 03/03/17. 
Clinch River Breeder Reactor Program Office 3pp 13430 3711 24x 

flche 90-537.82/03/17.0303230071 


8203290073 Bummary of 810301-OQ staff visit to consider altarnativo 
«tt«t to Oak Rldga proposed site 

tEECH.P H Clinch River Breeder Reactor Program Office 03/03/17 
Clinch River Breeder Reactor Program Office 4pp. 13430 283 L'4X 
rithe 50-337, 83/03/ 1 7, 3203330073 


C tftlltty Environmental Report (fRi. amends 6 correspondence 


0303350353 Forwards revisea envlran rept Section 9 / I re fuel rye I* 
Key changes include thorough eiflanatton of eethod used to 
calmlate doses from tr anspor ta 1 1 en. tabul ar transportation 
summary U estimate of environ impacts 

LONCfcNECKER. J Energy. Oept of 03/03/13 CHECK.P S Cliiuh 

Rivet Breeder Reactor Proyram Office 73pp 13365 164 34x 

Flche 30-337.03/03/13.8203230333 


0303310399 Forwards suppl to safeguards portion of Section 9 7 1 ol 
environ rept Any changes resulting Fiom review will be 
Incorporated prior to formal Issuance of Uectlon 9 7 i as 
amend to environ rept 

LONOENECKER. J Energy. Oept of 03/03/19 CHECK.P S Cllnih 

River Breeder Reactor Program Office 73pp 13499 199 34K 

Flche 50-937. 03/03/19.0303310299 


0 t.RC Draft/Final Environmental 6tale.iient%. suppls C> correspondence 


8203250143 Notification of 030329 maalltig u/DOE In Bathesda.MD to 
dltcuts laak dstoction sgs. 

SIAliK.R M Clinch Rlvsr BraadeT' Baactor PTogram Office. 83/03/17 

CHECK.P B Clinch RIvar Oraadar Raac tor Program Office. 4pp 

12421 333 34X Flc he ; 90-937, 02/03/1 7. 0303390143 


8203350145 Not! ficatlon of 030406-07 meetings w/DOE In Bethatda.HO to 
continue matl (, mechanical angtnaarlng review. 

SMRK.R M Clinch River Breeder Reactor Program Office 03/03/17. 

^ Clinch River Breeder Reector Program Office. 9pp 

12421:336 3qx Flche : 90-937, 82/03/ 1 7, 0303330149 


233310016 Summary of 020113 S. 0210 meetlnga w/OOE t. PMC in 
qtAoj'o*’ * ^''•''mat margin bayond daalgn baals. 

bTARK.R M Clinch RIvar Broader Reector Program Office 02/03/33. 
lllnc* River Breeder Reactor Program Off lea 3pp 12469 360 L'4X 
ftcha 50-937, 03/03/33.9203310016 


--ly**'* *'’’*”*Fy Bafoty Analytle Report, amandt 


2 1 Amend 69 to P8AR. inc luding revlslona to Section 

8ot • " Section 9.3. “Auxiliary Liquid Metal 

111 "Raduaete Mgt," Chapter 12, ''Radioactive 
ri?*!'**""' Bettlon 13 3 t App 0 

Rlv^o Energy. Oept. of. H3/02/26 CHECK, P B Cl Inch 

Fi»k 1 Progrem Office. App. 12199 104 24X 

•'lent: 90-937, 03/02/26. 02O3O8O4BI. 


-8203080483 Amend 69 to P8AR. 

02/03/20 

Itht. 50-937, 02/03/36. 0303000481. 


13199 lOB 24X 


0203120400 Forwards comments un OOE draft suppl to EI8 on LMPUR 
program. In areas of fuel c gc 1 e. t ransp or ta 1 1 on. was t e .sgt t. 
safeguards 

CHECK.P 3 Clinch River Breeder Reactor Program Office 83/OP/lV 
KORNACK.U R Energy. Oept of 3pp 13339 131 34X 

flche 90-937.83/03/19.8303130400 


F Security, medical, eirergency t, fire protection plans 


0303040633 Notification of 830303 meeting w/SN'^L t, DOE in Qllvei 
Spring. MO to discuss fuel cycle t> safeguard considerations 
LEECH. P H Clinch River Breeder Reactor Program Office 03/u;!/l'6 

CHECK.P B Clinch Rivor Breeder Reactor Program Office 3pp 

13136 360 34X Flche 90-537. 03/02/26, 8303040633 


8203390066 Surmarg of 830311 meeting in Bethesda.MO re facility Fin- 
protection sys ti program 

STARK. R M Clinch River Breeder Reactor Program Office 83/03/1/ 
Clinch River Breeder Reactor Program Office dpp 13430 374 I..4X 

Flche 90-937.03/03/17.0303390066 


8203300150 Forwards suppl to safeguards costs per 030319 revised 
Committee to Review Oeneric Requirements fuel cycle 
description Info contains reprocessing plant safeguards 
remaining Items per 830302 request 

LONCENECKER. J Energy. Oept of. 83/03/24 CHECK.P 9. Clinch 
River Breeder Reactor Program Office 7pp 12490 348 34X 

Flche 50-937.82/03/34.0303300190 



- 03 'XCJ>- ts »of on applicant 

•-•' t»»t» o» in S''3je‘« Ce»“ I'’’*'' *''® 

of aa/02r« 34K 

Cllt^:''« ■< • BOCfHI'. ( ‘ Cc— iiisiooff 4 9pp 1?O04 144 24* 

► 1 ;>•? 13-% j’. 62 <02 'el' 


;033l01tt Pesjord* to -£ waiter 620223 Ur re l-jr delaV effect on 
ir. te'ett 1 3 tier ccitt cf fat ill tn "iUer arjii-ent 
fallatic.i r.,tore Jela.s will -dve no effect »n interest o'* 
otser C 0414 -e project eipenoiturei to date 
eCiAN-’ff f f ec-ian.if* Er.erjo Associates ac<'02/24 
POLiAjl-O ’j J . liKADiC-fO f A SlUlNoAV.v Co-n 4»»oner 4 9pp 
WviJS lAl 24i Ft;-« 10-537. G3/02'2ft.«2030 101 A6 


erOIllCCe'fJ Re vised state-er. t of ccr. ten Clone *. 
certificate of Svc enci 

C46E«R£R3-£ V . ririA— r.tE-D natural Resoor 

Jf>E£'*3ER3- E V Sierra C I jS 62/03/05 
Lltensln; OcarC Oarel 4ipp 1217Q 'J4t 
6?C3iOoj43 


oases of intervenors 

cos Oefense Council 
Atcoic Safetv oP** 

24t Fuoe 50-337-92/03/01. 


8ZO311O2E0 fifis set cf ii te-rogatcries tc l-'RDC .*iotlce of appearance l< 
Certificate jf Cvt e;'i I 

j.T.ES 2 K lear-.sg .T'a-.ci. 2 62/03/04 natural Resources Defense- 

COu iCil OCC 12214 C24 3*< ritfe 50-137.62/03/04.82031100113 


6203123234 KPtice cf Gl-uf/l-OA corferencr cf parties !- counsel in 
Betnesta. no Ajl papers eifiiDits t filincs to be censidered 
at rearirg sbculd bo filed u/ASCO bij 620331 

miller M E Ato.-.it 'jafels and Litonsinp Board Panel 62/03/10 
2 pp 12244 066 24X Firne 50 - 337- 62/03/ 10- 6203120234 


62031401 12 Forwards status rect of applicant vie*» of areas of 
a^res-ert *. 5 isa^ree-ient betueei apolicants 6 fntorvenors re 
ajni ss 1 1 1 1 1 1 w cf irtei -enors revised state-.ent of 
conte.-it ions Certificate of Svc enc I 

B£RC*i-3^/.a F Er.ergij' Oepl of 02/03/10 MILLER. M E . 
l1AEk 3F4-‘.E4 G . HAf.S. C A Atomic Ga f e t , and Licenstn; Board foiiel 
app 12345 005 24)1 Fitne SO-53/. 02/03/ 10. 62031901 >2 


02O3I7C2II notifies tnat .v^C will not object to listed MROC 
contenticns per 620205 sjbi-ittal Justification will be 
provided -'respcr.se bij 620319. per aSlQ 020211 prehearing 
conference c-der sc'iedvle 

SwANSOn. D r Meanrg Oranef 1 62/03/11 FJnA.'ICRE. 8 A Natural 

Resources Defense Council CRLFnOERO.E V Tuttle I. Taglor Ip 
12313 264 24» FicPe tC-537. B2/03/1 1 . 6V03l ;02l l 


6203160299 Requests tnat G<i Cunningiian cease anq involvement In 
proceedings to a.oH appearance of improprietq due to 
earlier capacitv as assistant general counsel for Energy 
R40 Adminj str at 1 on 

CCCKflAN. I G . rif.'AMCIlE. B A Natural Rosourpes Defense Council 
62/03/11 PallAOIM'-.N J Commissioners 2pp 12333 246 24X 

Flclio 50-537. 02/03 /t 1. 8303 1 60299 


--6203230236 Bequest for production of documonts 

V.EIG6-E H. • FINAMllKE.n A Natural Resources Defense C:i-:i 
WCtSS-F B Bierra Club 02/03710 Joint App| Uantt-cii 

filvor Breeder Roacloi 6pp 12379 147 24X Flthe 50-531 

02/03/10. 02032.30210 


--0203230242 Request for production of dociiments 

WEIS9-E B • FtNAMOilE. B A Natural Hesuurcee Defense Ccs.‘:i 
Vi'EtS6.E fi Sierra Club 83/03/10 Office of the Eiitii 
Legal Director 3?p 12379 13.3 24XFlebe 50-337.62/03- 

0203230216 


--02O323D24O Bequest Tor Tlutltng that tofo In interrogatorisi 
rieceesarg for prnceedli'cl 6 not reasonablg obtainable froe 
any other source Certificate of Bve end 
NEIDS-E H ■ FINAM3HC. n A Natural Resources Defense Ccs*; 
UEISS-E fl Sierra Club 02/03/10 Atomic Safety ard 

Board Panel 5pp 12379 156 24X FUho 50-337.02/03/16 

6203230210 


0203230156 Response to TiROC 020305 revlseci statement of larti- 
bases Addresses position re admissibility of each contentic 
h dlsto'^eTy on eACh contention Certificate of Bvt end 
BEROHOL/.W Energy. Dept of EOOAH.O L Project Henegtei 
62/03/19 Cormi fts loners. 125pp 12380 357 24X 

Flche 50-537.02/03/19.0203230156 


0203230376 Statedient of position re discovery matters upon «h: 
agresment can he reacned.per ASUB 820211 preheerlng 
conference order Certificate of SvC one I 

MtlSS.E n . riMAMOBE.ll A Netoi-al Resources Oefense Ccjrci 
WEISS, f n Sierra Club 02/03/19 l2pp I23B4 228 2«l 

Ftche 50-537. 02/03/19.0203230376 


0203290342 Amended notice of appearance In proceeding Ctrtifi 
6vc enc 1 . 

LEECH, u M . HunOASO. U D . miECBENBlDOE.t. Tennessee. Ststi 
02/03/19 dpp 12433 007 24X Flche 50-337, 82/03/19. 82M 


02033102(16 Save nteontb set of interrogatories & requast tb ff 
Certificate of Bve end 

CREENOEMC. i: V . UCIBB.E.R Natural Raeourtes Defense Cosrc 
CREENOEflO.E V Sierra Club 02/03/26 Joint AppUtarli 
River Qreeder Reactor I4pp 12436 261 24K Flche 50 - 53. 
0203310206 


8203310211 T-eontg-thlrd sot of Interrogator le e 6 request te | 
Certificate of Svc and 

CREENOCRO.E V . LEIBO. E R Natural Resources Defense Cojr 
OREENOt'flO. £ V Olorra Club. 82/03/26. Office of the E 
Legal Director I4pp 12436 247 a4X Flche 50-337,02/03 
0203310211 


8203310143 Advises of OH Cunningham disqualification from 
participation in proceedings due to possible conflict o 
Interest Svc list enc I n/.wD»i.i 

CUNNINOMAH. 0 H Hearing Rrancti 2 02/03/29 COCpHAN. 

FtNAMORE.O A Natural Resources Oefense Council 3pp 
24x Flche 30-537.02/03/29,0203310143 


dl 

f 

T. B 

I 


9^03?203t0 Or:ler Ci 1 c ending TOE 611(30 re;iu^%t for •nemptlon 
reQ<;l^(lon5 to cctidt^ct prepdration dctivlttes prior to 

t«scfdne^ of CP or Corm i 1 ooor Oilin^ky 9«parato Sr 

Poll^dlno t Rotfrt^ dise^ntitig vl^ui^ enr 1 

CHlLK.S J Offtcr of tttf S«cretJr*j of t*>e CoAt(iii^%ioo 0?/O3/l6 
4&PP t?339 161 74X fxch^ 30-537. 83/03/16. 62032P0310 


8303230318 6tit«%oth sot of lot^r rotator 

WEISS. E P . f ff4A^!0RE. 0 fJdtural Rrsourco^ Council 

WEISS. E R Sieri'o Club 92/03/18 joint Appl )caot&-Cl Inc h River 
areeder Peactor iSpp 12379 096 34x Flche 90^537.82/03/10. 

8303330318 


8303310176 Response to ninth request Pot odm* Certl^l* 

end Q 

DICKSON. P u . PIPER. H 0 Joint App 1 1 cant s-C I Inch fll ve 
Reactor 62/03/29 Mature! Resources Defense Cpuncn 

12456 275 24x Flche 50-537. 02/03/29, 0203310176 


--0203310182 Motion for protactlve order ra portions of 

Club 020318 sixteenth set of interrogator les. ninth req. 
for admissions 6 fifth request for produc tlon of 
EOOAR.O L Project Management Corp. 
of 82/03/29 Com-Blsslonere 6pp 12456:299 

Fiche 50-537.03/03/29,0203310176 


--0203230222 Iwenty-seCDf.d set of Interrogatories 

WEtSS. E R . F1NAM3RC 0 A Natural Resaurci-s Defenee Council. 
wECSS.E R Sierra Cluo 82/03/18 Office of the executive 
Legal Director I7pp 12379 lOl P4X Flche 30-537,02/03/10. 
0203230216 


-82O023D228 Request lor admissions 

WEfSS.e R . FINAmORE. D a Natural Resources Defense Council 
MEfSB.e B Bierra club 62/03/16 Joint Appl Icants-Cl I nth 

River Breeder Reactor tspp 123/9 118 24* 

Flehe 50-537.02/03/18. 8203230218 


—6203310106 Memorandum of points 6 authorities supporting 
020329 motion for protective order. Discovery request 
1 rre 1 even t. dee 1 u/contested unadmitted contentions 
Li/genertc issues Certificate of Svc one 1 -up Cn 

EOOAR.O L Project Management Corp ®®**®*^*‘ If-, 3 j 

of 82/03/29 Commissioners. 20pp 13456 305. 

Ftthe 50-537.62/03/29.8203310176 


H. Oeneral correspondence 


- -6203230232 Request for adnissions 
WEIES.E H . FINAMORE . 0 A Natural 
KttSS.C n Bksria Club 82/03/10 
Legal Director |App 12379 133 
8203230210 


Resources Defense Council. 
Office of the Executive 
24X F ic he: 50-537, 02/03/ ID, 


8203010151 Opposes DOE request for exemption 
PEPPER. P Af f 1 1 lation l/nicnoun. 02/02/12. 
the Oeneral Counsel Ip 12070 ISO 24X 
0203010151. 


from NRC regu 
TROBATCH. B 
Flche 50'537‘ • 


8203010133 Opposes all nuclear power plants 6 o 

DRAKE. 0 A Affiliation Untfioun. 02702/13. 7®“" 

Services Branch 3pp 12070 360 24X Flcbe 50-5J ' 

0203010133. 


t)J030lOl'*7 Opposes HOr t»(<ue«t for oipnpripti fron hfit r Idt I anv 
SItrN. E T . OEnNSTEtrj. .1 A Aff II lotion Vnlti(,^n 0^/02/ 1/ M'lC 

No D*toi1o9 AffiHatlori Oivcn Tpp 12070 151 30X 

F ichir 50-537. 02/02/17. 020301014 / 


OSOSUOSVJ Co’i-ipnts on 11 tt<|0r4 Hpl»« - Hross article re t ono Idei /it I on 
of L'Jlvlng rules !• ollouinq const ti> cegin bvfore envifon 
studle* casipleted tnvircr. inpoc t studies sl-ould tie required 
l-Elf.'3ICH. 0 C Affiliation U:ilii>Oi.n 82/OJ/OI NfIC - No net.iilid 

Affiliation Given Ip iSSlib 0V3 24X Fichp 50-537.03/0.1/01. 

03031 10391 


9303110250 bupports nuclear poaor 

RAlitl.J W Affili.sClon Uninoan P3/03/0IJ PALL A 01 tin, N 

Co-irl ssloners Ip 13315 13,3 347 Ficfio 50-337.03/03/00. 

U303 1 1 0330 


a?03l90C05 Coirnents on Corusission dec is Inn to refuse to waive s to 
regulations for facllttg Opposes project 

ROniNSO’f. 3 Affiliation Untnoen 03/03/00 Ufflce of the 

Secretary of the Co'r.-ii ss 1 on Ip 13346 307 ''Ox 

riche 30-537. 03/03/00. 03O31VCOO5 


6203140416 OppQsQs licensing of facllttg 

RD5S.“IA11. 0 Aff 1 1 tat Ion Unkiioun 03/03/09 OALUAOINO. N J 
Co-tI«s loners Ip 13304 035 24X Fltho 30 -537.03/03/09. 

0303160416 


8303170004 Bupports licensing of facllllg 

OttJBEO.O A Affiliation Unknown 03/03/09 PALLAOINO. N J 
Co—nlts toners 3pp 13315 103 34X Tie ho 30-3,37.02/03/09. 
6303170004 


O Inspection reports. 1C Bulletins 6 correspondence 


6303030349 Fari/ords 1C Info Notice 03-0 1 , (le vl s Ion 1. "Amillarg 
Feedvaler Pump Lockout Hesultlng Frum Uestlnghouee lf-3 
Buttch Circuit Mod ' No response required 

0‘BElLLV,JP ncglor. 3. Offlto of Dlructnr 03/03/26 Vjrflilll.n I 
Florida Poieer 8, Light Co 4pp 13130 103 34X 

F 1 1 h e 30-000- 03/03/36. 0303000349 


0203170441 Forwarde IF Info Notice (13-03. "Cnvlrnn Tests of Electrlinl 
Terailnal Blocks 

O’REILUV. JP floglon 3. Office of Olreitor 03/03/04 UMniC.ri I 
Florida Pojor 6 Light Co 4pp 13313 309. 34X 

FicJie 30-000. 02/03/04,3203170441 


T. Hearing transcripts on nnn-ant 1 true t natters 


9203 1 50301 Unofficial transcript of 030301 open oeetlrig In Wash lug tnn, 
OC to discuss CRBR Pp 1-30 

a Cornol as loners 03/03/01 5.3pp 1239 / 364 34X 

Flche 30-537.83/03/01.0303130281 


0203110436 Unofficial transcript of 03U3O3 public meeting in 
Wash mg ton. OC re 0QC regusst for exemption under Beetton 
30. 15 to conduct site preparation artlvitles Pp |-19 
a Coisnt ssloners 03/03/03 20pp 12339 139 24X 

Fstha 30-337. 03/03/03. 03031 10436 


U Congri s si ooa 1 /E xecu t 1 ve Corruspondenc e 


6203110213 Objections Co OnC taguest for energoneg licensing exer.plliMi 
Granting exemption would undernine principal Cangraso 1 ona 1 
objective to demonatrate LMFOR abllltg to be Conner Ic lal Ig 
He ansed 

COUOH-ltl.L . TAUKE. T J - PURBEH.. C 0 lloiiue of Hep 02/03/03 
PAlLAOINO.N J. Commissioners 2pp 13311? 151 34X 

FtcliB 50 - 337,83/03/03.0303110313 


0203160107 Responds to 830217 Itr re DOE reitddst for exemption 
Enel Comni 1 ss I on 011324 order outlines procedures to 
consider request U/o enc 1 

KAMHEflfen.C Office of Congressional Affairs 03/03/03 
HCCLCiRE.J a aenate ip 13301 071 34 < Flche 50-337.03/03/03. 

0303160107 


8203160115 Confirms that DOE request for exemption from regulations 
to begin prelloilnarg siting work consistent 
u/Cdngr ess 1 anal Intent 

MCCLURE. J A Senate, Enargg 6 Natural Resources 83/03/17 
PALLAOINO.N J Connlsslonars Ip 12301 073 34 X 

Fich* 30-337. 02/03/03. 0203160107 


l. thl'T ST'i-.,.i f.CijA'I- j" 

.*• Acplicdli;ti/(.„'iclrx:**'.n vtaqe dorj."iecit.. 1. furrespnndence 


0210010001 .’vd.il letou'.ie to TO) A request for 30 cat rq ones cl drnusmt 
re NOR ro- ChfO . 'f.vc* Ai 1 1 n*i l•l.x^ F.iiuarUs doiumofits listed 
ifi Afps A n t f, 0 t..io p.xrttallv vlthhelri (ref fOIA 
C > e<rp t I on 5 ■ 

(ClTCN. J M Pi VIS I cr of Rules .ir.q heiurcis 01/00/04 .“/vOCE M. 1 .( 
baga Kc hu 1 er . r 1 err an. Hag' t. r'andler 9pp I375d 006 34X 

flche 5C 343. PI /Otl/C4. 


0303010135 Cu.*'..'>jr 1 < es 195 in ACRb meeting no 760/011-10 le revi eu, ul 
Mput 1 nghni.s e RFliA^ 15 

.'13l--LLril, 0 n ACNij - .tdvisurg Cc.-A:ittee ij n iieactor Bafeguardi. 
7<;/07.;4 riCk.;iLN r: A t inni ss luonr s 3pp 127*0 295 34X 

Fit he 50-000 ni.'00.C4. OkfilOlOOOl 


coc/FT ?,iN-5;)-546 MAwn i: mii. MjoitAn niAriow. i.-jir i 


/. Ap p 1 1 c at I cin/ c u'l sir .If t I on *, tage doci.-aerits 6 correspondence 


02O334Oti23 0011(1X1-% final "escisslSh of ..|rodifated restissmn sf 
790015 OTjef Cnir-ii teienl s -laCr (n resevtise to order 
adequatrlg imp 1 e.-en l..d f. imsonabJe assurance that const 
perfcrsiance will bo atceptable lemons t r .it ed 
BCvOtINC. 0 C 1) I rec t pc ' s Offlto. tiff ice of Inspect icti and 

enforcement 112/(73. |3 lifiU'LOb.y W Public Service Co of ludi-.n. 

I'lc .Ipp I315R 364 34x Fiche 30- 54{i. U?/(I3/ 1^. 0203040633 


OsG'lORO.itO Ac k receipt if 011106 Itc ve N.3C .'.etisiuci to allow 
resumptiun ;i» sa f e t , r e I a t e J const torli rcore stringent 
concrete s.xrii-ling plat ksplooienled Responses to other 
queslinns i ni l.ided 

f’Al LAbl.Vd. N COFTI ssiar.er s 03/03/13 KAMILILII.I II House i.f Hip 
jpc 1317.3 3«2 74X Fi.-hif SO- 546. 03/02/ 1 2. 030.1090010 


-'83(7309 0014 .Idvises tijl .sllhnugh Sorgent f. Lundq sequential saopliiiu 
Plan Jit In err or . retil ts -jf Letting achieved 0 95V. level of 
confidorite ao stipslited Despite procedural flaw-no ajdl 
testing appears nmcessarij 

RCMICfi-F .1 NRC .93 Detailed affiliatiun Given III/ 12/ 10 
PALCAOliO. N J . OIl lNSAV.v . ni(AUr(:RD. P A Comsi ssloners 3pp 
1,7173 330 34 X Ftche 50 345- R.-/03. M3. 031)3090010 


--0303090010 Requests t lai 1 f i c atl on oi NIC .xc k that insufficient Info 
used >h atluwirrq sal e t q -x o 1 at ed const to resume Requests 
in-depth info re decision f. trsting prncedurrs 
HAMILTriN.I. H Mouse of Rep BI/ll/06 PAti.AOtN0.N 
Comm 1 ss 1 one re IP 12173 36 1 24 X Ft the 30-546- 03/03/1 3- 

0203090010 


r Security, nedical, emergenc-v b fire protection clans 


0303160538 Proposes 02O4i’O .neetlng lo discues emergeneg planning 
schedule 5 drills 5 details fer subsiilting plan u/FEAR in 
Dec 1983 

SHIELOB.BM Public Service Co of Indiana. Inc 02/03/01 

AXELGOrJ.WL. Region 3- Office c)f Director Ip 13308 333 DIX 

Ficha 50-346. 02/03/03.0303160530 


1 Financial inlorriatiun 


0303330185 Forwards 1901 financial repts for Public Sve Co of IN t< 
Wabash Valleq Power Assoc lation. Inc uicauilitor repts 
SHIF.lOB.S W Public Bervice Co of Indiana. Inc 02/03/17 
DENTON, f I H Office of Nuclear Reactor Reguiatlon. Director l.pp 
12361 035 34X Ft cr.e 30-346.03703/17-0203320103 


- -0303320190 Annual Fltionrlal rept 1981 

s f*ublic Bel vice Co n f Indiana, Inc 02/01/39 40pp 
13361 040 aqx Flchi 30-546.03/03/17,0^0 3230103 


0 Inspection reports. IF UuMetins ?« correspondence 


0203330672 Foruards IE |nsp Repts 50-546/82-0 1 V 50-54 7/03-01 on 
010101-31 No none amp 1 1 jnc e noted 

SPESSARIl. R L. Division of Project I, Resident Programs 83/03/24 
5HIEl.D8.SM Public service Co of Indiana. Inc 2pp 12380 19'/ 
24* Ftche 50 - 546- 62/02/24, 32033 306/2 


— O3O323OA03 IF liisp Repts 50-546/02-01 6 50-547/82-01 on 810101-31 
No noACO-ip 1 lane ® noted Major areas inspected activities at 
site to verify c o.-t|> 1 1 anc e w/NRC 79001 5 stop uori ardor t. 
const activities conductec by civil contractor 
HARRISON. -J J , BTHEETCH. U P Division of Project 6 Resident 
Prograiss 02.'O2/IO 4pp I230B 201 24X Fiche 50-346. 02/O2/;;4. 

8303330672 
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F:ndrri<j| 1 r f (jr "la t I qn 


^^‘’OJtSOlG^ f:»-*3ri<5 l‘■HI repts ♦or Public 

l-.-itasA v»<«;lej .!,?». J i»t v/^uOlxO) rppx 

IHICLT?: ti Pub I I - iSe^vire Co fodla’M In: 

r^ff, Tt‘r,. H P of %.< clear Hedctur Pequlatloh. 

; 11^:1 0 f'> 341 c'*rh»» 5*) 546. 02/01/ I /. Rr01?:?yi00 


lc.X3-^«0:70 Ann^ol finan. lal 1-931 

• f^ublic Hw Twice Co j( I nr Uc.'/0l/29 

!23e»i O-JO 24 a ‘^iChe *:0-546. 02/01/ I 7 920 32i'0 J R5 


•> Tr-^peclio*i report ■*• I£ l:ullettn% K c.'irre^ponddoce 


Ol23ll>Ar F.^-^dTj^ ir Ins: Pepts 50 5A6/R2 01 t, 50 54 
©IllO:*!! Vc none O'!*? 1 I ar: e noted 

‘>Pr'S5^Afin P L Oivi^iuri yf Project Re^noent rro9ra 
^ m tX t>*i. X, ny»^Xi( X^ei/iCvC»> oF lr;t an a . »i»r ? 
24 ■ F I rrke 50-546^ 02/0>/24. 82032 10672 


32032316<J<^ I£ lo^p Pepl^ 5O-54h/02 01 »• 9O-54//O2'0l 
**ic ciunr o'^p 1 i anc e onied lor aren^ in^Dec tea dctiv 










. 1 . . ■ vn, ' « • PI 39 I P I* I uro P| r Tnil riTi^jJ &i;pp<pr I 

4t«»I dacuTieni pactdgp^ Supplied bv La>P«ld« UriJ)p i. Steel 
Ca. tRltlell <4 reported iJSOIlla Hevieu initiated t;e«t repi ._tU 
be »ot)fflitt«fCl by QSO/0? 

Sr|IEi.OS. S W Huhlif SereKe Co uf Indiana. |ni fly/02/33 

KFPPl.tfl. J G Re^liin 1. Oefice of Director Ip 131110 091 .'dlt 

rirle SC-»4f>. 03 / 03/39. 020 j I00yt3 


S2031C04I16 Final Part 31 tept re incorrect aelds on sdf e t ij-r e 1 a t ed 
Pullman Coo«t tndu'itriee (PCI I HVAC t upi'or t « . ini 1 1 a I I y 
reported 030301 PCI personnel interpieting ueld egoibols 
I r c orpec 1 1 y Ueldt reunried 8< personnel retrained 
SHlELOSiS W Public Service Co of Indiana, tiic D3/03/02 

PE‘^Pl.Cfl*J 0 Region .1. Office of Direr lor Ip l3tU7 2'>l .’dX 

f icte SO-5e6. 02/03/03. 02<)JlC0dg6 


0203230194 Final Part 21 reft re pipe t lOr-ponent support sleeve'. 
«»rg ti t'lstalled by Stejart Hecnamcul Cr'.er pr ises. i al ly 
repo''tsi) BO13O0 Piping routed through support sleeves 
mlaasifle: as nonsafety-related ul M be redesigned 
SHIELD. S W Public (lervire Co of Indiana. Inc 92/03/12 
vEPPLER. J C Region 3. Office of Director 2pp I2:i90 ) 90 i'lx 
Fic te 50-346. 03/03/ 12. 0203230194 


L" Cor gr e ssl one I /E 1 0 1 o 1 1 ve Correspondence 


0203-090369 Suppis 8113|4 teslieeny <j/icifo that naior QA protlooi'. 
Identified in I'/fS have been currected Plant visit schedoled 
to deterrlne uheiher onfnicenenl restrictions con be 

lifted 

PAl CAOIMO. N. J Cori.-si ss 1 oners 1)2/02/0'! FUfFEIf. 7 Mouse nf flop , 
Savernirent Operations Ip 12173 013 24 x Flche 30- 546i 03/02/04. 

02CtJ090Ct9 


SOCKET 30-348 F031 CAl.t-CUN QIATION. CNI I 2 


A App 1 1 c a 1 1 on/c ons t r uc 1 1 on stage ducu.nents %, c orrospondenc o 


0303010001 Addl response to K)IA request for 30 categories of tfoi nnrnti 
re NCfREC'0660. * h.RC Action Plan Fniivar-'ls docuoeots It Stef 
tn Apps A.O.C (. 0 Info partially c^ltbCeld treP mlA 
Eienption 51 

FELFON* J ft Division of Rules ana Records 01/00/04 HAOCEN. 1 ,1 

Kay e. Sc ho I er> F 1 eriran. l-lay s & Handler 9pp 13730 OOf. 24X 

Flche SO-340- 01/00/04.0203010001 


--9003300396 Focuards util accident analysis re iratn stoam line btn.ii 
tnstde containment Requests com-ient on safety concerns re 
increased centalnr.ont pressure I. potential return to reactor 
power following breat inside contaln-rent 

OEHAROYA. 1/ Auilllary Oystqos Qranch 80/01/35 WaVMt. T 
Reactor Systems Dranch 3pp 12733 133 34X 

Flcne 30-CO0. 01/00/04. 0203010001 


9203C4O3J3 Ho 1 1 f i c at 1 on of 830304-03 aieetings a/utll ii 98.W in Chririj 
•tlll-WJ tor piping analysis audit L design documental 1 on 
revise. Por facilities 

StEFANO.3^ Licensing Oranch 3 02/03/16 SCMUENCER.A Lliensinu 

Sraaich 3 4pp 13130 003 34X Flche 30-340. 03/03/ 16. 0303040333 


DOCHET 30-549 ORtENE CCuNrv MUCLCAR POUEll PLANl 


A Apf 1 I c a 1 1 on / c ons true 1 1 on stage documents 6 correspondence 


9303C4O335 Notification of 020304-05 meetings ui/uttl tc 06U ip Cliirry 
MilI.NO for piping anelysis audit f< design doc umental 1 on 
reviecj for facilities 

SffFAMO. 3 J. Licensing Dranch 3 02/02/16 SCHWCMCER.A Llceiislug 

{ranch 2 4pp 12130 005 24X Flche 50-540,03/02/16.03030403:15 


OOCKET BTM-SO-350 OES9AR-23n-OOP. INTFRFACF, 


A App 1 1 c at t on/ c ons true 1 1 on stage documents %t correspondence 


63C3010001 Aid 1 response to FOtA request far 30 categories of d oc ureent s 
re HUPEO-0660, "NRC Action Plan *' Forwards documerits listed 
in Appt A.O.C 6 0 Info partially withheld (ref FOIA 
Eiamption 3) 

FEL7CN. J H Division of Rules and Records flt/OO/04 liAOOEN. T. J. 
raje' Scholer. Fieriran. Mays 6 Handler 9pp 12750 006 34X 

f Icre 50-493. 81/00/04. 0303010001 


-'E303010161 Sunsarlies 179ih ACflS meeting on 730306-08 re CE8aAn-2:)U 
KEHR* W. ACRS - Advisory Committee on 

73/03/14 ANO£«S*W A Co<rml « 9 loner ® 4pp 15760 311 ?4X 

rich© 3C-OOOf 81/08/04. 0203010001 


*ir' rurre^fonrienc© 


•‘•/.‘.1 1 I i;* !»a'\. sJ4 I*f i. '' n«>*a 1 ^ I Ori 2 of logic 

'<?pi fp* pt^rit l.icen^inig 

*■ ft 4. I ©u* I I .st 

•t,': M..Ee.( t R A .<iy Dto';'. V P2/C2/25 MUl.O.L K leni.c 

Valle, A.i'roriij .-pc l.'-VI 362 24> Flche 50-350. 83 /OS' 3. ••• 

‘:303l 104.10 


02031 |/.OL' I e I If i li 82-O.t "a .ill llcersees of operating planti 

a;.pll(Siitt f;i u:. 5 hi. Idt-rs .. f c.p re use of If-iPf) SrL-ltl 
I" sgr.s r 

Lir.Fviiin r -l OI.IIIUI rf . ■ c en-. l•'•g 83/03/09 mAlpHPuRC. A 

rdnsel I oa •- vd f -isor. e j# ‘lec. V.irl 2pp 122'J1 0.31 24* 

FicSe 53-0-',0 tl" O-j. '.:';. CJi! II lOOOl 


'2-'31 7051 1 Lipd.ite' l••sprns(• to Grnerii t, t r 02 -O I, new license 
application-, s-ji-vrj (lie apsliceci u" subi-ittal ra Or uwn s 
ferty spf'-t fuel st'irage deasi- s trat i un. inva I v i ng dr;, storage 
af spent feel :r t',o casls scheduled 

MlLlS.L M 'erne S3 re .alley Ac-tho'it, D2/0'J/0V TCOESCQ.Il I 
•'•SSI St amt Director fu- liiensjny Ip 12330 290 247 

Fit he 50-000. 82/0 3/O-f , 02('-'l /05I I 


•7 inspeettnn lepeits It' Dulletinc *. correspunUencB 


il203080349 Fui .cards !L Info f.'i.ttte 02- 01 » fle vi s I cm 1. "Auflllary 
Fee4s..i;e'- I’u.r.p LOciuut •resulting Frn.s Urs L I nqhou s e t--3 
Euitch CliC'iit *h)d '■ riu 'espamse required 

J'RFILLV. I p Reqtur ,■ '.Mfire af Uireciar e3/0'3;36 vnintc. 
tlsrlda Ccwer «. (ijht Cu -4pp 12158 10,1 24 » 

Fiche 50-000. U2'02 /.?/,. P,-.' 300034 4 


0203|704.*.1 Fuisaids IL If.j rn-tite P.'’-ori. ‘Environ Tests of Elect 
' err- 1 r.a 1 51 rir 1 s 

0-Hf:ILLV.,i l> Reyin'i 3. Tf f i c v of Uirpctur 02‘/03/04 OMRIC. 
florila M.-wer 6 .Iqhl to 4pp |2,I15 30V 24X 

I iche 50 000. 02/03.'Oq f-2')-Jl .'04 4 1 


030317051*7 forwards IE Infi Npiic* P2 -04. "I’ulential Peficiencg <■ 
Certain Ar^AblAf E 700.3 Series T iree-Oe ] ays. " A If- Info 
r.oliie (12 05. Increasing ftequuncy of Drug -f<e Id t ed 
Incidents 

•1 Hr ILL V. ..I P Re^inr. 2. Office of Director □3/03/10 ui-RIL. 
Vlorlla Power ». L 1 i}li • no Ap p 13321 30(. 24f 

I Iche 5(l-r.0 >. 03.03/ 10 . 02.3:11 7031 9 


□2'):i 2504'3 1 FurwarJs IL l^.fI lint ice fl.'’ 06. **l allure of Steam Orrier 

Primary 6ide M.itinay Closure lltuds " No written response 
requested 

OHFILI.V . J P Reyiiin 2. Office of Director 82/03/12. UHRtO. 
Florida Power (.Light Eo Opp i2409 106 34 x 

Fichp 30-000. 03/03/1,'/ G.7')32504Ul 


□203360350 Forwards IE Info Notice 02-07. '* 1 nacipq ua t e Security 
Fcreeniiig Programs 

O'RKlLl.v.JP Reqiun 2. Office of Director 83/03/16 UHRlO. 
Florida Power t. Light Co 4pp 13424 |07 ,'/4X 

fiche 50-000. 03/03/16. 03033/,0250 


8 Reportable occurrences. lLRs 5 related correspondence 


8303090362 lour in Interim ileficioncy repl re SOTS destgri defteteu 
initially reported on 0013J2 f*robles will be resolved by 
enlarging slie of water drams or placing timer on spray 
sys Also reported per Part 21 

f.lLlS.!. H. lennessee Valley Authority a?/027I2 O'REILLY..) 
Region 3- Office of Director Ip 13149 145 24X 

f icne 50-COO, 02/03/12. 0303060363 


8203090169 Fourth interim deficiency eept re review c>f purchase r 
forms initiated tv const. initially reported on O 1 O 53 D Batch 
search perfor-sed t-e locate ferms Results being transmitted 
(or review Neit rept eipectod ty 030403. 

rciLLG.L M Tennessee Valley Authority 03/03/16 O'flEtLLV.-) 
Fiegloo 3. Office of Director 3pp 13153 005 34X 

Flche 50-000. 83/03/ 1 6. 82030UO1 6B 


8303000235 First interim deficiency rept re resolution of unanttr 
vibratory loading c anrei ns- in I t la 1 ly reported on QI1338 
ProQiar. will be devised to ensure that piping sys operate 
within parameters to avoid vibration 6 fluid transients 
HILLS. L fl lennossee Valley Authority Q2/03/19 O'REIlLV, .) 
Region 2 Offlte of Director 3pp 12130 31‘? 24X 

Fiche 50 -000. 83/02/ 19. 8203380225 
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6203171)511 i.p dates response to Oeneru Utr Q 3 - 01 . new lieante 
as? 1 1 < at I ons surveg One application subnittal re Srewns 
ferro spent fuel storaje deeons t rat Ion. invo 1 ving jrg storage 
cl spent PaeV in two casks sche<S>i)ed 

MIllC- L M fennessee Val leg Authority 83 / 03 /C 9 lEOESCO-Ol 
Assistant Oirectoi <or Licensing Ip 13330 390 34 * 

FI the 5 C- 000 - 93 / 03 / 09 . 030317031 l 


■.tv.* 1 6 C ."23 ’Pf l cr* I' lefts repl fe higt’ presS.-re core sprav co-poneot 
I ; I >.•.«« i , 4 f c i«*. c.f»Sle cenglete coTrectlKe 

4 ;*iirs t, Cjt"'.: Ji iC'MtteJ m Si I lit. Itr Ora-.injs 

ri-Jci-v -fijr- re isic'-i .'ravings etcetlei 6 g Gi'OBOJ 
•Sli ti L “ fc -es-.ee Je, Actnsnlg 63 / 03/35 O REILLV.JI' 
neg isn «• 01 i i ; r c* V.ff.tr.t VP 13324 iCfl V 4 < 

M.-e 5 ) fCf . 5 .' ■ Jr - 4 •■ i'.') •l ‘.-:335 


*•; -J 1 bj«.5i ' Fira; :e*i ;>••••. lept re laiVuft to -lO rotes t rec'-anliftl 
pe'ecraticn asse'tlies criginallg repertej or* OlOGld STRIDE 
*-pe; aC'5-09 e^lsc reesnej per Part 3l 

“.•LlV, ■_ IS 'p'.'.c Valle, *-jirorit, et’/03/.35 □ 'HE ILLY. J I* 

Cegicr 3 ui*ice ^1 Ci*sttni jpo 13 234 331 94 x 

Ik re ‘'C-J.g.j -23/ 't. * Ji 6C-‘57 


030 vl'liC 4 .*>t Fina. Jet*i;esi, r ep t lor Se<|oPi,as 4 Watts Oar rr 
irc '.ri 1 stent t s '.ahi i sn-S' t cl irse pregra-. mi t la I tg 
reperta: ilinn ^»4 Jt 1 1 e^alvaring apptoprtate corrective 
ait jcf ■, 

“J.LS L • le'-.es.ee valle, Oot'orita 03/03/36 O'fitlLLV. jp 
Pegi'j'i 3 0» I J c e 01 liKerior 4p^ 13157 339 34x 

Fif-e 5 r-( 2 i- ►;‘'C 2 2 '. ‘'; 0 j 4 !io 4 b 6 


62C310031 1 Inirc .rterji Teiicienc, repl re engineering design OA 
training ervgfa'- n 1 1 1 -I I I g reported Cn 010730 Course 
esscr IP t inns crncin-iu t,e oevetaped NeiL repL eipscted 5 g 
i.‘3C43 7 

PI_l3.l n Tenressev Valley a.ithcrilg 03/03/36 0 REILLY, J !■ 

Peg ion n. ill file Ji OKe'tjr 3p? 13 334 016 34 X 

Ficne 5'J O-j-2, 52 4C3 'at. 03 13lLK>2ll 


0 Inspection reports- t£ Dulletins !• correspondence 


aSOSl/Odrll Coruards IE Info Notice B3-03- "Environ Tests of Eltctii-e- 
I ermlna I 0 1 pc 1 s " 

O'REILLY. JP Region 3. Office of Director 93/03/04 ul*ntS.S ( 
Florida Power t, Ll'Tht Co 4pp 13313 309 34* 

Fiche SO-CCO- 83/03/04,830317044 1 


6303170519 Forwards IE Info Notice 93 - 04 , "Potential Oaftciancgcl 
Certain aOASTAT E- 7<>00 Series T iire-Do lags. " <> IE Info 
Notice 83 - 03 - "Increasing Frequeneg of Drug-flolatod 
Inc lOents " 

O'REILLY, JP Region 3 , Office of Director 83 / 03/10 UKRIfl.e f 
Florida I'os-er X. Light Co 4 pp 13331 306 34 * 

Fiche 50 - 000 . 03 / 03 / 10 . 0303170319 


0303350481 For'vards lE Info Notice 03 - 06 . "Failure of Steas Oeniretc* 
rrlAjrg Side fianvag Closure Btuds " No written response 
reque s ted 

Q-REILLY. JH Region 3 . Office of Director 83 / 03/13 uHftlO.P E 
Florida Power t Light Co 3 pp 13409 186 34 * 

Fiche 50 - 000 . 03 / 03 / 13 . 0303330491 


8303360350 Forwards lE Info Notice 03 - 07 . "Inadequate Securttg 

O'RElULV.j r» Region Office of Director 02 / 03/16 UMRtO.R£ 
Florida Fo.jer ^ Light Ce dpp 12424 107 24 X 

Fiche 90 - 000 . 82 / 03 / 16 . 0203260230 


Fif^t inie'i/* -J e < i c i eric -I lept re review of proc ecee'neot 
Spec% I Crr uC r e » r c*. I ^ iritia))ii reported cn B20120 04 
»r I I ICO Je/|(jer<^ to deterr>lf<e 
corrective aetton rjei> reft erperte^ Cv 020 921 

.‘ItlLS-l M fen-tescee VJlIwy Autfiorit^ 02/03/01 ORtltLY. JP 
fiejioA 2. C;ff»ce cf Pirecii*^ 2pp 12333 30U 24X 

r J ( le 50-C3J. 02/03/ 1)| .02:3163120 


0203163346 Fir%t |Ot«-if- deficienci^ repl rp regional Ouaittg 
frgineerir; Jr^r.cn c(< lack of -*eApO;ifer h resources 

imtts^ll^ reported 020120 Ad^l tratmiAg gtven to Inspector^ 

AJdl info e»pe:ied cr or eefore 620921 

fitULfi.L M TerreiSbe .-^jlhcriisj 82/03/01 O'REIlLV, J P 

Re'icn i.', Cffjce of Ojr'eclor 2ep 12300 0*16 24 X 

Ficne 90 - 03 *> 0 ^ r 03 / 3 t . 6 .>O 3 i 0 O 396 


0 K 03 lG 0 i .02 f I r •> I inter;.-* "iefici^ncv r^pt re check velve leak in iilr 
start % of Standing diesel ;enerator$. im t lai ii^ reportei; 

CO G 202 t >9 fr^tlor ‘jo+ct i n ve «i 1 1 ga 1 1 on v^Adar kiett ret,t 

etpected 0 209*8 Aieo reported per Part 21 

« 1 (XS. L M T e%ri€s>ee v^Ueii Authorttg 02 / 03/03 0 ‘REltl.Y, j p 
Region 2 . Office of Director 2 pp 12330 094 24 X 

Fu^« 9 C-OC<.. H 3 / 03 f O.i 1100203 


9 ;'D 3 | 703 e/ Fourth irileri.i* deficiency repl re GG Support of 
l 0 CfW 90 99 tel. initially reported 810010 Util a.ja 1 1 1 ftg add I 
c ler 1 fic aticn fro-^ f/RC .'.V * I rept expected by B 20 V 20 
nlLt. 8 . L li Tenoesdee valley Authority 02 / 03/09 O'RElLtY. J P 
RegiPtf 3 . Office of Director Ip l 23 l 9 280 34 X 

F ic ne 9 D“ 0 CfU. 62 / 03 / 09 . 02331 70307 


DlCl^ET 5 TM- 90-994 PHirrs DEND NUCLEAR SIATJCN. UNIT 3 


S Reportable accurrenco^. UCRe & related correspondence 


9203080362 Fourth kntari/p deficiency rvpt re B 0 T 8 detlgn deflCierc^. 
iriitiallg reported on 001212 Prohleir uill be reeolved by 
enlarging slip of water drains or placing tlirtr on eprag 
AHo reported per Pare 2 l 

MILLS. L M renneeefie Valley Authority 02 / 02/13 O'REILLY. JP 
Region 2 . Office of Director. ip 12147 1 43 24 X 

Fuhe 30 - 000 . 02 / 02 / 12 . 0203080362 


8203080229 Firel interkn deficiency rept re resolution of unantlcintti 
vibrator<| loading cancernss invt lalig reported on Q 11326 
Progra'k will be deviled to ensure that piping ays operate 
within parameters to avoid vibration t. fluid transients 
M 1 LL 8 .L M Tennessao Valley Authority 03 / 02/19 O'REILLY. JP 
Region a. UffVte of Director app 12190 219 24 X 

Fiche 30 - 000 . 82 / 02 / 17 . 9203000329 


8203080469 F I oa 1 defit-lency rept re fillet ueld mtsspec for sYevti 1 ik 
join t s. 1 nl t la 1 1 y reported 001208 None onform InQ uelds 
redesigned to cooforin to AiSC 6 AW 9 requlretbents Orauilng 
revised tt reissued 

mills. L M Tennessee Valley Authority. 02 / 02/17 O'REILLY* Jf 
Region 2 . Office of Director 3 pp 12197 236 24 K 

Fiche 90 - 000 . 82 / 03 / 19 * 0203080469 . 


9203160229 Buppl deficiency rept re high pressure care spray coaro^f-l 
ulring d i sc repanc 1 es Util unable to complete corrective 
actions by 020209 as cow-xittsd In 011116 Itr Oraulngs 
require vendor revisions Orawknge expected by 820009 
MILL 3 .L M Tennessee Valley Authority 02 / 02/39 D'REILLV. JP 
Region 2 . Office of Director ip 12334 100 34 X 

Fvche 90 - 000 . 02 / 02 / 33.8203100223 


A App I tea 1 1 oo/q ens t rue t ion stage documents & correspondence 


82031104^0 Ack receipt of 020204 Itr ;j/Revtslon 2 of geologic 
foufidatloh rapt, fault descriptions for plant Licensing 
review suspended due to const deferral 

SCMt-EfJCER. A Licei'SLog Oranch 2 02 / 02/26 MILLS. L M Tennessee 

Valley Aythcru^ 2 pp 13551 262 24 X Fiche 90 - 993 . 82 / 02 / 26 . 

02091 10430 


0 <_O 3 itOOOl Cenertc Ltr 82-04 to all licensees of operating plants, 
applicants for cl t rtolders of CR re use of INPQ SEE-IN 

ptogr 

EtSfhHUT. D U Division Of Licensing 82/03/07 HAUSPURO. A 
Consolidated Edison Co of Ne j York 2pp 12391 031 24X 

Fiche 90-000. 02/03/09. e«.03l lOOOl 


6 e 03 lQ 0397 Final deficiency rept re failure to hydrotast oachfhlcal 
penetration a ssenbi 1 es. or t g Inal ly reported on 010914 . STRIDE 
Spec 400-09 revised Also reported per Part 21 . 

MILLS, L M Tennessee Valley Authority 02 / 02/29 O'REILLY. JP 
Region 2 . Office of Director 3 pp 12334 231 24 K 

Fiche 30 - 000 . 92 / 02 / 29 . 0203100297 


8203 C 80466 final deficiency rept for Sequoyah & Walts 0 ar re 
inconsistent establishment of Insp program. Initially 
reported 010324 Util evaluating appropriate corrective 
actions 

MILLS. L M Tennessee Valley Authority. 02/02/36 O'RElttV.J 
fl.glon 3 . Offico of Director 4 pp 13157 : 23*7 34 * 

Fiche aO-COO, 83/03/36,8203000466 


8303180311 Third Interlri deficiency rept re engine. ring df.lflD 
training program initially reported on 010720 . Court# 
detc T I pt lont conttnu. to be developed Next rept expected bg 
820437 p 

TULLS. L M Tennetseo Vallsq Authority 82 / 02/26 O'REILLV'J 
Region 3 . Office of Director. 2 pp 12334:016 34 * 

Fiche 50-000.83/03/36.8303180211 



B3031B0t8G Ftr»t interl'n d»Ftclonc>| rerpt rc revleu of proc ourpnont 
Gp*C« for OC requlro-nentt. int tidily reported on BSOt^O OA 
brancP turrently Invest 1 got IPli defkilentg tP determine 
corrective action Ne<t rept erpected by U301i3i 

MILL8.L.M Tennessee Volley Authority 02/0.V01 Q'nElLLV. J(' 
AegioO 3. Office of Director 2pp 13333 300 34X 

Ft Che 30-000. 03/03/01 ■ 03031 no I on 


0303180396 First Inter in deficiency rapt re regional Ouallly 
Engineering Branch insp ofc lack of manpouer 6 resources 
Inttlatly reported 030130 Addl training given to Inspectois 
Add] info eepected on or befpro 030931 

MILLS. L M Tennessee Valley Authority 03/03/01 O'lJElLLV. .1 F' 
Region 3. Office of Director 2pp 13330 046 34X 

FI the 30-000.03/03/01.0303100396 


0203180303 Ftrst Interim deficiency rept re check valve leak In air 
start sys of standing diesel genera t ors. 1 n 1 1 1 a 1 1 y reported 
O'n OSOSOV Problem under Investigation by vendor Nett rept 
expected by 030930 Also reported per Part 31 

MILLS. L M Tennessee Valley Authority 03/03/03 O'ftEILLV. 3 r> 
Region 3. Office of Director 3pp 13330 094 34X 

FI cfie 90-000. 03/03/03. 0303100303 


0303170387 Fourth Interim deficiency rept re OE support of 
10CFR90 39(e>. Initially reported 010810 Util aualtlng addl 
clarification fron KRC Neit rept expected by 030930 
MlLLB.L M Tennessee Valley Authority 03/03/09 O REILLV. .1 P 
Region 2. Office of Director Ip 13319 300 34X 

FI Che: 90-000. 83/03/09. 0303170387 


0303390349 Advisee that II9R board notification policy set forth in NR 
Ofc Lcr 19 Policy followed so Chat Board Notification 
03-OB not provided to Linerici ASLfi 

BCHvlENCER.A Licensing Branch 3. 83/03/36 I.EUtS. 0 H Hearing 

□ ranch 4 I? 1.74;)/ 330 34* Fit he SO-000. 83/03/36. 0303390349 


■030^010387 Board Notification 63-CO forwarding info re errors in llW 
vessel water level indication 

TECEUCO. R I. Assistant Director for Licensing 03/03/00 
Atomic Bafetg and Licensing Board Panel 30pp 1243/337 34X 

Fit ho 90-0(10.03/0-1/36. 0303390349 


OnCKET STN-50-966 VfcLLOil CRtCO NUCLEAR PLANT. UNIT I 


A App I I c at I on/ c one true 1 1 on stage documents & correspondence 


0303000163 Informs of charigas re slowdown In const activities Busing ■ 
employees no longer justifiable due to lower employment 
levels 6 const schedule changes Waterfowl wetlands wildlife 
monitoring results show const has not affec ted uilldllfe 
nlLLO.L n Tennessee Valley Authority 83/03/03 OENTCN. H R 
Office of flat tear Reactor Regulation. Olrot tor 3pp V3193 11'/ 

34* Fit he 90-966. 83/03/03. 0303000163 


0303110001 Oeneric Lti 03-04 to all licensees of operating plants, 
applicants For CL holders of CP re use of INPO SEE'IN 
program 

EISEMiUT.DO Division of Licensing 03/03/09 HAUSPURO. A 
Consolidated Edison Co of New York 2pp 13391 031 SAX 
Fichc 90-0C0. 83/03/09. D303I 1000 1 


DOCKET BTN- 90-996 BLACK FOX STATION. U.NIT I 

A 1 1C a 1 1 on/ c ons tr uc t Ion stage documents 6 correspondence 


0303-010001 Addl response to FOIA request for 30 categories of documents 
re NUREO-0660. "NRC Action Plan " Forwards documonts listed 
In Apps A.O.C 6 O Info partially withheld (ref FOIA 
Ex enipt Ion 9> 

FELTON. U M Division of Rules and Records 01/00/04 MAOPEN. I .1 

Kay a. 8c6o ler. Fleraian. Kays 6 Handler 9pp 13790 006 34X 

FIcha 90-996. 01/00/04,0303010001 


8303170511 Updates response to Oeneric Ltr 03-01. new license 
app I Ic a 1 1 one survey One application submittal re Drowns 
Ferry spent fuel storage ioronstratlpn. Involving dry storage 
of spent fuel In two casks scheduled 

KILLO. L M Tennessee Valley Authority 03/03/09 TEOE&CO. R I 
Assistant Director for Licensing Ip 13330 390 24X 

FlchO 90-000. 03/03/09, 83031 7091 I 


Inspection reports. IC Bulletins 6 correspondence 


0303110001 Generic Ltr 03-04 to all licensees of operating plants, 
applicants for CIL I* holders of CP re use of INPO QEE-IN 
peograr> 

CtSEMHUT.O 0 Otvlsion of Llcsnstng. 82/03/09. HAUSPURO. A 
Consolidated Edison Co of New York 2pp 13391 031 34X 

riche 90-000.83/03/09,8303110001 


0303080349 Forwards IE Info Notice 83-01 . ffov i s 1 on 1. “Auxiliary 
Feedwater Pu.-ip Locknut Resulting From. Uestinghouse M-3 
Switch Circuit Mod " No response required 

O-RElLl.V. J F> Region 3. Office of Director 83/03/36 uiiRItt.n (■ 
Florida Power L Light Co App 13158 103 34K 

FlchO 90-000. 03/03/26.0303090349 


0303390349 Advises that NRR beard notification pollcg eet forth In NRR 
Oft Ltr 19. Policy followed so that Board Notification 
€2-08 not provided to Limerick A8L0. 

8CMHENCER.A Llcanstng Branch 2 83/03/26 LEUtS. 8 II Hearing 

Branch 4 Ip 13437 230 34X Flche 90-000, 03/03/36. 8303390349 


— 0303010387 Board Notification 83-00: forward ing Info re errors In UUR 
vessel water level indication 

lEOESCO.n U Assistant Director for Licensing 02/03/08 
Atomic Safety and Licensing Board Panel 28pp. 12437 337 34X 

Flche 90-000. 83/03/36. 8303390349 


0203170441 Forwards IC Info Notice 83-03. "Environ Tests of Electrlce 
Terailnal Blocks “ 

□ 'REIULV, v>. P Region 3. Office of Director 03/03/04 umRIO.R I 
Florida Power 6 Light Co 4;p 13:119 309 34X 

FlchO 90-000.83/03/04.030317044 1 


8303170519 Forwards IE Info Notice 82-04, "Potential Deficiency of 
Certain AOAGfAT £-7000 Series Time-Delays.** 6 IE Info 
Notice 83-09. “Increasing Frequency of Drug-Rolated 
Incidents " 

0-RElLLV.JP Region 2. Office of Director 83/03/10 UilRIO.R L 
Florida Power t. Light Co App 13331 306 34X 

Flche 90-000.83/03/10.0303170919 


O. Reportable occurrences. lERs 6 related correspondence 


0303170933 FNO- 11-83-029 on 020304. TVA board of dlractors voted to 
defor const Indsflnltely Board authorlied util staff to 
analyte feeslblllty of converting units to coal-flred 
plants 

CANTRELL. F B Region 3- Office of Director 03/03/04 Ip 
13321 146. 34X Flche 30-000. 02/03/04. 83031 70339 


DOCKET 8rN-90-937 BLACK FOX STATION, UNIT 3 


A App 1 1 c atlon/construc 1 1 on stage documents L correspondence 


8303290401 Forwards IE Info Notice 02-06. “Failure of Steam Generator 
Primary Side Manway Closure fltuds. “ No written response 
requested 

O'RElLLV. JP Region 3. Office of Director 03/03/12 UllflIO.R E 
Florida Power 6 Light Co 9pp. 12409 186 24X 

Flche 90 - 000. 83 /03/I2.020 3390401 


0200260250 Forwards IE Info tfoVlcs 83-07. "Inadequate Security 
Screening Programs “ 

O'REILLY. J.P Region 2. Office of Director 02/03/16 (JKRIO.R f 
Florida Power 6 Light Co 4pp 13434 107. 34X 

Flche 90-000. 03/03/16- 0303360290 


8203010001 Addl response to FOIA request for 30 categories of documents 
r* NUflC0-O6t>0, "HRC Action Plan “ Foruords documents listed 
In Apps A.B.C t, 0 Info partially withheld (ref FOIA 
Exempt ten 3). 

FELTON. U. n Division of Rules end Records 01/00/04 MADDEN. 1 J 

Hay a. Be holer, FI trmen. Hey s t. Handler. 9pp 13790:006 24X 

Flche: 30-997. 81/08/04.0203010001 


8203110001 Oeneric Ltr 82-04 to ell Itcensees of operetlng plants, 
applicants for OL t. holders of CP re use of INPO SEE-IN 
program. 

EIBENhuI.D 0. Division of Licensing. 82/03/09. HAUSPURO. A 
Consolidated Edison Co Qf New York. 2pp 13391:031 24X 

Flche. 90-000. 82/03/09. 83031 10001 


8 Rsportablo occurrences. LERs b related correspondence 


8203080092 Third interim rept re tornado depr essur 1 latlon design 
def I c 1 enc 1 os. in] t lal ly reported 810403 Ventilation Opening 
added in exterior door of each stairwell Stairwell doors to 
main bldg will be pressure doors Next rept by 621030 
MILLS. L M Tennessee Valley Authority 02/01/23 O-REILLT, J K. 
Region 2. Atlanta. Office of tho Director <81/03/011 2pp. 

13194 096 34X Flche 50-966,83/01/33.8303000092 


422 


DOCKETED HEIVIS 


(;“0 (C8C^D3 F 1 1 1 ^ I' t^rin d e f t : I i| t-dpt »e dpfecttve .«lds dl scovei it 
di*f Juive ^ OdC tW&O • 

rppj'tde C" aiO:<-0 flood "- 1 c irp I > ; at » ons of %iiur< 8 i»tp 
b88a«(Jc«fi U1 1 4 br o^aii*atod Ne i t ^opt oioocted P<j ^ 

•ULL'i. . P< »*i-«*8»a«> Vallon Ai.t>-Iir 1 1<» 83/03/10 Q'FEt'-LV. j »■• 

'J» 3 :or> 3- Offji* of Olfditor Spp 131£d> 3b0 SOX 
fis.-e SO-Sbt. e3/C?/I‘J. 1330306058 3 


030003C335 firit lotort- od*'i(t«ptt, Topt ro rooolution of unart ii i patid 
xioraccri, loaci'-o cunceint initially rrportoc on 011330 
f'rc^ra^ uiM to /8tfl%dJ to enpure trot piping agt oporoto 
»i;rip po-a-et«i4 in avc i d vioration L fluid tranglcriti 
•■•ILL51- M lonop^aoe Vo;i?g Aatnorit, BS^OS/if 0 (lElLl V. .J P 
Pd^lon 3. jrf|c8 of llirpitor 3pp 13158 3JV 34X 
fine 50-roa 03/03/I9 0303060335 


53030603/0 bltl^ lutpridi JrFictencg rrpt T« OA Audit ncO-7 
Opruiencip* 3.3 5 r. l4. : nitlollg rdpnrtad 0C0933 
Dd f I «. » drt 1 81 »t|ll noinp rtvipudJ »»«it r«pi to te eub~itt«<: 
ig 630/34 

“ItLS.L M farndtaoe I'allvg AatnoTily 83/C3/33 O'REIiLV. .J P 
Rppian 3. Tiff ltd cf ‘.jiTettor Ip 1315A i 70 34X 

ricte 5C 3t& 83 '03/33. e333,oe036a 


Or^JOaOttb Final ddficipnc., rept For Guquogah t. laatts Oar re 
irconi»tert tap I i al-mr ■> t cf i n«p progra*. Initiattg 
reported Q10I34 till*. e^al4.a*.ing appropriate corrective 
a: t icr. > 

ItLi.S. U M r^„,,d8iee Valley Auction tg 02/03/36 0‘REIlt.Y. v) P 
Fogion 3. Cffice of Oimtct 4pp 13157 339 aox 
nc/e >0-000. B3/03/3/. 0303060466 


0303180311 Ihirj interi- aefiiienc, repc re rngineerinj dailpn 'JA 
t-alnirig orepra- iritiallg reported on 810730 Cauree 
dpecripticne rur.tinue to oe developed Mart rept erpected tg 
030437 

Pi:.u6.L n Teroeetee valley Ajtnonty 63/02/26 O'flEIULV. J I'. 
Region 3. C#*i.-e ol Clrecmr 2pp 13354 016 34« 

ritlr 50-005. 03/03- 3t, il33.lie03i i 


0303100186 I irei liiteri-. dofjrie'icg rape re revlec/ of proi eureatent 
Ep e c e for flc r egu i r enor t s . iritialty reported on 630130 flA 
branct cuire-’tly i n v e at • g a t ion de*»rienc, to deternine 
cpirectlvf action Noil rept erpectoP 5g 830521 

MILLS. L h Tenneaaee valley Authority B2/03/01 O'REILLY. . I P 
Region 3. Office of Mrector 3pp 13335 3Cn 34X 
fICM 53-050 Q2 <03/01 . 9305105109 


830516037G Final leficiencg rept re Fillet ueld ' i e ipec . ini 1 1 el Ig 
reperted 001210 Ooneral rciet epee G-29C revleed to clarify 
caret r equ i r emen t i fur eicued l-jainti Info eaphseiiing 
AtSC/AUS reqc I r er.en t e lei I I ae iiioed oy 830401 

mULG. L M rertieetoe •/alley Authority 03/03/01 O'HEIlLV, j !■ 
Region 3. Office of Otrector 3pp 13350 Cti9 34X 
riche 50-5tt. H2'0J.'0I. 3.503160370 


O3L13IG0396 Flrjt Interim deficiency rept re regional Ouality 
Engineering Oranrn inep ofe lacl oF rianpci-.4..e r It reeourcee 
Initially reported G30130 Add 1 trairlr-g given to Inipectori 
Add! InFa etpected on or before 030331 

.IIllS.L M Tenneeeee Valley Authority (13/03/01 O'REILLY, j p 
Region 3. Office Of Director 3pp 13330 046 34X 

F I rhe 50-0C0. 03/03/01. 8333100396 


13203195302 Firit IriteriT. deficiency rept re c hec i valve leal In air 
etart tyt of Handing dieeel p ener a t or « . I ni 1 1 a 1 ig i eporced 
on 030209 Problpni under investigation by vendor Weit rept 
etpected by 630538 Also reported per Fart 31 

M-ILLS-L.. 14 teriTveyeee valte. Authority 32/03/03 0'REll.LY. .1 0. 
Hep ion 3- Office of Otrector 2pp 13330 054 347 

FI Che 50-000. 93/05/03.8303160203 


8305333518 Final deficiency rept re coiist OA program procedural cpntrol 
le f i c t enc 1 ee. initially reported 010731 Const engineering 
procedures prepared f. revised for c on F1 gur a C Ion control of 
dr a ul ngs. s i te -or ig Ina tad dreuiings & Field change requests 
mills. L h ler.oessee Ualleg Authoritg 03.'03/09 O'REILLV.dP 
•Region 3. flfflce of Director 3pp 153G5 104 34x 

Flc.'io 50-566. 63/03/09. 8205330310 


COCKET Srrj-30-567 YEI.UCW CREEK KuCLEAR PLANT. UNIT 3 


A App I I c at ion /f on strut 1 1 on stage docooients b correspondence 


8303060163 Informs of changes re sleudoun In const activities 3usli>p of 
emplogees no longer justifiable due to lo..er esip 1 oyment 
levels t const schedule changes Materfoml uetlands ludldlife 
monitOTioj results shou const has net aFPected ulldllfe 
•MILLS. I. 14 lenoessee Valley Authority 63/03/02 OE-MO-1. 11 II 
Cffice af fiuilear ftoac tor Pegulatinn. Olroctor 3pp 13153 I'v'T 
347 Fit he to- 566 . 03/03/03. 82035S0I63 


P.'Cdl l.'.OCl lieaeric Lt' 62-1)4 to all licensees of nperating plants, 
applicants for Ol f. r doers of CP re use o* INPU SEE- 111 
pf ugc a* 

ElbtVHJI.O 5 Dlvisiur. of Licensing 33/03/09 IIAU'JI’IIIIO. A 
cnnshl ica'.ed Elisor Co nf No a Vote 3pp 12231 011 24 7 

Fsthe ?.<J-'yOO. 63/03/C9. 02--,3l 10051 


alOlllOtt I '.plates response to Generic l.tr 03-01. iiea llconse 
applications su-vey Ore .spP 1 1 ra 1 1 on sut-slttal re Urouns 
Ferry Spent fuel storage jerens t rat i cn. invo 1 vlng dry storage 
nf spent fuel in two casis scheduled 

MILLS' L M Tennessee Valley Anther ity 03/03/09 TEOLBClJ. R I 
Assistant Director fur Licensing Ip 12130 290 347 

Fiche 50-000. R3'05/09. 83031 7C5I I 


0 Inspecttsn rep.irts IE Oulletins *. c or rosf ondant e 


□50350C.549 Fo'uards IE Info Notice 83-01 . Ilev i « 1 on 1. "AuilMaiy 
Feedjater Pu.-.p LJClout Resulting Fior. Mes 1 1 nghous o W-D 
SwitC. Clrijit “3i ■■ Nu response required 

O'ftElll-S.j P le^icn 3. Office of Director 03/03/36 td <11 1 IP. f* I 
Flcrica "^q.er P. Light Co 4pp 12150 105 247 

Fiche 55-000. 03/03/36- 8353030349 


9303170441 ForuarPs IE Info Notice 02-03. ‘Environ Tests nf Clecsrliel 
Te'silnalEJIOihs'' 

out Illy J P B»gio-x 3. Offlte ol Director Q2/03/04 tiKHO.R 1 
Flori<la Power g Light C-j 4pp 13315 509 247 

fuse SC-rCO. 03/03/04.0353170441 


8305170519 FuruarPs IE Info Nottie 03-04. "Potential Defictancu 
Certain AOA'jfAf C-7005 Series T I sie-De I ays. ' L t£ Info 
Notice 63-C5 'Increasing Frequenry of Orug-RelaLed 
Inc 1 dents '■ 

O'flElLLY. J P Region 3. Office of Oirertor 02/03/10 UUNlCP.h I 
Florida Po'/er b Light Eo 4pp 13.131 306 347 

I icfe 3C-CC0 03 .'05/ 1 0.0303 1 7051 9 


83033bC'‘<'JI Ferjares IE Info Notice 03-06. 'Fa I lure of fltoas fleneraSos 
Prirary GiPe Manway Closu'-e Studs " No written response 
requfs teC 

0 IIEIULY. J P Region 3. Office of Oirectui 02/03/12 uilflltP.M f 
Florida Pc/er J, Light Co 3pp 1.7409 186 347 

Fiche 50-050.83.05/13.8303250401 


0203360350 Foruares IE l<ifo Notice 03-57. • I nadeqiia t e llecurlVy 

Screening Progra'ns 

O'REILLY. J P Regien 3. Office of Director 82/03/16 uMlll8.il E 
Florida Pcw*r L Light Co 4pp 13424 107 34* 

flCie 50 050. 03/03/16. 0305260250 


S Reportable occurrences. lERs L related correspondence 


82030S0093 Third interin rept re tornado dapr essur 1 lat 1 on design 
deficiencies. Initially reported 610403 Ventilation opening 
added in eiterior denr of each stairwell Stairwell doors to 
rain bldg will be pressure Coors Neit rept by B31030 
NILLS'L Id Tennessee valley Aut.sority 63/01/33 O'REItLY. J 1' 
Region 3. Atlanta. Office of the Director (81/03/011 3pp. 

I3IS4 096 247 Fitfe 30 • 566. 03/01 /33. 8303080093 


0303000533 Fifth interim deficiency rept re defective welds dlscovtrei 
during visual insps tetween June L Dec 1980. initially 
reported on 010130 Generic Imp I I c at 1 ons of source Insp 
breakdown will be evaluated Neit rept erpected by 830437 
MILLS. I M Tennessee Valley Authority 03/03/10 O REILLY. .7 I’ 

?• Office of Oirocto^ ?6U 2AX 

Tiche ^0-366. B3/0:i/ 16. 8203060903 


8303080355 First interln deficiency rept re resolution of unahtHSb*' 
vibratory loading cone ern s. ml 1 1 a 1 1 y reported on B11338 
Ptogra** dJtll be devtftdd to ensure that piping operalt 

AfltSiTi para<retert lo 4vo&d vibration % (‘tuKl tran%lent% 

MJLtS.L M Teoneftsee Vallej Autrorlty 03/03/19. Q'PelLl-VA J P 
Peg*of« 2. Office of Director. 2pp l3l3G 219 24X 

flth® ^-CCO. 62/03/19. 830306023^ 


9303060266 Sl%ttv de f it. rapt re OA Audit M80-7 

Oeftct^ncie^ 3.3 3^ 14. initial reported 000933 
Deficiencies ^tlll being reviewed Nert rept to be itilxritted 
C(1 030634 

MILLS' t M Tenneftaee Valle^l Authority 02/03/33. O'WfltLV* J ^ 
Region 3, Office of Otroc tor Ip 12194 1 79 24x 

Fu*)e 90<>966f 82/02/33. e3030&026a 


8303000466 Final peficlencii rept for GeRuoijah I* Mattt D^r re 
tnconiMtent eet^b 1 Ishi^ent of msp programs tnitiatlg 
reported 810334 Util ovaluatlng appropriate cprractlva 
ac tlon% 

I1IUL6.L M Tennessee Valley Authprity 03/03/36 O'OEILUV. J P 
Region 3. office of Director. 4pp 13157 339 347 

Flcbe 50-000.03/03/36.0303030466 



DOCKETED ITEMS 


a?03l803ll T/iirJ intertn d?Ftci«ncij rept re enptneering d« 9 ig<> CIA 
training progran tnitielli^ reportm on U10730 Course 
tfeacrlptlons continue to Ce developed Neit rept eipectod bg 
820027 

MILLS. L M T»nne»tt®» Velle>| Authorltg 83/02/26 O’llEJLLV. J 1' 
Region S. oreice of Director Spp 13324 016 34X 

FlChP SO-OCO. 03/02/36. 0203 1002 1 1 


8303IB01Q8 Flret interln; deficiency rept re revleu of proc eurerient 
Space for QC requlre-rent e . l nl 1 1 a 1 ly reported on B20I30 0/^ 
branch currently Inveet I gat Ion deficiency to determine 
corrective action Ne*t rept eipected by 020921 

MILLS. L M Tenneetao Valley Authority 03/03/01 O'REILLV.3 1- 
Region 3. Office of Director 2pp 12333 300 24X 

ricne; 90-000. 02/03/01-0203100100 


8203180276 Final deficiency rept re fillet ueld mli&pec. Initially 
reported C01210 General conet epee G-2?C reviled to clarify 
cenet requlreeienti for ikeued T-jolnti Info emphai 1 1 Ing 
AI&C/AVC6 requirements uil] be iseueil by 020401. 

MILLS. L M Tenneieea Valley Authority 62/03/01 O'REILLY. . I l> 
Region 2. Office of Director 3pp 12330 OOR 24 X 

Flche 50-366.02/03/01.0203100270 


02033 1 0 1 0<> Envirnn L oneepuenc e 1 of Postulated Radionuclide Relra* 
From But 16 Old; at West jeffereon Site as Result of 
Severe Natural I’henoTeiia • 

JAMISON. JO WAlCCfie C Oattelle Merorial Institute. Columbut 
Labor atortes nil. •4C<V'I 02/03/20 60pp 12469 C03 


Docket 70-0029 rochneli. inieri.-ai icnal ccrp 


0203170223 Requests revision of Section 3 5 I 2 of physical proteiti 
plan re search procedures fur armed unifor-ned protective avc 
persunnel Metal detection capability state.sent should be 
revised to be consistent v,/Licoinse Condition V A 3 20 
Evans* t J Fuel Facility Safeguards Licencing Drancr 02/01/;*'/ 
RFMLrv.ll E Roci.s>ell International Corp Ip 12327 |34 


0203030934 Foruardc IE Safeguards Imp Reft /O-0025/02-0I on 0202)6- 
t- notice of violation Insp rept d« notice of violation 
u-lthtioJd Iref 10CFn3 790J 

IICR0£RHAL‘C . L R Division of Radlologirel Safety I. Oafeguarde 
Progrei'r 02/02/23 JU'JEB.R 0 Rockuell International Corp. L*pi- 
12099 164 


0203100396 First Interisi deficiency rept re regional duality 
Engineering Drench inep ofc lack of Aanpouer 6 resources. 
Initially reported 620120 AddI training gtven to inspectors 
AddI info eipected on or before 820921 

MILLS. L M Tennessee Valley Authority 02/03/01 O'REILLV. J 1* 
Region 2. Office of Director 2pp 12330 . 046 24X 

Flche 30-000. 02/03/01.0203180396 


6203100203 First interim deficiency rept re check valve lealt in air 
start sys of standing diesel gonorators. Inl t lal ly reported 
on 820209 Problem under Investigation by vendor Ne«t rept 
espetteo by (12092B Also reported per Part 31 

MILLS. L.M Tennassap Valley Authority 02/03/03. O'REILLY. J 1* 
Region 3. Office of Director 2pp 12330 094 24X 

Flche 90-000.02/03/03.0203180202 


8303230310 Final deficiency rapt re const OA program procedural control 
def 1C 1 enc lee. In 1 1 la 1 ly reported 010731. Const engineering 
procedures prepared 8. revised for configuration control of 
drawings, site-originated drawings l> field change requests. 
mills. UM Tennessee Valley Authority 02/03/09 O'REILLV. Ji* 
Region 3. Office of Director 3pp 13309 104 24X 

Flche 90-966.02/03/09.0303230318 


0CCKF.T BrN-30-999 CARROLL FACILITY I 


0203230060 Advises that no addl fee for safeguards Amend MPD-1 uf 
License SN.M-21 required A.- cunt subeitted was rai 

MILLER. R 0 l icense f ee Maragenent Oranch R2/03/I1 REM'-EY.M L 
Rockwell Internati anal Corp Ip 12392 326 


02032.30541 Ac k receipt of 02031 1 1 tr infornlng NRC of steps taken tn 

correct violations noted In 820223 notice of violation 
I.OnOERMAuS. 1. R Division of Radiological Dafaty 6 Safeguards 
Program. 82/03/10. HEMwtV.M t Rnckaell International Corp Ip 
I2J02 099 


DOCKET 70-0027 BAOCOCK «. WILCOX CO 


0203110019 Rei|uests addi info re request for split physical Inventor 
Info necessary before det er.si na t i on made 

ERICKSON. R A Material Control 1. Accountability Development liraoi 
61/11/06 CONDANI.R A Babcock L ullcoi Cu Ip 12226 191 


03O31OO4Q7 Grants 010900 request for e>eirption from 10CFH70 97(b) 10) 
for element sec t ions, samp 1 e s 6 mu ta I I urg 1 ca I mounts 
Safeguards Amend MPP-) to License SMM-43 revised permittino 
use of Section 4 9 of fundarental nuclear mail control plan 
ERICKSCIN.R A Material Control Licensing Oranch 01/11/13 
COnOANI.R A Babcock 8. Ml lea > Co 4pp |221/ 126 


A App 1 1 c a t ion/ cons t rue 1 1 on stage documents 8. c orresp ondanc a 


8303110001 Generic Ltr 82-04 to all licensees of operatlsig plants, 
applicants for OL 1. holders Of CP re uso of ItlPO 8EE-1H 


prograst. 

EtSENHDT.OO Division of Licensing 82/03/09 HAUSPuRD- A 
Consolldatsd Edison Co of New Yorl ROOT. L D Iowa Electric Light 
b Power Co FINFROCK. I R Jersey Central Power 8. Light Co. 2pp 
I3291;'0'3t. 24X Flche 90-000. 82/03/09.8203110001 


DOCKET 8TN- 90-600 CARROLL FACILITY II 


0203100519 Mithdrauis License Conditions 6.2 8. 6 4 from Safeguards 
A.siend MPP-I to License SNM-42. e f f ec 1 4 ve iim-ied 1 at e 1 y 
ERICKSON. fl A Material Control Licensing Branch 01/12/04 
CQROANt.R A Babcock b UtUot Co Ig 12217 130 


0203110031 Responds to 011023 Hr to 0 Welse re interpretation of 
10CFR70 32Cc) Change original submittal sliould have had 
supplemental data to demonstrate nonrepresentative aspects 
between process ratls for lOCFR 70. 32< c > consideration 
ERICKSON- R A Material Control 8. Ac c ountab 1 1 1 ty Development iJraiic 
01/12/10 COROANl.R A Babcock t, Ml Uoi Co Ip 12226 190 


A AppIKatton/constructlon stage documents b correspondence 


8203110001 Generic Ltr 62-04 to all licensees Of operating plantf. 
applicants for OL 8. holders of CP re use of INPO 8CE-tN 
program 

EIBENHUT.OO Division of Licensing 83/03/09 HAUSPORIT. A 
Consolidated Edison Co of New York. ROOT. L 0 loua Electric Light 
b Power Co. FINFROCK. t.R Jersey Central Power t. Light Co. t.*p|i 
12291:031 24X F I che 90-000. 02/03/09. 82031 10001 


0303110133 Advises that Safeguards Amend hPP- 1 to License 8NM-442 Is 
revised to Incorporate 7 day delay in starting physical 
Inventory for Nov-Oec 1981 matl balance period 

ERICKSON.R A Material Control 8. Ac ( ountab 1 1 1 ty OevelopireAt Braiic 
01/12/14 COROANl.R A Babcock S< Ullcoi Co Ip 12290 316 


B2031I09I6 Advises Chat correction of Inventory differtness should 
receive priority UNM should be converted to more stable 
form before returning rati to 8CE 

ERICKSQN.R A Material Control Licensing Oranch. 01/12/31 
COROAMl.R A. Babcock L Uilcos Ca Ip 12391 291 


DOMESTIC LICENSINQ OP SPECIAL NUCLEAR MATERIAL 

OOCVkET 7O-OQ0B BAT TELLE CQHJWDUS LABQRA TORIES 


0203310101 Forwards final Increment analyels re environ consequences of 
postulated radionuclide releeses from Uett Jefferson site. 

Version endorsed by NRC 

ROOBEiL.C. Advanced Fuel b Spent Fuel Licensing Branch 82/03/23 
TOY. A u. Bet telle Memorial Institute. Columbus Laboretories ip 
13463 001 


— 0203310103 Rs commends endorsement of end rept. "Envlrcin Conssqusniet 
of Postulated Radionuclide Releases From OMt JN-I& Bldg at 
Rest Jefferson 9tt« as Rtsult of Severe Natural Phenomena. “ 
es basis for succeeding Increments of anetgsls. 

AYERiJ E.. aURKHAROT.U Advanced Fuel & Spent Fuol Licensing 
Brench. 02/03/33. ROUSE. L C. Advanced Fuel b Spent FuSl 
LUsnsln; Branch. Ip 13469:002. 


8203160963 Advises that revised pages re organ I lat I onal b 
admin I s trat 1 va changes to fundamental matl control plan 
are acceptable Oefeguards Amend MPP-I to License ShM-42 
revised 

EVA.NS. L J Fuel Facility Safeguards Ltcanslng Branch. 62/01/13. 
COROANl.R A Babcock b Ullcor Co 2pp 12311 391 


6203030400 Forwards IE Safeguards Insp Rept 70-0027/02-02 on 020123 
No none amp 1 1 anc e noted 

QIBSON. A F Region 2. Office of Otrector 82/02/18 ECKERT. J.P 
Babcock <• Ullcor Co 2pp 12093 003 


— 0203030405 IE safeguards Insp Rept 70-0027/82-02 on 820123-29 No 
none omp 1 lane r notod. Major areas Inspected internal controls. 
Details withheld fref I0CFR2 790) 

TOOD. 0 A . LANKFORD. J B . MCALPINE, E J Region 2. Office of 
Director 82/02/10 Ip 12099 099 


NO hort cna 1 iONc<’ notoo 

CIOSC’I A r nivl«ien of CfigtA* o*" ir? S< Teconicol Pro$ro.i)s. 03/03/10 
CCftf'T- < f’ Bdtcock f, WllcoJ Co ?t>p. 13347 133 


-0303193316 :F- Sofeguo-a* In4p fiopt 70-0027/ G3-03 no 820300-13 N# 
ron< utrp I tdP ( p Noted “3n,r dr e as inspected invrntorti 
difference ^ aseor idtcl lixilt of error Oetaits ulthheld 
iref tOCffi3 7901 

J'Jl.tS.l) U . RICMAHO®. Cl L . tt.r . c j Oivislcn of engineer ing 

lecrnicdl Proirens i3?/03/08 Ip 1S347; 136 


020336016/ Act receipt of 020303 I tr inforNlng KOC of stepe talon to 
ccrrect violation ii.ited in IF trisp Rept 70-0037/82-01 
C.bHth 6 KI..l A OlvIsiuK of engineering !> Tecfinical Programs 
82/03/ lb Ef.Af.RT.J f Bastocs t. Ullcoj Ct \p 13414 123 


- -n20326Olfi0 Mespunds to l/RC P30203 Itr re vtolatlpng noted In IE. trinp 
Rept /0-003 7/02-01 Corrective act Iona aolvble U drlnala^its 
progra- ecdifiL-d t-ltensee does not concur u/lvHC position r« 
u.eell 4 urire san'p'es & reguests v: i thdrosia t of violation 
F.CV.Em.JP. Uatccik ft Vtllcoi Cu Bn/03/03. m.0Y11K9Vll . «>. A 
Division •>! Erg inse r leg t. Technical Programs 4pp 13414 l.'M 

--8303233165 Discusses It tnsp Rept 70 - 0027 / 03-01 on 620111-15 Urlnalgslt 
proiram under revleiu te deterihlne If epforronent action 
vierranted 

O Rtll.l-V.J P Region 2 . Atlanta* Office of the Director 
<ai/(> 3 / 0 ti 82 / 01/20 ECKERT, j P OaheocI i> t-'llcoi Co 2 |>p 

12414 128 


- -C'2032 33I69 Fnriuards IL Insp Rept 7O-OO3//02-O1 on 030711-13 4 notice of 
V 10 1 at inn 

0LSHlN6Kl..> A Division of E nginee r leip 4 Technical Programs 
B2/02/03 ECKERT, j P OaPcorl 4 «ilcO« Co 2pp 13414 130 


02032S'0l/3 Notice of violation fro-* i nsp on 020111-15. 

• Division of Engiree-ing 4 Technical Programs 02/02/02 2pp 
12414 132 


--6203250176 If Insp Rept 70 - 0027 / 92-01 on R20tll-15 Monc emp 1 lane d noted 
inalegoate s<ji veg 4 tael of special urtnal<|sfs grograin to 
tfeter/'ine representatives of fised air sanplers 

URAv. J R . OARR. h P Division of Engineering 4 Technical Programs 
83/02/03 7pp 12114 134 


0203290557 Ac li receipt of 020226 1 Ir infor.rlng NRC of Steps taten to 
correct violntloos noted to IF. tnsp Rept 70-0037/81-31. 

CIBSOM. A I Division of Engineering tt Technical Prograr-s 93/(73/16 

ECKERT. d P Oabcoct 4 t/llcpi Co Ip 13439 171 


--0203290965 Responds to N.9C 820301 Itr re violations noted In IF insp 
Rept 70-0027/81-31 Corrective actions checis to vrrlfg that 
eipeclep ftoie rate throsigN %g s ts actvjaltg ncctisririg hevs 
been Inrreased to tietce dallg 

ECKERT, j P QatcucI 4 Dilcor Co 02/02/26 Ci093N. A f. Dtvielon 

of Engineering 4 Technical Programs 3?p 12439 172 


DOCKET 7(7-0033 TEXAS 16STBUf-EtnS, INC 


8303190402 Grants re( 1 uast for exarption from lCCrR70 re natl contra] 

4 accounting for more than one effective kg SNM License 
Condition 2 I added to tiatls Plant Protection A-snd PPP-l 
of License &IJH-23 reflecting esomption. 

m/RREtT.H.F Division of Bafegoarde 81/11/02 SHERMAN, F L leirii. 
Instruments. Inc 2pp 13372 tCU 


B203050409 Foridards IE InsF Rept 70-0033/81-11 on 811223-33 No 
none Q/hp 1 lane e noted 

MARTIN, I T Division of Engineering 4 Technical Programs 82/02/16 
GOEIT.i/ k Teias Instruments. Inc 2pp 12126 361 


— 8203050411 tC Insp Rept 70-0033/81-11 on 81 1222-23 No noncomp 1 1 onr e 
noted Ma|ar areas t nsp ec ted ' mat I control 4 accounting. 
phgslcal i o ventor g. records 6 repts t, revleiv of radiation 
safets control procedures & practices 

CLEMCNS- P . Knapp. P j Division of Engineering 4 Technical 
Progra-is 82/02/(79 4pp 12137; ODl 


COC/ET 70-00.16 COMBUST tCN FNO INEER INO. INC 


0203040339 Regjests pagnent of fee for application for estantlO'l cf 
tine to co-iplg u/Cor-ni ss I on 810311 order to nodlfg license 
to include radiological contingeneg plan 

Mtl.LER.ua license Fee .Manage-rent Branch 82/02/19 £81(0 ( OCl. I* I 

Ccrbustlon Engineering. Inc Ip 12130 012 


8303250452 Forwards IE Insp Rept 70-0036/02-01 on 820216-19 No 
nonce*? I lane e noted 

R3Y. 0 U Division of Engineering 4 Technical Programs 02/03/10 
t ICHTEIlBEROER Coirbustlon Engineering. Inc 2pp. 12411 374 


--820323D460 IE Insp Rept 70-0036/82-01 on 820316-19 No noncomp 1 ia->te 
noted 1*0 j or areas inspected radiation pro t ec 1 1 on. radi/ai to 
r-g t. c ri t lea 1 saf etg. fac 1 1 1 t<j c hange s. aud I ts. tr a mtng 4 
e-ergencg planning 

PECK. C C . CRECER. L R Division of Engineering t Technical 
Pregrams 82/03/09 7pp i24il 276 


G«03230705 Discusses IE Bafeguards Insp Rept 70-0036/RJ -02 cond-cltd 
during Ju! I9QI No none or p I lane e noted Major areas 
inspected statistical verification of G*f1 inventorg 
63REL1U8.C £ Division of Engineering 4 Technical Inspection 
82/03/16 LtCxlEABERCER Combustion Engineering. Inc 2pp 
13335 102 


CCCkET 70-0064 STANFCRD l/NIV 


0203230187 IE Insp Findings 4 Licensee Act dtd 1)20129 of Llcsnto 
SNM-56 fnsp findings no noncomp 1 lane e noted 

* Region 5. Office of Director 82/01/29 Ip 12303 001 


COCkET 70-0135 OAOCQCK 4 UIlCOx CO 


8203110530 For-rards revised Beettons I 0 through 8 O of safeguards 
An.end HPP-i to License SNM-149 Revisions incorporate txesi 4 
revised license conditions 4 ulthdraui obsolete conditions 
ERICKSON. R A material Control 4 Ac c ountab 1 1 1 tg Cevelop—ent Dreocb 
81/11/20 AU 6 TIN.M A Babcock 4 llilcoi Co 6 pp 1S251 166 


8203110452 Revises License Condition 21 I to Amend MPP-l of Lltentt 
EHM-0145. effective icmed v aLelg, due to errors in Q11I20 
revision 

EVANS. L J Division of Safsguords 82/01/11 AUSTIN, H A Uabctll 
4 Wilcoi Co 3 pp 12229 070 


8203300263 Advises that revisions to fundamental nuclear aeti contecl 
plan TO addi storage areas for \> hstafVourids cgltndsrs are 
acceptable License Condition 3 1 1 of Safeguards Amend HPP-I 
of License 6NM-I49 revised 

FVANS. 1. J Fuel Facllltg Befeguardt Licensing Branch 62/01 /22 
AUSTIN. HA Babcock 4 Ullcoi Co 3pp 13461 'J2V 


Q203220591 Orants request for 7-deg eitenslon to reconclla 1o« 
enriched phgslcal Inventorg started BII230 Safeguards 
A-nend MPP-l of License 5NM-143 revised 

EVANS. L J Fuel Factittg Safeguards Licensing Branch B2/0l/i.’0 
AU3TIN.M A Babcock 4 UiUoi Co Ip 12374 317 


8203D10301 Foruards request for addl info re radiological 
contingepcg plan Response bg 920306 requested 

PAGE. R 0 Uranium Aecoverg Licensing Branch 83/02/09 AUSTIN.M ( 
Babcock 4 Utlcoi Co 4pg 12076 310 


0303330369 Advises that Region 1 concurs in dlepoeal of nuclear Mat! 
control 4 accounting records for enriched U 4 Pu operations 
prior to CV77 

martin. T T Division of Engineering 4 Technical Programs. B2/03/I 
CARLSON, R V Oaheotk 4 Wilcox Co Ip 13370 396 

* -6203230294 Concurs w/Regloh 1 re disposal of nuclear matl control 4 
accounting records Record contents summarlied In NRC task 
force rept 

COOS.L I Division of Fuel Facllitiee. Materials 4 SaPailuards 
82/02/25 martin. T T Otvtston of Engineering 4 TechftlC*! 
programs Ip 12370 297 


--□203290560 Foruerds IE Insp Rept 70-0027/01-21 on 811314-18 4 notice ef 
violalion Uithheld irpf V0CFfl2 7931. 

OIBGON.a F Division of Engineering 4 Technical Programs 
82/02/01 ECkERT.U P Babcock & Wilcos Co 2pp. 12439 1 7b 


•-3203330398 Concurs j>/Btrlri in dlspoeol of nucloar rtotl control b 
•ctountloQ records tor peTiodt prior to CVJf 
BUIrNCTT. n F. Office of luucloor liatsrlol nofety (■ 

Saf pguar Di rpc tor 03/02/33 MARTIN. T T Oivltion of Errt gpnry 
Proper adrips t b Operational Support tp 13.370 390 


--8303S303O3 Requests tC concurrence re disposal of DbU nuclear rati 
control (< accounting records for enriched U b f’u operations 
for periods prior to CY77 

riARTiri. T T Division of Engineering b fechnlcat f’rograeis 
82/05/17 CODS. L I Division of Fuel Facilities. Materials b 
Safeguards tp 13376 399 


cacner 70-0139 o e makepeace co 


0303190189 Responds to FOIA reguest for documents sub j to prior regiiest 
for records re OE Melepeace Olv of Engelhard induotrles. 

AttleborOtHA Foruards listed docunefkts Request for foe 
teal ver denied. 

FCuTON.d M Division of Rules and Records 01/11/33 80ULIVAN..1W 
AfflKetloii Unktioun 3pp 13339 314 


- '93D3lODIf;3 BNIS License 1B9 for Engelhard Industrl es. Inc « DE Makepencr 
Rl V. authorl t Ing possession of 330 kg U-339 for fabrication 
of reactor fuel elonents b related acttvitios. 

DELANEV>3C. Atomic Energy Commission 99/10/20 Ip 12339216 


--0203100167 Application for license euthorlilng possesslofi b usr of DNH 
|o connection u/proposed operations In new facility for mfg 
of atamte fuel elements 

MITTENDORF. W F OE Mekopeece Co 97/07/30 JOHNBON.L Atomic 
Energy Comir 1 ss Ion. 9pp 


D3CHET 70-0143 NUCLEAR FUEL 6ERVtC£8. INC 


0203100936 Orants BI1020 request for ecsmptlon from celculatlng limit 
cf error associated w/l10A-13 lab inventory difference 
values Ulcanse Condition 9 9 to Amend r»'P-t of License 
SNM~134 1 asued# ef f ec 1 1 ve 011133 

SURNETT.R F Division of Safeguards 81/11/10 MANSER. M C 
Nuclear Fuel Barvices. Inc Csubs of Dotty Oil Co ) Ip 
1321 1 361. 


830313009? Advises that revisions to Beettons 6 0.2. 0 b 3.0 of 
fundaeiental nucleer isatl control plan are acceptable 
Saettons 1 0 - 0 0 of Amend HPP-1 of License eNM-134 art 
revised to reflect revisions. 

ERICKSON* R A Meterlal Control b Acc ountab 1 1 1 ty Development Drenih. 
Bl/ll/30 MCN8LEV.K D Nuclear Fuel Services. Inc (subs of Deity 
OtI Co, 1 IRpp 13399 199 


6303I90O39 Orents request for 9 dey eitenslon for completing 
requirement of 10CFR70 91(el(4) re recent 1 ou enriched U 
pAysital inventory Neu license condition to Amend MPP-1 of 
License BldM-134 ul 1 1 be Issued 

ERICKSON. R A. Material Control b Accountability Oevelopnent Oranch 
01/12/19 HENSLEV.K O Nuclear Fuel Services. Inc (subs of Oetty 
Ol I Co. I Ip 12299 349 


8303100471 Advises that B112I4 request for ettenslon to complete 
iOCFR70. 9tCe}(4V Items rs recent hlgls enriched U physical 
inventory granted. Nau license condition to Amend MPP-t of 
Cicante 6Nn-124 Issued, effective immediately. 

ERtCASON. R A Meterlal Control Licensing Oranch 81/12/17 
ICNSLEY.K 0 Nuclear Fuel Bervices- Inc (tubs of Oetty Oil Co ) 
tp. 12317 068 


0303110031 Orents temporary 48 hr aiemptlon from requirements of 
License Conditions 3 IB b 3 19 during 3 day shutdoun on 
ai 1224-33. Amend HPP-l of Llccnst 6MM-124 is revised to 
Incorporate eiamptlon. 

ERtCKeON.R A. Material Control b Accountability Development Branch 
81/12/17. HENSLEY. AD Nuclear Fuel Services. Inc Isubs. of Oetty 
Oil Co 1 Ip 13336: 1B3 


0303190184 Advises that addl changes b/or c la r 1 f icat 1 en t required 
In Section 4 O of fundamental nuclear mail control plan. 

Qattlop 3.0 acceptable License Condition 2 t of Safeguards 
Amend hPP-l (if License 6NM-134 revised 

CV/AN3> U J. Fuel Facility Safeguards Licensing Branch 03/01/18. 
HEMSwEYi K. 0 Nuclear Fuel Services. Inc (subs, of Oetty Oil Co ) 
3pp 15393 328 


8203010460 Application for amend to License 6NM-IS4. LI c en te Condition 
8A. to increase U-339 mat potseaslon limit from 4.330 kg to 
7,000 kg. Increase needed for storage of finished Poet 
niCIIELtC >1. Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
83/01/27 Uranium Fuel Licensing Branch. 3pp 15072.360 


0203100119 Issues A*>«nd II to License SNM- 134 . tcic reas I ng irei possess 
tlmlt to 7.000 kq 0-239 

PA3E. R 0 tiranlur Fuel L Irens |r.g Branch OS/O.'J/OO MICHEL. C 1 
Nuclear Fuel Services. Inc (subs of Cetty Oil Co > 3pp 
12317 027 


0203160070 Fora.ards ‘Dully Summary of Stack Monitoring Jan 1983. ' m. 
airborne rad I eac t tv I t y c nne ent r s 1 1 one released from plant 
stacks, per Condition 6l Amend 6 b Condition 67. A.-nenri 9 of 
KNM-134 

•MANSER. IJ C. Nut tear Fuel Services, tni (subs of Oetty Oil Cu > 
03/02/19 O'REIlLV. J P Region 3. Office of Director ip 

12311 173 


-0203160073 “Dally Sun.-ary pf Stack Mnn t tor t ng . Jan 1902 ■ 

• Nuclear Fuel Beivlces. Jnt (sobs of Oetty Oil Co 1 03/03/ 

3pp 1331 1 174 


SSOSOaOSM Ac k receipt of 020137 itr informing N9C of steps taka" ti 
correct vkolatlon noted in IE 1 nsp Rapt 70-0143/81-04 
O'REtl.LV. J P Region 2. Office of Director 82/09/33 r’ANSI.R- U 
Nuclear Fuel Services. Inc (subs of Oetty Oil Co > 3pp 
13196 3(4 


--02O3O8O9in Responds to NRC 011230 Itr re violation noted in 11 . 
Health Rhysica Appraisal Insp Kept 70- 01 43/Bi -04 Corrective 
actluns quarterly supervisory training sessions conducted ti> 
third b fourth quarters of 1981 

MANSER. W C Nucle.ir Fuel Services. Inc (subs of Oetty Oil Co 
02/01/37 O'REILLY, j r Reg inn 3. Office of Director 6pp 

12196 316 


--0203000938 Foruards lE Health Fhysics Appraisal Insp Rept 70-014J/( 
en 010203-0913 b nutices of significant findings b 
violation 

O'REILLY. J p Regto<' 2. Atlanta. Uffuo of the Otrector 
(81/03/011 81/13/30 MANSER. U C lijc I ear Fuel Services. Inc 

(subs of Getty OU Co ) 4pp 13(96 333 


--e3030B09'J4 Notice of violation from insp on 010302-0912 

• Region 2. Atlanta. Office of the Director (81/03/01) 81/13/; 

3pp 12196 336 


--03D308090n Notice of deviation from Insp on 810203-0913 

s Region 3. Atlanta- Office Of the Director IBl/03/01) 01/13/: 

Ip 13196 330 


--0303080943 IE Health Physics Appraisal Insp flopt 70-0143/01-04 on 
8 10303-09 13 None oirp 1 1 anc e noted periodic training sessions 
Lere not held for production b technical supervisors 
since Jan 19BO 

KAMLE. J D . uaOORUFF.R L . H8UEY. C M fschnical Inspection Urai 
01/13/30 70pp 13196 329 


0303090412 Infor.iie that no addl cost required for amend to License 
SN'M-134 dtcl 011331 to Incorporate upgraded physical 
protection plan 

miller. W O. Office of Administration. 82/02/23 MICHEL. C Nucl 

Fuel Oervices. tnc fsubs of Dotty Oil Co > Ip 13193 396 


0303100296 Ark receipt of 030318 Itr Informing NRC of steps taken t<i 
correct violations noted in IE (nsp Rept 70-0143/01-37 
OtOSCN.A F" Division of Engineering & Technical Programs B3/03/' 
MANBER.I/ C. Nuclear Fuel Services. Inc. (subs of Oetty Oil Co ) 
Ip 12179:037 


--0303100304 Responds to NRC 830303 Itr re violations noted In IF. In 
Rept 70-0143/01-3? De ta I I s ul thh e Id (r»f 10CFR3 740) 

MANSER. W C Nuclear Fuel Services. Inc. (subs of Oetty Oil Co 
83/03/10 O'REILLY. J P Region 3. Office of Blrector Ip 

13179 038 


8203390203 Foruards IE Insp Rept 70-0 1 43/B3-06 on 830209-13 No 
noncomp l lane e noted 

0IB6ON. A F Division of Engineering b Technical Programs. 83/03/ 

MANSER. Lf. C Nuclear Fuel Services, liic. (Subs, of Oetty Oil Co.) 
3pp 13413:330 


— 0303390307 IE Insp Rept 70-0143/83-06 on 820309-13 Mo noncomp llonr 
noted Major areas ms p rc ted . Pac 1 1 l by changes b mods, IOC FR31 
I irp I eirentat 1 on. saf e tu c om.-il tt ees. ma i nt b follouup on 
none oe,p 1 1 anc e events 

CORYELL. 0 P . MCALP|NE.£. J Olvlslnn of Engineering b Technical 
Ppogra.mS 83/03/01 3pp 13413 340 


8303190304 Requests a-mend be processed to incorporate condition that 
licensee Inp I emenc- ram ta In b tiecute response measures of 
radiological contingency plan 

FISHER. F D Uranium Fuel Licensing Branch 03/03/04 CROU. M 1. 
Division oF Fuel Cycle & Material Safety. Ip 13311 011 


d<i>enti Api 1 1 c d 1 1 oti. n 3 fcr re<)uire(l 

(IlLLm. W n 1. icepse fee Mdrdi^ement B2/0S/S2 * 

OAb<ork & Uiliot Co 1» I8IJ0 009 


0i“0'Jl9O33R forward* It Safeguard* tn»p Baft 70- O0i?7/Ga-03 on e30.''OD IP 
No none 3 xp I < a nc a nc*ai 

OtnSON. n r Oiviaion -jf engineering l< Teihnlcal Protram* 82/03/10 
ECHC.HF..I P Babcccl <- Mi Ico* Co afp 1 2347 133 


--B20319034* »E Safotuard* tn*p Bept 70-C037/82-03 on 82OSO0-I2 No 
none r!”p 1 1 a-i c e noted "ajor aredO in*p»et»d inv'entoT^ 
difference 4 a*«oCiatcd limit of error Details uifiKeld 
Iref ICCPR2 7901. 

JOIfES.n M . frtCH4>NDS>0 L . MCALPIME.E J Ol<ri»«on of Enslneerlng t. 
fechnical Programs 83/03/08 Ip 13347 133 


OS0329O157 Ot k reeeipt of 820303 1 tr informing f!4C of slept taken to 
correct violation noted In IE Insp ftept 70 -0027/02-01 
Ol.SMINSn 1. 3 A Division of Engineering (. fec.'Miica] Program*. 
82/03/1& ECPERT. J P .Oaocock & Ullcoi Co Ip 12414 123. 


- e203230IAO Respond* to NPC 020202 Itr re vtolationt noted In U Insp 
Rept /0-0027/82-01 Corrective actions soluble U urtnalagsls 
program modified l.icer*ee doe* not concur u/IiRC position re 
ueeklg urine sa-ples b request* wlkhdrasral of violation 
ECMEHf. J P Baocock & Milcoi Co 83/03/03 OLSH tNSKt. J. A 

Division of Engsneering b technical Programs 4pp. 12414 J24 


--13203250165 Oi*cu**e* IE Io*p rtepl 70-0027/02-01 on 8201 1 1 -15. Urlnalgsl t 
program under review to determine if enforcement action 
warranted 

O'REIllv. 3 I’. Region 2. Atlanta* Office of the Director 
<81/03/01) n2/01/20 ECKEAf.JP Cabcock b Mllcoi Co X’pP 

124(4 128 


--8203290167 Foruard* IL Insp Rept 70-0027/62-01 on 820711-13 8> notice uF 
violation 

OCliHINS/l'J A Division of Engineering t> fechnlcal Program* 

02/02/02 fCKERf.-) P Oabcock b tfticoi Co. 2pp 12414:130 


--0203250172 f-'otice of violation from ln»P on 620111-15. 

• Division of Engineering b Technical Program* 62/02/02 2pp 
12414 132 


--0203250176 3E Insp Rept 70-0027/62-01 on 620111-15 Noncemp 1 lance noted 
Inadequate *urveg b lack of special urlnalgsis prograr to 
determine r epresenta t i ves of fised air sampler* 

ViRAY* J R ■ OARR.K P. Olvltlen of Engineering f> Technical Program* 
02/02/02 7op 1P4I4; 134 


8203290557 Ac k receipt of D20'?26 Itr Informing NRC of step* taken to 
correct violation* noted in IC [nsp Rept 70-0027/61-21. 

OIGSON. A F Division of Engineering b fccbnlcal Programs 82/03/16 
ECKCRf.J P 3abceck b UiUod Co Ip 12439 )7l 


--8203290565 Responds to N'RC 820201 Itr re violation* noted In IE Insp 
Rept 70-0027/81-21 Corrective actions cfieck* to verlfg that 
etpeited flow rate through sgs is actuallg occurring have 
been Increased to twice daily. 

ECHERT.jp nabcock b Ml Ices Co 82/02/26 OtOSON.AF Uivistoi, 
of Engineering b Tecfinlcal Program* 3pp. 12439 172 


--0203290968 Forwards IC Insp Rept 70-0027/61-21 op 811214-18 b notice of 
violation Withheld tref lOCfR2 790) 

OlOSOM. A F Division of Esiglnecrlng b Technical Program* 

82/02/01 ECHfHT.J P Dakcoci b Ullcoi Co Spp 12439 175 


DOCKET 70-0033 TEXAS INOTRUl-.fNfg. IMC 


6203190482 Grants request for eiemptlon frem 10CFH70 re matl control 
b accounting for more than one effective kg SUM License 
Condition 2 1 added to Mails plant Protection Amend MPP-l 
of License S.NM-23 reflecting e sumption 

euMNETT. R.f Division of Safeguards 81/11/02 6 KERMAN. F L. leio* 

Instruments. Inc 2 pP 12372 108 


8203030409 Forwards IC Insp Rept 70-0033/81-11 on 811222-23 Nd 
noncorp 1 tone e noted 

martin. I T Division of Engineering b Technical Programs 02/02/16 
OOET^.M K. Tetas Instrument*. Inc 2 fP 12136.361 


3203050411 IE Insp Rept 70-0033/01—11 on B1 1222-23. No noncomp 1 1 aiic e 

noted Magor area* I nspe c ted ma 1 1 control b accounting, 
physical inventory. records b repts b review of radiation 
safety control proefFures 6 practice* 

CLEM0K3. P • KNAPP. P 3 Division of Englnoarlng b Technical 
Programs 02/02/05 4pp 12137 001 


license 

HILLER. M 0 License fee Management Branch 02/02/19. QOCfl.Wb 
iBiaS Ir.slTurtnts. Inc Ip 12137 t3R 


OCCKET 70-0536 COMBUST I ON ENGINEER tNO. INC 


8233040339 Requests paymsnt of fee for application for eitentlosof 
tl-e to comply u/Commt**lon 810211 order to modify lltense 
to Include radiological contingency plan 

HILLER. u O License Fee Management Branch 82/02/lV EdKRIOCFhl 
Combustion Engineering. Inc Ip 12130 012 


0203250452 Forwards IE inap Rept 70-0036/B2-0 1 on 820216-19 No 
nonco-j I lance noted 

Rdr. 0 M Division of Engineering b Technic el Program*. 82/03/10 
LICmTENOERCER Combustion Engineering. Inc. 2pp 12411 274. 


--8203230460 IE Insp Rept 70-0036/02-01 on 020216-19 No nonco.rp 1 Ifsia 
noted Major areas inspected radiation p ro tec t 1 on. radwae to 
mg t. c r 1 1 Ic a I saf e t y ■ f ac 1 1 1 1 y c bange*. aud 1 1*. tra Inlng b 
emergency planning 

PECK. C C . OHEGEft. L 8 Division ol Engineering b Technical 
Program* 82/03/09 7pp 12411 276 


8203230705 Discusses IE Safeguard* Insp Rept 70-0036/01-02 conduitil 
during Ju1 1901 No none o-ip 1 lane e noted Major areas 
inspected stetistlcal verification of 6191 Inventory 
NORELIUS.C E Division of Engineering b Technical InspactlDh. 
82/03/16 lICMIENOERCER Combustion Engineering. Inc 2pp 
I23D3 182 


oa:HET 70-0064 Stanford univ 


0203230187 IE Insp Finding* b Licenses Ack did 020129 of Llcenss 
6NH-56 Insp finding* no noncomp I 1 anc e noted. 

* Region 5. Office of Director 02/01/29 Ip 12382:001 


OCLHET 70-0139 OADCOCK b UltCOX CO 


8203110530 Forward* revised Sections 1.0 through 0 0 of tafeguerdl 
Amend HPp-l to License SNM-143 Revision* incorporate new b 
revKed license condition* b withdraw obiolett conditions. 
ERICHEON.R A Matarlal Control b Accountability Development 8rf-:k 
01/11/20 AUSTIN.M A Babcock b Mtlcoi Co 6pp 12291:166 

8203110452 Revises License Condition 2. 1. I to Amend MPP-I of Ltcrbte 
Et.N-0l45. ef fee live 1 mired 1 atel y. due to error* In 011120 
revision 

eVASS.L J Division of Safeguards 82/01/11 AUSTIN.M A 
b Ullcoi Co 3pp 12229 070 


0203350263 Advises that revisions to fundamental nucltar matl tonirel 
plan re addl storage area* for 17 htiaflourlde cylinders are 
acceptable License Condition 2 1. 1 of Safeguards Amend MPP-l 
of License 8NH-I45 revised 

EVANS. L J Fuel Facility Safeguards Licensing Branch. 92/01/1^ 
AUSTIN. H A Babcock b Ullcoi Co 3pp 12461:329 


8203220591 Orants request for 7-day extension to raconclla low 
enriched physical Inventory started 8 1 1230. Saf eguard* 

Amend MPP-l of License 8NM-143 revised 

EVANS.L J Fuel Facility Safeguard* Llctntlng Branch. 02/01/20 
AUSTIN. M A Babcock b Wilcox Co Ip 12374 217 


8203010331 Forwards request for addl info ra radiological 
contingency P Ian. Response by 620306 requested. 

PAOE.R 0. Uranium Recovery Licensing Branch. 02/02/09. AUSIIN.A* 
Babcock b Wilcox Co 4pp 12076:310 


B203230289 Advlsts that Region 1 concurs in disposal of nuclear astl 
control b accounting records for enriched U b Pu operations 
prior to CV77 

MARTIN. T T. Division of Enginssrlng b Technical Programs 83/03/1) 
CARLSON. R V Babcock b Utlcoi Co tp 12378:296 


--9203230294 Concurs w/Reglon I ra disposal of nuclear matl coistrdi • 
accounting rec ords. Record contents summarlied in N4C task 
force rept 

C030.L I Division of Fuel Facilities. Matarial* b Sefeguard* 
82/02/35 MARtlM. T T Division of EnglnsoTlixg b Tathnlcal 
Progra-is |p 123/8 297 
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HAftUFf). H. C Wufjaar Fuol Oarwicat. Inc < oub o of Ootty Oil Cu. I 

02/03/10 O'llEItUV.J I* Haglon 3. Offica of Ulractor Ip. 

1217V 030 


0203390202 Forivardo IE InoP Pept 70 0 1 4:i/03-0f» *n 030209-12 Mo 
non comp I i 

OIDQQN. A F l)lvl*|nn of enplnaorlng t Tacfinltal Program* 0;,*/li;i/Ol 

flAVSefl.W C. Nuclear Tool BarvlCBS. Inc < tub* of OeUg C>1 1 (;n i 

3pp 12413:33(1 


— O2CI32302<}7 l£ tn*P Bept 70-01 43/03-0* on 030309-12 No none nnp 1 i o„i „ 
notod Major arta* I n* P ** tod. f at II l tg clionges 1. mod* . 1 0CFH2 1 
trep I Binao ta I I on. *af atv cormlttaaoi na Int 4, follnuup on 
none o^p lli>nc9 •vontu 

CnRYEtL.O H , MCAlFINt.E. J Olvltlon of Engtnaoring t, larlinlcol 

Program*. Q3/03/01 ^PP 13413 340 


020.')l90a04 Requpoto oirend bn proe e»®*d to Incorpoioto condition tl,,it 
llcentaa imp 1 omen t. ira |n ta 1 n 1. eiecute ra*pona« measuret of 
radiological contingancy plan 

FISHER, F.O Ifronlu”! Fuel Llcen*lng tl ranch 03/03/04 CHIIU. H 1 
Olvlolon of Fuel Cycle «- Material Oafatij Ip 13.111 011 


•’iT.’lvS cf 'ajiCic)U4l cc«i plan V.uti.>i 

♦ 'e-.lJ 4-«*d»j t-; irfJ.Jt r4jin|c;tC4; (CnI tng plan 

i cn; V •■ i ■ •• <.« > 1 1 »!■ »» 

( r u Cfa’.j r.*®; Lican^jrj G''anjA G^/03^04 4pp 

»? Jl I 


Ba-jjvrjina plaA Plan ultin,|, 

Ji-ef lOCFflS 790 > ' 

DAue«. T L leias. Unlv of 83 / 0^/03 OURNETI.fi 0 «fw, 

Nuclear Hatrrtal SafetM *• Gaf e 9 uard ». Di roc tor Ip isnat •], 

Ficbo 30 - 192 . 83 / 03 / 03.0303190142 ' 


. ■/3l70i02 ftC IIP. C.'i on EiOjGS liemtK reported ifventory 
:iff*rente 'etjUirj fr;- 62 C:j 3 poycical ir»entpr. Lots 

rejulattr, • e i -e-ot 1 4 t <j)ti,late4 llnit Cf orrsr 
f<*.» roleaee a., t platiej state cf TN not; fled 

.■'J' 1‘. C - . W'A.rt'.C •- . "e }t jn 5. C«< ice of Otrectsr 82/03/05 
; e 1 •• 32 : 1 7 4 


>3293C«4 Petpcrdt t; Itr re addl 3 ec onta - 1 "at 1 cn of railroad 

prsperty a3.ate>-c tc plant Cc-panj ret cclijalec lo perf 3 t"i 
?ec cr ij.r*i • at I cn cf area 

PPOE 0 0 'jrai-vi,- fuel -itensin^ cta-.th 62/03/05 nwiSEH. U C 
/•a< tear r^ei ‘Jar>.i:e4 |n< /tuiic cf Cettij Oil Cs > 3pp 
:2459 jnf 


OCCKET 70- 0306 SDurHtON COLIFOHNIA 601 BON CO 


0303360304 Ac k receipt of 030326 Itr informing NRC of %tet» Itiin 1 
correct violation noted in tC Insp of Cleanse Sn.h- 263 
ORCUN. 0 0 Division of Vendor C Technical Programs B3/03/'i 
OOFR9. S Utah State l/n|v Ip 13423 125 


--0303360303 Responds to Nile 830130 Itr re violations noted In :t . , 
LUsns« 6W-363 Correctiue actions. Pu capsules placed in ' ' ' 
storage until action taian on application 

oneno. 8 0 Utah Otate univ 83/03/36 Bogton 4. Olflti el 

Oil cc tor tp 13422 126 


©/■lJ|P52s.h A; e receipt pf 012326 Itr inlcr.nmj tfftc cf steps taken to 
;ur-ect riolati;n •ictvd in |E jns; Wept 7C-01 «3/8l -39 
linsO'f A f 'e.-hrica. 1' spec tier ara-'en 81/03/10 PAhEFR. H I 
'.-•c lea'- Fuel .-e-sites I* C /sjtt 0 / Cettg Oil Co I Ip 
1234/ 110 


-CiOjl ••O') 'S ‘js(p:s 822:34 -esperisa td CRC 81 1509 Ur re violation ootid 
ir it I'-s; Rept I 4? /g I ~29 Corrective actiors uitsepic 

I rei -. '^iru; j 31 I 

AA‘.7Efl w C Cuclea- F-.el Services. Inc rsvjs cf Setty Oil Cu > 

G2't.2/2i. r> n£lt.Lr.j p Region 3. CCfice ot Director Ic 

1234/ 119 


i?2'’3|r;0252 Fcr.aras ir Safepvards |nsp ftept 70-0143/02-07 on e30;'34-26 
.'*0 rcr c PTC 1 1 ani a noted 

I.I3S0N A f Clvisip- of Frvgireerirg t Tecrnical pregrams B2/03/I:- 

r>A*.SE9.w C 'tuclear fuel Services. Inc t suPs of Getty OH Co I 

2p: I2‘>46 J52 


- 020319325/ It Saf«;uarCs Ins; Rept 70-0143/83-07 on 820224-36 Me, 
np.nc pj»t 1 1 Jr c e noted riapcr areas inspected revie. of security 
Clan », 1 Tp I e*en 1 1 r.g pr oc etfur es. per sonne] , r ec orp s h repts 4* 
seevritv peer suoplg Details uithheld iref IOCFfl73 7|| 

TILLnA'j A Dtvisicr cf engineering & lecrnical Programs 
62/03/ l I Ip 12346 354 


e20J2903l6 AH receipt of 020222 Itr informing rjRC of steps taken to 
correct vislations npird ir. t£ Insp Rept 70-0143/82-02 
OleecN A F Division of engineering t Technical Programs 83/03/12* 

fiAhieB.u C f/uclvar Fuel Services, inc < suts of Oettu Oil Co i 

Ip 12«33 166 


PtCKET 70-0314 LEDOOX K CO 


8202090362 For-jartfs IH Safeguards tnsp flept 70-0314/81-33 chOIirri;' 
No none ompl lanco noted 

MARTIN. I T Division of Engineering J. Technical Inspectic*: 

82/01/22 Uedoui & Co . Inc 2pp 118.50 147 


--8202090385 IE Safeguards tnsp Rept 70-0314/01-23 on 611124-21 >11 
nonco-pl lance noted Major areas Inspec tod . physic a 1 inventor^ 
inventcr y. T ec cirds. repts t, measurements Details ulthheld 
cref IOrFII2 790) 

/IODUlSRv.II . OOOOV.A T Technical Inspection Brants BJ/O'.fl- 

3pp 11068 149 


DOCKET 70-0336 NUCLEAR REBEARCH COflP 


0203030230 Advises that bldgs have bepn vurvetjtfct & coritAirin«t(tf 
stored 10 barrels for diS(»Q« 4 il in 1 on for inQv» 

Re<o<Timen<:s f.RC conduct visit on 020219 to confirm survey 
issue release Mein bldg ulll be surveyed B303IO 

CCO.EY. U J Nuclear Research Corp. 03/02/01 Division off-»- 

Cyc le «. plater la I Safety. ip 12146.311 


DOCKET 70-0364 PARRS TOWNSHIP SITE. OABCOCK D WILCOX CO 


--02O337O52O Forward! reippnse to NRC 82012? Itr re violations noted In 
IE Ir.sp Rept 70 0143/02-02 Corrective actions n«w detector 
InstaMeo to correct calibr line shift 


MANSER. M C 
82/02/22 
12439 16/ 


Njclear Fuel Services. Inc (subs of Oettu Oil to > 
0 RElLlv.j P Region 2- Office of Director 2pp 


t* fbruaidt 


--02O329O529 Oiscusses 16 Insp Rest 7O'Ol43/02-O2 on 830110-23 
notice of violattcn Notice uithr.vld iref 10CFR3 790i Major 
areas inspected eiam of proc edures. inter v i eus- per formants 

tttt* ^ Cb^erysJtions 

OIOSUN A F Division of Engineering b Technical Proorams 
82/0W29 t-AsSEP.M C Nuclear Fuel Services- Int (subs of Oettu 
OH Co I 2pp 12439 £69 »r«cy 


03ChET 70-0152 PbROuE UNIV 


0203030407 Foruards IE Insp Rept 70-0364/01 - 1 H on 8H209-H hb 
noncompitance noted 

MARTIN. T T Division of Engineering 8* Technical Programs 83/C7^-J 
BAROCh. C J Babcock b WHco« Co 2pp. 13134 132 


0203050406 IE Insp Rapt 70-0364/01-13 on 811209-11 No noncoaf In'-' 
noted Major areas inspec ted: r ad tat 1 on proloctlon program- 
dosimetry. ] iqutd uaste* hloassay source Invontory- leal test- 
smoke test b radiation control 

CLEM3N3.P . KnaPP.P j Division of Engineering b Technical 
Programs 62/02/08 4pp 12134 134 


8203030071 Reyuests fee be submitted for B10B06 b 12 rnuests fM 
eitenelone to comply ui/Comirlte 1 on 610211 order to file 
radiological contingency plan or reguest for reduction in 
possession Unite of radioactive metis 

MILLER. wo. License fee Hanagemant Branch. 92/02/19 AUSTIR-" * 
Babcock b MHcok Co Ip. 12109:001 


8203330714 Forwards IE Safeguards Insp Repts 30-182/62-01 b 
70-0152/02-01 on 020210-12 Wo nonconp 1 lanc e noted 
ROv. C u Technical Inspection Oranch 02/03/03 7IEM6R.P L 
Purdua Univ 3 ;p 12395 leA 2AX Fitt>e 30- 103. 02/03/05. 82032:10714 


0203120354 Advises of refund due for review of 91 1113 physic*! 

p 

MILLER. wo License Fee Management Orench. 92/03/04 AUSTIN.R « 
Babcock b Uilcoi Co Ip 13232 360. 


-8203230726 IE Safeguards Insp Repts 50 -iB 2 / 82 - 0 | b 70 - 0132/02 01 u 
820210-12 I/O nonco-pl lance noted Major arras inspected 
nuclear malls control b accountability OeCalls uithheid 
iref ICCFR 2 7901 

flNutv. AO creed- JR Safeguards B2/03/04 |p I23BS 106 
34X Fiche 30-182. 03/03/05. 3303230714 


CQC4EI 70-0137 TEXAS, UMlv OF 


^^??if°JoCFflr79or security plan Plan withheld 

BAUER. T U Te.as. univ af 92/03/03 Office of Nuclear RcaH 
M03looi73 50-192.83/03/03, 


8203230289 Advises that Region 1 concurs In disposal of nuclear •* 
control b accounting records for enriched U b Pu operations 
prior to C777 


^ Division of engineering 
Carlson, ft v. Betcoev b v<i)cd« co. 


b Technical Progra/rs 
Ip 12370:296 


ej/03/:’ 


--0203230294 Concurs u/Reglon i re dleposal of nuclear mail control* 
accounting records Record contents summer lied In NRC task 
force reft. 

Coeo.L 1 Division of fuel FacHltits. Materials b SaPHuaf*** 

02702/25 MARTIN. T T Division Of Engineering b T*chn“»' 

Programs ip I237B 297. 


Tot' periods prior to CV77 
BURAETT.ft F Office of Nuclear Materiel Safety b 
nateguards. Director 82/02/22 MAftItN, T. T. Dlvisloh 
Preparedness b Operational Support. Ip. 13379:590 


of Ear 


P5Q3J30300 neqoesti IF- co^tu^•re^lte tb cF BtiU nuclear mail 

control «i accounting records for onrtched U t> Po operations 
f»r pertode prior to CV77 

CiaPTIN. r T Otvlsion of Engineering fc TecOntcal Prograes 
02/03717 CODO- I- I Olvislitn oF Fuel t'diiilties- Materials b 
SpFeguardO IP 12370 290 


jCCKET 70-0371 i;NtIEIl NUCLfAH CUflP 


8203170151 Advise* that revisions to Chapter 7 of funda.Tunta 1 nutloar 
(Mtl control plan re scrap proeosslr »8 arc occeptatila License 
Condition a I of Amend iSPP- 1 of Lltensa SNM~'J 6 ii revised 
CiUChCON- R A Hatorial Control ti Ac c ountab I I 1 tg Devolopnient broni h 
01/13/0* HtflK.U F United fiuCloar Corp 2pp 13329 329 


8303130019 Srants request for eiemptlon fron; requirements of l.lcc-nse 
Cenditlen 3 J & I0CFR7O 90(e) to niedsiire O’*!* content of 
certain fuel iratl to be shipped offsite Eiempllun ul 1 1 be 
(ddtil to Amend MPP-1 of License 9NM-36II 

ailCK60N-R A Material Control (■ Acc ountali 1 1 1 tg Oevolopnient Uraiirh 
81/13/31 KIRK.UF United NuCloar Corp Ip |225i 339 


6303190190 Advises that proposed revisions to Chapters 3 0 S> 6 0 of 
Cundamsntal nuclear raatl control plan are acceptable 
License Condition 3 I Is revised t- License Condition 6 9 Is 
added te Amend MPP'l of License GMM-3tO 

£gA«3.L J fuel Facllttq Safeguards Liconelng Qranch 02/01 /I’XJ- 
kIRK. U F United Nuclear Corp &pp 13331 100 


0303030319 Forwards safety evaluation supporting amend to License 
S>d1-360 re radiological conllngoncg plan. 

FtSiiERjF D Uranium Fuel Licensing Drancl* 02/02/23 CflUU* 1 1) 
uranium Fuel Licensing Branch App 13110 3d0 


8303090792 Advises that «o addl fee required for amend to Llcensr 
SWl-03bS 

miller. U O License Fee lianagomonl Branch 02/03/2J KIRK. U 1- 
Vslted Nuclear Corp Ip 12193 272 


8303090064 Confirms 020219 discussions u/UF KIrIc re rev leu of 
redtolqglcat contingency plan conducted on Incomplete copy 
Complete plan fulfills requirements License amend to be 
Issued toon to Incorporate plan es license condition 
PftCE.R O Uranium Fuel Licensing Branch 112/02/24 OANLGV. 11 I 
United Nuclear Corp Ip 12173:017 


8303160139 Application for renewal of License bNli-3f»0 Pending listud 
Itrmt should be Incorporated when reeolveil w/o addl changes 
RIBK.H F United Nuclear Corp IT2702/24 PAOE.D 0 Uronlumruil 
Licensing Branch 9pp 12329. 23di 


8303330093 Forwards "Cffluont Monitoring Repl.Jul-Ooc 1901 ” 

HIRK. W F. United Nuclear Corp. 02/03/00 ORIER. 0 H Region I. 
Office of Director Ip 12379:314 


-0303330094 "Effluent Monitoring Rept.Jul-Ooc 1901 " 
s United Nuclear Corp 02/03/00 Ip 123/9319 


8303390307 Forward* IE Safeguards Insp Rapt 70-0371/01-19 on Bl 120/ ft 
nsilcs sF violation. 

mARIIH.T T Division of Engtnasrlng 4. Technical Programs 82/03/00 
OANLEV.O £ United Nuclear Corp 2pp 12433 223 


'8303390310 No tic e of violation from Insp on 011207 

nARTlN.T T. Division of Engineering (• Technical Programs 
B2/03/08 ip. 12433 227 


•8303390337 IE Bafeguards Insp Rapt 70-0371/81-1? on 011207 
Hone owpl lance noted ; fa 1 1 ure to search visitors It vehicle 
entering protected area Details withheld Iref 10CFR73 21 I 
SMITH. OC , MCKEOWN.L. M , OODV, A T. Division of Engineering t. 
Technltel Progrsihs 02/03/09 Ip 12433 22 Q 


6303390470 FsTwar 4s IC Insp Repl 70-037 1 /0l -20 No none onp 1 lane e noted. 
MARTIN. F T. Division of Engineering I. Technical Programs 82/03/11. 
OANLEV.O E United Nuc leer Corp 2pp 12435 293 


•6303390488 IE Insp Rept 70-0371/01-20 No n oncompllance noted Major 
areas lospec ted : sec ur 1 ty organl lat 1 on. rat ords <i repts. 
telling h maint I. physical barriers Details withheld 
Iref 10CFR7a 21 ) 

WKtOHN.L M . LAOUN.H H. , OQDV. A. T Division of Engineering fc 
Technical Programs. 82/03/00 Ip. 12439:299 


03 1 20.'. ’ Aij..lses mat t-xunst. 'C t.i.d ) I ) or. h 1 nf Ar.end M”?- i to 
le tpir >9 dCsCto* Ad d t' (f ui: to revised 
ihs tr u« 1 1 oris rp r.(;i]4»c3r tr t ion u) 1] be 

A Control & At i ountob i 1 1 m Ueve I o;^i^ent 

G2/II/13 KIRk. L I' Uf'ited rJuC leor Coip Jpp 1 225 1 JPI 


purser 7o 039a co'i.i^nct. orf'r 


!}3a T oru^rds 81 le?3 llvtifig K dltetn^te^ for 

r^dioticn c<)d;T.itl0e w/b**iet’ <f«»9cription of 

1 1 f t < 1 1 on ^ for t attorn 

PtvG Y. L £ C i e. Dep - of 0^/03/ 19 Division of Fuel ('-/cji 

Mot pi Id I Safety IDpp 1^40S LW4 


VMXViET 70 057*.: nCtiSAtslO HFOEAtlCH 


0VOri04OJ30 pdt^reot ,if foe for applicdtlon for e«teri 6 loii of 

tiTe to c octp 1 4 ; ^ ^ 1 an 8l02ll order to ^odjfg license 

to inrludo rddlolojlCs 3 l contingenci^ plan 

Mli.uFirij 0 License Fee n<iridgenent Rrancn 0^/02/|^ TAYi DR* If 1 / 
Mni>^dnto Dosc^ircf. Corp |p li>inO Oil 


nU.'IKFt 70- 06t?0 QEAiriF U'JW 


n203090C02 bohr^it% rdt\iid»l«<: info for proce^^tng roaeddt of t. '.t 
<iNM-t)09 

VAt.ANif.r A Dedttlo Uttiv G?/0l/L2 KOI liA. fl M urantu^ f tn J 
t-tcon^vng dnct> "ipf. 13l72 344 


D2030^07D3 Foruard^ request for o<idl in^i> re application to ronnu 
Licence GNh-9Q9 no^ponite required ig 850331 

KUGLA. 0 M Drai>iu*^ Fuel Licencing Branch 05/05/50 VAlC-NTI . I A 
Seattlo univ 2pp 15195 iyy 


OOCkCT 70'0f-9? UNION CAROlOt: CCRP 


050303003/ Ifeque 6 t% foe bo subnllted for revieo of 010619 rcqueiet 
esten«ion of Codi.^is%lrtn 010511 order requiring filing of 
radiological conttnqencg plan or request for reduction of 
possession limits for radioactive (ratio 
nH-l.CO.M 0 L.lcon^e Fee Urancti U2/05/19 

QOLLtNOCO.R r linidir Carbide Corp Ip 1510/ 338 


0503120130 ForwaiUs It* Safeguards Insp Rept 70-0607/85-0) on 
U5Ol0n It il No none oTp 1 1 anc e noted 

MAPI 111* 1 1 Division of tiigineering K lechirleal Frogram-j H5/05/ 

NCGOVCRN. J 5 Uriian Caroide Corp 2 pp 15347 P2l 


--8503150131 1C Safeguards Insp Ffept 70-0607/03-01 on 850100 !> 11 flu 
norre omp 1 lance noted flafor areas inspected sampling rau; 
fission ;i)astr for analgses nf transuranic elenents Details 
tirlthhoij Cref lOCf’R5 7<?0i 

71Qb*l.8KYaH . GUOV. A Pli/lsion of Engineering f, Technical Piin|tn 
05/05/17 ip 15547 321 


Q.703160143 FOTuards It Insp Ffept 70-0687/81-06 on 811028-30 6 nolle* 
violation 

t4ARTlN-T T Division of Engineering t» Tec^mcal PrograTis 05/05/ 

MCCOVF.ffN. J J Union CarCitfe Corp 5pp 15599 09B 


’--8303ic>0f 46 Notice of violation fron tnsp on 8ll028’-30 

martin.? T Division of Engineering 6 lechirjcal Programs 
85/02/26 2pp (3599 100 


--naO316OI30 IE Insp Rept 70-0607/01-06 on 011050-30 None omp 1 1 aiir e r 
critical Storage area not properly posted ^ training 
procedures not revieaed approved by nuclear safeguards 
c om*^! t tee 

CLEMQNG.P. . KNAPP. P J Division of Engineering f .4 Technical 
Prograins 02/05/34 5pp 15399 105 


OnCKET 70-0690 WAUT2 MILL 0 1 TE* WESTINOkOUSE El ECliUC C0F?P 


0303170041 Forwards addl info re 010459 environ rept supp ] enent ed 01 
850122 in response to ORNl- questions 

HARD ) 4 A 0 Uestinghouse Electric Carp 83/03/05 SNUM. E V 

Division of Fuel Cycle t Material Safety I9pp 12329 I3l 


t. rfi •*“ :K CO 

C •:•'•••, -•'•u f- e; e%*t ;j^-fr* d:^;udtidr ^or ^tt^neton cf 

•.;'!» t -* ^ K »JirOJI tu "Odjf, :if^nte 

'.n 4 I *.«*.) <f c<j jl'i'' 

“fUftfi II o LlC9i^r I ."r^'*rh fi2/05/J^ MOU'RV.W V 

Cc ^..t? cf (‘..-U L»V C ' U i2t*XJ 0\0 

^ • '«'Or It* ff teiti.dl fTro* ir 320107 i<(» 1 1 c i* 

,i .;':|*r;o* f'flr ^*it’rc«i1 !*• ?• Of 

> I ;'H f 1 1 » t *. c I of ( I i.'t notice retail t, 

I oll^^el^ <ref 10CPR2 7?0) 

!. ::i...>*<^;'. •„ - V. Ufice C< Oitedor 62^03/25 ^:a^.HY.M fi 

:^-#-jl I* ,0 ti -f Cvl# Oil Cj I 3pp UO'^4 C04 


. li U % Irt; Pe;( .* 0 - 073 ^ / 83- 03 Or. 920 * «'.?-* 4 .'V 

f-O r j' c - I » .j*f e nv *♦'< 

• - -i 5 r.ifire cf Oirecior R3/03/C9 

L! •* '^ £ •• *! Ge'^er^l Cc r, ^ Gvlf Ul I Cc ) ‘VP 

133^: 


-R3C'’030‘lft I if (i»4? 70-0794/0r“0l on B701 14*15 No non(ciCiil: 4 *:f 

•irtod f^djcr arOd« inspected organl Son, mods (» chdngpi 
^.0 fociiitiPS %ijfc. opera 1 1 cns review. < rl 1 1 ca M studies 

t er V I ren p rog » 

cr.CcCY.w J . ’IKQ.'AS.N 0 . UOriK.H E Division of Radlol:^S<al 
Safptv Safeijuareis Progra,? 93/02/19 I3p 13096 313 


CnCi'E* 70 0E2O O'UTKD N.-’CttAf? CO/lP 


9X030*033/. rprjaros IT |nsp Orpt 70-OB20/03"0 1 on 030119-20 No 
none C ' p t » ar.t t nolt^d . ^ , , 

STAROSrrCKt- R OWiston of Resident I. Project tntpectlco OJ/CJr 

AriV. C n United K.iClPOt Cotp 2PP I2ttt3 029 


--91*03330341 IE Insp flepc /0“Ce?20/82*’0l on 820119“20 Ns nonccApJn'it 
"noted Major ari^os inspoited licensee action pn regional 
oft t ire vl^rs. ttanspoi tation prograrti- decommissioning pla*. t 
envj*-on surveijs ^ SJ-mplloQ 

J . aF.IWIC.R » OWisiQO of Resident «.Pr<i|ect tnspeciv- 
02/02/1/ ‘'FP 1.3133 031 


*: :: l ln*>l 13 0734;|£3-0? on 920322*35 III' 

areas J'»s|eclr 0 SeCuriti| 
•«rsp**sesecvrit^ pr^gra*^ audit f» reptS 
Creld li :CCrR7J 2Si 

P. > tf*. b *“ r 4egio** 5. Office cf Otrecter 

Or’ C ' ' ' J ; 1 ♦. / I* 19 1 


■-'='''^^3 Icr'var,*^ If Ir -7? Rept 7007J4/B^ OJ f, (f I nvPS 1 1 ga 1 1 on Ropt 
■ J-? ' CPV.H 56 Tespec tlvol., %, notice 
f V ; . I a ! : : r 

^ bivisicr Aajiolc>i<al Safei-, t Safeguards Prop r a*' 

I* *, Ce*iera| Alo^iic Cc ^Svbs of Solf Nil 

: ' Ip.- K' 4 I^ 3 ./. 


*’3033^0536 forL.ar-s IE Safeguards Insp Rept 7 0-0930/92-02 oi B21i^ 
fio nQocnnforrarc e noted 

••ARTIM. T T Division Of Crigineering S> Technical Programs 63/Oj 
AMY-'i o United Mucuat Cotp 2pP 12410 062 


-iJ3035505d| tC Safeguards Insp Rept 70*0020/132-02 on B3013B No 
none orp I lanc e noted Major ate^s inspected status of 
decom.ni 9 s] 0 .^ing actWities <. review of previous Ins? 

findings , ^ 

MQ'J-C'^V.U . ^09^YX^?.W L . GODV. P T Division of £nginearir 9 I 
Technical Progrars 62/03/00 3pp l24lO 064 


^ ■» -.1 •- i*.la*i-r fre* insg CO 02 O 2 OB“tl 

Cr.’LCi u j Ci-Mijrk Rar t p 1 pg I c a 1 ilafeti/ & Safecuards Procrem 
52 C3. -.2 :c »: r;>5 : .o 


V .:- »3>.'* IL ^vct / ' -C'/la /02’O; on BeOdCD-lJ N;oc omp 1 ) a nr p noti-c! 

critiiaji*^ a;a*.* jeteM-r^ in feel *fo dept inadvertently 
5 I scerr^e; t ep 

. C'l LF y. *. J :;9 G L Ir'^iMAS. 9 0 Pivtsioo of Radiologii*.! 

?afetv * "-affqua^::^ ^fc-^ran BX/Ql/ii lC>p I2A38 323 


IE Ir.ve^t.gat lof' Wept 70-0/34/02-03 on B3D204-C6 No 
•':jr 1 . c*p I lA*. ; e rclec r.j.or areas mvestigatad highuag 
sr. ip*.ent o* !cw spe^tfir ,*cciviry *aste>possible 
f ent 5- > ral I O'*’, pd* *ag I r y ♦ ca*pl)ance u/ r e gn la 1 1 ons 
S^^ir/GfhX 0 V EvCRfll H ^ Rejtoo 5 Office of Director 
6^/C2.<«‘‘ Hff IX4J6 239 


cr:.-Er ?c-c 54 \.A_^t:v: 1 ro^ riuctFA^ ccntla. cencral electric co 


Or/LVv^Sd Regvusti re^pjnse ;ate fer -SMSS co'-*ents on faciUlg 
radiological e-erye‘.cy plar. te eitenoei until guidance 4 
criteria are received fr,>A r#ii? 

0 E Cenerat Electric Cq *J2.'0Wlt FlEHEft.f 0 
Diviii^n nf I vel Cvcle t Material Safeti; Ip I2|92 249 


'>;nitorif >9 rejt far Jul-Dec 1981 loipu&^lbli 
to at<- between I.nald tfflueot g»oeratptf !>u 

LiifOif S*.n-'»fto V fFfiurtit ;fr.erair4 bv CA byproduct source 
"jtl licrnse or roocorcr. rrgetur license 

C^J.I•|1^(.I'A1 G € GEOr « c Crnerol Electric Co 89/01/93 

‘iivision ,f Fuel c.|cle K Material Sa.ety ti. 

J«09O 344 


mg J, Environ Surveillance Progra-s Animal 
Co 82/01/31 b8f(t 12171 286 


icntng plan for facttltveG oporateil unber 
023 re(;uest Cost estir.ate figures 
ioU ars 

ettrtc Co 82/02/17 BQjSC.L C 
Eltenslng Orascb Ip 12397 222 


--82035301/6 Cec c-ssi s 4 icni ng 
• General Electric Co 


Plan for Oallecitos Nucletir ctr 
62/01/31 |3pp 12397 223 


Par.argt IF. Insp Bept /Q (J754f£!30l on 020114-15 No 
ranco<n;liarbce noleg ucu.i. ij no 


DOCHET 70-0024 HAOCOCK 5 WMCOX CO 


0X03150162 Grants request for eilpnsion to compute matl uneccovhtK 
lOT % a^sciCiaV^S I nr 1 1 of error wltMn 30 daijs of ^t^rt of 
physical inventory Safeguards Amend MPP-l of Llceode 6NM-//0 
IS revised to reflect eitension r...a.i 

ERICl^tONeR A Natcrinl Contral Sc Accountability Development *• 
61/11/30 OLSEN. A K Oobcock S. Wllco* Co Ip 12295 252 


820*itlC035 Ajvtses that License Condition® 6 3* reporting of lnt*r < i 
discards ^ inventory difference t. 6 .3. use of Form NnC-204. 
are beirig ^Jlt^rtTaw^n frni- Safeguards Aevatid (iPP-l to License 

ERICKS3N.R A rTatenal Control t* Ac c our.tab I V I Vg 3‘‘4 

0l/l?/|O f): SCN.A y Oabcock 6 Ullco* Co Ip I?333 10-^ 


02O315CO43 Approves revised pages to fundamental nuclear mail < 
plar. viMch mtorpurated intent of JO Partlow 010319 Itr re 
tamper safing of lot enriched U Bafeguard® Amend MPP-l of 
License is revised 

ERICKS3N.R A ratorial Control B< Accountability 
81/l2/?l OlSEN.A F Dobcock h Wllco® Co 3pp \22“9 J 


G203160564 Grants request for ettonsion to calculate mall oneccc^'**'^ 
for K. associated limit of error Safeguards Amend MP ~l o 


Lltenso SNM-770 revised 

EVANS. L J Fuel Facility fiafeguard® Licensing Oranch 
CuBEN. A f bgbiocl b uillcoi Co Ip 13311 3iO 


89/01/ '8 


8503020433 Formards IE tn.p Repl« 50-013/02-01.30-099/02-01 

70-0024/82-01 on 020111-13 No eompItoncB not«d cNc£LCEI» *f 

018BQM.AF tethnltal IntgectlQO Drancb 00/03/^- 

Flche 30-013.82/9/’' 


6abcoc 1 S. Ui t coi Co 
0203020433 


13004 133 24X 


-820.3030441 IE In«p Bept» 30 - 01 3 / 05 - 01 . 30 - 0 ‘f 9 /B 2 - 0 I *• 

810111-13 No tO’ipl lance noted Major areas aa.eoo. 

On previous enforcement natters. IE Info Notice 01'* 
t liquid effluents. ?. solid oasto disposal S?/02/<^^* 

hahlE.O 0 » DA«q.V f T«cUnlc.al Inspection 


6202040556 Bb^poods to 820113 Ur roqod sling approval «< 

trantpori of tpont reactor fuel Approve* route. 0 jb(ci) * 

SHEfiH, I S 01 vision of Safeguards 03/02/15 OCSEN.A 
MllcOi Co lopp 

6303000221 Forwards IE Insp Kept 7 O- 0 B 24 / 8 I -04 on 011309-10 Nd 

noncosip 1 lanc c noted aics 02/0*''* 

GtBSO.N. A F Division of Eng Inparing t. Technical Progr 
EhSELOEH.l C BabcoeV t Wlicot Co 2pP 1213B 23'r 


,.02O3CGOS3O t£ (n*P Wept 70 DOS'* I -04 i>i> 011307-10 No none onp 1 1 one <■ 
nctetf r.OiOt areas Inspcctod status review of <Jee untat 1 oats art 
acti vl t IPS- insp *■ observation of radiation siiiveij nethpd t 
ramp's surFate soil sa-rpllnfl 

CUbNlNOHAM. A L . fILNIOOrERv. P M Olvision of East gency 
Preparedness I. Operational liuPport Uy/PS/lJ* Upp 12130 ;’;h 


gSOJOdOlZO Forwards saFotij evaluation of axended rodtoloetcal 
continjencK plan subrilttod per CotkIssioii U 1 U 2 I] order 
License aisend should be processed tu incorporate condition 
tsat plan be implemented b treiiitained 

fishes, f O Uranlu** Euel LUensli's Oranen 03/02/10 CHOU. SI 1 
Oran turn Fuel Licensing Oranch Ip I^IIO 20U 


--6303040126 Safety evaluation supporting license amend I nc orporet Ing 
radiological conttngencg plan 

LC"I0. J T . riSHFR, F 0 UranluT. Fuel Licensing flranci, BS/Oi'/Hl 
3jp 12130 207 


0303150053 Not I Flos of issuance oF Amend 3 to License QN.I-/?!), r avi s I ng 
'■Icense Condition I'J to l nt nrpor at e radlnlogical Contingency 
Plan 

PaGC.R 0 Division of Fuel Cycle K Material GafeCy 03/02/23 
D^SEN. A F Qabcocli t< Wilcoi Co Jpp i;.'237 ,342 


-•9303150057 Safety evaluation supporting Incorporation of rad i o) og I r .■ I 
ccr.tingtncy plan os condition of License SbiM-ZVO 

LD’IC. J T . FIGHER.F O Uranium Fuel I Iconsing Dronch P3/PiVL’;> 

3PC 12237 34 3 


6303310127 Advises that fee due fnr approval of 020213 transpor tot t on 
-cute Invoice will be sent 

nlLLER, W 0 License Fee Management Draiich 02/03/3*3 OLSEN. A F 
uatccct i Ullcor Cn Ip I24<!>4 33(1 


COCSET 70-0034 ISOTOPIC ANAl.VSlC. INC 


0303160367 Submits addi tnfc to bo Included In IMI03'6 application for 
renewal of Licefise Sf.M-/7] Info Includes description of 
radiation safety officer duties t- r os pons 1 b 1 1 1 1 1 es 6 an 
saddling freguendi 

HA<m 53 .y, j u Isotopic Analysis. Inc 02/03/04 CUNNINOIIAM. If I. 
Licensing nanageirent Oranch |p 12343 303 


30C/ET 70-0933 CIMARRON FAC II I TV 


63032603 I 3 Forwards Info re release of SNM effluents to unrestrlced 
area during second half I 9 at under Llcenseo liNM- 72 (T t. 

6wt-ll74 

shelly. H J Herr-McOre Corp 02 / 03/16 KEPMLL'H. 2 0 Region 3 , 
Office of Director Ip 12434 03J 


--0303260313 Red loac 1 1 V 1 ty in gascuns effluent during second half I7(i| 
• Kerr-McOee Corp 02/03/16 2pp I242'l 024 


Or-CfFT /0-lu£je ,lF ‘.I I l-'.lirp'-vt ELFCT»1L CORF 


0203020162 forwards se'si.aninal effluent roi'itoring ropt for 
• <u1-0p: r'lil 

I.C10H.UM. •! C Must iny du-.e Llectric Corp 02/01/30 Region I. 
Fh I lade ! ph I a. Office of Che Oi rector 10 1/03 /Oil Ip I I 771 1 03 


■020202' (166 "Effluei't 6ecia''nual Rep 1 . .(o I -Dw f I VO I " 

li C Vde-,. t s r 9 • .iiise liectric Corp 02/01/20 Ip 
II7V1 lOf. 


LCCrCT 70-1 ICC CCMbULflCN LI.CIf.FER I l-'i INC 


Cr03040l73 Notifies of section 170 3l Category ID fee requirement foi 
;rotessir»g of 6l03i4 request for aidl tl'se to lespond to 
uOiriissiui' 0IU2II jr.li.t to rodtfy license 

(IILlER !l Cl License ' ee Mai.ageirent O'anch 02/02/19 L ICll fKNllFhtl l< 
Cortustion E. ng it:ec ' 1 n; . Inc Ip li'l30 035 


02*73050,176 Ar I receipt uf 020204 llr infrixtitg NRC of steps tah rn ti. 
forreit viclaticns '■orec in tc Ins? flepts 70-1100/01-10 6 
30-03754/01 -O I 

&T.in03rEC.‘ 1 . R Uivisior cf Project t Resident f'ru.}ra.ss 82/0.'.'/2J 
I ICHfENDERCFR Co-ibustion Engineering. Inc 2pp 121J4 393 


- t)20j03040<. Ruspencs to .NRt 030114 Ur re viol.itlons noted in II In-.p 
fleet 70-! 100/ni- 1() r .30-03734/01 Ol Co-rective aftions sii I I 
ensure Ihot in-..ivc cn„iuing for individuals maintained 
c uri-uiif 

L ICflTLN3FOCLR Combustion Fng inesr i ng. Inc 02/02/04 
-llARQOltCP I . H Oivisiio of Project 6 Resident Prograc.s ;1,.|- 
12134 2V4 


02020'(U7r(. Issues /ixerc 34 to License Shis- lot, /. mod i fy i ng health physics 
7- safety crg.j n i ja I i on.i ! structure 

FACF.H (; Uranium Fuel Licensing UranrS 02/03/23 L ItHIENDIHGI H 
Corduslion Engineeiing. Inc Ip 12172276 


--02O337O743 Re-odmends issi-ance uf At.end 34 tp License SNH-106/- 
S'.od 1 f y I t,g tiealLt. physics f. safety or gac.i i a t Iona I 
struc lures 

CHOW U T Uranii.s fuel 1 icensing Drancb 02/02/33 Ur.iniiiri 

fuel Licensing Orancl. 2pp 12172 277 


02031100.17 Advises f-at 011210 plan for surveillance of c onlami nnlc.l 
land f. prepa-alioi- for release to unrestricted use Is cn 
accordance -a/app to License 6.'JM-1067 Detailed results uf 
soil s<iT.pllng should te submitted 

CROW. K r Uranium Fuel Licensing Oranch 02/02/25 L ICXfENRFKCI R 
Co.-sboslion En g i i.eer I ng. Inc tp 12333 103 


0203090276 Subirits effluent releases based on monitoring data fm 
airborne f- liguij releases for period Jul-Oec 1701 
U totaled 13 3 g in jiibcrne effluents 1* I/O 7 g m liquids 
ShEE'RAN. R F Cumbusticn Engineering. Inc 62/03/01 Region 1. 

Office of OIrectar 1; 13161 241 


docket 70-1007 general ELECTRIC CO 


0203230293 IE tnsp Findings 8. LIceneee Ac I dtd 020300 of License 
6PM-34 tnsp findings no none oicp 1 i anc o nuled 

SKOV.O Region 3. Office of Director 02/03/00 Ip 13370 E'Vl 


DOCKET 70-1063 TODD aHtPYAROS CORP 


203100C09 Advises that no further action planned on renewal 
affllcaticn until dec ontamlna 1 1 on activities completed 
.c5ffllttal of decontanlnat Ion p | en prior to start of 
eloc''****' **'**'’9 "*4 ^ sumps re<|uested 

PAOe.fl 0 uraoiu'e Fuel Licensing Oraneb 02/03/17 HATHAWAV.C W 
'edd Shipyards ip 13191 339 


0303290343 Forwards lE Insp Rept 70- 1 100/02-0 1 ». an 020125-29 No 
none onip ii^nce noted 

martin. T T Division of CfiQinoer mg t, lecAnlcal Progrars ti«?/03/IO 
1. ICTENn£RGE« , II Corbustion engineering. Inc 1243? I /-» 


-“6203290347 It Insp h^pt 70- J 1 0a/0?-0l on 020123-29 fJo non< oop J i onr i* 
noted Major inspected shipping npcclving & records 

t* t®pt% tref iCCmS 7901 

RAlTArA 0 . OOOV,A T Division of Enginoertng tf Tfrchniral 
PrograTo 02/O3yO‘J Ip 12432 175 


0203300281 Foiwards ^afetg evaluation supporting FaciJItg rad lo 1 r»p k ui 
contingericg plan Requw^tt attend incorporate condition that 
Itcaneee i^npl eaient. i-tamta in ^ oiacute re^poo^e tnea^ure^ of 
radiolcgiral contingency plan & addl Itconee condition 
rtSHER.F 0 UraniufT Fuel Licencing Oranch B2/03/17 CHCU. tl 1 
Uraniim Fuel Licen<»ing Oranch ip 12462 041 


OCCKET 70-1073 CHICAGO. UNIV OF 


*’****'**•’ ‘"4p of Licenses 13-00309-03.13-01731-03 6 

uEIoFh ^ S30303-I1 i, farwards notice of violation 

OlvislpT. of Engineering t. Technical Progrars 
03/03 0AM, K M Chicago, UnW of 3pp 131/9 079 


B203300203 Safety evaluation supporting radiological contingenry pi 
I.ONO, j T . FISf-ER,F D Lfraniuir Fuel Lirensing Oranch 82/0;i/l'/ 
Spp 13462 042 


CCCKfcT 70-1113 CCNFRAL flFtTRIC CO 


ret^^" violation from insp on 820302-11 None odip J loni e 

* to hold Ifuiran use Radioisotope Committee 

KEIRfm** times annually during CvOO t< 01 

asm, ® Division of Engineering <• Technical Programs 
8J/03/02 Ip 12179 001 


8203170355 PNO- 1 1 -01 -076 on R10915 50 i g U heiafluoride released in 
facility vapoiiiation bay Caused by flange gaslet leal. 

No personnel overciposore occurred Investigation continuing 
CQRYELI . C p ■ KEl.LOCO.P ./ Region 2. Office of Director 01/1)7/16 
I p 1 233 1 1 3 I 


v;u f9X\9t iccf^^o 4% 4pQi\*i tc 

7 M cf A.’frd rt.**P*3 cf 

«»:** IC*^ will Ir. r^M^C t »ie<*PMO»' 

f » I :•• ‘.r,*J h A t A( c 0 1 1 1 1 v Oev«lcp<ftefH Ureoi h 

i;5 - ir cJ '/.<■, ,»•.•••. Ciraral CIcc trie C 3 Ip 13291 3.74 


e%t% er l ••'C urcilT *tr -l^^neld. 

•re# I • ' e- «•• e* "i I 

vA*/;iM%.c *:> b2^05/29 C! ShI^SkI. j A 

cf ►#7jr‘e0ri‘i ♦ Te{hrUal PfO^rart^ 10 l2J2l 24tJ 


t.* ^ a** M f^r prepari«ij crwiror lofti ftr 

It ^4 ^.^9Z arvirgA data 

H-irCcr^lir; re“e.d» »i‘ar<e S •«M *10#/ 

HOr. U # t’*<^*r; c" •^c'.cvpT, 0•arc^ d2/03^0? 

r r Co ^pp 12294 148 


I£ f«-95 Pept 70-1113/02-04 on 02O:*l7‘r/ 

•lo '»C»tr.'';liarce 

'»;1.:7n « F lerr-'iijl Ir ■i;.ec 1 1 or Brarth 82.03/10 LONS. 3 A 

lerer^l ; c ^ l2347 120 


It Ir^p Rept 70-1113/82-04 on 820217-19 Nr» 

c^p I * at 1 1- '»pteJ '^ac* araa6 n»apa<tpi ph^^lcal sec.irJt^ 
plo-- fo' ;>r:,te:tior* cf a crimed itrategi: nuclear ••atl 

Details ^^itnr.elO fff# iCcFR2 7S0> 

TGUlf«.*# J r^ZvM^I C *♦ Fr,;^ical Piotactico Section 02/Ol/OV. 
ip 12,^4 7 iz^ 


C0>f7 '^0-1 |4 I u: ST JV>U;' f, f.CC’f^lC CCPP 


‘?JClllC940 f.'e.riticr' 9 lo funfa-rental nuclsar iratl contF<iJ 

pla*i i« a;ca;iArle Ltrer^e CcndJtiort 2 1 Of ^afe^vdrdi 
A-^etxi P-T-i licer^e 1120 ^as 5€en re</M«d 

EPlC'^ECr* n A ^*Jre^lal Ccrir^J t Ac( oworat 1 1 iti| Oovelopoent ^^roaf^ 
Oi'i?/2l fiARDI.A j we^t in)hcc»%e eiednc Corp Ip I2P5I I6*t 


•120317000? Application for cie^ption fro4i Ltcenop Coridlttan 2t tc 
pe«'A)t r;»^e<*'pnt Of crjlinderi u/o valve covers In place 
rfARDl.A J west mshiiiise electric Corp 82/02/09 PACE, q C 
Urar>;ii<r Fuel Licensing Dranch 4pp 12339 1 53 


--0203170003 ApplicatKiK for eieoption fro-ti Llceri«e ContfUion 36 to 
permit mc^/e.-^ent of cylinders w/o valve covers lo place 
KilTLCTT.iv « Wool ii>pro»ise El ec trie Corp 03/03/09 0T0]NC£?.c; 

Diviti:*n of Fuel Cycle t< Material Hafety 2pp 13329 160 


e2OjO3OC0? Jnfcrr.s that lien 9 of License SNM-H70 is arendej 
Avthor|jin(j reverent of IJ U heiaflaondo Cylinders u/o 
valve fov*»rs ^y 020209 

r>AQE-9 9 Uraniu-r f'wvl iicensinq branch 03/02/10 NAROl.A J 
r^estinghodso Electric Cor^p Ip 121 09 311 


--8203U30095 SuOmits review of 030209 arvend application auteoritirg 
-reve'^ent of 13 U ^©»Af lur»rld© cylindec^s u/o valve covers 
OlOtNOtr<.0 H wraniuir Fuel Licensing Uranch 83/03/10 
Fuel Ltcensmy Dranrh tp 13109 312 


8203290099 R^qtiesls a.->t»oo to License ONM-llO? to authorlie dlip^ial 
c/ industrial uaste tre.il-ront products u/o cnntinulnQ MIC 
licensirg controls un:iet guidelines outlined In SECY' 

31-5/6 

rJAHQt.A J UestingSoustf Electric Corp 03/03/16 PASE.AG 
Uranium Fuel LlcensHig Oranch 3pp l244l 346 


d2u3040343 Requests paiinenl of fee for application for eitensior 
ti^ie to comply u/Cor.r.i ss I on 010311 order to nodlfy license 
lo ii'cluCe radinlogiral conlingency plan 

r;!t.LtA.U 0 License Fee Managernent Oranch 03/03/19 NAfTDt.A ,* 
Lestinghouse Electric Corp Ip 13130 011 


ne0303C44l I onwards IE Safeguards Insp Rept 70 1151/83-02 on 
620125-29 :io none nrp 1 1 anc o noted 

OtnSO^i.A F Division of engineering S. fechnlcal ProQrams 82/C«^7» 
D AMJPE.r- We sting house Electric Corp 3pp 13096 306 


52CrvP0j62 Forward seAijn-^wal rfflcent <-cr 1 1 or $ ng repl for 
wi.l-De- :9li; 

;.025‘vm f. c Lestinghonse Electric Ccr? 03/01/30 Pe^lofi I. 
Ft- 1 1 ade 1 pr »a. Office of the Director i8i/0J/0ll ip ll79i |05 


- F/302C20 1 66 i ffl-w»vr»t Eer*i anc' f<e?t.Jvl -Oe c 1901 ’• 

lVOCLT>rri II C t irgh.'.ise tlectrtc Ccrp G2/0t#20 \p 

11791 He. 


dc03C20«204 Segjests f-at a^enc to License SV‘i-J120 to incorporati 
radiotcgical contingency p I «r as license condition be 
processed We^tew enci 

FISnEfH.r L Uran»., F^el Licensing Oranct 82/03/16 ROUSE. L t 
Aevar.ced Fee* ♦ 'i^pvnt Fue* Liiensi-tg Dranch fp 12093 336 


•P- O j3«.‘O20? RetC'ne*K:s issuance of amend Ic License C.Nii-1120 to 
incurpofate ra::toloiical contingency plan as license 

c end I 1 1 io 

lOhU J I . r(C|,£fi.r o uranium Fuel Licensing Qranct B3/0:'/IU 
uranic-' Fuel . ir ending Qranc**- 3pp l?092 337 


0^J32<?aO5V Fftfuartfi « to Lite-ite 1 1 30. i nc orporal t nj BIOOI) fc 

• 125 rdSi(,lo;ical tonUnjenc-, plan t jafotv evaluation 
C0 \jSF.u C Aevanced Fuel t Spent Fuel Licenamg Oraoch 82/0^/ln 
*.A9Dl A ^1 Ues I ingtia.jse Electric Corp ?pp 13443 32l 


-Or03:<JOOJO A'er« 3 to LKente Stir- 1 1 ?o. Inc or pora t inj radloloq ical 
contingency (Ian 

ROuSt-L C Advance! Fuel t Spent Fuel Licensing Oranch 03/03/16 

IXld*) 'in ^ w»*^x#.»a»U 


0203290032 
I OHO J 1 
02/02/18 


Safutg evaloaticr. ^upportinq radiological continqer 
. flSHEt;. r 0 Uraniue- Hetcveri^ Licentma Branch 
?FP 13443 326 


g 1 Mt 


tlllKET 7C-II51 WESrlNCllC-USC EI.ECIRIC COKf* 


0203120010 Approure ra,e than,,, to fundar.ntal nuclear mail control 
plan .. requart for ece-piion fro-r ICCFP70 57(6icm Licenra 
Condition 2 I will 5e -odified t. Licence Condition 4 7 ulll 
he added to Amend Ppp.| cf license Ssn-tlO? 

et/lt%' " rARoH'^HerMn^i '' ‘ 0.-»op„nt Branch 

Cfi^iwiv r.AH.3i.A J uertlnqhouje Electric Corp 3pp 12351 D,--* 


■0303032432 If. Safoquordr |nrp Repl 70-1131/02-02 on 020193-29 Ko 
none otrp I lane e noted Major oreat tnapected inotl control 
f. ac c ountot 1 1 1 tq Ootalle iclinneld (ref I0CFfl2 7901 
BAltS. J U . BAOADOtl- J U • MCALIMNE. E J Ulvtalon of Enjlneermj » 
Technical Praqroa-^ 02/02/19 Ip 12096 200 


0203950194 FoPo-acifq It Inqp Repl 70-1131/03-03 on 030300-13 N5 
rone c-*r 1 1 aric e noted 

GIB&OV.A F Pivi^lon of Enqlnoerlnq 6 Technical Proqrajna 82/03.'-- 
D*AM2Rt'..'i iJe^t 1 nghouee Electric Corp 2pp 12413 349 

--6203390190 IF i„<.p Ropt 70-1131/02-03 on 030203-12 No n9nco«p H.'-'* 
noted Major areae inspected operat I ons. f ac I 1 1 tq chanqes * 
no-s. Sdfetq c or-ni t tpos K IOCfn21 laip 1 esion tat I on 
rnuuP.C L . MCAEPINE.t J Olvlslon of Englnaerlng «> Technical 
Proprase. 03/02/23 4pp 13413 331 


a303l';0JI4 Act receipt of B20.'’16 Itr Inforolnp NHC of steps talent, 
correct violations nuted in IE Insp Rept 70- 1 1 31 /SI - tO. ai.j/ 

CIUSO'J. A F Division of Enplneorlng ti Toch.nlcal Proprae.s. 82/03 
O'AMjRE.tt Uestinqhouse Electric Corp Ip 12347 130 . 

I 

•9203I903I7 Responds to NflC 020302 Itr ra violations noted »" It 
Rept 70“ I J 3 1 /8 1 - 1 0 Corrective actions ulthheld 

I ref lOCFfl2 790) J 

0*AHCRE-M. Me s 1 1 ng h ou s 0 Floe trie Corp 02/03/16 0 REILLY. ^ 

Region 2. OffiCv of Director Ip |2347 13V 


6203250339 Act receipt of ^.•RC 820222 Itr re IE Safeguards Insp ReP* 
70-1151/03-02 on 020126-29 

FOSTER. H Westinghous© Electric Corp 82/03/11 MCALPINE. 
Region 2. Office of Director Ip 12413 379 


DOCPEf 70-1193 CIMARRON FACILITY. KERB-MCCEE CORP 


P20309C003 Requests eitonslon for submitting radiological contl .q.-t 
plan until 820401 for License 3Nhl-1174 « tvtl 

ei'ELLEY.w J Kerr-MtOee Corp B2/01/07 ROUSE. L C Oranluo 
Licensing Bracich 2pr. 12172 342 


I 



DOCKETED ITEMS 


l 9 cr 03193 W. App I I ( t iin fcr .ihpik] lo Lxrr’i? bNn- 11 ^ 4 . to pOTiit 
operation oF ion o>chjti<|« 1,14$ to 4 f c untd'ni nj tc soluttoos 
g«ncrdt4><l tJorm; dpc Ontd'^ 1 riAt > on .tctlv|tl9« 

SHfiXEYW J Kerr-lltCfu Ciiip C12/OI/lt HCIUE . ( C Ad va moil t no J 

!. Spent roe) lic-sniing itrAnch 4pp 12353 34f) 


- 02031901.5? Advice'S ore-id fee due t-e 0201 U opplicptlon tni- awend 

to l.l cense S'J-'S“Jl7d 

OEISS. D 1. tceose Foe nan.igenant Uranen 03/02/02 50CI.I-E/<ll .• 
i»err-ti;Oee Corp Ip 12.133 344 


0303360313 Foruards info le fotoase rf SN1 of Fluents to iinrestriiid 
area durtni) second half 1901 under 1 . 1 censes t 

55M-I I 74 

SHEuLF. IJ J Kerr-KcOoe Forp 03/03/16 KFPPi EH. 3 0 Region 3. 
OFFtce of Director Ip 12424 0.'’3 


~ 03 .733 1*03 1 5 Rad 1 oPc 1 1 V 1 1') in gaseuns effluent during socoeid naif I9tl| 
s Korr-McOeo Cnip 02/03/16 2p:- 12424 024 


OCEPEI 70-1201 I'F 6 CONVEHSICN FACILITY. IIAOCOCK «. Fill CO* C(l 


0203520592 For.iards request for add! info re revtstons to 
Fcncaetental nuclear natl control Plan w/u enc 1 

f.VAl.'S. L J Fuel Facilitg Safeguards Licencing Dranch 62/01/2) 
FOPO. 3 T Oabcocl t L'lliot Co Ip 121/4 3io 


0203240061 Forwards effluent roniturlng resul Is. Jul -Dec 1901 In 
accordance w/provislnns cf 1uCFn70 59 

/FFF.O H Oabcocl 6 Wllcoi Co 02/03/03 KEfZLACII. N Uranlnn fuel 
Liceneing nr a neb Ip I23S0 32 a 


0233193306 Forwards IC Safeguards Insp ftept 70-12(11/03-03 on 020200 !:■ 
No noncenp I la nc 0 noted 

OIOSO-N.A F Division of Engineering 6 Tochnical Pi ograais 02/03/1(1 
ALTO. R A Oabcock >• Ullcoi Co 2pp 12147 (04 


--0503190401 IE OaFoguards Insp Kept 70- 1201 /02-O3. on 020200-12 No 
nonco.'sp 1 I anc e noted Najor aroas inspeclod iroasuremenls. 
neasuT esient control progra.ii, ) ndepondent insp l< followup of 
previous Findings Ualalls ulthneld (ref lOCFIl? 7901 

DATES. 3 H . SAOAOnS. J e) , flCAl.PINE.E 3 Division of Eng 1 no 01 1 up l< 
Technical Programs 02/03/00. lOpp 12347 1 O 6 


02 03390186 Forwards IE Safeguards Insp Kept 70-1201/02-02 on 03021 /-u.V. 
6 0309 No none omp 1 lane e noted 

OIOSQN. A f Division of Engineering t. Technical Programs 82/03/i:j 
AlrO. R A Oabcocl F. NlKoi Co 2pp 12429 321 


--0203390109 IE 8 aFrquards Insp ftept 70-1201/03-02 On 010317-26 6 0309 
N: nonecirp I 1 anc e notod Najor areas I nsp sc t sd : phifS 1 c a 1 
tnventorii verification Enel withheld (rof I0CFR3. 790) 

CLAV. E L. . 0AOAOOS. J W . nCALPINE.E J Olvislofi of Engineering Ft 
Technical Programs 02/03/12 2pp 12429 322 


OOCaET 70-1237 MIXED OXIDE FABRICATION PLANT. EXXON NUCLEAR CO . INC 


O3C1IA0365 Requests addl info re Part 7 3. ‘‘Item Control." of Rsvislnn 
II to fundamontal nuclear iratl control plan. 

CVPNS.L J Fuel Fact I I tq Safeguards Licensing Branch 62/01 /18 
6CF5EIDER.R A Etron Nuclear Co * Inc (subs of Exxon Corp. ). Ip 
13311:349 


Advises that Revision 11 to fundamental nuclear iratl contrul 
plan acceptable Safeguards Amend MPP-2 to Llconso S.NM-1227. 

Sections l.O through Q 0 has been rovleod 

SRICF50N. R A Material Control 1. Acc ountab 1 1 1 tg Development llraiich. 
01712/21. SCHAElDERrll A Exxon Nuclear Co. . Inc (subs, of Exxon 
corp ). 6 PP 13226 144 


e^OOSIOSb? Requests License 6NM-1937 be amended to Increase possession 
limit of SMM In form of 5‘/5 11-235. enr 1 ched from lO. 000 
to 30.000 Ig contained U 

FSALODV. C. If Exxon Nuclear Co . Inc (Subs of Exxon Corp 1. 

02792 / 12 . CRCU.U T. Office of Nuclear Material Safetif 6 
gafe)uards. Director 2pp 12404 339 


02d>3D3O363 Forwards Endorsements 24 6 25 to MAELtl Pol Icq (IF -94 

pIfLSON. R Ex ion Nuclear Co , Tnc (subs of Exxon Corp. ) 82/u271() 

BALT/MANiJ Antitrust b Economic analqsis Branch (Uttlltq Fiiianccl 
4?f 12077 046 


0203 ®^®!®® PN0-V-Q2-0I 1 . on 020225. appro 1 25 kg 0 heiafluorlde gas wot 
l•rl•4•e4 from conversion tine I vaporlxatlon chamber 
firObablq caused bg softening of Teflon valve seal. Most of 
gjs was recap tured bg vent 1 lat I ng-scrubbers 

rtlOHAS.R 0 . COOLEV. W J Region 9. Office of Director 02/05:726 

IP 12106 206 


02 '7 fci,,w's IL v.irds Insp ttppt 70-1257.02-02 on 0?O;OU-|; 

». nt J A • ; 1 1 . , -t • » . a* r. . Is ai (“.held (rif lOCFfiD 790 > 
f.OHDERMAUO . . U •l«gi(C ‘ iitfsce (.f Oi tec tor 02/01/10 .*1IL:0N. H 

Elnon Nucle.ir Cq . i n •«ci at FiiOntaip : 2pp 12394 147 


CCCfLI /O-IICtJ r'OPHir. Ib’EnAT HTF.. GLI.rUAL Etf.fRtC CO 


lE'dlO ru Hi / Forciards IE Insi Bept 70 1300/02-01 on 020(20-22 6 2'f N'l 
rone or.; 1 I an< r naCril 

•fO'JLL lur.- C F. Oi.isi.'- <• f Fnginoering t Technical Inspection 
02/02/10 U.MJ ii.'.ll'II 3f'EN Oene-al Flee trie Co 2pp 12094 02'» 


'-P303030390 IE Irsp fleet 7C IIOO/O.’-OI an 020130-22 fc 59 No 
none omp 1 I anc e nnted ri.s .cr arras inspected fuel receipt f. 
sto-age. f.ic ilitg crauges. radiaC;(iri /icleclian 6 emergen eg 
? 1 a'ln I r g 

np.CA. ( C CRECF9.1 R Facilities Radiation Protection Soctiun 
02/C5’/1.? Lpf 1.7094 027 


e20309015’7 Oecisinii • o- lei qi,in(lng appltc.jnt 010020 mc(ion (or 
(.(..nsarg dispssiiian ri all contentioris Record closed 6 
referrod (o ccMSli Oi'e-tn* f..r appiaprlate acliori 

OHOCI lOPF. . A r LIITlI. . l. w Hi:‘irp.l i .it om IC bafstg and Lien* sit. g 
Goa-d Pamrl 02'O1/O3 SOpp 13161 079 


( 12 ( 1.(310164 Forsards (aole indicating current status of fuel stored at 
facilitg lltatus sT stored fuel has nnt changed since Jan-I'eb 
1902 

Da:jvC 1.9. D n Oenenl Ele.tric Cc 02/01/04 ROUGE. L C Advanced 
Fuel C. Gpunt fuel I irrr. sing Branch 2Ff 12.193 352 


D.3CKE? 70-1342 COflAfflUr 


H.''03230113 Ac V receipt of 030209 Hr mfursing NRC of steps taken tn 
carresl vtmlatlcnM noted (n It Insp Kept 70- (342/02-02 
MARTIN. T r Diviitori of Engineering & Technical Programs 02/03/1:. 
PORDY.I) i. Cucator-.id. Irr. |p 12370 240 


- -B30J2'J(>111 / llesiionds to nRl 030125 Itr re violations noted In II 11 . 1.11 
Rep t 70- (342/03-03 Corrective actions pacemakers have not 
been shipped since UlO/.Ol Contosic lue. licensed tc ship 
C-lOl-P p.icetrakers 

FURD/.O 2 Coratomic. Int 02/0P/09 NARIIN. T T Divtsinn o( 
Cnglnerrltig 6 fechnical ('tugrairp 2,-:p li?;170 349 


COCKCT 70 1390 WILI.IA-S ljF,Ag-/'.Nt «0'3f ROVfE OAK. Ml 


0303160529 Ac k receipt of 030337 Iti tn farming NflC of steps taken In 
correct violations noted in |E Insp of licenses UNil-1366. 
21-0133.1-01.2 1-01133-07 > 21 01333-03 

3RENIAM6KI.D J flegioA 3. Office of Oirectur 02/03/00 
HAOOKHTV.H Nil Ham ueaiimonl Hssp Rugal Oak. Ml ip 13300 i’34 


--0203160533 Responds sc f-Wf 020129 lir le violations noted in II. Ii.s;i 
License 21-01333-52 Currertlve actipcis annual full ralibr 
added to mg t check sheets 

I'ACGERTV. R H Uilliar Oeau-iiint Hosp Ro-ial Oak. MI 02/02/:.'/ 
SREHtAW'jli I . 0 J Rugi-xn 3 Offscs of Otrector 7pp (2300 


DCCKET 70-1453 WflIOul 'JlATt U.-|Iv 


8203170309 niscusses IL mte ,f licenses 34-11912-03. 34-11912-04. 
34-11912-05 r, tjNN-HiV on (120216-17 t, 19 «. forwards notice 
of vl o] at ion 

SRENIAMBKI- D 3 Region 3. Office of Director 02/03/10 
OELJAN. 3 B IJright fltate Ui.iv 2pp 12113 217 


-0203170312 Notice of vsolaltoo frox. itxsp wo 020216-17 b 19 
None orp 1 1 anc e noted tndl.idual observed driiiklng In lab 
approved for use of radioactive matl at (ioi Heart Inst 
SRENIANSaI.d j Hvi|i(i« 3. flTfice of Director 02/03/09 ip. 
13313 319 


DOCK El 70-146/ SHfcRMAI lil)5P ELOIN- IL 


8303355344 Discusses IE msp of Licenses 13-14634-01 i. SNM-HB? I'li 
030303 t forwards notico ef violation 

UIEOEMAN. D 0 Region 3. Office of Director 82/03/10 GRAHAM. . I 
SlietT-ar. Kosp Ulqin. Iv. ?pi> 12414 102 
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UUUIVC I CU 1 1 CIVid 


- jrCji' C." hv.ifv i:i .■•.■.'•(■cr *•>.'> •■'4P C>> Kcnc 3*pl i Of* nottd 

•• trap ftflie-.l »a->flpi a.vra9« e)f tarae 

ff~ i/r 

illE'.ri’.kt* '. «. ••«) ■. ■•> 3 cr CT (=13/03/ 1 7 ap p 

ir*:'! (O'! 


i._;: •* = • :'C • ; s 10 w 1 1 n-^ n-•.• h :> r,‘- c t m t « wz-eh or 


aa.).*o3-X'l *’ A' (■ o' I III iKfcrritij r.«C of ilepi takun ti> 

coro.-l io..'lio> r/ta; i • It- lo^P Hopt /<>- 1 'JO/'/O' -0! 

of (=ri^ ii.rt iiij I Tar'^nical f^rogr^tn^ 0«?/03/l?» 
UJOi-'LRi. (= Wa..r in . I If- n^.' Cenlpr u'at-i i > { t cn. CC Ip 
li’lOl 11-’ 


-8r:03i j0.?«O Si'ipcrOi to (’•‘■f HrO I I Itr 'P violfltitn ncte] in IL Iixp 
ippt rc - 1 “iOO '31 -Oi Oi'pp.ti^p acliao4 raJiroctivo aiatls -ill 
Pe procei4Pc ripoicinn £'ppr 

r;CDA.‘<!Ci. .1 P oata nilon ‘':>4p Cpiilci- iiasoim ten- OC ea/0;‘/ll 
K (IH'E'tAIJ. 0 ;i 3eii;cn Of f 1 c O C-f £>i rat t or 5£pp ia3Dl‘3l*.l 


ccc«ti /o 3 .’o ' fAsTt'AN p.i; .‘p ;ri 


C.;o3l0'‘or‘. ‘fw.iir<14 l-iup l<* to 010331 application for renewal of 
ticenir 1 M 3 o-. la-isad on oaoti’l 

IF at E En 4 '-'\a-' PM-»l .a 0i:.-(jt’/2^ ECGxO. A Ura«.i-;«« IwpI 
LifpPbii'l Uraren ijp l£?3Jb 0‘'b 


tocKE* 7o-:73n rArr>-;i’ ;.ao t titCTiMc to 


(=I.%030COZ07 It I'ltti fl'icin;, ' Licef-4pa Art jtO CJOECl 05 of Llceiito 
tr*l1-15Ur* Jr4p finll't-js '-o non c omp I 1 3nr 1 - notnil 

S flr^ion 5. . f f i c t of Oireftor 02/C2/03 Ip l?0/7 17). 


Dcc-'ET 7.' : 757 i;Acr’AC -,rE'i:; criiLHAL hogp on&iui.MA 


0203050^7-1 A' I rnotpl of 020204 lit infonoing f.HC of 4CPpa tatoii to 
ccffrc violAtior'4 rnitO 1 1 - It ina? of Liconoes 20-00814-14- 
2 x -o..oi-> c-c. oom-v-rn- ao ct-Ri4'E>a. ao-com ‘i-tio. 20 - 00614-04 

*, SNt-ilfO 

r*AfiTIfJ. I T Oi^iotnn of rnsioparlnp 1- T^c5n|ca1 PregraAs 82/013/01 

I'AmiM, J S lid >4.11 III 4D 1 1 4 Oi/rdial Ht>4p Bcoton-I'.A Ip 12104. jj>i| 


-•0203050314 drapoida Va «;-0l07 lli rt viatntvens notpil tr, U. it.ap ot 

Lt.i-nifs 20-03014-14 i0“03fij4-p0.20-03ai4-0l.r0-0,3814-a2- 
?C-ODBI 4-03. SO- 03dl 4 'H4 8M'-I490 Ccrroillvr sctton« flngsr 

'aOgr re4i.lt.i. aiH l«* lAt_-a»<l«i1 to raOtotiof laPPly oft 
iiEOEIE^ f. W .•Msiflt - US7 1 14 General Hosp Boston. MA 82/02/04 
MAfiriN. r 1 Region I Offito pf Director I2pp 12134 165 


DDCKET 70-1^69 HADIATiriK «A-,A5EM£Nr CUPP 


B2O32102I3 IE I nsp Tm.-iinqs t litenseo Act dtJ 920D09 c>f tlcensei. 
37-13129-01. 37-I3I27-C2 37-13129-OJ $. SKM- I 542 |nsp 
findings no n or e c.np 1 I ant o noted 

♦ ftegton I, Office o' Oireitor 03/OJ/OV tp I338I 3l9 


docket 70-1996 ilAl.OEN fiOiP MALDEN, flA 


?5030B3364 IE Insp firiJir.gs t, Licensee Ac I dto B202I7 of Licenses 
20-09214-02 5 Ef.'M- 1 540 Insp findings no none orp 1 lane e noted 
oOHANSEN-J M Hep ten 2. Office of Director 82/02/17 Ip 
12149 144 


DOCKEI 70-2223 CDDDAPO rE'^CrtlAL HOS.® SIAROHTON.PA 


£1203080319 IE tnsp Findings L Licensee Acl did 830216 of Licenses 
Srt'l-iaai 5 20-O9-l96--0l imp findings no nonco'^pl lance noted 
JC‘<(7sEN-J Ro-jton 1. Off tee of Olrectur 83/02/16 Ip IZttW 13(1 


OOCK(-;t 70-2302 EFCae r=Ef13fllAL H03P SOf!E«S POIMf. IfJ 


62D3.310S4 3 Act receipt of 820305 I tr informing N9C of steps talon t« 
correct violations noted In IE tnsp of Licensee 29-11642-01 
t. 9Sf1-l«a4 on 811037. 

MAITIN. 1 I. Division of Engineering t. rechnital Program 02/03/24 
U'EIGAN'D. r f ii.spre Meroiial Hosp Severs Point, IfJ Ip 12453:294 


020331054 7 Responds to N9C R20202 Itr re violations noted In IF- iisf 
of 1 . 1 tenses P9-lVtAa-0l t S‘I«-16B4 on 021039 Cor ret live 
actions License srf“-!6U4 Lt 1 1 be terminated 

l•k]CA*JO-T F . CUN9. £ C Shore MeDorial Hosp So-ers Point, fU 
92/O3f05 p. tMt.EMAl4. J G Region I- Office of Oirestoi Ip 
12452 295 


D3C>(rT 70-,‘’;>9l ATLANTIC CIT / MtotCAL CENTER ATLANTIC ClTV 


32v3230238 Confirms Q.?030‘J telfon re 811130 eipiratlon of Llcantr 
E1-'t1-168 7 Elatenent providing roll disposal do tat Is 6 anno a I 
rept per 10CFR20- Sec 1 1 on 20 407 must be submitted- |f 
app 1 I c at 1 p 

martin. I 1 Division of Engineering L Tochnlcal Programs. 82/03/17 
AT/POTT.A Atlantic Cits Medical Cenler- Atlantic Cltg.NJ. 2pp 
12379 0/8 


03CKET 70-2488 MEHCy HQSP PORTLAND. ME 


6203050450 Discusses IE insp of Licenses 18-03386-03 t 81/14-1709 cn 
620618 L forwards notice of violation 

KI-.-.tMAN. .1 D Region 1. Office of Director 82/02/16 CAIMt'AH-d 
Mercy Hosp Portland-M.^ 2pc 12134 127 


-'8203030455 Notice of violation Prom I nsp on 810618 None otn/f lane e 
r-nted failure to move surveys nocossary to determlns that 
individual handling I-I.3I uas not eipbsed to airborne 
concentrat I nns eiceeding li.mits specified in lOCFfl20. 103 
e ir.NtttA'i. J 0 Region 1. Office of nirector 82/02/16 3pg 
12134 129 


OCCkET 70 -2630 CtPAU.. CLMMJNITV HEALTH CENTER OR IOOETC.N. HO 


BcO303D367 Discusses IE Insp of Licenses 24-02490-03 tt SN.M-1767 c-n 
R2020B f, (oryiarils notice of violation 

L'EIDEMAn. 0 3 flaterals Radiation Protection Section I 62/02/25 
DOI-'KER-A L Oe Paul Cormunlly Health Center Or 1 dg e t on. r3. 2p? 

12098 301 


--B203030370 Notice of violation Prom 1 nsp on 820208 None o~p I lane • rslil 
ueeklg ulpe tests not perforned on Imaging roams uhere 
radioactive matls used 

ME I DEMan. 0 0 Moterals Radiation Protection Section I 82/02/26 
Ip 12098 303 


DOCKET 70-2750 MtBCV h3SP D£9 MOINES. IA 


0203190292 Acl receipt of 020304 Itr Informing NRC of steps taken lb 
correct violations noted in 1C Insp of Licenses 14-01137-01 
h SflM-1793 

WIECLMAN.OO Region 3. Office of Director 82/03/12 

ADOSOL'ROER. 0 Mercy Hosp Medical Center Oes Motnee. IA Ip- 

12349 273 


—8203190297 Responds to NRC Ur re violations noted to IE inep of 
Licenses 14-01137-01 L Sf/M-1793 on 820203. Correc t iv« 
actions nuc Isar medicine dept has uorled Put sys u/a>edlcal 
staff ofc te schedule meetings guartertg 

KELLOGG. J . AWeSPUROER Mercy Hosp Medical Center Oes MPlnee. lA 
82/03/04 MIECEMAN. D O Region 3, Office of Director. Ip 
12349 274 


DOCKET 70-2804 LONG ISLAND LIGHTING CO 


82031 904'/e Foruards listed procedures far s to rg e- hand 1 1 ng. insp 
preparation, radiation nonitoring & physical protection of 
unirradlated new fuel assemblies for revleo L approval, per 
790710 stipul atiOn Requests license Issuance by 820313 
SMITH. J L Long leland Lighting Co 82/02/09 DAVIS. J. O. Ofr^t 
of Nuclear Material Safety 6 Sa f eguards, Olr ec tor 3pp 12371: OW 

—8203190407 Stipulation re 780923 Application for SNM license Util mil 

iubntt procedures fdT ^tcir«96e handl ir^l^e ln%Pd prepbTAtibn# 
radiation monttortnd ^ phvfelcAl protection of unlrr^d 
Furl For f'JRC rovlau prior to 1 Ican^a Itsuanco. 

HOEFl-lf.O.B K tine - Ho Detailed AfftUatlnn Olvsn. awAPIRO. B 
North Shore Comm.lttfe Against Nuclear 8, Thermal Pollution. 
fiVELEy.W. Long Island Lighting Co 79/09/18 I20pp 12371 096 

--8203190498 Revision 4 to "Rec eipt. Insp L Channeling o# Un(rr«dl*tf4 
Fuel . ■■ 

• Long Island Lighting Co. 82/01/19 22pp 12371 099 


— 0203190491 Revision 3 to " Inventory. Status •> control of SNM 
• Long Island Lighting Co 82/01/19. 49pp- 12371: 121 


.•{IJIVa-IV-l 

• I bl'C 


It A<( I /< L I <1)1 t II rt j i 
« I »•••! I I i|li I I n.| c.<i 


O'lctjVff Krfil Ar oa % i qrui 1 1 oris t. 

ni?/oi/u /(,p ira?! ii,‘? 


.’OM'io^v; I t,, 

• I IJ'IQ I <1 1 a lijlitliiq 


n«ld I o I og I r d 1 Gutvey 6 Hcltadula Locatiuiic 

Co nLvoi/ii aapp isn?! i /<. 


tjr« ■' 1 ;IO to ‘I^C • llr r>' V I o I < 1 1 I oiii o«t4-< »t> 

-■•.vKSv'^ St.M- la/'J ♦ <■•*- I 7 .’.’u- <■>! Coi r ef t I V e ortiDT-. liri'n'si- 
a tc te '> i i f «» 5 *. i> ri* I 1 ti d t V i (f tia 1 9 

^iipeivisioq T.atl^ «’urrc4't|^ 

PAI-AV u I fioutli.T .1 Caliiu'iilo Co fllVOJ/l'A ttCllA 

Kdd I 'I I (I 4 1 1 4 I llrai.tft ;ipj ir“.’‘5ll .If)!' 


JO.UVI'^VH Hwikiiiti I L,, 
t I ciig 1wiai>i‘ I ii>iit.ai>i| 


"Cotioral Hci<l>attun biirvoy Technlqoue 
Co 03/01/11 ;inpp l?J/l 1<?<J 


CCCkKT i,NtON f..H SHIC C-'Q 


IJilViirpOn •■«OMor«l < oot/iomatloii Survey lethinoues • 

« long I It laud I Ijlitiiiq Co 03/01/ 1 i ;>pp I237i 1’J3 


011101(11 It. VI « 11... :i t.. -Hualtl. |•hy,tci |PC(.„ir,d.. 0.,a 1 1 f ir a t . .... 

(•ruora* '' 

* I nci; t IvtK^llie^ C.) U3/0l/n l«pp 1D371 iiS/ 


■Oil 'loll 1.1 Htnlliin 1 o t 1 (in OA Hece t p t. Insp, Hand I inn. U.ipac 1 log tt 
CMuDdlll'l Ilf IMi I i-l-rt.l 1 ,1 tot! I'oc V 

• lane lnlaiiJ t KHtliiio Cn D0/01/23 Opp 13371 351 


. 3 C'IU' 0 I 5 I AIvI 5 i. « Ih.i I r.t.« l.teit^e j. i I J lot t e needed .ilitl] H.’ 
biiire iKi f.. el ^ill t •• ferf»\<'J u-inl Sept 5 ‘013 teCdusp C.ivl 
IdaJ ilate deferred i.i.t I 1 .'..r-e 11(13 

‘vCMvriL 1) r> unicii i: lei tilt c.n ii:’/o3/o> davik. .< g. nffi 

nuilear tta'er.al Sa(vly C lletf eg uar i a . Oi . e. I <j r 3pp I 3 


‘JI’0'11 6(1045 Ode u. -ten It r.nc-'util 030311 telcnn re ■•aretii ev/tl untie 
fuel rat.t J. rloiee iiiiL f.JIt R30HJ11 irq..rtl fur d-ldl i i- f u 
re fuel r.ii . s 

V.C»'(>tuL. 0. 1' Union Ciecl-it C« (l.’(02/lO llAVtS. ,i G IK ( i 
Njrlear Material Safet'i * llnf e ^ t.ar de * l>i r e t ■> ci . Iipp 13310 1 


l.f /0 -'(i(in ( |:Mr>i INIII A1 I M l-:i)iatlN 


:inrK!:i 7o-3‘'d7 h.liioki f(jMr« to 


J/uHll Appl Iial tun fof uir.Ond to License 8NM'iO;i3 revislnq 
piratiuti (late t(i tl.llVdl 

lCMiIIIL- I II til «• t «e 1 |.i |i 1 |■o■(ler fc Light Lo 63/03/03 AAOL. R |i 
(•lion I’liel I 1« ending lil oticli. 3pp 13374 (101 


II /<i 3/34 KUtllOM 1)1 ATC CCJI.LCCL 


3)3134 II ) iiep I Inillftgo (« dtenesp Ac i did B303B3 nr Ltrensns 
H^lll/d t, L'V |0 7/i9 (>l tii«p Finding* records of leak tests 
I Aalnlained «« prune rl lied In license or 10C(''H34 35( c > 
n»)lnn (. (IffKu III* I) t I- VC tor 03/03/33 Ip 121 33 153 


.1 /« a-/w. niivaiHui^f’ J romin t. i.icn\ co 


03030 100‘13 lieguests addi irfe (n snppn. I <if rev.eu' of license 
app 1 1 c d t 1 tin for receipt L s tut age of fuel /it far ) 1 1 Ly I n f n 
needed includes pmeisions fur nrsuiing crili.ality safety 
of three proposed fri*sh fuel stni'jgc local inns 

SERK/I.n 1. Urouiun Fuel Lirensing nt anch ll3/O2/0ii KCCii. i 
Illinois l*oe;p r CP Ip ITO/A 377 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT ANC 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAl 
CONDITIONS 

r.crKEi 71-0331 n'hth LAiici IHA ftrATt uNiVKHarr/ ai rai.lioh 


0303320466 I'orcards Revisioi- 1 to OA progra'’i f nr •.‘ilprii.y radio 
rati frogrd'r has heen revised In irclnde r/ffC l)iO'(3f) 
r ec os.send a 1 1 uii a 6 editorial changes 

CQCtOlfcLL . « U torth Carcl.na ‘Uate lintv 03/03/OA MACtianA' 
( r anspor t a 1 1 u.i Orancri )p 12ri'7I 309 


.’3(114(1 Ap p 3 I c 4 1 I nn for AmerteJ tci License ONM-1002 to /lutlioriti- 
lelpl.ruseesekuir. (»>*(> t‘ i»*b of 34 neutron scvc.vces 
•Iched In llh-lJ4 ui/ijp t« 2. UOO-C ( /source 

L. 1 I Mlselselppl J'nuier & LIgfit Co 02/03/04 MAOE.R O 
inivmliiel llca<(«)ri’g nrrsiicli App 133/4 193 


;3(}!!4() Appllcallon fnl' noro.kd to license SNM-1(102 to Authonie 
elpt. pos *■ telori. Iiieo *« Ii4e of * '• neutron sources 
•iched (n ilt> |'*i4 u/«tp to a, UOO-C ( /soorc o 

fc.t I m s e I « • ( i>|i ( I’ouior i. Light Co 02/03/04 I’AOE.R O 
inluailuel | (tprtellig flt'oeich 6pP 123/4 193 


I 70 39.1/ I'l H/CIVI .VANI/I I’OWEfl t> l-IOHT CO 


--020.122046'/ Rcvlslur I 10 lA prcijran- for shipping r .sd 1 cine i 1 ve 
» Murth Carolina tilate Univ 0.'’/09/20 •/p,,. I2J?( 21(1 


tiCCKEI 71-03/1 MUOLL Md'l)-10. tlMIflCO MUCLEaR cnflJ* 


9^03330004 Ifiruriro t^41t Ll^ensp QNIi-OOtJ to 

iftcorporo t r^dloloo ) r til c on t i ft g c r\c tj plan Ancnd 
9 iip^rs«d 4 r 9 ATiend 13 dtd €100407 Poviei-r of r 4 f1 i o 1 ng i < I 
coniingenev plan er»>* 1 

Py>C£( G Uranliio Lict^rv^ing Urar>ch ClI.'/0*J/04 KWfKrU 

United Nuclear Curp 39!^ 


AhO/ll lurwprd* I: (id or • • in»*< t lit *• *3 to NEl lA I’olicy Nl- -262 
;r|II. f| u f'enney I v(tn 1 (i irciwer <« Light Co 02/02/16 PACt. (I « 

ni«* fuel I itei.giop Ordrsch 3pp 12311 I70 


r /0-293'l IIT l.l.I/ATmfH rilTOICAL CTR ORAKI TE CITY, IL 


r.txvtET 71-0466 mi.NCQm/. nitiiNti l hak-ji- actum »ng r.n 13 m co » 


0203020043 rorivarde OA prO-;jrar' approval for radioactive .rail pa 

0466, Re ■<( s i on \ 

rACnONALO. C F Tranepqrtatton OranrIi. 02/02/10 i i£])Lt>llU. R 
Co . Minnesota Mining 9 Mfg Ca Ip. 12090 353 


30674 Aril receipt of UPOSI 1 Itr Inforaiing NRC of steps talc eu to 
r.tl violettooi nofrf « u in.p of Licenses 12-14132-03. 

Tg'.«M”3. Offlta 1201^261” 

Clitebelh Hoep Ornn i t» C i tg. It- Ip 12007 266 


V. 3 ft. 45 Os in MfTC 020204 ttr re violations noted In It li. 

Itens’r 12 - i 4 i'i'j* 03 Cr»r recti ve actions treatment charts uill 
1 pr::i 5 ^/;ir t"ldthT-p 9 on.t ^ spot checks si.H he made 
0 tniure cherlo aru kdpt 
ACnCMICI Ot tt I th_Mn *9 

(CCtflAK. D 0 fteskOf* ^ 


Oranl to City. IL. 
Office of Director Ip 


02/02/11 

12089 267 


sp of 


--B203020040 OA program approval for radioactive mat) package*!! 
Re V 1 s 1 on 1 

MaCOOWAi.O, C E Transportation Branch B2/02/I0 ip i;.(j 


ROCHET 71-0469 fouirASLE CAB CO 


6203110352 ftegvesto amend te License 37—17491-01 to li.corporatr 
parallel relevant lOCI'R7I r egu 1 r omen t s . Opda tod 

organi tat 1 oria I chart t OA program for Industrial radiooraphy 
1 1 c ehs ees enc 1 

AOREW. F It Equitable Oas Co 03/01/11 MACDOrjAl.t>. C E 
I ranspor ta 1 1 on Branch Ip 12251 203. 


I 70-3940 Nl. IWOUOTfl IKS. 


Miaai Ack retokpl »f 0a022& 
rod vtolallone tiotad * •* 
I7//0 01 . » 

<.ii C Hedidl ante 
tstrn Celt form • Edl***" ** 


Itr informing NRC of steps taken to 
insp of Licenses BNM-1B79 & 

Branch S 2 / 03/10 PAPAY, l T 
]p 12298 35 / 


— 0203110355 OA program for industrial radiography licenses 
* Eguit.it.le Oas Co 02/01/11 Spp. 12251 ;>12 


docket 71-04/0 PEAMSYL VANIA STATE WIW 


S203260277 Foruards 04 piogra.s for shipping ii n i rr ad 1 a ted MlW-t. 
as semb ties 

LEVINE. S H Pennsg I van la State Univ B2/03/04 flACOONALU.f 
Transportation Branch 4pp 12440 041 


r)A f.r u-> ; r ifl <- 1 <<.»: 

Stjl# ''>• 3 pe ITif-l; (>■■•!> 


li'.fff ’I >'C 0 ‘LS P*-I' PA-i?. BA- 1 , h* J 


;;-Ti A-tli'^tior (C' r#re..jl i,« Certificate cf Cc-?liar-fe «■>:>(. 

”'aj'.MAw C e General Electru Co BS/CI'IV IIACLC'-aLD. C t 
Iraitf ; r tat I ;r Srant" 4 j; li '010 33 E 


••«.-;. 3 l 2 C(:va Apptiratico tor ar»end to Certifitate of Corpllaoce 4 'iil 6 foi 
ft> 3 e! BA-j tj allow aMfneol cf '.'33 fi.e! (jel atte»llles 
„/o 4 t 3 %eraje »<-335 901 icO'ent of 3 JOV. b"! i-eijft 

C 0 Eifoo H-jflear Co . Inc itoti of Ftio»i Corp ) 

:VfC 3 'C ‘1 r-ACD 3 ’iAi.ri. C E Trao^scr ta t if 3 'ani'- epp 1333 ' 30 “' 

r-r03 3ICC':,'' Fc'-arO» fee toC-iitteO jCCF 030331 I tr r« renewal cf 
Certifirale cf Ccmpliorte 490* fee ret req j 1 re;, e i-n e info 
pertaine to 0301 If lerewal request 

.ACPEOw C license Fee rtanaqeoent Oraref- B 3 ' 03 /C 6 vauCman. C M 
Cenera] Eletlrir Ce it 1346 * 016 


--Pi031l00f3 Apt Itcation for areno f. rer.c.Ji of Certificate of Cc-p 1 1 iii.c 1 
4763. 0e Is 1 1 ng RA-j eadel cf container b celetirg 
provisicn ftr .'sued oilOe contents for container Three 
Oversire dra.inqs one] Aperture cards are aviailable in BCB 
VA'.'CHA'r. C rs Ceneral Electric Co 63f03/Oi .‘'ACOOSALO C i 
Tr ansp or t at 1 on Qtancb t60oo 13464 Ol/ 


:,OCrET 71-5430 « 30 lL BCC-I, - 3 . - 3 . - 4 , ULST lli:.HOUF.E ELECTRIC 10 


Q 2 G 3130165 Nclieces of reqistration as user of Model BCC 

fACDCNAUl). C E Transp ortation Oranih 63 / 03/03 OLGCrj. R N 
r/ational NaC 1 ear Corp Ip 13353 346 


I'.O'er' ’I- 361 1 MClIbL l)‘JC-;' 500 . iJtllTEO NOCLEAfl CORP 


0303040636 fleqoestt acerrt to I'ertiftcjte of <' c-'ip I lane n 5641 to 
reflect adfin 1 s trot 1 ve chariges 

Kintl. H F Nut. oar Ci>rp 113/03/01 MACOO-'IALO. C £ 

Tr antpur tat I iiri Rra'iCh 3pp 13130 3SV 


•3303320353 Forwards Certificate i.f Coepllance 5b4l . Fcevtsion 4 f;. p 
'<'.C-35no shippiriq c nr.' a 1 ie< . sup er sod 1 ng CetttPltale of ' 

Cesp i laric i> 564 I . Re v ■ s 1 nr. 3 0 t d 1111301 

MACUO'iAIO.C E 1 rat.spcrtoi inn Branch 03/03/10 HIRh.wF (fi, 
rjjrlear Corp Ip 1 3 -If 3 IV5 


■3203330560 Certi f Itaxu at C. trip I i ant e 5 b 4 l . 11 ev Ision 4 . for Kcdel 
1 ,Ti 2’3500 Shipp trig runt a I nor 

fACnovA-.O- C c tr ar.spo ' tat 1 on Iiranth R 3 / 03/10 4 pp 133/3 li. 


l-OCaET 71 - 560 / R:ior. lir u- 104 . NUCI EAR FOEJ- OEHVtCES 


0303010455 Application far ettonslnri of eiplratlon dat*t until BStiX 
nf Certificates of Co-npliantc* 5493 6 368 / for Mudolt RMO- 18 I 
6 Ri'O 184 . respnc 1 1 velq L'unenI 1 dated applications for renevel 
to be siybultted tq 0 .' 7 f >517 pnr 810930 request 

mICI'LL.C ./ Nuclear fuel Services. Inc Csubs of Oottg Oil Cel 
03 / 01/27 ■’ACUO'iALn. C E Tr an spor t a t Ion Branch |p 13073 343 


630339.1096 Fnrc-*ards Ce-tlficate of Ccinplionco 5687 . Revision 1 fer 
Model n*SO '104 

MACI/ONAlO C L Irar.sp.irtat ion Brancf 03 / 03/17 ffICMEL.CJ 
'/jclear fuel Services. Inc Isuts of Oettg Dl) Co ) Ip 
13445 35 / 


--Pi 03390 ICO vertificatv of Ccapl lance 56 ( 17 . nevislon I for «i 4 el K e 
MACDCNai f). C E Tr aiispoi tat 1 on tlraiich B 3 /OJ /17 3 pp 13*43 1 .^ 


O.TCrtl /|'5493 MJCfL BM 9 -I 8 l-l. riUCLEAH FLEL SERVICES. IfiC 


9203010455 Application for eitenslon of eipiratiori dates uritll b 3061!0 
of Certificates of coispliance 5493 6 5687 fer Motels RMu-l 61 
5 Rnl- 104 . r espec 1 1 vel q Coneolioaled app 1 ic a 1 1 cos fer renewal 
to be s.;bisitted tq 63051 / per 6 IC 950 request 

MIChEL.C J Nuclear Fuel Services. Int Isuts of Oell., oil Ct. ) 
62 / 01/37 RACDO'IALD. C E Transpor tat ion Branch Ip 13073 363 


6202370069 Forwards Certificate of Co-pliante 5493 . ftwi 1 1 cr 2 . foi Modi I 
frr.O-iai -1 

ISACOONAlO. C E Transportation Branch 63 / 03/17 mICHEl.C J 
Nuclear Fuel Services, lot 'subs of Cettq Oil to 1 Ip 
12459 310 


- - 6203390(152 Certificite of Compliance 54 * 72 . Revi s 1 on 2 for 

naoel nno I8I-I 

MaCOCIIAlC. C £ Transportation Branch 83 / 03/17 4 pp 13459 ;n 1 


DOCKET 71-5607 MCDEL ce T- 3 . CENERAL FLECIRIC CO 


9303220035 Forwards responses to 811130 ccinerts resulting fron NRt 
review of SAR for Model T -3 shipping contalr.er 
MOSER. B M Energq. Dept of 83 / 02/11 MACOCNALO. C E 
Transportation Branch I 4 pp 13437 t 77 


--6203330039 ■■T -3 Cash Lirer Assse.blq Drying Drocedure. ' Bevisiot. I 
• ConSLCers Power Co 61 / 11/12 19 pp 13439 193 


'8203320040 'P r,sh Ipeent Leah Test Procedure for Cash Liner. ■RevUlni. 
» Consu<»ers Power Co 81 / 03/17 3 pp 13439 3 || 


—8203330043 -HPEF aisle's 6303 Leal Test of 1-3 Cast Container tap 
Seat •■ Actual procedure number is M 0 I 95 - 0034 -CS-C 0 Sn 
photographs 6 nine overslie drawings end Four aperture 
cards In PBH Five aperture cards In Central Files 
• Argonne National Laboratorq 63 / 03/09 | 4 pp 13439 314 


8303 IB 033 B Forward* Supp 1 »-*enlal matl for review oe Model I -3 shinpina 

C on rtf 

MOSER. R n Energq. Oept of 83 / 03/ 16 MACDONALD. C E 
Transpor tat I on Branch 40 pp I 334 i 307 


P.CKET 71-5768 MOCLL OB 250 - 3 . COMBUST tflN ENOINEERIAO CQ . INC 


G 303090044 Fsrwatds rorreiteq pages for application for renewal Ff 
Certificate of Coi-pllance 5/60 for Mndol 110 - 330-3 
A'/SIIN. fh A Oabcoch t. Mtlco* Co 02 / 03/00 HACCONALO.C E 
Transportation Branch Ip 121/3 096 


■'8203090047 CorrecLod paqes for application For renewal of Certlfin*' 
of Compliance 5768 for Model DB -230 3 
* Oabcoch builcoi C<i 03 / 02/08 3 pp 12173 099 


P2CP,ei 71-3/96 MOtlEc 1013/5 t. 101361. PICIcEfl CORP 


0203330043 Forwaids ccnsolldated application For approval oF Modrii 
AMS 181375 b 181361 

IRUIN.H R ATC Medical lechnologg. Inc 63 / 03 / 36 . MACOCJNALD.t 
Transportation Branch Ip 1341 / 136 


•0303350043 Application for approval of Models AM 9 101375 b 161341 
IRUlN.II R atC nodical lechniilogv Inc 82 / 02/36 ISSp? 
13417 137 


6203090394 Notifies that revised application uill be submitted bd 
820326. pOr 030115 tel ton one* 6 

IRWIN. H H Aevoi.cea Medical Svsteme. Inc 03/01/25 0DE0AA9l*t» 
Division of Fuel Cqcle t Material BaFotq Ip 12192 230 

8203170034 Requests to be continued as user of Models 131373 4 
CHIN B Lawrence Llver-iore Laboratorq 02 / 03/01 MACDONALD. 
Transportation Oianth Ip 12325 361 . 

8203300314 Notification of regiatiation at usar of Model IB 137 S.IF 
response to 630301 lequest 

macDDNAlO. C E Transportation Branch 03 / 03 / 20 . CHlN. 9 t* 
Liver-sore Laboratorq Ip 13462 103 


DOCKET 71-5805 MODEL VANCrNOuHOH. CIIEM-KUCLEAR SVSTEM. INC 


8203330746 Abends Certificate oF Corapltanco 5003 authorfllng tl"d'* 
shipment c>t Cut-up reactor coieponent* per O2O310 Ttr ATI 
other conditions renaih unchanged 

MACOONAlO. C e Transportation Branch 82 / 03/11 HARSH.C A 
Cheih- Nut tear Sqstcies, Inc Ip 1239 7 232 


CJMET 7I-S926 MODEL OE-ICO. (JENERAL tl.ECTHtC tO 


8203010491 R»qo»sH »lnp\lHBa c « v « I C atJOT. for Moiet Ihtlli 

pt r»vlB»>*<l ModetB 100 t> 1300 d rdulng «• Cer 1 1 f ttat Bs of 
C««pllancr 3926 t 3939 vlll then be einillartly r«vi«sd 
COWINCHAM. 0 E Opnoral Electric Co 02/01/20 MACDUNAlO. C 0 
Ireofportation Oranch 2pp. 12073 360 


0203090630 B»iiue»t* Teql»t»atlow »i «B*r of Model QE- ICO oheo 
Certificate of COKpilonce 3926 rvoeoied 

VAUGHN. C M Oenerel Electric Co 02/02/09 tlACOOMALO. C E 
Ireneportat 1 on Oraocn Ip 12192 121 


OOUET 71-6144 MOOEL U-2. U 3 CCflLOOV 


6203330100 Requeete reqlitrntlon o» ueer of Cbea.-Nu< t ear Sye. Inc Model 
CNSI 6144 

RAHN.ML Navy.Oept of • E I *c tron I ce Syelams Engineering Center. SC 
02/03/03 MACDONALD. C C Traneporta 1 1 on 0 ranch. 2pp 12392 33V 


OOCKEI 71-6373 MODEL CN3 4-43. CHEM-NUCLEAR evaiEMO. INC 


6203040002 Requeeti Certificate of Cuaipllance 6373 be altoued to 
ecptre Model CMS 4-43 chipping caek ui I 1 ba renoved frori 
fleet on 020332 

EBEhXACK. 0 0 Cheni-Nuc I ear Byeteme. fnc. 02/02/01 MACDONALD. C E 
tfenejoptatlon Dranth Ip 12119 279 


OOCAET 71-6400 MODEL 6400. MEOflNOHOUSE ELECTRIC COHP 


0203230038 Application for Rovlslon 9 to Certlflcato of Conpllence 64l)D 
to Include eteel container daacrlbed in one enc I uverelre 
drawing Aperture card la available In POR Adnin I a t ra 1 1 va 
aaend fee enc 1 

OLSEN.A F Oabcock 4< Rllcoi Co 02/02/10 MACOO.NALD. C b 
Iraneportat Ion Drench 2pp 12392.361 


DOCKEI 71-636B MODEL LL-60-1 SO. TVA 


0203120336 Foruarda conxr.onle on 011207 application for ro Inala t an>ent 
of Cartlficata of Compliance 6360 Application muat 
incorporate alt Info contained In or ref In certificate. 

Eubnlttal tchedula roqneated uilthln 30 daya. 

MACOONALO.C Tranaportatlon Oranch 02/03/03 MtLLS.L M 
Tenneteea Valley Authority 2pp 12232 361 


DOCdET 71-6601 MODEL: CN0 0-120. CHEM-NUCLEAR BVQTEMB. INC 


0203120106 Raqueata raglatratlon at uaar of Modalt CN8 8-120. CNB 14- 
193-d, HN-IOO. CNO 21-300. 7-100. CM6-B0A 6 OE-1600 

crane. P A Pacific Oaa b Elactrlc Co 02/02/03 OlflHB. M J OPfIte 

of Nuclear Material Bafaty 6 Ba f eyuarde. 01 r ec tor 2pp. 12233 2/1 


0303120380 Reapondi to 811014 Ur re Modal CNB B-120 BAR containing 
In-depth evaluation will be eubmlltad by 021001 

EHENHACH, 0 O Chen-Nuclear Byetema. tnc 82/02/09 MACDONALD. C 
Ireneportatlan Branch Ip 12234 19B 


02031 2C089 Advl tea of intent to thlp radioactive matl from Monticello 
4 Prairie taland 1 4. 2 nvctaar generating p lante in Modal 
CN3 0-120 1CN8 LL-30-1001 

MAYER, L 0 Northern State# Power Co 02/02/17. Tranaportal 1 un 

Srenth Ip 12253 030 


0203230039 Notification of ragietratlon at liter of Model# MN-IOO. Ber I pl 
2.CN0 14-i93-H. CNB 21 -300. OE- 1600, CNB 6-BOA <• CNB 8-120 In 
reiponaa to 820203 raquaat 

MACDONALD. C E Tranaportatlon Branch 02/03/10 CRANE, P A 
Peclllt Oaa t, Electric Co ip 12372 303. 


8203230743 Notification of ragietratlon at uaar of Modal CN9 0-120 
In rtaponat to 620217 raquaat 

MACDONALD, C E Tranaportatlon Branch B2/03/10 MAYER. L 0 
Northarn Stataa Power Co. Ip 12397:248 


docket 71-6413 MODEL- 702, TECHNICAL OPERATIONS, INC 


8203110401 Application for pantwal of Cartlficata of Compliance 6613 
♦oi' T»th Opa Modal 703 Type » Fee anti. 
munro.j j Technical Oparatuma. Inc. 82/02/11 MACDONALD, C E. 

Traneportatlon Sranch. 3pp 12239- 127. 


82031 1 0404 "Bar Tucn Up i Model 702 Typo R Pacldge ' 

• lochnica] Cpara(uri«. Inc 82/02/12 33pp 12239 129 


OOCKEI 71-6690 MODEL NFS- 4. NUCLEAR FUEL SERVICES. INC 


0203240096 Raqueata regiatratlon aa oaer of Nuclear Fuel Svca. Inc 
Model NSf-d 

EBENHACK. 0 0 Chen-Njclear Eyatera. Inc 82/02/24 MACDONALD. I t 
Tranaportatlon Branch Ip 12398 144 


DOCKET 71-6717 nOCFI. 6/17-11. GAMMA INOUBTRtkS. INC 


R203120377 Requeata regiatratlon aa user of Model 6717 0 

DLAKt.C I. Mtdweat Inap Senvicea. Inc B2/02/10 mACCO-VAI I>. C 
Tranaportat 1 on Brafich Ip 12234 |96 


OOCKF.l 71-6771 MDOF.I. SN-t. MJCLEAP ENOtNEEnlNG Ctl 


8203090300 Application for aicend of Certificate of Compliance 6//1 fui 
Modal 3N-I ahipptitg package re uae of propoaed ahielotng t, 
atructuia] inaert for radwaate ahlpirent Forwards "BAR Insert 
for BN-I Radwaate Shipping Container ■ 

QARTQN. J J General Public Utilities - CPU Service Corp 02/01/1(1 
MACDONALD. C t Transportation Qrooch 2pp 12147 209 


--8203030310 Ac Ic receipt of util 0301 lO 1 tr t, fee for amend to 
Certificate of Coepliante 67/1 Major amend fee required 
JACkOON. 0 License Fee Manayement Branch 82/01/26 BARTON, j J 
General Public Utilities - OPU Service Corp Ip 12147 211 


--8203030316 "8aR Inaert for SN-I Radwaate Snipping Container " 

• Oeneral rubllt Utilttle* - CPU Service Corp «l/t2/3l TiSOpp 
12147 212 


0203290013 Requeata Info re application far amend to Model BN'-I 
shipping package 

MACDONALD. C E Transportation Branch 82/03/17 HAHN. R E Oeiiiri.l 
Public Uttltttea - CPU Bervice Cory Ip t244-J 361 


DOCKET 71-9001 MODEL IF-3t>0. GENERAL ELECTRIC CO 


0203390040 Advl tea that util has been informed bq OE that Target Rot k 
Corp has notified CE that 73j-00t valve failed to nest 
specified leakage requlranentt Util will review GE analysis 
UTLEY. C E Carolina Po-w«r & Light Co 01/06/24 MACDONALD. C E 
Transportation Oranch 2pp 12443 312 


DOCKET 71-9044 MODEL GL-1600. GENERAL ELECTRIC CO 


8203090014 Forwards revised renewal application for OE Model 1600 
u/corrected te«l & new licensing drawings 

CUNNINGHAM. 0 E Oeneral Electric Co TO/02/01 MACOOMALO.C E 
Transportation Branch 5pp 12173 07/ 


— 8203090016 Consol Idatei application for Ot Model 1600 

* Oeneral Electric Co 03/02/23 330pp 12173' 003 


8203I20IC6 Requests registration as user of Models CN8 0-120.CM8 14- 
195-d. HN-IOO. CN3 21 -300. 7- 100. CN6-80A & OE- 1600. 

crane. P A Pacific Gas J, Electric Co 82/02/03 OIHKS.M J Office 

of Nuclear Material Safety b 3 a f eguar ds. Dl r ec lor 2pp 12233 2/1. 


0203230039 Notification of registration as user of Models HN-100. Oeil i-t 
2. CN9 1 4- 1 93' H. CNB 21-300. CE- 1600 . CN8 6-eOA «, CN0 B-120 In 
response to 020205 request 

MACOONALO.C E. Trantpor l at Ion Branch 82/03/10 CRANE. P. A 
Pacific Oas <« Electric Co Ip 12392 305 


DOCKET 71-9070 MODEL N-35. ENERGY, OEPT OF 


8203100071 Requests registration as user of Nuclear Pac kag Ing. liic 
Modsl N-93 Qverpac k. Certl f Icate of Compliance 9070 
CROMUELL, N H South Nest Nuclear Co 82/02/01 MACDONALD, C L 
Transportation Branch Ip. 1&191 319 

0203130364 Notifies of registration as user of Model N-35 

MACDONALD. C. E Transportat Ion Branch. 02/03/02 HARVEY, J L- OoutI 
blast Nuclear Co IP 12253 247 


*ti i AtO''IC CO 


'jr. ?-• /• : , I • I. % t% 4 t Cp* 1 1 Cl : j t e ct Cc*p I $ 'f072 pip»r*4 OJrOStJl 
•.i-itul .■ i <: <,■ %<< I ■ Ha (»-' d; ( I '< At ) Cn u'Jrn^l i)>. 

I " ji -d* -I t i<' ; di; p’ppi'*.'^ titritidlt li.Co tAojid te 
v.iS'ittp; i> id,» Jfio' in »ipi»Jtioii ddtp 

••.'•I !■ p £ Irj-^jirldticn iffd'it'i 62/03/10 MCdflY.t* ft 

ipnp'dl <: ' '*i»l t r.f OuiC Oil • Ip 12374 297 


(•>>M /| ->.•', *4 (lOI-E- .--t'-IC. I'.C 


;’33II'>10’ Cjf lerpwji oC rtadel AP ICO « ef »nt I 

n-inp>4f n A Aiefi'/ Int d./OJ/iC' «A-.DO>IALD. C E Ir dmpor tdt li.ci 
il.irtt. IP 14 1 


• -UiOlSi; ! 1 1 I iT.ii 1 I 4ppi." a'IEFCO Ii; A‘^-iCOCa»li 
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/t-v..-? ;i:;;.ri K-j-l lo SEftICS 2. HlIIfAN 'A/Cl CAft L CEvELOCMfm 


Gr*/ 3 irO;:p. r pij » 1 1 / d t lo'i 44 user oC HoiPld CNS G-i20-Cn0 14- 

19 * ; ri‘.-i:: cr,‘j t'l 'o;. /-lOO. tOi SOa l CE- i600 

CftA'.E P A Pd; I fit •...4 flPClrtc Co 83/02/05 01KK5. M J Of flit 

nf iditiedf I4dlertdl id/Pt^ *. Sa f e^ddriis. Dir o( tor 20 P 12255 271 


02)nr0jp;> a|‘iisp 4 t*d*. Mr.4pl Cfi5 14-170 cost ulll tp 040 P to lr.it\ 4 pi-tt 
*dCICd:llvO *dtl 4 frvn Point 8 pdtli tc Cdrripr 

lA/.C u Itittonoin Eldtlrit Pouef Co 82/02/09 Offico of 
'•t.<l«ar Motor td( E4<«1>. *• Sof PijudrOd. 0» tot t or ip 12255 001 


933'tl7C0ri 80 100414 r 0^1 t Ir rtV ton At 11401 of tloPol M'i' ICO. SOT 1 04 I* 
HIPEHC9-t4 M i,;i LtOl.ijd- Ire fForitorl^ l/dt 1 oar Eng Inoor Ir.g I 
02/02/|fi MACpr^Aill.c f. Iranopor tat icn Qrjr.cn Ip 12325 .*20 


3 ‘O^lROSA*? Hogiiaslf » ai) : » 1 1 /.• mr -to fcuo: Ii4«/r of Cf.S l4-|9«i| 
FAY C W Uiotenoin I'lot'.’ ir P<ij.or to n2/0;//05 Uffica pi 

.‘.01 I oar Mat or la; SAfotif *. S.if og udr <1 4 Oi tor 1 or |p 12342 K7 


9203220571 Notification tf i o ;1 « 1 1 .it l ui- at u»pr of Mato I » «|. 

2 t Cf.S- 14- 19 5*11 111 ra4pi<ri4i» tii 7120209 rogooat 
MACDCflAtO. C E Tr.ii>4rnr‘..il ion (Iranch 0;?/03/10 OURSIetN. 5 
■..V4tcn4 1'i EloCCrit f*ador C; lO 12373 l*J9 


3203230Cri'f tloti tUdlViin i,( < vg-. 4t r ot icn 04 u4 0 T of fodvlo fi*l-lCi, ji- 
2.C*.'S 14-195-‘<. CfJS 31-jCO. CL-1600. t.‘l3 fi UOA S. CffS 0-120 tn ' 

ra4Pon4p tc (120205 l ognovt 

KACDOHAIO. t E 1 r or.vpiii 1 Al lOr tiiontf. 03/03/10 CRANt.P A 
Pacific Ca 4 C. FlPctric I'l' Ip 12392 305 


tCCPET 71 9096 t13CEL C‘I5 2 1 'iiO. CilCM-MICLEAfl evS7EME. (NC 


8203l3010n KaqdPttc rofi i 9 1 r .it uii. ,14 .. 4 or of Modol-i Ctl3 0-I20 C>tdii. 
I95-I1. HV'IOO. CN3 21-300. /- If27 CM/. HOA % OE-1600 

CftAilt.P A F-atlfit 0.14 f. tlFctitr ti. 02/02/05 OtftKB.U J ;i( . 

uf |/iclpa- Material UalYlg f. ba f Oduar < 14 . Oi r ac tor 2pp 12255 771 


823323003V Natiftcatlon o' -ecistralion aa ii 4 ar nf Modelt HN'tOC.5*-n. 
2 CMS 14 193-rl CNS 21 - ICO 3F- 1600. CNS 6 -OOA S. CN5 8-120 In 
ra 47 on 4 a tc 020205 regi.a 4 l 

“ACOflVALO C t I rai'tpor I .It i-jn Uranch 02/03/10 CPANE.p A 
Pacific Oat A Electric fn ip i2392 -105 


ODCKEr 71-9090 MODEI OCC -.•00(1-2. UMIO.N CAHUI Oi: CCIIP 


8203310466 Forc-arde Cartific.ilr of Compliance. 909(1. ftetl 9 ton 2- fer 
Holtla UCC-20MC-2 % Vltt 202.' - 2A 

MACOOf.ALO. C E Tr an 4 p i)r I a t ton Orancli 02/02/11 VOfrl.M H Cue* 

Carbide Coip Ip 12072 356 


-3233170325 ftptj'ii /ipii c,'6Ii83 <..3ic* acccnparied B202I8 I tr since no 
fee reg.iitpa ta legictbi aa user 

w'ACnrt*. G I lie'iae fee Maragament Branch 02/03/04 HtPSliCfc.lJ M 
c/S E'ulagy. Inr *ior-»erlg lloclear Engineering! 2pp (2325 3.'l. 


020 . 322057 : ‘lot 1 > 1 c at 1 on af registration at user of Models HN- IOC- *Jei n r 
2 A C*i 5 - 1 4 - 1 95-11 In response to 020209 regciast 
MaCDO.’ia; (7- 1 t I ranspor tat ion Qrancn 82/03/10 BUftSTElN. S 
t.i 4 C 05 sin l.ircl'ir <'c-er Ca Ip 12373 139 


- ■6233010-173 Certifirate of C oa.;; ] 1 anc e 90*70. (lav 1 4 1 an 2. for Modelt 
UCC-202C-2 A UCC-.702C-2A Approval record encl 

MaCOOnaI D.C C lianapartat ICII Kroner 02/02/11 3pp 12077 5;: 


9203023070 Advises that baaed nn rovleie pf 010916 app 1 1 ca 1 1 on. pai tefii 
autboriied tg c^ar 1 1 ( 1 • . 1 1 a of Cnnp 1 1 one a 9090. 0ov t si on 2. 
neat IAEA r eg ul r omen t s fPi Tgpo 01131 parliagea 
HACCQ9AU0.C E Iranspor tot ion nro«t I- 02/02/11 «AWL. ft ft 
Iranspo'taticn. Oapt of Ip 120'/.? 295 


0203233039 Notification of registration as user of Models HN-IOtl- berirt 
2. Cfld 14 195 H. CNS 2| -300. Cf- 1600. CNS 6-80A & CNS 8-120 in 
response to 020205 reij..asl 

MAC029ALO-C £ I ro*' spor t a 1 1 on Branch B2/03/J0 CRANE. P A 
Pacific Cas f. Electrir to ip 12392 305 


C-OCftT 71-9C80 MOOEL 9080 MITfllAN NUCLEfdl & CFVEt.UPMENI COBP 


020.1030312 Begi.eats registration as yser of Model 7-100 Igp« A Cast 
CRCMt/ELL. W H Sodth west r.'dclear Co 02/01/20 MAC039AL0. C t 
Tranapcir tat ion Branch Ip 12108 321 


DOCKET 71-90,35 mCPFl EFIITJNEL 05. lELEOYhE EkEBOY SYSTEMS 


82030302IB (tegireats renewal of Certificate of Ccmpltance 9C65 
hCCftEU. 2 w rated see Encrg.| Siistaeis 82/02/03 MACStlliAvD. C t 
Traodportation Bran;h ip 12110 359 


DOCKET 71-9090 HOCEl 483M. ALLIED CHEMICAL CDHP 


0203230742 Advises that Certificate of Conplianca 9090 for Models 4 (iOm. 
408 t. 48 h» Jt It etpire U20531 Reguests submittal of raneual 
30 daft prior to eiptratlon date 

MACOO'JAI O. C E Transpor cat Ion 8 ranch 62/03/10 ThOMAS. J H 
Allied Cht'.lcat Corp ip 1239/ 247 


OCCKEI 71-9094 idCSEL CNS 14-195-11. CKEM-iajCLEaH SYSTEMS. INC 


OCCAET 71-9103 riJIlEL .•i:.I-*502 


0dO3 1 70042 Application for Revieien 3 to Lorttflcata of Co.-p 1 1 ant e 
9(03- to gar-nit drg shipment of ene| rods 

JOHnSCN.C P Nuclear Assurance Cnvp 02/02/17 MACOCMALO.C t 
Tranfpoc tat ton Branch lOpp 12327 345 


8?0322CS66 Forwards Certificate of Cumpliance *7103. Revistoh 2 . for Piirl 
NCI-6S02 shipping pac Sage. super sed 1 ng Cdrtiftcale of 
Cstspliaht a 9103. Revision I Old 7BQ503 

MACOJNALD.C r Transpoi tatlon Orarich 02/03/10 uCICNSaN. C « 
Nuclear Assurance Corn Ip 123/2 336 


■6203220567 Certlflcato nf Cemp 1 i anc e 9103. Bav t s I on 2. fdr Model 
NC 1 -6502 

HaCOONai.D. C E Transpor tat lur. Branch 02/03/10 4pp. l2372 J*’ 


OOCKFI 71-9111 model CN6-fiOA. CHEM-.\UCLEAB SYSTEMS. INC 


8203120106 Regueslf registration as user of Models CNS 8 - 120 .CNS H- 
l95-d.hN-l03. CNS 21-300 . 7- 1 00 . C.*J,5-aOA & 0£- 1600 

CRA.ii£.P A Pacific Oas 5 Electric Co 02/02/05 OlftKS.H J t’' 
of Njclear -Material Safetg 4 5a f eguards. Ot r ec tor 3 fp 12253'!' 


820323C039 No 1 1 f teat loci of registration as user of Models HN-l08*^f ' 
2. CNS I4-I9S-H. CNS 21-300. CE- 1 600. CNS 6-aOA t CNS 0-120 In 
response to 020205 request 

MACDONALD. C f. Transportation Uranch 03/03/10 CBAME-P a 
P acific Oas t. Electric Co Ip 12392 305 


8203120106 Requests registration as user of Models CNS B'12o.CNS 14- 
I95-(I. HN-lOO. CNS 21-301. 7 -100. CN6-R0A J, 0E-i600 

CBANfc.P A Pacific Has 7. Electric Co 82/02/05 DJBKS.h j Offi... 

of NjCtear Material Oafetig t Saf eguards. Ot r ec tor 2pp 12255 271 


DOCKET 71-9113 t-OpEL 7-100, CHEM-NUCUEAB eVBTEMS. INC 


8203120106 Requests registration as user of Models 
t 95 -iS.HM-voo, c^ig 21 - 300 . 7 - 100 . CN 6 -Q 0 A *. 0 E-I 6 OO 
CHA'IE.P A Pacific Gas t, Electric Co 02 / 03/05 
a Nuclear Material Safetg t Sa f eguar ds. Dir ec tor 


'M'lO MjIiCL fiA- MiCI.EA^ ASSlMANCr CO'IP 


O'" ^7 forL.t'Sii;^ i9>;<i«st for ddJ! Itifu (or rpvtc-u of 70 1 SOU 
icotirr- for 4ppror0l or Mod Pi (I'Af. • l’*0(. ;isc*d upcrd^in^ 

flo'v*. artPotoii-ii »csi« roici'. profjr.i'i uill pr rpvjpusd 
r iMfo ^op^rlllpd r.* dpfiQn fiiiriliidi 

'•ialD C I 1 1 ..i>'"pr,. • At loi> di one h 0 ;.VOI ’/13 ..'Cl'NOlJ'd. C If 

P*r AsM.iAi'CP (..:rp vpp 1^076 337 


iOr(r| TXAinCAL ((('riAf KIM'l. IM'. 


U».v>ni 60 vi 3 «dwi%i >4 tt. It dpp:ii 0(1311 fpp fci CortlficOtP ci f Curp I ) out |- 
7153 rci do; 1-1 It. -V*. p»r" 0 «p uill pp rotund Pd ppi OPOSIO 
r ^ ^ 17 <» «* t 

■llUlfR .1 1) I Tee ftoiij ;p.'pnt Id 3-1(3 05/03703 CfJLOMAMI. H 

!(«.>•. rut to.lt . Int Iw '.OH 


r.(U'i*r.T 7 )-V|-"G r-ootl OP', PO 


35031 lOA'ta Ifcqt. ott; IC']t«ftrAti;ii; o<» utpr of r.PII 0(1 ^hlppinq cock OAr f. 
diojiiigo fcjtx.'if'^rr oi* t p*»a)f cf Opoerat Cublic UtllP 
H I niflALfilf . I I It I d : >< a I gr . L'g^prt t Atpocidtpp 03 / 01 /?6 

ItACOrif.'Al O. <; E I roil ■. por I 3 t lun Oranfh 5p; I2;>50 life 


■ 0*0 vl; t hdr.iot app I i r .it i km I 'ii MPprnt/al of Itiirtol tlA( .31 i ,, 

:r»^p tc rvijftv* 

:»C»..C I* r.jclcti' Af^sv*- o C«t;. ro/gj/ot \ 

»?crt<il.ion Ip X^A^O 00 ^ 


71 91 M :*orLi. iir. 10.1 '.rniE? hith^am r;ij: i faii Dtvn UPm'rii 


>ACf Ue<i le-^iVS a 6 f^\ II ro rc Vlu-i 1 o^.ri <1 e v I < ec, . b 0 1 1 uir turner ilMip f* 
rorf>i-r drop 0»i Inn;; flol eige of tl<»iJel H'J- 1 0<3, tie r I o % 1 

C r. T* t^n«^p nr I o t Kin (JraiiCb MAl.LCMY.C W 

lJu{le.pkr ** He /e I op.nont Corp r&i.b9 **l tt n/in Ci>rp ) p 


* J 00 j<p «i<J<M ll<<’i>sUi() ^h(' *0 applitation on br*huir 

of Pti|!tr fer review dpji'avAl at CPU 60 

« 1 I p P i n tj c rK» ^ 

v’ACl'SCl*‘Jr O Licei '-re I'et? •^«ir»d9 « • Oroi'C** Oi^/02/ltt 

fi ir)lHA'.i;M. J 1. R : d I r<r4 1 'K . £99eff A^^oc idles Ip 12?<70 ifjfi 


: lo; ‘O ar m os'u Co *^»iippk >5 c«sii ** 

• H I d 1 «r 1 Ci;q^i s *• Associates Gr/ 0 i/ 2 l lOOpp 12220 I f^V 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 
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WONDOCKETED ITEMS 


ICCFR COHMtBStON HEBTInO RECORDS 


0303340300 Staff rixtu t r vnen t « msno rt 030211 APfirmatlon SatdoO 03-S, 
a.p|travlng Poi- publication SECV-ai-600A. gdiaral pot leg 
»tal»“9At t, procadure for enforepment actions, t, 8ECY- 
62-009- li*; 1 an »nt ing delegation of OL d« tartnl na 1 1 on 
CHtlK.S J. Office of the Becratarg of the Cornmlstlon Ha302nC 
G2/02/I7 OIRCKS.U O. Office of the Etecutlve Director for 
Cperettons. kamMERER. C C Office of Conpr e s« lonat Affaire 
rOOCHAlD.O J Office of Puhllc Affairs 2pp 13130 030 


6303340383 Advises that Con-ni| ssl oners approved order entitling Cltg of 
r>*est Chicago to Informal . uri tlen hearing on pending 
petitions Deterninatlon reafftrsed that Korr-McOee Corp 
r-etls license should be Issued 

CHILK.S J Office of the Secreterg of the Co.-nmlttlon I1B20211A. 
62/02/11 Office of the Becretarg of the Co.eailsslon Ip 

12130 033 


32O3O402C9 Staff requirements (tieaio re 820211 briefing on regulatory 
reform taek force uork on proposed legislation to Improve 
siting t« licensing process 

CHItil.fi J Office of the Becretarg of the Commission 1102021111 
02/02/ I 7 TOURTELLOT TF. J. Rogulatorg Reform Task Force Ip 
12130 334 


0203040301 Staff requirements memo re B303O4 meeting u/FEMA on 
rulemaking on frvquencg of emergeneg planning esecltus 
C'lILrt.S J Office of the Secreterg of the Commission n0302l>4A 
62/02/16 OIRCKS-M J Office of the executive Director for 
Operations. Ip I2I3B.049 


6233090796 Unedited transcript of 620219 public meeting for OE 
presentation on OUR Mark III containment design besio In 
ileer Ing tan. DC Pp 1-03. Vl ewgraph s encl. 

PALLADINO.N Commissioners 02/03/19 03pp 12174.012 


0333100001 Unofficial transcript of B20233 public affirmation/ 
discussion session In Uashlngton.DC Fp 1-7. Merked-op fine! 
rule re need for pouer t> elternatlve tnergg Issues In 01. 
procesdlngs end 

e Commissioners. 02/02/23 27pp 13191-221. 


C203100420 Staff requirements memo re OE B202I9 presentation on DUR 
Mark III containment design bat 1 s . Comml ss 1 on requestad NRC 
presentation on alternatives re ATUS rulsmaklng uhen comment 
period esplres 

CHKH-S U. Office of the Becretarg of the Commission J1B20219A. 
02/02/24. DIRCK9.U J Office of the Esecvtlve Director for 
Operettons Ip 12211 362 


6203130106 Staff requ 1 reaiente memo re 820304 briefing on draft final 
rule requiring documentation of deviation from revleed 8RP. 
Ccntlnuatlon of meeting scheduled for B20310 

CMtLK.8 J. Office of the Becretarg of the Conunlcslon MB2O304B. 
82/03/09. Office of the Becretarg of the Commission. |p 

12309 303 


9203150302 Unofficial transcript of 020304 public aiseting In 
Uash ing ton. DC re briefing t possible vote on staff 
recomsendat 1 ons In facllltg program plan <• Indapendanca of 
acdM 

• Comnlssl-oners. 82/03/04. 99pp. 12310:001 


6203150207 fiECV-02-009 

Recusnsnds that contractor u/tlttle prior financial 
Involvement w/POtE t large eiperlenced staff in nuclear 
plant design t QA be qlvsn sslsmtc dsslqn rsvsr If Icatton 
proirem 

01RCIl9.ll. J. Office of the Executive Director for Operations. 
62/03/01 90pp 12310:094 


6203I6008S Staff requirements memo re Afflrmetion Session 03-6 uher 
Co-mri ss I on approved order dengtng petition for 
reconsideration of implementation of Section 147 of Atonic 
Energy Act Action on 8ECY-e2-e t> 8eCY“82-8A deferred 
CHIC.K.S J affic* nf the Escrstsrg of the Commlsstbn 11820329 

62/03/01 BICHUITT. 1. Office of the Osneral Counsel 2pp 

12311 I6I 


0203170159 Franscrlpt of 830309 public meeting In Mas h t ng ton. DC re 
status cif presturliad thermal shock issue. Pp 1-70. 

• Commissioners. B2/03/09. 72pp 13327 163. 


—0203170163 0ECV-e3-O97 

Foruards advance summarg of 020309 briefing rt pressurlted 
thermal shock 

0IRCK8.U J Office of the Executive Director for Operations. 
S2/03/09 9pp 12327 239 


0203100010 Transcript of 020310 public nesting In Ussh 1 ngton. DC for 
briefing *■ possible vote on draft final rula requiring 
doc L-xienta t ion of deviations from revleed 8RP. Pp 1-36 
• commtss loners 03/03/10 40pp. 13330- 173. 


0203190019 Transcript of 830304 meeting In Hash log ton. OC re draft 
final rula requiring documentation of deviations from 
revised SRP Pp 1-69 Documentation encl. 

« Comml eslonere 83/03/04 96pp 13373 110 


B203330409 Transcript Of 030309 public meeting In Ussh Ing ton. DC 
re briefing bg AIF K EPRt on preseurlied thermal shock. 

Pp 1-94 

e Comml esloners. 63/03/09 96pp. 13373.319. 


--02O322O434 Tastlmong of U Owen. 0 fiotein.T Mereton.R Oufftg.S Chtii 
1. D Lagnian re research uork on praseurlied thermal shock. 

OUEN.U Ouke Pouer Co ROSSIN.O . MARSTON.T Electric Power 
Rcseerch Institute 62/03/09 33pp 13373:317 


--8203230442 Teetimong of DC Olbbs rt industry viewpoint on preseurl 
thermal shock Issues. 

01809. [> C Atomic Industrial Forum 83/03/09 13pp 13373 3: 


S203330986 Forwards Coirmlstlon determination statement Indicating th 
transcript of 820127 briefing on enforce-sent matter has been 
wl thhel d. U/o ancl 

CHIlK. 6 J Office of the Becretarg of the Commission. 63/03/12. 
Public Document Branch. Ip. 13373:393. 


B203330987 Foruards Commission dt termlnet Ion statement Indicating tb 
tranecrlpt of 030309 meeting rt pending litigation has bean 
ulthheld. If/o snet. 

CHILK. 8. U Office of the Becretarg of the Commission. 83/03/12. 
Public Documtnt Branch. ]p. 13373:394 


6303330590 FoTwbrds Commission dstsTistnstton ststemsnt tniilcstlTiB tl 
transcript of 020304 brtsflng on proposed enforcement action 
withheld from public d 1 sc tPeure. U/o encl 

CHILK. B J. Office of the Secreterg of the Commission 83/03/13. 
Public Document Branch. Ip 13373:399 


0203230014 Unofficial transcript of 630304 af f Irmatlon/d 1 scustl on 
session in Ua sh Ington. OC. Pp 1—3 
e Comml se 1 oners 03/03/04 107pp 13393:348. 


—9201200036 BECY-S2-008 

Rtqussta approval for FR publication Of final rule to amend 
10CFR91 to eliminate need for power l< alternative energy 
sources as issuts In OL p roceed Ings . Draft ruts. Itr I. 
analysis bastd on NUREO-0737. Item IV O 2 encl 
OIRCKa. U. J. Office of the Executive Director for Operations. 
83/01/06. 9app 13393-267 


439 


e2C393C0(>3 rsqw i re's*** t* * “biko r® Ccr.ini j e Ion A##lr“at)»fi n«t»ton 

Z~y on 020304 Aperojri4t« Congr ®s« 1 orta 1 ComrittBCS thould be 
idwlfod r® daclBlopl on 8£Cy-B2-47 « SECV'SI-A7a b WbC 
t^oule rtpt re profoeeJ rule on Tech Spa<4 

CHTUK. S i nfftCB of the Seeratorg ttp Ccpimleaion HdSOSOdC 
BJ/OifO*) OIBCaS.W \> Office of tf e £e»cotlve Director for 
Cperatiori XfifMCHER . C C. Office of Congr es* t ona I Affatrt. 9pp. 
12393 087 


8203340011 Staff T»qotre*ent» riemo re S20309 briefing on pratturited 
therAol ahocli 

CHlCb.S i Office nf the Secreterg of the Coisuet ctlo«. H83'0309B. 
82/03/10 Office of the Secretarg of the Cor.ihltelon ip 
12398 3b9 


8203340014 Staff raqu t remen t e Aerro re 030310 br ief i ng . CoA*:! ea 1 o n 
approved final rule to require applicants to evaluate 
Clfftrencci frp-> SWI* 

CMluhtS J Office of the Secretarg Of the Comnlatipn Id6l03l0>l 
63/03/11 OlnCKS-U J Office of the eiecuttve Olrettor for 
Cperatipni epp 1 3398 393 


B3O33405&4 Staff r equ ir er-arv t a re-no ra 930309 briefing on atotua of 
afforta tj raaolvo praaeurltoil thermal aborh lituo 
CHILIt- S J Office of the Secretarg of the Cc-nmlPalon M920309A 
C3/03/IC Office of the Secretarq of th* Cormtaa 1 on, ip 
13404 338 


B30339CCI64 Unofficial tranacript of 03031 A public meeting In 
Waoh ingtcn< DC re ataff briefing on SECV'>S3-3. prop oted 
aldltion on I0CFR30 73 eatabllablng LER age Pp 1-90 
a Cofflmlaalonera. 03/03/1*. 93pp 13441.091 


830331C031 Tranacript of 830319 public meeting re briefing on nuclear 
pbuiOT plervt aurveg 1 ItinO) in Meet, in; ton. OC Pp 1-61 
Scheduling Potee & (faPQ itatua & evaluation program enc J 
* Cor- 1 ea Ion are. 83/03/19 &3pp 12466. 3S4 


-'8203310034 -‘IKPO Statue t evaluation Pregram •• 

MILKINSCIJ. £ P tnatttutr of Nuclear Pobar Cparationi 02/03/19 
23pp. 12466 319 


/iCRB ADUIBOR/ COMMITTEE ON REACTCR SAfeOl/ADIIS 


— 6303)60543 Raqueatt comnittca attention to aertoua ambivalence of 
InCuatr; re CWfi failure 

EPLfn. E P Eplcr. E P 78/00/14 SftVJ.MOM. P , kEHR. W, ACR0 - 
Advlaorg Coemittia on Reactor Safeguarfe IQpp 12777 174 


C303020492 Tranacript of ACRB 0ub c amml t tea on Safetg Phltoaophg. 
Tectnology ti Criteria 820226 meeting in Maaliington, DC Pp 
1-363 Agenda end 

a ACR5 - Alvltorg Conmlttee on Reactor Gareguarde. 02/02/36. 
293pp 12033; 183 


9203090103 Tranacript Of ACP9 3ubc omml t tee on Regulatorg Activities 
620303 maettng In Maebl ng t on, DC. Pp 1-203 

e ACR8 — Advteorg Committee on Reactor Bafeguorde. 62/03/03. 
227pp 12162 023 


B203090279 Tranacript of ACRG Subcomnl t tae on Reactor Operations 
820303 meeting In Hash I ng ton. DC Pp 1-170 

a ACRS - Advieorg Committee on Reactor Safeguards. 82/03/03 
17Bpp 12164 247 


8203090349 Ttanscrlpt of ACRB 363rd general naoting on 820304 In 
Me a h 1 lig t on« DC Pp 1-392. NAC staff presentation to ACRS for 
facllltlee encl 

a ACRS - Advisor; Co.-alttee on Reactor Safeguards. 82/03/04. 
327pp 12169 020. 


• Transcript cif ACRS 263rd general meeting on 020303 In 

on.DC.Pp 1-173 Vtawgraphe anc I 

' Advleorg Coftmltttt on Reactor Bafeguarde. 82/03/03. 
•2106: 348 


8203170431 Forwards transcript 6 minutes of ACRB Aagi/lator 
Subeorirl t tss 0II2OB meeting re propassd rag guide on 
qualification testing of snubbers. 

STELLO- V Rsgtonal Operations & OensrlC Requirements. 
EtSENMUT. 0 Office of Nuclear Reactor Regulation. Olrac 
JORDAN. £ L Oirsetor's Office. Office of tnspettlqn and 
MAUSSiiAROT. 0 S Office of Nuc tear Hater ia 1 Safetg 8> 
Gafeguards. Dl rec tor Ip 12316 223 

-'9203170437 Informs that mlnutae of ACRB flegulatorg Actlv 
Subcommittee 811208 meeting have been certified at off 
record of nesting proceedings 

D1/RAI8UAHY, 3 ACRB - Advltorg Committee on Reactor Sa 
Ba/Ol/ll ACRS - Advisorg Committee on ReectoT B»fa 
12316 226 


— 8203170443 Summary of ACRS Regulatory Actlvltlei Subcoirit 
nseting In Rash 1 ng ton. DC ra proposed rog guide on 
quel 1 f Icat i on tests for snubbers 

* ACRB - Advisory Committee on Reactor Bafeguerde. 0 
ACRS - Advisory Comnlttae on Roactor Safaguards. I2pp 

8203160269 Transcript of ACRS Subcommittee on Decay Meat R 
820316 meeting in Mash Ing ton. DC Pp 1-302 Slide preeentat 
anc 1 

• ACRB - Advisory Committee on Reactor Safeguards. 82/ 
373PP 12337 013 


8203190371 Transcript of ACRB Bub c omml ttea on Human Factor 
raetlng in Uashlngton, DC Pp 1-272. £PRI tilde preeantatla 
6 Malden research efforts end 

a ACRB - Advisory Committee on Reactor Safaguards. 62/ 
dOOpp 12348 037 


6203230113 Transcript of ACRB Bubcomnittso on Rel lehl 1 1 ty 
Probabilistic Aseetsmeni 620319 matting In lfashlngton> OC 
pp 1-134 

a aCRS - Advisory Committee on Reactor Bafsguardt. 62/ 
179pp 12380 OBO 


6203240131 Bum-ntr t tes ACRS 263rd meeting on 820304-06 Prop 
tCR reporting procedures should be published for comment 
8HEWM0H.P Acna - Advisory Committee on Reactor Safegua 
02/03/09 AIIEARNE. J F Comml t sloner s 2pp 12390 076 


8203240430 Rtsponde to Commlseion 810910 Itr re long-term 
of metis ustd for high Itvtl uasts pactaging Review of 
contract ravl tu panel r ec ormandet 1 on indicate* proposed 
contractor ttchnlcelly capabta of conducting rescerch. 
SMEUHON. P ACRe - Advisory Committee on Reactor Safapua 
82/03/09 PALUADUIO.N J Comr.1 »e 1 onere app 1 2406 ; 3 


— 8203240431 Submits addi guidance ra contract to develop 
predicting long-term performance of metis utad for hlg 
Isval watts pac tag i ng . Add 1 help rtqulrtd In validating 
technical capabilities of contractor to be salectsd. 
PaLLAOIMQ. M Canuniselonsrs 81/08/10 MARK.C ACRB 
Committee on Reactor Safaguarda 3pp 12406.392 


6203300099 Transcript of ACR8 Bubcomml t tee on Btructvrat E 
620322 meeting in Albuquerque. NM. Pp 1-187. 
a ACRB - Advisory Committee on Reactor Safeguards. 02/ 
287pp 12446 302 


0203300061 Transcript of ACRS Bubcomml t tee an RallabilitV 
Prpbafcl 1 let It Assessment 820326 meeting in Washington. DC 
Pp 144-336. VI eugraph* encl. 

• ACRB ' Advisory Committee on Roactor Safepuerdt 02/ 
298pp 12448 079 


0SO33OCO62 Tranecrlpt of ACRS 8ubco/<vnl t tee on Raliebllitu 
Probabtllstlc Assessment 820323 meeting in Washington. DC 
Pp 1-143 Vlcugraphs encl 

* ACRB - Advisory Cormtttee on Reactor Bafegoerds. 82/ 
I93PP 12447 230 


COPHIGSION hiRC C0nHIG8t0N£RS 


8203030162 Forwards meeting notlcee re design 6 const aasu 
OEHTOlt.vi R Offics Of NucleST Reactor Rsgulatlon. Olrac 
82/02/10 AHEaRNE. J F Comnl s si oners 2pp 12109-333 


8203040149 Forwards Rapt to Congress on AOs. Jut-Sept 1981. 
Vo I 4. Number 3). 

PALLAOlNa.N J. Commissioners 82/02/22. D'ldEILC. T P. 
Rep . Speaker of the House Ig. 12120201. 


B3030I0C0I Add 1 response to FOIA request for 30 (ategorlas of documaiite 
f a NUn£0-0660. ’'NRC Action Plan " ForwarCe docuronte liatod 
in Appt A. 0. C 6 0 Info partially withheld iref FOTA 
Eiemptlon 3) 

FEUTOM. J H Dlvisicr of Rulas and Rocord* 01/00/04 HADDEN. T J 
Kaye. Scholar. Fl trman. Hays 9 Hand lor 9pp. 12750 006 


--02O317O174 Submits coirmants on lash Action Plan A-17 discussed at ACRS 
Subcommittee on Plant Arrangements 781D23 meeting Essays on 
fail safe 9 single error encl 

EPLER.G P Epler. F. P. 70/11/07 BENOeR. H ACRS - Advisory 
Committee on Reactor Safeguards 16pp 12779 123 


WONDOCKETED ITEMS 


--e303040>97 Foruard* Rapt to Congrctt on At)s . Jul -Sept ]9ai 
( NUREO-0090 .Vol 4.Nurii(ier 3). 

PALLAOtMa.N J Comiilft loner* 09/02732 UUBII. O Seniite. 
Preiident ot the Senate. tp 13130 303 


8303040330 Ueekly Info rept for wl ending B30319 

REIin. T A Office of the Ciecutlve Director for Oparetlone 
62/03/39 31pp 13122 261 


6ao3<W<Vav9 forward* rept of nond 1 *< lo*ur e of *sf«guard* Info bg tlHC for 
period ending 81 1331 - per Public Ueu 96-393 of 004630. M/o 
enc 1 

PALLAOINO. N Contni«*lon*r« B3/03/13 DU8H. 0 U Senate Ip 
12173 0S9 


8203100931 Ueaklg Info repl for uik ending 030326 

REl<H« T. A. Office of the Esecutlve Director for Operation* 
83/03/04 47pp 13194 169. 


9303110063 Retpondt to 030137 Itr re steam generator tube probl em*. PWK 
tteem generator* have been etperlenclng verletg of tube 
degradation problemt. Mott are attoclated w/corroelon ti/ot 
nechanl cal III induced datnege 

DERTON. H. R. Office of Nuclear Reactor Regulation. Olrector. 

83/03/83 OOnELLE. J.D llllnole. State of 3pp 13330 304 34x 

Flehe: S0~000. 82/03/33, B3031 10063 


— 6203110071 Eiprttee* concern re heat aichanger tube* at Olnne. Suggest* 
conplete regtacement of heat ttchanger at time of annuel 
core refueling thutdouin at Olnna ti Zion facilities 
DUMELtE.^f D llllnolt. State of 62/01/37 PALLADIWO.N 
Conmlttlonert Ip 13330 307 34X Flc h a : 90-000. B3/03/33. 

0203110063. 


8203110149 Retpondt to 920133 Itr requettlng info rt studlee of Bt,M 
detigned reactor* prepared bg NRC or BI<VlU/o end NUBEO- 
0960. NURE0-0969> NUREO-0649 t> NUREO-0667 

DtnCK8/W.<f Office of the Eiecutlve Director for Oparetlone. 
83/02/19. ALBOSTA. D. House of Rep 4pp 13330:317 


— 6303110184 Requett* deter Iptlon/summerg of ttudte* of B8<U nuclear 
reector* by NRC or Bl<U. 

ALBOSTA, 0 House of Rep 82/01/23. PALLAOINO.N J 
Conmleetonar*. Ip. 13330:331. 


B303130039 Commanti on matter* Involved In preparation of £18 on 
dlfpotal of decoduhl tt toned nuclear pouered lubmarlneai per 
830119 requeet to Chairmen Pelledino. 

OCNTGN.H. B. Office of Nuclear Reactor Rsgulntlon. Director. 
63/03/17 NAONER.E F Navy, Dept of 4pp 13391:303 


--6S03130043 Foruarde annotated outline for £18 for dlapoaal of 
dtcommiet Idntd naval nuclear tuhmar Inat. Comment t on 
alternattvaa ti environ ittueet to be contldtred for 
etetement of compliance w/NEPA eoliclted. 

WACNER, e.F- Navy, Dept. of. 83/01/19. PALLADINO. N. 3 
Comm 1st I on art. lOpp 13391:310. 


S203220408 Foruerde progfen plan for Ofc for Anatysl* %, Ev< 
Observational Data os baciground for 020316 Co.iiml**|on 
meeting. Program plan tummarlies principal program & 
technical activities 

OIRCKS. U J Office of the Eiecutiva Director for Operat: 
03/03/13 PALLAOtbi'O, N J Commissioner* Ip I339I 14; 


'*-62033304 10 *'Ofc for Analysis tt Evaluation of Operational 
Program Plan fqr FVH2 t 03. ” 

MICHELBON. C Director** Office 03/03/01 92pp 13: 

0303240430 Respond* to Comml**ior> BIOBIO Itr re long-term p 
of matls u«ed for high level ueste pacleging Revleu of 
contract rrvl»ii: panel rec ommendat Ion Indicate* proposed 
contractor technically capable of conducting research. 
0HEUIKOM. r ACRB “ Advisory Committee on Reactor Bafeguar 
62/03/09 PALLADINO, N J. Commissioners 3pp 12406 32 


--6303340431 Submits addi guidance re contract to develop a 
predicting lonq-tet-ni performance of metis used for high 
level uieste paclaglng Add | nelp required in validating 
technical capabilities of contractor to be selected 
PALLAOfNQ, N. Commi esloners 01/06/10 HARK, C ACRB 
ComKltt** on Reactor Safeguarde 3pp. 12406 393 


8303300316 Foruarde response to B30302 Itr requesting publl 
on nuclear policy Com-ntsslon determined hearing would not 
eld In r e-evo 1 uet I on of nuclear erport policy 
PALLADINO. N J. Commt sslo.ners 62/03/09 LCVANTIIAL. P 
Club, Inc. , The 3pp 15462. 107 


- -82033003 17 Urges NWC to hold public mootings prior to Imp 
eipert licensing policies 

LEVfNTHAU.P Nuclear Club. Inc , The PARSONS. R Frl 
Eerth. ADLER. D. Americans for Democratic Action 02/ 
PALLADINO.N j. Commissioner* 3pp 12462:109 


CCNTRACT NRC CONTRACTS AND MODIFICATIONS 


B303010001 Addl rssponoe to FOIA request for 30 cetsgorles 
re NURE<1-0660. "NRC Action Plan '* Forwards documonts list 
In App* A.B.C t> 0. Info partially tulthhsld irof FOIA 
Eiomptlen 9) 

Felton. J M Olvlslon of Rules and Records 91/08/04. H 
Keys. Sc h a 1 or. F Isrman, Hays t Handler. 9pp 13790:006 


~'0?O3O3O197 Notification of contrect * locut 1 on. Mod 1 to "8 
Requirement* for Operator Licensing " Contractor Analys 
Technol ogy 

HAIROTON.C Administrative Contracts Branch. FIN 0-6G 
80/09/16 HANAUER.B. Division of Human Factor* Bafety 
COLLINS. P NRC - No Detailed Affiliation Olven Ip 


--O303030393 Notification of contract aitcutlon: "Oludy of 
for Dperator Licensing." awarded to Analysis t, Technolo 
Inc 

KENCZER. M. 0 Technical Assistance Contracts Drench. 
NRC-03-B0-1 I 7 00/09/13 HANAUEfl. S 11 Olvlslon of Hu 

Bafetq. COLLINS. P. NRC - No Detailed Affiliation Olve 
13771 031 


8303010009 Core acted notification of contract ssecutlon. Nod 
"FLECHT-8EA8E T " Cant rac tor. He s 1 1 nghoute t EPRt Fin nurnbe 
correct ed. 

UOLLETT. 8. Rtssarch Contracts Branch. FIN B-6304. NRC- 
83/01/03 BATSON. U > HON. A Office of Nue 1 ear Regulator 
Director Ip. 13076.314 


6203020019 Notification of contract • « ecutlon. Hod 4 to "Utl 
Technical Resource* " Contractor Tebnalron Reaaarch. Inc . 
KCLEARGN. T. Technical Assistance Contract* Branch. FIN 
NRC-O3-0O-IO9. 82/03/33 THOHPSON, H . CROCKER. L Divio 
Factors Safety. Ip 13090:333 


— 8303030018 Mod 4. changing Indirect rata* for FV80 I, FVBl, 
Mg t b Technical Rasourcas. " 

JOHNSON. 8 Ttknelron Research, Inc. SMITH. P A Divlsl 
Contract* FIN B-6824 IWC-03-B0- 1 09 03/02/33. Ip. 


SS03030031 Notification of contract axec utlon, Hod 3 to "Nor 
Structural Dynamic Analytia Pracadura* for Category I 
StTuctuVe* " Contrat tor ; URB/JA Blum* h Aseocleta*. 
MCLEAREN. T. Technical Astletence Contract* Branch. FIN 
NRC-03- 77-173 . 83/03/33 VOL L HER. H H . SIHUEtL. t. Olvl 

Engineering Ip 13090:349. 


— 8303090831 Forward* rept of nondltc losur* of safeguard* Info by NRC for 
period ending 811331. per Public Law 96-399 of 800630 U/o 
enc I . 

PALLADINO.N Commissioners R2/03/I3 U'N'EILL.TP House of 
Rep Ip. 13173:096 


--8203090033 Forward* rept of nondisclosure of safeguards Info by NRC for 
period ending 811831. per Public Law 96-299 Of 800630 tl/o 
anc 1. 

PALLADINO.N Commissioner* 83/03/13 MOFFETT. T House of Rep . 
Oovernirent Operations Ip 12173.097. 


— 6Z03090639 Forward* rept of nondisclosure of safeguards Info by NRC for 
period ending 811331. per Public Law 96-399 of 800630. N/o 
end. 

PALLADINO.N Commlselonert 02/03/12 OIMPSON.A Benats. 
Environment t> Public Uork*. Ip. 12173 0 38 


--B203090838 Forward* rept of nondisclosure of safeguards Info by NBC for 
period ending 811231. per Public Leu 96-399 of 000630 M/o 
enc t. 

PALLADINO.N Commissioner* 03/02/12 QTTtNOER.RL House of 
Rsp . Energy 1. Commerce Ip. 12173:099 


--0203090030 Forward* rept of nondisclosure of safeguarde info by NRC for 
period ending 811231. per Public Law 96-299 of 800630 M/o 
anc 1 . 

PALLADINO.N Coeml** loner* 63/02/12 UDALL.tlK Hod** of «tp , 
Interior (■ Insular Affair* 17pp. 12173.060 
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IMONDOCKETED ITEMS 


-•8^03030037 Jio a 3, incr»4»inj furvda to tcvti' coat jrout’' t> thonjing 
irei'tct t»t#» for rv77 U Fy7e. to "neoUofOt Sttoctgrot 
Cynjoic Antlytlt Pfocotfufoa #of Cottgory I Structor** •• 

SCHOLL. R e Jel'K A 01crt« (> Englnoar* laoH- 0(l8 

Corp » SNITH p A D)vt»LOn o# Contractt FIN B-US« 
r3»C-03-77'l 73 B3/03/33 3pp 12090 3A 6 


0iO3O3O74t NotlPicatlcn cf contract fcrcutton. Mod 4 to "Eoattrn IN/ 
■4*at*Tr. KC Atgional SfUntt M«L«<jrt ” Ccntrpctor npitpAtt 
Stott Univ 

.ACC35. A Rttttrcr Contract* Branch FIN fl-6675 tWC-01 -79-21 4 
e3r02/)0 BAISCN. W Of! let ol Mutloar ntgulatoty Rtatarch. 
oirteter POflPHV. A NflC ' No OttAllta Aftillatlon Olvto Ip 

13093 353 


--6303030743 Had 4. adding principal Inarratl gator. *i ttnd Ing pariod of 
prrforranc* to B3I130 t tnertattng funding "Eatttrn IN/ 

Urrtrrn hC Btglonal Seitnlc Nttwari " 

CARPENTeF.I 0 Harpnit Stat< Unlv fORTON. K V Rttttrch 
Cotract* Branch flN B-&i7S tiRC -01-79-3J4 03/02/10 4pp 

1JC.93 354 


0333030003 Not i f teat 1 an of contract atacutlon. Hod 3 to "Evaluation of 
Ctotactnical Survtlllanca Itctnlque* for Monitoring High 
Ltval Hatta Ratpotitory Parforoanca " Contractor ^FT Agaplto 
t A** oc lata*, tnc 

OuSTAVE.R P Raiaarch Contract* Branch FIN B-1099 NRC-01 -00-01 V 
62/03/10 FDRFhANO.U Offica of Nuclaar Regulatory Ratrarch. 
Oir*ct0» SCHMtI'I.I . SCHMlTI. T NRC - Mo Oatat ltd AffiUatton 
Oivan Ip 13109 304 


--B303030091 Had 2.ritanding pariod of parforoanca at no coat. to 
'Eraluatlon of OaoCachnical Survtillanca lachniguaa for 
Hanicoring High Laval Na*ta Rapoailory Parforaianca " 

A9APIT0. J FT J F f Agaplto & Aatoclatat. |nc HORTON. K. V 
Ra*aarch Contract* Branch FIN fl-1099 NHC-01 -80-019 B3/OJ/27 

Ip 13109 305 


83O3O30OB3 Njti f teat ton of contract aiacutton. Hod 5 to "Haaip'ilt Araa 
Raglonal Saltnlc Network - Contractor Harphi* Btata Vnlv 
JACOBS. A R***trct. Contract* Branth Fill B-B97h KRt -04-70 -200. 
02/03/10 6AST0N. H Offica of Nuclaar Regulatory Raaaarch. 
OIrattcr P1URPHY. A NRC - No Oatallatf Affiliation Oivan Ip 
12109 2Cb 


--8303040101 Mod 4. ob I tpAt 1 ng ramalnlng traval funda for Fves.l* 
'Technical A»ai*tanca on Bit* Charac tarl i at Ion (, 

Monitoring '• 

a Ariry.Oapt of. Corp* of Englnetre SHITh.P A Admlnittriti 
Contract* Branch NRC-02-91-03i 93/02/17. Olvltion 

Contract* Ip 13124 339 


6303040433 Notification of contract atacutlon. Mod 3 to "Tichnical 
Attittance for Flat Prolactlon Program Ravlaiii I. Evaluation • 
Contractor Oaga-Babcock A**oc lata*. Inc . 

FIELOS.vl Technical Aaalttanca Contracti Branch FIN B-eOI6 
NflC-O3'01-l4O 62/03/13 VOLUHER.fl Olvltion of Englnaarir.. 
FEROUSO'J.n Olvltion of Contract* Ip 12137 19b ’ 


--B203040435 Hod 3.*>tdnillng period of parfornanca to B30330 to 
"Technical A«tl«tanca for Fire Protection Program Ravltu t 
Evaluation " 

COHN. B M Oaga-Babcock Aaaoclataa. Inc MATIIA.M J flatiarik 
Contract* Branch FIN 0-8O1A NRC -03-81 - 140. 83/03/(3 7** 

12137 197 


0303040576 Notification of contract Otac utlon. Hod S to "Analyiit pf 
NRC Oocumant Control Bya " Contractor Papt of Air Force 
IFEtSlMl 

PACE. M Admlniatrativa Contract! Branch NBC-IO-81-421 03/C?/?3 

NCflflV.P . RCUE.P Offica of Adfflinl itratlon 2pp 13130.086 


--8203040501 Mod 2.1ncraaalng aatlmatad coat ^ obligation* gr.ltc 
contract, to "Analytl* of MIC Document Control 8y* - 
• Air Fore a. Otpt. of LEBOi C 0. Ratearch Contract* Branch 
t;BC-10-8l-42i 82/02/33 ip 12130 099 


0203050006 Notification of contract atacutlon: "Naad for Spent fvtl 
Btorag* Capacity." auardtd to Nuclaar Atauranca Carp. 

LITTLE. H Purchaalng Section FIN B-7333-2 NRC-03-83-039 

82/02/16 BROU.N. R B . ROBERTS. J P Offica of Nuclaar Hattrlal 
Safety t. Baft guardt. Dirac tor Ip. 12143:344 


— 6203050007 Contract "Naad for Spent Foal Storapa Capacity." •at-lii ti 
Nuclaar Atauranca Corp 

UOODHALL. C B Nuclaar A«auranca Corp PERLMAN. J Raaaarch 
Contract* Branch FIN 0-7333-2 NRC -02-82-039 83/02/18 lOjt 

12143 343 


--B2O3O3OO09 Mod 3-addlng principal Inva* tigator, at tending period of 
ptrforranct to B3I 130 t incraatlng funding to "Hamphia Area 
Raglonal S(l*mic Nrtaiork " 

CARPENTER. T 0 HtmpM* State Unlv. MORTON-K V Rattarch 
Contract* Branch FIN B-6276 NRC- 04-7B-200 82/03/10 4pp 

12109 207 


0303030013 Notification of contract atacutlon. Mod 7 to "Contultlrg <* 
Foreign Countrlaa Coda Davalopmant Programt." Contractor 
P6 Andartan 

SlLVia.fl M Ratearch Contract! Branch FIN 8-4.300 NBC-04-79-H7 

62/02/25 BATSON, M . FABIC.S Offica of Nuclaar Regulatory 
Raaaarch. Director. ip. 12143.333. 


0203030505 N^t 1 Tic at I on oT contract atacutlon. Hod I to "Provide 
Naar-Tcrdi Ana lytl * of Incentive Syt h Llcentea Performance 
Evaluation * Contractor Prataarch, fnc 

SILVI8.R H Ramaarch Contract* Branch FIN B-I2I1 NflC-03- 77-008 
63/02/11 0AIBON.W Office of Nuclear ftagulatory fl#**arch. 

Director Ip 12110 357 


--62Q3O3O307 Mod l> 4*ob ligating fund* to. "P 
of Incentive By* 1. Llcanta* Performance 
STERI.L Prataarch. Inc HORTON. K V 
FIN 8-1233 MRC-05-77-00B 92/02/11 


Tpvlda Naar-Tarm Analyvla 
Evaluation ” 

Ratearch Contract* Branch 
Ip 12110 358 


820304001 b Corrected notification of contract etacut Ion. Mod 10 to 
"Staam Water Hieing L Sg* Hydrodynamic* “ Contractor 0MI 
MOULETI.S Ratearch Contract* Branch FIN A-4048 NRC 04-76-293 
82/01/29 BATSON. W Offica of Nuclaar Regulatory Raaaarch* 
OIractor REVES.J NRC - N<j Detailed Affiliation Oivan Id 
I 2ll9 284 


8203040044 Notification of contract atacutlon. Hod 8 to "Structural 
Intagrlty of water Reactor Boundary Componant* ■ 

Contrac tor CNBA. Inc 

OySTAVE.R P Ratearch Contract* Branch FIN B-8133 NRC-04-62-OI*l 

82/02/12 FOREHAND. W . VAQINS. « Offica of Nuclaar R.S„,atoru 
Ratearch. Otractor Ip 12l30 233 * 

--B203040049 Mod B.aitlgnlng ARC contract number «, obligating FV63 
fund* to Structural mtagnty of Ho,,o R,,ttor Boundaru 
* * 

HAAS. ft N CNSA. tnc MORTON. h 9 Rttaarch Contract* Rranrh ct 
B-0133 NflC-04-e2-013 92/02/12 *9,, 12130 ” ' 


3203040094 Notification of contract atacutlon. Mod 4 to "Tichnical 
Attitkanca on Site Chirac taritatlon t Monltarlng •• 

Contractor Army Corp of Engineer*. * 

FLEENOR.C Tech meal Attittanca Contract* Branch NRC-02-61 -nsA 

82/02/17 DA9IB.J. PENNIFILL. H Offica of SCI 

t Safeguard*. OIractor. Ip 12134 338 oarat^ 


--82030S0020 Mod 7. daob 1 1 ga t Ing f undt. to "Conaultlng on Foreign 
Countrla* Coda Davalopmant Program*.'* 

ANDERSEN. P 8 P 8 Andartan MORTON. K V. Olvltion of Ctntri:li 
FIN D-6300 NflC-04-79-l77 83/02/23 Ip 12143 336 


8203050091 Notification Of contract aaacutlon. Hod 1 to ''Sobatrlpllc-i 
Contractor HcOrow-HIll. Inc. 

PaO£. M Adml nl a tra 1 1 va Contract* Branch. NRC-lO-0l-3b4 82/0^11 
RIENBTRA. 0 J. , DEVINE. R Offica of Admlnl*tr#tlon Ip 121 « »' 


— B203030096 Mod l.oitondlng pariod of performance to 621231. tc 
' Subtcrlgtlon* " 

UDABIN, B J. McOrau-HlIl Publicatlona Co LEBO.C D 
Adm'inUtrat Iva Contract* Branch NRC-tO-0l-34>4 82/02/19 »JP 

13143 333 


8303050145 Notification of contract aaacutlon "Subicrlptlon to 
'Energy Pally','' awarded to Energy Dally. 

BAZIN. J.P Admlnl ftrat 1 va Contract! Branch. NRC-1 0-02-394. 
03/02/09 a£0AH, W J , DEVlfC. R £ DlvUlOn of Technical InfotalH* 
i. Oocu-hant Control Ip. 12138:273 


— B2O30S0I33 Contract "Sub t crip 1 1 On to 'Energy Dally'." awarded te 
Energy Dally. , 

LAOTMaN.P Enargy Daily. Inc LEBO-C O Admlniatratlvi Conlcif 
Branch NRC- 10-82-394. 62/03/09 I5pp 12136 274 


6203090012 Notification of contract atacutlon. Mod 1 to "Oparatldh ^ 
Halnt of NRC Docufflant Control 8ya (DCS). “ Contractor: 

Planning Ratearch Corp. 

UIOOINS. E J AdniLnlttrAtl-va Contract* Brooch. NRC”tO-S2"35h 
82/02/19. DOnOOHUE.O J , ROWE. P Offlco of Admlniftratlon. <f 
12172 1 12. 


—0203090017 Mod I. providing for contractor liating of tpac*' 
'Operation >, Maint of NRC Documant Control Sya tOCSl » 
a PRC Corp LEBO. C. 0 Admlniatratlvi Contract! Branch- 
NRC- 10-62-336. 02/02/19 3gp. 12173:113. 



8203090071 Notlfic8t»on of contract atacutlon "Anatycls of Regulatory 
0»cl*19'*» Technical Criteria For Oltpoeal of High Laval 
Raduftta in Qaotogtt Repot 1 tort ae> " auarOad to Oecltlon 
gclenct Cotitorlluni. Inc 

HCVtf-A Porchatlng Sect Ion FIN D-0141 NRC-04-02-010 83709/26 

*fl6£NAULT. F . COMELLA* P lllvttion of Health. Biting L Environnent 
,g IS179 170 


-'8203090077 Contract; "Analytli of nagulatory Oacltlone fia Technical 
Criteria for Oitpoeal of High Level Raduatta In Oaologlc 
Repolltorlai. " auardad to Oecltlon Sclanca Contortiiim. Inc 
SEAVeft.O A Oecltlon 9c lance Contortium. Inc PERLMAN. J 
Purchating Bactlon FIN D-ai4l NRC-04-02-01O 03/02/96 /pp 

13172 171 


0203090534 Notification of contract atacutlon. Mod l to '‘Parfarmanca of 
Engineered Sarrlart in Geologic Rapoeltorg " Contractor 
Solder AtiOClatee 

HAIRGTON. C • HAGAN. T Technical Attlttance Con tree te Drench 
.'«C'O2-01-O27 81/13/23 PAVI8.J . PIITIOLIO.C L Offlca of 

Kuiletr Material Dafetg <• 8af aguarde. Olrec tor Ip. 12192 164 


-'6203090S36 Mod I. modifying tty pareonnal t. adding govt furnlthod 
property, to "Par f ormanc a of Enginaarad Oarrlart In 
Otologic Rapoeltory. " 

PCNT7.D.L. Oolder Afeoclatoe. MATTIA.M J Dlvlelon of Contracto 
NflC'02-ei-027 81/13/93. 3pp 1919S: 165 


6303090539 Notification of contract atecution. Hod 2 to "Aetettment of 
Ueite Retrieval Alternaltvae " Contrac tor ; Eng Inaare Inti. 

Inc. 

HAIRSTON. C . FLEENOR.C. Technical Aeeletanca Contracte Oranch FIN 
8-7327-3 NftC-03-83-031 82/03/09 DAVIO.J. COFLAN. B Office of 

Njclear Material Safety 8- Baf ag uardt. Ol rac t or Ip. 13193 167. 


'-G303090S44 Mod 2 iObllgatlng add! funde.to " Aetatenant of Haeta 
fletrieval Alternatlvee " 

t Engineare International, MATTIA.M. Ticfcnlcal Aeeletance 
Contracte Branch FIN 0-7337-2 NRC-02-02-031 03/03/09 Ip 

12192 168 


8203090346 Notification of contract aeacutlon. "Synarg 1 1 1 1 c Effacte of 
Leu Level Radiation. " aivardad to M Ooldnan. 
little. « Purchating aectlon FIN B-0049 NRC-03-03-1 14 

82/02/26 OENTON. H H . CONOEL. F Offlca of Nuclear Reactor 
Regulation. Olractor Ip 19192 169 


--8203090S47 Contract; “Qynargletlc Effacte of l.ou Laval Radiation." 
auardad to M Goldman. 

SOLDMAN.H Ooldflian.H PERLMAN. J Purchating Sactlon FIN 
B-8049 NRC-03-B9-U4 89/09/36 6pp 12199; 170 


8203090702 Not 1 flea t ton of contract oiecutlon.' "Data Equipment Taet & 
Eveluatlon Plan." auardad to Ooalng Computer 8vc* Co 
HOYCE.A Purchating aectlon FIN B-1393 NRC-09-09-243 82/09/35. 

BLAHA. J. L • HINES. J. Program Support Branch. Ip 13199;097. 


--8303090711 Contract; "Data Equipment Taet 1. Evaluation Plan." auardad 
to Boeing Computer Qvc e Co. 

JONEB.R.l. Boeing Computer Barvlcat. Inc. (tube of Boeing Co. J. 
PERLMAN. J Purchaeing Bactlon FIN D-1292 Nnc-05-B3-243 

82/02/93 6pp 18192 098 


820310003B Notification of contract aeacutlon. Hod 8 to "Hydrodynamic t. 
Meteorological Maaeuromante of High Hlnde Over Bhallou Hater 
Along £oet Coaot of FL. " Contrac tor: Hnl v of FL. 

flALVlB.R.K Raioarch Contracte Branch FIN B-3B63 NflC-04-76-l73 

82/03/03 BATBON. U , BROUIIN.B. Office of Nuclear Regulatory 
Riliorch. Director. Ip. 13317: 091. 


--8203100066 Mod 8. daob 1 Igatlng unllquldatad funda for contract cloaaout. 
to "Hydrodynamic It Matt or olog leal tiaaauramanta of High Hindm 
Over Bhallou Hater Along Eaet Coaat of FL. ” 

CHITTV, l.E Florida. Onlv of, Oatnaavllla MORTON. K Rataarch 
Ccntracte Branch. FIN 6-3865 NRC-04-76-1 73 82/03/03 Ip 

12317:029 


6203100073 Notlflcat Ion of contract aeaeutton; “QA for Oaotachnlrol 
K. * Contrac t or . Dept of Army.W/o contract. 

”®^’40RTh. P. Technical Atalatanca Contracte Branch. FIN B-7336-3. 

WC-03-99-03S . B3/03/36 DAVIB, J. 0 Office of Nucloar Mattrial 

Befety 1, Bafaguarde, Director. PENNIFILL.R A Technical Aeeletanca 
Centracte Branch Ip. 13193-096 


9-031000B1 Notification of contract elocution. Nod 4 to "Blata Ravlou 
y High Laval Radwaeta Site Sui lability Criteria. " 
wntractor: Electronic Data Bye. 

T. Technical Aeeletanca Contracte Branch, FIN B-1631. 
wc-06-77-131, 83/03/03. KERR.O. U. . VOUNG, F Dffica of State 

"ogreae, Olrector. Ip. 12317 ; 023. 


--8203100006 Mod 4. deob I t gat ing unliquidated funds for contract cloeeout. 
to "State Revlcu of High Level Raduaeta Sits Suitability 
Crlttrle " 

OOHAM.C Electronic Data Sgstrme Corp SHITH.P A Technical 
Aeelstanca Contracts Branch FIN B-1631 NRC-06-77- 1 SI 

83/03/0.1 Ip 12217 034 


8303100106 Notification of contract a i ecut I on. Mod 13 to 'On-Call 
Maint for NRC Cor;uter Peripheral Equipment " Contractor 
Computer Bye Support Corp 

OlLDENHORN. A J. Admlnl etratt ve Contracts Branch FtN 8-8162 
NRC-lO-79-395 82/02, '24 OQRRIE.W . JOHNSON. C Program Support 

Branch Ip 12317 025 


--0203100113 Mod 13. me rear Ing cost celling of contract to "O.i-Coll Maint 
for NRC Computer Porlpharal Equipment " 

e Conputar 9yste.es Ouppoft Corp LE60. C Admlnl s tra t ive 
Contracts Branch FIN B-B162 NSC -10-79-095 02/02/24 IP 

12217 036 


0203100133 Notification of contract a>ec utt on. Mod 3 to "Technical 
Asstsianca on Bite CF. arac t or t la t ton t. Monitoring. " 

Con trac tor . UB Army Corps of Engineers 

HAIRBTON.C . BCnBERO. 0 Technical Assistance Contracts Oranch FlN 
7342-2 NflC-02-ei-036 02/02/02 DAVIS. J . PENNIFILL.R Office of 
Nuclear Material Safety I* Safeguards. 01 rec t or Ip 12193 066 


--0203I0013] Mod 3. amending cost B. obligation of funds, travel 1. meeting 
to "Technical Assistance on Site Charac ta r 1 tat Ion L 
Mont tor mg " 

a Army. Dept of. Corps of Engineers MATTIA.M J Office of 
Nuclear Material Safety S. Baf aguard s. Ol r e< t or FtN 8-7342-2 
NnC-03-01-036 03/03/02 Ip 12193 06/ 


B3<X31005b7 Notification of contract e locution. Hod 'J to 'Ltcenstng 
Ass 1 s tanc e/Oe otechn I ca 1 6 Hydrological Evaluations " 

Contractor. Bar Engineering Co 

HAIRSTON. C . FIELDS. J A Technical Assistance Contracts Oranch 
NflC-02-BO-033-03 82/02/29 DAVIS, J. . OARCIA.P Offlca of Nuclear 

Material Safety >• Saf eguards, 01 rector Ip 13251 269 


--0S0311O333 Hod 2 .aitandlng period of parforirance to B304l3.at no addi 
cost to "Licensing Ass 1 s tanc e /Oaol echnl ca 1 1. Hydrological 
Evaluations •• 

HANBON. U U Barr Engineering Co SMITH. P A Office of Nuclear 
Material Safety I. Safeguards. Dirac tor NRC-02-00~033-03. 

02/02/25 Ip 12351 270 


83()3I00573 Notification of contract a nacu ti on . Mod 19 to "Revia*a 1. 
Evaluation of Approi 500 Pending Operating Reactors 
Ulctnsing Actions." Coo trac tor Frani 1 1 n Inst 

HAOAN, T F Ttchnlcal Asa is tanc a Contracts Branch. FIN B-69V0. 
NftC-03-79-lie 02/02/09 ElBENHUT, 0 . OAJMA. B Division of 
Licensing. Ip 13211 355 


--0303100578 Mod 19. providing Incremental funding under contract fc 
substituting lay personnel to "Raviau 6 Evaluation of 
Approi 300 Ponding Operating Reactors Llcanelng Actions '* 

• Franklin Inst 1 tuta/Frankl I n Research Canter. MATTIA.M J 
Adminl strat 1 va Contracts Branch. FIN B-6590. NRC-03-79- 1 1 8 

83/02/09 4pp 12311:336 


8303110421 Notification of contract aiecution "Ravlston to Project 
Managers Handbool.” awarded to 80A Subcontractor 
Tachnas soc latas. 

COLEMAN. R. Adiclnistratlva Contracts Branch. MRC-03-03-094 
82/02/11 E19ENHUT.0 . KERRIOAN. J Division of Licensing. Ip 
12229 031 


— 8203110423 Contract. "Rovlsion to Project Managers Handbook." auarded 
to 8BA Subcontractor Tachnassoc la t a s 

HILL.O Small Business Admt n i s tra 1 1 on • Tachnas toe latas . Inc. 
LEBO. C 0. Administrative Contracts Branch. NRC-03-B3-094 
83/02/11 3pp 19239 023 


— 8203110429 Contract, "aevlslon to Pfojatt Hanagard Handbook." susrded 
to Tachnass oc latas 

OFFORD. J. C Tachnassoc latas. Inc HILL. D Small Business 
Administration NHC-03-03-094 02/02/lt 38pp 12329024 


0203120093 Ltr Contract NHC-O2-B2-039. "OA for Oaotachnlcal OC. '• 
Partiae mutually agreed to listed terms. 

MATTIA.M J. Technical As s 1 stance Contrac ts Branch. NRC-02-eS-035. 
82/01/32. MARTIN, U R. Amy, Oapt of. Army Engineer Hataruiays 
Erparlmant Station. 9pp 19333.346 


6303130060 Notification of contract aiacutlon: "Photographic 
Reproduction Bves, " auardad to Chromacolour Lab. Inc. 

Bolic Itation. offer (■ auarg end. 

BAZIN, J.P. Adninistrativa Contracts Branch NRC-10-e2-392 
88/03/03 BE8AU, H J. . OEhn, o F. Division of Tachnical Information I, 
Ducumant Control ip 12293:179. 


e203IS3)?4 Nat I f Kitioi* of cootratt ••acution. Mod 2 to "Cnviron 
fc'ilorinj PrctrM~- W/Stat* Of MN " Contractor Stott of Mn 
wCLLflt-S fl«»t»rth Control tt ar after. flM S-12)3 NBC-O5-0O-26B 

92'03/03 C08B.L t . COHgV.L H Irajnlrj I. Odoiioittrotlon Staff 
Ip 12279 S30 


-'6?C>3l5C>l3<> Mod 3. profldlft} tuftOlnj for CVSB-tO "tnviron Monttotinp 
Proa ran N/StOtO of ft*l 

« rlinrttota. Stair of hoRTON.K V Attoorch Contract* Branch. 
fJH 9-IS43 N<IC-O9-0O-3OQ Ba«l3f09 lj> 12375 331 


'StltnU Ouol if Icatlon of Nuctoar Plant Haehanical li 
Eloctrical Equipnant '' Contrac tor : Sou thuittt ftaitarch tni 
MCLtETT.O Rotaarch Contratta firanth. FIN 8-7007 Nfil 
BS/ 01/03 FOREHAMO'U > CAmBELI.. U E NnC - No Data Had 

Olvtn Ip 12309 207 


830319010? Corractad notification of contract aiacution.r 
Monitor for Ha liodaiftp frea k Satanic Taita " Contractot . M 
fnq inaort. Inc . 

uOLLETf. 8 Rttaarch Contract* Branch FIN 8-679B NR 
0t/ll/l6 FOREHAND. F • O'BRIEN.J Of Plea of NucUar « 
Rataarch. Dlractor Ip 13309: 39h 


6203150129 Not i fit »t loft of contract aiacutton, Hod 3 to ‘Environ 
.Hcnltorin® Projraft U/Stat* Of OH " Contractor Btata of OR 
KOlLErT.S Rtatarch Contract* Branch FIN B-53CO MC-p5'B0-37n 
62/03/09 COBB.L I . COHEN.l H fralnlnp t> Admlnt itrat ton Staff 
Ip 13399 335 


-•0303150132 Hod S.providinj funding for CV82. to "Environ Monltorlnp 
Pre^r*.!. vi/Etata of OR '* 

* Ortgen. Statr of HC9T0.N. K V Rataarch Contraett Branch FfN 
B-53CO f.RC-05-80-37a 82/03/03 ip 13395 336 


8203150134 .*104 1 ft cat ton of contract aiacution. Mod 13 to "MPA Ml B Halnt 
Support Svet " Centractor SBA Bobcontrac tor Loftcai 
Ttchnical Sve t Carp 

tlLCEifriOflN- A J MihVnl vt Contraett Orancl. FIN 8-1665 
t.RC-O7-77-i70 83/03/04 BASSETT, H 9 . It IRK. I Of flea of 

K4na9rT.trt and Prograt Analyttt IP 13299 337 


--8203190I37 Hod 13. incraat Ing calling anoont. to "MPA HIS Halnt Support 
Svct " 

• Small Bvtinatt Adnl ni » trat Jon a Logical Tachnicat Servlca 
Corp lEBO.C 8 Adnin 1 *trat I va Contraett Branch FIN B-1669 
NRC -07-77-1 70 83/03/04 tp 13393338 


0203190198 Notification of contract e lacutlon. Mod 9 to "Environ 
Monitoring Program N/Stata of PA " Contrac t or ' 8tat * of PA 
mOLlETT.S Rataarch Contraett Branch FIN 8-51H KRC-09-aO-a73 

82/03/09 COBB.L I , CDHEN.L K Training t AdninI t tra t i on Staff 
Ip 12379 348 


--8203150157 Mod 5. providing fundt for CY03. to "Environ Monitoring 
Program H/Stata of PA " 

a Panntgtvanf a. Btata of MORION. K V Olvltion of Contraett 
FIN B-5111 NHC-03-e0-373 83/03/05 3gp 13J75 3W 


8203150160 Notification of contract aiacutton. Mod 3 to "Environ 
Monitoring Program U/Stata of NC ” Contractor Stata of NC 
uOllETI.S Rataarch Contraett Branch FIN B-1239 nRC'09-08-3a3 

82/03/05 COBB.L I . COHEn.L h Training (. Apminl ttration Staff 
Ip 13395 250 


--8203190161 Mod 2. providing fund* for CVS? to 
Progra-. U/8tatt of NC ' 
a North Carol Ina- Stata of HORTOn.H V 
FIN B-1237 NRC '05-80-283 83/03/05 Ip 


"Environ Monitoring 

Olvltion of Contract* 
12399 391 


■ acnnic a i 


820315016? NdttflcattOft of eontract tttcvtion.Mod 

Attl*taoc* In Hydrogtologv " Contractor Lau Englnatrlno' 

Taattng Co ' 

MaIRSIOn.C . MIlES.E B Tachnital Attittanca Contratt* Branch 
NRC-O2-02-O3B'OI 83/03/05 0AVI8.J . JOHNSON, B Of flea of Nucla; 

S4?»iy ^ df a Di I'f c tor !p 1 2^97 • 361 


-8303150168 Mod t.eorTteilng numhar citad In Block 1 of 
"Tachnlcal Aitfttanc* In Hgdrogaologg. " 
a Laj Englnaarlng Tatting Co MATTIA,M J Olvlalon 
NRC-03-B2-028'01 03/03/05 Ig 12297 363 


contrac t. to 
of Contract 


02031 50169 Notification of contract arac utton. Mod * to ' 
Control of SNM •• Contractor Bcitnea App| u at Iona. Inc. 




I«IR9I0N.C . FtELOS.J A Tachnital Attlttanca Contrac ta Branch 
NRC-02-BI-040 83/03/09 DAVIS. J . MENDEL SON, B Off lea of Nuclei 

Malarial Safaty 6 9afagvai dt. Dlractor Ip 13307 294 


B303150185 Corractad notification of contract aiacutinn.M 
'Dogradad Piping PrograM “ Contrac lor Rattalla Colvmbut 

Lab* 

UOLLETT.S Rataarch Contract* Branch FIN 8-703? NR 
81/12/15 FOntHAMD, 0 , BTROBNIDER.J WC - Ho 0*t*ll* 
Divan Ip 12309 301. 


6303190108 Notification of contract aiacutl on. Mod 3 to "T 
Aaalatancf in Support of NRC ftoactor Oparattng Llcanaln 
Action Program II " Con tr ac tor . Frank 1 in loot 
HAOaN. T. F Tachnlcal Aaalttanca Contract* Branch. FIN 
NfiC-03-Sl-l30 83/03/09 EIBENHUT. 0 0 , BAJMA.B Olv 
Llcanaing Ip 12309-303. 


--8203190191 Mod 2. changing dtaertption of ivork 6 Incrama 
oubititutlng tag paraonnal.to "Tachnlcal Aaalatanca 1 
Bupport of NRC Raactor Oparattng Llcantlnga Action Pr 
It ■■ 

stover. J H Franklin I o« 1 1 1 o ta/Frankl in Ha»farch Car 
HATIIA.M j. Dlvlhlon of Contract* FIN 8-6891 NBC 
82/03/09 3pp 12309: 304 


0303190316 Notification of contract aiacotlon. Mod 3 to "I 
Monitoring Program M/Bt*la of NV " Contractor Stata of 
WOLLETT.B Rataarch Contract* Branch FIN B-9I09 Nf 
83/03/09 COBB.L I . COHEN. T, J Training 6 AdmlnMtri 
Ip 13307313 


—6303150217 Hod 3. providing fund* far CVa2. to "Environ I 
Program U/Stat* of NV " 

« Nau York, Btata of. MORTON. H. Raaaarrh Contract 
B-5109 NRC-Q9-Q0-270 82/03/09 Ig. 13309:314 


8203190323 Notification of contratt a latotlon. Mod 3 to “I 
Monitoring Program W/Stata of SC " Contractor Stata of 
L^OLLETT , 8 Raaaarch Contracts Branch Fit* B-9112. N( 
82/03/09 COBB.L I , COHEN.L K Training 6 Ada>lnl*tr. 
Ip 13310 100 


—B303 190326 Mod 3,prpvldl0g fond* for CY0S. to “Envlrpn 
Program U/Qt«t* of 8C. •' 

MORTON. K. V. South Carolina. Stata of. FIN B-9112 
82/03/09 Ip 12310 109, 


8303150228 Notification of contract a» at oil on . Mod 6 t« 
Matta* •• Contractor Unlv of AZ. 

JACOSda A. Rttt6rch Contr^ictt 0rjtich. FIN 0-6627 NR 
82/03/06 BATBQM.U . BOVLE-L. Offlca Of Nuclaar Ragw 
fl**farch, Dlractor Ip 12310 132 


—6303190333 Ltr Contract NHC-OA- 70-371 . Mod 6. adding inc 
"Staling Rock Maata*. " 

MORTON. K V Rttaarch Contract* Branch. FIN B'663? 
NBC-04-78-371, 63/01/39. WHEELER. J T, Arltona, Ur 
12310 123 


8203150235 Hot! f Icatlon of eontract a»acutlon* Hod 6 to 
ClattlflcatlOn of Tuo Phata Flow Raglmat Using Olobal 
Local Nautrohic Parturbation* 1 1 “ Contractor Unlv of 
JACOBS. A Raatarch Contract* Branch. FtN 8-6324. NF 
62/02/00 BATSON. W, KONOIC.N Offieo of Nuclaar R*| 
Raiaarch, Dlractor Ip. 13310: 126 


NONDOCKETED ITEMS 


44 


_g203li0239 Lt'" Contract NHC-04' 70-S4J). Mod 6. Inc reasing funds, to 
•OJdnlitott V» Clotstticotton o» Two PhOoo FJol/ Rogimos 
Uilnj Olofrol *• Uotol Neutronic Ptr tur bat I nna It " 
morion. « V fl»»earch Contracts Orancb FIN 0 6334 
KS>C-O4-70'349 02/01/39 B/XtOUIN. I) fi Noth ing tun. Un tv of I g 

12310 13/ 


B2031S03^S wotl fi cation of contract actcotton. Mod 1 to "atiidg of 
Eartbquaff Naiarrf* In NV Stat* 6 Adjacant Area* “ 

Contrac tor - Co loffb 1 a Uolv 

JACOBS. A flaoaarch Contract! Branch F'IN D-724.T N(>C-04-ei - 1 79 

g2/B3/04 0AT6ON- W . MUFirHY. A Offica of Nuclear flagulatury 
gg^garch. Olractor Ip 1229/ .141 


--8303150340 *4od I'lncrsatlng funding, to "Otudg of Earthguals llaiardt 
In NV Btata & Adjacent Areas " 

LENI9. J F Columbia Univ MnitTON, K V Raaearch Contracts Branch 
fin B-7243 NRC-O4-01-I79 1)2/03/04 Ip 12297 342 


0303190342 Notification of contract rtecution "Lease of ObU Real lino 
Data Oitplag 0ga. " awardad to DtcU 

BAIIN.d P Administrative Contracta Branch FIN B-I29J 
ldlC-O9-02'-244 02/03/00 BLAMA. .1 L . HtNL0. J Program Bupport 

Branch tp 12397 343 


--8203130346 Contract "Leata of BtiU Real Time Data Rtaplag Ogs- " 
awarded to BIN 

nelson. B. 0. Babcock 8c ifilcoi Cn l EBO.C.l) Oivition of 
Contracts FIN B-1393 fdlC-03-03- 244 02/03/00 I3pp 

13397 344 


03O31JO343 Notification of grant e s ec ut i on. Mod 1 to "Oagraded Cnir 
Hast Iranafar. " Contractor UCt.A. 

HAOEV.H Raaearch Contracta Branch FIN F-IOlt NRC-0-04-0 1 -029 
83/03/04 OATBON.U . YOUNO. H Office of Nuclear Regulatnig 
bsssarch. Oiractor Ip 12397 337 


—6303130247 Mod I. as tending performance period to 030930 (. increasing 
funding, to "Degraded Core Heat Transfer " 

ORlLLON.K California. Univ of. Lns Angola# MORION. K V 
Raaaarch Contracts Branch FIN F-IOII NflC'0-04-01 -023 
83/03/04 Ip 12297 330 


83031S023I Notification of contract esac ut ion . Mod 3 to "Environ 
rertitorlng Program U/Ulate of CT " Contrac tor . Otats of CT 
UQllEII.B Raaearch Contracts Branch KIN 0-3113 NRC-03-aO-276 

83/03/03 CUBD.L 1 . CUKEN.L H Training 8. Administration Staff 
Ip 13397 339 


--6303I90333 Mod 3. providing funding for CV03. to "Erivlrnn Monitoring 
Program U/8tat« of CT " 

s Connecticut* Btate of MORTON. H 9. Research Contracta Branch 
FIN B-3II3 NRC-03-QO-276 03/03/03 Ip 13397360 


9203190279 Notification of contract esecution. Mod 3 to "Environ 
Hanltoring Program W/Btale of VT “ Contractor Btate of VI. 

MQLLETT.S Raaearch Contracts Branch FIN 0-1333 NHC-03-00-B97 

83/00/09 COBB. L I . COHEN.L K Training l> Administration Qtoff 
If 13393 343 


'8203190264 Mod 2. providing funding for CV02i to "Environ Monitoring 
Program U/Btate of VT " 

a Vermont. State of. MORION. K. 1/ Raaearch Contracts Branch. FIN 
B-1333 NflC-03-00-2S7 83/03/03 Ip 12399 343 


8203170132 Notification of contract asecntion. Mod I to "Otudg 4* Wsvissi 
cf Issues re Egual Emplogment Opportunltg at NRC- " 

Contractor: 8BA Subcontrac tor: Metro Study Corp. 

PA9E.M Administrative Contracts Branch. FIN 11-1699 
MfiC-23-B2-3jA 83/03/10 REIIM. T A . WESTON. M Office of the 
Eiacutlva Olractor for Oparatlona Ip 13333 349 


”6203170139 Hod I. assigning claims, to "Study 8. Review of Issues re 
Egual Emplogment Opportunity at NRC, “ 

* Small Butlnesi Administration. » Hatro Study Corp LEBO. C D 
Atalniitratlve Contracts Branch FIN 0-1699 NRC-23-B2-31 6 

82/03/ 10 2p p 1 3323 : 3 30 


8203100103 Hot 1 flc at ton of contract aaacution. Hod 3 to •'Const of 
JClaar 6 Fossil Fueled Power Plants. “ Contractor: US Ospt 
®f tSbor 

'* Tschnieal Assistance Contracts Branch FIM 8-6340. 
NIC-03- 79-1 25. 02/03/04 VOLLMER.R H. SlNIOOALLl.A Division of 

tnglnttrlng ip, 13339:302 


8203100109 Mod 3. attending period of performance to 030701 . mod I fy |ng 
scops of wort 6 adding funds, to "Const of Nuclear t. Fossil 
Fuslsd Power plants. " 

* ,5-*!;®7-0»pt- of- 8MITM.P Technical Assistance Contracts Branch. 

FIN B-6540. NRC -03- 79 -133. 03/03/04 4pp. 12329 383. 


0303100322 Notification of contract « < ec uti on. Hod 2 to 'NBS Callbr 
Measurement Assurance Piogram to Support NRC Third Pilot 
Study Test of Personnel Oost.'setrg Processors ■' Contractor 
MS 

GUSTAVE. H P Research Contracts Branch FIN B-7103 NRC-01 -00-023 

82/03/04 FORFMANO.u . tChrilB.N Office of Nuclear Regulatory 
Research. Director tp 1334? 334 


■R3031B0323 Mod 2. eitenCcng period of performance to 030334 at i.e cost, 
to 'NRC Cal ibr Measurament Assurance Progra-e to Support NRC 
Third Pilot Stud., Test of Personnel Oosiretrg Processors " 

G.iREVE. D B Cnrr-nor t e , Dep t of. National Bureau of Standards 

MQRIUN. W V Reseaich Contracts Oranch FIN B-7103 

•NRC -01 -60-023 03/03/04 Ip 13343 335 


0303100234 Notification of contract e. ec u 1 1 or . Mod 6 to "Field 4 
Theoretical Investigations of Mass 8. Energy Transport in 
Subsurface Matls at Waste Disposal Sites *' Contractor Untv 
of A7 

JACOBS. A Research Contracts Branch FIN R-S753 NRC -04-70-275 
02/03/03 QATGON. W . RANOAIL.J Office of Nuclear Regulatory 
Research. Director Ip 12343 336 


•-0203180339 Mod 6. Increasing funding, to ‘Field 8. Theoretical 
Investigations of Mass 8. Energy Transport in Subsurface 
Halls at Waste Disposal Sites 

CARR. S E Arliora. U.n v of M0RT0.9.K V Research Contracts 
Branch FIN D-5753 NRC -04-70 275 03/03/05 6pp 12342 337 


02O3lflO4O2 Notification of contract srecution. Mud 3 to. 'Fire 
Protection Progrem Review 8. Evaluation ■■ Contractor Gege- 
Babcock 8. Associates. Inc 

FIELDS. J Technical Assistance Contracts Branch 02/03/10 
VOLLHER.R H , uCNAROVA. V Division of Engineering Ip 13343 117 


-8203100406 Mod 3. ettending period of performance to 030930, to "Fire 
Protection Program Review 8. Evaluation “ 

CONN. B M Oaga-Dabcock Assoc tatas. Inc. MATIIa.M Administrative 
Contracts Branch NRC -03-01 - 103 B3/03/I0 Ip 12343 110 


0303190050 Notification of contract e.ec u 1 1 on. Mod 3 to 
"Non-Egui I ihr 1 urn Heat Transfer 6 Tu,o-Phase 
Instrumentation. " Con tree tor . Leh 1 gh Univ 

JACOBS. A Research Contracts Branch FIN 0-6794 NflC-04-01 -103 

02/03/09 BATSON. W . YOUNO. M Office of Nuclear Regulalury 

Research, Olractor |p. 13397 356 


--0303190060 Mod 2. providing incremental fund ing. to * Non-Egul I i hr 1 urn 
Heat transfer 8. Two-Phase Instrumentation 

LIBBCH, J F Lahigh Univ MORTON. K V Research Contracts Drench 

FIN n-6794 nHC- 04-01- 103 03/03/09 Ip 12397 337 


0303190134 Notification of contract e ■ ec u 1 1 on . Mod II to ‘‘Shear Stress 
TrenSftr in Secondary Containment Vestals ‘ Contractor 
Cornell Univ 

JACOBS. A Research Contracts Drench FIM D-9600 NRC -04-76-334 

03/02/19 FDRemANO. U . OROUZIN. B Uffice of Nuclear Regulatory 

Restarch. Director Ip 13394 331 


— 8303190139 Mod 1 1 . e < t end I ng performance period to 630019 at no cost.tp 
"Bhoar Btrass Transfer in Bscond&ry Containment Vessels " 

A00ER8. T R Cornell Univ. MORTCN. K V Research Contracts Drench 
FIN B-9600 NflC-04-76-234 02/03/19 3pp 12394333 


0303I90I49 Notification of contract erec ut 1 on , Mod 4 to "Environ 
Monitoring Program W/Stote of NJ “ Contrac t or . State of NJ 
WOLLETT.O Research Contracts Branch 0-9IOB NRC-09-80-370 
02/03/09 COBB.L 1 . COHEN.L K Training 8. Admt nl a t re t i on Btoff 
Ip 12393 333 


--0203190196 Mod 4. providing funding for CV03. to “Environ Monitoring 
Program U/8tata of NJ " 

e New Jortey. State of MORTON. F V Research Contracts Drench. 
FIN B-SlOO NflC-09-BO-270 02/03/09 Ip 12333 333 


0303190203 Notification of contract etecutlon . Mod 2 to "Licensing 
Asalstance/Oeotechnical 4 Hydrological Evaluations " 

Contractor Loads. Hi 11 6 Jewett. Inc 

FIELDS- J Technical Assistance Contracts Branch NRC -03 -80- 033 -03 
02/02/33 DAVIS. J, GARClA.P Dfflca of Nuclear Malarial Safety 4 
Safeguard a. 01 roc tor Ip 12391 161 


—8303190304 Mod 3 . oitendtng ptriod of parformanct to 830413 at no «ddl 
coat. to "Llcanaing Asst atanca /Oaotethnl ca I 4 Hydrological 
Evaluations *' 

HUMCETT.R Leads. Hill t JswStt. Int SMITH.P A Technical 
Assistance Contracts Branch NRC -02- 00- 033-03 82/02/33 Ip 

12391 162 



ortractor Con vf» B-.^ar<j-Da»l • - 01 ten 

IClOS. %> TacAoical Atstttanc« Contract* Bf anch ».nc-02-B0-03D-07 
3/0S/S3 CAt/(S. J . OARCIA.P atfiit of SocUar Material Safflj t> 
«<«} jarot ' Ol tac tar la 15391 174 


S03I902SI Mad I ettarding cericd psrforinant* to 630433 at no co&t. 
to 'Li<«ntirg At « I a tatc o/Ooot »c nn ) < »l & Hfdrolajical 
Evaluatiott ■ 

LESKtS.a 0 Cenvar <e. Llav It (■ Atociatet. SMITH. P A TacMiiral 
Attltiartt Caftraett Qranclt VBC*0 5*00-0 33 -07 QS/Q2/23 Ip 

13351 1/9 


Contractor Ronttolaor Poiytachnlc Intt 

JACOBS. A nstoarch Contract* Branch FIN 0-7230 MtC'03-/8-l7e 

S2/03/04 8ATSUN.U , JUOER.N Off tea of Nuclear OafU'lalorf 
Rotearch, Oir*ctor Ip 15373 507 


--0503230494 Mod 7. attending parted of parforioanc# to 030904 4 
providing tddi funding, to “Davalopnant of Thermal- 
Hgdraullc StaOllltg Method* for fiWR* " 

LOOtOOlCe, J M R*n»**la*r Polgtachnlc ln*t- H0«10n. K 1/. »I1M- 1 

Contract* Branch FIN fl-7330 NRC-03-78-l2a 02/03/04 Bn 

12373 308 


:3.?50133 r.ot 1 f I cat i on af contract *>*< ution. Hod I to "Multichannel 
.nalittrr* fo- Region I " Contractor OS Oavllsoi' Co. tne 
lARTlM.L C Ajnln itrat I VO Contract* Branch riRC-09-85-24B 
13/03/15 CCCU.l. I /nTTAti. J Troir.tng t. Adi»tj>l*tr*tlori Staff 
p 15374:31 7 


1503535133 “ad 1. correcting GS.R rn.Aber te appropr lat I ern ignliol.to 
‘*Mv 1 1 1 cr am a I Af\at. 4 rer* for Region I 

* 0 3 3avla*cn Co. Ire LCUD. C 0 Ad-v tn i * tr a 1 1 ve Contracts 

Branch till C-05-93 -349 62/03/19 tp 13374 319 


33250137 /,nt I f icat I on of contract »i ac u 1 1 on. Mad 2 to 'Oevelop 
.Icensinp Pro c aour o * . Per f orr.anc e ChjectIve* 4. Technical 
;rit*ria far Uitpotal cf COj. Level Ua«t« " •Contractor 
Cr.en-Njc I ear 9g*. Inc 

nAl 951011. C - FLEEHOR- C Technical Astl'stante Contract* Branch FIH 
D-6999-2 LflC- 02 -Bl -046 03/03/11 0AVI3.J. . ROLES-C Office of 

L'vclear Material Safetg & 9af eg uard*. 01 rec t or ip 12374 346 


3203220195 Hcd 2.otlijatcnj add I f <.rd *. e 1 1* cid tng >*rfoTm#nc« period to 
633931 t aaiending tcope of ivorir.lo '*Oevc I op c.icenelng 
FroceCure*. Perforr.ance Objectluo* L Technical Criteria for 
Dltpotai of Leu Level Ua«te " 

LHI riAi>CR. M. S Chen-Noc 1 ear Sg*te>n>. Inc MATTIA. M j Technical 
A**i(tanc* Contract* Branch FIN 6-6999-2 NRC-03-01 -046 

92/03/11 3pp 12374 347 


33320211 Notification of contract e lec u 1 1 or . Med 2 to ''Benchma rt ing 
ef CoPti/Cer Cede* t. Liceniln) Aatittance ' Contractor 
Tetnepron Retaarch. Inc 

HaTRSTOnI. C • hAOAN. T F Technical A*«l*tance Contract* Branch 
SRC-02-91-026 62/03/09 OAt/IS.J . SIULINO, S Office of Nuclear 

Material 9&f e tg 0 Safeguard*. Oi rec tor Ip 12374 354 


8303220219 .Mod S.replacing project officer, tc •'Denchaiari |jig of Computer 
Cold* 4 Llten«lng Aieltcance ' 

* Teknetron Reaearch. Inc JfATTlA. M J. Tschnlca) A*«l«tance 
Contract* Branch NRC-02-Ol -026 92/03/09. Ip 12374 355 


6503330076 Notification of contract ei*c u 1 1 on. Mod 3 to "Anatail* «l 
Atmotpherlc diffusion Through Application of Ltdar 
Technologg " Contractor ORI Inti 

VKlLLETTiB B»*»arch Contract* Branch FIN 8-6793 NRC-Ot-Ot-JH 
03/03/04 OATSON.M , K0RNA91EUIC2. fl Office of Nuclear fleg/laU | 
Retaftt'che Director. Ip l?399 342 


— 0203330079 Mod 3. ectendlng period of performance to 030131 4 l-iiirii-i 
«<rour>t obtiQ^t^d by govi. to '*AnAl\f»l% Atfta^pSvrlc 
^tirough ApplW«tlDn of Lid«t* T« ctvoo logii) * 

FtOvD. 9 SRI tn(ern«tloti«it MORTON. H V OlvUioo -oF Cortr^Mi 
FIN B-6793 Nnc-04-3J-2M 82/03/04 3pp ^2392. 3^3 


6203230173 Notlfic4tiQn of contract • t ec ut 1 on* Nod 13 to *PI>R 
Hicrogrjpblc 8tof*«Qt t Rptritval 9v4 " Contractor 
ACet^iQ Corp 

PA0£. M Admi ni«tr«ilv« Contract? Qrdncb FIN B'0l93. 

NRC-17-79-449 83/03/06 CHILK. D ^ Office of thm •* ''* 

Ccr>^i%%ion aCATTOLINleL Public Docg<»»#nt Branch ip I219J 


• -6203230192 Mod 13. e cere 1 * Ing option to attend contract through OaTj . 
to ‘'POR Nicrogrophic Storogo 8( Rotriovot ** 

* AccP«» Corp LEBOeC 0 Admini ♦ tr#t 1 vo Contract* Dr^rcb fl" 
0-6133 NRC- 1 7-79-449 02/03/09 4pp 12392 335 


8203230321 notification of contract *c«cutlQn "Oemograpn 1 c ProjtiUc'i 
6 Regional Economic Impact* pf Accident*." auarded to 
Bureau of Economic Anaigtl*. 

8M1TH.P A Technical Attl«tanc* Contract* Branch FJM 0-004/ 

NflC -03-82-112 82/02/35 VOLLMER. R . 9INI80ALL1.A *******™, 

OlrfCtor tOT Matrrlai? t« OujI i f 1 c«t Ions Enginppring. Ip. 12 j»/ 4 


—8303230249 Ltr Contract NflC-03-82-1 12, "Demographic Pro gac tier* I 
Regional Economic Impact* of Accidants.” awarded to 
Bureau of Economic Analgils. 

SMITH, P. A Technical Attlitanc* Contract* Branch. FIN B-DM/ 
NRC-03-e2-l l2 02/02/19 VO UNO, A Commerce. D*pt. of. Off- 
12397 239 


'03250226 Mot 1 f i c at 1 on of contract *>« c ution. Hod I to -Benchrark Ing 
of Computer Code* 4. Licertlng A**i*tance " Contractor- 
Telnetrop Re**arch, Inc 

HAIRSTOM.C . MA 9 AN. T F Technical A««t*tance Contract* Branch FIN 
9-6905-2 N'3C-02-B1-026 02/03/09 DAVIS. J . eiLUINC. B Office of 

Hucleor Material Safetg 6 Baf aguard*. Dlrcc t or Ip 12391 101. 


0203220237 l4oo l.aiercltlng option to Taek 6. def In 1 1 1 1 Ing Ta*k 8. 
providing Incremental funding 6 Clarlfging repcrtlng 
regu 1 reiren t « 4 billing In* t r uc 1 1 on*, t o "Oenc taiar t ing of 
Computer Code* 6 Llcendng Aaalttance " 

• 1 eknehr 0 n Retear ct.. Inc. KMTIA. M. d Tetbnlcel Aetlitance 

Contract* Branch FIN B-69B3-2 NflC-O2-81-026 02/03/09 7pp 

12.391 105 


103220395 Notification of contract a i ecutl on . Mod t to "Llc*n*ing 
A* * 1 (tanc e/Oe 0 taenn 1 cal I. Hgdro I ogle* 1 Eval uatlono. " 

Contrattor Shannon % Ullion. Inc. 

HAIRSTON. C . FIELDS. J A Tachnical A**i«tance Contract* Branch 
NflC-03-eO-033-06 82/03/05 0AVI8-0 . OARCIA.P. Office of Nuclear 

Material Safetij I, Safeguard*. 01 rector Ip. 12391. 131. 


.0203220399 Hod l.eitending period of performance io 830413. to 
"Licensing A* « I »tanc e/Ceotech ntc al L Vt* 4r ol og It al 
Evaluatione " 

miller. R-P Shannon I* Hilfon. Inc SMITH. P-A Division of 
Contract* MlC-03-eO-033-06 02/03/05 Ip 12391 132 


8203240012 Notification of contract etecutlon; "Pag* Wabe-up evt*’ 
«uf4rd«d to A6AP* Inc 

MARTINei. C Adml nl 1 1 r« 1 1 VO Contracts Branch. N8C-lO“92-3^* 

82/02/24 OQRte.M J . WATKINS.L Office of Adml nUtratloP If 
12390 270 


--0203240054 Oollcltatlon. offer l< award of •‘Pag* Mate-up Svte" t« 
Inc 

HAT08V. M T ASAP, Inc L£B0. C 0. Admin 1 *tr*t Iv* Conlrac t * 

Branch NRC-lO-82-369 82/02/24 2tpp 1239B271. 


0203240391 Notification of contract • »*c ution, Nod 2 to "L Itenelrf 
A**ltt*nc*/O*ot*chnical h Hgdrologlcal Evaluation*. " 

Contrac tor. Inti Engineering Co. Inc. 

MAIRBTON.C Technical A«*l«tanc* Contract* Branch 
NRC-02-eo-033-04 83/02/29 OAVla. J . OARCIA.P Office of «««” 

Material 8af«tg & Safeguard*. Director. Ip. 12419:074. 


--9203240396 Mod 2. rrtendlng period of performance to 830413 »t «*< 
coit. to "Llceneing A**i *tonce/Oeotechnlca I 4* Kgdrologlcal 
Evaluation*. " *.n»i 

CHHIBTENEEM.R. Inter** Corp. SMITH. P. A Technical 
Contract* Branch NRC-02-eO-033-04 82/02/25 Ip- 


13419:07) 


OJ03240409 Notification of contract eioeutl on. Mod 2 to •Lltenalng 
Atilittnct/Ototochnical (. Hgdro log tea 1 Evaluatlont *' 

Contractor: Qaotochnlcal Englnaer*. Inc 

HAlftSTOM.C- Tachnical Aosiotanca Contracts Branch 

(UC-ClS-fiO-OM-Ol. 03/oa/aS OAWIB, J . OARCIA.P Otflca of Nuclear 
Mtfrlal Safetg «> SafoguarOi, Director Ip. 12406:337 


-e2O3?404l3 Mod 2 titondlng period o# performance to B30413 at no addl 
(Oit. to •‘Ulcanilng Aesl stance/Orotechnlcal t. Hydrological 
Evaloat*®'* ” 

CASIRO'O- Oeotechnlcal Engineers. Inc BlillH. P n Technical 
AMlttance Contracts Branch NflC-O2-G0-033'Ol B2/02/23 |p 

U404 3SB 


S703340444 Notification of contract eiecutlon: "Matl Balance Capability 
of Process Similar to That at NF8. Erwin. TN. “ auardod to 
NUSAC. Inc 

ftYffl.N J Admlnl stral 1 vs Contracts Branch. PIN B-I3I4. 

WlC-l9-fl2-«91 B2/02/23 BEMICK.F J . ONO. C Office of Policy 

Cvstvetlont Ip 12406.331. 


--6303340449 Contrac 1; "Matl Bala nee Cepablllty of Process 01ml lar to 
That at NFS. Erwin. TN. '* awardad to NL18AC. Inc. 

LUMBiP-P- NUSAC. Inc. LEBO. C Admlnlstr ot Iva Contracts Branch 
FIN B'l314 NRC-t9-82-49t 02/02/23 1 7pp 12406322 


6703240471 Nattficatlan of contract arocutlon. "Halnt 1. Operation of 
Local Public Document Rooms ILPORsl." awarded to Uaterford 
Public Library. 

LlTae.M Purchasing Sactlon NRC- 1 0-82-379 B2/03/02 

FELTON.J M . SOBDER.J Office of Adislnlstr at ton Ip 12406 300 


"6203240477 Controct “Mslnt 6 Oparatlon of Local Public Document 
Psoas CLPDRs).*' awardad tQ Uatsrford Public Library 
ALLiaON.B Hatarford.CT. PERLMAN. J Purchasing nscllon 
NHC-10-B2-379 02/03/02 lOpp 12406:301 


6203260069 Not! fleet ion of contract eiecutlon. Hod 3 to "Environ 
Hsnllorlng Program tl/8tate of TN " Contractor State of TN. 

MOLLEtT.e Rasssrch Contracts ttranth. FIM Q-320B N»C-03-Q0-aQI 

62/03/03 COBBiL I.. COHEN.L. K Training t. Admlnl s tra 1 1 on Staff. 
Ip 13440 017. 


'-6203260073 Mod 3. providing funding for CV02. to "Environ Monitoring 
Propran H/Stata of TN. 

S Tennessee. State of MORTON.K V Division of Contracts FIN 
B'920B NRC-03-G0-201 02/03/03 ip. 12440:010 


B203300009 Notification of contract eiecutlon. Hod 9 to "Btanogr aph Ic 
Reporting Bves. " Contractor: Aldsrson Rsporting Co 
Paqe.N. Administrative Contracts Drench. FIN 0-1311. 

N1C-17-BO-44B. B2/03/I3. CHILK. 8 J . BULUlVAN.P Office of the 

Secrtlery of the Commlselon MCNAMARA. A Atomic Safety and 
Licensing Board Panel Ip. 12460:303 


6303300011 Mod 9>eitendlng performance period to B20301 t. Inc reeling 
celling amount, to "Stenographic Reporting Svet. " 

BHAHP.R A. Alderson Reporting. LEBO. C. 0. Administrative 
Contracts Branch FIN B-t3ll. NRC- 1 7-80-448 02/03/13 Ip. 

12460; 307. 


6203300289 Notification c>f contract esacutton: "Boparvlslng Human 
Rsscurcts Course. " awarded to USOA Oradusta School. 

BATIN. J.p. Admlnietrstivo Contracto Branch. NHC-10-B2-366 
82/03/09, OOLDMAN.P J . BPECTOR. A Management Dove lopment t> 
Irslnlng Staff. Ip. 12461:349. 


'8803300291 Contract: "Buparvle ing Human Reaourcei Course." awarded to 
USOA Oriduata Bchool. 

VARNER, U.B. Agriculture. Oapt. of. LEBO.C.O Administrative 
Contrects Branch. NRC- 10-82-366. 82/03/09. 9pp. 12461:330 


820MIOOT1 Notification of contract aiacutlon; “Fire Protection Review 
to Oaga-Babeock t> Aosoclatcs. 

* Technical Assistance Coi^tracts Branch. NRC-03-e2-093-04. 
W/ra/OJ, VOLLHER.H H. , FEROUSON.R. Division of Englnearinp. Ip. 

124aA- Oi *1 ' 


8203310003 Contract; "Fire Protection Revles* h Evaluation", awarded 
eoct t Ataoclatas. Inc. 

CIHI.e H Oags-Babtnet Associates. Int. SMITH. P A Teehnital 
losil'S*''* ‘^""tTacte Branch. NRC-03-B2-093-O4. 82/03/03 40pp 


HK)03 Nath fleet ton of grant aiacut Ion. Mod 1. to "Procats of Droplet 
Phaee Oae-Llguld Flow: Analyeii of 
• ** *todell Ing, “ Orantee:UnW of Houaton. 

S/nn’y.; ’’•‘••Tch Contracts Branch FIN 0-1026. NRC-0-04-8 1-027 

N. Office of Nuclaar Regulatory Reeaarch. 

wrsetor. Ip, 12464:360. 


--620.3310008 Mod l.ei tending grant period to 830930 8. increasing fundinp 
sources- to "Processes of Droplet Blspositlon in Two Phase 
Oas-Liquld Flow Analysts of Mechanism 6 Modelling " 

NORRIS. J T Houston. Unlv of HORTON. K 9 Research Contraftt 

Branch FIN 0-1026 82/03/17 Ip 12464 361 


8203310024 Notification of contract eiec utlon. Mod / to. 'Core Thermal 
Hydraulic Performance During Steam Line Great Accident " 

Contractor Nuclear Aesoc I a tes, Int 1 

MCLEaREN. T. Technical Assistance Contracts Drench FIN D-1149 
NflC-03- 77-037 02/03/19 HANAOER. 3 H . N3BIAM. P Divio Ion of 
Safety Technology IP 12468 343 


■8203310028 Mod 7. deob I Iga t Ing funds* to "Cora Thermal Hydraulic 
Performenco During Steam Line Sraat Accident " 

KINNEY. |4 M Nuclear Associates International HATTIA.M J 
Technical Assistance Contrects Branch FIN 0-1149 NHC-03-'/7-037 

83/03/19 Ip 13469 343 


0303310390 Notification of contract ei ec ut ion. Mod 1 to '’Tunneling 
Study for Qock-Flttlng Operating Plants N/Core Retention 
Devices. " Contractor RLD Associates 

MOLlETT. 8 Research Contracts Branch FIN 0-7473 NRC-04-0 1 -300 

83/03/34 BATSON.U . UIALKCR. T Office of Nuclear Regulatory 
Research. Director. tp 13468 399 


--8303310593 Mod 1* increasing funds, to "Tunneling Study for Dacl-Fttting 
Operating Plants W/Core Retention Devices 

HHITE.J W. R Ic 0 Associates MORTON. K V Research Contracts 
Branch FIN B-7473 NRC -04-01 -200 82/03/24 |p 13468 360 


0203310600 Notification of contract eiec utlon , Mod 4 to 'Environ 
Monitoring Program N/State of AL " Contractor State of At. 

HOLLCIT.B Resoarch Contrects Branch FIN B-t233 MRC'09-80-355 

82/03/03 COBB. L I. Training t. Administration Staff Ip 
13468: 349 


--6303310605 Mod 4. providing funding for CYB3. to "Environ Monitoring 
Program N/State of AL. " 

« Alabama. Btate of MORTUM.K V Division of Contracts 1 IN 
B-1333 NRC-03-00-253 82/03/03 Ip 13468 330 


FGIA FREEDOM OF INFORMArtON ACT REQUESTS AND RELEASES 


7904190336 Forwards for concurrenc o* proposad Revision 3 to Tasl Action 
Plan for Task A-17. syetens Intaraction In nuclear power 
plants 

ROSa. 0. Division of Project Management 79/03/0Q OOVD.R.S 
Division of Engineering Standards BTELLO. V Division pf Operating 
Reactors. MATTSON.R. J. Division of Systems Safety SSpp 
12779:311 


0201060019 Addl responef to FOIA request for 12 categories of documents 
re Bt-U lawsul t Forwards documents App A documents partially 
withheld (ref FOIA Cieisptlon 4) (Refer to Supplement to 
NUREO-0940- Vo I 4. Mo 3 for Madden 80-913 response. 1 
FELTON, J M Division of Rules end Records 81/04/03 MADDEN. T J 
Kaye. Scholar. Flcrman. Hays ti Handler. 3pp. 11077 I2|. 


8303010001 Addl response to FOIA request for 30 categories of documents 
re NUREO-0660. "NRC Action Plan." Forwards documents listed 
In Apps A. D. C ti 0. Info partially withheld (ref FOIA 
Eismptlon 3). 

FELTON.J H Division of Rules and Records. 81/08/04 MADDEN. T J 
Kaye, Scholar, Fiorman.Mays ti Handler 9pp. I27SO. 006 


--7609300096 Forwards marbad-up version of Reg Outdo 1 141. 

“Contalnman t Isolation Provisions for Fluid 8ys“ for review 
Comments requested by 780919 Also forwards ANSI N37I-1976 1. 

OE 780636 comment. 

MORRtSON.N. M Assistant Director for Oanerel Engineering 
Standards 78/08/33 THORNBURO. H O Division of Reactor 
Operations Inspections. MOBELY. N C . MATTSON.R J Division of 
Reactor Construction Inspection. 4pp. 12763:174 


— 7010160193 "Bye Interaction Methodology App 1 Program." Interim Rept 
Tasks 1.2 it 3 ra prog scope, fecil selection 6 categorl latlon 
of tye Interactions. 

CRAMOnD.U R Bandla Laboratorlas 78/08/18 dSpp 13779 160 


--78I 1010166 Forwards NRC Form 173 requesting DOE acceptance of change of 
work per tod . 

HINOOUE.R. B. Office of BtenderdS Davalopiffent, Director 78/09/19. 
ROBER.H £ Energy. Dept of Ip 13779:197 


—7811010192 Standard Order for DOE Nork:"9ys Interaction Methodology 
AppI ", award ed to Bandla Lab. 

MINOOUE.R. B. Office of Standards Otvslopment. Director. • 8and|o 
Laboratories. 76/09/19. 2pp 12779,150 



/trraxftffltntt Suiccii*>i tt«« r* itt 7B103S mtttlnt on Sondla 
otjdy cf Tail a-| 7 sq«te*i« Interaction Does not dl*a}ro» u/ 
cc'nantt iOtM-7 AC«S t nO-35 N’u Saf«to> 

riCflBEnO.J El] 1 near in] Matholology Standardt Branch 79/03719. 
/UwELO .7 H]ht Mater Reactor! Branch I 1] 12787 024 


7907199217 For<^ard« cpaci/tc coiwrento on $«con4 interim rept re oge 
Interaction itud] <■ on Fault trees, in reeponse to 790312 
meno Believes that stud] uill produce useful results 
IP (• C-1-3 Lehof ator I es I Facsimile sue requests end 
NCABEOO. .7. A Engineering Metholologg Standards Branch 79/05/23. 
AsCEtO v> Olllce ol Standards Development. Director 9pp 
127B3 279 


'7908330442 Cpposses proposed Reg Guide 1 XtX re combining OA criteria 
|n tCCFRSO App 8 (or all struc tures. sgs t> components. 

Recorirends alternjcive approach For retaining eiistlng OA 
dtftnictons for " important to safet]" t "saFety^related " 

HAAS3. M P Ouatlty Assurance Branch 79/07/34 MORRIGON. M M 
Assistant Director for General Engineering Standards 4pp 
12706 023 


--7910170390 Fortards 790033 typed marled-up version of "For Comnent" 
Issue of Rey Guide 1 |4i. Revision 1. “Con tainment Isolation 
Provisions for FlL'id Sys. " S. value/Irpact statement EC 
Mtniinger undated comrents on 791004 draft reg guide end 
rtORRlSW-W n Assistant Director for General Engineering 
Stendards 79/00/31 LEVtKIE-S Office of Nuclear Regulatory 
Research. Director SCHROEOER-F Division of Systems Safety 
ISOSELEV.N C Oivlslon of Reactor Operations Inspections 3/pp 
»37b4 304 


--7911060051 Discusses 791005 lelcon u/E .Talel notifying that OFc of 
Eiscvtive Lcgel Director will not revise prior tasl 
initiation form concurrence Concurrence still valid. 

ARNDf.E G Structures 8. Cemponents Standards Branch 79/10/09 
Structures t> Components Standards Branch Ip. 12774 136 


HANAUER.8 M Tni-3 unresolved tiafety issues rest Force eO/ci.a 
lMl-3 Unresolved Safety Is4ue* Test Force 3pp. t27ai jji 


--8001330216 Submit* recommendatl ons re draft of App 0 of MjRC3-C«|i 
Discusses conversions in LOCA analysis, lose of beet lint, 
overpressure on relief valves t. Tech Specs on elloveble ECCS 
outoge lines 

OENTOn. H R Office of Nuclear Reactor Regulation. Director 
80/01/07 ROS2TDC7V. 7 Analysis Branch. 3pp 13769 169 


— 000209007.1 Recommends outs Ida study of requlreaents for operetir 
licensing Items should include adequacy of current NRC 
requirements, scope 8. i-slevancv of training matls. E aaount 
of training required for mgt 

AKEARNE. J. Commi ssloners . 79/10/04. Office of the £til..ll«i 
Director for Operatlone 3pp 13767.030 


— 0002060410 Responds to 791307 memo re revJehi of draft AN9 Bll 3). 
"Nuclear Pouer Plant Simulators for Use In Operator 
Training " Fowards comments 

ORVAN. 8 E Division of Reactor Operatlone Inspections 79/i;y:i 
MORRISON. U M Assistant Director for Oensrel Engineering 
Standards 3pp 13773 173 


— 8002060430 Forwards draft AN9 8td 3 9. "Nuc Isar Power Plant 6U.1U;‘i 
for Use in Operator Training. '* for review (■ coanants 
HORRtSON.M M Assistant Director for Oaneral Engineering 
Standards 79/13/07 VASSALi.0. 0 D Division of Project 
Management. nOSELEV.N C. Division of Reactor Operations 
Intpeclione LEVINE. S Office of Nuclear Regulatory Reseiril. 
Director Ip 13773 217 

--8002060433 Proposed revision of "Nuclear Power Plant Bieulaleri 
Os* In Operator Training." markad-up version 
• American Nuclear BoClety. 79/13/07. ISfp 13772 318 


--7911060061 Forwards marted-up versions of 790927 Draft 1 to Reg Oulde 
I 139. Revision 1. "Ouldence for RHR to Achieve 8. Maintain 
Cold Shutdown. '* for ravis'u b comment. 

MORRISON. M M Assistant Director fop General Engineering 
Stendards 79/10/03 LEVINE- 8 Office of Nuclear Ragulatory 
Research. Director BCMROEDER. F. Division of Systems Safety 
M03EUEV.N C Division of Reactor aneratlons Inspections 300* 
12754 001 


--7911060303 Discusses Denton 790925 me»o re scope t> schsdullng of task 
Initiation form cencerning limiting condition for operation 
rui ena t ing 

MlNCGUE.fl, 0 Office of Stendards Oavelopmant. Director 79/10/04 

DENTON. H R Office of Nuclear Raac tor Roqulatlone Olroctor 4aA 

1>774 1*17 


““791 116013*? Attponds to 791004 m^no r«com»ncfln 4 that «ft«rnal 
orjaniiation provld# afttattoitnt of actiona natdad to upgrade 
|icafitin9 ra^ulretranls for oparotort Planning atudu will 
addrtii itanift lo 

0ENTCN.hr Office of Nuclear Reactor Regulation. Director 
79/10/30 AHEAPN£. j F Comm 1 • 1 1 onar 4 4pp 12767 0?7 


— 7913I304I7 Comments on Reg Oulde 1 14i. Revision 1, "Containment 
Isolation Provisions for Fluid Sys " Recommends that last 
sentence of regulatory Position 3 be changed to maintain 
consistent regulatory tone 

Operations Inspections 79/09/25 
MOnniSON.M n Division of Englnesrlng Standards. |p. 12763:053 


--7912130475 "Containment isolation Provisions for Fluid Set " 
s Aasrlcan Nuclear Society ANS-56. 2 79/06/28 62ap 

Available at Standards-Settlng Organi .atlons *34 00 12763 : 170 


-8001030144 Forwards etarked-up version of 791004 Reg Guide I 141. 
Revision 1. Draft 2. ••Containment Isolation Provisions for 
Fluid Syt W/o end ANSI Std N37| - 1976. valoe/lmpac t 

ftAtaniQnt It pvtllc co<^9fnta. 

» * Enqtr.esrlng Metholology Standardt Brench 79/11/19 
1^^64 332 ***‘***"‘ 0‘ractop for Light Mater Reactors 2pp. 


— 6002080693 Provides followup to DO Kraut question re eelealc 
classification of automatic feedwater «iis water eourees.AU 
Uestinghouse 6 GE plants have teiemlc Category 1 water 
source eicept VenVee Rowe. 

MATTHEMs. P R TMI-3 Bulletlne I. Orderi Teek Force 80/01/06 
R093.0 r TMl-3 Bulletins (. Orders Task Force 2pp 127*3 13’ 


— B002120219 Requests review of Reg Guide 1. SB# "Oual if Ication sf K.*-'/ 
Pover Plant fnape £xaminat Ion & T««tlno Poroonnal. * 

MOnWieONa W. M. As&lvtant Diroctor for OonorAl Englrt**rlng 
at*M*rdt 79/l2/;?8 L£V|NE»B OffUo of Nutltor 
Retiorchd Director. NOSELEVa N C. Division of Rsoctor Qp 9 t$Ut*i 
Inspections. THORNBURG, f I 0. Oivlslon of Reector Constructico 
Inspection 2pp 13776:036. 


--B002200141 Forwerde NRC studies ot reector operator training pro| n* 
in US. United Kingdom <■ Meet Germany in responee to B00103 
request Otnerel similarity eslsti in degrees of compstsney 
required Differences eiist In govt role* I. requlreaents 
OENTON.H R Office of Nuclear Reactor Regulation, Director 
80/01/30 GILINSKV. V Commi st loner*. 39pp 12760:106 

8002200144 Requeett info re whether training of US reactor of*'**' ‘ 
is Inferior to that ebroed. Cl tes United Kingdom 791218 rept 
stating that training arrangements ar* bettsr tn Britain. 
OTLINSKY.V Commissioner* 80/01/03 0 D 8 SICK.UV ' 

Eaocutive Director for Operation*. Ip. i3760.0SS. 

— 8002330193 Respond* to NRC BOOI16 memo re Generic Tat* *** 

Interaction in Nuclear Power Plant* * Refer* to B00139 •••*> 
re revision of etd review plan. Agrees that Phase It he 
directed toward accomplishing specific tasks *1 
NORBERO. J A. Englnesrlng Metholology Standard* Branch- 
HANAUEH.8, H Assistant Director for Plant System*. 2pp 
137BS 263 


NONDOCKETED ITEMS 


u 


.gQg22901‘>d Eo ■'»<»<' draft Reg Oolde I XX. “Nuclear Pojior Plant 
gtnulatore for Use lo Operator Training. " t. AN!>t/AN8 H 9 
«td 

rtOPRtSON.U f1 Asstetant Director for Oeneral Engineering 
Standards- BO/01/^1 QUDNIT7.R 6 Office of Nuclear Regulatorg 
Rettarch. Director MOBEUEV. N C Division of Reactor Operations 
intgtctlons THORNBURG. » 0 Division of Roactor Construction 
Insptction 2pp 12779 302 

--e00?230203 Draft Reg Guide 1 XX. "Nuclear Pouer Plant Simulators for 
Visa in Operator Training 

« Office of Standards Development. Director. 80/01/31 Bpp 

IS779 304 

--6302250300 value/ Imp act statement of draft fteg OulOe 1 XX. "Mutlear 
power Plant Simulators for Use In Operator Training " Rag 
Oulde should bo prepared S< ANOI/ANS 3 9-1077 ehould be 
endorsed. 

* Office of Standards Oeva 1 opment ■ Director. 00/01/31 Upp 

13779:313 

--60022503I2 Proposed 9td AN8-3. 9. "Nuclear Pooer Plant Olmulators for 
Vjst lo Operator Training " 

* American Nuclear Socletg 70/12/31 I7pp 12779 3aO 


--0OO329O316 Comments on propoeed rule re reactor shutdown on lose of 
safsty functltin due tn operator or procedural error 
Regulrtc'ent could lead to electric grid inelablllty uihen 
addl loed demende nc C ur . retu 1 t 1 ng In late of offelte power 
bENJINOER.E C. Reactor SyStcmi Standarde Branch DO/OI/17 
HORRIBCN.W M Assistant Director for Oeneral engineering 
Stenderds 3pp 12799 374 


—6002390330 Responds to SO0IO2 memo re revision of SRP in light of 
results Of draft rept on Phase I of Oencric Task A-17 Study 
did not Identify omissions In 8RP of significant sys 
Interectlor potentials. 

NQROERO.J. A. Engineering Metholology Standards Oranch. 80/01/39 
HANAUER. B H lMt-2 Unresolvsd Safety Issues Task Force. lOpp 
13776 160 


--6d9?2BDt38 Comments on ANS 8td "Containment Isolation Provisions for 
Fluid Bps." Contatnmant isolation etd should address 
provisions of purge velvee. 

TmORNSURO. 11 0. Division of Reactor Construction Inspection 
79/11/07 MORRISON. N M Aetlstanl Director for Oenoral 
Engineering Standards. ip. 13763.091 


--6003040133 Draft Revision 1 to Reg Oolde 1. 911. “Ous 1 1 f 1 catl on of 
Nuclear Power Plant Intp. Eramlnatlon & Tastlno Pertonnal." 
s Office of Standards Development. Director 79/13/31 6pp 
13776 040 


—6003040139 Draft valus/lmpact assassmant of propoead Rag Oulde I 98. 
"Ousl I f Icat ton of Nuclear Power Plant tnep Eramlnatlon 6 
Tsitlng Personnel." endorsing, w/certaln e sceptl ons. AN3T 
N49 2 6- 1978 

♦ Office of Standards Development. Director 79/13/31 30pp. 

13776- 046 


”6003040446 Draft revision to ANO 3 1, "Btd for Qua 1 1 f lea t Ion «. Training 
of Personnel for Nuclear Power Plante “ 

* American Nuclear Society 79/13/06 41pp 13774 391 


--9003131036 Responds to 000313 request re review of notice of proposed 
rvlemeling to clarify applicability of OA rsquirenants of 
IOCPR90.App S. Consideration should be given to resolving 
eabtguities . 

6KDVH0LT. D. J. Assistant Director for Quality Assurance & 

Operations 60/03/30. MORRISON. WM Aietstant Director for 
Oenerel Engineering Btandarde 7pp 13766:011 


—6003130190 Oltcuttes amende to 10CFR31 re Inclutlon of non-Hcenoer 
orgendatlone t. 10CFR30 SSe to clarify tarm elgnlflcant 
CAMPOELLi U. c. Reactor Systems Standards Oranch. 00/03/13 
MORRISON. M. M Aesietant Otreebor for Oeneral Engtnaarlng 
Standards. 9pp. 12763: 124 


—6003170339 Responds to B00107 questions re proposals for safety state 
vector. Requ at ts comments on Rog Oulde I 97 before 000314. 

UENZInoeR.E C, Reactor Systsme Standards Branch 80/01/11. 
BELTBACCHI. L Electric. Instrumentation t. Control Systems Branch 
4ff 13797:031. 


■6003190993 Summary of 800320 maallng w/Sand 14 Uabi 6 ACRB In 
***’ll*P9*“h« DC ra Phase 1 work on ays Interaction 

ANOELO.U. Light Uator Reactors Branch 1. 80/02/32 haNAUER. 8 H. 

7111-3 Unresolved Safety Issues Task Force. ip 12781; 171. 


''6O0403OOBO ForvdfdQ on revision of ANS S S'I977. 

"Nuclear Pover Plant tilirulatore for Use I ri Operator 
1*ratnlng *' 

ARLOTTO.O a Division of Engineering Standardb OO^Ol/tB 
EUlOr. N 6 Babrock <• MiUox Co lOpp 127/^ 


*8004030514 Cor.r>8nte on ^raft final rapt re egft Interaction Phase J 
Voices concern on imprecise b>ordtng used re safety rlah 
ti generallted conclusions 

HANAUER. B H Asal^tont Director for Plant Sgstens 00/01^31 
a*<QEC 0. J i_tght water Reactors Bvanch \ 5pp t?f77Q 189 


--9004040735 Ac h receipt of Taeli Initiation Form H6 9l8"l to draft 
revision to lOCFRSO 35 re limiting conditions for operation 
Does not concur w/need for regulation change Requests 
cancellation of proposed tdftk 

BTECLO. V Office of Inepectlon (t Enforcenent. Office of the 
Director 79/09/07 HlNQOL'E.R ft Office of Standards 
Development* Director 2{:p 1^773 240 


**6004091043 Forii/ards 'narhed-u? Draft 2 proposed Revision 1 to Reg Ouide 
I 139 ''Outdance for RHH to Achieve & Maintain Cold 
GhuCdO(i.n. " prelt/nioar 4 value/iagect statement tt surmarg of 
public consents Co«cments requested 

ARLOTTO.O Division of Englneoring Standards 90/03/05 

FRAt-EVaR F ACR9 - Advisorg Committee on Reactor Safeguards 
54pp 12753 132 


'*-*6004081050 Comnents on Reg Guide 1 139* 'Outdance for RHR to Achieve 
Maintain Cold Shutdoun ' Valid technical basis not 
presented Oys required only to achieve 4f maintain cold 
shutdown need not be designed as saf etygrade sys 
ANOER80N. T H He s C 1 ng h ouse F.lectrlc Corp 76/03/17 CHltK* D J 
Office of the Recretary of the Coirmleslon 3pp 12753.208 


**6004081057 Comments on Reg Guide I 139* "Outdance for RllR to Achieve l« 
Maintain Cold Shutdown " If guide not uii thdraun* emphasi s 
should be redirected toward assuring availability of 
adequate cooling capability during hot shutdown 

ARTHUR e J E Rothoster Oas t. Electric Coc g 7U/Q7/21 Oocketlug 

ti Services Branch 5pp (2753 210 


**8004081070 Submits comments on Reg Guide I 139. "Outdance for RHR to 
Achieve %t Maintain Cold Shutdown " Positive steteirent should 
be rtade in Paragraph 2 b re power operated valve position to 
alleviate possible airbiguity. 

FERRAMTE.M P American Nuclear Insurers 78/07/12 Ooctrting |« 

Services Branch Ip 12/53 210 


**8004081076 Corments on Reg Guide 1 139. "Outdance for RHR to Achieve $« 
Maintain Cold dhutdown " Paragraph C I b accepts limited 
operator action outside control room if suitably justified 
Guidance needed re suitable justification definition 
jQHNaON.U P Yankee Atomic Electric Co 78/07/06 Docketing tt 
Services Branch 2pp 12753 227 


-*-8004001084 Cortments on Reg Guide ) 139. ‘Guidance for RHR to Achieve 6 
Maintain Cold Shutdown “ Guide should be reformatted to 
traditional approach of providing criteria rather than 
design details Alternate sys refs should be deleted 
LtXrfl L Oechtei Corp 76/05/23 MIMOGUEaR 6 Office of 
Standards Development. Director 3pp. 12753 229 


**8004081092 Forwards comments on Reg Guide 1 l39. ‘’Outdance for RMR in 
Achieve la Maintain Cold Ghutdown ” Need for analysis does 
not always warrant need for repetitive full*scale testing 
operating plants Alternatives should be allowed 

8ChER£R. A E Combustion Engineering, tnc. L0-78*'066 70/09/1^. 

Docketing &• Services Branch 4pp 02536 066. 


--B004091099 Forwards cor*(nents on Reg Guide 1. 139* "Outdance for RHR to 
Achieve tc Maintain Cold Shutdown. “ Cold shutdown should be 
dsfinsd achieved when reactor tec\p is less then 212 F 
SHERHOOO.O. 0 General Electric Co MFN-32l-'7e 78/07/27 

Docketing fi* Services Branch. 2pp 12753 243. 


**-6004081123 Submits co.'mentt on Reg Oulde 1 139. ''Outdance for RHR to 
Achieve 4( Maintain Cold Shutdown " Mo basis for 36 h 
limitation for bringing plant to cold shutdown. Requirement 
should be eliminated. 

8ULL1VAN. T. J Consumers Power Co 70/07/27. Docketing & 
Services Branch 2pp 12733 245. 


**6004091127 Comments on Reg Guide 1. 1394 "Guidance for RHR to Achieve \ 
Maintain Cold Shutdown " Operator action outside control 
room should be ellowad for RHR since long periods of time 
available for performance. 

BHIT7ER4D C Northeast Utilities. 78/04/10 Docketing U 
Services Branch 2pp 12753:247 


-tecirg to OltCUt* JfCpCtU R») UjlO* I I JV. Rovt »1 o<> 1. 

SjlPonct *CT RW to Acmovo I, Maintoin toll SOjtlci.n • 
ARLQftO.C A Divitko of Cnginetring Stondordi G0fC2/Si 
AMEflSCN. I M Mtttirghojte Cloctrtc Corj 3pp I373J H6 


-•@334140370 0-oft fl»g C>»H» I 139 Boviticn 'Outooncf for BhR to 
Acnifvo ^ UtintatA CP14 SijtdOb't " 

« Officp Of 5t4^d«rJt Dtvdop'tnt. Dirpc tor 90/02/25 I3fp 
12753 153 


0304140373 P/QliolnAC, volut/tmtACt ttftt 44 t«At o< propottp flpp OulOo 
I 1 39 - R««-| 4 Ion 1 . "Cvt 4 «n:t for RmR to AcHlrvo & Maincpin 
tcitf 5 ''jtdoi.'> ■ BuAiAr^ cf puclic cci'-frt* *n: 1 

Cffitt of St4fl4«r04 DorPlotAont. Ofoctor 0C/O3/23 ACpo 
:3733 165 


0004160203 Rf<tu«tct initiation of procaPurrr to ralaat* draft matl rr 
3t< AMS 3 5. "rijclaar Poter Plant Slnolatort for uro in 
Optrator Training • Craft natl irav b» usad a« part* for rap 
9crl(?« 

KATISO’J.ft J Olviticn of Sjttatt Safatp 80/03/13 UESSHAM. 0 L 
Gartral Atonic (o loubt cf 3oIf Oil Co I Ip 1377S 106 


--8CC50I0354 Fpri^ardt 800104 -a-o ra pen»ral co-a>antt 6 'at on-nanda 1 1 cno 
or Ravialon 1. Draft I of Rag Oi-tda I 139 

CRAVES C fiaactor Scstant Brancn 90/01 '25 SCAReSajSH. I 0 
Raactcr Syttana Stanoarpa prancn Ip 12734 328 


--0003150690 Forniardt Tost Action Plan A- 17. Ravi a ton 3. "Sjc Intlri'i 
in Nuc iPar Pouar Planta " Psqueata rat om-iiandat ton ra full 
TafAnical Actlvlttoa Staprlng Corirtttaa approval 
HANAUCR.B H Tf11-3 Unrasolvad Bafatv laaues Taai Forca SO/c;" 
CASEE 0 Off ICO of Nuclaar Raactor Hagulstlon. Dirac tor i'n' 
12791 173 ' 


- 9005130694 Tatk Action Plan A- 1 7. Ravt a t on 2 . ”Bpa Intaractlcni >r 
Nuclaar Pouar Planta '■ 

HANAUEn.8 r* Dl via ton of Projait lianapamant AMCEUO. 0 tiitt 

Watar ftaactora Oranch j 90/01/31 10pp. 12781 i73 


'6003160308 Foruarda anforcamant policy fa total lafatg functlb- lin 
dva to hu.-an or procadoral arror 

DIRCKS/U J Offtca of tha Ciecnttva Olractor for Oparattoni 
80/03/18 AhEARNE. J . CIlINSKV.V , KENNEOV. R 1 Corral aalo'iri 

3jt 13774 092 


--6003160312 9ob(ntta no logal obfactlon to Cornmlatlon papar> ^lotiVtt.i 
of Safoty Function Du« to Murian or Procedural Error " Thrft 
vloupclnta praaanted ra approprlata action folloulng aafaty 
funitton loaa 

SHAPaR. H K Offica of the Eracutlva Legal Olractor 90/03/14 
MIMOOI/E.R B Office of Otaodardt Davol opronti Dlractor Ip 
12774 094 


--8003010361 Cc--.antt on Ravlaion I of Rag Guide i 139 coal Impact of 
otw poaicion uould ba nucn larger 6 tnculd lava algnlfitant 
iprpact on BURa t. PWRa Oulda a'' 0 u}l include cone 1 data t icr of 
ayf Intaracticn affecta 

ORAves. C Reactor Scatana Brarcb 80/01/04 MOVAK. I m Rrac tor 
Syatana Branch 2pp 12754 339 


--8003160315 Concura in Comirlaalon paper re totel aafaty functloalin 
due to hvaen or prncedural error Buggaats rod to 
coordination aactlon 

9T6LLO* V Offtca pf tnapactlon & Enforc amant. Office of tbf 
Director 80/03/11 HIMOOUE. R 8 Office of Otandarda 
Oavalopmant. plractor tp 03ht7 363 


total lose 


-800MJ0V3 Forward^ propo^ec NRC enforc aiftent acClon« f 
0 # fcoctlon due to ^vnao or prccadofal error 

MtNOCU£-R B Office of 6tandar<<t Oevplopma'ita Olractor 00/02/1'i 

«'9‘'>*‘.on. ^ira^or 34^ 


--0009l60^\9 ^OTieori)^ cocn>er»tt on pjipar r« total 

duff to hutnan or ptocddural error 

MALl.ERa N M O^Plca of Hanagomont and Prodraffi Analytlt- 80/00/:I 
hlNCOUEfR B Offico of Btandardf Oovdlopmantf Olractor Spp 
12774 099 


-8003130573 Sutmita divargant NRC ataff propoaal. for Comn.,„ion 
coniidaratlon on anforcsoiant action re Vot% of tafatu 
function dw# to ^u^an or prccadwral errgr Reccr^anda that 
Co‘*'ni$«ion approve propoaala 

"i3pp'^‘”3759 33?'* ** St.nd»,da D.„lopm.nt. Dlractor 00/02/13 


--0003160591 Racor*Aands that r*g guide antltlad* "Nuclaar Pcwtr PIi^* 
Sirulatora for Oa« in Operator Traiolnir" ba ravlaad to 
include attempted al/nu]etion of each algnlflcant incidenta 
transient It AO 

ftUULERa 0 R Qivtston of Site Qafat>) Environ<MCvtal Analgali 
00/02/04 f^ORPlBON/N M Aaelatant Olractor for Oeneral 
EnglnterinQ 8t4nd«rda 2pp. 12773 300 


—8003130707 Raaponda to 800104 reguaat fpr to*-r,nta on 791305 draft 
for p.raonnal yualtfuatlon 6 training Std doaa not ^afT.^ 
RhOo^^n findings L should be etpandad r# claisroon Sr 
aieiulator training on severe accidanta 

Erglnterinp Standards Ip 12773-299 


--6005160630 Raaponda to 800312 raqveat . Foruarda raaponaaa to gurltlfi 
t* a Ofc of Nuclaar Reactor Regulation portion of FV61 NRC 
budget raqueat. 

DENTON. H R Office of Nuclaar Reactor Regulation, Director 
80/03/17 COOPER. B Olvlainn of Budget 13pp 12733176 




'8003190666 Accapta anc 1 draft !£ bul 1 attn. Raquaat ahould be aide *7' 
all licensees respond whether or not described problerf>s are 
found Forwards Draft 2 to Reg Outde I t4l. Revision I 
ARLOTTOaO. A. Division of Engineering Stendards. B0/<?2/l3 
JORDAN. E L Division of Reactor Oparatlons Inspactlons- 
12733 340 


R? ? r ^ “S '‘ 0-5 "Nuclaar I 

Bimulatora for Ua, m Cpar.tor Training,- draft 
atataaaot t draft An 3 8 td 3 5 . for raviau '*lu«/ 


Pouar Plant 
l“pac t 


ARlOTTO. 0 A Ol 


FRALEV R F acrr'*'!!! ?' Enginaaring atandard, 80/04/04 
1377^3^ ‘ Commit ta. on Bf.ctor Saf.gu.rd 


--8009190689 "For Comment" 
‘'Cont4ln.nant I eolation 
Valua/Impact atatarnant 
laolatlon of fluid eye 
• Office of Standards 
13764 194 


laaua of Rag Oulda 1 lAl.Bavlaton I* ^ 
Provtalona for Fluid Sya " 
on requlramenta for containment 
end. 

Oavelopmanti Director. BO/OI/3* 7’^' 


"“®^05|30I6* Draft l.Reg Oulda R0 110-5 
for uaa In Operator Training " 

» Office of Btandarda Development. 
13774 315 


"Nuclear Power Plant Slc-ulatore 
Director 00/03/30 Ip 


0005190937 Afprovaa Revlaion 2 of Tatb Action Plan 
CA8E. E 0. Offtca of Nuclaar Reactor Ragulatlon. 
60/02/15 HANAUER.SH THI-2 Unreaolvad Bafaty 
Ip 12701 . 173 


A-17 

Director, 

taauea Tael T« “ 



WONDOCKETED ITEMS 


451 


--0OO5SOO6B3 (’'•ovlde* B8.W pprspacttve t» inp I •mtntat ion of prob ob 1 1 1 st> c 
ritk tochni^uo* & requoftt c I or If 1 c ot ton of NnC court* of 
fCtlon. Bblf tupportt Increatod ut* of rltl techniques but 
ur)** cautlout imp 1 Bmsntatt on 

ROf.D H Babcock «• Wllcot Co 80/03/14 DENTON, l( a Office of 
Nuclear Bfoctor HOQulatlbn. Director 3pp 12760 337 


■ -ec0}200a>7 Oltcutsat ganarlc findings t. Info tgp* needs for site 
specific fate evaluations re containment purging problont. 
Containnent venting tt purging offsite dose limitations re 
redlalogif* 1 consideration* encl. 

KNIOHTON. O N Environnenta 1 evaluation Branch. 80/03/14 
LAINAS.O Plant Bgsten* Branch NOONAN. V. Engineering Branch 
REEVES. E. Operating Raactore Branch 1 IPra 0004SBI 4pp 
13763 063 


'-80O333037O Eoruardf Rag Oulda 1 141. Revision 1. "Containment Isolation 
Provltlone for Fluid Bgs. " vatue/lmpact aesessment 6 sume-arg 
It resolution of public corvsenti U/o reg guide <. sutnmarg & 
resolution of public consents 

tiORRISQN.M M Assistant Director for General Enginaarlng 
Stendardf 00/04/16. ARLOTTO. 0 A Division of Engineering 
Btenderds 4pp 12773 001 


"6003330436 Draft Reg Oulda 1 141. Revision 1. "Containnent Isolation 
Provisions for Fluid 0vs. " 

* Office of Standards Development. Director. 00/05/31 3pp. 
12764 109 


-~B00933073? Conmlte reeourcas to joint Ig funded project. "Btudg of 
Requirements of Operator Licensing " 

MINOOUE. R. B . Office of Standards Development. Director. FIN 
8-10910 00/04/33 OOUOIERTV. 0 J. Division of Contracts. Ip 

13703 143 


— 8009230861 Advises of no coesnents on draft reg guide. "Nuclear Pouer 
Plant Slmulatore for Use In Operator Training." begond 
comments in 00 Etsonhut 000104 memo 

ElBENHUT. 0. 0. Division of Operating Raactore. 80/03/19 
HORRleON. U. N. Assletant Director for General Engineering 
Btenderds Ip 13773 334 


--6003330400 Requests proposal from Oak Ridge Associated Unlvs to 
develop, organ! te 1. present training program for NRC 
eeplogees In basic human factors principles re nuclear pomer 
plant safetg. 

DONOOKUE. 0- J. Office of Adml nl s tretl on 00/04/83. HART. R J 

Energg. Dept. Of 9pp. 13703.139. 


--600937084S Foruards >1R Denton 000330 memo re eteps taken to obtain data 
on Usstinghovss turbine rotor disc cracks. per M Chopho 
B00310 request. 

RE8M. T. A. Office of the Eiecutlve Director for Operations. 

BO/03/38 CHOPKO, M Office of the General Counsel Ip 
13767 069. 


'6009370833 Requeste info re etape taken to obtain data on Uestlnghoue* 
turbine rotor disc cracking I. adsquacg pf sanctions for 
lapropsr lOCFRSI reporting. 

HAOEfti B. House of Rep.. Oovernment Operation*. 00/03/04. 

BtCKHlT.L Office of the Oenerel Countel. 3pp 12767:070 


"6009381061 Foriuerdt evaluation of 8endle Labe analgels reeults on 
edequacg of 6RF from tys Interaction cone Ideratlons per 
J Anpelo request. 

BRINTVABANi 11. Electric. Instrumentation tt Control Sgeteme Branch. 
80/03/35 ANOELO. U Light Mater Reactor* Branch t. 9pp 
13778: 137 


--8009390143 Request* Regulatory Requirement Review Committee consider 
propoteil revision to BRP Section 5 4. 7 t. Branch Technical 
fosltlon R0B 3-1. Revision re requirement to cool plant down 
to conditions consistent u/RHR operating envelope. 

HATIBQN.R J. Division of Systems Bat etv 77/ll/OB. CASE, E 0 

of Nuclear Reactor Regulation. Director. 3pp. 12734:349. 


'8003390163 Forwards revleei) 8HP 3.4.7 t. branch position on proposed 
9*1 for comments or concurrence at Regulatorg 
Requirement Review Committee meeting in June. 

SOBB.D F. Aeeletsnt Director for Reactor Safetg 77/03/26. 
HElNEnANN. R. E. Division Of Sgstemi Safety. lOpp. 12734:332. 


--800939010 3 8RP, Revision 3 to Section 3.4,7. “HHR 8yi. “ l> proposed 
Branch Technical Position RBB 8-1. "Design Requirements of 
nHR Byi. " 

♦ Aisletant Director for Reactor Safety. 77/03/26. I7pp. 
1S734:343 


'8003390583 Requests consideration of requirement to impose revisod SRP 
poeltion on all std plants t> auggesls that 790301 be 
effective date for all appl Icattoni. custom or «td 
OEVOUNO. R C Division of Project Management 76/09/S4 
RUSCHE. 0 C Office of Nuclear Reactor Regulation. Director .Ipp 
12733 030 


'B009390300 Olscusses reviei.; of requir e.-uent * for capability to achieve 
shutdown u/ loss-of-off site power Requirements re 
preepera t lone I testing for adequate mixing of boron during 
cooldown should be given further consideration 

AN36L0. J Light Water Reactors Branch I 77/06/06 WILLIAMS.! W 
Ulght Water Reactors Branch 1 Ip 13733 053 


--8D03390331 Forwards cenments from various licensing project managers re 
revised 6RP Bectlon 3 4 7 S. proposed Branch Technical 
Position ROB 5-1 Requests consideration of LWH comments 
M/o encl 

vassal L O. 0 B Light Hater Reactors Branch 1 77/06/17 ROSS, D f 

Reactor Safetg Branch. Ip 13793 034 


--6009290343 Comments on requirements for capability to achieve cold 
ehutdown w/ loss-of-off s 1 te power Recommends Paragraph A 3 
be modified to state ac c ep tab 1 1 1 1 g of proposed limited 
operator action be performed outside Containment 
THOMAS. C Q Light Water Reactors Branch 1 77/06/07 

VASBALLO. D 8 Assistant Director for Light Water Reactors ip. 
12739 036 


--8003290370 Comment* on requirement* for capability to achieve cold 
shutdown w/ loss-of-off s 1 te power Re-exam of 36-h 
requirement In light of how often failure plus lo«s-of- 
offsit* t. onsite power 1* expected 

BURWELL.B B Light Water Reactor* Branch 3 77/06/00 

HIUUIAM9.F J. Assistant Director for Light Water Reactors. 4pp 
13753 037 


--0OO33OO33S Forwards Reactor Bgs Branch evaluation of Sandla Lab draft 
791321 rapt. "Final Rapt Phase I.Og* Interaction Hethodologg 
Application* Program " List of assumptions rt Oendla Lab ego 
interaction analysis encl 

NOVAK. T. n. Reactor Bystem* Branch 00/03/31 ANOELO, J Light 
Water Reactor* Branch I. 3pp. 03661:303 


--6006090334 Forwards. “Committee on Reactor Licenting 6 Safetg Statement 
on use of Probabilistic Risk Asscesment In Regulatory 
Process. " Includes recommendations 6 summary of keg points 
for NRC consideration Requeett review It comment* 

OIBBB. 0 C Atomic Industrial Forum 80/06/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 3pp 13760 330 


--6006130090 Forwards N0REO/CR-1331. RA Bari will be added to svt list for 
future rept* tmsnatlng fro.'s generic task re sy* Intaractlon. 

U/o enc 1 

COFFMAN. F 0 Sgstemt Intaractlon Branch 60/05/38 BARI. R A 
Brookhavan National Laboratory Ip 13701 139 


--800637034I Submit* background info on proposed Revision 1 to Rep Oulde 
1. 139. “Oul dance for Residual Heat Removal to Achieve K 
Maintain Cold Shutdown " Revision Includes changes resulting 
from THf accident aesesement L ACR8 revlaw 
MORRISON. M. M. Assistant Director for Qensral Engineering 
Standards. 80/06/03. ARLQTTO. 0. A Division of Englntertng 
Standards 3pp 13733 144. 


— 8007030090 Discus*** davalopment of plan for axpandlng applicability of 
App B of 10CFR90 to App A items, in response to 000431 
request. Plan will be submitted by 800916. 

HAA8S, U P. Quality Assurance Branch. 00/04/39 NOONAN. V 8 
Engineering Branch. tp. 13766.033 


— 0007030148 Olscusses Revision 3 of TMI action plan. extending Task 1 F 
Implementation schedule for QA requ I remen tt. Reastetsmant of 
task priority should be considered by stearing group during 
consldaratl on of Revision 3, 

BKQVHOLT. 0. J. Assistant Olractor for Quality Assurance t. 
Opsrations. 80/03/37. MATT80N.R. J. Division of Systems Safaty. 

Ip 13766.019 


--0OO7I6O679 Rttponds to 791003 memo requesting review of 790937 Reg 
Guide 1. 139, Revision 1. Draft l.RaVlaw of draft reg guide, 
velue/lmgact statement & rstolution of public codunents has 
been completed No coihmente offered. 

JORDAN, E.L. Division of Reactor Operations Inspection* 79/11/03. 
MORRISON, U. H. Assiftant Director for General Enginaarlng 
Standard*. Spp. 12733.063. 


--0007I808I9 Forwards recommendations re operational aspect* from THI-3 
Investigatt on. 

MARTIN.H.D. Region 2. Atlanta. Office of the Director. 79/10/10 
ALLAN, J. M. Region 1. Philadelphia. Office of the Director. 37pp 
13766 099. 



Ctvtlajnent. Otr«'tar 4aji 12762 120 


d0cace0t2% "far Ca'inent'' is tat c> draft Re; Cuidt RS 110-5 ’Nuclear 
Poii.tr Plant Siralators for Ust >n Operator Tratntnj 
* Cfpict of Sttnoardt Otv* | oontnt- Olrtc tor 00/07/31 4pp 
12774 241 


'80CBC80I27 Draft vs lot /•'’'pact stattr^ent for ‘For Conrtnt ' ittue of 
draft Ptj Outdt RS tlO-S "Nuclear Poutr Plant Slnulatore for 
tit* vn Gptfator fratnin) " 

« Office of Bcandardt Otvtlop'^tnt. Dirte tor 80/07/31. 6pp 
12774 243 


0308210)16 COiH.-ntnts on JW Ourjets uneoltctted propotal. ‘Advanced 
Ha»*r Factors 5y* Planning for Nuclear Futicn Po^ar Plant 
Operation. " In racponte to 800327 letmo Projoeei effort c.ould 
not ccntritute to NRC niiiion NRC tiioutd not develop design 
MlNOOOE.fl B Office of Standarce Oevetopaient. Director 00/03/22 
COLEPAM H E Dlvielon of Contracts tp 12732 148 


800826015) Foruardt draft plan for tncraasing tcopa of app 1 1 c ab 1 1 1 tg 
of OA prcgran of App B to include all App A Items 6 
ectivttlas Ateoclated manpoe;er 6 scheduling estimates lUIll 
te developed follcijine agreement cn major elements 
NAAS9.MP Ooalltg Assurance Branch 00/05/28 VOCLPEfl.ft H 
Division of Englnaarlng 21pp. 12769 391 


•C009D40336 Forwards description of Interfacing t responslbl I l ties in 
conduct of Inacequate care cooling review Estimates of Dlv 
of 8vs Integretlon resource rtgulrements to complete project 

enc I 

PHILLIPS. L E Core Performance Branch. 80/06/10 RU6EN8TEIN. L 9 
Assistant OIractor for Core I. Containment Sustems 4se 
12765 260 


800911011) Concurs In Instrumsntatson t. Control 9gs 8rancn 
recommtnf at ion to ravisa fWR£O-C570 to require at laast one 
auilllerg feedwater flow 6 two level Indicators fof 
Wsst Inghouse etdam generators 

MAITSON.B j Division of Safety Technologg 80/06/11 
CtSENHlfT. D 0 Division of Licensing )pp 12732 207 

■0009120630 SECV-e0'230A 

Reccmaands Initiation of Sub task In FY80 instead of Fye2 re 
TNI Action Plan Item 1 A 3 2 on operator licensing program 
changes ’ * 

DENTON'H R Office of Nuclear Reactor Regulation. Olreclor 
80/06/05 ip 12770 274 uirector 


teclinlqgos suppl other decision criteria In areas bf 
pr lor I ticat ton of generic Issues 6 evaluation of design 
HATT9n.N.R J Division Of Safetg Teehnologg 80/07/08 S3i 
Babcock (< Ulltos Co 3pp 13760:334 


— 8010030446 Coripenti on draft Itr to 0 flog. Concurs u/eiceptlcs 
sentence re replacement of eslstlng criteria w/ntj criteria 
6GRNERO. R M Probab 1 1 1 ttlc Analgsls Staff tPrs 6011191 31 

ERNST, h Assistant Director for Technotogg Review IBAAEl 
Rellabllltg t, fltsl Assessment Drench. 3pp 12760 337 


— 6010200490 Forwards Oft of Nuclear Reactor ftaguletton vleus n 
probabilistic risk essessmsnt techniques. 

ERN'ST.k L Assistant Director for Techno logg Reutsu. BO/O'. 
BRYAN. S C Division of Reactor Ogerattons (ospecttons 3s< 
12760 320 


--8010200S14 Discusses NRC use of probabilistic risk esssssmsht 
techniques In licensing procasSiln rcsponeo to AIF 800602 
1 tr 

HATTPON.ft. J Division of Bafetg Technologg 80/07/18 911 

Atomic Industrial Forum 6pp. 12760 32 9 


— 6016220043 FoT'usrds "Usst Inghouss Opsrator Action Program Prs 
Rtcom.-iendat loos . "Bafatg-Relatad Oparator Actions" 6 
Draft 3.flev|slon I. '‘Criteria for Safetg-Related Operator 
Actions ■' Corments requastad bg 800822 
BECKHAM. D H Procedures 6 Test Review Branch 80/08/04 

HANAuen.D H Olvidlon of Human Factore Safetg ROS8.0 F 

Division of Sgstems Intsgratton (prt 8110091 MATTSON.R 3 
Division of Safetg Technologg Ip 12792017 


--6010220044 "Nest Inghouse Operator Action Program' Prs] Imlnerg 
Recomtisndet Ions to ANC 96 0 Working Oroup on Criteria for 
8af etg-Rela ted Operator Action " 

HALEV. M A . RAWLINS. OH Uestlnghoust Eldctrtc Corp 80/0 
40pp 12732:018 


■6010220049 Draft 3. Revision 1, "Criteria for Sef etg-Rel atsd 0 
Ac t Ions. " 

• Ansricsn Nuclear 6oclatg * American National Btandari 

Instltuta 00/03/31 40pp 12732 091 


•-6010220246 Forwards 8 Clark recoirmandatlons ra prlorftg llstl 
ravltulng aukomatlc Initiation of autiliarg faadwater sgS 
NOVAK. T M Assistant OIractor for Qparatlng Raectors 80/ 
CHECK. P Assistant Director for Plant Sgetems 9pp 1273 


in developing reccm.‘.sndatl<,nt to 
requirements for specifying (. vent, Irg nuclear powar plant 
r#tpon9^ Chdr ttr i 1 1 1( 9 

I I standard. O.ylqpmsnc, Director 80/08/19 

3 (^*’^l 2774 286*^* * Regulatory Research. Director 


--80I0220254 Forwarda listing classifying operating PWfls into d 
three priority categories Category A plant* wlU be shut 
down during Aug or Sept 1980. Category B during Oct or Nsv 
1980 (. Categerg C In Oecerber 1900 

Clark. R a. Operating Reactors Branch 3 90/07/11 NOVAK* 

Assistant OIractor for Operating Roactors llpp- 12752 91 


—8009180136 Concurs w/BOOBOl revision of SECY 80-139 re NRC enforcemef 
naidl'* "''••rvatlons r. policy statement to bt 

n4nOJ9(f 4PpT'0prl4l# 

^BT^1!o‘v ® nf»icl'*e“! Oavelopmenl. Olreclor BQ/OO/ia 

Olreeto; 2^0 ”2573 265*'“°" *■ of the 


--80I0230237 Forwerds safetg retlonale for TMI Action Plan Item 
■‘Instrumentmtlon tor Detection of Inadequate Core Cooltnt- * 
per hr Denton 800716 memo. 

RU6CN9TE1N. L B. Assistant Director for Core 6 Containment 
00/08/05 MATTBON.H J Division of Safety Technologg * 
12765 191 


-8009190038 Forwerds ccmments on clarification of NURE(}-0578. Item 
2 * ? t »«r Elssnhut 60D519 memo H/o sncl 

J ®Vtt.ms 80/06/04 

Olvltlon of Safatg Technology. |p 12792. 200 


-8009190041 Comments on accuracy requirements for flow t l.v.l cbann.l 


-80C9I90795 SECV-BO-297 

tUduIIns"’* **“ ‘9 determine cor. 

8“oX.r 4pr'‘;27?; O.r.ctor. 


--8010230277 Forwards draft response to Commlssionn reque*k re 
probabilistic risk esssssmant techniques In licensing 
process for review 6 comments bg 800B19. 

MATTSON.R. J Division of Safetg Technology- 90/08/06- 
MINOCVJ6. R- B - Office of Standards Davalopment. Dlrector- 
BU0N1T7.R J Director's Offlc*. STeLLO, V Office of Insp 
Enforcement. Office of the Director t2pp 12760 308 


‘8010240324 Forwerde evalukttnn of MCAP-9639. "(kept on Small B 
Accidents for Wdstlnghoute N8S3 w/t/pper Head Injactlon- " & 
Info re usd of core e«lt thermocouples to detect inadequate 
cars cooling condltiont- 

CHECK, P-B- Assietant Director for Plant Bgstems 
ANOEBSON.T M Uestlnghouse Electric Corp 2pp 94962 12° 


R*pt provtd*! bad* for daveloplng aaiergBricg 

proeadura gutdalina* for »mall break accident* 

• At*l*tant Director for Plant 8v*teice 80/00/07 99pp 
18765 166 


-'8011070510 01*cu**e« MDC attempt* to implement pollc<i change* U 
revltlon* to lOCFRSO 99* r* lUenaee tnoulngli; Inctalllng 
nonconfermi np equ Ipme nt> in r»*ponte to 000800 nemo 
rEINMuTH. 0. U Oivltlon of Reactor Construction Inspection 
BO/OB/19. HAVea. 0 W Region 3. Chicago. Reactor Construction t. 
Engineering Support Branch 9pp 13763 1 IS 


--80I1I309I1 tlotlflee that TMI Action Plan. Item I 0 i 3. loa* of safety 
function, hat been terminated In favor of Item IV. A 3. NRC 
enforcement policy Info ehould be forwarded a* appropriate 
MlNOOUE.n B Office of Standard* Development. Olroctor. Qti/10/34 
fVRPLE.R A Dlvlelon of Licencing Ip. 13773 361 


■80III30093 Bunmarg of B007I6 meeting re rnerlta of mandatory NPROB 
program ae outlined In Advance Rotlce of Propotsd Rulemaking 
49Pft6793 6 efficacy of draft Commletlon paper re change* to 
Reg Quid* I. 16 I. need* for NPADS data. 

k'EtSS. E U Reactor Syeteme Standardi Branch 80/0//39 Rea'tnr 
Byeteme Btaodards Branch 3pp 13799 164 


-'8011130099 Recommende that outelde p r eeenta t Ion* from group* u/poe*lble 
oppodng vlaie* on propoted enforcement policy, not be 
tchedultd during NRC briefing Oral pr e«en ta 1 1 on t thould 
follow public comment period. 

STCLLO.V Office of tnepectlon t. Enforcement. Office of the 
Director 90/00/39 AHEARNf.JF. OILINBKy. V. , HENDRIE.JII 
Comml iilonere. 3pp 94949:344 


--B01I130062 Ac k rocaipt of 000439 itr offering aaeletanco In doveloping 
new enforcement po 1 icy Btotomcnt of fundamental legal t> 
policy ietuei Involved received in June would bo conetdered 
before promulgation of new policy 

BICKUIT.L Office of the Oeneral Countel 00/06/06 
REVNOLDB.N. a Oebovolee (.Liberman Ip. 13799:339. 


-'8011160010 Forwarde public commente received on draft Reg Oulde 
RB 110-9. '^Nuclear Power Plant Simulator* for ll*e In 
Operator Training.” M/o end 

UENIINCER. E. C. Reactor Syeteme Standard* Branch ao/lO/19 
ELLIOTT. N 8 Babcock t Uilcoi Co Ip 13774:309 


-'8013010047 Notif Uatlan of 801016-17 meeting In 10 Fall*. ID to discus* 
usefulne** of LOFT Inf o. 1 Ic en* ing process I. development ti 
testing Instrumentation to detect inadequate core cooling. 

ROSS. 0. Dlvlelon of Systemi Integration Cpre B11009). (lUKLLY. T. C- 
Olviston of Reactor Oafety Research. 00/09/16. DAVIDSON. 0. R. 
Cleveland Electric Illuminating Co. VAN BRUNT. E. £ Arliona Public 
Service Co TAYLOR. J Babcock t, Ullcoi Co Spp 13769 145 


"8013030304 Responds to 800909 memo re ACR8 commente on hydrogen control 
t. plent reliability etudles.Not all plant* should should be 
requested to Initiate reliability aseeaements immediately 
Mitigation feature studies being undertaken. 

BENTON.H B Office of Nucieer Reactor Regulation. Director 
60/09/35 AHEAfiNE. J Coiiwl * *1 oner * 9pp. 13760:288 


‘80I30901S3 Confirme L Beltracchl as NRC membar of joint IEEE/AN8 
working group rt std review request. Otd* for development 
i. US* of computer ty* In nucieer Industry do not eilst. 
8ELTHACCH1. L. Human Factor* Engineering Branch. 60/09/03. 
SULLIVAN. D. tnetrumantat Ion t< Control System* Branch Ip 
13797: 013 


“-S013160392 Provides justification for proposed rovlelons to 
10CFR9O 9D<t>j In rospont* to 800904 At«n)o. ArtAft uhleh 
currently Arm sc tory |nclvd« can»l«t*ncv 

ttporting St of rtportlng. 

DCiNMUTHe 0. U. Oivl<lon of Dooctor Construction Intpoctlon. 
80/10/03 CAMPBELL. ue. Reactor Syeteme Standards Bronch 3pp 
13762. 1 13 


'-0O1323O4O7 Ditcueeae second propnted Revision 3 to Beg Oulde 1 33. ”0a 
Progrem Requirement* (Operetion). ” Comment* requaeted ae to 
whom onelt* QA organilatlon ehould functionally rept to. 

^hOTTO.O.A. Dlvlelon of Engineering Standards. 80/11/30. 

OIRCHSrU. J. Office of the Eiscuttv* Director for Operation*. 
BHAPAB,H.li. Offtca of the Eiecutlve Legal Dlractor OENTON.H. H. 
ufflc* of Nuclear Reactor Aagulatlon. Director. 2pp 13769:310. 


"6013330416 ''For Comment" iteue of second proposed Revision 3 to Reg 
Quid* 1.33, "QA Program Raqulranent* (Operation) ” 

• Office of Standard* Development. Olrector. BO/11/30. 33pp 
18769: 309 


Requirements (Operation) " 

« Office of Standards Development. Olroctor 80/11/33 I 7pp 
03005 100 


0101090009 Comments on use of digital co.*:puter9 for reactor control 6 
protection Computers 5 probabilistic risk assessment 
inadequate substitutes for detailed 6 efficient operating 
training 6 Independent engineering design review 
MEOEIRCS.M S Reactor Systems Standard* Branch 80/09/34 
T(1.N01.0 Division of Human Factors Safety 3pp 13793 019 


'81OIOSO039 Comments on ACR5 recommendation that formal proceduies be 
established for using LER Info In anticipating safety 
prob 1 oms. 1 1 c en* Ing 6 re qual I f I Ca t Ion of plant Operating 
personnel h training supervisory 6 matnt employees 
HEDEIROB. M. 8 Reactor Systems BtandarOe Branch. 79/06/19 
l/EN'7 INOER. E C Reactor Bystems Standards Branch 9pp 13709.009 


'6101090939 Discusses IEEE role In development of reliability assessment 
methodology . In response to 80CB13 memo transmitting article 
In Aug 1980 «uppl to IEEE Spectru.-n 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
BO/10/10 BRACFUHO. P Coe.m» ss loners 9pp 13767 039 


--8101090933 Forwards article In IEEE news suppl re differences in lEFI- t 
AIF approach in developing rlst t. reliability assessment 
methodologies. Identification of NRC activity differences 
requested by 800913 

BRADFORD. P A Commissioners 00/08/13 OIRCKG.W J Office of 
the Eiecutive Olrector (or Operations. 3pp 13767 039 


— SIOIOB0337 Discusses recoa"nended revision to I0CFR2I to ensure proper 
Insp !. enforcement actions 

8TELLO. V Office of Inspection t. Enforcement. Office of the 
Director 00/10/33 MINOOUE.R B Office of Standards 
Development. Director 6pp. 13763' 108 


-'8101140394 Corrected draft Reg Oulde RO 110-9. "Nuclear Power Plant 
Simulator* for Use in Operator Training " 

* Office of Standards Development. Director. 80/10/31 6pp 
03883 003 


-'8101140364 Corrected draft value/lmpact assessment of proposed Reg 
Oulde RS 110-9. "Nuclear Power Plant Simulators for Use In 
Operator Training " Proposed action provides guidance on 
proper characteristics of simulator* used for training, 
e Office of Standards Development. Director BO/10/31 6pp. 
03883 DOS 


--6101140453 Forwerde comments on 801032 memo Identifying specific 
problems 6 prppossd solution re 10CFH31 unresolved Issue* 

Meeting recommended to resolve Issues of 10CFR31 revision 
CAMPBELL. U. E Reactor System* Standards Branch BO/ll/24. 

ARLOTTO.O A. Division of Engineering Standards 6pp. 137 63:096. 


— 8103090346 Forward* "Qua 1 If lea 1 1 on t. Training of Nuclear Power Plant 
Operating Btaff In NEA Member Countries. " h operator 
training section from Mar 1900 Issue of Nuclear Engineering 
Inti magatlnc 

shea. 3 R. Office of International Programs, Director 80/11/07. 
OILINSKY. V . BRAOFORO.P Comml *e loner* 19pp 1376B 130 


— 8103090391 "Qualification 6 Training of Nuclear Power Plant Operating 
Staff in NEa Member Countries.” presented et 801030-34 IAEA 
Conference on Current Nuclear Power Plant Safety Itcues 
COURV/QI8IER.P . STADIE.K B , STEPHENS. M E Organltatlon for 
Economic Cooperation 6 Development (Parle) 60/10/34 12pp. 

13768 149 


--BI02170631 Notifies that 8ECV'B0-49l re proposed rulemaking on reactor 
operetor qualifications is withdrawn due to Commlemlanere' 
concern* Revised paper wlH be prepared. 

* Office of the Secretary of the Commission. 01/01/31 Office 

of the Secretary of the Commission. Ip. 13760 089. 


--8103360793 Summary of 801114 meeting w/hf)C groups re current statue of 
NRC work re safe shutdown of nuclear power plant* during 
normal (< abnormal condl tlons. Agenda << attendance list end. 

LOBEL.R.M Safety Program Evaluation Branch. 80/11/17. BAER.R.L. 
Safety Program Evaluation Branch. 9pp 13794:319 


— 8103370399 Dltcutses program for Improving simulator* to account for 
LOCA* & other trsnelente that lead to etaam formation within 
RCS. endorsement requested If program is responsive of OfC 
of Nuclear Reactor Regulation nrods. 

HINOCUE. H B Director's Office. 80/13/19 OENTOM.HH Office of 
Nucieer Reactor Regulation. Director 4pp. 13771: 1B9 


fiMn 4 n #«ctor» cowppp it^rUnj 80lll7-in rtfponp* to 
nn a*rn*ro 801034 raqu^tt 

UEr^IttvOCA. E C B««<toe St*t«f<>l St4nJ*r<J« Branch 80/11/04 
riURPdV.K 0 Prcbdb 1 1 ictlc Anjlyatt Staff ifr» 601114) 4pp 
13750 JDI 


--6203010006 Baqvatt* Utt of pae«flu»»n(l»4 canfliiattt for eaniia Matl lab 
co/raa on numan factor* tchaoulrd 001)17, Sui&nar)^ ootllo# of 
coorif tncl 

BERMEnO.B H Probatt lltt)c An4l<{«l« Staff tPr* 0011141 SO/lO/24 
DCNTON.H ft Offx* of h-kcltar Haactor Rtgulatlon. D)ractor 
OAVIB.J. 0 OffiCr of Nuclaar Matarial Safttif t 
Saf*9uar4*. Dtrrctor m»<OOUE4R ft Offtc* of Statfard* 

Oavalopaantf OJrartof 4pp 13730 134. 


--82030)0010 Socunarv of 801006 naatlnf u/H,/<nan Factori Sot ra bay 
core arnt( 1 1 natab la & ftica) ratcont it 1 1 1 1 y for aola tovrra 
prccvraaiant frem Huoan Factor* 6oc 

OCNKINS^J 3. Frobab 1 1 1 *t I c Analy*ti Staff (Pro 00)119). 80/)0/33. 

MORTW*)'' OIvtttor. of Contract* ttRAHCR. J . inCCAND.R Otwlctorv 
of K,.Pian Factor* Saftty 3pp 13730 )3d. 


— 83030)0013 Motif tcatlon of BO)OCB naattny to tfi*cu*« Hu«>an Factor* 84c 
«o1a *ourca ra^uatt for propota) to davalop long-tari* plan 
for addrtttlnp hi/man factor* aipact* of noctaar raactor 
dtaign ft oparatlon 

OtSALVO'ft. Dtvtaton of Raactor Safaty ftataarch 80/10/01 
IRINEft.E Offlca of tba Controlltr JENKtM9-J Probab ) 1 1 * t )c 
Analytl* Staff (Pra 60)114) KRAMER>«7 D)v)ticn of Dvnan Factor* 
Safaty )p 13750: 141 


--82030100)3 Forward* raRut*t for propa«o) ft9-REB-B0-337 antitied- 
'*0ava I opatan t of Coapr ab an* ) va Ho-nan Factor* Plan For K.9R. ** 
tn T**pon«t to r*<t<j**t tl/o and. 

nORIOff-K V Ra**arcl> Contracts Orancl> 60/09/18 hlNOOUE.R 
Offlca Of Standard* D*vtlopAtnt> Biractor. Ip 13790; 143. 


— S2O30I00I9 Forward* tollcltatlon paclagara rfyuatt for propoial 
fl8-RE6-0O-337. "Oavalojaant of CcAp rabans < v* Hevnan Factor* 

Plan for MRR ** Includo* proposal *i/bi*l**)cn Instruction* 

Ralatad info and 

nOftTON. I(. V. ftasaarcr Contract* Brandt. 80/09/17. Huoan Factor* 
Soclaty.tnc lOOpp 13750; 143 


— 8203010017 R*yua*tt pr***nca at tpaabar at 601119 •yapotlum antltlad 
'*)Coi*an Factor* in Nuclaar Powar Itiduatry- ** at Stanford 
Untv« In CA. 

SHtTH.OL Maotn Factor* Soclaty.Inc 80/07/14 MINOOUE. R. B 
Offlca of Standard* Otva ) dpnia n t « Olractor. 4pp )3750t277 


— 830301001? Subotl t* r a* 1 gnat ion. a f f ac 1 1 va 600508. at KRC altarnatf 
aanbar of working group ravltlng IEEE Std S66 11977). 
"Racoauxndad Practlca for Datlgn of Ditplag 1. Control 
Facllltla* for Cantral Control Rooat *’ 

UIEBE. J. B Raactor Byttan* Standard* Brandt. 30/06/08. 
CHIAPPETIA. C f) Saryant t. Lundy. Inc 3pp 137S0 361. 


-6303010030 Forward* ORML trip rapt of 00061 9-30 vi*it to Savannah Rlyar 
Lab ra alara dlagnotlt *yt currantlR ratroftt In facility 
production roactor*. 

OtSUEVQ.R Dlvtaton of Raactor Safoty ftataarch 60/08/06 
HANAOEfttS. . lOKDI'O. Otvlrlon of Hunan Factor* Safaty. 2tEMANN.0 
Proetdura* I. To*t Ravi a*i Brandt Spp 13790.333 


--6203010031 Vfol 1 of. *Hv«an Factor* In Muclaar Pcw*r Plant '' 
EOHft. E. « KEnnINO. d. * PftEU66.bl Oarnany. Fadaral Atpubllc df 
7Tfl3/31 44lpp, 13751:001 


■6303010033 Forward* dalcrlptlon of huoian factor* training progran to ba 
attabllihad at ORML Connant* raquattad by 600433 M/o and 
FOREHAND. U £. Off let of Standord* Oavalopaantt Olractor 
80/04/33 ARLOriO.O . OOLLEft.K. NRC - No Dotal lad Affiliation 
Olvan fllNOOt/E. ft B Offlca of Standard* Oaval opntant . Olractor 
3pp 13753: 136 


— 6203010039 '(..onpucariiau ay* ror f ur rrotiKIcn 

sy*." pratantad at 791309-07 naattng In Munich. Oarnany. 

NEOELIH. A . ROOOENBAUEft tnta mat tonal Atomic Enargy Agtney 
tAottrlal 79/13/07. tipp 13793.190 


--83030I004I AtfvUat that J Uleba ha* baan aaaignad to worb on rag g^n, 
r* control room doilgn 

U'ENIINOER. £. C. Roactor Syotam* Standard* Branch 80/03/17 
MORRISON. W M A**l*tant Olractor for Oantral Englnaaring 
Standard* 4pp. 13793. 169. 


- -8300010044 Advita* that tampdrary a«*lgnmant of OF Sullivan to 
tn*trumantatii>n (. Control Bya Branch Ita* baan attandad to 
800901 

WENilNOER. e C. Roactor Sy*Can« Standard! Branch 80/03/17 
SATTERFIELD, ft Inttrumantatlon t. Control Syatama Branch. 4pp 
13793; 164 


—6303010063 Forward* NRC 001019 Itr ra *al*<<*U qualification pf 
auxiliary faaduatar *y* par NRC-03-79-116 M/o one 1 
KENDALL, ft. NRC - No Oa tall ad Affiliation Olvan. NRC-03-7?-Ufl 
00/11/17 FERTNER.K Franklin I n» 1 1 luta /Frank I In ftataarch Carter 
ip 13793:131 


—9303010069 Forward* ttatamant on ay* Intara c tlon*. praparid by 
rapratantat tva* from all WR d Iv*. pro»aot ad at ACflS 770719 

DEveUNO. R C. NRC - No Data 11 ad Affiliation Olvan. 77/07/18 
NRC - Ny Data! ltd Affiliation Olvan 6pp 13760 363 


--82030I0069 Forward* corratpondanc a ra analy*!* of aya intaractlori 
FRALEV.fi F ACRB - Advitory Commlttaa on Raactor Bafaguard* 
77/06/3B CASE. E 0 Offlca of Nuclaar Raactor flagolatlon. 
Olractor 3pp. 13768.369 


•8303010070 Forward* KUREO-0633. "Oanarlc A»»*»*m*nt of Oalayfd RcacKr 
Coolant PuAp Trip During Small Braab L0CA In PUR*." by 
Bullatln* N Ordar* Tatk Forca U/o and. 

OENTON.H ft Offlca of Nuclaar Raactor Ragulatton. Dlrtctof 
79/13/36 AHEARNE.J F , OILINSKV.V , kENNEOV.R. f. Co"ol ** I*"*''* 
3PP 1373?: 169 


•3303010077 Forward* EP Eplar rapt ra raltobllity of dc pouar icppll 
FRALEV R F ACRB - AdvUory Conmlttoa on Raactor Bafaguard* 
77/09/13 CASE. E 0 Offlca of Nuclaar Raactor ftagulatlon- 
Olractor Ip 13768:373 


•8303010089 Forward* 0 Ro*» 791109 Itr d»*erlblng alttrnatlv** r« 
prattft prediction of LOFT L3-1 In compllonca w/fWRE0-0976. 
Vendor* having difficulty In moating achadula. 

OENTCN.h ft Offlca of Nuclaar ftaac tor Ra gulat 1 on. Olractor 
79/IU07 HEMOftlE.J M . OlUlNaHV.V , KfcMNEDV.R T Coont** 

IP 13799: 171 


— 6203010099 Forward* draft Comml talon paper racommtndlng approve 
publication of propoaad aoond tn FR Input not raquoeted by 
NRR. 

BROUN. B R. Raactor Syettm* Btendard* Branch. 80/07/18 
ARLOTTQ.O. A. Olvlelon of Englnaaring Stondord*. MOftRIBOW* 
Attletant Director for Oantral Englnaaring Btandorda. 32pf 
12799 309 

--83030101IO Comnant* on rallahlllty of dc power aupp ly- dlecue*fd at *t 
770408 neat Ing. Sing la fallura criterion I* Inadaquetf *** 
aiaurt reliable dc tupp ly. Rel 1 abl 1 1 ty apalytle would glald 
no utalul addl info. . Arag 

EPLER.e P Eplar. E P 77/04/13 EBERS DLE. J. C. - 
« Advlaory Commlttaa on Reactor Bafaguard a. 7pp. 12760 2/ 

• — 6303010116 Racomirande that MIC rtvlaw % avaluata probability 4f 
all «c power S develop crltarl* (1 tpaclflc approoeb to 
ttaminlng capability of nuc laar powar plant* to uXithitand 
lot*. at part of (td revliw for CP* I. OL*. 

eeNDEft.H ACRS - AdwI*org Committa* on Raactor 9*f**«*'''’*,„ 
77/03/15 OQSStCR.L V Offlca of the Etocutlva Olractor f® 
Oparatlon* Ip. 13768:283 


Si Rt^uvtt* tUiC evaluate rsltabillti^ of tvptca) min 
luration allouad ^or ttatlon avc uatee ays b other 
• * 4 «< to (tuanttfi) ade<tuaci| of deetgn of autlllarg ege 
l«n ACR8 - Advltorg Coo-mlttse on neactor Safeguard* 

'|9 OOestCK.L V Uffice Df the Eiecutive Director fo> 
ton* 1(1 12768 203 


39 Inforn* of e » t ab 1 1 •h*ient of ACRS (ubc on.iii t eo to investigate 
s of interactions at nuclear power plants Nine 

for (onslderat ion listed 

. R. F ACR8 •• Advlsorg Committee on Ueactur Safeguard* 

Ol 0039ICK, L- V Office of the Eiecutive Director for 
ton* 2pp 12760 284 


-8203010244 Foriartf* aiartad-up copy of 0£-Analg*ls conclusions ti 
recoK'^anda t ion* Problf* IIS'** Identified ffllRCO-0610 new 
reporting r egul reirsnt s re<tulre proirpt reporting If relief or 
safety valve fails to close 

nOSQ- D NRC - No Detailed Affiliation Olven 79/12/13 
ROS2rOC7V, 7 NRC - No Detailed Affiliation Olven lOpp 
12769 192 


-6203010246 Inforns that owners groups will be advised that Item 2 1 3b 
fPart 11 re shprl-terr lesions learned t, Items 2 1 9 re 
Inadequate core cooling oust be completed by 000131 
KANE. U F TMt-2 Oulletlns t. Orders Task Force 79/11/27 
TELFORO. T NRC - No Detailed Affiliation Olven Ip 12769 20? 


63 Requests NRC review enc 1 comments to aid tn effort to 
rdlie design of nuclear power plants Evaluation of 
sye & associated equipment f ron mu 1 1 1 d 1 sC Ip 1 1 nar y 
of view would Identify undesirable interactions. 

CN> W. R ACRE - Advisory Committee on Reactor Bafeguards 
OB HUNT71N0. 1.. M Office of Nuclear Reactor Regulation, 
or. 7pp. 12760.319 


79 Forwards Auxiliary 8ys Branch documents re auxiliary 
ter sys reliability analysas par Item 13 of FOlA 

Auilllery eystame Drench 81/00/04 DERKOU. H N NRC 
ailed Affiliation Olven 2pp 12792 224 


3S Oubmlts recommendation for llcenseet to develop sympton 
xisergeTicy opSTSting procedures Event-specific 
Icy procedures could be restructured t reformatted on 
s basis by 010101. 

C Tm-2 Bullsttns t. Qrdsrs T**k Fore*. 79/12/03, 

F. TNI— 2 DulleClns 8r Ordsrs Tael Farce. 2pp 1276 9- 060 


•I Ratpofxd* to 790929 msmo r* Naval Reactors views concsriitno 
ore. Full scope nuclear power plant e imulator*. whan 
y used In comprshsnstve training program. are 
V* msaria of training Individual* 

H R. afflce of Nuclear Reactor Regulation. Director 
I 0ILIN8KV.V Commissioners. 3pp 


3 Forward* IE assessment of 8NUD mod to remove reactor coolant 
al infection Isolation valve from automatic 
■nent Isolation circuitry Request* that document be 
d after review 

.A. NRC - No Detstled Affiliation Olven. 79/11/13. 

F NRC - No Dstslled Affillstlon Olven Ip 12769:062 


6 Approves general thrust of proposed reprogramming of FY0] 
program dsferralt dsscrlbed In BECY-QO-230 & in 
AI9 memo. Spec 1 f 1 c adjustments need to be mads to 
further Congressional actions on FYOl funding 
.J. rt Commlsilonsrs 80/06/23 CHILK. 9. J Office of the 

ry of the Commission Ip. 12760 134 


9 Advises Ibet a£CV~8O-23O0 r* Action Plan Chapter S Is 
sd to b* discussed at 000707 Com.ml*tlon msatlng 
Itslonars. 80/06/30. HENDRIE.J H. Commissioner*. Ip. 
33 


3 Forwards rsvlssd draft Itr to utils holding CP* for Dt.W 
-e dttlgn adequacy of BbU N868 utlllting oncs-through 
snap ator*. Draft Intarlm rspt on OSiU raactor daslgn 
/tty snc. I . 

- No Detailed Affiliation (given 79/10/19 ROBS. 0 NRC - 
;l*d Affiliation Olven 7pp 12769:147. 


X Foruards updated schedule for long-term generic terme re 
on Hay 1979 ordere for B&U oparatlng plants. 

A TNI~2 Bulletins t. Qrdare Task Fores. 79/09/14 
iiC. J. THI-2 Oullstin* i. Ordsrs Task Force. 6pp 
> 8 . 


* Request* NRR review i< svslust* potential unravlswad lafsty 
ra Impact of high energy line break* on nonsafsty- 
ntrol *y*. 

. L. Division of Reactor Operation* Inspections. 79/09/13. 
B. K. Assistant Director for Systems Engineering (Pre 
ip 12769:174. 


Forwards rscommsndat ions re need for assessment of symptoms 
qua t* cor# cooling t. evaluation of accidents l> 
ts beyond current design analyse*. Program could ha 
d by 791201 t< NUREO-0960 goal* could be achieved. 

V. Z R. NRC Three Mil* Island Task Fores 79/06/30 
. TH1~2 Bollstln* t. Order* Task Fore* flATTSON.B. J. 

• sons Learned Teak Force. 10pp. 12769: l79. 


--0203010292 Forwards GE OUR Owners group sma 1 1 braab lOCA guideline 
training seminar handout ••'atl for review for deficiencies 
Comrentft requested no later than 791209 

THOMAB. C 0 TKl-2 Bulletins 6 Orders Task Force. 79/11/27 
R03B.D .T . NOVAK. T . ISRAEL. 0 TM I -2 0u 1 1 et ms t Order* Task 
Force Ip 12769 203 


--02O3OIO236 Fotward* 791116 OLU Owners group small break LOCA gutdellnei. 
contained In NED0-24700 S. modified per 791010 6 23 Itrs for 
review t. confirmotlon 

KAHE.W F TMl-2 Bulletin* (, Ordsrs Task force 79/11/25 
TI10HAS. C 0 Tfir-2 Oulletlns & Orders Task Force. Ip 12769 301 


"-02030I0273 Subnlts status of Bulletins t Orders Task Force work Scope 
of work 1 * greater than taek force manpower 

RQQS. 0 Trlt-2 Oulletlns b Qrdor* Task Farce 79/11/13 OCNION.II 
Office of Nuclear Reactor Regulation. Director 3pp. 12769.313. 


--02O3OIO274 Forwards Michaalson roQuest for addl info re small break 
LCICA U questions b answers which were never forwarded to 
O&U 0 Ross handwritten memo to N Hodge* encl 

CAPRA. R Tlil-2 Bulletins b Orders Task Force 79/11/06 ROOB. 0 
TNI-3 Bulletins b Orders Task Force Ip 12769 316 


--0203010276 Forward* requetl for addl Info re small break LOCA which vat 
never forwarded to ObU 

e TMl-2 Bulletin* b Order* Task Force 79/10/26 TMI-2 
Oulletln* b Order* Task Force 2pp 12769.319 


--B203010266 Provides Info re Phase It of Interim reliability evaluation 
program. Inc ludtng ob jee 1 1 ve t. mg t principle* b ralatlonihlp 
to nationwide effort* In probabilistic risk analysis 
8ERNER0. R M Division of Systems b Reliability Research 
BO/09/IO. Division of System* b Reliability Research 3pp 

12760 292 


— 0203010320 Olscussss design bass* b criteria for auxiliary fseduetsr 
*y* Requlraments for flow to stsam generator to assurs 
removal of reactor decay heat not well defined or 
documented. Requestsd info should be submitted by 800228 
MATHEWS. PR NRC - No Oatallsd Affiliation Given 79/12/21 
ROSS. D . KANE.U. NRC - No Detailed Affiliation Olven tp 
12793 141 


— 8203010332 Responds to ACR8 791127 question re seismic qualification of 
auxiliary feedwater sys water eourcet Includes info re 
operating plants b plants under review. 

MATTHEWS, PR NflC - No Detailed Affiliation Olven 79/12/03 
ROSS. 0 F NRC - No Detailed Affiliation Otvsn Ip 12793 142 


--8203010339 Discusses two Items re auxiliary feedwater eyt neadlng 
rssolutlon & guidance Reliability of sys for all operating 
plants conducted Evaluation for plants under review 
propoeed 

DENAROYA. V. Auxiliary Systems Branch. 79/10/31. MDORE. V. A NRC 
- No Detailed Affiliation Olven. Ip 12733 143 


— B2030I03S2 Olscuieet NRR user. needs b par t 1 c Ipat i on re Integrated 
reliability evaluation program Program of great potential 
ueefulnese b Importance to NRR Draft program description 
enc 1 

MANAUER'S H. TMl-2 Unresolved Safstg Issue* Tosh Force 79/11/20 
DENTON. H. R Office of Nuclear Reactor Regulation. Director. 

23pp 12761 003. 


—6203010363 Forwai-de draft revlelon to 10CFR30 35a for review b comment, 
per 001103 msoting. 

CAMPBELL. H. £ Reactor Sgttems Standards OrOnch 00/11/12. 

PEAaNICH. H. Office of Inspection b Enforcement. Off let of the 
Director. 3gp. 12762' 103. 


--8203010367 Forward* addl questions re analytical model. nature 1 
circulation b pump modeling a* provided In NEDO-2470B for 
tranemlttal to all operating BUR 1 1 centaee. Rtaponees 
requested by 791130. 

R09ZT0CZV, Z . R TMI-2 Bulletin* b Orders Teek Force. 79/10/22. 
KANE.U F. Standerdliat Ion Branch ISpp. 12769 333 



"VP P-WJPru ...H- -p,- . w- V 

4ccidtnti •'•(ultix; tr hijA pr««ture agt tnittattoo 
FPpUffl.R K Tm-2 BulItttAt & Order* Td»* Fore* 7^/09/10 
JSBAEL.S U . R09J70C2Y. 7 B IMI-S Bui let in* 6 Order* T«*l Force 
1C l?7/0 114 


•0203010306 foripord* litt of 30 paper* 6 journal article* for revle^i in 
Pfa** II of contract *tudg on 'Conparattva Raviau of Rl** 

Attttinrnt. Safety Coal* Ip Related Concept* for Coir.ner Ic el 
Hue leer Pcaer B Alternatlu* £rv«ryy Source* ” 

SPAflOlER.fi S OlvXIon nf Safety TecAnologg BO/11/10 

SPOftSLER. 0 C International Planning Managa^ent 4pp 12763 194 


0203010387 Propoiad Revision I to draft Rag Oulde 1 139. "Outdance for 
Rrf) to Achieve & Maintain Ccid 6hutdo;*n ‘ W/eOItl4 
Ipandurttcen note 6 agenda Draft va lue/tnpac t statemant and 
• Office of Standard* Oevalopirant. Director e0r0&/30 30pp 
12754 053 


MORRISON. M M Assistant Director Por Oeneral Cnglnatring 
Standard* 3pp 13763 067 


0203010440 Advise* tfat Containniant 8g* Oranefc t. InttruKtntatU* | 
Control By* Branch have reviewed reg guide worling peptr. 

"Con ta meant Isolation Provision* for Fluid By* ' Conmant* 

In 770908 mer.o have been properly eddretsad 
IECE3C0.R L A»»lltant Director Por Plant Sytten* 77/10727 
PE>iNEP.Uv't , M. Assistant Director for Oeneral Cnginesrlng 
Ip 12763 070 


•8303010444 CD"pa*nts on draft rag guide 1 141, 'Conteln<-ank l*olallt< 
Provision* for Fluid Syi." In response to 770922 mano 
Concur* ui/draft *ubj to ratolutlon of Hated coimnant 
EISENHUT. 0 0 Otvieton of Operating Reactor* 77/10/tI 
KEhnEHUVI.M A*«iatant director for Oenaral Enginaaring 9ta'>fl*li 

33p 13763 071 


■'6203010389 Craft of "Ccaparatlva Review of Rial Aaaessnant. Be f ety Deals 
Ip Related Concapt* for Conmerlcal Nuclear Poaer C 
Alternative Source* of Energy " 

SPONSLER.O C International Planning Management nRC-O 3“0O- 146 
00/09/24 61 pp 12762 198 


—8203010393 "CoolPown Criteria for LWR*." Draft 2 

e A/Tparican Nvda»r Society 60/00/31 18pp 13794 083 


-•8303010399 Draft 3 of "Cone eptt. Prob I am* !■ Ittue* in Developing Safety 
Goal* tp Cbjactlve* for Cowterlcal Nuclear Power " 

IIAfTSON.R ERNST, M . KInICRS.N Oivl*lon of Bafetj Technology 
60/08/ 1 3 26; p 12762 278 


•0203010447 Forward* Contaln">ent Sy* Branch t. Instrunentatlon I fo-tpi. 
Syt Branch (tiantad-up coPT’oent* on ANSI N271-19/6. 

"Concolnt'en t Holatlon Provltlon* for Fluid By* “ 

TEOESCOp R L Assistant Otrector for Plant Bystse* 77/09/06 

REh,%EMjYI . H Assistant Dlrec tor for General Engineering 9te~fi*ii 

S;p 13763 073 


--•6203010446 Forward* comoent* on working paper for Reg Oulde 1 Ml- 
"Containment Isolation Provision* for Fluid BySp " Rtvlslon 
0. Draft l.dtd 770711,10 rasponse to 770730 memo Concur* w/ 
draft reg guide suhj to resolution of comment* 

ElBENliUT. D 0 Dlvltlon of Operotlng Reactor* 77/06/18 

HEHNEMU/l. M A**letant Director for Oenaral Engineering Btaifs'l* 

3p; 1276 3 078 


•6203010398 Forward* propo*ed Imp lamentation aaction for Rag Ouida 
1 139. "Outdance for RHH to Achlave & Maintain Cold 
Shutdown " Regueet* review 4 comment. W/o end draft reg 
guide 

SCARBROUGH. T Reactor System* Standard* Branch BI/09/04 
MATTSON. fl j Reactor Systeas Standard* Branch 2pp 13794:101 


--R2030I0449 Forward* com.-sent on proponed draft reg guide 771021 Wi*li-| 
Pager C Change propotad to provide Oattar baata for ItQlting 
occupational radiation aifoaur* 

M’wRPHV. T D Radloloplcal Aaaaaemant Branch 77/12/16 FAIR*/ 
Engineering Hetholology Standard* Branch 3pp 13763 081 


--0303010399 Forward* f|r*t draft of "Regulation of Nuclear Saftly In 
BO'* " Reiguaats cormants tp suggantlon* 

ERNST. M Division of Safety Technology 80/04/02 MATTSON. R 
DlvMlon of Safety Technology 3app 13762 30S 


—6203010490 Alvl**a that Reg Quid* 1 I 4 1 . Rev I • 1 on l.dtd 780017. "*• In’ 
reviewed to incorporate OE c ommen t * . Revi * 1 on* eccurately 
reflect position* made In 0 Tedenco 780811 memo. 

MATTSON.R J Division of 8y»tem» Safety 78/10/03 HORRIBOR*'" 
Aiilatant Director for Otneral Engineering Standerd* Ip 
12763 003 


--8203010402 Comment* on Reg Guide I 139, -Outdence for flHR to Achieve t< 
Col4 • Pasltlon^ C 1 9 6 4 C>C 3*C 3 I. 

C 6(3)fC S ti C 6 

WENZiNOEft. E C RtfACtor dtAndArdt Brjnch 79/06/01 

NOR8ERO. J A EngljiA^ring MAtholologu 9(andAr(^» Oranch 3®© 
15734.104 


— 0503010403 PNu-3353 

^l«pfovf(S Hathotft for Incorporating Ri«l 
Maling. ** Intarloi rapt 

Clausen. H j. , fralCv. o w . oennino. r s 

(nilliutre Pocifu NortrivOtt LoborAtoru 

70pp 15762 343 


In Ore l«lon 

Battrlit Mfrtiorljl 
fin 9-5579 80 / oa / 3l 


--3203010406 BRP 8«ctlcn 7 3, -ESF Sgt “ UndAtrd RP Btctlori 7 i, 7 4.7 7, 

76675 9 nc I 

• OffU* ol NucUAr R«4ctor RtgvlAtlcna Olrrctor 75/02/50 
34pp 15754 154 


— eaOOOlOtOR Pr.Ummaey v* lo*/i«,pac t statement on RHR 
• Office of Nuclear Reactor Regulation, Director 
I3pp 12754 178 


00/04/25 


--8203010491 Comment* on Ravtslon 1 to Reg Ould* 1 141. "Containaisl 
Isolation Provlalon* for Fluid Bya. " In reapons* to 760923 
momo Recoiraand* that attention be directed toward* ensuring 
that Oentral Design Criteria 99 !• 96 gulda be conelilent 
EIBENHUT.O 0 Assistant Director for Systems 4, Project* 
70/10/04 nORRSaON-W K A»*l»tant Director for Oeneral 
Engineering Standard* Ip 13763 084. 

--B203010453 Comment* on Reg Oulde 1 141. Revision 1. "Containnint 
Isolation Provlalon* for Fluid Sy*. " par 780023 paqoast 
Wording in background section of Hr t, dl*coa*lon saction o 
rag guide should be oipanded napon 

VOLLMER.R H Assistant Director for Bite Anelysi*. 70/09/ 
HQ.9R 1 SCN. Ip/ M Assistant Diractor for Oenaral Engineering 
Standard* 2;p 12763 086 


--0203010454 Advlsts that Rag Ould* I 141. "C onlalnaent Isol***®" 
Provisions for Fluid Sgs." haa been ravlewed No coemdnk*. 
CRGCItCB.V. P Division of Project Management 78 / 09/14 
MORRISON. U M Asaiatant Director for Oeneral Engineering 
Standards ip. 13/63 088 


-e20MI0415 Coam.nt. on R„ Ouia, l . U | . R,vl .1 on 1. "Cont.lnme. 
Isolation Provision* for Fluid 8y. - Reg guide .hould 
provide some definition* foe »**»ntl*l (. none»»tntlal su* 

c . n * trucn : rj :::. c ’ i!:on 

/y/09/2l MORRtSON.U H AsttatPnt Director for Oenaral 
Engloaarlng Standard* ip. 12763 033 


8203010457 Discus*** CE comment* t, NRC proposed r**oluHon on *•! 

1 141. "Containment Isolation Provision* for Fluid ... 

TEOESCO.fl Arslttant Director for Plant 3y*t*m* '..cSi 

ARtOTTa.O Atsittant Director for Oaneral Engineering “t* 

3ppl 12763 089 
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0303010439 Forh.er<l4 rsc onmentfat ton for Implementation msction for 
draft Rag Oulda 1 141>Ravi«tan I. "Conta I n<ment tmolation 
Provlttona for Tluld Sg« " 

HeLieree. C J standard l latton Branch 79/04/26 SULLIVAN. 0 
Reactor Sytterit Standardm Branch 3pp 12763 091 


--8303030001 Poruiardt irarked-up verolon of Draft 2 to Reg Guide I 139. 
Revleton 1. “Outdance for RMR to Achieve L Maintain Cold 
8'iutdou’n. *' tcheduled to be reviewed bg Regulatorg 
Acttvltiee Subcommittee on B00409. 

OJRAISNAMV. B ACR8 - Advleorg Coemlttee on Reactor Sefeguardt 
00/03/13 CARBON, M . EDERSOLE. J ACR8 - Advlsorg Corimittee on 
Reactor Safeguardm. I4pp 13734 303 


--8203030003 Dltcumtei leaue of requlremente for ehutdoun L decag heat 
renoval using aafetg grope squl pment. per 790300-10 336th 
ACR8 meeting Recomnende that limited prob ab i 1 1 at ic etijdg be 
under ta I en 

FRALEV. R F. ACRS - Advleorg Committee on Reactor Safeguards. 
79/03/14 GOSOtCK.L V Office of IheEiecutlve Director foi 
Operetione ip 13734.317 


--B300030007 Forujerde Radiological Amvesenent Branch %. Accident AnalgmlB 
Brench cominenta on Reg Oulde 1 139, Revision I. per 791003 
request. Pos 1 1 Ion C 7 should be rewritten. 

H.REOER. U. e Assistant Otrector for Site Analgsts. 79/11/06 
MORRIBQN>M. H Assistent Director for Oenerai Engineering 
Btendarde 3pp 13734 334 


--03D3O3OOO9 Comments on proposed Reg Oulde 1. 139, "Guidance for RIIR to 
Achieve t. Helntein Cold Shutdown “ Related comments encl. 

NEHEIilAB.J . CONOEL.F J Redlologice) Assessment ttranch 
79/10/19 90FFER.L Accldsnt Analgsle Drench 7pp 12794.337 


--6303030013 Forwards Draft I to Reg Oulde 1. 139. Revision 1. "Guidance 
for RHR to Achieve I* Halntain Cold Shutdown," for review 
U/o enc t . 

8PEI0. T P Reactor 8ge tens Drench 79/10/16 NOVAR. T , 

MA7£riS.O , ISRAEL. B Reactor Sgetens Drench 3pp 13734:336 


— 8303030017 Commentc on Reg Oulde 1. 139 in hand written note. Marled-up 
vereion of 790937 Draft 1 to Rag Guide t. 139. Revision 1 . 

''Guidance f OT nun to Achieve L Maintain Colo Shutdown." 

• nc 1 . 

t NRC - No Detailed Affiliation Given 00/03/06 NRC - No 

Detailed Affllletlon Given lOgp. 12734:308 


--0303030019 Forwards comimants on Rrg Oulde 1. 139. Revision I. Draft 1. 
''Guidance for DHR to Achieve t< Melnteln Cold Shutdown. ” 

CAVt.L California. Univ of. Lot Angelee 79/11/06 9PEI6. T 
Reactor Sgstena Branch. Spf 13734:318. 


--8203030030 Forwards HR Denton 790S09 Itr responding to ACRO 790314 
request on NRC position re safatq grade cold shutdown 
requ 1 rament e. Requests review t< concurrence. 

0FE18. T P Reactor Sgsteme Branch. 79/08/24. LEVINE. 8 Off Ur 
of Nuclaar Regulatorg Research. Director KINOOUE.R. Office of 
Standards Development. Director Ip. 13734:333. 


— 8303030023 Forwards comments on Reg Oulde I. 141. Revision 1. 
"Conte 1 neian t Isolation Provisions for Fluid Sgs. " Proposes 
changes to rsguletorg positions on procedures !« contalnmsnt 
tsolstton sction. 

ItREOER.U. E Assistant Director for Qlta Anatgsls. 79/09/30 
M0RRI60N. M M. Assistant Director for Oenerai Engineering 
atenderde. Opp. 13763:094. 


— 8303030037 Comments on proposed Reg Oulda 1. 141. Revision 1. 
"Containment Isolation Provisions for Fluid Sgs." in 
response to 790831 mamp. Item C 4 of proposed revision ta rep 
guide should be changed. 

BCHHOEOER.F Division of SgStsms Bafetg. 79/10/33 MORRIOON.M M 
Assistant Dtrsctor for Oenerai engineering Standards. 2fp 
13763: 097 


— 8203020039 Notlficstlon of Uorllng Group AN8 30. II. “Cooldown of LMRs. " 
771033 masting in Bethesde.MO to complste draft of std. NRC 
will prasent wort on Reg Oulde 1. 139. 

ORAVEB.C Reactor Sgstems Branch 79/08/27 BPEIB. T P Reactor 
Bglteme Branch. Ip. 13794:331. 


—0303020033 Forwards ACRB Consultant. 7 Zudans. 791030 cominents on Rrg 
O^tdss I. l41.Rsvisloa t . 1. 97. Ravti 1 on 2, t. proposed rsg 
guide. “Qua 1 if Icet Ion h Production Tests for Saf etg-Pa lated 
Snubbers. " Commsnts will be reviewed at 791107 meeting 
CVRAISNAnY, 8 ACRB - Advlsorg Committee on Reactor Safeguards 
79/11/03. MORRISON. 11. Assistant Director for Oenerai Engineering 
Stshdards. Ip 12763: 099 


TP »p 0 is /910I6 memo 

SATTERF IElO . R Electric. I ns trumun te tl on 6 Control Sgstems Branch 
79/12/03 ORAVEB.C Reactor Sgstems Branch ispp 13754 334 


■-8203020040 Forwards revised Imp 1 e.meritatloti section pf Reg Out dr 1 141 
per 801039 discussions Comrents requested 

ADLUCK. R Engineering Metholologg Standards Branch BD/ll/03 
eUAPAHER. j. Contalnmsnt Sgstsirs Branch 2pp 12763 103 


--0203020046 "For Cooirenf Issue of Reg Guide 1 141, Revision 1. 

' Conte in.men t Isolation Provisions for Fluid Sgs " 
s Office of Standards Development. Dlrpc tor 79/00/32 6pp 
12763 148 


— 8203020D34 "Info Sources 8$ Support Required for Reactor Site 6 
Simulator Factlltg Visits “ 

• NRC - No Detailed Affiliation Given 00/11/07. Rpp 
13770 234 


• — 0203020036 Forwards tgprd marled-up version of 'For Comment' Issue of 
Reg Oulde 1 141. Revision 1. "Con ta 1 nmen t Isolation 

Provisions for Fluid 8ga. ■' ANSI Std N271 - 1976. su-iearg 6 
resolution of public coirmente L value/lopact statement 
MINOQUC. R D Office of Standards Development. Director 79/02/07 
CA&E.E 0 Regulatory Requirements Review Committee 7pp. 

12763 134 


--0203020098 Foruerds monthly progress rept for "Study of Requirements 
far Operator Licensing ■' Contract NflC-03-G0-l 17. for 
Oct 1900 

OAVIB. T. Anelgsie 6 Technniogg. Inc kRC-03'80-I 1 7 00/11/07 

COLI.IN8.P F Operator Licensing Drench 3pp 127/0 232 


--0303020072 Requests signature on contrect acplration notice re Contra 
WRC~03-00- 1 I 7 awerded to Analysis <• Tec hnol ogg. t nc 
OOVOHehTV.O d Division of Contracts NRC- 03 -e 0 -l 17 60/09/22 

COLLINS. P Operator Licensing Branch Ip 13770.233 


--0203020000 Forwards ironthly progress rept for "Study of Requirements 
for Operator Licensing." Contract KRC -03-80- 1 1 7 for 
8ept I9R0 

OAVIB. r Analysis 4< Technology. Inc NRC -03-00- 1 1 7 00/10/00 

CCLLIN3.P F Operator Licensing Drench 3pp 12770 236 


--82030200B2 Forwards monthly progress rept for "Study of Requirements 
for Operator Licensing," Contract NRC-03-B0-1 17 for 
Aug 1980 

OAVtO. T Analysis 6 Technology, tnc NnC-03-B0-l 17 80/09/08 

COLClNS.P F. Operator Licensing Branch 3pp 12770 339 


-'8203020003 Forwards nonthly progress rept for "Study of Requirements 
for Operator Licensing." Contract NHC-03-80-1 1 7 for 
duns 1980 

OAVIB. T Analysis > Technology. Inc NflC-03-eO- 1 1 7 80/07/03 

OOUOHERTV. 0 J OlviSion of Contracts 4pp 12770 242 


— 9203020086 Forwards first monthly progress rept for 'Study of 
Requirements for Operator Licensing." Contract NRC-03-80- 1 1 7 
for May 1900 

HENDERSON. C M. Analysis 6 Technology. Inc NRC-OO-OO- 1 t 7 

80/06/09 OOUGHERTY. 0 J Utvtslon of Contracts 4pp 127/0:246 


— 9203020090 Forwards HB Minogue memo to EL Hill euthorlitng printing t. 
distribution of Reg Guide 1 141. Revision t. itr to Oiv 1 

distribution list & OA Arlotto 8004 16 memo Concurrence 
requested by 800423 U/o encle. 

MINOGUE. R.D. Office of Standards Development. Director. 80/04/17. 

DENTON. H. R Office of Nuclear Reactor Regulation. Director. Ip. 
12763 301 


--8203020092 Advises that Oiv of Reactor Const Insp hat no comments on 
Reg Guide 1. 139. Revision 1, “Guidance for RHR to Achieve 6 
Maintain Cold Shutdown " 

THORNOURC. H 0. Division of Reactor Construction Inspection 
79/11/30 MORR18CN. U. M Assistant Director for Oenerai 
Engineering Standards ip 12733.061 


--6203030101 Forwards NRROS nanpower eitlmatep. list of reasons for 
mablng NFRD8 iranda t ory . minu t as of IEEE 800313 meeting w/NRC 
6 H Denton I. R Mattson statements on future 6 importance of 
quantitative risk assessments in licensing process 
VESELV.W G Probabilistic Analysis Staff tPrs 8011191 60/06/11. 

UE18S.E. M Program Support Branch Opp 12733 168. 


--S2O30201 10 "For Comment'* issue of Reg Guide 1. 14|. Revision 1. Draft 2. 
“Containment Isolation Provisions for Fluid Sys 
Value/Impact statement encl. 

e Office of Standards Devciopnent. Director. 79/10/04 1 3pp 

12763: 120. 


n«nOw*' ■ tt«r> r.ct* trciuCtt 

£CAPeAG(/CH. T 5 Cthct e* St 4 nJ«rd« Davtlo(r(nt. Dlractor 
7V/1WOE) 0 PCILI 'T. P St«nii«rdt<atiC't 8 r 4 n:ri 3pp 13763 336 


'6333030131 "For Conaiant" ia*u* or Draft 4 of Raf Ouid* I I33> Rovia 1 on 
!■ 'Loctt-Part Pctarttoo Progran For prinar .4 6^« of LWRt " 

• Offtca cf Standards Caoa lopmant. Dtrat tor 70710/31 I3pp 
13756 039 


--R303C30I33 Valua/iapact otalfoiane for propotod Rag Ojida t l33i 
"Looaf-Part Oftrrtlon Progran For Prtdiarg Sgt of LtiR* * 
tnp ) a«antac lor evaluation rtpt end 

* OffK* o* Standards Oevf lop^ent. OIractor 78/03731 37pp 
13756 043 


6303030136 Forvards rarted-up version of For Coeeent" issue of Draft 
3 tc Re: Guide I Ml. Revision 1. va I ue/|epac t statanent l> 

Sve'-ari, of pvOUc sorurents t eesolotions Cceu-snts 'rs^ustteii 
t, 791 133 

rORR ISO’l. u M Assistant Oirectcr for Otreral Engineering 
Standards 7<3/iv/v5 CViMilUCMAts. 0 H Office of the Eiecutlve 
tegal Director 30pp 13763 360 


-e303020M3 Notification of ACfiS SuPc onmlt Ce r cn Regulatory Activities 
790103 mset ing in uasMngton. DC to discuss draft Reg Guides 
I did. "l.lgntnlng Protection for Nuclear Power Plants/'' t 
I I4i. Revision 1. ''Con t a in<ner t Isolation Provisions '* 

MORRISC’/.U 71 Aesiitant Director for Oeneral Engineering 
Standards 76/13/31 ARL07T0. 0 A Division of Engineering 
Standards 3pp 13756 092 


--8Z030301SJ Foruardt Draft 2/ Revision 1 to Reg Oulde I 141, "Cdrisi/i 
Isolation Provlelone for Fluid 6 y* " U/o end 8 tl N371-197t. 
valot/tepact itatan-ent/ pvbltc conments <• dtscustlon of 
coffiirente Handwritten note end 

HtNOODE/R B. Office of Standards Dave) opmanti Director 6I768':< 
CABE/E D Regulatory Requirements Review Committee 3pp 
18764 393 


— 6303030193 Draft of Ravi » ion 0 to Olv I rag guide, "Containsinl 
Isolation Provistoni for Fluid Bye. " 

« Office of standards Oave lopment, Olrac tor 77/07/11. 4pp 
13736 3S4 


— 8303030193 Uorktng Paper C for Div 1 draft rag guide. “Contelrsisl 
Isolation Provlslont for Fluid Syt " 

e Office of Standards Development, Director 77/10/81 3pf 
18736 350 


""6303030196 Forwards raview of Dlv of 8 yi Safety comeisnts on NPIJ-IF* 
"Containment Isolation Provisions for Fluid Sys. " Regutsts 
meeting In near future to resolve Issue. 

IHBRO-O Division of Systems Safety 76/11/17 LONO.C Distil!- 
of Systems Safety Opp 12736 363 


- -0203030199 Nottflcetlon of contract e i ecut I on. Mod I to "Btudg dl 
Requirements for Operator Licensing." Contractor Analysis I 
Ttchnology 

HAIRSTON. C Administrative Contracts Branch. FIN B~6671 
00/09/16 HANAUER. S Division of Human Factors Safety 
COI-LINS.P NftC - No Detailed Affiliation Olveti Ip 13770 


-'6303030144 Forwards ANSI N37i-i976 to stpedlts review of Reg Ouidr 
I 141, Revision 1. per telcon U/o enc 1 

NORBERO.J Enginssring netholology Standards Branch 76/13/11 
FRALEv.R mRC - No Oetallsd Affiliation Given |p 13736 094 


8303030147 Forwards marled-up version of 'For Comment" Issue of Reg 
Guide 1 141, Revision t. "Contelnment Isolation Provitions 
for Fluid Sys. '■ for review 6 coevrent Comments rsquested bu 
761333 

hORRISCN.U H Assistant Otrsctoc foe OtntTal Engineering 
Stenderds 81/00/04 MalSCH. M 0 Office of the Ciecutive Leoal 
Director 3pp 13736 163 


-8303020150 Olecutees imp I ementat Icn evaluatlpn program Program 
ubiectlvas nlgMlgnts, procedure Plow, summery 6 fcirmat for 
imp lementat Ion evaluation anc I 

e NRC - No Detailed Affiliation Oiven 79/11/19 NRC - No 
Detailed At filiation Given llpp 12756 171 


-8203020160 Forwards "For Commant" Issua of Reg Oulde I 141. Revision 1 , 
"Contelnment leolatlon Provltlons for Fluid Sye " H/o enc I 
ANSI N37I - 1 976, summery 6 resolution of public tom-:tnts 6 
value/trpact statairent 

„ Engineering Methotology Standards Branch. 78/13/08. 
WAveNTI.R Oiviston of Projact rtanagamanl 2pp 12736 197 


-6303020163 Forward, rawsad Be, Gold. I 141 incorporating changes 
recommended by ACRS 6 Ofc of Eiecutlve Legal Director 
H.ndwritteo notes re implementation evaluation rept for 
Revision 1 of Reg Guide I 141 enci 


NORSERO. J. 
NaVENTI.R 


Engtnaaring fletholology Standards Branch 76/01/09. 
Division of Projact Management 7pp 13756 301 


--B303020174 Forwerde draft final rept, " 
Licensing " H/o end 
0AVI8.I Analysis 6 Technology. Inc 
OOOCHERTY.D J Division of Contracts 


Requirements for Operator 

NflC-03-80-II7 80/10/39 

3pp 13770:330 


-B203030200 For-wards Contatnmant 8 qi Brand* 6 Eldctrlcal Inslrtfl'iiL*' 
6 Control 6 ys Branch comments on ANSI N871--1976. 

"Cootalnmant Isolation Provltlons for Fluid Sys. " Recomnandt 
that reg guide not endorse std 

TEOESCO/R.L. Assistant Director for Plant Systems 76/lO/Od 
KEHNEMUVI.M Assistant Director for General Engineering Btarfpii 
3pp 13736 366 


“"B20303D303 Advises that reg guide position re contelnment tsolelH 
provisions for fluid sys It acceptable tubj to eatlsfectory 
resolution of listed comteente 

REIFF/D. D Division of Reactor Bafaty Research. 77/09716 
FAIR.J. R. Engineering Metholology Standards Branch IP 
13736: 371 


--B303030306 Advises that Dlv of Reactor Const losp has no conaerH '* 
pfopottd Olv I rfrjft gulcfef l»ol«tion 

Provitiont for Tlultf Sgte" Uorlilng Poptr Bi dtd 770920. 
pemnuiH.O u Olvt%tort df Rtt«ctor Conttroctlon 

77/10/13 KEKN^MUYIp H Director for Otntrjl Engl"* ■ 

etJndJrds Ip 12736 272 


~82030202ll rpridordt EC W#ntlng«r noto to T Qcorbroogh uj/propo^f 
resolution of comnents In mergln re Reg Guide I 141* 

Revision I. Draft 8 Marked-up version of guldi end ,^ 1/31 
aCAHDRCUGH, r NfiC - No Detailed Affiliation Given. B 0 /Gl/*'i 
WEMllHOEB.E C NftC - Mo Detailed Affiliation Given I3f» 
18764 333 


'6303030313 Advises that Oiv Of Project Mjt has no cements o**^ 
reg guide, "Containment Isolation Provisions for Fluid BW*- 
OEVOl/NG. R. C . Oiviston of Project Hanagehient. 77/10/63 _ jj.j, 

KEHNEMUyi/M. Assistant Director for General Engineering 
IP 13736 373 


-"8303030331 Advises that Dlv of Project Mjt would rely on coa* 
technical review branches on draft reg guide, "Contelnme** 
Isolation Provisions for Fluid Sys. “ 

OCVOUNG,R C. Division of Project Manegement 77/09/61 _ ,,<41 

KeHNEMDYl.M. Assistant Director for Oenarol Engineering 
Ip 13736 374. 


B30302023S R»qu»ft» ittuancc of Atg Oulde 1 I4|, “Containmtnt I«ol.att4iri 
Frovl«tonm for Fluid 3g». " 

t1IKOOU£«fi. 0. Of>flc« of St«nddr<lt Ddvalopmant. Olroctor 78/03/21. 
DIVENDaRKi C Offlc* of St«ndardi 0*velapment> Director Ip 
13796 : 379 


S803030233 Mod l<addlng Tati B> to "Study op Dequlrafflantt for Operator 

LUanalnfi " 

AR»1E»#IA>M P Analyala *• Technology. Ii»t. DOUOHEfiTY. D J Division 
of Contracts FIN B-687J NBC‘03-B0-1 17. 00/09/16 4pp 

13770:260 


S203030239 Notification of ACRS Subcommltt* r 800100 meeting In 
Ueslilngton. OC to discuss sensitivity of OtVJ NS03 design to 
transients. Tentative detailed schedule encl 
NULLER. R. ACRS - Advisory Corunlttee on Reactor Safeguards. 
79/13/28 ETHERINOTON. H ACRS - Advisory Committee on Reactor 
Oafeguards. 4pp 13764:360 


9303020343 "Human Factors Reviews. "FYRl NRSN grogram brief. 

FARMER. U 8 . 0AVI08UN. E NRC - No Detailed Affiliation 01 van riH 
A-6119 00/13/31 Ip 13769 003 


13769 132 


--D20303037B Reguesis 601003 meeting to solicit viewpoints 6 opinions re 
NRC operator licensing orgaoliotion 

DAVIS. T Analysis t Technology. Inc NRC-03-00- 1 1 7 B0/09/OD 

STELLO. V Office of Inspection 6 Enforcement. Office of the 
Olroctor. Ip 13770 305 


--8303030380 Forwards “Heactor Vessel Water Level Signal Corpensotlon 
for Semtscale Tests." providing Info necessary to convert 
differential prassure transrst tter outputs to actual water 
level Hevleu requested 

LYMAN. W 0 Westinghoute Electric Corp FSO/SHE-306 80/10/31 
HON.A L NBC “ No Ostallod AffUletton Given Ip 12763 134 


--B2O3O3O206 Forwards Reg Oulde I 141. "Con ia inrent Isolation Rrnvlslor.s 
for Fluid Bye." 1. notice of Issuance Comments 6 suggestions 
from public ancoui-aged W/o ends 

HINOOVE.R. Q Office of Standards Development. Director 70/04/14 
DINOELL. J 0 House of Rop • Interstate 1. Foreign Commerce ip 
13736 307 


0203030344 Forwards mod to Contract NflR-O0-II7 requesting study of 
Staffing 01 program 6 qualification 6 training of asamlnars 
COLLINS. PF Llcansaa Oual 1 f teat Ions Oranch 00/06/36 
ORENtEA.OL . TRIPLETT.P . HANAUER. 0 H NRC - No Ootellad 
Affiliation Otvan Ip 13770:364 


0303020343 Forwards Uorllng Papar C for Rag Oulde EM 709'3. 
"Containment Isolation Provisions for Fluid Bys. " endorsing 
ANSI 8td N271-I976 Resolution Of public comments necesoarg 
prior to am tabltshmant of regulatory position W/o ancl. 
ARLOTTO.O.A. Division of Englnaarlng Standards 77/11/02 
FRAL6V.R F. ACRB “ Advisory Comoilttae on Raactor Safsguards. Ip. 
13736 280 


— O3OtlO2O207 Submits presentation schedule for Topic q of 

■■ Inetrumentat ion for Detection of Inadequate Core Cooling" 

at LOFT/utlt technology transfer SOlOlO"*)? msetlng 

HUANO. r Core Performance Oranch 90/10/14 PHILLIP6.L Corp 

Performance Oranch Ip 12769 141 


--03O3O2O29O Requests UOIOOI meeting to solicit vtegipoinCs re NKC 
operator llcanelng organlfatlon Meeting w/resldent 
Inepectore at Millstone 6 CN Vaniee plants should he 
arranged for 001006 

DAV1B. T Analysis t Technology. InC NRC~03-B0" 1 17 00/09/08 

ORIER.O.II Region t. Philadelphia. Office of the Director Cpp 
12770 286 


-8303030390 Request for procuresient action NRR-00-1I7 esecuting mod to 
"Study of Raqulrements for Operator Licensing." 

OREHTER.B.L, NRC - No Detailed Affiliation Given FIN B-6071 
BO/06/30. 9pp 13770: 363 


--0203030391 Advises that reg guide working paper. Draft l.dtd 770711. 
"Containment Isoletlon Prouiolons for Fluid Sye. " has been 
rsvltwed No comnsnts 

REINMUTH. 0 W. Division of Raac tor Construction Inspection 
77/00/16 KEMNE.NU Y I . N Assistant Director for Oenerat Eng 1 ueor iiig 

Standards Ip 13796 3C8 


-B303030397 Approvae Analysla 6 Technology. Inc. proposal for completing 
Test B Of Contract NRC-03-BO-1 17 

COLLINS.F.F. Llcansaa Ouallftcattons Branch NflC-03-a0-i l7 
80/07/31. FOSTER. J M Technical Assistance Contracts Branch Ip 
13770:373 


--8303030293 Raquasts 801002 meeting to solicit viewpoints re NRC 
opsrstor llcanslng orgeni lation. 

0AV18. T Analyilf 1. Technology. Inc NRC-03-e0- 1 1 7 00/09/00 
DENTON. H R. Office of Nuclear Reactor Regulation. Director Ip 
13770 391 


8303030360 Working Paper B for Olv I draft rag guide. •■Containment 
Tsolatlon Provisions for Fluid Syt. " 

• Of fits t>f Standards Oevalopissnt. Olroctor. 77/09/20 3pp. 
18796: 8B6. 


-8303030363 Forwards cost estloiatat as proposed mod to "Otudy of 
Raqutrainonts for Operator Licensing. " 

BENNErrrS.P. Analysis 6 Technology, Inc NRC-03-80- 1 1 7 

80/07/31 OQOOHERTY. O. J Tachoteal Assistance Contrects Branch 
3pp. 13770:376 


6303030364 Forwards marked-up version of Working Paper B for Reg Ouldr 
EM 709-9. "Containment leolatlon Provisions for Fluid 8ys, 
dtd 770930 for review. Comments requested by 771007. 

KCkWCnOYt.M. Aiststant Director for Ceneral Engineering Standards 
77/09/33. THORNBVRO. K. 0 Otviilon of Reactor Operatlone 
Inepectlone. M08ELY. N. C. Division of Reactor Construction 
Inspection. MATTSON.R. Dlvltlon Of Systems Safety. 7pp. 

13736 391 


— 6303030394 Informs that Items listed in encl are being eent for rrvlsu 
under "Detection of Inadequate Core Cooling Program " 

Items 14 6 19 contain proprietary info.prr 10CFR3 790 
JOHNSTON. U V Cura Parforranca Branch 80/10/07 ANDERSON. J L 
Oat Ridge National Laboratory 3pp 13769:142 


--0303030296 Forwards rag guide working papar. dtd 770711. "Contalnmrnt 
Isolation Provisions for Fluid Sys* " for review Comments 
requested by 770013. w/o encl. 

KEHNEMUYI.il. Assistant Director for General Engineering Standards 
77/07/30 HANAUER. SH Office of the E«ecotlve Director for 
Operations. LEVINE. 6 Of dies of Standards Devslopmsnt. Director 

DRIER. B. H Division of Reactor Operations Inspections ip 
12736 309 


— 0303030S98 Advises of Invitation to make presentation in Topic 4 of 
Inst rumenta 1 1 on for detection of Inadequate core cooling in 
LOFT/util technology transfer 001016-17 foeettng.psr 
B00926 tel con. 

HUANO.T L Core Performance Branch 80/10/03 LYMAN. W 
Uesttnghouse Electric Corp. BAILEY. P Electric Power Reseatch 
Inetitute. WE8TH0VEN. J Com.hustlon Engineering. Inc Ip 
12769 144 
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-630303C00I Sue-nara cf GOIOOO meeting u/H.ma„ Forfar. 
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-6303030003 ror..ar«t P«<.7 Or, ft Criteria for 

'PWCIis a‘j ''“V"!'' Station ■■ 

13757 014 ' ttrlci t, Electronic Eogme.r, jp 


Cetijii of Control Hoo 


of Control Hoofs Corplei for Nuclear Poiasr Oenorottng * 
Station ” Affirmative vot* roc oirnnoniied. 

SAOVKOLT.D J Ageietant Director tor Ouaitty Aeeurante t 
Operatloo, 76/07/33 WILLJ Am 0. F. J Olvlilon of Propel 
Monagemsot. ip 13737- |40_ ■' 


— 030303C033 Coinirooto on pragoaod lEEC 3A7.0r»ft 40, "Crs tirii 
of Control floon Coriplei for Nuclear Houer Oenorating 
Station •• St<f give, i»ln t v«ry g«n<r«l guidance for Oeiitn 
room corsplei Std u*efvlfie*e Is quoit lonahlt 
SrRlOlir.fl Light Water Heactore Oranch 3 79/07/14 

M1UL1AH0.F. J nivteloii of Project Managemint. 3pp I37J7 iis 


--030J030033 Comment • on ICEE 367. Draft 40. "CnUrla for Otilte cl 
Control Room • Suggeete that propoeed etd uee guidance free 
Branch Technical Poeltloii ABO 9 5-1 re control room flrt 
protection AJ Bpurgin undated Itr to OF Bulllvon and 

Aeilitant Director for Plant Syttemi 70/il/5» 
HOAR 1 SO.s|. W M Aeeletant Director for General Englnetrlsg 

Htandarde 4pp 13737 132 


830M30037 Forwards review cummenti re propoied IEEE Std J07.C’i'ii. 
"Criteria for Design of Control Room Comp la> for Nuclear 
Power Oenetatlrig Otatloo • 

Aoi^h^r”'" Aaeletant Director for Bite Analysli 70/06/07 
ARLOtTO.O A OlvUion pf Engineering Btandardi 3pp iJltl 


-.uuuuuuaT naviees Chat IEEE Btd S67, Draft 40, truena ic. . 
Control Room Coeplei for Nuclear Power Generating Statics.* 

.Sal taen riviewad Supports affirmative vo te. Commenti 
accompanying D Tondi negative ballot else I 

rm/nr ^ Olvlilon of Roactor Construction Inipictlbs 
B/07/17 AfluOTTO. 0 A A«4I slant Olractor for Osnerat tsti'O'-'i 
Standards 3pp 13737 I61 




-6203030034 Forwards comments on IEEE Btd 367, Draft 40. “Crllenf 
Design of Control Room Complei Oenerating Btatlon " 
esolution required to change recommendation to affirmative 
®****9e Prom v Thomas to BulHvan eoc 1 
rn.na.Vi' ® ° Assistant Director for Systems & Project! 
13757 164 ^*^®***®'*^ Division of Engineering Standards 3ff 


6233030003 Xlraft 4M. 
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» Institute of El 
I7pe 13757 035 
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--0203030006 "C 
note end 
• ARC - Ns 
1373? 060 


ontrol Room Deiign. Nuc lear Peuer Pleats 
Ortalled Affiliation Olven 79/07/36 
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30pp 


- -8303030006 Draft 4C. 
Nuclear Peuer Genera 
• Institute of Elec 
I3pp 13737 091 
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ting Static 
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ttonit 


oP Control 


Co<np 1^1 
70/05/15 


Por 


->8^03030010 Torg^ards Oropot»d IEe£ Btd «(a .7 

0»^l9n of Control Poooi CompU, for NudeAr^P^ "CrittrU for 
station. - for review Review rio^.M^rn 
Technical essigrmant control form t r tl-'® end 

ARLOTTO, C A Dlvuion of Fn-iAl ‘ «c'«ent sheet end 

HANAOER.S Office of thl|,j‘uuvl"n.r"’'"'"‘'* ’0^07707 

LEVINE. S Office of Nuclear R^,‘^!,°r*u‘°'' "f'-ftlons 
MCSELEV.NC Division of Reactor n. '' Olrettur 

13757 106 *' Rractor Operation, Inspection, 4pp 


nnsi. . ^ 0WU**Urff UY «( liT tO UOiMfVP • 

*J I* l^"ve*Aol liquid lov*! d»t«< tor. C «c erp it ffo<n 0*1^ 
V need two phase flow 1 nt tr umana t Ion program quartady 
unm*!*** °‘^t-0ec 1979 f. lists of attaodees end 

c.«, ...L” Separate Effecte Reeaarch Branch 60/05/30 
POLL IVAN. L H Separate Effecte flaeearch Branch 30pf 


1376! , 


we Engineering Boc Nuclear Power Engineering Co.smlttee 
fltn..,® 8c-l 2 In Chicago, IL rs lEEG Btd 566-197? 

nn/nne^o^’'^ Institute of Electrical «. Elsctronlc Engine# 

13757 |7| *'>»**»«»• of Elactrtcal Electronic Engineer! 

-0303030043 Notifies of 000230 meeting of reorganlied IE6£/Ho‘‘ 
to/rr En^lnetrlng Conirltte# Morklnp Oroup 9C-1. 2 1 ji ChK^P®' 
1..:! 566-1977 Ll*t Of •ip^ctecf attmtft**. 

Phiaooc^t*^ 366-1977 6 handwritten note enel 

^ ” Institute of Electrical 6 Electronic Engl^ 
ao/03/H rtlNOOUE.R 0. Office of Standards Developmsnl. 0* 
w9pp. 13797: 188 


tlta*-" *” Ifll'-S task action plan, per fl Meyar reqoaet.No 

esfonsibtiity forteeable for any Item w/Reaetpr Fu*lt 
"““"A" “'••'’t mamo end 

RUBENSTFm'^ Performance Branch. 90/04/08 

E STEIN, L 3 Assistant Olractor fpr Cora i Contaln'ient S« 
ispp 13765 397. 


IMONDOCKETED ITEMS 


481 


-&?(»030£>57 “Hunan Factor* Retj ' for deolgnrrt of rlectrontc support 
aquf pmant 

* Lo< Mtoillee (• Spac« Co Lacthoed Aircraft Corp > 

91/00/04 94pp l?73B 164 


6203030060 "Oraphlc Oitplayt. ' htinan onginoertng guldo for using color 
in CRT cocinand 6 control display* 

SnfTH.O L LocfcPord Kissilr* b Space Co Isubs Locbhped Aircraft 
Corp J 70/12/31 41pp 12730 318 


•9203030 1'JO C>pr«s««s tha<;li* for vendor training staff interest t> 
support during recent training survey tram visit 
DAUtS. r Analysis & Tecr.nolcgy. Inc 80/03/20 ualTEK.P 
Coirbirstlon gngineorinq. lot Ip 137/0 331 


-'0303030194 Cipresses thanks foi vendor training staff intorost t- 
support during recent training survey team visit 
DAv/IS- 1 Analysts 6 rechroloyy. Inc 00/06/13 SClIOwAhO. 0 
Host 1 nghotis e Clectric Corp Ip 12 7 70 3 32 


-8203030063 "Human Factors Engineering Enhancement of Nuclear I’ouer 
Plant Control Roots " Pp 33l-363.Vol 21. No 3. May- Uune 1900- 
Nyclsar Safety Oumnar lies portion of tCEG study. ’Huiran 
Factors flethods for Nuclear Control Root. Design " 

SEMtNARA. j L . PACK.R U . SE 1 0EN8TE IN. 8 Lockheed Mtsslles 6 Space 

CO Isubs Lockheed AtrcToft Corp 1. 80/06/30 13pp 13730 3V7 


-9303030069 NRC outlines re de t ec 1 1 on- d 1 agno s i * t- attention of 
vtgt lance. 

UtCKENS-C. Illinolsi l/nlv of- Rockford School ot Medicine 
al/OB/04 9pp 13739 017 


-0203030070 "Oeter-nlnants or Coping Behavior Studied at CA Primate 
Research Ctr. •• Vol 4. No V-Research Resource* Keperter 
SHINER, 0. Health 6 Homan Services- Dept. of. OO/OR/aO 16pp 
12739; 026 


-0203030072 Notifies of 800913-19 second edition of NRC human factors 
engineering training course. Control rno-n task force 
cbectlist end 

GOLDMAN. P J Management Oevelop-nent 6 frainlnp Btaff 80/011/21. 
BCRKOM- H •‘lanagsmonl Anaigsis Branch 6CR0Q01N5. R M 
ACnlnketr at 1 ve and HesouTCe Control Staff. llfJO.P progran- 
Support Branch. lipp 12739 042 


-020303C097 fiegueste Info re number of eiams administered each yr since 
1973 for both flight controllers 6 coTmercial air carrier 
pilots- number of personnel luho pass on first attempt & 
nu-hber of personnel uho passed on nett re-ecam 
0AV18- T Analysis t- Technology- Inc 00/03/29 flUQBCR- L 
Eeder«l Aviation Administration Ip 12770.322 


-0203030103 Regueste Info re percentage of officers 6 enlisted pereonnel 
successfully completing Navy nuclear posier plant operator 
training program, In support of evaluation of commercial 
nuclear plant operator training program 

OAI/IS* T Analysis It Technology* Inc 00/03/39 Navy- Dept of 

Ip 12770; 323 


'8203030106 Gspresses thanks for Info provldsd re selec 1 1 on- tr al nlng 6 
gua 1 1 f 1C at I on programs for air traffic control !• airline 
transport pilot area* 6 •tatlstics on pass/fell retlos for 
tet-er operator fc transport pilot urltten eia-ns 
DAVIS. T. Analysis «. Technology- tnc 80/07/01 HUOBER. L 
Federal Aviation Admin 1 1 trat 1 on Ip 12770 324 


-6203330111 Espresses thanks for Info provided re airline Industry & 
training 1< certification practices t- support provided during 
recent visit Info mill be Instrumental In study on reactor 
operator licensing regulrements 

0AV18. T Analysis I- Technology- Inc 00/07/15 DAIlEV-U 
Federal Aviation Administration Ip 12770 323 


•8203030125 Agraes si/Comml ss lone r Ahearne 790709 memo re comparison of 
Msvy t- MAC/ industry training t< reguallf ic otlon programs, 
per SECV;-79-3300 

BRADFOROiP. A Commissioners 79/07/20 0033ICK,U.V Office of 

the Clecutlve Director for Operations Ip. 12766 325 


-9203030130 Responds to 790810 memo concerning NRC guidance given to 
licensees to ensure that operators took certain actions re 
Ttactor coolant pump* during LOCAs. I£ bulletin* (■ summary of 
790718 meeting ui/Bldl ounars group end 

DENTON. H R Office of Nuclear Reactor llegulatlon. Director. 
1EB'79-09A 79/00/24 AHEARNE. J Comnii sstoners 3pp 

13766 236 


-0203330195 Expresses (hank* for vendor training staff interest b 
support during recent training survey tear visit 
OA'.'tS.T Analyst'* V rechnalogy* Inc 80/06/13 JPNtCEIt.O. 
Oenoral Electric Co Ip 12770 353 


--02ODO3O196 Eipresses thanks for vendor training staff interest 8. 
support dur ing recent training survey team visit 
IIAVIS. T Analysis k Technology. Inc 80/06/13 ELl.tOT.N :> 
Oabcock !. IrJilcoc Cti Ip 12770 354 


— 0203030200 Et presses thani* for training staff Interest 1. support 
during recent training survey team visit 

OAVlB. T Analysis & Technology. Inc 80/06/30 JOHNSON. J 
Tennessee Valley Authority Ip 12770 333 


— 8203030201 Recommends consultant sve s from group of Navy rotirre* ti> 
revieui practices 6 policies on design c hanges. r eac tor 
d es 1 g ne. rea c t or* V requirements for operators 6 use of 
s Ifflul store. 

Ak'EARNE. J Coe-ulss lOoers 79/09/26 Office of the Etecutlve 

Olrot tor for Operations ip 12767 019 


--0203030210 Notifies that Analysis t Tec hno I ogy. I nt has heen auardrd 
Contract N.9C-03-00- 1 1 7. *Btudy of Requirements for Operator 
Licensing ** Draft I Ir to i-nBut c essf ul offerors enc 1 
.MFNCTER. N 0. Technical Assistance Contracts Branch 
NRC'03'D0-1 17 00/03/13 Co-smer t e. Dep t of 3p?. 12/70 356 


--8203030213 Responds to Co'-mi ss 1 oner action item on SCCY~79-330C re 
qua I 1 f 1 cat 1 one of reactor operators Concurs 
w/re t ommanda t ions 

DRAPFOHO. P, A Com.mlsslor.ers 79/10/13 CHILK.S J Office of the 
Gecretary of the Cormtsslon. Ip 12767 023 


---6203030216 Informs of 800329-30 site visit by Analysis 6 Technulogy. Inc 
to collect Info in support of NRC reasseasmont of 
requlreTCnts re se I ec 1 1 on. t ca i n1 nq 6 licensing of nuclear 
power plant personnel Cooperation requested 

COLLINS. P F Operator Licensing Branch 00/05/12 ELLlCJT.N 9 
Babcock t- Ulltos Co 2pp. 12770 339 


-•0203030221 Requests general criteria to be used in evaluating veqvetts 
from operating plants for ettensions on actions per 
NURE0-O378 ft analysis of Com-slsslon decision not to eitend 
Implementation dotes Response requested by 791109 
ORAOFORD.P A Comr i ss i oner s 79/10/12 DEnTON.HR Office of 
Nuclear Reactor Regulation. Director Ip 12/67.024 


--Q203030223 Informs of 000603-06 site visit by Analysis 6 Tech nology. | nc 
to collect Info in support of NRC reassessment of 
requirements re training 1. licensing of nuclear plant 
personne 1 V 1 s 1 1 villl be coordinated iv/Oresden site visit 
COLLlNQ. P F. Operator Licensing Branch HO/09/12 JANOCEK-D 
Osnerat Electric Co. 2pp 12770.361 


— 6303030225 Requests decision on uhether or not const on D6U plants 
should be atloued to continue 

AHEARNE- J Commissioners 79/10/25 Office of Nuclear Reactor 
Regulation. Director. Ip 12767 023 


•8203030220 Informs of 800319-20 site visit by Analysis t- Tech nology, I nc 
to collect Info In support of tlRC reassessment of 
requirement e r* tel ec 1 1 on, tra Inlng & licensing of nuclear 
pouer plant personnel Cooperation requested 

COLLINS, P F. Operator Licensing Branch. 90/03/12 HAUiER.l' 
Combustion Engineering, Inc 2pp 12771 001 


-6203030140 Requests briefing addressing changes that ntaff Intends to 
Irak* re .NRC approach to control room design Briefing 
requtstad by 791003. 

AKEAflNE, J. Commissioners 79/09/18 Office of the Esocutlve 
Director for Operations ip. 12767 OlO. 


-6203030194 “Study of Requirements for Operator Llconsing, “ luarksheet 
for technical aoslstanco project identification Study 
justified under NUREO-0737, 1 tem l.A. 2 re training t. 
qual 1 f t cati one of operating personnel 

CDLLlNS.P. F Operator Licensing Branch FIN B-6871 60/06/17. 

2pp 12770:349. 


--0203030232 Advises that const df Bt-W designed plants should bo 
permitted to continue In response to 791023 request Addl 
const uiill not make Foreseeable changes Infeasible 1- ulll 
not prejudice any health & safety decisions 
DENTON. H R Office of Nuclear Reactor Regiilatton, Director 
70/10/26. AHEARNE. J. F Comm 1 ss toner* Ip 12767 026 


--02O3O3O237 Informs of 900602-04 site visit by Analysis 1- Tech oology, Jnt 
to collect info In support of NRC r eatses scient of 
r equkr sments r* training t« licensing of nuclear giant 
personnel Visit ullt be coordinated yi/21on site visit 
COLLINB. P F Operator Licensing Branch. 00/05/12 SCHOl.AND. 0 
lies tlnglious e Electric Corp 2pp. 12771-005 





--9703030293 Re tpondt to ituodtlons r« projres* on UnrPtolv’Od 

Sofotv I»iO* A~17 <SCCV-7R-409A* co(«erntng %gt 

intertoc 1 1 on«. 

• Co~.ff i\ti cnoT4 79/tty97 AhEh<4NC.J Co‘*<T>t4t voi>OT « tp 
13767: 030 


--0303030269 Lift* lt«ue« to bo diKuoood ot 001107 neoCtng.psr 801031 
tolccn. 

SiaSON, 7 R Conititoionsro 00/10/31 OEVDUMO.n C Office of 
InopoetUn 4 6«7ore*i>-«nt. Qf/tco o/ tbo Olroctor Ip 127*/ 037 


-0903930390 OI«cu«>»* ICEC concern* re develop/>ent ot re]t«btlltv 
ettPieient .retbodolotg Sutgett* ditdfn^tlve propocal for 
pttjTftK T etppn^l b I It t^) Oevelopnont of Atthof for igste'-otlc 
probabl 1 1 tt Ic rltk d*<et«<r*nte of nui l««r pcuar pldntt <nc I 
OOREN. R. >1 Institute of Electrlcdl & Electronic Engineer* 
80/09/10 BERhERQ-R Rrobet 1 1 1 1 1 1 C Andl^its Steff IPrt 801119) 
8 pp 137*7 043 


■630303029S Atvtoo* tSat Co*rail**ton b** eppravtd REP P.S-NRR-E0-*138. 
"Tachnicdl Atelttence In Support of K'RC Operating Reactor 
Llcenting Action (pfOgran J I ) . " SEC/-0O-3‘)3 

CHILK.G. J Office of the Secretary of tte Cod.itl 1 1 Ion 80/07/30 
DtnCHS.U. J Office of the Ctecutive Director for Operations Ip 
137*7 OtO 


-8303030397 Reccoirendo againtt Co'eriiiton tn dorooeient of 8ECV-(70- I 39 a. 
-NRC Enforc e.-.ent Prograei- ** for use on interlei taste 
Bubetantlal cc<i>'ent« eubrltted 

IJAKRARAN. E J Office of Pol 1 c g Eva 1 uatlon* BICdWM.L Office of 
the Oendral Coueocl 80/09/03 AtlCARMEi J P > Oll-tNSKY. 0 • 

HENOfllE. JK CpAAldtlorert 6pp 13767 031 


'6303030303 Re (pond i to 800304 Itr requesting info on statue of IfRC 
offers t* gain release of Ueetlng*ouse data on turbine 
cracking 4 aseessnient of adequacy of lOCf'RSI reporting 
requlrenente 

OICAUtT.L Office of tbe Oeneral Counsel. 80/04/34 RaOEII.O.N 
House of Rep-. Oovernment Operations 3pp 13767 063 


--0202030309 Foruards HE CNogko 800310 Hr transeltStng 0 Hager 000304 
request for sddl Info on f47C affort to obtain Ueetlnghouee 
data re turbine cracling 4 on adequacg of lOCmsi reporting 
requt reinent e Input requested *9 900334 

CAti)*BELl.> W £ KRC - Nb Detailed Affiliation Olven. 80/03/18 
THQRMDOflO.H 0 Office of Inspection l> Enf ore ement. OfPtct of ttiu 
Director. CUNWIMOMAM.O . FufJRAY, J Office of t*e Eiecutlve Legal 
Director. Ip 13767 060. 


--8303030314 Poruardt JA Sullivan B&&801 Itr tranei-i ttlng modlf Ipd 
coenents On BECV-00-139 re NPC epforcenent program discussed 
at 600319 meeting CcA'^ints utre (onstdered In revising 
proposed enfaresAent policy. 

37ELLO. V Office of Inspection b Cnforce.'ient. Office of the 
Director 80/00/37. AHEARNC. J F. . (SIUIheKV. V. . HEHORlE. J li. 
Commissioners lOpp. 12773:369 


--B30303033I Poroards (verarg of all staff position re contolmment 
Isolation. par rsquee t. Sumnary provides uortlng paper on 
bhlcn future diecusslons may be based U/o encl 
|*£nntOAtf. J Plant Sgstemt Brancb. BD/01/S6 EiSCKIHUf.D. O 
Division of Cpsratlng Reactors. Ip. 


— 03D3030345 Foruards 791818 4 1 1 15 mfnos re SinuJator 1 iail tetl one* 
possible operator training errors 4 Ofc of Nuclear 
Regulatory Research investigation concerning range of 
stcutetor opp t tc ab 1 I 1 ty 

TONO.L 3. Analysis Devaloppsnt Drench 79/13/17. llUftLEV* 7. 
Division of Reactor Bafety Rtssarcb Ip. (3771:100. 


— 3203030346 Re CQicmsnds Investigation rs sloiulator limitations 4 
possibility of operator training errors 4 assesinent of 
fardbacb that would rake simulators mare appltceble 
LYON. W C Analysis Developsaot Bronc* 79/11/15 FABRIC. 8 
Analysis Development Brench. Ip 13771 101 


enc I 

e NRC - ho Dotal led Affiliation Olvpn 78/C9/I9. NRC - »•> 
Oototled Affiliation Uiven 3pp 


--0303030336 Forwards Dtd N271-I976 re containment Isolation pronll. 1 
for fluid tys Cormonts requested by 760030 M/o encl.l/alup/ 

Impact statement encl 

HEmnENOVI. H Assistant Olrectoi for Oonerel Enginetring 8 tar|i>H 
79/08/0* KNUTH. 0 F . H AN AUER. S H . ME INC HAN. R E NRC - 9c 
Ostallsd Affiltstion Otvsn 3pp 13736 351 


-'-0303830396 Re vt eus Btnger-Llnli Corp 4 Electronics Atsoc lata*. I' c 
thermohydra ullc modeling techniques employed In nuclear 
power plant tralnlnj simulators Tschnlqut* fall to slni/lati 
PUR lOCA procasse* for any site break 4 location. 

FA 8 IC.S Analysis Development Orsnch 79/13/37 HUAlbV. I ( 
Division of Reactor Safety Research 9pp 13771 108 


--6303030363 Forwards draft Commission paper on OfC of Nuclear Pegrlsiir) 
Hestortt plans 4 r*toi».m*n4atton* re dsvelopmsnt 4 
acquisition of simulators for ARC use 

fabric . 8 Division of Reactor Safety Resiarch 60/03/11 

TONO L B Division of Reactor Safety Research 13pp li'f/l HJ 


"-63030303*4 BuT-.ary of 000319 meeting v/Ouad re a/Bi ngar - Lint In 
Bctheida.HO re proposal for cooperative pfogrem for 
cooperative program for devleopment of operational safety 
fl*'u)etor Attendance llet encl 

FAOtC.B Anelysis Development Branch 80/03/3* TONO L 0 
Division of Reactor Bafety Reeearch. 3pp 13771 133 

-'0303830368 Forwerds draft ueer need Itr for etmulators t* eupfdri 
regulatory 4 reeearch functlone Suggeets meeting to devclcf 
consletcnt poeltlon 

SULLIVAN. L H Separate F.ffecte Research Branch. 00/02/1 1 
TDN 8 L 8 Division of Reactor Safety Reeearch 10pp. 13/ HR") 

--0203030371 Coir.^fthtt oa H Solliv«n draft riamo f# ui« of 
• l^'ulatort. A1 1 fttnulator laauat «rf not o of f t c Ion 1 1 V 
to warrant utar nead Itr ^tc o/ita:»nda craal> ttvdv prO(|ra^ 

%lihu\atOT liriitattont 

FABRIC . 8 Analysis Development Branch 80/03/0* 10N8.1 0 

As%l«taiit Director for Uatar Raactor Safetg Ra%aor(^■ 3pp- 
13771 1 3a 


--0303030375 £PRl Nl»-309 

Foctort flavtam of Nuctaar Power Plant Control ftdoia 
Caaign* *' final rapt. 

BETMINA^AeJ L . 002ALCZ.W R . PARSONB. 8 Q LoclAaad MUtilt* » 
Space Co isuba LOckhaad Aircraft Corp. ) 74/11/30 OSOpP 

13747 091. 


--03O3O3O393 Etpreaaaf thante for opportunity to praaant ee^pdnV 
operational aafety slr.olater dorlnp Feb 1900 roretlno. 

KENNEOVeJ. P Mwclear Syttam BO/04/15 FASniCr 8 Analypl* 
De^'^e) op*ant Branch 2pp 13771 17Q. 

--03O3O3O397 Recofnmande eelectlon 8 > devalopfl>ent naw aye co«p«*tar 
which would be deaipned to tata advantage of high apietf 
coreputing capabllltlee of AO-lO co^aputer «t e j 

HOUTB. H Brookhaven National Leboretory 00/07/02 
Office of Mvtlaar Bayvlatory fteatATChi Olrattot. 4pp 13/71 I 

—6283030401 Notifies that lab has contactsd Link Olv of Singer Cob 
Electronic Assoc iates. Inc re providing Interface 4 linkage 
betueen control conaole signal* 4 AO-IO digital sys Both 
firms Interested If funding Is available. n -zi i o 

KATO. U V araokheven National Laboratory, 80/09/17 IDN 8 . L V 
Dlvlslnn of Reactor Safety Research 2pp 12771:198. 

--8203030433 Advln* against dropping Idea of research review greu# 
Improved %tr\>letoT%. Buggeele ve* of pereotMvel ort tE£E panel 
in 1901 

HUflLEV. T Dlvieion of Reactor Befety Reeeerch. 03/09/34. 
FAStC'S Anelyele Development Branch. Ip t277t,SOO. 


..0203030444 Forw«rd» PV8I projrAm brief for FIN A-3337. "Bliruldtor liodp) 
Evdludtlon ( lirprovomont Progrjip •• Requobts add) funding to 
purchatf AO-IO computer. Magoi ln« article re eppllcetlona of 
dlcr opr oc e 9 • or t one I 

FaBIC.S Olvleton of Reactor Safety neeearch FIM a-3337 
eO/09/a* MURLEV- T e Olvlilon of Reactor Befetq Heeoarch 5pp 
12771 20t 


,.0203030499 Draft “PlrJR Training Gliru la tor, Eva tuatlon of Theraiophydraul I c 
Kalelt (or Hein ateaxi Supplq 8q« " Onlq odd numbered page* 
end 

MULFF.W Brookhaven National Laboratorii FIN A-3227 BO/OV/30 
25PP 12771 307 


—8203030910 FVai program brief. "Oaf etg'Related Operator Actlont. “ 
• Olvltlon of Reactor Bafatg Retearch. FIN B-0431 80/09/30 

ip 12771 233 


--6203030921 Foruardt el Idee u»ed In B00909 meeting In 0ethe«da.M0 re 
prop 4 «ed lab approach on elmulator reeponce cbarac t er I e 1 1 ce 
teek for NRC Dlv of Stde.Flret meeting u/ tube on tree tore, 

Ocntral Phvtict t. Franklin Ratearch Ctr elated for Oct t9B0. 

HAAS.F N Oak Ridge National Laboratory 80/09/17 faRNER. U B. 
MC - No Detailed Affiliation Olven Ip 13772 008 


--8203030933 Notiflaa of working taaie on einuletor ratponee 
cberac ter 1 1 1 1 c t 801201 meeting at ORNL. Pr opomad agenda 
enc 1 

HAAS. P N Oak Rldga National Laboratory 80/10/07 
SELSIERLINO, C Franklin Ine 1 1 tuta/Frank I 1 n Ratearch Canter 
KOZINSKV.E J. Oenaral Phyelce Corp 2pp 13772 020 


--8203030939 Forwarde eummary of 001202 elmulator raeponee 

Chirac ter It t Ice working group meeting. Open literature rapta 
re tlmulator tpece 4> performance verflcatlone were 
ditcutead. 

HAAS.P H Oak Rldga National Laboratory 00/12/22. 

FARHER. u B ,C Plant Inetrumantat I on. Con trol It Power Sytle/ne 
Drench 6pp 12773:022 


--8203030997 Notlflee Of 801000 meeting /M)C In Dathaeda.flO to dltcute 
NRC review of taf ety-re latad operator actlone program 
vttual aide planned for uea at maatlng raquactad by BOlOOb 
HAAS.P. n. Oak Rldga National Laboratory. 00/09/30 JONES. 0 U 
HUhlgan State Unlv. KOSINQKV.E J Otnaral Phyelce Corp. Ip. 
12772 030 


—6203030969 DIteuttae flndlnge t< eubeaquent actlone emanating from 
Severe Accident Sequence Analyele ISaSA) meeting. Including 
Identification of 0A8A charter I, c one 1 1 tency, prob lame to 
data ii plan for future action. 

OIBALVO, R. Operational Safety Ilaeaarch Branch 80/09/17. 
HlIHLEV, T. E. Olvtelon of Reactor 8afatv Raeaarch. 7pp 


-•0203040049 Bubmlte 001203-09 wlntar etmulatlon confaranca call for 
papare re dlecrata 4. combined eye elmulatlone. 
e Energy, Oapt of 80/11/30 UlEBE. J 8 Reactor Syetame 
Btandarde Branch. 2pp. 


— S20304QQ99 FoTwardi eummary of 801021 meeting re commer ical nuclear 
pauer plant elmulator raeponee charac tarl etice. Llet of 

tttendaae end 

HAAS.P M Oak Rldga National Laboratory 00/11/07 FELKINO.L 
Hemphie Stata Unlv PRASKIEVtCZ. J Oenaral Phyelce Corp 
FErERSON.K. Analyele 4. Neacur ement Scrvlcee Corp. 9pp 
U774 170. 


--8203040079 Forwarde reg guide, “Nuclear Power Plant Siniulatore for Uea 
In Oparator Training, " andorelng anc 1 draft ANB 3.9 
HDRRtSON. kl. n Aeeletant Director for Oenaral Engineering 
Btendarde 80/10/31 CumjNOHAfi. 0 Office of the Etacutlva Legal 
Olractor ip, 12774.178. 


•6203040090 Forwarde prallmlnary comment# on draft AN9 8td 3 9. “Nuclear 
Flant Blmulatore for Uee In Operator Training " 

SCARBrouoh, T. Reactor Syetame Btandarde Branch. 79/13/38 
"tCBE, J. B. , WENZtNOER, E. C. Reactor Byctame Btandarde Branch. 

27pp. 12772; 143, 


■6203040096 Forwarde commente on draft revteion of AMS 3 S. ”Muclear 
Blmulatore for Uee in Oparator Training. 

KASPER, A R Amarlcan Nudaar Soclaty 79/12/17 ELLIOT.N.O 
Babcock tt Utlcoi Co 33pp 13773:189. 


8203040096 Flow chart for work on propoead Rag Oulde 88-110-9. 
IS772%4 b*^° Datallad Affiliation 01 van. 90/09/30. 12pp. 


6203040100 "Computar-Baetd 6y» to Aid Oparator to Survey Statue of 
Heector Safety Bye In BHfle. “ 

Norway 79/12/31. 10pp. 12772- 260 


8303040104 Narked-up "Nuclear Power Plant Simulator for Uee in Operator 
Training ” 

• Arerican Nuclear Society 79/11/39 9pp 12772 270 


6203040113 Forwarde com-iante on ANB 3 3, "Nuclear Power Plant 
Simulatore for Uee in Operator Training " Probleme include 
how to implement guide w/o putting training cCri out of 
bue ineee 

UtEOe.J 9 NRC - No Detailed Affiliation Olven 79/11/22 NRC 
- Mo Oftolled Affiliation Olven llpp 13772 273 


-0203040117 Forwarde draft of revlelon of ANG-3 9-1979. "Nuclear Power 
Plant Simulators for Uee in Operator Training." for review 
Coir-nants should be discussed at Dec meeting 

UEOER.tl O A.nerlcan Nucleer Society 79/11/20 Amai'lcaii 

Nuclear Society Ip 12772 300 


-6203040122 Advisee that conclusions S. results of study by ORNL/Nemphls 
State Unlv re "Slirulator Training Practices" will be 
presented at 791114 meeting In Silver Spring, MD 
Farmer. N S Division of Reactor Safety Research 79/11/09 
MORRISON. U Office of Standards Development. Director BFCKIIAM. |i 
Office of Nuclear Reactor Regulation. Director STONE. J Office 
of Inspection 4. Enforcement. Office of the Director 2pp 
12772 328 


-6203040127 Comments on dreft reg guide, "Nuclear Power Plant Blmulatore 
for Uee in Operator Tralnliig * 

a NRC - No Detailed Affiliation 01 van 00/09/03 N»C - No 

Detailed Affiliation Olven 3pp 12774 376 


--6203040129 Forwards proposed revision of simulator std Changes Include 
elimination of grandfather clause adding core physics 
testing 4* operator conducted surveillance teste on safety 
sys to normal plant evolutions 

ELLIOTT. N 8 Babcock 4, Mllco* Co 79/10/30 Airarltan Nucleor 

Society 2pp 12772 329 


- -0203040 1 33 Notification of 800909 meeting w/ORNL 4c Franklin Research 
Inst In Qathesda.no to discuss ORNL 800901 study of 
simulator raeponee characteristics Program brief 4, 
attendance llet enc 1 

farmer. N S Research Support Branch (Pre B011I9) FIN 6-0421 
00/0B/3S UENZINUER.E C . NERSCMOFF.E . RICMAROSCN.S Office of 
Standards Oevelop.'sent. Director 4pp 12774 279 


--0203040136 Requests Initiation oP procedures for release of droft trail 
re AN8 4 9 8td, "Functional Requirements for Post-Acc Ident 
Monitoring Capability for Control Room Operator of Nuclear 
Power Oensratlng Station " 

MATTSON. R J TNt-3 Lessons Learned Task Force 79/09/34 
UE8SMAN. 0 L Oenaral Atomic Co. Isubt of Oulf Oil Co. ) Ip 
12772 331 


--0203040137 Requests transfer of FVGO fund* from Ofc of Stds Oevelopmenl 
to Ofc of Nuclear Regulatory Rasearch for work in simulator 
tachnology 

HINOOUE'R B Office of Standards Development. Director. FIN 
A-90494O) 80/08/19 aARRV, L Office of the Controller 3pp. 

12774.203 


--03O3O4OI43 Forwards info on Maiden disturbance analysts sys 
BENNETT.O NRC - No Detallsd Affiliation Olven 79/06/27 

MILHOAN.J NRC - No Detailed Affiliation Olven 2pp 12773 332 


--0203040149 Forwards JL Tylea trip repl to Ha 1 den, Norway on 790423-2'/. 
per 770311 .•nemo. 

TILLER, n E Energy. Dept of 79/06/19 HAVES. M fl Division of 
Reactor Safaty Research 3pp 12772 334 


— 8203040146 Stde 4i procedures newt 1 e 1 1 er , Uo 1 9.Number 2 re strengthening 
voluntary stds tye 

HARRIGQN.T J. Instruirent Soclaty of America. 80/06/30 12pp 
12774- 297 


—8203040193 Forwards proposed draft reg gul d es, endorsing ANS Stds 3. 1 4. 
3 9 rs nuclear power plant slmulatore for uea in operator 
training. Rag Oulda 1.6 will be available In appror 1 month 
NIEDG, J 8 Raactor Systems Standards Branch BO/09/13 CtUIAH.R. 
Library of Congraee Ip. 12774:313 


--B203040194 Papar entitled "Functional Description of Disturbance 
Analysis Bye for Oraf anrheinf el d Nuclear Powar Plant," 
presanted at 760603-09 meeting In Loen, Norway 

OMRE.F. . PEUHEU.U. Germany. Federal Ragubllc of 78/06/09 I9pp 
12772 337 


--9203040190 Forwards OR Burdick trip repl to Halden, Norway on 790929-30, 
par 770311 memo 

TILLER, R e Energy. Oept of 79/06/19. HAVEB.flH Division of 
Reactor Safety Research. 27pp. 12773 001. 



caococK Miicoi «.o 


irfpp 18775 2B7 


Irairnn;.' (or us* )'■ Pra^t rap pcKC.in rtspont* to 8003t3 
Itr 

klESS'tA't.O L A»rricar (luclaar Socttttj 60/04/39 MAIISO'^.n J 
MPC trra* Hila tstanS Iasi Fore* Ip 15775 074 


- -8503040'. fcQ Fctwards <J<l>7w loaconts »» natloar trsinin) sl^ulatoto 
Rac co-rrHat lent tooulc te dlttuttaj prior to ACRS ratttnj 
* KPC • Ho Oatall«4 AP7|)latlon Givon 89/04/17 HRC - No 
Oatallte nt 7 1 1 tail on Oivrr 5pp 12775 075 


B500C40I73 Cor-antt on Appt A J, S to a0982(> draft AN3 StJ 3 5- -Mot U- at 
Peu*' P3art Sirulatois for Ut* In Operator Tratntn) " 

F.aCvHOLT.O J Attittant Dlrartcr for Ouallto Atturance S> 

Oporatrorvt 80/03/31 UEMllN'tR.C C Baactor Sottar,t Standards 
Bran;r 3p p 15775 I2l 


— 6303040177 Forward t 800384 araft A'.S Std 3 5. "NucUar Pooar Plant 
Siirulatort for lire in Oparator Iramto]. ■ for ravteu & 
taWot Py 0C05Cfe flaviaia of ballots ..ill to conduclad during 
800550-55 AaatmG m P 1 1 1 tt ur gh. PA 

UEB£R< M D American (/.iclaar Society 80/03/58 Aioarlcan 

MucVaar Sreraty Ip 13775 123 


— R203340178 Oiractt Oft of 3tdt Oaualopwanl divt route all 
c crrptpcnderc a re use of progra.t Support funds througli 
Progran Support Oraneft for pr a 1 latioary approval 

ntilOjvt.8 C. Cffice of Standards Oevelopeant. Olractor 80/03/15 
Offica of Standards Oava I opr^ant. Director ip 15775 i89 


fiOSSER. « M . HAY. I 


— 9503040519 "Perforiranc* Haast/renaiit 9ys for fralnlng Slfflylattri.' 
presentod at 790404 conference 

PRASKtEVIC7.J . K05INSKV.E_J electric Poiuor Sesearch tnsllt.tr 

79/04/04 36pp t5773 144 


- 8303040221 fleituest* that draft AN8 8td 3 9. "Nuclear Power Plesi 
SlDulatora for Ifse In Operator Training." be scheduled for 
release by 800419 

aPLOTTO.G a Olvlslon of Englneerlog Qtendards 84/01/55 
('ALLAY. J P Electric Power Research Institute Ip 13779 337 


-8303040354 'Go You Thlnli You Need Sloiu la tor . " presented at 790491 
conference 

HAUeO.R M . HESQueR.R . MACAHIHUR.N J GloctronU AssocUtss. 
79/04/04 I4PP 12/73 173 


-8303040554 "Ther<n8l Reactor Safety Coda Oeve I opnient. " FYSO UR&t prt|‘ii 
brief 

IMBGN.N Otvlslon of Reactor Safety Ross arch HALL. R G 
Oroothavan National Laboratory FIN A-3014 79/15/31- 9pf 

15775 393 


— 0503040339 "Verflcallon of Coirputar Slnulatlon Nodal " 

MAYLOR.T H . FINOER. J.M DiiVo tlrvlv. 79/04/04 llpp 13T73 Ml 


8503040IS4 SoT-ari(es A.‘.S-3 Sutcuimittee 600303-04 Aeettng in Taaipa.FL 
ra AN3 Stds 3 5.3 14 3 5 Nest eieetlng ui 1 1 be .held on 
800411 in Las Vegas. IN 

Green- M j Asertcar. Nuclear Society 80/03/15 A.serlca(i 
Nuclear Society 5pc 13775 107 


--8503040187 A; I receipt of cc.rinents re activities of ALS Ad Hoc 
Cce.a.ittsa for Stds 8svl e-u E s sc utive corsittes will revlsw 
status of activities during 800334 nesting 

PC.RRIS.Pa Scandpouier. Ire 80/03/09 DIETCH.R Southern 
California Edison Co \p 13775 229 


“’8203040193 Foruards draft reg guide re nuclear power plant slAulators 
for use in operator training Coovnents should be received by 
Pr idag 

tllEQQ.O U NRC - Mo Ostsilsd Affiliation Oivan 80/01/08 NRC 
- No Detailed Affiliation Given 31pp 13773 053 


-8503040197 Reconmends that ANS Ad Hoc Coasittee for Stds fiavlew t. NRC 
eiercise caution in etpadltlng publication of draft rag 
guides bsstd on draft stds Stds should be subj to util rrgt 
reviaw prior to K-p I enen tat Ion 

DIETCH.R Southern California Edison Co 00/05/13 MORRIS. P A 
Sc and; Owe r . lot Ip 13775 330 


--8303040502 Corvsents on draft reg guide (. val ue/ Impac t stetenent. 
’Nuclear Power Plant Slr-ulatort for tiaa in Operator 
Trelnin) •• List of Singer power plant simulators in LS 4 
marksd-up version of draft Beg Ouide I 7XX end 
s NRC - No Detailed Affiliation Given 80/01/08 n.RC - No 
Detailed Affiliation Given 34po 13773 071. 


'-03O3O4O239 ‘Alternative Slmilator Training Rasourcss AvalltbK t; 
Lfttl Company-Planning t. Financing ProCuroinent t. 8tart-Up- 
□peratlon t Maint. " 

•HAnMEY.J Oenaral t'hyilce Corp 79/04/04 4pp 12773 204 


--0203040244 "Hissing Lints In AN9 3 9 ” 

HICKEY. A E American Institute for Research In the pehavleral 
Bclenceo 79/04/04 4pp 13773 210 


--0203040254 Advises that Indication Chat proposed role would not ir 
Issued tor public comment until SD0801 It Inconsistent 
w/intent or priority of rule change Listed steps should be 
telsn to eipedlto procese 

DENTON. H R Office of Nucleer Reactor Regulallon. Director 
79/09/55 MlNOOUe.R B Office of Standards Oevelopmant. Oirttts* 
Spp 12773 530 


—8503040359 Forwards revision to OECY- 00 - 1 39 . Incorporating coi»s*«*» "=* 
staff on previous drafts. Concurrent a rtvlete being sought 
due to urgency Response to need for meeting ehould be given 
by 800806 

8TELL0. V Offica of Inspection & Enforcement. Offlc# of the 
Director 80/00/01 DENTON, H fi. Offlc* of Nudser Reactor 
Regulation. Director DAVla. J 0 Division of Fusl Cyd* *■ 
Material Safety. MINOOOE.R, B Office of Standards Davelep**'"' 
Director ip 12773 530 

-'8203040546 Forwards OF Knuth 790828 Itr ra proposed eltsrnetlv# t*i» " 
to meet tea h force objectives re shift technical advisor «■ 
lost of saffty function. 

MATTSON. flj TMl-2 Lessons Laarnsd Tash Force 79/09/34 
KNLITH. 0 F KMC. Inc Ip 12773 242, 


--6203040205 "Making the Oett Use of 
MCIN'NIS.R 0 Afitllatiom Unknown 
International eD/03/31 3pp 


Modern Simulators " 

MA3L0.R M Nuclear Engineering 
12775 231 


■®^?f2p"?e'tor-;r‘::ldn; Simulators for Us 

;.ud.; Adn!rt;:n ®‘;r773 


--B203040509 Speech entitled "Operator 
at Halden Reactor Project 8C0554 57 
EO30ERO. E Gtrmeny. Federal Bepubl 
12775 244 


Process Communication. ' 
Uorbshop 

It of 80/02/24 9pp 


presented 


— 8303040270 Provides alternatives to Issues re rfqulre*ent fo 
technical advisor 8. automatic shutdown for lots of safety 
function. Methods should be salecttd & Implafflonted by util 
w/N'HC approval M.clssr 

KNUTH. OF kmc. Inc. 79/08/38 DENTON, H, R Office 
Reactor Regulation. Director. 8pP 12773:242. 


--05O3O4O279 Discusses partial review of Operating Reactor Dranc 
facilities lERs In Lessons Laarnsd Task Fores data base 
supporting rsvissd conditions for opsratlon. vo/iO/04 

RElO.R.U Opsrating Reactors Branch 4 fPre 7910301 /9 

EIGEN'HUT. D. 0. Division of Operating Raactors. 9pp. >• 


--8203040290 Forwards updats on snforcamsnt policy *^*1*^1?*' 

ARNDT. 0 NRC - No Oetallsd Affiliation Given. ,2773 510 

MINOOUE.R NftC - No Detailed Affiliation given Ip 


6203040397 Forwards Ofc of Otde Deve 1 oprent <oii'iienl;« <!>■ revl^vd Ni(C 
tnforcerpnt pollCM 

HtNOOUE'R 0 Office of Slenderde Oevolopnentr Director 80/07/IH 
8TELC0. W Office of Inepectlon fc Enforc erent. Office of the 
Director Bpp 12773 390 


-6303040307 Advliee that !E ii.oul<) life to receive un<iusltfled 
concurrence fron Ofc of Dtde Orvelopnont on enforceicent 
policy & criteria uhen final package routed for concurrence 
ARNDT, 0 Btructuree t> Conponentc Standards Branch QO/OJ/IO. 
ilORDISONjU r> Assistant Director for Den oral Engineering 
Standards 6pp 12774 071 


-0203040313 Advises that Ofc of Kgt 4< Progran Analgsts is co/nblniilg tifr 
of 9td« Oevelopesnt paper on loss of safety function t< IE 
paper on enforcement policg t> Idantlfging Issues 6 questions 
raised In paper I* NRC positions 

A9N0T. O KRC - No Detailed Affiliation Oluan 00/04704 

ARI-OT TO. O. NRC - No Detailed Affiliation 01 van 2pp 137 74 070 


■030304031A Advises that NRR concurs In task slope Si schedule describrd 
in 791004 memo, ra llnltlng condition for operation 
rula'vak Ing 

DENTON. M R. Office op Nuclear Reac tor Regulation. Director 
79/10710 hlNO&UEiR B Office of Standards Deve 1 of mon t . Directoi. 

IP 12774 080 


-0203040332 Advisee that Ofc of Public Affaire concurs In NRC O0O30A 
pspsr an toss of ssfsty function Ofc of Public Affairs ul 1 1 
prepare public announcement uhen course of action Ptnaltied 
ARNOTiO. NRC - No Detailed Afflliattosi Given 00/03/11 NHC 

No Detailed Affiliation Given Ip 12774 099 


-8303040332 Comments on "Limiting Conditions for Operation.’' 791024 
draft BECV paper Disadvanteges of coirpulsorg plant ehuldoun 
could be lessened bg levying substantial fina of equal 
Megnttude to lose from shutdoun. 

VDONODLCOO. 0 J Cost Banff It Analysis Branch 79/ 11 /Ob ARNDT. 0 
Division of Engineering Btandards- bpp 12774 122 


-0303040349 Discusses limiting conditions for operation S. foruards 
incoming St outgoing Btallo S. RH Denton correspondence 
u/iRB Mlsiogue. NRC peper to Coemtsslon being prepared W/o 
tpc 1 . 

ARNDT. 0. Office of Standards Deve 1 optrent . Director 79/10/10 
REHH. T Office of the EtecutWe Director for tlpsretlone. ip 
13774 133 


-0203040334 Requests revleu, reconeldaretion S. approval of eupp lementod 
task Initiation form. OuppI broadens form sc ope, out 1 1 ne t 
general approach I. dafinee pramltee upon uhich approach 
dapsnds 

HINOOt/E.R B Office of Standards Daval opmesit. Director 79/10/02 
9TELLO. W Office of Inspection t. Enforcement. Office of thr 
Director 4pp. 12774.141 


-Q2030403b2 Requests schedule thongs on yellow Ticket BB-33t,5-79 due lo 
fal lure to obtain concurrence of other ofcs Si special 
prob I amt 

ARNDT* E D. * ANDERBON, N F Office of 9tendards Development* 

Director. 79/09/27. SMITH. R.O. Office of Standards Developmenti 
Olractor Ip 13774 143. 


-B203040389 *’NRR Lessons Learned Task Force Short-Term Recommendations 
a Office of Nuclear Reactor Regulation. Olractor 79/08/13. Opp 


-8203040367 liarked-up vartlon of "For Comment" Issue of Draft 2. Revision 
I to Reg Guide 1 141. "Containment Isolation Provisions for 
Fluid Bye. " 

• Office of Standards Development. Director. 80/01/21 Opp 
137&3-. Ibb 


8303040370 Forwards revised Reg Guide 1. 141 . Requests review of Position 
4 to establish consensus re requirement for Isolation of 
containment following E0F actuation u/o end 
8CAR&R0UGH. T. Reactor Oyetems Btandards Branch. 80/01/38. 

BEARD. J r NRC - No Detailed Affiliation Given Ip 12764:307 


-8203090096 Forwards corrected ti modified comments on proposed 
revlelon of NRC enforcement p ol ley. subs tl tut Ing 800713 
coeimsnts 

SULLIVAN, J A Analysis b Planning Branch 00/08/01. THOMPnON. D 
Eitcutlva Offlcar for Oparatlons Support. Ip. 12767 073 


-6203090099 r9D/H0L-M-30B 

'Reactor Vessel uater Level Signal Compensation for 
Saol scale Test. " 

LVMAN.H.O Nestlnghousa Electric Corp 00/10/31 6pp 
12763: 133 


- -0203090 113 Foruurds request for add I Info on OtU Rep'. 1564, 'Ipteqratsd 
Controls Sys fleliacillty Analysis ' Response shoulj be 
submitted within 14 da^s Related info enc 1 

RClSS. f) N9C - N;i Detailed Affiliation Given 79/10/19 Pabinri 

t Nilcos Co lOpP 127<>9 144 


— 6203090121 Forwards addi questions re loss of feedwater transient 
analyses to be transmitted to all operating BUR licensees 
Response requested by 790930 to avoid Impacting schedule 
for generic DCR 

nOSlTOCZv. 7 n MIC - Ho Delailed f f i I la t ion Oi ven 79/D9/19 
HELTEHEB.C J. fltaiidard iiation Oranch 3pF 12770 III 


- E20309O76B Coo-irents on revised NRC rriFnrcemeot policy paper transnitte 
by V Btello B00630 renc Olsagreas u/paper Detailed 
discussluTis enc 1 

Sullivan. J Analysts & Planning Branch 60/07/14 0ASSET1.il U 
Office uf Managaiienl and Program Analysis Ibpp 12/67 074 


'e303l0032O Forwards co.-nments on fault trees for flCPO safety fui.cUun. 
In response to 790710 neiro Fault trees adequately modal 
possible pathways which could lead to Failure of RCPR 
SCARBRnUCII. r G Reactor Bystes-s Otandards Branch 79/08/01 
AMCELO. J N9C •- No Detailed Affiliation Olven 4pp 13776 Ilf. 


' 8203100334 Requests schedule c bange due to higher prior Ity wo r I being 
performed by tael leader 

NOROERO. J Office of Standards Dev e i opre nt . Director 79/0.1/20 

BrIlTH.R G □fflc'l of standards Oevstopment* Director Ip 

12776 120 


--P303I003J9 Advises that Info re loss of main coolant pump seals cat 
reported to Congross in nUREO 73/090 dtd Oct 1973 InFu re 
sys interaction studies also enc I 

ANCELO. J NRC - No Detailed Affiliation Given 01/00/04 NRC 

No Detailed Affiliation Given i7pp 12776 143 


--B3031D0344 Forwards Fiyure 3 3-7 re fault tree for RCPD safety 
func t 1 on. dep 1 c ting cold shutdown mode of operation For all 
Condition M occurrences Concents requested U/o enc 1 
ANOElO. J NRC - Mo Detailed AFFlItatton Given 79/07/37 
TUOLINSKI.V . GEORGE. H . CRINIVAEN. M NRC - No Detailed 
Affiltatlon Qivsci Ip 13776 396 


--0203100333 Draft of "Proposal on Nuclear Power Plant By s Int e rac 1 1 one. 
HICKMAN Sandia Latoratorioe 7B/OI/3I 34pp 13776 32J 


--G303100350 3ANO77-ie02 

"Cosimori- Cause Analysis Using BE 10 ■' 

UORREI.L.R B , stack. D VI 6andla Laboratories. 77/13/31 C'/pp 
Available at NTIS «3 SO 12776:347 


--8203100363 "Reviaw of Saf e ty-fle lated Occurrences in Nuclear Power 
Plants as Reported In 1976." Pf 80— 90* Nuc 1 ear Safety* Vol 19. 

No l.Jen-Feb 1970. Related info enc 1 

BCCITT.R.L . OALLAHER.R 0 Afftliattuci Unknown 7(1/02/20 l7pp. 
12777 Ol3 


--G203I003A5 MASH- 134 1 

‘Programma 1 1 c Info for Licensing of Otandardlrsd Nuclear 
Power Plants " 

s Atomic Energy Commission 74/0P/31 6lpP 12777 063 


--0203100375 Forwards ACRB oral 8. written requests to NRC for 770101- 
0930 

FRAIEV. R. F ACR8 - Advisory Committee on Reactor Safeguards 
77/12/01. CABE.E O Office of Nuclear Reactor Regulation. 
Director- 13pp 13777 2l3. 


— 0203100410 Forwards Task Action Plan 17. "Sys Interaction in Nntipar 
Power Plants. ’’ Plan on tape in CRESS I. any changes require 
approval. Task action plan includes ALAB-444 write up 4. has 
been released to public. 

AVCOCK. H NRC - No Detailed Affllgatlon Olven 70/10/04 ARC 
No Detailed Affiliation Given 14pp 13700 033 


— 0203100415 Summary of 700622 meeting re Task A-17, "SyS Interaction in 
Nuclear Power Plant.'* u/StVI in Boston. MA 

ANGELO. .1 Light Water aeaclors aranth 1 ORA-IT 70/07/06 
Light Water Reacturs Oranch 1 4pp 13780.040 


--B203100423 Lis to attendees present at Ad Hoc Committee on Bys 
Interaction 700320 meetinq w/AIF In Oathesda.MD 
a NRC - No Detailed Affiliation Given 70/03/30 NRC - No 
Detailed Affiliation Given 3pp 12700 155 


--B203i0042Q Forwards Milestone rept "Auiiliary Control Sys 1. Protection 
SyS Interaction " fnelvdes study results of typical O&U PMR 
□AKE8. L C. Oak Ridge National Laboratory 70/03/14 Dlwleton 
of Operating Reactors I3pp 12780. 157. 


CASE- C 3 Office of Nucleif Beet tor Bejuiation. Director 
77/12/05 lE’/IHE.S Office of Nuclear Rejuletor^ fleeeerth. 
Director NiNCCOE. fl Office Of SlenOerdi Oevel op.*ent> Director 
tc 12760 390 


--B203ICC4SO Foctertf* edol Cetejory A teel action plen recentlg approved 
by Nil? Technical Actlvttiet Steerln) Cc>'**>ltteB U/o entl. 

Plen hat been placed In POB 

CASE- E 0 Office of Nuclear Reactor fteyulation. Director. 

77/12/05 SENDER. N ACRS ' Advitory Committee on Reactor 
Safeguarde Ip 13790 201 

--6203100455 Trip rept cf 771115 vlelt to Dule Po»er Co. Chariot te, nC re 
technital ettlhtante profeam for euitUart cantcol 54* tt 
protection tyt Interaction 

CHlRNAt-N Dtvliion of Operatlrp Reectort 77/11/39 Dlvltlon 

of Operating Reactcrt 4pp 12760 202 


--6203100461 Foru4rdt revited Ted Action Plan A-17 Incorporating 
commentt of Technical Activittet Steering Committee 
delineated m 771108 ntemc uiMch turmarlted actlvltlet of 
teventh meeting held 771102 

ANOELO.J Light Hater Reectort Branch I 77/11/19 AVCOCK.fl 
NftC - No Detailed Afftltetton Otven I3pg 13780 206 


--9203100465 Dltcuttet Technical Actlvltlet Steering Corelttee eeventh 
meeting held 771102 vMcr conildered tael action plan for 
Tatt A-|7 Plan approved luhj to revttlon 
CASE-E C Office of Njcleer Reactor Regulation. Director 
77/11/09 Office of Nuclear Reactor Regulation. Director 3pp 
12700 219 


--9203100466 latt Action Plan A-17 "Syt loteractton In Nuclear Pover 
Plantt ■■ 

ANOELO.J Oivlelon of Projact Management 77/10/03 Bpp 
12780 225 


--B2031C0476 forward t Tail Action Plan A-17. "Sgi Interaction in Nuclear 
Power Plant*." for revie-u6 approval ay Tec.hntcal Actlvltlat 
Steering Committee 

8OY0. R S Dlvltlon of Project Management 77/09/09 CASE>E 0 
Office of Nuclaar Reactor Regulation, Director. 7pp 12760 333 


— -S203100480 Summary of 770015 meeting w/Fluor Pioneer. Inc re propoted 
application tor propoted daaign approval for etd of balance 
of plant 

ANOELO.J Light Mater Reectort Branch I 77/08/22 Light Hater 
Reectort Branch 1 3pj 12780 240 


-3203100485 Foruardt redraft of Tatk Action Plan A-i7. "8y4 Interaction 
in Nuc I ear Power Plantt " Concurrence or written cov-entt 
reguattcd 6y 770934 

DEVOUNO.R C Dlvltlon of Site Safety 6 Envlrormental Analutie 
77/00/22 SOyO, R Dlvltlon of Project Management MATTSON. R 
Qlvltloo of Syttert Safety OENTCN.M R Office of Nuclear Reactor 
^•gvlailoh* Director 9pp 13700 343 


-8303100490 Porvertft final draft of ra«k Action Plan A-l?* "Sus 
tntaractloa in Huclaar Po^ar Plants ** Concurranca or written 
coAjnaot t«4uctttd bg 77Q004 

$7/nmvn;” *^00 nT’'n? *' Environmental AnalytU 

77/00/02 60yD. R Dlvltlon of Project Manegement PMTSON.n 

Dlvltlon of SyUemt Safety OENTON.H R Office of Nuclear Reactor 
Regulation. Director 7pp 13760.253 


--02O3I7DOO8 Forward a draft MIEIEO. ”Bg» I ntar action Nuclear Ppeic 
Plante. " providing reeolutton of Oanarlc Technical Actlvllg 
A-l7 NUREO thoultl be revleued in conjuctton u/NURE0/CR-133I 
Commintt requteted within 30 day* 

MATTSON. S J Oivlelon of Safety Technology BI/08/04 
EtS£N<(UT. 0 0 Olviplon of Llcenelng VOLLMER.fl H Dlulilea il 
Engineering. ROBS. 0 F Oivlelon of Byeteme Integration Ipri 
0110051 3pp < 12770 069 


--8203170010 ForwOfde DOC fouchar O7OO2O10 for evce for revltu 4 
elgnatupa. fleeponec requoetad within 3 working days 
DANDOIS. 0 B Financial Opera 1 1 one Branch. FIN A- 1 113-9 
BO/09/19. 8CHROEDER.F. Office of Nuclear Reector Reguittle*. 
Dlrectar. 2pp 12770 072. 


— 8203170016 Forwerdt DUE Ifoucher 06B01 702 for review <> elgnituti 
Reiponec requeeted within 5 working deye 

DANDOIS. 8 8 Financial Operatlone Drench. FIN A-11113-19 
00/07/21. ANOELO. J. Office of Nuclear Reactor Regulation. 
Director. 2pp. I277B. 074. 


— 6203170019 Forwarde DOE Voucher 05B0I62I for review 6 elgnetjrt 
Reeponea requeeted within 9 working daye. H/o end 
OANOOtB.O B Financial Operatlone Oranch. FIN A-11II3-9 
80/06/16. ANOEtU. J Office of Nuclear Reactor ReguletlOc. 
Director Ip. 12770 076 


—8203170022 Forwarde draft program 8< budget propoeal hy Bendlahetl' 
for NRC won. "Sye Interaction Review.” eobeilttad per NRC 
B005f4 requoet Meeting on 000611 tn dtecuee dreft propoial 
rtco(Art0nd*d 

ANOeuQ. J oenerlc leeoee Branch BO/06/06. KNIEL.K DtnerK 
leeuee Branch Ip 12770.077. 


—0203170026 Program t, budget propoeal for NRC work. *Bye tntereitlc* 
Review." t. draft. 

8NY0ER.A W , MCCL09KEV. 0 J . HICItMAN, JH Bandta Laboratatltv 
BO/05/37 6pp 12770:070 


"-6203170031 Forwarde DOE Voucher 04001371 for review t elgnet-in 
Roepone* roqueetad within 5 day*. U/o end. 

DANDOIS, 0 D Financial Operation* Branch FlNA-1113-9 
SO/09/22 ANOELO.J Office of Nuclear Reactor Reguletlpr- 
Director tp. 12778 090 

—9203170039 Forward* draft NOREO <For CoeMent). "0y* Interactlw l« 
Nuclear Power Plante." providing reeolutlon of Oenerlc 
Technical Activity A-17 Ravtaw requeeted wiiau f 

ANOELO.J Oivlelon of Safety Technology SO/03/ld 
KNtEL.K Oivlelon of Safety Technology 23pp 12778 091 

--9203170037 Forward* DOE Voucher 03801074 for review t. elgnature 
R«tpi>n«* rtqu0«t*d (i7lthln 3 

OANQOlSeO. 8. FlnArtCl^t OpsrAtiont Branch. FIM A-|IJ3 -t- 
BO/04/30. ANCCLO. J OFFic* t>F NucUbr ft»*ctor RtQwUtlon- 
Director 3pp. 13770: 114 

—8203170038 foruerd* DOE Voucher 02800800 for review t eignotore 
Reepontt requeeted within 5 day* _ 

DANDOIS. D 6 Financial Operation* Brench *'****"',», „ 
80/04/07 ANOELO.J Office of Nuclear Reactor Rtgoletlo . 
Director 2pp 12778 116 


—8203100495 forward* propoted ta*i action plan on Category A to* 
iT\teT4ctto^% probltAi for rtvletjlf comment M/o end 

OEVOUNO. H C Dlvltlon of Site Safety 6 Environmental Analoeie 
77/07/03 DEnTON. H. R Office of Nuclear Reactor Regulation. 
SlCtn ",p D.lan.d*A,fUiat.. 


•8203170043 Forward* DOE Voucher Q18006SO for review elU"**"" 
Retponee requeeted within 3 day* 

OANDOIB.D. 8. Financial Optratlona Branch. FIN 
90/03/03 WMOELO. J Office of Nuclear Reactor Hegpl**!' 
Director 3pp I277B 123 


-8203100500 Forward* draft of Tael Action Plan A-17, "Su 
Njc loar Power Plant* " ^ 

BOYD.R 8 OivKion of Projact Managamant 77/06/23 
Mo Detailed Affiliation Oivan 14pp. 12760 262 


Interaction In 
CASE.E NRC 


--8203170092 Program 4. budget propoeal for "Bye Interaction Ml 

Oovelopnont (Phaeo ID." i,«,.totl»« 

SNYDER. A. U., MCCLOSHEY. 0. J. , HICKMAN, J.H. Sand la Labor* 
00/02/13 6pp 12770 J32 


— 0203170094 Forwards DO£ Vouchar I080011Q for revlaw t, aignaturr 
R(»ponc« ro4iue*t«d within 3 dagt U/o »ncl 
OAKDOIStO 0 Financial Oporstton* Oranch FIN A-II13-9 
60/02/07 ANOCLOi J 0/flca of Nuclaar Raactor Ragulattan. 
Dlractor Ip 12770 I3G 


02031 70OSO Forward* OOE Vouchar 12000449 for ravlaw & slgnatura 
A*«pon*a raqupttad within 3 dagf*. U/o and 
OANOOIQ.D B Financial Oparation* Oranch FIN A-1113-9. 
80/02/07. ANO€LQ< \/ Of fie a of NdC laar R toe tor Ragulation. 

Dlractor. Ip 12778:139 


-~*02031700&i "fianpla Hrocadura for Hoik Through O^t Intaracilon Survrg. " 
draft. 

BOVO. 0 Bandla Laborator ias. 00/02/29. 20pp 12770 |40 


— 0203170069 OuniBartjo* actlvltie* during Dae In ag* Interaction 
aatbodologg application* program Phase I of program 
coiiplated Draft final rapt & associatad fault trea* sent to 
NflC on 791 221 . Erpandl tura flgur* and. 

HICHHAN. J N Sandla Uaboratorla* 60/01/14 NORBEftO. J A 
Englnaorlng flatholologg Standard* Branch 2pp 12770:194 


--0203170071 Forward* draft proposal for follow-on work to Phata I of 
Ta«k A-17 ra tg* Intaractlon in nuclear power plants Raviau 
raquattad 

ANOELO. J NRC - No Datallid Affiliation Olvan 61/08/04 
NANAUER. a. H NRC - No Oatallad Affiliation Olvan 4pp 
12776: 196. 


--0203170072 Forward* draft final rapt on Phase 1 for sg* interaction 
isethodologg application* program final fault tree covering 
RCPB«d*cag heat removal (< reactor s uber 1 1 1 cal 1 tg U/o and* 
HICKNAM.J.W Sandla Laboratorie* 79/12/21 ANOELO, J Light 
Uatsr Reactor* Branch 1 Ip. 12778 200. 


--0203170070 Proposss that integrated reliabiiitd evaluation program he 
proceeted u/Taek A-17 

ANOELO. NRC - No Detailed Affiliation Olvan Bl/OB/04 

AVCOCK.H NRC - No Detailed Affiliation Olvan ip 12778 201 


--0203170076 Forward* draft description of Intagratad rallabtlttg 
•valuation program being scoped bg Probabilistic Analgsi* 
staff . Commant* raquastad bg 791121 

HANAuER.B.H. Tnl-2 Unresolved Safetg Issues Task Force 79/11/13. 
TMI-2 Unresolved Oafetg Issues Task Force. 16pp. 12770 202. 


— 6203170006 Comment* on J Angslo draft statement of work rs Phase 1 of 
Task A-17. per NRC 791121 request 

ROUSDHE.F.H Probabilistic AnalgSt* Btaff ipr* 8011191 79/11/29 

KANAUER, O. H Assistant Director for Plant Sg stems ANOELO, 3. 
Light Uatar Reactors Oranch I 2pp. 12778 216. 


--6203I700B? Comments on issue of slmpllfglng fault trees. 

KNfOHT. J P. Assistant Olrtctor for Engineering. 79/11/26 
RANAUERiB TIII-2 Unresolved Safetg Issue* Task Force. Ip 
12770; 220 


--8203170093 Advise* that U Angelo 791131 proposed followon subtasks for 
Task A-t7 are accaptab 1 a. Sugg estt that transfer package 
dtvalopad In Bubtask 4 be aipandad. 

LAIHAB.O Plant Bgstsms Branch 79/11/29 HAN AUER. 9 1Hl-a 

Vnrasolvad Safatg Issuas Task Force. 2pp 12778:221 


--8203170099 Programs t> budget proposal for "Bg* Intaractlon Hethodologg 
Osvalopmant, " draft. 

SHTOER. A M . KCCLOSKEV, 0 J , HICKMAN. J U Sandla Laboratories 
79/11/26 4pp 12776:237. 


— 0303170104 Forwsrd* DOE Vouchar 09792460 for review li signature 
Responsa raquastad within 3 dags. 

OANDOtS. D. B . Financial Oparatlons Oranch. FIN A-1113-9. 
79/11/36. ANOELO. U. Light Uatar Raactors Branch 1. 3pp. 
12778 231. 


— 8303170106 Advlsa* that disposition Of comnants on flCFB fault trees be* 
bssn raviawad.par 791017 request. Coirmants requiring further 
discussion Itstad. 

NORSEROa J. A. Englnaaring flatholologg Standards Branch. 79/11/13. 
ANOELO. J. NRC - Mo Oatallad Affiliation Olvan. 2pp 13776:234 


-^8303170112 Forward* DOE Vouchar 09793313 for review l> signature 
Rsiponsa raqusstad within 9 dag*. 

DANDOIS.O. 8. Financial Oparation* Branch. FIN A-1113-9. 
79/11/13. STOLZ.J. Office of Nuclear Reactor Regulation. 
Dirtccor. 2pp 12778:236 


--6203170116 Summarirao activities during Oct in sgs Interaction 
mathodologg application program Oecag heat reiroval fault 
trea completed Reactor subc n t ic o 1 1 tg fault tree partlallg 
completed Etpendltiire figure enc I 

HICKMAN. J H Sandla Laboratories 79/11/12 NORQCHO. J A 
Engineering flethotologg Standards Branch 2pp 12770 23B 


-0203170120 Forward* comment* on third interim ropt re sgs Intoractli 
b deCag heat removal fault trees, per 790921 1. 24 requests 
NQRBERO. J A Engineering Metholologg Standards Oranch 79/10/19 
ANOELO. J KRC - No Oetallad Affiliation Olvan 6pp 1277Q 240 


--8203170124 Fowards DCE Voucher 06792026 for review 6 signature Resp. 
requested within 3 dags COC 790917 Itr to Sandla Labs 
cransnlttlng NRC Sid lirder 20-79-144 1* handwritten note re 
changes to flCPB of 790912 also enci 

DAND0I6.D. B Flnenclal Operations Oranch FIN A-1113-9 
79/10/03 SrOL/.U Office of Nuclear Reactor Regulation. 
Director 7pp I2/7B 24b 


— 8203170127 Provides Info ra FYOO iranpowar I. technical assistance 
projections for Generic Task A-17, per 790827 request 
Facsloitle avc request enc 1 

ANOELO. J NRC - No Detailed Affiliation Given 79/08/29 
AVCQCH. H TMl-2 Unresolved Safatg Issues Task Force 6pp 
12770 233 


--03O3I7O13O Requests Info on NRR manpower projection* for unresolved 
safety Issues for FVBO 1. needed pregres support funds Info 
requested bg 790030. Technical assistance funds required In 
FYOO BH Manauer 790801 memo enc I 

AYCQCK.M IHl-a Unresolved Oafetg Issues Task Force 79/00/37 
TMI-2 Unresolved Safatg Issues Task F'orce 4pp I2/7Q. 323 


— 6203170132 Forward* DOE Voucher 077<716I4 for review t. slgnalurr. 
Response requested within 3 dag* H/o enc I 
DAND0I8. 0. 0 Financial Operations Oranch. FIN A-1113-9 
79/0B/22. STQLT.J Office nf Nuclear Reactor Bsgulatton. 
Director ANOELO* U Office of Nuclear Regulatory Research, 
Director |p 13770 333. 


--8203170134 Forwerds program support financial plan for FYOO. p er H 
Oarkou 790731 request. 

KIRBCHNER. B II Division of Project Management 79/08/14 
TRIPLETT, P Office of Nuclear Reactor Regulation. Director 2pp. 
12779 OOl 


--8203170I36 Forwards most current documents on Task A-17 re sgs 
interaction |n nuclear power plant*. per 790323 request U/o 
enc Is. 

ANOELO. J Light Water Reactors Branch 1 79/03/29 MANAUER, 8 

NRC - No Detatlsd Affiliation Olvan ip 12779 008 


— 0203170160 Forwards comments on prellnlnarg Task A-17 re fault tree 
OLBHIMSKI.J A Reactor Sgstems Oranch 79/03/13 ANOELO. U 
Light Mater Reactor* Branch I 2pp 12779 029 


— 8203170173 Forward* draft proposed responses to questions (• c oncer 
rs sgs Interaction raised bg ACR8 Subcommittee on Plant 
Arrangaments at 761023 meeting 

ANOELO. J NRC - No Detelltd Affiliation Olven 78/12/04 
BEULAMV.R . 9CMIEHL1N0. H . OUBHINSKl.J NRC - No Oetallad 
Affiliation Olvsn 14pp 12779 1 1 1 


--0203170174 Submit* comment* on Task Action Plan A~l7 discussed at A( 
Subcommittee on Plant Arrangements 7B1025 meeting Essays on 
fail safe b single error encl. 

EPLER. E P Epler, E P 78/11/07 BENDER, M ACRB - Advlsorg 
Committee an Reactor Safeguards t6gp. 12779' 123. 


— 0203160026 Provide* possible approach to evaluation sgs Inter actlom 
Include* event. Sgs safety func t ion. sy* Interface* t> sy* 
in I tiotion. 

• NRC - No Dotal ted Affiliation Olven 61/08/04. NRC - No 
Detailed Affiliation Given 3pp. 12780:302 


— 8203160029 Forwards Info re interaction study 

WAGNER. O NRC - No Oetatlsd Affiliation Given 01/08/04 NRC 

No Oatallad Affiliation Qlven 31pp 12700:303. 


—8203160035 Appro* Method to Include Parameter Variations & Equipi 
Reliability in Probabilistic Accident Analysis “ 

HANAUER. 8 H. , ORNBTEIN. M L , IHAOANl.A C NRC - No Detailed 
Affiliation Given 77/09/07 IBpp 12780.326 


--8203100030 Draft. "Interface* for Btd Designs." 

e Division of Sgsteiss Safety. 76/08/31. 72pp. 12780.344 


iaij3l6004^ » record for 7903 ?0 Ad Hsc Coinflijtteo on 9i|6 Llste 

loteractic*' held m Seir p^de. r*o 

aNCELO J Olvieion of Pro/rcl I'onaje-ent 70703/30 Drills Ion 
tf Project «»n»4eiB«nt *JP t37Sl 094 


- 03031 0OC53 for -lord ♦ oUerrative flin for at io*» Vr^*' xr.j Tatk Attton (Man 
A-17. "Set Interaction in Kjcleor Pc.er Plant " Plan to be 
jcintlf narajed !>v ^ Oevelopo’ent 

OErOOnO.R C Ointicn of Project Maragenent 76/Ol/Ot BOvo.H 
SIEtLO. V . kaITSCN. ft l.'RC - -*<o Ce tailed Affiliation Given 6pf 
13701 OG? 


9i03ieOOSfe fltti f let f'dt reetlng re r etcr-endation» for tale 
level op <0001 OC oill be r. eld 701319 

5r(EflO-. B w Aralj»i« eranch 70/13/W HAAS3 u . ClLftAV. J 
Ooatiiv Aeeorarte Be arc ^ iCPpfJl^J. 0 Olfvee of Standardp 
Oevelcfirrnt. Director 5j? 13/01 IC* 

•030316C06I Forward* vi ewgraph* frem 9ardia Lab 7B0830 presentation re 
eye inlrractlon in cvuclear power pljnte 
A/iGELO' J Dl vie ion of Project Maroyeeenl 7B/10/C6 
nCHICOL I’rG. H . BUftnE.U C ■ LI.H N9C - Mo Detailed Affiliation 
^iver 7op t37di III 


E303l60Cbf» Pr ooose* research info Itr fer transietttal of tr.fo re 
eete edoation tranef creat ion eys Info useful to NRft for 
evaluation cf contract wort at Sardia Laos 

ftOSS- 0 F Division of Bjetene Intepration ipre BllDDBj 79/04/lM 
evOiL A ft Office of Nuclear Regulatory Reeearch. Director. Ip 
13701 130 


'-03031801*4 Forwards draft Itr for Sandfa Labs re wort prgpcsai cr 
Generic last A't7*Phdee 11 

ANGELO. J NftC - No Oetalled Affiliation Olwen 79/|2/j3 ^ 

No Oetalled Affiliation Given Bpp 13703 091 


"6303100171 Ouestione viability of simplifying fault treys tbjs 
qualifying them as irare goner Ic . Average result gained frto 
such simplification does not apply to real oltuatlons b 
would have to be re<onstruc tod for sgsciftc plants 
KNlOHl. j P Assistant Director for Engineering 79/t|/30 
HAVAOEft. 0 NftC - No Oetalled Affiliation Given Jpp I37e? :;i 


'-3303180174 Requests comments on J Angelo proposal re Generic Itn 
A-17 by 791130 

HANAUER.S NRC - No Oetalled APf I Hatton Given 79/|i/2| 
ttOORE.V . OENlSE. 0 . KNIGHT. J NRC - No Detailed Affilialtcr 
Given tp 13703 113 


--03O31GOI0I Proposed Revision 1 to Task Action Plan A-17 "Sji 
Interaction lo Nuclear Power Plants •’ 

AMSEtO. vl • OE/DUNO. R C Division of Project Naosgement 77/iij 
38pp 13701 0*6 


--0303100107 Oisecisses NftC action plan re response of NftC to ecciftc 
Thl Plan constitutes reasonable resoonse to accident but 
does not solve fundamental problems of leadership b attitude 
in nuclear Industry * NRC. 

BABD1T1.9.. DEUICII.O . OOLDOEROER.M Nuc tsar eafety Ovirstgsi 
Committee 00/09/36 CARTER- J President of 03 b Eiecuttvr 
Offices 3pp 13703: 131 


--D303I60075 Foruards proposed plan for NftC ravleu of Phesa I of Oaoerlc 
Task A'17 re sys interaction in nuclear power plants 
A-'lCELO-J NRC - No Detailed Affiliation Given 79/13/14 
hAMA'JLR.S H NRC - No OetaiUd AffiUatlcn Gwen 3pj 
13701 134 


- 03O.716CC93 Forwards proposed Itr of instruction to SanJta Labs re sys 
interaction methcdolcgy application program CPhase Ml 
avGElO. J Division of Project Manageisent 80/04/34 SI0L7. J 
Systems Iciteraccion Branch KNIEl.K Generic Issuee Branch ppp 
13761 133 


--6303I60IC0 Forwards draft Ur i std order for C'JE wart re sys 
interaction netnodologt application iPhase 11) 

AKGElQ. J NRC - No Dftailai Affiliation Given 90/04/33 
PNlEL.v . MAI ISON R J NPC - NO Oetallsd Affulatloo Owen 3pp 
13701 154 


--03O3I6OIO4 Std order for ODE wort “Sys Interaction Matrodologg 
Application (Phase 111. ' issued to 9ardta Labs 

TRIPlETI.JI P Office of Nuclear Reactor Regulation. Director Pin 
A-III 3-0 00/03/36 3pp 1370] 136 


--8303160110 forwards final rept. "Pkase 1 Sys Interaction Methodology 
Applications “ Reot reviewed for patent b securlt-y 
taif licatiens b can be made publicly availatle 
ANGELO. J NftC - No Detailed Affiliation Given PIN A-1113 
eQ/04/00 Division of tscLniiat Information b Document Control 
Ip 13701 167 


— 8303100190 Discusses &ECV-79-37 1 . rec om-menda t Ions on operetidnel ei 
analysis b evaluation for nuclear power plants. Staff 
recommendation that Independent standing committee w/ 
rotating membarsh ip of nqn-mgt personnat should ba adoptsd 
KENNEKE.A Office of Policy Evaluallona 79/06/31 HENDAlE.j 
0ILINS4V.9 . KENNEDY. fl Coirm I ss I oners 3pp 13703 333 


--9303160194 Discusses AIF working group eveluatlon of INI action p 
priorities AIF approach to priorities appears no better or 
worse then that used by NRC steering group b tended to be 
pro-industry. 

KENNEAE.A Offlca of Policy Evaluations 80/03/03 haNRAKAN.- 
Office of Policy Evaluations 3pp 13703 376 


--8303100197 OlscuPses TMI-3 action plan (B£Cy-80-230l Hevitw of NF 
proposed disposition of action plan indicates Cor-.isston 
should approve requirements in End 1 1 to GECY-80-330 as 
being necessary for granting full power OLs 
HANRANAN. £ J Office of Policy Evaluations 00/03/13 
AHEARNE.J . OILINOAY.V . KENNEDY, R T Coeunlsstpnsrs 7pp 
13703 378 


"8303180199 Cormycita on conslderatlcin of generic issues In rpspcri 
Section 110 of Public Law 96--399(111 ngham Amend) Commission 
must take care that handling of generic Issues does not 
develop into all-consuming project lo/o benefit to safety 
HANRAHAN.E j Office of Policy Evaluations 00/10/10 
AHEaRNE.J , GILINBKV.V , HENORIE. J Coirm I esl oners 9pp 
13703 306 


'03031001 16 Forwards draft Itr b draft std order for OOE work “Sys 
Interaction Methodolcgy Application (Phase 111 “ 

AnGELO. 3 Division of Project tlanagsmsnt 00/03/07 ROSS-D F 
Division of Systems Integration (pre 011003) 3pp 13781.160. 


-8303180149 Forwards proposed Ur to Bandia Labs re request to revise 
groqras proposal for Phase It work on Sys interaction 
Concurrence requested. 

HANAUER.S H NRC - No Detailed Affiliation Given 80/01/31 
RliSa.O . ete,ENHUT.O O . ARlOTUV.C N4C - »a Detailed Affiliation 

Oivvn ^PP fc/al 107. 


— 0303100314 Comments on ANO work re upgrading AN9-3 I. SeJectlcf 
Training of Nuclear Power Plant Personnel. *' Paper proposes 
little tn terms of what is being taught trainees 
MEDEIROS.H 8 NRC - No Detailed Affiliation Given 79/07/25 
EKOVHOLI.D J , BRYAN. a E NftC - No Oetalled Af f i 1 let lon Giver 
3pp 12703 003 


--8303160328 List of comments for proposed revielon lo Reg Golds I 
■Personnel Selection b Trelning ■■ 

* NftC - No Oetalled Affiliation Given 81/08/04 Spp 
13789 017 


— 8303100184 Fo 
Methodology 
c omments 
ANGELO, J 
UtseNBERO. H 


rward* draft final rept, "Ptase 1 8y, loteretllon 
Applic^tlont “ for evaluptlon & 

NRC - No Oetalled Affiliation Given 00/01/33 
Tennessee Valley Authority 3pg 12781 193 


--8203180157 Draft final rept, “phase 1 
Application Program “ 

BOVD, 0 J , CRAMONO.U ft . HUTCH, 8 U 
79/13/at aoopp taret m 


Sys Initraction Methodology 
8andla Laboratories 


— 8203te0\t,0 Discusses NRC staff review of Generic Tati A.|7. ,us 
*" *401 guidancr provided 

tor planning work vv*ii*u 

AfMliatlon Given 80/01/1 J 
Division of Eys terns Safety E1SF.NHUT. 0 0 Dlvlsl 
of Opera ng Reactors ARLono.Q NRC - m, Oetalled MtuiIitJ, 
Given lipp 13703 075 vu.iacieo nftiuatlo 


— 8903100334 Request for procurement action NRB-80-117 issuing r»t 
for proposal for “Study of Requirements for Operator 
Licensing “ Statement of work end. na 

• Division of Project Management. 03/03/04 I6?p 13787 

"0303100341 Transcript of 791138 preproposal conference on study 
requirements for operator licensing Pp 1-31 
e Divliion of Contracts 79/11/28. 31pp 12709101 

— -0303100244 Amend 2 to request for procurement ac tlon. NRR-8D 1^ 

^’"5“ 0765 

OQUOhERTV.O j Division of Contracts 79/13/06 If 

- -0303180349 Forwards concept peper, '*6 value ting Control 

Capabilities by Meant of Job-Based Performance Tests* Rf 
cans Ideretl on. t)/o tncl.ftslatsd Info end. pr< 

SINGLETON. J kl Human Resources Research Corp. 79/11 
Siting Analysis Branch lOpp- 12763 133. 


020310053^ Forwards final evaluation ropt for HFP NNfl-60-llf. '6tudi| of 
Ae)ut renent t for Operating Licensing '' Hoc on'sonds action to 
Inplemont award of contract 

COLL INS. P f Operator Licensing Branch 00/04/07 ROSS. D f 
Olvtsloli of Project Management I7pp 13709 144 


B203I80339 Recoeirends that contract award for HFP NHR-BO-H/. 'Studg of 
Bequ I r omen t s for Operator Licensing.'' be made to Analysis 1. 
leclinol ogu • Inc- 

RCS6. 0 F Division of Project Hanageirent BO/04/04 
OAL'SHCRTY. 0 J. Division of Contracts Ip 137f)3 16 1. 


-3203100344 Announces 791I2B proposal "leeting re HFP NRn- 80 - 117 . 'btudg 
of Heoirl rements for Operatnr Licensing 

MF.HCfER.U B rochoical Assistance Contracts Branch 79/11/06 
SA0>/H3 wT.D J Licensing Cot dance Branch COLLIN- P F . OUZV.J .1 
Operator Licensing Branch Ip 12709 344 


--O2O31SO340 Announces 791126 preproposal conference re HFP N-'IH-BD~M7, 
"etudij of Requtrerents for Oeerator Licensing. " Related Info 
one 1 

•MFNCfFR.U B Technical Assistance Contracts Branch 79/11/06 
Conner c e- Do p t of d>PP 13739 249 


0203100364 Discusses RFP NqR-BO-lt? t> which tasks Ofc of Stds 
Development will fund 

MIEEC-J 8 HHC - No Detailed Affiliation Olven 03/03/04 NBC 

- No Datal 1 ed Af f I 1 latlon (liven Ip 137U9 163 


0203100370 Forwards best t< final proposals for RFP Nf?R-80-lr7 
Evaluation sheets should be prepared for discussion at 
000319 mss ting 

MENCZEH-N D Tachnlcat Assistance Contracts Branch 00/03/11 
BUZV. J J . COLLINS. P F . MCKEE. P F hBC - No Detailed Affiliation 
Olvan. Ip 13709 163 


8303160374 Discusses 000339 meeting between oource evaluation board L 
Esses Corp re HFP NRR-80-1 17. Contrac t overrun blairod on 
NRC failure to provide necessary data as specified In 
contrac t 

MENCZER. U. B Technical Assistance Contrects Branch 80/03/37 
Technical Assistance Contracts Branch. Ip 13709 164 


0SO31BO3O1 Advises that proposal to RFP NRR-00-337. Otudy of 
Requirements for Operator Licensing." has been determined 
to be In competitive range Invitation attended to attend 
800330 negotiation session 

DOOONERTY. D J Technical Assistance Contracts Branch 00/03/1V 
LEONARO.O M Nuclear Bervlces Corp. 3pp. 13'/B9 167 


0203190369 Forwards proposal evaluation panel rept re RFP NBR -110-1 1 '/. 
Btudv 9^ Requirements for Operator Licensing. " Concurs w/ 
rec ommendo 1 1 ons. N/o enc 1 

COLLINS.P F Operator Licensing Branch BO/03/lt. ROBS. 0 F 
Division of Project Management. Ip 13709 16*7 


B2031BD309 Forwards proposal avaluatlon panel rept re RFP Nnfl-flO-117, 
"Btudv bf Requirements for Operator Licensing. *' Action 
should be taken to Implement recommendations 
R0S9. 0 F. Division of Project Management. BO/02/13 
DQDQllERTV. 0 . J Technical Assistance Contracts Branch 27pp. 

13789 170 


6300160393 Forwards vendor proposals re BFP NBfl-BO-117. "BtudM of 
Requl refnent s for Operator Licensing," for evaluation by 
source ovaluetlon penal Evaluation should bo complete bg 
BOO 107 

DOUCHERTV. 0 j. Technical Assistanca Contracts Branch 7*7/13/30 
DUZY, J. J Operator Licensing Branch. 3pp 13709 199 


0303160390 Forwards Ukf Prophat 791301 Itr re RFP Nnfl-80-117, "Study of 
Rsqulremants for Operator Llcanelng" 

HEN'CZER- N Tachnlcal Assistance Contracts Branch. 79/12711 
COLLINS-FV Operator Licensing Branch Ip 13769 302. 


B203160301 Discusses apparent underestimation of effort required to 
tolva problems described In RFP NRR-00-117. "Btudy of 
Rs^V I T eirsn t s for OpSTOtor Licensing " Osclinss Invitation 
to submit proposal. 

FROPNET.W If Bovllle Research Corp 79/13704 MENCZER.U B 
Tachnlcal Assistance Contracts Branch 3pp 13709:303. 


0303180304 Ltr to offarors ra RFP NRR-80'lt7. "Study of Requirements 
for Operator Licensing. " Review of and statement of work 
(■ tubmlseion of propoeal solicited. 

DOLIOilERTY. 0 J. Technical Aeslstance Contracts Branch. 79/11730. 
Affll latlon Unknown 39pp. 13769 309 


6203180337 Appoints 00 Zach as member of source evaluation panel for 
RFP NRR-0O-I17, ”9tudy of Requirements for Operator 
Llcens lug. '■ 

VA38ALL0. D B. Division of Project Management. 79/11/13. 

Z£Ch. 0. 0 Division of Operating Reactors 2pp. 13703.233. 


B2031B0341 Forwards draft work Statamant for RFP NRB-BO-117. "Btudy of 
Req,ulramant s for Operator Llctnslng. “ Concurrence li/or 
comments requested. 

COLLINS, P.F Operator Licensing Branch 79/11/09 COBB, L I 
Eiscutlvt Officer for Management & Analysis. Bu.NTINO. J 0. 

Licanslng Process (< Integration Branch. FOREHAND, U. E Office of 
Standards Development, Director. i3pp 13769.334 


--6303IOO'J94 Appoints MW Fletcher as member of source evaluation panel r 
BFP NRH-00-117. "Study of Requirements for Operator 
Licensing " Panel ironber certification statement enc I 
COLLINS. P F Operator Licensing Branch 79/10/31 FLETCHLR.M J 
Division of Operating Reactors 3pp 13709 391 


--6203IB0360 Surmary of 001113 meeting w/BMCL.LLL «. ONU re sys 
interaction methods Independent assessments perfcrw.ed by 3 
labs have resulted in eare c one tue t oni s Imp 1 e I, qulcl retnod 
for Identifying eys interactions doss not esiet 
QCAROHOUOH. r 0 Reactor Systeirs Standards Branch 80/11/31 
STDLZ, J. r Systems Interaction Branch 3pp 12769 394 


— 03031S03A4 Commente on Gandia Lab 3rd Interim rept re sys Interaction 
decay heat re-noval fault trees Study li'sited In scope but 
appears to meet primary objectives of identifying potential 
sys Interac t Ions 

NOnSERO, J A. Engineering Metholology Standards Branch /9/10/J9 
AhlOELO# W. Oeper 1 c Issues Branch 6pp 137(19 397 


--03031B036Q Assigns T Gcarbruugh to assist Engineering Methodelogy Btds 
Branch ui/Bandla Labs sys Interaction technical assistance 
contract Assignment will require approx 39'4 of work time far 
period which may extend to 1-1/3 yre 

SULLIUAN. D F Reactor Gyete-is Standards Branch 70/13/14 
NOROERO, J A Engineering Metholology Btendards OTanti 3pp 
137B9 363 


--O3O310O371 Responds te 79|017 memo re dlspOBItlon of corirents on RCPB 
fault treee Majority of comments have been Incorporated in 
fault trees or satisfactorily resolved 

NOROERO- J A F.ngfcneerlng Metholology Standards Branch 79/11/13 
ANGELD. J Generic Iseuee Branch 3pp 13709 369 


--03O318O373 Responde to 790710 memo requesting review re series of faol 
trees for RCPO safety function Fault trees adequately model 
poeeible pathweye which could lead to failure of RCP8 
BCARBRnuGII. T Reactor Systems Standards Branch 79/00/01 
ANGELO. J Generic Issues Branch 4pp 127B9 379 


--03O31GO377 Draft NUREO. "Review L Evaluation of 6ys Interactions 
Methods 

0U9L1K. A d . PAPAIOOLCU. 1 A.. OARI.ft A Drookhaven National 
Labdratory QD/09/30 74pp 137B9 306 


--0303100407 "8ys interaction Analysis - 6RP Task. 

• Sandia Laboratories 79/06/30 3Bpp 13786 346 


--62O3I0O419 Provides notes re codes development OA 

e NRC - No Detailed Affiliation Given 70/13/19 NRC - Nn 
Dctallect Affiliation Given 4pp 137B7 039 


--0303180433 Comments on petentiel rec ommenda t I ons addressed in B Sheron 
781304 memo enhanc eoent of quality 6 accuracy In development 
1. use of computer codes Concurs w/38 recommendations 
HAABB.M P Quality Assurance Branch 78/13/19 RO8ZT0CZY.Z 
Analysis Branch 6|jp 13707 043 


--8303100434 Notification of 731319 meeting to discuss r ec ommen dst Ions 
for code development QC. 

BllERON. B U Analysis Branch 78/13/04 ROBZTOCZY. Z Analysis 
Branch HAASS'N ■ OILRAV.J Quality Assurance Branch 9p p 
13787 049 


--8303I804S9 Forwards comments re draft answers to ACRS questions 
HICKMAN. J. U. Band la Laboratories. 70/13/19 NORBERG. J A 
Engineering Metholology standards Branch. 14pp 13767.094 

— 8303180433 Proposed "ANS Ouldellnes for Documentation of Digital 
Catsputer Programs •’ 

e American Nuclear Society. 74/03/19 I9pp 13707 066 


--□303100430 Forwards mark-up of proposed responses to ACRS questions & 
concerns raised at ACRS Subcommittee an Plant Arrangements 
701039 briefing 

NORSERO, %J. A Engineering Metholology Standards Branch 7B/13/I3 
ANOELO. J NRC - No Detailed Affiliation Given Ip 13787 063 


• i^cig cnAi-o^n or >gorce •v«ii;4(ion ponot ro^ 

5tccu*'9''«<^t Action. 17 . 0^ 

t ^cr OperdCc* ' 

CO’.l.tMi P r Cjacato** i.u«n%i*\) Gcaoco QO/CJ/O^ J J 

C^Mcr ^^urlAAf' P«4( tor Pf^olatlo^' Dtrtctof Spp 12709 00^ 


&2032t-CH9 Svir-0T11«\ 630229 4l\c^i\vcr.^ I, Ttchr.oV 

Irc.f# firp fiPP^aO-ll? Sjcrce P^oludtlor boor^ wJli ri^rt 
9303V9 tc c* tva'.vfctv^n o» ro:\\ti 

^rfipOtAll t ffltct cdntr4Cror 

r£t<ClCR*« 6 . tv, D j CotitractA 

0r♦•>t^ 00^02^28 T^cboical Coht*'4cti BrAOC^* *>pp 

12769 V69 


70092000^0 Pcrt»#f<j» .••4'kAtf-cp v»r»i 0 P cf Rag Ooida I 14J, 
•'C^r.t4v*'''a^v laotAt^on Pr^v^^iont f ;»t PV^»\5 S,a‘ *or ravt&u 
Co'^.-'trti raquattad Oy ^80919 Alic A.NSI U37\~i9?fo C. 

Ot 760626 tcr»a*>t 

rtOPRISON.W H Aatlftant Oirfctor fcr Oan«r«i Eigmamng 
St*rc*TS% 79/C5/33 THOfl'^OuRO H p DSviaico oP Reactor 
Oparatjon* Jnadactiont rosELV. n C . r!ATTS0"J.R j OJvition oP 
Raactcr C:»rv%iruc t k on ttipaction Opp 12763.174 


vijpao r^arnad- 


variion oP ‘‘Pa* /• 

I i. "Conlain-.,nt taauJi!**” 


rvjui ^i/JTV r orua I o a 
t«tuO of Uutd 

provi*io(»* for Fluid Sv»' '* 6 v#lup/|fflp*ct «Ut»m«nt £C 
Uentio^er undated corcenta u«> 79100A draft rag oulff 
MSnnieON. M. ri Adlotant Director #or Oenerol Ena!„! 
St.oa.t '* 79/00/31 LF.VtNe.,8 O^PU* Uf Nutl.lr nlr! . 

Ret.orch- Director SCHflOEDEB.K Olvltlon of B^t..!'.:! 1’' 
MOSev.EY.tl C lit V veto., of «*»ctiir Operotjon. Intpeciio*, '- 


12764 304 


- -79] I0303V5 n» queote /.CHS concurrence Iti Reg Duioe | |4| q 

Dreft 2. X on to Inrent Italotlon Provltionf for Fluid ***''‘' 
tiqe *' 

ARLOTro.O A Oivtdlon of engineering Stendorde 79/in/in 

FBALEY.U F ACMS - AOvltorq Conimlttee an Reector SefeeLiri. 

107!Vn :7<J7 oeretHHI 


--7911060091 Dlecuteee 791003 telcon u/E Jetel nottfginc tli«t ;t 
Etecutive Leo«l Director ul 11 not revlee prior te*l 
Inltletion fern concurrence. Concurrence etlll velid 
ARNOT.E 0 Structuree E Componente BtenOerd* Brench 79/iC 
Structure* S. Componente Stentferde Drench |p 12774 I3« 


79I0I60I95 “Sr* Irterectlon 7*etto4olotv 4p?l P'-ogre*- " literli* Hept 
l4t>* 1.3 >. 3 Tr proj tcepe. fecll telectlon t, c etegor i let i on 
of id* irterectioni 

Cftft30:g2..u a denote caoeretor i e» 7e/CB/i8 48pp 12779 160 


--7811010197 Bequert* irfo re funding *itu«tlon for Te»« A-|7,Sr* 
1rt»T»ttion jn Nut Pur Plante IRp-S5.Mu Sefecg 1. BAf -9-201 
ABCELO. J Oivitlon of Project Karager^ent 78/10/10 
flUBENSlElM. L GivVeion of Project r.enageeent Ip 12779 136 


7011010160 Fortarde KRC Fom 173 rcqjeeting DSE acceptance 
wort period 

KtNOS'JE. P B Office of StenCard* Develcpnent. Director 
ROSffl.H E Energg. Oept of Ip 12779 157 


of change 
70/09/15 


cP 


--7911060061 Foruerde irerked-up veriton* of 790927 Draft I t« fit 
1 t39.Revleidn 1. "Culdence for flliM to Achieve 6 Hdlntain 
Cold Shutdown.'' for rovleu L comment 

MORRISON. W M Aetletent Director for Oanorei Engineerirg 
Stenderd* 79/10/03 UEVINE.O Office of Nuclear R,dvUt,. 
Heeeerch. Director 8CHHOEOEH. F Olvl el on of Sgpeem* 8»filf 
H09ELEY.M C. Olvltlon of Reactor Operation* Inipectlort S 
12734 001 


--791 1060203 01 (cu**** Denton 790923 memo re tcope I echedullrg c 
Initiation form concerning limiting condition for operetloe 
rulaoak Ing. 

MlKOOuCd ft. 8 Offlfa Qf Standards Otvalopiriant. Oiractor. 7f^ 
0ENT0^i/ H ft Offica of Nuclaar Raactor ftaoutatlonr OHfetsf 
12724 137 


-7611010192 Standard Drier for OOE Uort "s,* Interaction Method 
V* r award a4 to Sandia Lab 

MlhajUE.R fl Office of Scendard* Development. Director • 
V.aSor*tOTVet 70/09/15 2pp 12/79 i;o 


ologq 

Qond io 


■7812210284 Velue/lrpec t Atieitment of Reg Oulde I 661 "Preoper 
Tt»t of ln»iro i. Control Air Sg* •• Forward* Implementation 
£val Re?t whlc^ recommend, amending fac i I tech e»ec« to req 
tift L surv9)l)a0ca proj 

MINOSJE. B B Office of Standard, Development. Director 70/11/20 
4v|fp 1 27 ^6 OOB 


790IIv 0C02 Confirm, recent conver ,*t I on, re u,e of certain ,nfo or 
fetllitg tn performing Oeneric Te,t A-17. Sgete-, Interectlon 
in Nuclear Power Plant*. 1 e .ln,tructlon manual* on General. 
tfRsr^mnt^ I. Abnorrdl Oparatton. Stud v <?ul<jaSe#tc RO-25 
ANOEtOeJ Hflbt U^X^T Paattora Sranen i 70/ia/ie JOHNS Dm. J 

Tatv<\a4%aa Aut^orit^ ^pp 12760 2S9 


•7911160139 Rasponda to 791004 A%a«cQ racomnandlti) t^at 

orppnttdtlon providt Assttsment of action* naadtd to upftait 
licanttng r a<\ulr tenants Por oparatora Planning atudy wiU 
addraat itama in a^amo 

DENTON. H ft OfftCtt of Nuclaar Roac tor Ra^olation. Oltaitbt 
79/10/30 AHEARNEr J h' Com/n 1 a a 1 onar a 4pp 13767 027 


-79l2ia04l7 Coi^faanta on ftaj C\>lda 1 l4taRavl*ion "Ccnta\o»s*^ 
laolatlpn Prgviaiona fur Fluid Sya " ftacofflAandt that 
aantanc* of ta^olator^ Poaitlon 3 Da cl^anpad to T^alntoln 
cor>alat#nt ragut^tory ton# 

jQRQAN, C L. Otvialon of Ra*ctpr Opar«tiona Inapaitions. 7^ 
M0RR180N.U M Olvlaion of Englnaering Standard* Ip I2li 


“'79l2ia047S "Containinant l*olAtlon Prnvltlon* tor Fluid Sg* * 

♦ Anerlcen Nuclear Socletg AN9-96 2 79/06/29 62pp 

Avaiteble et BVendarit-SeXtlng Or ganl i6t 1 one *34 00 1*^4 


--7904190285 Provide* comrent* on end con*ult*nt 
Arrengentnt , Subcommittee re it* 701025 netti 
*todv of lett A-17 ev*tem* Interaction Doa* n 
tcm«*oU tOl,M-7 At«8 b RD-S5 Nu Safetg) 

Pnfllnterlo, M.tholologg Standard, 
AnCEV-O. J V,lgt.t Water Reector* Branch t |p 


r*pi to aCRS Plant 
g on Sand I a 
t dieagrtf w/ 

Branch 79/03/19 
12787 024 


--8001030I44 Foruiardt martad-up vtrtlon of 791004 Rag Gold* I H 
Revtelon 1. Draft 2. "Contalnmant leolatlon Provlelone for 
Fluid 8g* " M/o end ANSI 8td N27I - 1 97*. val u*/lmpac t 
*talei*ent 1. public commante. 

NORBERG, J A Engineering fletholologg Standerd* Brench 
VAROA.8. A Aeeletant Director for Light Water Reector* 5f 
12764 322 


-'7904250186 IE Bulletin 79-06A R*vl,ion i am 

(. Bq* Mitel igrment, Uentifi,; Boring TM| Incident • '**'^* **"** 

• OrflCi of lf)*p*ctiOo 6 Enf ore ttnf nt . Offlcti ^k** n* ▲ a. 
79/04/14 5,p V2762 132 24« Ftche 30-000,81/06/04.6203010001 


-'6001230400 Foria/ard* ll*t of «uggr«t«d sromt for confldff^tU^ 
Interaction followup ftudlee. 

NQRBEAOa 0 A Engineering HetAolologg Stenderd* Blench 7^^ 
ANOELO. J Light Weter Reector* Brench 1 Ip. 12703 371 




-^6001330S49 Summery of 79| 1 14 neeting w/ORNL in 0*th**de-Wl> 
of OftNL *tvdyr "Slmvletlng Trelning Prectlces. “ Study 
Tecommend* cpneletent procedure for deteretining which 
malfunction* to Include In training program. 

V11E0E. J B Reactor Sgetem* Standarde Branch 79/11/19- 
WENZINOER. E C Raactor Sgeteme Standard* Branch 3pp I* 


-7908230442 Oppotte* propoced Reg Guide i x*i r. r« vi 

in I0CFB3O App B for all etructur.. I tombloing OA crlte 

R.commanu alternative ’ 

definition* for - important to ,*f.tu" fc " 2 <>« 


8001230D71 Forward* draft rtpt on Pha*a 1 of Ta»* A-17 ft#qu**t 
«. toir.m*ntf bg 800122 Ktptlng *ch*dul*d for 800100 In 
Bttbtpda.MO w/Bandla Labi to dlscu** ravl aw goal*. . 

HAVAl/Efi. 0 H TMI-2 Unraiolvod Safatg Utua* Tat* Fore* 

TMI-2 Unr*tolv*d Safetg I*tu*« Tat* Fore*. Opp 12701 » 


Dlicut*** conv*r*lant In LOCA ana Ig *1 *, 1 0** Of h«*t tint 
ovarpreiiur* on rallaf valva* t< Ttch Spot • on allowabl* ‘ 
outag* lint*. 

DENFO-N. H R Office Of Nuclaar Reactor Regulation. 01r*e 
BO/Ol/07 ROSZTOCZY. Z Analgel. Branch 3pp 127*9 *' 


of trolnlUfl roquirra tot raj i 

AHfARNE-J. Commtooionor* 79/ J 0/04. Office of the Eiecutlve 
Director for Operation* 3pp 13767 030 


-6002060410 Reipond* to 791207 memo re revlou of draft ANB BtO 3 5, 
“Neclear Power Plant Blnulator* for lf«e In Operator 
Training '' Foward* com'nentt 

BRYAN.SE DIvlifon of Reactor Operation* Intpectlon* 79/13/19 
rtOPRiSON.U M Atdttant Director for Oeneral Engineering 
Standard* 3pp 13773 172. 


—8002060430 Foruarde draft AN9 fltd 3.3. "Muclear Power Plant Blirulator* 
for Ut* In Operator Training." for review t> coirment* 

MORftlSON.U M A*»»»t*Tit Director for Oeneral Engineering 
Standard* 79/13/07. VA8SALL0. 0 0 Division of Project 
Hsnegenent riQBELEY. N C. Olvlilon of Reactor Operation* 

Intpectlon* LEVIKE.O Office of Ndclear Regulatorg Research. 
Olractor Ip 13773:317 


—0003060423 Propoead revielon of "Nuc I aar Pouar Plant Simulator* for 
Us* In Operator Training." markad-vp vartlon 
a American Noclaar Soclatj 79/13/07 13pp 13773310 


--8003080693 provlda* followup to 00 Krant question re eeleffllc 
C left If Icot 1 on of automatic faadwatar agt watar eourca* All 
Ifeftlnghoua a 8. 0£ plant* hava talemic Catagorg t uatar 
tourca ticapt Vantae Rout. 

MATTHEWS. P R. TI1I-3 Qullatln* 6 Ordar* Task Forca 00/01/00 
H08S. 0 F THt-3 Oullatln* «. Ordar* Task Forca 3pp 13733 139 


—6002130319 Requaste review of Reg Oulde 1 30. "Oual l f icatton of Nuclear 
Power Plant 1 nep. Esanlnat Ion t< Totting Portonnrl " 

MORRISON. tf M. A**i*tant Director for Oeneral Engineering 
Standard* 79/13/38 LEVINC.B Offica of Nuclear Ragulatorg 
Rftiarch. Director. HOBEl£Y. N. C. Olvlelon oP Reactor Operation* 
Intpectlon*. THQRNOURO. H D. Olvlilon of Reactor Conetruc t Ion 
Intpectlon 3pp 13776 030 


--6003130133 Forwardt main •team line break Intlde containment accident 
enaljtl* Safety concern itivolvat Incraatad cantalnmant 
pretturt ti potanttal return to raactor power following 
ealn tteam or line br aak . Raqua* t * tafatg evaluation. 

SENAflOVA. V Aujlllary Sqttam* Oranch 00/01/31 NOWAK. T 
Reactor Bg«taffl* Branch 3pp 1S733 137 34X 

Fich* 30-000. 81/00/04. 8303010001 


--8002200141 Forward* NRC etudle* of reactor operator training program* 
In US.Unltad Kingdom t. Watt Oarirang In ratponea to BOOIOS 
reque* t. Oanara 1 similarity exists in dagraas of competency 
required. D1 ffarancai axiet In govt roles 1< requirement*. 

OENTON. H H Office of Nuclear Reactor Regulation. Director. 
SO/01/30. OILINBKY.V Comml etloner* 39pp 13760 lOB 


'-8002200144 Requett* Info re whether training of UB reactor operators 
I* Inferior to that abroad. Cite* United Kingdom 791310 rept 
• tttlng that training arrangamante are batter in Britain 
01LIN8KV. V Commlselontr* 80/01/03 OQSBICK.L W Office of the 
Ciecuttve Director for Operation*. |p. 12760: 003 


■6002390193 Retpond* tc NRC BOOl 16 momo ra Oenarlc Ta*k A-l7. "By* 
lnt«ractlon in Nuclear Power Plent* “ Refer* to 800139 nemo 
re revielon of ltd review plan. Agree* that Pha*a II be 
directed toward accompl lehlng eptclflc toeke a* recommended. 
NOfiBEftO. J. A. Engineering ftetholology Stenderd* Branch 00/01/30. 
HANAUER. S. H. Aeeletant Director for Plant Syttam*. Spp 
12789: 369 


■8003390196 Forwardt dreft Reg Oulde 1 . XX. "Nucleer Power plant 
flleulator* for U*o In Operator Training." 6 ANBl/ANS 3 9 

MORRISON.U. H A**l*tant Director for Oanorol Engineering 
standard* S0/01/3I. 8U0NITT.R 8. Of f 1 ca of Nuc laar Regu latory 

R**»arch. Dlroctor MOSELEY. N C Division of Reactor Operation* 
intpectlon*. THORN6URO, H. 0. Olvlilon of Reactor Conitructlon 
IntPtctlon. 3pp 12773.302 


•8002330203 Draft Rag Oulde l.XXi "Nuclear Power Plant atmulator* for 
u»t In Operator Trolnlng." 

• Offlco of Standard* Davalopmant. Director. 80/01/31. 8pp 
12779: 304 


■8002390206 Valua/lsipact ttotamant of draft Reg Oulde 1 XX. “Nuclear 
rouir Plant Blmulator* for U*a In Operator Training." Reg 
Oulde thould he prepared t. AN0I/AN8 3 3-1979 thould be 
endorted. 

* of Standard* Development. Director. 80/01/31. Bpp 


'60032S03I8 Can.^nent« on propoied rulo re reactor shutdown on lote of 
lafety function due to operator or procedural error 
Requirement could lead to electric grid Instability when 
Oddi load demands oc c ur • re*ul ting In loss of offsite power 
L’ENTINOER. E C Reactor System* Standard* Oranch 80/01/17 
MORRlflON.M M A*«lstant Director for Oeneral Engineering 
Standard* 3pp 12799 374 


8003330330 Respond* to B00102 mero re revltlon of 6RP In light of 
r**ultt of draft rept on Psate 1 of Oeneric Task a- 17 btudy 
did not identify omt«»lons m S9P of dgnlflcant sys 
Interaction potentials 

NORBERC. J A Engineering Metholology Btondard* Drench BO/01/29 
HANAuER. S H TIH-2 Unresolved Safety Issues Task Force IDpp 
12778 160 


'0003200120 Co'sments on ANS 8td "Containment Isolation Provtsloi.s foi 
Fluid By* " Containment isolation *td should address 
provisions of purge valves. 

ThORNBURO. H 0 Division of Reactor Construction Inspection 
79/11/07. MORRISON. U M. Assistant Director for Oeneral 
Engineering Standards Ip 13763.031 


--8003040133 Draft Revision 1 to Reg Oulde I 38. "Oue 1 1 f 1 c a 1 1 on of 
Nuclear Power Plant I nsp. Ciaml na 1 1 on t. Testing Personnel " 
e Office of Standards Oeve 1 opirent. Director 79/13/31 6pp 
13776 040 


--8003040I39 Draft valua/ Irpac t assessment of proposed Reg Oulde 1 9B. 
"Qualification of Nuclear Power Plant Insp Examination 6 
Testing Personnel." endorsing . u/c or tain e xc apt i on*. ANSI 
N43 3 6-1978 

• Office of Standards Development. Director 79/13/31 SOpp 
12776 046 


--6003340446 Draft revision to ANB 3 I. "Btd for Qua 1 1 f i cat Ion 6 Tralrilr 
of Personnel for Nuclear Power Plants." 

• American Nuclear Society 79/12/06 41pp 137/4 331 


--6003130963 Forwerds licensee accident analysle re main steam line brex 
Inside containment Requests safety evaluation Licensee plan* 
to submit auxiliary feedwater sys auto- in 1 1 la 1 1 on sys which 
delays auxiliary feedwater flow for three minutes 
OENAROYA. V Auxiliary Systems Branch 60/02/14 NOVAK. T 
Cantalnmant Systams Branch 2pp 12793 131 24x 

Flthf 90-000, Bl/OB/04. 0203010001 


--6003121036 Responds to 000213 request re review of notice of proposed 
rulemaking to clarify applicability of OA requirements of 
10CFR90. App 0 Consideration should be given to resolving 
amb I gu I t 1 #6 

6KOVH0LT, 0. J Assistant Director for Quality Assurance 6 
Operations. QO/02/33 MORRISON. W M Assistant Director for 
Oeneral Engineering Standards 7pp 13766 011 


— 8003130190 Olscusse* amend* to tOCFRSl r* Inclueton of non-licensee 
organl tation* & 10CFR80. S5e to clarify term eignlflcant 
CAMPBELL. W. E Reactor 9y*tem* Standard* Branch 80/03/13. 
MORRISON. W h. A**l*tant Director for General Engineering 
Standard*. 3pp 13762 124 


--8003170329 R**pond* to 600107 question* ra propo*al« for lafaty vtate 
vector R*qut»t« comments on Reg Oulde 1 97 before 600314 
WENTINOER. E. C Reactor Systams Standard* Branch BO/Ol/ll. 
BELTRACCHt . L. Electric. Instrurentat Ion 1. Control System* Branch 
4pp 12797 031 


--0OO319O3S3 Summary of 000220 meeting w/Bandia Lab* & ACN6 In 
Ua«hlngton. DC re Pha** 1 work on *y* Interactlun. 

ANOELO. J Light Uater Reactor* Branch 1 80/02/22 HANAUER. 9 H 

lHl-2 UnT**oW*d Safety l**u** Task Force. Ip. 12761 171 


— 8004030089 Forward* comment* on draft ravlilon of AN9 3.3-1979. 
"Nuclear Power Plant Simulators for Use In Operator 
Training. " 

ARLOTTO.O A Division of Engineering Standards 60/01/18 
ELLIOT. NS Babcock 8. Ullcoi Co tOpp 13773 336 


--6004030514 Comments on draft final rapt re *yt Interaction Phase 1. 
Voice* canc*Tn on Inprecl** wording o»*d re safety L Tl*k 
$• genaralltad concluvlons. 

HANAUER. S H Assistant Director for Plant System*. 60/01/31 
ANOELO. J Light Mater Reactor* Branch 1 3pp 12776 189. 
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I ■•"4 540 '55 *CI of *^4*' Initi 

r«.i»i3T^ IC iCCffiSO 3i. re I..rll$n5 
C;»» '0» core-.' -'<•?»« for regulet 


Alien f orfl* PS ?18“5 to ir 
coneitioni far operACton 

icn c^An}« n*<)ue>l4 


nft 


c <ncti iAlict of p- 5 ?c»K task 

SretiO V Cfflt* c» InipKtlsn *■ tnforcerteni. Offlte oP 
dfittcr ;9/09/07 nlNOJOE-B B oefite of StanJaros 
t *. el;sn*rt • Oirectcr 5pS I2^f3 240 


tti|. 


4:J4;51',43 Fc'.a'Js rar»e«-i,p Traft 2 oreposed Peeiiion I to Heg Outdo 
j 'O-.idarce for PMR to AcMeve t njtnlatn Cold 

Stijldcun • prfliniiar^ value/ xopac t ttatemant i. su'-arii of 
oucli; tc — ;«ifi Co'senti requested 

APtOffC C 4 division of Enqineertnq Standards £10/03/05 
fpALEr.R f a£PS - Adviser, Ceenittee an Reactor Safetuards 
tSJP 12/53 l52 


--e0O4Oail33 Cosisients on Heg Outdo 1 t30. "Outdance foe fit® i- >. 
Maintain Cold Shutdown ” Bafat«-4rade cooldoun to cold ’ 
shutdown conditions not significant lafetg Issue Prsts'i 
plant designs ada<;uate 

TavlOS. J M Daheoct i Wllco* Co 78/0B/04 Ooctsuss . 
Saevices Branch dpp 12753 249 


"8304081171 Foruiarde draft AN3 3 5 w>/App A. 'Proctduras fs* Ijt „ 
SIsiulator Performance. • t. App 0. "Implementation Schedvli'* ' 
Comments rsquasced by 000313. 

MEMZIfiOER. E. C- Reactor agetems Standards Branch eo/03rCd 
HOLLER. 0 R Division of Site SaPetg 1. Environmental snsVetii 
8 RVA.M. S E Division of Reactor Operations Inspections 
SKCVHOLT. 0 J Assistant Director for QuallSg Assurance t 
Operations 40pp 12775- )6? 


-c"J4*8l353 Cc — ents cn Re; Guide 1 139. 'Guidance for RVR to Achieve R 
nainCeis Geld E’-jCdc-n ~ Velid technical basis not 
presrried 5 is required crlg to acniowe R meinieln cold 
sfutceun rred net te jasigned as safety'grace sgs 

«NPER:Off f ri Wes t in;'- ouse Electric Corp 78/08/17 CHILH.S .1 
r.ffice cf the Secretary of the Caemissian 3pp 12753 208 


-6C34091C55 Ce-'ents on Reg Cvid> I 139. "Guidance for ftiiM to Achieve t. 
MainialA Cold Shutdown " Valid technical basis not 
presented Sgs required orly tc acnieve b waincain cold 
shctdcun reed not be designed as safety-grade sys 

AhOERSi";'/ I M obsolete code 70/C8/17 CHJlH.S J Office 

sf t**# Etcretery cf the Ce."">ission 3pp 12753 206 


-kC540ai057 Cor.nents on Reg Cvide I 139. "Guidance for RhR to Achieve 1. 
Paintairt Cold Sruidcun " (f qulde not wi thdrau.n. emphas I s 
sf.ovld be redi-ected toward assuring availability of 
adequate cooling capability during hot shutdown 

aRSWR J E Rochester Oas I. Electric Corp 78/07/21 Docketing 

t Services Orarch 6 pp 12753 210 


-PCC4C31070 Svbnits ce-.-.snts on Rag Ovide I 139. "Guidance for llllll to 
Achieve t Maintain Cold S''utdc.-vn ' Positive statement should 
te made in Paragraph 2 b re peuer operated valve position to 
elleviete passible a-bi;uity 

FERRASlE.n P Anertcan tiuclear Insurers 78/07/12 Docketing t. 
Bervices Branch Ip 12753 216 


•eCCt7BlC76 Ctrser.ts on Reg Oulde I V39. "Ouldanct for fifdl to Achieve & 
Meinceih Cold Shutdown " Paragraph C 1 b accepts limited 
opsiatoT attion outside ccotrol roon if Suitably gustlfted 
Guidance needed re suitable justification definition 
jOHliSC'i.W P Yankee Mcme Elacktit Co 78/07/0b Docketing t, 
Services Branch 2pp 12753 227 


-9O0«OeiQ94 Comnents on Reg CuKs V 139. 'Outdanie for RHR to Achieve (. 
Haintein Cold Shutdown " Guide should be reformatted to 
traditioral approach of providing ctiteria rather than 
design details Alternate tgt refs should be deleted 
l £«.8 L Btchtel Corg 78/05/23 tll'ICGUC.fl B Office of 
Star.eerds Oeveloprent. Director 3pp 12753 229 


-8C04091084 Comments on Reg Quids I i39. "Ouldant# for RHR to Achieve b 
Cold Shutdown '* Cuidt ^hoold to 

tr^dltlonAl of Orovldtn) 

a^fgn ddtdtu Alt«rr 4 (a r«fs thould 6 * deleted 

L£d .8 L obsolete code 78/05/23 MlhOOUE.R 0 Offlte of 

Standardf Development. Director 3pp |2753 229 


— 8004140366 Notification of ACH 8 Regulatory Qubcommittes Apt il{.; 
meeting to discuss proposed Reg Guide 1 IGR.RovIsion i, 
"Outdance for Rt-IR to Achieve V Metntetn Cold 8 hotloa''. • 
ARlOTTO-O a Division of Engineering Standards 80/03/21 
ANCERSON. T M Westtoghoust Electric Corp 3pp 12753 lip 


' -0034 1 40370 Draft Reg Ou i do 1 139. Revision I. "Oui dance for PNt |. 
Achieve t. Malfitalo Cold Shutdown " 

s Office of Standards Development. Director 60/02/25 U'li 
12753 153 


--0OO414O373 Pr e I Ininary va I ue/ Impac t statement of proposed 4|| C.iii 
t 139. Revision 1. "Guidance fdr RHR to Achieve It Meir.tsir 
Cold Shutdown " Summary of public com'nents eoc 1 
• Office of Standards Oevslopirent. Director 80/03/25 47it 
12793 165 


— 8804160205 Re guests initiation of procedures to release drslt tii. . 
Btd AN3 3 5. "Nuclear Power Plant Slnulators for ifse Ir 
Operator fralnltig " Draft eatl mag be used es tesls for ts) 
guide 

MATTSDII.R J Division of Systems Bafetg BO/03/12 VltSBr*j< 1 , 
Oentral Atomic Co. fsubs of Oulf Oil Co 7 ip 12775 IB4 


--8005010354 Forwards B00104 memo re general coniments t Tectsssr.fil*- . 
on Revision 1, Draft 1 of Rag Guide 1 139 

CRAVES. C Reactor Systems Branch DO/Ol /25 SCARBRCclOP. 5 t 
Reac tor Syste.ms Standards Dranch Ip 13754.328 


--8805010361 Com-sente on Revision 1 of Reg Outde 1. 139 cost lejs'.l «' 
new position would be much larger 4. should have signlflcfht 
irpact on OViRs t. PVIHs.Oulde should Include CDnslderatlen tf 
sys Interaction effects 

ORAVee.C Reactor aystems Branch 80/01/04 tiOVAR. 1 K fH - • 
Systems Dranch 2pp I27S4: 329 


--6005070225 forwards util 800335 response to NRC request fee fH* * '■ 
re requirements for auxiliary feedwater sys. Verifies that 
operating plant automatic Peadwater sye flows are adeguati 
for design basis transients (. accident*. 

BEHAROya, V Auxiliary Byetemt Branch 90/04/11 MOVAh.l 
Reactor Systems Branch 2pp 12753 110 

--8005120573 Forwards proposed NRC enforcement actions rt tetri l«n 
of sofotv function duo to hunion or proctdurol orror /> a^x 

nillOOUE.ft B Office of Btonderd* Developments Dlrectoc 
OENTONeH Office of NucUer Reector Re^uletlonp Director 
\77^9 272 


-e004081092 Forward, coaments on Reg Guide I 139. "Ouldante for RHR to 
AcMtve b Matnten Cold Shutdewh " Nerd for analysis does 
not always warrant need for repetitive full-scale testing 
operating plant. Alternatives should te allowed 
SCHERER. A E Ceatustton Englnerring. tnc L0-7a-O66 78/09/12 

Cocleting V Services Oraset 4pp 02536 006 

■°'^ch?lv!VMl’Jn^''in'r7r«‘ BUR to 

At eve !. Meintain Cold Shutdown • Cold shutdown should te 

LfiLmn'o If temp Is I... than 3,3 p 

SHERWOOD. 0 0 General Electric Co tfN-321~7a 78 / 07/27 

Ooetetirg b Bervices Branch 2 pp 12753 243 


-900*081123 Submits comments on Rao Guide I 139 "n ■/ , 

Achieve b Ma.nte.n Cold Shutdo:^ "“Np'bis IffarTr'’ """ 

ih:;j;*:r.n:.n:;:r'” «e,uirem.„t 

Sullivan. T j consumers Power Co 7B/07 /27 
Services Oranch 2pp 12753 245 


Oaclettng b 


-©004081127 Comments on Reg Guide 1 139 "/l. 

Haintain Co), SSuld.v.. " O^IirLpr .c;.n^n ? 

ropn should be allowed for rhR emr* 1 n tdntrcil 

available for Performance “ 

SMITIEH.O t Northeast Utilities 7e/04/l0 Ooctetino b 
Sfrvtcei QrancA Spp I2?32 2 A? uoctdting & 


““8003120373 Suiimltc divergent NRC dtaff proposal* for Co ****'*' 
c d*T4)t I on 00 onforcomtnt Action* rt lo%* of 
function dut to ftunifn or procedural trror . fttcofT‘'^»tnd* that 
Approvt proposal*. 

hlNOOUEeR 6 Office of Standard* Dtvel opmonte Director ’• 
42pp 127 59:231 


“"8005130707 Respond* to 800104 reQUO*t for coo>r>ent* on 791206 ^ * 
for personnel qual If kcatlon (c training. Stti do** r«fl*«* 
RoQovin findings & *^ould D* expanded re cla**rooffl ^ 
sirtulatoT training an severe accidents . 

MUULER. D ft Division of Site Safety U environmental Anelv*' 
80 / 02 ^Ob. WORRlSONeW H Assistant OlrtttOT lor Oft * ***4 1 
Engineering Standard* Ip 12773:299 


6003140694 Responds to S00314 memo re containment pvrg* diii-' 
specific technical assistance requests u 

AOCNeAWrE 0 Plant 9v*ken>s Branch 90/03/06 


EnulrAnj^ftnt Ai r*.A » 




6003150179 Eoruerd* Draft l«Reg Oulde R8 110-5 ''Mvclsaf 

Simulators for Ute in Operator Training." draft value/H^Pf^ 
stat*ni*nt h draft ANB &td 3 3 . for review ^ 

ARlOT TOb 0 A. Division of Engineering Standard*. «i 

fRALEY* ft. F. ACftB ^ Advisory Committee on Reactor Ssfegw 
12774 314 



--aC09l90lfl2 Or of I I.H 09 Quid* HB HOD 'Ni^c ) nor I'liuor l*lo(,t Q«nulnti>it 
for 0(8 In (Iporotar Troinlnp ' 

• Offfc* of Otandard* l>»v« 1 npioonl. Olrvc tnr 1 (. 

12774 3J9 


--B0091901BQ Draft v« lt<a/ Impac t atsrsaoioiit af pmpnaoil (log OutJu KB 110 :■ 
"Nuclaar Pouiar Plant Ul mu latora far U«« in (Iparolur 
Ttalnlnp " Ovildantu on accaptaPla t (<«< ac t «r |«L ic « uf i «a<tni' 
tifflulatora thoalil bo prnvldad 

* Of fit* of Otandard a Uavt 1 npnont ■ lltrar tnr llO/On/l'll /|i|i 
12774 J30 


--D0091 SOlfl "Nucloar I'liuor Plant tiOm I atnrt for Uao in (Ip orator 
Training!" rovlaod iVtJO 

• 4.->»rUan Nuclear linclolg ll<>/K7/;M :H»pp 127/4 I'/l 

--0OO919O313 ForuarJi Ofc of Btda Oovo 1 npiront roapnnooa to quaotliiiio 
re toil of tafetg functlnn ataff paper, in roopunte tci (]l>0324 
r*mo. 

HtNQOUK-R 0 Office of lUandarda Oavel upirenl. Otroctor IKI/OO/O.i 

OIRCKO.M J Office of tl>o l.ioctitlve lilroclor fut lip aral 1 otit. 

?pp 13774 0111 


— PC09I90(>63 Foruardt util reipunto to autlllarg foeduator ro I 1 ab 1 1 1 tij 
ovaluatlon generic reqiieat for *ge daelgii rovleiu I'rovlnue 
revleu i^orl bg (I Neuberrg on IMl- I reapotiae thuuld ba 
contldered 

PARR. 0 P Avftlliarv llgeloaia Rronch l)n/<)3703 ill'Lltl, 1 llroctor 
Sgeteme Oranch Ip I37!l:i 1 Ifi 24X I'lclm 90- ('00. [I| /0()/04 . 
0303010001 


--8C09I90690 Forwarda Taek Action Plan A- I /. 11 e v 1 a 1 on 2. "(Ige In terai 1 1 i.nr. 
In Nuclear Pouiar Plante '* Oecineett recOfOmenuat ton re full 
Ttcholcel Actlvitlee Utaerlng (.funnii ttea approval 

MANAUBR. 0 II. TMf**3 Unreeolved tiafeig leeuae Taek Force IIO/OI'/O/ 
CAeC. r.O Ilf flee Ilf Nuclear lleactor Kap u I at I on. 01 rector 2pp 
13781 173 


--0009I90694 Teak Action Plan A*- 1 7* llev 1 a 1 on 2. "tlga 1 11 1 er ac 1 1 on o In 
Nuclear Power Plante " 

MANAUBR. Q II. Olvlelon of I'riiject Naiiageiooiit ANCBl 11. .J I. Iglit 
Uttar naactori Oranch I Utl/OI/.ll inpp 137111 179 


--S309l6090a Foruarda eiif or c amant pullcg la total tafttg function loon 
dua to auaian or procedural arror 

DIRCHD. V) 0 Office nf the Viiacutlve Director for Dperatlono. 
80/03/10 AliEAKNr:. J . OILINIIHV. V . |(( NNl OV. Tl I Coninl ea I oner n 
3pp 13774 092 


'-8009160912 Biibailta nu legal Objection to iroirnil te 1 1111 paper. “Total tone 
of Oafatg Function Doe to Human or f'rocedural Frrur ** Taree 
vieupolnte preeeiited ra approprlata action following eafatg 
function lot*. 

BHAPaR. If K Office of llic Liecullve I.egal Olruclur 110/03/14 
MINOOUE. R 0. Office of fltandarde Oeve I iipaien t • Director Ip 
13774 094 


--B0091609I9 Concurt in Comml le 1 on paper re total eafetg function loan 
due to Aumen or procedural er ror. Bugg ee tt mod to 
coordination eecllon 

QTELLO. V. Office of tntpacllon 4. I'lif ore ament. Office of Ibr 
Director 00/03/11 MINOOUE.RD Office of Otariderde 
Oevelopment. Director Ip 02617 2A3 


--6009160919 Forwarde commentt on CommI talon paper ra total eafatg loee 
dua to human or procadural error 

HALLER, N tt. Office of Hat(a game fit and Program Analgala 00/03/13 
l1IN00UE.il D. Office of OtandarUi Oavalopmant, Director 2pp 
12774 099 


--6009160991 Recomntenda that rag guide entitled* "Nuclear Pgiwar I’lnnt 
Btrulatore for Uae In (Iparator Training." be revlaed to 
Include attempted elffiulatlon of each algnlftcanl Incldtnt. 
treneiant I, aO 

MULLER, D.R. Olvlelon of Qlte Safetg I. Environmental Analgeii* 
BO/02/04 HORRI0ON. N M Aielatant Director for Oeneral 
Engineering atandarde 2pp 12773 300 


■0CO316O63O fteiponde to 000312 regoeet. Forward* reepontet to qoe&tiont 
re Ofc of Nuclear Reactor flagulotlon portion of FVOl NBC 
budget ragua«t 

Office of Nuclear Reactor Ragulatlon. Director 
80/03/17 COOPER. 0 Olvlelon of Budget I3pp 12739 1/6 


•6009190086 Accepte end draft IE bulletin Reguatt thould b* mode that 
•II lleinteee reepond whether or not datcribed problamt are 
found Forward* Draft 2 to Rag Oulda I |41.R*vt«lon I 

^ DlvUlon of Engineering Otandard* 00/02/1 S 
I ^ ^ Division of Reactor Operation* In*pectlon*. 6pp. 


1101)91 90009 'For CoTnerit* lesue Of R(*g Uulde 1 1 4 1 . Duvi * 1 on I* lli-uft 
"Conte 1 timen t loo let inn Prnvieinne for Fluid tlgo " 
v/al ue/ tmpac t statement on requ 1 rrmunte fur coiitattimonl 
Isolation of fluid 'ig* enc I 

e Office of Btoiidorde Develop.eent. Direr tor 00/01/24 1 3pp 

12764 194 


--11009190927 Approves Revision 2 i»f lank Ac 1 1 nn I'lcin A- 1 7 

CAGE* E. 0 Office uf Nuclear Reartur Rugulatton, D1 roc tnr 
(10/02/1.9 HANAlibR'O II TMI-2 Unresolved liafetg tsvuos lank Isirir. 
tp 12/111 1/2 


--1)00320(1093 rorword* util response re aixlltarg fuedweter TIdw ■lut.lgti 
basts Iloquosts branch ovaluatlon 

PARR. 0 0 Auilllarg Bijetems Ofonth 1)0/04/30 lil'tif), T llructui 
[Igstems Branch Ip 12/93 117 24X Fli he 9U-000. U I /00/O4 . 

uaonoioooi 


- 0009200/.03 Provides 1161/ perspective re Imp 1 em*nl at I pn of prob at 1 1 1 c 1 . i c 
risk techniques 6 requests c I ar 1 f Ic at ion uf NKC c pur a » of 
action DLW supports Increasvd ifse of rlak tochnlqueo but 
urges cautious Imp 1 Oman tat 1 un 

nOV. O M Uobcock h Niicnt Co 00/09/14 OENIDN.II (( OfPliv |. f 
Nuclear Reactor Rcgulat inn. Director 2pp 12760 339 


--1(0032001)17 Discusses generic fluilmgs 8. info tgpe need* for * 1 le 
specific case evaluaCIpno re containment purging proble.ss 
Containment venting 6 purging ufftlto dose llmltatlnns re 
radiological c on* idera t 1 mis onil. 

KN I CHI UN. (7 U Environmental Evaluallen Branch 110/02/14 
LAINAB. 0 I'lant ligstem* Branch NIIIINAN. V Engineering Urmnrh 
flBEVEB. E Operating Reactnrs Hranc (1 1 (Rre l)0U42Bi 4pp 
12/6.1 063 


---110092203/0 Forwards Reg Oulde 1 141. Revision 1* * Contal luront Ikolalicin 
I'rovlslnne for Fluid 'Jgs.* va lue/ isipac t asseeoment f. eummac g 
6 roanlutlnn of public cummente ti/a reg guide 6 su.smnrg 6 
resolutlnn of public comment* 

MOHR I DON. U M Assistant Dirac tnr for Oetieral f.ngt nearing 
ntandards 00/04/16 ARLOlfO.U A Division nf L'ng k near 1 n p 
ntandards 4pp 12//3 0111 


--‘11003220496 Draft lleq Onldo I 141*Revlsian 1 . ‘Coota 1 niren t Isnletipri 
Provision* for Fluid Bg * 

e Ufflca of Otandard* Development. Director 00/09/31 3pp 
12764 11)9 


■ --0003220739 Commit* rosnurce* to joint Ig funded project, "iltmlv nf 
Requirement* of Operator Licensing 

ttlNOOUE.R B Off ice of Btandard* Or vel iipment. Dirac tor FIN 
O-IO'/IO UO/04/'33 DUoQlEVir/. n 0 Utvlslnn nf ConVracle tp. 
12/03 143 


-1)0032201161 Advlsa* of nn comment* on draft rug guide. "Nucleor Pnijri 
Plant Ulmulalor* for l)*e In Oferatur Training. ' begnnd 
cumment* in 00 ElaenF. ut 000104 iramp 

ETBENKUT.O 0 Division of Operating Raac tors II0/02/IV 
HURRTBnN.N H Assistant Director for General Engineering 
Otandarde tp 12/73 2.14 


--B009230400 Requoet* proposal from Oak Ridge Associated Lfniv* to 
develop, org ant la 6 present training prnprom for NRC 
amptogaes In basic human factors prlnclplss re nuclear power 
plant eafetg 

OUNOOKUe. 0 .1 Office of Administration 1)0/04/23 KART.R .1 
Energg, Dept of 9pp 12792 139 


--0009270843 Forward* HR Oanton 000320 memo re Stops taken to obtalii <lal 
on Kestlngliouta turbine rotor disc cracks, par N Chopto 
000310 request. 

REMM. T A. Office of the Esecutlve Director for Operations 
00/03/20 CHOPKO-N Office of the Oaneral Counsel Ip 
12767 069 


— 0009270833 Requests info re step* taken to obtain data on Uastlnghouei 
turbln* rotor disc cracking t adequacy of sanction* for 
Improper 10CFR2I reporting 

HAOER. Q Houma of Rap • Opvernment Operation* 00/03/04 
OICKHIT.L Offtca of the Oenrral Counsel 2pp 12/67 07U 


--□0092B104I Forward* statu* of operating PUR auslllarg feedwater sijs 
avaiuatlons for Nestinghouse. C-E 6 BLU NBBBi plants 
MATTHEUO. P R Audllarg Sgstems Branch 00/02/23 OENARUVA, V 
Auilllarg Dgstems Branch I4pp 12760 329 24X 

FI Che 30- 000 . 01/00704. 8203010001 


— 6009281037 Requests util evaluation of one I response* to NRC requual 
for Info verifying autlllarg feedwater tg* flows are 
adeguate for design basis transients !• acctdeiit* NRC request 
for Info enci 

MATTHEM8. P R Auilllarg 8g*t*ms Oranch 00/02/23 NOVAK. 1. 
Reactor Sgstam* Branch 3pp 12733 12B 24X 

FI Che 30-000,81/00/04,8203010001 


NONDOCKETED ITEMS 




50 O 5 ?aiO(>l fcrwtrd* •vdlu^tlcn cf Sandld Last analMKU remlto on 

adt«<,ac.4 »» SRP »rar. »v« irA «»»«'. I on con« Htratlon* per 
j Angelo reguait „ _ ^ 

SBINluASAti- N Electric. Iretrceentat ion 6 Control Syatan* Bronrn 
60/03/23 WwElO. J tipnt Water Reaeture Branch I 9pp 
137J0 1?7 


.0006270.34) Subnito Oai; Ig round info on propooed Rovlpion I to On 
I 139- 'Outdance for netldtial Heat Removal to Achieve I * 
Maintain Cold Shutdown " Revitlon includaa changae retultiia 
from TMt accident agteia-ment 6 ACR8 review * 

HORRISCN.w m Asjiatant Director far Oaneral enginaartn, 
Standard* 00/06/03 ARLOTTO. 0 A. Dlvitlon of Englneer|i| 
Standard* 2pP 12753 144 


e00!290145 R*i;j»*t» ftegulatcrv Regoirement Review Cc^nultte* contldcr 
propoied tevMion to SRP Section 5 4 7 1 Branch technical 
Potltior fise 5-1 RevUion re re(;ulrei»cnt to cool plant do-n 
Co conditlcr.* conilitent w/RhR operetmg envelope 
P.aIIGC*<.B J DlvUlcn of Syttem* SofeCi, 77/11/03 CASE. E C 
Office cf htclear Reectcf Regulation. Director 3pp 13754 349 


6005390ln5 rerwerd* rev»»ec SRP 5476 branch po«itlon on proposed 
BIP 5-1 for ccm-oeit* cr concurrence ec Reguletorg 
Reqoireffent Review Cci-nittee neeting In June 
ROSS 0 F A**i*taot Director for Reactor Safetp 77/05/26 
HEIflEMAfai R E Ol Villon of By»tem* Safety lOpp 12754 352 


8003290165 SPP.Reviiicn 3 to Oeccioo 5 4 7. "Rlifl Sy*. •' t propoied 
GrjKS Tecrnical Poiltion R50 3-1. Dftlgn Requirement* of 
RrlR S * t ' 

e A**litarit Olrectcr for Reactor Sofrty 77/03/26 17pp 
t2734 3t3 


6003290283 Requetc* c on* i derat ton of reaulrement to inpoie raviaod S3P 
politico on all ltd plant* t tuggeiti Chat 790301 be 
effective dace for all ap pi ic a t t oni. c u*tom or *to 
CEyCui'/C.R C Ol VI lion of Prcject Manesement 76/09/34 
Ri;SCaE. 0 C Office of N'aclear Reactor Regulation. Otrector 3pp 
12735 050 


-8C03290300 Diicuiiet review of requirement* for cepaoillty to achieve 
• hutdcuo w/ lo»»'of-off* ite power Requirement* re 
preogeret tonal te*tinq for adequate miilnq of boron during 
cooldown ahculd be given further c on* Idere 1 1 on 

ATKEsO. J Light Water Reactor* Branch 1 77/06/06 UlLLlAMS.F W 

Light Water Reacloi* Branch I Ip 12755 053 


-8003390321 Forward* con.-..*ritt from varmu* licenting project manager* re 
revl*ed SRP Section 5476 propoied Branch technical 
Potltton R59 3“ 1 R*qu**t* can*i4eraticn of LWR comment* 

W/o ent 1 

VASSaLlO. O B Light Water Reactor* Brand- I 77/06/17 ROSS. 0 I 
Reactor Safety Branch Ip 13733 034 


*6005390343 Comment* no requlre-ment* for capability to achieve cold 
ehutdcwn w/ lo** ~of -of f * t te power Recommend* Peragraph A 3 
b« modifitd to etate acceptabtllt* of *rbpo**d limited 
operator action be performed outftide cuntairmeot 
TicOnAS. C 0 Light Water Reactor* Brarch I 77/06/07 
VASSALLO. 0 0 A«ti*tant Director for Light Water Reactor* Ip 
12735 036 


-BOOS39037O Commant* on requlraoent* for capabltilg to achleva told 
ehvtdoan w/ loee-of-of f * ite power Re-eia*- of 36-h 
requirement m light of how often failure plu* 1o(*-of- 
ofPelta 6 oniitq power it eipected 

BURWElL.S S Light water Reactor* Branch 3 77/06/06 

UlLLlAHS.F J Atflttent Otrector for Light Hater Reactor* 4pp 
12755 057 


'0005300232 Forwanl* Reactor 9g* Branch ovaluation of Sandla Lab draft 
791231 rept. "Final Rept Fha*o I.Syt Interaction Methodology 
Application* program ' Llit of attunptlon* re Sandla Lab ty* 
Interaction analytl* enc 1 

NOVAK. T M Reactor Syttfm* Branch 00/03/21 ANOELO. J Light 
water Reactor* Sranch I 5pg 03661 203 


--6037030096 Di*cu*ee« devolopnnnt of plan for tipanding aggllctin.) 
App 0 of 10CFR30 to App A Item*. In renponee to 600431 '' 

requeet Plan will he eubmitted by 600516. 

HAASS.M P Quality AdiurmntB Branch 00/04/35 MOORAN.V 9 
Engineering Branch Ip 12766 032 


— 8007030137 Dl*cu»*e* ichedula for Implementation of Tail If if t. 
action plan Similar new QA requlcenant* wtll ha implementet 
for facility revlOJi* 

IIAASQ.WP Quality AtauronCe Branch BO/04/04. DENTOfl.K B 
Office of Nuclear Reartor Regulation. Director Ip. 13760 GIB 
34 It Fiche 30-000. 01/00/04. B2030 1 0001 


--8007030146 01*cu*ie« Revi«ton 2 of TMI action p Ian. eitendirg Ijti 1 1 
implementation echedule for Ofi r oqu 1 remen 1 1. Reatteaement of 
taak priority ehould be conoidered by ateerlng group during 
c on* I dereC 1 on of Revision 3. 

SKDvhOLT.D j Ae*i«tanl Director for Duality Attyranct 1. 
Operation* 00/02/27 MATTSON. R. J Olvition of Syiteet Btfttf 
Ip 13766 019 


--0307160675 Reapond* to 791005 memo requeeting review of 790937 fi| 
Cutde I t39,Revt*ton 1. Draft I Review of dreft reg guide, 
velue/lmpact qtetement 6 retolutlon of public comrtnt* ha* 
been co*pleted No comment* offered. 

JORDAN- E L Dlvlaton of Reactor Oparatlon* tn*fectlon« 79/11. r; 

M0RRI80N. w M Aoslttant Director for Dcneral Engineering 
Standard* 3pp 12755 062 

--eC07160tll9 Forward* recommendation* re operetional etpect* Ire* fei.; 
Invettigatl on 

martin. R D Region 2. Atlenta. Office of the Director 79/l0f|{ 
ALLAN. JM Region I. Rh i lede 1 ph ie. Office of the Dtractor !7|f 
12766 099 


'-0007I70250 Forward* background info re propoted Reg Oulde R8 llO-l 
"Nuclrar Power Plant Simulator* for l/*e in Opertor 
Trelnlng ' Outde written for back fitting at all nuclear 
power training tlmlator* 

HORRISON.Id M A»«l*tant Olractor for Oanaral EngiPterlng 
Standard* 00/06/09 ARLOTTO. O A Dlvitlon of Engln«*rl 0 | 
Standard* 2pp 13774 295 


-0007180330 01 (cu**** nead for revMlon to 10CFH50 351 e ) Lictr.iiii «| 
taka month* to evaluate deficiency for reportab 1 1 1 ty !• 
const may be continued w/o retolutlon of deficiency Cheng** 
thOuld he proceeeed eipedtttouqty 

STELLO.V Office of In»pectlon <. Enforcement. Office of t** 
Director 80/04/30. MINOOUE-R. 8 Off it* of Btendard* 

) opment e Director ^PP 1376^:130. 

~800B080|39 “For Comment" letue of dreft Re® Ou!de fiB 110“9 'N*wHi 
Power Plant Slmuletort for U#e in Operator Training " 

* Office of Btenderde l^evelopmtnti OirecitiT. B0/07f3l 
12774 241 


■-0000080127 Draft value^lnpact atatement for "for Commant" Im'** 
draft Aeq Oulde ftQ "Nuclear Power Plant Simulator# for 

Use In Operator Training. " 

» Office of Btandarde Oevalopmonta Director. 90/07/31. ff 
I277e 249 


-QD0S050394 Forvardt* -’CemmUtee on Reactor Llcantlng fit Safetg titateoipni 
oft Uee of Probab t 1 le t 1 c Rich Acceecment In Regulatory 
Prectec “ Includtc recoAAtentfationc b CL*m<nary of tey gotntc 
for f«QC concidtrat loft Requecti revieiu t* coaaenti 
OtfiBSrD C AtoAlc In^uctrtal forum 00/06/02 OBnTOn, H R 
Office Qf Mucleac Reactor ftegulatton- Olrector 3pp J2760 320 


0006120850 Forward* nUREO/CR- 1321 RA Oerl will be edded to .vc Ii*t for 
futur* rept* emanating from generic ta*l re tgt interaction 
W/o enc I 

COFFMAN. F D Syttem* Interaction Branch 60/05/20 BARI. R A 
Brookhaven National Laboratory. Ip 12701.139 


-8006120860 Forward* KUREO/Cfl-1321 P CvhuUtl* will be added to tyt 
l|tt for future rept* emjneting from generic te*k re tu* 
Interaction U/o enct 

COFFMAN. F 0 Eyatem* InterectlOh Branch 00/05/20 CTBULSkIB.P 
Satttlle Memorlel ln*tl tute Ip 12701 130 


--6003000654 Olacuite* 8i.W plant owner* reeponee to N17RE0-05 ^ 

that no addl In* trumentat ion 1* required for detection o 
core cooling it unacc epteble. Hvaluatlofi detailing heal* or 
coAclutiont end. Ruilcii 

RU0ENSTEIN, L B A«tl«tant Director for Core I. ‘^«"telna*nt o* 
00/06/17 NOVAK. T li Aealatant Director for Operating «r 
6pp 13763-235 


-'B00B210S16 Com.-itnt* on JH Burgee* uneollcited profoeel' 

Human Fee to re Sge Planning for Nuclear Fu*lon power *"**" . ^ 

Operation." in retponee to 000327 memo. Pr opoeed effort ■ 
not contrlbuta to NRC mieeton NRC ehould not develop del j; 

MINOOUE-R 8 Office of Btendarde Development. Olrettor. 
COLEMAN. H E. Dtvtalon of Contracte. Jp 12752. 140 


-00092S0I35 Forwarde draft plan fop increaelng ecope of appH* 
of OA program of App 8 to Include alt App A item* *• . 

actlvitle*. Aeiaclatsd manpouer l< echeduling aitl«*t»* *'* 
be devnloged fotlouing egreement on megor alemeAte , b a 
HAaES. U P- Quality At durance Oradth. 00/03/20 VOLL • 
Olvieion of Enginaaring. 2Ipp. 13769:331- 



--00090^0236 forward 1 drtcrtptlan of tnttrPacino tc r ««oontibt 1 1 tt e « )i> 
(ondvct of tnedequat* core cooling rovleu bttlnatat of DIv 
of Sv» Integration resource raqul remont* to coirplote project 
tncl- 

PHtWHPB.!- E Core Performance Drench B0/O6/IO nuDEUBTE IN. L. 0 
Asdttant Director for Core & Containnent Dgstems 4pp 
13763 260 


..gC09IIOlt9 Concurs In Instrumentation <• Control 8gs Orsneo 
rscomsendet Ion to revise fA/REa~0978 to require at least one 
autlllarg feedwater flow 6 two level Indicators for 
Uestlnghouse steam generators. 

MATTSON. R.J Division of 9afetg TecOnologij 80/06/11 
etSENKUT. D 0 Olvtslon of Licensing 3pp 13732 307 


- -0009120630 6eCV-80-230A 

Dicommends Initiation of eubtast In TVOO Instead of FV82 re 
THl Action Plan ICeai I A. 3 3 on operator licensing progrem 
chenges 

DENTON. H R. Office of Nuclear Reactor Regulation. Director 
80/06/09 Ip 13770 274 


—8009100116 Requeets technical support in developing recomsiendat ions foi 
requirements for epeclfglng 8. verlfging nuclear power plant 
simulator response cbarac terl e 1 1 C e 

HINOCUf. R 0 Office of Standards Development. Director BO/00/13 
MURLEV. T E Office of Nuclaar Rcgulatorq Reeearch. Director. 

3pp 12774 366 


'-S009180I36 Concurs u/OOOOOl revision of SECV 00-137 rs NRC enforcement 
pol 1 C y. Bubn I ts two observatlone re policy statement to bs 
Ksndltd as appropriate 

MINOOUE.A.B. Office of Standarde Devel npment. Director. 00 / 00/19 
STELLO.V. Office of Inepectlon & Enforcement. Office of the 
Director 3pp 13773 364 


--8007160430 Forwards auilllary feedwater syt reliability evaluation b 
requast for add I Info. 

CHEC6.P B. Aeslstant Director for Plant Byeteme. BO/09/03 
NOVAK. T.M. Assistant Director for Operating Reactors. 13pp. 

03930 103 84X F 1 c he : 90-000. 81 /OO/ 04. 0303010001 


-'600919003S Forwarde comments on c lar 1 f teat 1 on of NUHEO-0370. I tem 
2 1 7. b par Etsenhut 000317 memo. N/o anc 1 . 

CHECK. P.8 Assistant Dlrsctor for Plant Oystems. BO/06/04. 
MATTSON. R J Division of Safety Technology Ip 13792:200 


•6009170041 Commsnts on accuracy requirements for flow i level channels 
t> adsquats steam ganarator cooling for Uestlnghouse plant! 
re NOREd-0378. Bee tlon 3 17b 

SATTERFIELD. R tne trumentat 1 on b Control Bystems Oranch. 

80/03/14. TELFOflO. J T. Division of Licensing Ip 13793.307. 

•6009190799 BeCV-00-377 

Olscussts ust of core e<lt thermocouples to determlnt core 
ccnditlone 

DENTON. H R. Office of Nuclear Reactor Regulation, Director. 

80/06/10 4pp. 13739 163 


0010010637 Confirms 800703 tel con re Amend Of 10CFR30 991 a » Memo dtd 
800213 to UH Morrison b revised draft 10CFR90. 99te ) end 
CAMPBELL. W. E. Reactor Bystsms Btandards Branch. BO/09/04. 
BEINMUTH. 0 U. Division of Reactor Construction Inepectlon 2pp 
12762 116 


"6010030397 Submits observations On seminar ra human factors which ended 
800627 

MEDEIROS, M 9 Reactor Systems Standards Branch 80/07/02. 

MAMAUEft.a H Division of Human Factors Baftty 4pp 13792 010 


--6010030443 Rasponds to 800914 I tr re use of probabilistic rlsl 
MSessfflsnt tsehnl ques. Quant Itat ivc rlst assessment 
techniques suppl other decision criteria In areas of 
prior 1 tl cat ion of generic Issuee b evaluation of design. 

MATTBON. R J Division of Safety Technology 80/07/08. ROV, D. II. 
BabcoeV b Ullcot Co. 3pp. 13760:334. 


8010030446 Coffl.ments on draft Itr to D Roy. Concurs w/ecceptlon of 
**^^*P^9 rt replacement of existing crlterle u/neu criteria. 
BERNErq.r M. Probabilistic Analysis Staff IPre 8011171. BO/07/01. 

ERN8T.M. Assistant Director for Tachnology Review. I8RAEL.8. 
Reliability b Rltk Assessment Brench 3p p 12760 337. 

•8010140278 Comments on draft OAO rapt, ••TMIrMost Studied Nocloar 
Ccldent In History. " NRC has acted promptly on 
rscommendat lens to mate licensing of new plants conditional 
**’*’"’*'** acceptable emergency plant. 

Office of Standards Oevalopmont. Director. 80/07/07 
nyiGON.R. J Dtvtslon of Safety Technology, app, 12786 346 

'4* Flche, aO'OOO, 81/08/04,8303010001. 


•6010200470 FcTwOTds (Ifc of Hue leer Reactor Regulation views re 
probabilistic rtsi assessment techniques 

ERNST. M L Assistant Director for Technology Review 00/07/22 
GRvAN. S £ Division uf Reactor Operations tispections 9pp 
12760 330 


6010200914 Discusses NRC use of probabilistic risk assessment 
techniques In licensing process. In response to AlF 800602 
I tr 

MATTSON. R J Division of Safety Technology 00/07/18 OlfiDB-D C 
Atomic Industrial Forum 6pp 13760 329 


•0010220043 Forwards 'Uestlnghouse Operator Action Program Preliminary 
Rec ormendat Ions . ' "6af eiy-Re la t e d Operator Actions" b 
Draft 3. Revision 1. "Criteria for 8ef ety-Re lated Operator 
Actions. " Com.->ents requested by 6CO022 

BECKHAM. D H Procedures b Test Review Oranch 00/08/04 

HANAUER. S M Division of Human Factors Safety. ROBS. D F 

Division of Systems Integration Ipre 811009). MaTTSON.R J 
Division of Safety Technology Ip 12/92 017 


--6010220044 "Uestlnghouse Operator Action Program Preliminary 
flecommendaC Ions to ANS 96 8 working Oroup on Criteria for 
9are ty -Re 1 d ted Operator Action " 

HALEV.M a . RAUlINS.O M Uestinghouse Electric Corp 80/09/31 
40pp 127S2 010 


--0010220045 Draft 3. Revision 1. "Criteria for Safety-Related nperotor 
Actions " 

a American Nuclear Society a American National Standards 

Institute eO/09/31 40pp 12792 071 


—0010220046 Submits list of IREP participants for review of facilities 
8 Hardin assignment will be confirmed by 800902 

ERNST . H L Assistant Director for Technology Review aO/00/07 
OERNERO.fl Probabiltetic Analysis Staff (Pre 801117) 3pp 
12760:306 24X Flcho 90-000.01/08/04,8203010001 


--B0I0220246 Forwards D Clark rec ommtnda t Iona re prlorlt.j listing for 
reviewing automatic Initiation of aociliary feedwater sye 
NOVAK. T M Assletant Director for Operating Reactors 60/07/19 
CHECK. P Assistant Director fur Plant Systems 3pp. 12792 2lD 


--B010220294 Forwards listing classifying opsratlng PuRs Into one of 
three priority categories Cattgory A plants will be shut 
down during Aup or Sept 1980. Category B during Qc t or Nov 
1980 b Category C In Decerber 1700 

CLARK. R A Operating Reactors Oranch 3 80/07/11 N3VAK. T 

Assistant Director for Operating Reactors lipp 12792 211 


-'0010230237 Forwards safety rationale for TMl Action Plan Item tl I' J>. 
"Instrumentation for Detection of Inadequate Core Cooling." 
per HR Denton 800716 memo 

RU0EN8TEIN. L 8 Assistent Director for Core b Containment Oystrms 
60/08/09. MATTSON.R J Division of Safety Technology 4pp 
12769 171 


--6010230277 Forwards draft rssponse to Commisslonn request re 
probabilistic risk asssssmsnt tschniques In licensing 
process for review b comments by 600819. 

MATTSON.R J Olvtslon of Safety Technology 00/00/06 
MIKQOUE.R Q Office of Standerds Oevelogment. Director 
BUONITJ.R J Director's Office 8TELL0. V Office of Inspection b 
Enforcement. Office of the Director i2pp. 13760 306 


--8010240324 Forwards evaluation of WCAP-9637. "Rept on Small Break 
Accidents for Wtstinghouse NSSS w/Opper Head Injection." b 
Info re use of core eelt thermocouples to detect Inadequate 
core cooling condlttons. 

CHECK. P S Assistant Dlrsctor for Plant Systems 80/08/07 
ANDEPBON. T M. Usstlnghouss Eltctrlc Corp. 2pp 74962:120 


--0O1O34O334 Topical rept evaluation of UCAP-9637. "Rept on Small Break 
Accident! for Uestlnghouee NSSS w/Upper Head Injection " 

Rept provides sufficient basis for developing emergency 
procedure guidelines for small break accidents, 
e Assistant Director for Plent Systems 80/00/07. 29pp 
12769: 166 


--Q01 1090330 Forwards completsd summaries for TMf Action Plan Items 
II C 1. II C 2 b II C 4 

THADANI.A C Reliability b Risk Assessment Branch BO/O0/2H 
KNIEL'K. Osnerlc Issues Oranch. 6pp. 12760:277 


--601 1070916 Discusses NRC attempts to implement policy changes b 
revisions to I0CFR9O 99 b re licensee knowingly installing 
nonconforming equipment, in response to 6OOBO0 mairo 
REINHUTH. 0. H Division of Reactor Construction tnspectiori 
60/08/17. HAYES. 0. W Region 3. Chicago. Reactor Construction b 
Engineering Support Branch 2pp. 13762 lIB 
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--e0l2330420 Draft v«l uP/ Ifp at i siatatipni supportinj l«$uant» ji „ 
propoaad Rcvislori 3 to Rop Guide I 33. '-OA Program 
fleljolrer Bnt » (Opprattoiil 

« Qfftte of 6tandard» Oavolopment. Director eO/U/JJ Uj, 

03809 too 


-6011l3COi3 S-r-arg af 300716 .-railng re rant* of -andatorv NPPDS 
arojra- a« utlmaP m Advante Ustlct of Progoted Rule'aHn# 
aiPPft/VO t .fficat^ of draft Co-r>l«»ieo paper re changet to 
CoiJv I 16 4 of^ds for NPROS data 

wetSVt W R*dctor 6tisnaord« Or^iich GO/07/59 Heoc tcii 

S^ata-i* Slarjartff 3rarcr Spp 12795 164 


--0012340088 Fur (JO rd* draft std order for DOF. wort " Indtar Per; ; . 
Interaction Evaluation." to San Francisco Operations Cft 
approval 8tato<nent of uJork encl 

ROSS. 0 F Otvllton of Sgstsait integration tpre GitoOSl C),, 
A-0403-1 80/11/07 LAORONE.O 0 Energg. Dept of gfp 

13770 043 24X PUBS 30-000.81/00/04.8203010001 


e 0 lll 30359 Retorrenls ttat ojltU* »i eseistatlons from groups w/gossible 
ojpssirj vie-t on profCseJ anforce(s»nt policg.not #e 
stbeOJlad during MPC Oriefing Oral pr esen tat 1 ont snoglO 
fallCJ jublit torrent perlO!: 

SIELLO V Office of Inspection & Enforefrent. Office of tnr 
Oirettor eirca/29 ai-EaPnE J F . OlLIMSKV. V . HENOfllE. J M 
C;r.siis loners 2;P 94545 244 


-e31 1130362 A: I receipt Of 000423 Itr offering assistance in Jsveloping 
neu e->«orcerent polled Stata-ent of fundamental legal & 
polity issues Involved received in June uould be considered 
tsfors oromulgation of new policy 

PICrwlT.c Office of tbe General Counsel 80/06/06 
RE«i:CltS M 3 Cebe/oise t Llberran Ip 12/59 229 


-EOHISOOIS Fjr.arcs public torments received on draft Reg Guide 
PS I10"5. "Nuclear Pc-er Plant Simulators for Use In 
eperator Training " W/o encl 

RcA/IA^EP. E C Reactor SifStems Standards Dranth 80/10/15 
ELUlOll-tl S eattoct t Ullcot Co Ip 12774 309 


-80J 1200532 for(jards evaluation of austllary feaduator sgs ragul rements. 
raiiuctt for addl info re emergency feeduater upgrade & basis 
for autillarg (eeduater sys flcu requirements 
PaPP.O 0 AoilHars Systems Branch 80/11/14 REIO.R M 
Opstatiog Psaetprs Brancn 4 I6gg 12752- 226 24X 

Fiche 30-000. 31 /08/C4. 8203010001 


-85i201C047 Notification of 001016-17 .-eating In ID Falls. ID to distuss 
usefulness of LOFT inf o. 1 Ic enslng process 6 development & 
testing ins trumentat ion to detect Inadeguate core cooling 
RQ5S. 0 Division of Systems Integration (pre 0110031 HURLEY. T p 
Division of Reactor Safety .Research 80/09/16 DAVIDSO.V. D R. 
Clevtlard Electric ll Vumintting Co VAN BRUNI.E E Aflcona Public 
Service Co TAvLOR.J Babcock LUIlcoi Co 8pp 12765 145 


--8012020304 Responds to 800909 .-emu re ACRS comments on hydrogen control 
6 plant reliability studies Not all plants should should be 
reyuessed to initiate reliability assessments immediately 
ttitlgacion featurt studies being undeeCaten 
OENTO.M. H P Office of Nuclear Reactor Regulation. Director 
83/09/23 APEARSE.O Cc-y»i ssi oner s 3pp 12760 288. 


--£012050464 Coivients on draft std for operator training simulators 
Under s t and i ng plant response 3 component 6 sgs functions is 
more important than knouledge of location 

fiFOEIPOS.rl S Reactor Sgstems Standards Branch 79/12/10 
meee.J.8 ItSl Pregrar Office 4pp 12772 173 


--8012090183 Confirms L Beltracchl as NRC member of joint IECE/AN8 
uprltng group re std revteu request Stde for development 
6 use of coirputer sys in nuclear Industry do not eilst 
BCUTBACCmI.L Human Factors Engineering Branch 00/09/02 
StP-LlVAN. 0 tnsteumentatton 4 Control S-gstsms Branch Ip 
12757 013 


-'8012160252 Provides justification for proposed revisions to 
10CFP50 551 ei. In response to 600904 memo Areas uhleh 
currently are un sa t isf ar tory Include consistency of 
reporting tc timeliness of reporting 

REIWIUTH.O w Division of Reactor Construction Inspection 
00/10/03 Campbell. U £ Rear ter Systees Standards Branch "Jpp 

12762 tI3 


•8012230407 Discusses sacund proposed Revision 3 to Reg Ouide 1 33. “OA 
Program Rrguirenients (Operatlonl " Coesnents rrguestad ae to 
i^hom onsita OA organliation should functionally rapt to 
ARLOTTO- 0 A Division of Engineartng Standards 00/11/20 
OIRChS. la J Office of the Eiecutlve Director for Operations 

SHAPAR.H h Office of ths Eiscutlve Legal Director DENTON.ti R 

Office of Nuclear Reactor Regulation. Director. 2pp 12765 310 


— 8012230418 "For Comment'' issue of second proposed Revision 3 to Reg 
Ouide I 33. "OA program Requirements lOperationi " 
a Office of Standards Oavelopment. Director 80/11/30 23po 
12763 309 


— 0101030009 Com.(rent» on use of digital computers for reac tor , 

protection Computers t. probabilistic risk assessment 
Inadsyuatt substitutes for detailed 4. efficient opsratin; 
training 6 independent engineering design review 
t-lEDEIBOS.M S Reactor Systems Standards Branch BO/09/24 
TONDt.D Division of Hompri Factors Safety 3pp 12752 Cil 


8101050035 Comments on ACRS rac 0 (rmendat ion that formal prc:tf.-ii (, 
established for using CER info in anticipating safety 
problems, licensing 6 requal 1 f t cat ion of plant operating 
personnel 6 training supervisory 6 iseint employees 
MEOEinOB. M 3 Reactor Sijstens Standards Branch 79/06/If 
UEN21N0ER. E C Reactor Systems Standards Branch 3pp I27t} ; • 


--8101090529 BlscuSsss IEEE role in development of re I tab i tic, siiiui 
i^etbodoiogy. in response to 000012 memo transmitting articli 
in Aug 1980 Suppl to IEEE Spectrum 

DENTON. H R Office uf Nuclear Raactor Regulation. Oirccid' 
80/10/10 BRAOFORD.P Coirml ss 1 oner » 3pp 12767 039 


--810103D335 Fovvards article In IEEE neus suppl re dlffsrencki u. 
AlF approach in developing rlek b reliabilltg assessment 
methodologies Iden 1 1 f t c a 1 1 on of NRC activity differences 
requested by S00912 

BRAOFORD.P A Commissioners 80/00/12 OIRCKS. U J Offlii c> 
the Executive Director for Operations. 2pp 12767 035 


--0I01080337 Discusses retom-irended revUlon to I0CFR21 to enivci fun' 
Inep b enforcement actloni 

STELLO.V Office of Inspection b Enforcement. Office of lb* 
Director 80/10/23 MINOOOE.R 0 Office of Btandardf 
Develofirent, Director 6pp 12762 106 

--8101140354 Corrected draft Reg Guide B8 110-3. "Nuclear F:uir fli'' 
Simulators for Use In Operator Training " 

« Office of Btandards Development. Director 80/10/31 4ff 
03883 002 


--8101140364 Corrected draft valua/tmpact asaesement of ppopo««f *'l 
Guide RS 110-5. •'Nuclear Pouier Plant aimolptors for Use ir 
Operator Training " Proposed action provides guldants on 
proper characteristics of simulators used for Irflning. 
e Office of Standards Development. Dirac tor 80/10/31 6f» 

03883 OCB 


0101140492 Forwarde comments on 001022 (remo identifying ipfCl'n 
problems b proposed solution re lOCFft2l unresolved issues 
Meeting recommended to resolve Ittuef of 10CfR2l revision 
CAMPBELL. H E Reactor Systems Standards Branch ' 4 , 

ARLOTTO. 8 A Division of Engineering Standards 6pp 12/*/' 


--0102090346 For(uaPde “Oual 1 f Ua t i on b Training of Nuclear peuer 
Operating Staff In NEA Me.-shar Countries.” b operstor 
training section from Mar 1900 Issue of Nuclear Engineering 
Inti megatine. an/iiK’ 

8I1EA. J R Office of In ternat i ona I Programs. Director 
OILINSKV. V . BHaDFOBO.P Commissioners I3pp I276B IJO 


--6102030351 "Ouallficatlon b Training of Muc Vear Pduer ’ 

Staff in NEA Member Countries." presented at 801020-2 I 
Conference on Current Nuclear Power Plant Safety Issues 
COURVOiaiER.P, . SIADIE-K D . STEPHENS. M £ Organliation 
Economic Cooperation b Devalopment cparie 1 80/10/24. 

12768 145 

. uni ar riiii 

--8102170431 Notifies that SECY-eO-49i re proposed ruleme«in/_ 
operator qualif Icatlone it ulthdraijn due to Commtsslonsr 
concerns Revised paper ulll he prepared lOi Offl<' 

• Office of the Secretary of the Conucitelon 81/01/21 
of the Secretary of the CsRUhlsslon Ig. 12760:099 

--01O?24O?93 3u(nm»rg of BOllM ro#»ting w/ffiC group# rf **'J‘’‘*^* *** 
NRC uOr\ r# »hutdo*wn of nuclpar powar plaT>t» 

normal 8t abnormal cond 1 ona. Agtnda ^ *^**”'**^^*a ti/i 7 ^ 

LOBECaR ri Safatii Progra.T Evaluation Branch 
Gafftij ProgratA Evaluation Branch 3pP 12794 2|9. 


• BI0J27O299 Oltcu>30* program for Iniproving oimulatorg to accoutit for 
LOCAt & oth«r translaots that load to otoam fornatton uithiii 
«cs Endoroomont rsquootod Jf program »» rpaponslve of Ofc 
of Nuctoar Roac tor nsgulatlon iisodo 

HInOCUE/** B D» rector'* Office 00/12/1? OEnTON. H « Office of 
Nvciear Roactor Begulation. Olvottor 4pp 127/1 109 


--0IO227O3O2 ^* ****** Applied OvPamlcs Inti peripheral proc et«or. AD- 10. t c 
appt tcahl 1 1 tv to reaV-tlitiB prediction* of plant tranaient* t. 

• salt prealt trantlent* in pplR (■ BUR plant* Development of 

flpu »mall hraalt accident analgsl* code rpcomnended 

KATO- U f Broolhaven National Laboratorg BO/03/20 TnNO.t.ii. 

Attlttant Director for Uater Reactor Safeti Reeearch 9pp 

12771 10* 


--BlOtlABbWI "Human Factors In Nuclear Control Room." Pq 77d-790. Not I oor 
Befetg.Vol 10 - 6 . Nov-Oec 1977 Qummariie* 40U-page final rapt 
of ftudv eponeorad 6g £PRI, EPRI-NP-309 did Nov 1976 
eEHlNARA. J L . aON2AL07.U R Lockheed Ml tel las 6 Space Co Icube 
Lotlheed Aircraft Corp ). PACK.fi W. Electric Pouer Reeearch 
ln»tltote ZECM 77/12/31 IBpp 127S0 372 


--8203D10003 Addl raeponee to FOIA regueet for 30 categorlee of document* 
re NUfi£0'0660. "NRC Action Plan " Forward* document* tilled 
in Aqp A App 0 Identlfle* documents ralaaead on 010329 
fELION. J fl Olvliton of fiule* and Records 01/06/29 MAODFN- T. j. 

K*v*. Bchol er. Fierman. Hag* & llandlsr 10pp. 12790 020 


--B2030I0007 Forwards prlorltlted list of candtdata* for Sandia Natl I nb 
bcaan factor* course starting I1011l7-ln r*«panse to 
RH Bernero 001024 request 

k'ENIlNOER. E. C. Reactor Sgstom* Standards Branch 00/11/04 
HURPM7.K 0. Probabilistic Anaigsl* Staff (Pra 0011 I9t. 4pp 
12790 131 


--6203010008 Request* list of recommended candidate* for Sandia Natl Lob 
course on human factors scheduled 001117 Sinrmarg outline of 
course tnc I . 

bernero. R H Probabl 1 1 Stic Anaigsl s Otaff (Pre 001119) 00/10/24 

OENTON.H R Office of Nuclear Reactor Ragulatton. Otractor 
DAVIS. 3 0 Office of Nuclear Material Oafetg b 
Bsf eguards. D1 rec tor H1N0GV)£*R B Off lea of Standards 
Development. Director. 4pp. 12790 134 


"9203010010 Summarg of BOIOOS maatlng w/Vluntan Factors Bot re bog 
cone erne. 1 1 me tab 1 e 8. fiscal r espons lb 1 1 1 1 g for sola source 
procurement from Human Factor* Ooc. 

JENKINS. J J Probabilistic Anaigsl* Staff (Pra 001119) 00/10/23 

rOfttCH.K Division of Contracts KRAMER. J . IRELAND. R Division 
of Hunan Factors Oafetg 3pp 12790.130. 


--6203010012 Natlfleatlon of 0Q1008 masting to discuss Human Factor* Due 
sols source request for proposal to develop long-term plan 
for eddretting human factors aspects of nuclear rs'actor 
design i oparatlon. 

OtSALVO.R Division of Rsactor Sefstg RsssarcN flO/lO/Ol 
rrtlNER.E Office of the Controller JENKINS.J Probabilistic 
Anaigsl* Staff (Pra 001119) KRAMER. J Division of Human lac tom 
Sefetg Ip 12790:141 


--6209010013 Forward* request for proposal R8-n£8-00-2a7 entitled. 
'Development of Comprehansl va Human Factor* Plan For NHH. “ 

In rtsponsa to request. U/o end 

MOflrOM.K.V Research Contract! Branch 00/09/18. MINOOUE.R. 
Office of Standard! Development. Director. Ip. 12790:142 


-83D30IOD19 Forward* solicitation package ra request for proposal 
R8-RE8-80-227. "Development of Comprehensive Human Factor* 

PIsn for NRr. " Includes proposal submission Instructions 
Rslated Info sncl. 

MORTDN.K V Rssearch Contract* Branch 80/09/17 Homan (actor* 

Boclstg.lnc lOOpp 12790:143 


-83^10017 Rsquast* preaance a* speaker at 001119 sgnposlun entitled 
Kuaen Factor* in Nuclear Power industry. “ at Stanford 
Univ. in CA 

nJl^**'** Human Factor* Bocietg.InC. 80/07/14. MINOOUE. R B 
Ofllt* of Standards Davalopmant. Director 4pp. 12790:277 


•6203010019 Submits rat Igna t Ion. of f ac 1 1 va 800008. a* NflC alternate 
msatsr qf working group revltlng IEEE Btd 966 (1977). 

Recommended Practice for Oaeign of Oisplag i> Control 
utrnc **** Central Control Rooms.. " 

Bgstem* Standard* Branch 80/08/00. 

LHlAPPeTTA. C. «. Sargant b Lundg. Inc. 2pp 12790:281, 

•8303010020 Forward* ORNL trip rapt of 800619-20 visit to Savannah River 
•» re alarm diagnosis «gs currantlg retrofit In facllltg 
production reactors 

SiSuM*** Division of Reactor Safatg R# search. 80/08/06 
n^VER.B . TONDI.D. Division of Human Factors Eafetg. ZIEMANN, D 
rroetdura* b Test Rsvlau Branch Bpp 12790 283 


--02O3OIOO21 Vo 1 1 of. 'human Factnvs in Njc I oar Power Plant 

BOidl.E . ><EKNtND. J . PRElES.U Oermang. Federal Republic of 
77/12/31 44IPP 12/91 001 


-'D303D1DD32 FDTii.ar4* desiriptiun o( human factor* tiaining piogiam to 1 
established at ORN'L Corr.ent* requested bg 800423 U/o encl 
FCREHANO. U E Office of Standard* Oevei op<r an t ■ Director 
80/04/22 ARLOTTU. C . UDILER.K NRC - No Detailed Affillatiun 
Olven MINOCUc.R 0 Office «( standards Development. Oirectoi 
2pp 12732 136 


--Q202010033 Forwords rsquest for proture-snt on hu-sarv factors trolnlup 
for concurrence bg 800423 

IRELAND. 0 Office uf Standard* Development. Directcir 80/04/;.>p 
FOREHAND. U Office of Nuclear Reactor Regulation. Director Ip 
12732 130 


--0203010036 Forwards "Compu t er i r ed Sg* for F valuation of Statu* of 
Protection Sqs ” 

REtSCH. F Sweden 00/04/17 UENI IN3ER. £ C Reactor Sgstrm* 
Standards Branch Ip |2732 149 


--.0203010036 *'3g * Interaction Methodologg Development • Proposal cm 
nucleor power *gs Interaction* encl 

s Sandia Laboratories 70/03/14 Jlpp 12769 197 


--8203010039 "C ompu t er 1 i ed Sg* for Evaluation of Status of Protectlun 
8gs. •• presented at 791209-07 meeting in Hun l c h . Oer-iang 
NEOELIK.A . ROCGENIIAUER Int er na 1 1 ona 1 Atomic Energy Agencg 
lAustria) 79/12/07 l|pp 12732 150 


--0203010041 Advises thet J Uiebe ha* bean assigned to work on rep guide 
re control room design 

UENItNCER.E C Reactor 8.,stem* Standard* Branch 00/03/17 
MORRIOON.U M Assistant Director for Oenoral Engineering 
Standards 4pp 12732 163 


--02O3OIOO44 Advises that lemporarg a**lgn.Tent of DF Sullivan to 
(nftrumenta t ton b Eontro) Sgs Branch has been evtended to 
000901 

uENZINCER.E C Reactor Sgstems Standards Branch 00/03/17 
6AITEBF IElD. fl I nstromentet 1 on *. Control Systems Branch 4pp 
12752 169 


--02O3O1OO63 Forwards NRC 801015 Itr re seismic qua 1 1 f ic a 1 1 on of 
auilllarg feedwater sgs per NRC-D3-79-1 10 U/o encl 
KENDALL. R NRC - No Deteilsd Affi Hatton Olven NRC-03-79 •• t Hi 
60/11/17 fERTNER.K Franklin I ns 1 1 tut e /Frank I I n Itesesrch Center 
Ip 12792 181 


--8203010063 Forwards statement on sgS 1 n tore c 1 1 on*. p repered bg 
representative* from alt NRR d I vs. p resent ed at ACBB 770715 
meeting 

OEVOUNOrfi C. NRC - No Deteiled Affiliation Olven 77/07/lU 
NRC - No Detailed Affiliation Olven 6pp 12768 263 


--02030I0069 Forward* correspondence re analgsit of sgs interactions 
FRALEV. R.F ACflS - Advltofg Co.-vnlttee on Reactor Safeguards 
77/06/28 CASE.E 0 Office of Nuclear Reactor Regulation. 
Director 2pp 12768 269 


--6203010070 Forwards Nt/REO-0623. "Ceneric Assessment of Orlaged Reectni 
Coolant Pump Trip During Ernst I Break LOCA In PUfls. " by 
Oullatlns b Orders Task Force U/o encl 

OENTON. H R. Office Of Nuclear Reactor Regulation. Director 
79/12/26 AHEARNE. J F . OILtNBKV. V . KENNEDY. R T Coicffll s* I unet s 
2pp 12759 169 


--8203010077 Forwards £P Epier rept re reliabllitg of dc power supplg 
FRALEY. R F ACR8 - Advl*org Committee on Reactor Safeguards 
77/09/12 CABE.E 0 Office of Nuclear Reactor Regulation. 
Director Ip 12768 373. 


— 8203010089 Forwards D Rois 791103 Itr describing alternetlves re 
pretest prediction of LOFT L3-1 Ir. compliance w7NUfiE0-037B 
Vendors having difficultg in meeting schedule 
DENTON. H R. Office of Nuclear Reactor Regulation. Director 
79/11/07 HENOflIE.J M . OlLlNSKY, V . KEKNEOV, R T Comml *s i oner s 
Ip 12739 171 


--8203010099 Forwards draft Commission paper recommending approval for 
publication of proposed amend In FR Ingot not requested bg 
NRR 

BROUN. 0 R. Rsactor Sgtteir* Standard* Branch 60/07/18 
ARLOTTO.O A Division of Engineering Standards MORRISON. U M 
Aeslstant Director for General Engineering Standards 22pp 
12739 203 


B203010I10 Co«nT»nt9 or> reliability of d< power »uf p I , . d l»cu»» e<l at ACnS 
77040B -«(tina Sinyle failure critericn la inadetuate to 
aeiure reliable dc eupplf Reliability analyele would yield 
no ueeful addi info 

CPLER.e p epler. F. P. 77/04/12 EfiERSOLE.J C , OKBENT.O ACR8 
- Adwlaory Committee on fleattor SaFeyuarde. 7pp 137fc0 274, 


--B2030101 1& Recoir-meode tbat mC review t, evaluate probability of lose of 
all a< power (< dtaelop criteria t< specific approach to 
eramininp capability of nuclear power plante to withotend 
loss>ae part of ltd review for CP* t> Ct-i 

DENDEB.M ACRS - Advttorg Committee on Reactor Safejuard* 

77/03/19 C0E91CK.L V Office of the Ececutive Olrector for 
Operation*. |p. 127C0 2E32 


--82039IOI29 Requeit* NBC evaluate reliatlltty of typical min 
c o'lf I 5 oral i on allowed for etation eve water *y* t$ other 
baclup «y9-ta quantify adequacy of detlyn of auilllary *y* 
BENDER. M ACP3 - Advi»ory Coa-mittoe on Reactor Bafeguard* 
77/03/19 COSSlCK.l. V Office of tn« Eiecutiva Director for 
Operation* tp. 127/.8 263 


- 0203010129 Inform* of e * tab 1 1 shment of ACRS 4ubco.nmi tee to tnvettlgatr 
effect* of eys interaction* at nuclear power plant* Nine 
tcplc* for c on* 1 dara 1 1 on listed 

FRALev. R F ACBS - Advisory Conunittee on Reactor Safeguards 
7fc/ll/01. OOSSICA.L 1/ Office of the Eiecutlve Olrector for 
Operation* 2pp 12760 299 


--8203OIOI43 Forward* auilllery feedwater sys reliability study ft 
response to N*Jfl£(P~0667 W/o ent I 

KENOALC-f R. N.RC - No Detelled Affiliation Olven tdRC'03"79- 1 IB 

00/09/19. FERTNER.K Franil In Ins 1 1 tute /Frank 1 1 n Refearch Center 
Ip 12792.202 3At Flche 30 -000> 81 <00/04, 6203010001 


--82030I0163 Request* NRC review end c orient • to aid In effort to 
etandardlie detlqn of nuclear power p lent t . Eval ua 1 1 on of 
eafetf «y« t> associated equipment f ron mu 1 1 Idlsc 1 p I Inarg 
point of view would identify undesirable interactions. 
BIBATTOtl-M « ACRS - Advisory CoTinittee on Rcector Safetuerd* 
74/11/00 nuilTZ tNO. L H Office of Nuclear Reactor Hagulatlon, 
Director 7pp 12766 319 


--□203010179 Forward* Auilllary Sy* Oranch document* re auilllary 
feedwater sys reliability analyses per Item 13 of POIA 
00-553 

PARR. O Auilllary System* Oranch 81/08/04 BERKOU.H N. NRC - 
Wo Ostallad Affiliation Olven 2pp 12792 224 


--02030IOIB6 Bubmlts rec ornenda 1 1 on for licensee* to develop eyaipton 
based emergency operating proc edure *. Even t -spec 1 f Ic 
emergency procedure* cciuld be restructured l< reformetted on 
ey— ptom baste by BIOIOI- 

TnOHAS. C. TMI-2 llullellns E> Orders Task Force. 79/12/03. 

ROSS. 0 F TMt-3 Bullet Ins t. Order* Task Force. 2pp. 12769 060 


--8203010191 fleiponds to 790925 memo re Naval Reactors vleue concarning 
elmulatOTs Full scope nuclear power plant simulatorst when 
suitably used In comprehensive training program.ere 
effective means of training Individuals 

DENTO.N, H. R. Office of Nuclear Reactor Regulation. Olrector. 
79/10/11 OlLlNSKV.V Commissioners 3pp 


--0203010193 FoToerds IE assessmant of SNUD mod to removs rsactor coolent 
pump seal Injection Isolation valve from autcnetlc 
containment isolation circuitry Request* that document be 
returned after review. 

CAPRA.R A NRC - No Detailed Affiliation Olven 79/11/13 
ROGS. 0. F NRC - No Detailed Affiliation Olven Ip 12769 062 


— 02D30tOI9b Approve* general thrust of proposed reprogrammihg of FV81 
fund* t> progran deferrals described in BECY-BO-230 !• In 
EDO B0D61 9 ooio Specific ad ju s tcr.ent s need to be made to 
reflect further Congressional actions on Fvei funding 
HENORlE. JM, Co-mis* loner* 80/06/23 CHILK.S d Office of the 
Secretary of the Coni * s I on. Ip. 12760: 134 


--8203010199 Advise* that SeCV-80-230S re Action PUn Chapter 3 is 
scheduled to be discussed at 800707 Commission meeting 
e Coni St 1 oners. 80/06/30 HENDRIE.J H Corml t si oners. Ip. 

12760 139 


— 6203010223 Forwards revised draft Itr to utils holding CPe for BhW 
plants ro design adaquacy of B6M N6S3 utl tiling once— tbroug h 
steam goner ator*. Draft Interim rept on O&W reactor design 
sensitivity end. 

» NRC - No Detailed Af filiation Olven 79/10/t5. ROBS. D NRC 
No Detailad Affiliation Olven 7pp 12769:147 


'8203010236 Poruerds updated schedule for long-term generic terei ri 
CcRolsslon Hey 1979 orders for B6U operetlng plentt 
CAPRA.R A TMl-2 Bulletins & Orders Taet Force 79/09/14. 
hELTEHES.C J TMI-P Bulletins t> Order* Tael forte 6pp 
12769 166 


--6203010239 R* quests MRR rsvitu U svaluet* potstitlel v3nr**/l*v.*4 Slist) 
question re impact of high energy line breeki on nontafekg- 
grade control ty* 

JORDAN, E L Division of Reactor Operatlone Inspections. 79/<19/:l 
ORIKEB.B K Assistant Director for Syeteme Engineering IPre 
7910301 Ip 12769 174 


--D203010241 Foruerd* recommendet Ions re need for esseiement of sieptui 
of Inadequett core cooling 6 cvetuetlon of accident! 6 
trenslent* beyond current design enetysee Program could be 
completed by 791201 6 NUflEO-0360 goelt could be achieved 
B092TOC2V,7 H. NRC Three Mile tslend Teek Force. 79/06/30 
ROSS. D F. Tm-2 Bulletin* 6 Order* Task Fore*. NAI10ON' R. J 
Tft|-2 Cessons Learned Task Force. 10pp. 12769: 179. 


--0203010244 Forwards marted-up copy of OE-Analysls conclvslQTis t 
recorimendat Ions Problem Item* Identified NUREO-0610 haW 
reporting requirement* require prompt reporting If relief or 
eafety valve fails to close. 

nose. D NRC - No Detailed Affiliation Olven 79/12/13 
RCSZTGC2V. 7 NRC - No Betel led Affiliation Olvtn lOpp 
12769 192 


--0203010246 Inform* that Owner* group* will be advieed that Itea 2 l.ji 
(Part 1) re short-tarm leeton* learned 6 Item* 2 1. 9 re 
Inedequete core cooling must be completed by 600131 
HANE.U F TMt-2 Bulletins 6 Orders Tesk Force 79/11/27 
TELFORD. T NRC - No Detailed Affiliation Olven Ip. l2769.St0 


--0203010232 Forwards OE DMR owners group email breat LOCA guldell/f 
training seminar handout natl for review for def 1 c lane I •* 
Comment* requeeted no later than 791205. 

TtlOHAa.C D TMI-2 Bulletins h Ordtrt Teek Force. 79/11/27. 
ROBS. 0 .1 . NOVAlt. T.. leRfEL. 9. TWt-2 Bulletin* t> Order* Tetl 
Force Ip 12769 203 


--6203010256 Forwards 79U16 BhU owner* group •mall brtek L'OCA gcHsl.iil 
contained In NEDO-24709 «. modified per 7910IB t. 23 Itre for 
review <• confirmation 

KANE. U F THl-2 Bulletin* 6 Orders Teek Force. 79/11/29 
THOMAS. C 0 IMI-2 Bulletin* I. Order* Tesk Force. Ip 12749. DCI. 

— B2O3010273 Submits statu* of Bulletin* h Order* Teak Force wort BtSji 
of work 1* greeter than talk force manpower. 

ROBB. 0 THI-2 Bulletin* t. Order* Task Force 79/11/13 DEHltKK 
Office of Nuclear Reactor Regulation. Olrector. 3pp 12769:315 


--B203010274 Forward* Micheelton request for eddl litfo re •mall hrsil 
LOCA 4 question* 4 answer* which wire never forwarded to 
B4U. D Rose handwritten mamo to H llodgat end, rM n 

CAPRA.R TMI-2 Bulletin* 4 Order* Task Fqrca 79/11/06. RQ38.B 

lrtl-2 Bulletin* 4 Order* Task Force Ip 12769 316 


— 0203010276 Forward* request for addl Info re small break LOCA wklileii 
never forwarded to 64U 

• TMI-2 Bulletin* 4 Order* Teek Force. 79/10/26. TMI-2 
Bulletins 4 Orders Task Force. 2pp. 12769:319. 


— 6203010266 Provide* Info re Phae# It of Interim rellebllttU evelve'li* 
program. Inc luding ob jec tlvae. mgt prlnclplee 4 reletlonehlp 
to nationwide efforts In probeb 1 1 istic risk enelyele. 

BERNEflO.R M Division of System* 4 Hellablllty Research. 

60/09/10. Division of Bystem* 4 Reliability Ratearch, 3pp 
12760:292 


— 6203010320 Otscusses design bases 4 criteria for eu»lllarg feedutl" 
sys. Requirements for flow to steam generator to eeeur* 
removal of reactor decay heat not well defined or 
documented Requested info should be eubmltbed by 80C229. 

MATHEWS. P.R. NRC - Mo Detailed Affiliation Olven. 79/12/21. 

ROSS. 0 . KANE.H. NRC - Mo Detaitsd Affiliation Given. Ip. 

12793: 141 

- -0203010332 Responds to ACRE 791 127 quoetlon re eeUaic quelH UstiM •' 
auilllary feedwater eg* water tourcei. tnc ludes Info ra 
operating plants 4 plants under review. ,_,ai 

MATTHEWS. P. R. NRC - Mo Detailed Affiliation Given. 79 / 13 / 03 . 

RClSS. 0. F. NRC - Mo Detailed Affiliation Given. Ip. 13793:14* 


—8203010339 Di tcutset two item* re autiliary Peedweter eye needlnl 
resolution 4 guidance. Pel lebl 1 Ity of eg* for all operating 
plants conducted. Evaluation tor plant* under review 
propoitd- 

BENAROYA.V. Aualllerg System* Branch. 79/10/31. rtOOREiV. A. 

- No Detailed Af fi 1 letion Olven. Ip. 13793:143. 


75/03/3(1 


t irKV «»cjn at puinp rttuuviiny «a proviavg in /UU ror 

trantmtlkl tti *(1 0|i<r4tins QUR I . Rcspcinte* 

r4i|u*it*d by 791130 

B09IT0C7V. 1 B. THt-3 BulUtln* <. Ord*rt T»«li Fore* 79/10/?9. 
K.ANE>il-F. Standard 1 lAtlon Branch. IBpp 13769 333 


03O10369 Ra^uaatt r*vlau of PWR vandor raajtonae to C Hlchaieon 
concarna for BWRa Appllcabitltu datarmlnat ion or diacuition 
of nonapp 1 1 cab 1 1 1 ty ahould ba providad by 791031. 

RoaZTOCZf. 2 R. TMI'a Bullatlnt l< Ordara Taab Force 79/10/15 
KANE. U. F. Standardl tat ton Branch 3pp. 13770.011. 


03010374 Coinnantt on draft Beg Guide 1 139. Ravitlon 1. "Outdance for 
IlMR bo Actilava !• Maintain Cold Shutdown. ” Fhraie "from 
direct RCS prattura" thould ba Inaartad In aantanca that 
rac omaanda uta of two powar oparatad valvaa. 

SRtN.B F Oanaral Clactrlc Co 80/01/10 FLEMINO. 0 
Uattlnghouaa Elactric Corp Ip. 13753:339 


33010379 Racommendt that MIC coneldar raqutrlng BUR oparatore to 
train on baet-aatlnata pragraninad aleiulatori totala propar 
action for faltad high praaaura eye for tranelente (> 
eccldante raaulttng In high praeeure eye Initiation. 

FBaHH.R R TMt-3 BuUetlne t Ordare Tack Forca 79/09/10 
IBBAEL. 8 . L , ROBZTOC2V. 2 R T(1t-3 Buttatlne «. Ordare Taek Force 
Ip. 13770: tl4. 


D30103B1 Draft of Rag Ouida 1. 139. Ravlelon I. "Ouldanca for liHIt to 
Achleua 6 Maintain Cold Shutdown. " 

> Of flea of Standarde DavalopnanC. Otractor. 79/09/37 9pp. 
13794 003. 


030103B9 Praltmlnary va lua/lmpac t aeeaetmtnt of propoaad Reg Guide 
1. 139> Ravlelon 1. "Ouldanto tor RHR to Achieve t. Maintain 
Cold Bhutdown. " Resolution of public cointnantt tnc 1 
e Office of Btsndarde Devs lopmanti Director. 79/09/27 47pp. 

13794 013. 


03010386 Forwerde Hit of 30 popart h journal artlclai for review In 
fhaaa II of contract study on "Comparatlva Ravlau of Rltk 
Aeaaaenant. Safety Goals It Ralatad Cancapte for Comnarlcal 
Nuclear Power t< Alternative Energy Bourcee. " 

BPANOLER. M. B. Olvltlon of Safety Technology BO/ll/lO 
BPONOLER. 0. C International Planning Ksnagamant 4pp. 13763:194. 


03010387 Propoead Ravlelon I to draft Rap Guide 1.139. "Ouldanca tor 
RHR to Achieve t. Maintain Cold Shutdown." H/801tl4 
bendwrltban note !■ agenda. Draft vslua/lmpact etataniant ancl 
e Office of Standards Oavalopmant. Director. 80/06/30. 30pp. 

12794:093 


03010369 Draft of "Conparatlva Ravlau of Risk Ateee anant. 8s f aty Goals 
It Ralatad Concepts for Cofimsrlcst Nuclear Power It 
Alternative Sourcse of Energy " 

SPONBUER. 0. C Internet lonal Plannlnp fisnsgamant. NRC.-03-B0-146. 
BO/09/34. Blpp. 13763: 198 


03010393 "Cooldown Criteria for LUfta. " Draft 3. 
e Anarlcan Nuclear Boclaty. 80/08/31. 18pp. 13794:063. 


03010399 Draft 3 of ''Concapta. Problemt & laauaa In Oavaloptng Safety 
Goals tt Objactlvae for Coiiwiarical Nuclear Power. " 
fMTTBON. R. . ERNBT.M. , KINfCRB.U Division of Bafoty Tachnology. 
BO/OS/13. 36pp. 13763:378 


03010398 Forwards propoaad inplanantation esctlon for Rag Guide 
1. 139. "Ouldanca for RHR to Achlova 1. Maintain Cold 
Shutdown. ** Raguaitf ravltei l< co/nmenb. U/o oncl draft rag 
guide. 

SCARBROUGH. T. Reactor Syetane Standards Branch 81/08/04 
MAITSON. R. O. Reactor Syetane Standards Branch. Spp. 13794:101. 


03010399 Forwbrda flret draft of "Regulation of Nuclear Safety In 
BQ'a. “ flaquaate coninante 1. suggaatlona. 

ERNBT.M Division of Safety Tachnology. BO/04/02 MATTSON. R 
Dlvlelon of Safety Technology. 36pp 18768:309. 


f o e. enc I 

e Office Otf Nuclear Reactor Rsgulatlont Clrsctor 
94pp. 13734.134 


"-8303O10409 Pr a I tihlnary va I iie/ linpac t •tatenerit on RI'R 

e Office of Nuclear Reactor Regulation. Director 80/04/39 
13pp 13734 170 


— 82030104IS Commenta on Reg Outdo I 14 1, Revision 1. “Containnant 
Isolation Pravlolone for Fluid Bye *' Reg guide ehould 
provide sotna definitions (or essential t. nonassentlal tyt 
Thornburg. M O Division of Reactor Construction Inspection 
79/09/31 MORRISON. U M Assistant Director for General 
Engineering Standards Ip 13763 033 


'"''6203D10416 Concurs w/draft Reg Guide 1 141. per 780833 request 
THORNBURG. N D Division of Reactor Construction Inspection 
70/09/07 MDRRIOON. Vf M Aaslstant Director for Genoral 
Engineering Standards Ip 13763.034 


'"-8203010418 Forwards WR Butler undated draft fseeo reCQ<wviendlng that 
valves utilised to isolate large containment purge line used 
during cold eJiutdowA 6 refuellng.be required by provislone 
In Tech Specs to be sealed c 1 oeed. Handwrl ttan notes enc 1 
mat TOON, R J Dlvlelon of Bysterrs Befety 00/01/03 NORBERO.J 
Englnoerlng Hatholology Btsnderd* Branch bpp 13763:095 


— -8203010436 Forwards coekment on proposed revision to Reg Guide I 141. 
"Containment Isolation Provisions (or Fluid Sye. " per 
790831 re4ueet 

UARGA. 8 A Division of Project Management 79/10/03 
MDRRISON.U M Aesletant Director for General Engineering 
BtandardS. 3pp 12763 067 


-"8203010440 AdvlttS that Containment Bys Branch 6 Instrumentation 6 
Control 8yt Branch have reviewed reg guide working paper. 
"Containment Isolation Provisions for Fluid Sys ” Comments 
In 770906 mamo have been properly addressed 

TE0E8CO.R L. Assistant Director for Plant Oysters 77/10/2/ 
KEHNEMUVI.M. Aeelttant Director for General Engtnaering Standards 
Ip. 12763 070 


--0203010444 Comnente on draft reg guide 1. 141. "Containment Isolation 
Provisions for Fluid Sys." In retponsa to 770932 mstno. 

Concurs w/draft subj to rssolutlon of listed com.'^ent 
EldENHuT.O O. Division of Operating Raartors. TT/lO/n. 
KEHNEMUVI.M. Assistant Director for General Engineering Standards 
3pp 13763 071 


--8303010447 Forwards Contalnmant Bys Branch 6 Instrumentation t> Control 
Sys Branch marked-up comirents on ANSI N37 1-1976. 

"Containment Isolation Provisions for Fluid Sys " 

TEOEBCO.R L Assistant Dirac tor for Plant Systems 77/09/08 
KEfiNEMUVI.M Assistant Otractor for General Engineering Standards 
9pp 13763; 073 


— 6303010448 Forwards comments an working paper for Reg Guide 1. 141. 
"Contalnihsnl Isolation Provisions for Fluid Bys." Revlslori 
0. Draft l.dtd 770711. In response to 770720 memo. Concurs w/ 
draft reg guide eubj to resolution of comments 
EIBENMUT. 0. O. Division of Operetlng Reactors 77/08/18 
KEHNEMUVI.M. Aesletant Director for General Engineering BtandardS 
3pp. 13763- 07B 


--03030I0449 Forwards Comment on proposed draft rsg guide 771021 Uorklnp 
Paper C. Chattys proposed to provide better bests (or limiting 
occupational radiation eipoture 

MURPHV. T. O. Radiological Aesetsmant Branch 77/13/16 FAIR.J 
Englnoerlng Metholology BtandardS Branch. 2pp. 12763:081 


— 8303010490 Advises that Reg Oulde 1 141. Revision l.dtd 700917. has heen 
reviewed to Incorporate OE comments Revisions accurately 
reflect positions msde in fl Tedssco 7808 1 1 msmo. 

MATTSON. R J Division of Syetems Safety 78/10/05 MORRIBC.N. U M 
Assistant Director for General Engineering Standards. Ip 
12763: 083 
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NONDOCKETED ITEMS 


•UcCOK;*?: Co»->*rt» •>" Hevmcn I ‘o •’»} C.ilde I HI- Co-^tiir-e 1 
I*oUlic<< pTo.l»iCf.» for Fluid C|1- in r*»()oi4« to 'ece?3 
r»n-. «*«. e'-Nsnst ottertlon *e air*ct»d tawdfdi »n»urlf>J 

that Coraral Cf»l»n Criteria 33 t 56 ?ulde te ccn«l4tent 
Et'aESK'JT.C C A»»istjnt Director for uvtte'ht 5 Project* 

7arifpr04 HCOftlSON. A f A**ittant Director for General 
£rtlree"irj Standard* 1? 12760 09* 


--tatjOtO«53 Corrv«rt» ao De^ Gjide I Id I 
Molaticn Prcvistcn« ter Fluid Sj* ' 
Wording in baiejround eection ot Itr 
reo ouide *rno)d te eipanded 
VGULPED P H Aftiitart Olrcctar (or 
riDPfilSrti w M Aeeiitant Director to 
Standarj* Sjp 12761 CU6 


. Reviticn 1. "Containment 
>er 780033 regueet 
S. dl*cut*ion tectlor of 

Site Analoll* 7e/<59t30 
r General Engineering 


■eSCOOlOdSd Aduiie* that Peg Guide I 141. "Containo'ent teolation 
ProuiticP* For Fluid Si,*." ha» teen reviewed Ho tor— ent* 
CSCCXEP.t. P Dlvieior. of pTcjett ttanagenent 70/(19114 
«C99IS0‘i.lJ ri Atstetant Director for General engineering 
Stardard* it 13763 COB 


- -0303030030 ForiiJord* HR Denton 70CB09 itr retponding to ACftS 7963 |« 
regueet on nRC poeltlon re eafetg grade cold ihutdoun 
regulrement » Roquaet* review P concurrence 

aoEia.T P fleet tor Siietei** Branch 79/08/34 LEVIME.S Oihe, 
of Nuclear Regolatorg Reeeerch. Director MlfjOiJUE.n Office ef 
Btandard* Oevelopirent. Director Ip 13794 333 


--6303020023 P'oruiarde connenle on Reg Oulde 1 l4l.nevii|on 1. 
"Conte l nmen t Itolatlon Provteloni for Fluid Bge ” Propoiei 
change* to regulatorg pa«ltlon» on proceilure* I. tontatnaent 
Itolatlon action. 

KREOER.W E. A*»t»taol Director for Olte Anetgsi* 79/09/30 
MORRISDN.W M As*l«lant Director for Oenarel Engineering 
Standards 3pp 13/63 094 


--6203030027 CbiT>m«nt* on propoted Reg Outde 1 - 141. ftevittpn V. 
■Containment Uolatlon Provltlont for Fluid 9g», " In 
retponee to 790631 memo I tern C 4 of propoted revltlon to reg 
guide ehould he changed 

BCHHOeDEH.F Division of Ogsteme flafetg. 79/10/33 HORfllSOo.g e 
Assistant Director for Oenarel Engineering Standard* 3pp 
13763 097 


0303310457 Discutse* CE cc-m#nt» t .NRC projassd reiolullon on Reg Ouldr 
1 141. -Containment Isolation Provision* for Fluid Sg» 
lEtiCSCO.fl Avsistant Oireitor for Plant Sint*-** 79/C8/11 
aRlOITO.O A»*i*tant Director for General Engineering Standards 
2ppl 1376 J 0U9 


•0303010456 Respjnte to Oue*ticn lA. providing henchmart analytl* of 
saguential auiltiar, feed-jater ficj to steam generator* 

(cUcaing lo** of eatn feedwater 

♦ Oehcoct builcct Co 00/01/04 I7c7 13769 017 


— 6301010459 Forward* r ec c -eendat Ion for Irp) emenlat Ion tection for 
draft Reg Guide I l4I.Hevitlon i. "Containment itolatlon 
Provision* For Fluid Sgs 

KEtiEMES.C J Standard I lat ion Branch 79/04/36 SUuLlVA.9.11 
Reactor Bg*te-s Standard* Branch 3pp 13763 091 


--6203fc«0301 Forward* -arted-up version of Draft 2 to flag Guide I 139. 
Revision I. 'Guidance for Rh9 to Achieve & Kalntain Cold 
SmutJcwn. " scteduled to he revievrd hy Regulatory 
Actfvitie* Suhe ommi ttee on 000409 

Ct'RAISUAn/. S ACPS - Advisory Co-nitt** on Reactor Safeguards 
80/03/13 CARBOil.M . EOERSOUE. J ACflS - Advisor.^ ComrKtra on 
Reactor Safeguards |4pp 13734 303 


--8303030003 Discusses issue of requirement* for shutdewn & decay heat 
re/'Oval uting safety grade equipment, per 79020S-IO ?36th 
ACRS meeting Rrcc-"'mends tret limited prcihah 1 1 1 at It study he 
urdertalen 

FRALEv. R F aCRS - Advisory Committee on Reactor Safeguards 
79/03/14 OO^SlCP-t V Office of the Eiecuttvs Director for 
Dperatioiss Ip 13754 3l7 


--6303020005 Advises that proposed Revision I to R«g Quids I 139. 
"Ouidance for .9HR to Achieve t Maintain Cold Shutdown. " 
adequately reflects eiperience gained as result of TMl-S 
act 1 dsn t 

VASSALtO. 0 8 Assistant Director for Eight (fater Reactor* 

79/11/30 MORRISON.t/ M A«*t*tant Director for Oeneral 
Engineering Scandarde Ip 13754 318 3411 Fiche SO-000. 61 /08/04. 

0203010001 


--8303020007 Forward* Radiological Assessment Branch 6 Accident Ansliist* 
Srahch commente on Reg (7uide 1 139. Revlsicn l.per 791005 
request Position C 7 should be rewritten 

kRE( 7CR*U E Assistant Director for Site Analysis 79/11/06 
MCsaiSCi'l. H H Assistant Director for Oeneral Engineering 
Standards 3pp 12754 334 


0303030039 Comments on propoted Reg Oulde I 139. "Ouldanca for RMR to 
Achieve t Maintain Cold Shutdown " Related comments enc I 
NE/'EMIAS. J . CONCEl.F %} Radiological Assessment Branch 
79/lO/n 30FFEfl.L Accident Analysis Branch 7pp 12754 237. 


--6303030013 Forwards Draft 1 to Reg Oulde I l39,Revlsion 1. ■'Guidance 
for RHR to Achieve t Maintain Cold Shutdown." for review 
U/o encl. 

SPEIS. I P. Reac tor Systems Branch 79/10/16 NOvAK, i . 

KAIETIS.O.. ]6RAE(-.S Reactor Systems Branch 3pp 12754 236 


— 8303030017 Comments on Reg Guide I 139 In hand written note Marked-up 
version of 790937 Draft 1 to Reg Oulde I 137. Revftlon 1. 

"Guidance for RHR to Achieve 4. Maintain Cold Shutdewn." 
enc I . 

e NRC - No Detailed Affiliation 01 van 60/05/06 NRC - Hp 
Detailed Affiliation Given lOpp 137S4 306 


'-8203020019 Forwards cc.'*ent» on Reg Guide 1 l39.R«vl*ton I. Draft 1. 
'Outdance for RnR to Achieve 6 Maintain Cold Shutdown “ 

CAVC.L California. Ontw of. Los Angeief 79/11/06 8PE IS. T 
Reactor Sqs terns Branch 3gp 12754 316 


--B203030029 Notification of Uorklng Group ANB 5B II. "Cooldcwn ef liS> ■ 
791033 meeting In Oathesda. MD to complete draft of ltd. MIC 
will present wnrk on Reg Oulde 1. 139 

GRAVE B. C Reactor Systems Branch 79/08/37. pPEtS. T P Rraetc. 
Systems Oranch. Ip 12734 3 31. 


--0203020033 Forwards ACRB consultant./ 7vdan*> 791030 coaments or f<| 
Oulde* 1 I4|. Revision 1,1 97. Revl s 1 on 2. <• propoeed reg 
guide. •■Qualiflcallon 8. Production Tost* for Bafdty-Related 
Snubbers “ Comments will be reviewed at 791107 meeting 
DURAISUAMV. B ACR6 ~ Advisory Commltteo on Reactor Sefsgusrdi 
79/11/03 rtOnniSOM.U Assistant Olrectof for Qsnsral Englotm'i 
Standards Ip 13763 099. 


-'0203020034 Submits comment* on encl marked-up version of 790927 Dr»lt I 
to Reg Oulde 1 l39.Revl*lon 1. "Outdance for RHR to Achieve 
& Maintain Cold Shutdown." por 791003 review requeet !■ 

TP Opel* 791016 memo. 

BATTERFtCLO. R Eloctrlc. In* trunon tat I on <« Control System* 
79/13/03 ORAVEB.C. Reactor Systems Branch. I3pp 1373 4 334 


— 6203030040 Forwards revisad Implementation section of Reg Oulde 1 IC 
per B01039 d I sc uss 1 ons. Comments requested. 

AU1.UCSI. B Englnsortog Mstholology Btandards Brsneh 80/11/05 
BHAPAkER. J Containment Systems Drench. 3pp. 12763 102 


--B203030046 "For Commsnf issue of Reg Oulde 1 141 . Revision 1. 
"Containment Isolation Provisions for Fluid Bgs. " 

* Office of Standards Development, Director. 79/08/22 6f; 

12763 148 


•9203030094 "Info Sources 6 Support Dequlrsd for Reector Bits I 
Blmuletor Fjcillty Visits " 

• NRC - No Detailed Affiliation Given, 00/11/07 Bpp 
13770 234 


—0203030056 Forwards typed marked-up version Of "For C«»*«nf' “•■■* " 
Reg Oulde I 141, Revision 1. ••Containment Isolation 
Provisions for Fluid Bys. " ANSI Btd N 371 - 1976. su"‘saTy 6 
resolution of public comments 8* value/lrapact stetsment -jo/m/M 
MINOOUE.R 0 Office of Standards Development. Director 
CASe.e 0 Begulatorq flequtr eroents Review Com/slttee 7Pf 
12763 154 


--0203030056 Forwards monthly progress rept for “Study of Bsqulrref'l' 
for Operator Licensing. " Contract NRC-O3-0O-1 17. for 
Oct 1900 on /1 1/07 

DAVia.T Analyst* «■ Tsehoologq. Inc NRC-03-B0-U/ 

COLLIN0. P.F. Oparator Llcanslng Branch 3pp. 12770:23 

- ■6203020072 Raquasts slgnatura on contract aiplratlon notlc* rt tc »'« 
NflC-03'80-1 17 awarded to Anelyel* ». Techndl oqy* Inc o/i/Od/M 

OOUOHERTV.O J Division of Contract* NRC -03-80-1 17. av/" 

COLLINS, P. Operator Licensing Branch. Ip 12770.233. 

--0203030000 Forwards monthly progress rept for "Study of Reflal 
for Operetor LiconsIng. ■' Contract NRC-03-B0-1 17 for 
Sept 1980 on/ 10 /C« 

DAVIS. T. Analysis 6 Technologg. Inc. NRC-O3-0O”U7_ 

COLLINS. P.F. Operator Licensing Branch 3pp. 12770 dJ 

--B2O3O2OO02 Forwards monthly progress rept for '■Btudg of Requl 
for Operetor Licensing. ■■ Contract NBC-03-80-117 fnr 
Aug 1900. an / 09 /OS 

DAVIS. T Analysts fc Technologg. Inc did 

COLLINS. P F Operator Licensing Branch- 3pp. 13770. 



IMONDOCKETED ITEMS 


4£ 


.-0203020003 foi'ap*’'*!* monthly progress rapt for "Study of Rrgu I ■'■'.'Asfits 
for Oporitor Lloenatng." Contract NHC-03-00-llf for 
Juno 1900 

OAVIS. r Analgols t Technology. Inc NHC 03-00- 1 1 7 B0/O7/O.T 

COUOHERTV. D J DIvlolon Of Contracts 4pp 13770 342 


-e?030200D6 Toruard* first monthly progress rept for 'Study of 
fleyulrements for Operator Licensing. ' Contract NnC-03-00- 1 1 V 
for Kay 1900 

hEhOERBON-C «. Analysis C. Technology. Inc (WC-03-ao-l 1 7 
00706/09 OOOOHERTY. O J Division of Contracts 4pp 13770 346 


--02O3O3OO9O For;iiarda ftO Mlnogue eamo to £l Hill authorizing printing f. 
llstittut'On of R*g Ooldo I lAl.Havtston t.ltr to Olv I 
distribution list 6 OA Arlotto (100416 memo Concurrence 
rcguested by B00425 W/o one Is 

MINOCUE.H 0 Office of Standards Development. Otractor 00/04/17 
BENTON. H R. Office of Nuclear Reactor Ragiilatton. Director Ip 
13763 301 


-'8303030093 Advises that DIv of Reactor Const Insp has no coirirents on 
Reg Oulde 1 139. Revision I. "Ouldance for RKIl to Achieve h 
Kalfitaln Cold Shutdown 

THORNBURO. H 0. Division of Reactor Construction Inspection 
79/11/30 MORRISON. U. M Assistant Director for General 
Engineering Standards Ip 13739' 061 


--03O3O2O1O1 Forwards NPROS iranpouer rs t Itratee. 1 1 st of reasons for 
aallng nPRDS mandatory, ml nut as of IEEE 800319 meeting w/NRC 
(. H Oentan 1$ R Mattson statements on future (. Importance of 
quantitative rlsl aesesetnents In licensing process 
VESCLV.U. E Probabilistic Analyeie Staff (Pre 0011191 80/06/11 

UEISS.E N Program Support Branch Opp 13733 160 


--8303030I10 “For Comment" Issue of Rag Oulde 1. 141. Revision 1. Draft T*. 
"Contel nisen t Isolation Provisions for Fluid Bgs " 

Velut/impact statement anc I 

e Office of Standards Devt 1 opir an t . Dlrec tor 79/10/04 1 3pp 

13763 ISO 


--B303030113 Forwards Reg Oulde 1 141. per Q00134 telcon Requests that 
cienges to Regulatory Position 4 listing C8F sgs be 
reviewed M/o end 

SCAR8RCU0H. T 0 Reactor Systems Standards Branch 80/01/33 
GOECLl.J Office of Nuclear Reactor Regulation. Director I'pp. 


--03O3O3O13O Forwards revised Reg Guide 1 141. “Containment Isolation 
Provisions for Fluid 8ys." for review t. c nmment. par 791317 
note U/n enc t . 

SCABORQgOH. T 0 Reactor Systems Standards Branch 79/13/30. 
BEARD. J.T. Reactor Systems Standards Oraneb 3pp 13763 3^19 


--0303030123 Working Paper D on Reg Oulde 1.60 X. "Preoperatlonal losting 
of Instrument t- Control Air Bye " 

* Office of Standards Oavalopmant. Director 70/02/09 7p|i. 

137SS: 363 


--8203020129 Forwards proposed Implementation section for Reg Oulde 
l 141. per ACfiS Subcommittee request <> forwards CJ Hal tames 
790436 memo Comments requeeted by 791113 JP D'Rallly 
handwritten note included 

8CARBB0U0H. T 0 Office of Standards Oeve I opment. Director 
79/11/08 O'REILLY. P Btandar d 1 1 a t Ion Branch 3pp 13763 339 


■8203030131 “Far Comment” Issue of Draft 4 of flag Oulde 1. 133. Ravi a 1 on 
1. "Looaa-Part Detection Program For Primary Syt of LWRs " 

* Office of Standards Oavalopmant. Director 70/10/31 ISpP 
12756 039 


Value/ Impact statement for proposed Rag Oulde 1. 133. 
“Loose-Part Detection Program For Primary Sys of LURs. “ 
Implsmentat Ion evaluation rapt ancl. 

• Office of Standards Oevalopment. Director 70/03/31 37pp 
13756 043 


”6203030138 FoTuards maikad-up version of "For Comment'' Issue of Draft 
2 to Reg Oulde 1. 141. Revision 1 . va I ue/lmpac t statement t. 
summary of public commanta fc reaolutlons Comments requested 
by 791130 

MORRISON. H K. Aeelitant Director for Einginotfring 

®tind«r4%. 79/11/13. 0 H of 

Legal Director. 30pp 13763.360 


^“**^*L4**9" 9^ ACHB Subcommlttoe on Regulatory Activities 
790103 meeting In Wash tng ton. DC to discuss draft Reg Quides 
I is*' "Lightning Protection for Nuclear Power Plants." >> 

***9l • Ion I. "Containment Isolation Provisions. - '* 

MORRtsCN, U. n. Assistant Director for Oetieral Englnocrlng 
Btendsrds. 76/13/21 ARLOTTO, 0 A Division of Engineering 
Btenderds 3pp. 13736- 093. 


-- £203030 1 'id Forwards ANSI N37I-1976 to efpedlte review of Reg tiulJi- 
1141. Revision l.per telcon N/o enci 

NOROERR. O Ergineeriny Metholology Standards Branch. 70/13/11. 
FRALEV.R NRC - Ns Detailed Affiliation Olven |p 13796 094 


•0303030147 Forwards matked-up version of "f or Cormeof issue of Meg 
Oulde 1 141. Revision I. Containment Isolation Provisions 
for Fluid Sys." for review t, lomment Cocments requested by 
701333 

MORRISON. Vi M Assistant Director for General Engineering 
Standards Ul/00/04 MA'.SCH.M O Office of the Eiecutive Legal 
Director 3pp 13756 165 


-P7.03030190 Discusses lr.pl erent at 1 ui> evaluation piograr. Program 
objectives h i qh 1 1 gh t s. prcc edure f 1 ow. 6u.s.ma, y t, format for 
Irp 1 erenta 1 1 on evaluation sne 1 

» NRC - No Detailed Affiliation Olven 79/ii/|9 NRt - Nr. 

Detailed Affiliation Given llpp 13756 17i 


--0303030160 Forwards “For Conment" issue of Reg Oulde 1 l41.Hevision I. 
"Containment Isolation Provisions for fluid Sys '' U/o enc I 
ANSI N371-1 976. sum.sary g. resolution of public comments 6 
vatue/impact statement 

NORBERO. J A Engineering Metholology Standards Branch 7U/I3/OQ 
NAVENTI.R Division of Project Management 3pp 13736 197 


--0303030169 Forwards revised Reg Oulde I 141 incorporating changes 
recomrended by ACRS t. Ofc of Ezecutive Legal Director 
Handwritten notes re Implementation evaluation rept for 
Revision 1 of Reg Guide 1 141 enc I 

NORBERO. J Engineering Metholology Standards Branch 7R/01/0'/ 
NavENTI-R Division of Project Kanagcnent 7pp 13736 301 


-.-0303020174 Forwards draft final rept. “Requirements fur Operator 
Licensing" u/o enc I 

0AVI8. T Analysis K Technology. Inc. NHC-0.3-00- 1 1 7 £0/ I <)/I’9 

DOUGHERTY. D J Division of Contracts 3pp 12770 330 


--0303030179 Provides background info re resolution of comments on Reg 
Outdo 1 133. "Loose Part Detection Program for Primary Sys 
of LURs “ U/o enc 1 s Draft Reg Guide 1 141 t. d 1 s t r itput 1 on 
list enc 1 

arlotto. 0 A Division of Engineering Standards 00/03/10 
MINOOUE.R 0 Office of Standards Development. Director 7pp. 

13764 310 


— (13030301BD Discusses agsnea for Oct meeting re std for dry stoiage of 
spent fuel. request for updating ANS 56 3 6 wording change 
In June 1970 version of CUO-2 Handwritten note Inserting 
Section 3 3 3 of ANSI N371-1976 to Beg Quids I 141 end 
MALLAV. J F American Nuclear Society 70/09/03 American 

Nuclear Society 3pp 13736 342 


--0303030103 Notifies of 001003 meeting to solicit viewpoints on arras 
re NRC operator licensing program 

DAVIS. T Analysis t. Technology. Inc NRC-O3-B0-U7 a0/0’//a3 
THOMPSON. D Director's Office. Office of Inspection and 
Enforcement Ip 13770 353 


--6203030189 Forwards Draft S.RevIslon I to Reg Oulde 1 141. "C o.nta I nmol. 
Isolation Provisions for Fluid Sys “ M/o one I Std N371-1976. 
valus/lmpact statement, publ Ic connents t. discussion of 
comments Handwritten note enc 1 

MINOOUE.R B. Office of Standards Development. Director 01/00/04 
CASE. C O Regulatory Requirements Review Com.mlttee. 3pp 
13764 395 


--02O3D3D193 Draft of Revision D to Div 1 rsg guide. “Con talnmomt 
Isolation Provisions for Fluid Sys " 

a Office of Standards Oevalopment. Director 77/07/1 1 4pp 
13736 334 


--S203030195 Uorking Paper C for Olv 1 draft rog guide. ' Conta i pmont 
Isolation Provisions for Fluid Sys " 

* Offlca of Standards Development. Director. 77/10/31 9pp 
13736 33B 


— 8303020196 Forwards review of Div of Sys Safety comments on N2/I-I976. 
“Containment Isolation Provisions for Fluid Sys." Requests 
meeting In near future to resolve issue 

IMORD. 0 Division of Oystems Safety 76/11/17 LOffO. C Otvisloii 
of Systems Safety 3pp 12736.363 


-••8303030199 Notification of contract e t ecut 1 on. Nod I to ''Study nf 
Requirements for Operator Licensing " Con tree tor- Ana 1 yets t. 
Technology 

HAIRSTON. C- Administrative Contrafts Branch FIN D-6971 

BO/09/16 HANAUER. S Division of Human Factors Safety 

COLL. INS, R NBC - No Detailed Affiliation Given Ip 12770. 2!>4. 



--a;050300?9 A4vt»«» that te£E 9ti 567. Draft 40. Criteria for Orelon of 
Cantrol ftoom Corjlei for Nctlaar PO-ar OanfratJoB Station.' 
hat 9 »an ravia-.ad Supporta aPfirmatlva tfota Coiroanto 
act orpanmn^ 0 Tondi nuatlvB tallot foc I 

niOHflBO^O. H D Oivlatch of Reactor Conetruction Impaction 
lafOim ASlOTTO.O* aaclttant Director for Oeneral CnBlnearlnfl 
Stanparlt 3pp 12J57 Ibl 


0203930034 Foruarift coi«'"ant» on IEEE 9ttf 367. Draft 40. "Criteria for 

Catijn of Control Hoon Coe>pl«i Ceneratlns Station " 

Retolution rrcutral to change retommondat ten to affltr<«ttve 
Ttlaphona oattaca from v Tho.'ai to Soli Ivan ant I 
ei9£.*«riUT. 0 0 AaiMtant Director for Syotama t Projaett 
78/03/17 kGRRIS.U Olvitlon of Entineariny Standard* 3pp 
IS757. ltd 


--830303003B Trip rapt of 80C40?. 0*7 «. 10 vult* to BiM-C-E & Watlinphooio 
r* OAhi. ln-va<tat llpuid lava) datactor Etcarpt* from ORNi, 
advanced too phaaa f1o.v ina tro-vanat Ion proyram quarterly 
proqrcc* rapt foe Oct-Oec 1979 t iKtc of attandaa* and 
HOhl. A L H Saparata Effect* Rataerch Branch. 80/03/30. 

SJULIVAM. L H Saparata Effect* Ra»aarch Branch 30pp 12769 364 


'-6*03030039 Foruiard* ninuta* oF 000220 orqan I lat lonal naatlng for lEFF 
Povar Enqinaering Soc Nuclaar Po.;ar Enginaaring Commlttaa 
Uortlnp Group Sc'l 2 In Chicago. IL r* IEEE 8td 566-1977 
CaROINALE.D J |n*tltuta of Elactrtcal 6 Electronic Englnaai*. 
80.'O3/O3 Initttuta of Electrical 6 Cltctronic Englnaar* |7pp 

12737 171 


"02030300*3 tioti f la* of SC0220 maating ol raorqenltad \EEE/Nnclaar 
Power Engtnaaring Cce.'^tttaa Uorllng Group SC-1 2 In Chicago. 

It to dttcu** Std 366-1977 Llat of aipectad attandaa*. 
agenda. Std $66-1977 6 hand'-rittan note ancl 

CHIAPPeTTA. C n Institute of Electrical 6 Electronic Engineer*. 
90/02/11 ittNOQoE.R 8 Office of Standard* D*valop(**i\t. Olaactov 
29pp 12797 188 


"9203030049 Forurard* coenent* on propo*ed involvement of Reactor Fuala 
Stctlan in Trtt-2 tast action plan, par R Maqtr request Mo 
lead raspon*! hi 1 1 1* for*aaable for any itam lu/Raactor Fuel* 

Section CM Hulahan draft /-amo ancl 

VOOEEVjEOE. U C Core Parlor.-ance Drench. BO/04/OB 

RuBENSIEIM.l 5 Assistant DIractor for Cora 4 Contalnmant Byatam*. 
12pp 19769 297 


0203030097 "Human factor* Raf." for datlgnar* of alactronic oupport 
aqui pment 

* Coclhaad Mlssilaa 6 Spaca Co Isoht Lockheed Aircraft Corp ). 
ai/OB/04 34pp 12738 164 


■B203030060 "Graphic Displays." human anglnaarlng guide for using color 
In CRT command & control displays. 

SMnM.O.L Lockheed Missiles 4 Space Co Isubs Lockheed Aircraft 
Corp ) 70/12/31 4l?p 12738 218 


"0203030063 "Human Factors Enginearlng Enhancamant of Mucltar Power 
Plant Control Room* “ Pp 331-363. Wo 1 21. No 3.f1ay-Juno 1980. 

Nuclear Safety 9um<rar lies portion of IEEE study. "Homan 
Factor* Method* for Nuclear Control Room Design " 

SEMINARA.J L . PACK.R H . SEIOBNSIE IN. 9 Lockhaad Klsslle* 4 Bpoce 

Co. l«uh» Lockheed Aircraft Corp I 00/06/30 I3pp 18730; 259. 


8203030069 h!RC outlines re datec t Ion, d lajnoe I s 4 attention of 
vigilance. 

Illinois. Onlw of, Rockford School of Medicine 
81/08/04 9pp 12799 Ot? 


- -0203030070 "0 
Research Ct 

shiner. 0 

12739 026 


eterntnant* of Coping Behavior Studied at CA Primate 
r. " Vol 4.N0 9,Ra*earch Resource* Reporter. 

Health 4 Human Serutcsi. Ospt of, 00/09/30 16pj> 


fftond edition of NflC hu.man factors 
1 ” training course Control room task fore* 

^0(1. 

Davslopment 4 Training Staff BO/OB/81. 
A^^n^'.srai? ****2 Bfomth SCROOOINS.R K. 

8«reod C9ntrol Staff TiNG.P Program 

support Branch. llpp 18759:042 


^^I97s*^f” hoth*flI*ht** ''wafcfT of eiaits administered each yr *l 
iy/3 for both flight contrallar* 4 co-vserclal *|r carrier 
niihilTn*" Pfr.onn.i .no p.,. on first aU^mJ^ 

DwU T P on ne.t re-..a« 

Fodsril AvIaM^n B0^0»'39 MUSSER.L 

I Aviation Administration. Ip. 12770.323. 


■0203030103 Requests info re percentage of officers 4 enlist 

«uccas*fully completing Navy nuclear gouior plant oppretor* **'* 
training program. In support of evaluation of commercial 
nuclear plant operator training program. 

OAVtS. T. Analysts 4 Technologv Inc BO/09/29 
Ip 18770 323 


Navy, Off, ,, 


— B303030106 tipresses thanks for Info provided re select Ion. l.,t, 
qual 1 f Icatl on program* for air traffic control 4 alrlins ' 
transport pilot aroas fc statistics on past/fall ratio* fpr 
tower operator 4 transport pilot urttCan eiams 
DAWtQ. T Analysis 4 TechnologV' Inc QO/07/01 MU89ER L 
Federal Aviation Administration Ip 13770 324 


--08O3O3O111 Espresso* thank* for Info provided re alrlins Indusl'i i 
training 4 certification practice* 4 support provided dwrirg 
recent visit. Info will be Instrumental In study on reactor 
operator licensing requirements 

DAWI8. T Analysis 4 Technology. Inc 80/07/13 BAILCY.U 
Federal Aviation Admlnt * teat 1 on Ip 12770- 333 


--B803030123 Agreei w/Comml s* loner Ahparns 790709 me.-io re ccAp*rIle^l' 
Navy 4 NflC/Industry training 4 requa 1 1 f 1 c at Ion programs, 
per 8eCV-79-330D 

BRADFORD, P A Commissioners 79/07/80 OOOBtCH.L V Office t' 
the Etecutive Director for Operations Ip 12766 233 


'-8203030130 Responds to 790010 memo concerning NRC guldsnc* gives ct 
licensees to ensure that operator* took certain actions re 
reactor coolant pump* during LOCA* IE bulletins 4 sum-ary ot 
790710 icsstlng u/fi4U ouner* group sncl. 

PENTON. II R. Office of Nuclear Reactor Regulation. Dlrsctor 
tE0-79-O3A 79/00/24 AIEARNE, J Commissioners. 3pp 

12766 286 


— 0803030140 Request* briefing addressing changes that staff litf‘l> i: 
crake re NRC approach to control room des 1 gn. Or 1 ef Ing 
requested hy 791003. 

AHEARNE.J. Commissioners 79/09/18 Office of the Eittvltw 

Dlrsctor for Operattons. Ip 18767.010. 


— 8203030164 "Btudy of Requ 1 r eiren t e for Operator Llcenslnp. " werkiiMc 
for technical assistance project 1 d sn 1 1 f 1 c a 1 1 on. Study 
justified under NuREO-0737. I tern 1 A 2 re training 4 
qua 1 1 f I cat 1 on* of operating personnel 

COLLINS. P F. Operator Licensing Drench FIN B'6B7l 80/06/17 
8pp 12770:349 


— 0203030190 Cipresses thanks for vendor training staff intereitl 
support during rocent training survey team visit 
DAVla. T Analysis 4 Technology. Inc B0/03/2B MALlER.f 
Combustion Engineering. Inc. Ip. 12770:331 


— 0203030194 Eipresse* thank* For vendor training staff Interest k 
support (luring recpnt training survey tsa(s visit 
DAV18. T Analysis 4 Technology, InC BO/06/13 8CH0LAND. 0 
Mestlnghouse Electric Corp. Ip 12770:392 


--02O3O3O19S Erpresses thanks for vendor training staff intecsst I 
support during recent training eurvey team visit 
OAVtS. T Analysis 4 Technology. Inc. 80/06/13 JANECEK.S 
General Electric Co Ip 12770: 333. 


— 8203030196 Erpresses thanks for vendor training staff Interest t 
support during recent training survey team visit 
0AW18. T Analysis 4 Technology. Inc 80/06/13 ELLIOT. N 3 
Babcock 4 Mllcor Co Ip 12770 334. 


— 8203030800 Esprasse* thanks for training staff Interest 4 support 
during recent training survey team visit 

DAVI8, T Analysis 4 Technology, Inc 80/06/30, JOHNSON. J 
Taiinvssee Vallty Authority Ip. 12770' 339 


--8203030201 Recommend* consultant sve* from group of Nevy 
revlau practice* 4 policies on design changes, reactor 
design*, reactor* 4 requlrtmants for operators 4 us* of 
simulators. 

AhEARNE. J Commissioner* 79/09/86 Office of th* 
Director for Operations. Ip. 12767:019. 


TStlrcH H 


Eiecutlv* 


--8803030810 Notifies that Analyst* 4 Tachnol ogy, Inc has bten av 
Contract NRC-03-BO-1 17. "Study of Reqoiremaote for Operator 
Licensing." Draft Itr to unsuccessful offerors sncl. 

MENCZEfl.M B Technical Assistance Contracts Branch usa 

NftC-03-e0-l 17 80/09/13 Commsree. Dep t. of, 3pp 12770 " 


— 8203030813 Rssponds to Commiisionsr action Item on 8ECY-79-3 
qualifications of reactor operatore. Concurs 

u/recoicmandatlont. -j tli 

BRADFORD, P A Commissioners. 79/10/18 CHILK. B. J Of»lc* 
Secretary of the Commlstlon. Ip. 18767:023. 


IMUIMUUUKt I tU I I tIVIt? 


HOJ 


6303030307 Swkmlt* pre*«nt«tlon tcfe«tlule for Topic 4 o( 

" ln« truniontott OP for Ootoctton of Inodoquotr Coro Cooling" 
ot LOFT/ulll tochnologg tvonofoT 80l01fc-17 r«etlng. 

I'JANO. T Cor* PerPorsionco □ronch. 00/10/14 PtflLLlPB.I. Cor* 
PorforiroriCo Bronch Ip 13763 141 


--83030-30290 floqu*«ti 801001 in*»tirig to (Oltclt viowpolnt* rp NRC 
op*r«tor llttntlng organliatlon Meeting u/reti d*nt 
Intpoctor* at Hllloton* & CN Vankaa plant* thould be 
arranged for 801006 

OAVIS. T Analg*!* «. Tachnologv In' NnC-O3-0O- 1 1 7 BO/OV/OO 
0Rt£8> 6 H. Region 1. PhlladalpMa. Office of tn* Director 3pp. 
13770 386 


--0333O2O391 Advlie* that r*g guide uorklng paper. Draft l.dtd 7/0711, 
**Coota InekOn t Itolation Provieion* for Fluid Bge." ha* been 
ravlebeJ. No compiant*. 

RCINNUTh. 0. U Divlalon of Reactor Conttructlon tnopactlon. 

77/06/16 KEHNEMUVI.M A*«l*tant Oirector for Oanfral Engineering 
Btardarila Ip 137S6 300 


--8203020393 R*(tut«tt 801003 meeting to lolicit vlauipointa re NRC 
operator llcanelng organliatlon 

OAVIB. T Analv*!* *■ Tachnologg. Inc NRC-OO-OO- 1 1 7 00/09/00 

DENTON. H B. Offtco Of Nuclear Reactor Regulation. Director. Ip. 
13770. 391 


--6303020394 Inform* that Item* lltted In anc 1 arc being *ent for review 
under "Detection of Inedequat* Coro Cooling Program." 

I tome 14 6 13 contain proprlotarg info, por I0CFH3 790 
JONNSTON. N V Core Performence Drench 60/10/07. ANDERSON. J I. 

Oek Ridge Netionel Leboratorg ^PP - 13763:143. 


--0303020396 Foruerd* rag guide working paper, dtd 770711. "Conte inment 
taolatlon Provltlont for Fluid Sg*. " for rtvloui. Comment* 
reqdetted bg 770013 U /0 end 

KENNEKUVI.M Aitlitant Director for Oanerel Engineering Stendarde. 

77/07/30 IIANAUER.6 M Office of the Etecutive Director for 
Operatloiko. LEVINE. 0 Office of Standard* Development. Director. 
OatER.B H. Dlvlilon of Reactor Operation* tn«p*cttan«. Ip 
!2736:309 


-'830303029B Advlatt of Invitation to maka prabentatlon In Topic 4 of 
Initruirentatlon for datactlon of Inadaquate cora cooling in 
tOFT/otll t*chnolOBg tran«far 001016-17 maatlng.par 
600936 talc on 

NUANO. T. L Cora Performance Branch. 00/10/03. LVMAN. R. 
UeetlnghO’Uta Elactric Corp. BAILEV.P. Etactrlc Pouar Raiaarch 
]n*tftuta UESTHOVEN. J Combuttlon Engintarlng. Inc ip 
13763 144. 


— 8303030300 Norklng Papar 0 for Rag Ould* l. 7. "Control of Combvetlble 
Oa* Cone entratione in Containment Following LOCA " 
e Office Of Standard* Devalopmant. Dirac tor 77/1 1/lS. I3pp 
13786.310 


--6303030303 Rag Outdo 1 69,Ravl«lon 1. "Oual 1 f Icat ion of ClactrU 
Eqvtpmant for L Igh t -Wa t ar-Coo 1 ad Nuclear Power Plant*. " 
a Of flea of Standard* Davalopmant. Dirac tor. 77/00/00. Spp 
13786 333, 


— 8303020307 Rag Oulda 1.141. "Contalnmant Itolation Provltlon* for Fluid 

6g*. 

* Of flea of Standard* Davalopmant. Olractor. 70/03/31. 4pp. 

18786 333 


— 6303030308 Inform* that NRC le tutpandlng/d lial lowing eo*t« btllad 
under B0O723 Voucher 3 beceuta Indlract billing rata* dlfftr 
from provisional rata* attabllthad In Contract 
NRC-03-S0-1 17. 

DOUOHEATY. 0. J. Tachntcal At*i*tanca Contract* Branch. 

NRC-O3-0O-1 17. 80/08/36. WOODS. V L Analgtls 6 Tachnologg. Inc 

4pp. 18770.893. 


--830303O309 Svmmarg of 800603 mafting w/Uact Inghousa In Bethecda.HD re 
Inadaquaie tor* tooling Inttrumantatlon Lltt of attendea* li 
WeitlnghQU** plant ownar* group propotal and. 

HUANO. T. Cora Parformanca Branch. 80/07/03 JOHNBTON.W V. Core 
Parfermanca Branch. 6pp. 13769; 194. 


— 8803030311 Branch Tachntcal Position EICSB IB re application of •ingle 
failure criterion to manual Ig-contro 1 lad al ac tr leal Ig- 
Dparatad valve*. 

a NRC - No Dttallad Affiliation Olvan 79/11/84 3pp 
18786; 337. 


— 8203030313 Inform* that NRC 1* «u*pand lng/4 l«al I owing coat* billed 
cinder 800717 Voucher 1 l>eeau*a indlract billing rata* differ 
from provl* tonal rata* aatabllthad in Contract 
NRC-03-e0-l 17. Voucher and. 

DOiiOHERTYt 0. J. Technical A«*l*tanee Contract* Branch. 

NRC- 03-80- 1 17. 00/00/18. WOOO0, V. L Analu«ia !■ Tachnologg. Inc. 

4pp. 1 2770 896 


--82030303S9 R*gue*t for procurement action NRR-60-109. o tec ut >ng mod to 
• tudg atafflng of operator licendng program 6 
qual I f 1 cat I on* 6 training of ete.mlner* per NVRCO-0660. t tam 
I A 3 3 New cocp lotion date 1* 601130 

HANAVER.S Hi via Ion of Mutran Factor* Safetg Fttl B-6B7I 
NIC -03-00-1 1 7 00/06/30 llpp 13770 304 


--030303COOI Oummarg of OOlOOU meeting w/iluiran Factor* Qoc re leg 
C one e rn*. t i me tab 1 0 6 ftical r eipon* tb 1 1 i 1 1 e* for *ola source 
pi ot«r etrent from Homan Factor* floe. Info re ballot on P367 
Draft 40 cn c 1 

JENKINS. J J Division of 6g«tem* 6 Reliabllitg Research 
80/10/33 n-ORTON. K Ot vis ion of Contracts KRAMER. J • IKELANll.P 
Division of Human Factors Safetg i9pp 12797 001 


--B303030002 Forwards P967 Draft 4H, '’Critarta for Design of Control Hoorn 
Comple* for Nuclear Power Oeneratlng Station " 

SPUHOIN.A J. Institute of Electrical 6 Electronic Engineers 
79/11/39 Institute of Electrical & Electronic Enginoers Ip 

13797 014 


- -9203030003 Draft 4H. "Criteria for Design of Control floom Complei for 
Nuclear Power Otnoratlng Station " MendurlCten note enc 1 
e Institute of Electrical 6 Electronic Engineers 79/03/38 
17pp 18737 039 


--B303030006 "Control Room Oes t gn. Nuc 1 e ar Power Plants " Handwritten 
note enc i 

* NRC - No Oetailed Affiliation Olven 79/07/36 20pp 
18737 060 


--B303030008 Draft 40. 'Criteria for Design of Control Room Complei for 
Nuclear Power Oenecaklng Station " 

e Institute of Electrical 6 Electronic Engineers 76/03/19 
13pp 13797,091, 


--83030300I0 Forwards proposed IEEE Std 967. Draft 40. "Criteria for 
Design of Control Boom Corplai for Nuclear Power Oeneratlng 
Stetion. " for review Review requested bg 700729 W/o encl 
Technical assignment control form 1. comment sheet encl 
ARLOTTO. 0 A Division of Engineering Standards. 76/07/07 
HANAUEB.S Office of the Eiecutlve Director for Operations. 
LEVINE. S Office of Nuclear Regulatory Roiearch. Oirector 
HOSELEV.N C Division of Reactor Operations Inspection* 4pp 
12737: 106 


--03O3O3OO14 Forwards P367. Draft 4F. "Control for Design of Control Room 
Complai for Nuclear Powar Oeneratlng Station " flaquetts 
S< vot^ on docooont 

BPUftOItt.A J of * Electronic 

70/04/19 institute of Elsctrlcal 6 Electronic Engineers. 2pp 

12797: 111 


8203030016 Draft 4F, "Criteria for Design of Control Room Complei for 

Nuclear Powar Oeneratlng Station 

e Institute of Electrical 6 Electronic Engineers 70/03/01 
17pp 13737: 113, 


— 0203030019 Forwerds OA 6 Operation* A LWR* Branch 3 comment* on 
proposed IEEE 967. Draft 40. "Criteria for Design of Control 
Room Complot for Nuclear Power Oeneratlng Station." 

Rteommend* affirmative beltot 

DEVOUNO. R C. Division of Project Monageicant 78/03/03 

ARLOTTO. 0 A Division of Engineering Standard* Ip. 12/57:147. 


--08O3O3OO2I Comtienta on proposed IEEE 967. Draft 40. "Criteria for Design 
of Control Room Complei for Nuclear Powar Oeneratlng 
Station *’ Affirmative vote recommtndad. 

SKOVMOLT. D. J Assistant Director for Qualltg Aseuranco A 
Operations 78/07/25. HtLLIAM9.F. J Division of Projoct 

Nonagamant Ip 12797. |46. 


— 0303030033 Comioants on proposod IEEE 367, Draft 40. "Crltarla for Design 
of Control Room Complei for Nuclear Power Oeneratlng 
Station " Std give* min A verg general guidance for design 
of control room complei. Std usefulness 1* questionable. 

STRIDHT.R. Ulght Mater Reactors Brsneh 3 70/07/14. 

UtLLtAH8.F. J Division of ProjoCt Management 3pf 12797:149. 


— 0803030028 Comment* on IEEE 967, Draft 40. ’Criteria tor Design ot 
Control Room ’’ Suggest* that propotad std ust guidance from 
Branch Technical Poiltlon A9B 9.9-1 r* control room flro 
protection AJ Spurgln undated Itr to OF Sullivan and 
BENAROYA. V Assistant Director for Plant Sgstam*. 78/11/09. 
MORRIBON.W M A«sl*tant Olractor for Oeneral Engineering 
Standard*. 4pp 12797.192 


--03O3O3OO27 Forwards review comment* re proposed IEEE Std 567. Draft 40. 
•■Crltarla for Dealgn of Control Boom Complai for Nuclear 
pow»T Oaritratlng Station." 

VOLLMER.R-H. Assistant Olractor for Bit# Analgsit 78/00/03 
ARLOTTO. 0. A. Division of Bnglnaarlng Standard* 9pp- 18797.196. 


m 


NONDOCKETED ITEMS 


'-eZOaO^OC?^ tmt IEEE Rtf 967.bratt 40. ‘CrttBria for OBsion of 

Cootrcl floor CoTpioi for Njc 1 oor Pouvr Otnerotlng Stotlon. " 

Saf tun revtrye^ Supports af f 1 rcro t t<.e vn t®. Coir-non t« 
octo-ponying 0 londi negative ballot enc 1 

rNC‘lN0l''’0. H. 0 Divltton of We at tor Ccne t r»i 1 1 on Inapectlon 
73/07/17 ARLOrtO. C A Aedstant Otroetor for Oenerat Engineartno 
StaodaTdi 3pp 12757: lot 


- -ti20j530034 Forward* cornetita on !£££ Std 367. Draft 40. ’Criteria for 
Oerign of Contrci Roori Couples Oeneratlng Station " 

Resolution required to change r rc omendat i on to affirmative 
Tolephcna meiaage Prcr V IV.omaa to Sullivan ent 1 
EISO'IJT.D 0. Aasiataiit Director for Sgoteaia It Projects. 

73/03/1/ MCRRiS.id Divleion of Engineering Standards 3pp 
12757 164. 


--020303C038 Trip rapt of 800402.07 I. lO visits to D4W. C-E (. Uf at i ngli oust 
re ORV_ In- vessel (iquid Isvel detsctor Estsrpts from CRNL 
advanced two prase fio-. 1 nstr umenat 1 on frograi querterlg 
progress rept for Pet-Dec 1779 6 lists of attendeee end 
HCN.A L n daparaie Effect® Rasearcr Grand) 00/03/30 
SI/uU I VAW. L. rl Scraratc Effects Research Qranch 30pp. 12763:264 


- -&20303D03’7 Forwards mnutes of 600220 organ 1 tat 1 one 1 moating for lEFt 
Fp-ar Engineering 8oc Nuclear Power Engineering Cormittea 
Uprsing Croup 9c-l 2 in Chicago, ll. re IEEE Std 366-1977 
CAR01NA*..E. D j Institute of Electrical 4 Electrosiic Engineers 
80/03/03 Institute c>f Electrical 4 Electronic Engtnsers 17pp 

12757 i71 


--8203030043 .Nocifies of 000220 meeting of reorgsniled I EEE/Nitc 1 ear 
Power Engineering Conimittee Uorting Group 8C-1.2 in Cfiicago. 

IL ts dtscuss Gtd 366-1977 Cist of espsetst atttndsss. 
agenda. Std 366-1977 4 handwritten npte ancl 

CHJAPPETTA. C M Institute of Elsctrlcai 4 Electronic Engineers. 
00/02/tl HINOCDE.R R Office of standards Developi^ant. Director 
29pp 127 57 leO 


-.—0203030045 Forwards comments on proposed Irivo 1 veoient of flsactor Fuels 
Section in THC-2 task action plan. per R Megtr request No 
lead responsibility forseea&le for ang iteis w/Reactor Fuels 
Section On Holahan draft mer-o one l 

VOOi-Ei.EOE. J. C Core Performance Grand). 80/04/03. 

R68ENSTEIN. L 3 Assistant Director for Cor® 4 Containment Sijstems 
I2pp 12763 297. 


--O203O3CO57 "Nuissn Factors Rsf, '• for designers of electronic support 
equ ipnent 

• Ldcbheed fltsssles & Space Co Isube. Lockheed Aircraft COf p. I. 
01/08/04 34pp 12758 164 


--6202030060 "Oraphlc Olsplags. * t.uran engineering gvliSa for using colur 
In CRT command 4 control dleplagt. 

SMITH. D.L Lockheed Hlaslles 4 Space Co (subs. Lockheed Aircraft 
Corp » 78/12/31 4tpp 12758210 


--0203030063 ’’Hu-ran Factors Engineering Enhancement of Muclear P 0 )jbt 
P lant Control Roams.*- Pp 331-363. Vol 21. No 3.l1ag-June 1980. 

Nuclear 9a f ctg. 8)|)rviar i t e® portion of IEEE study. “Human 
Factors Ksthods for Nuclear Control Room Design. 

BEMlilhilA, O. L • PaCK.P W. , 8EtDENSTE IN. 8 Lockheed filssites 4 8pac e 
Co. (subs Lockheed Aircraft Corp.). 80/06/30 13pp. 12750.259. 


- -8203030069 NRC outlines re de t ec 1 1 an. d iegno s 1 s 4 attention of 
vtg 1 lance. 

MtCPEhiG.C. Illlnots. Unlv. of. Rockford School of liedlclne 
91/09/04 9pp 12739 017. 


— 820303C070 “Determinants of Coping Behavior Studied at CA Primate 
Research Ctr. “ Vol 4. Ns 9. Research Resources Reporter 
SHINER. Q Hsaltk 4 Hu-)«)c Services. Dept Of. 00/09/30 INpp 
12759 026 


— 0203030072 .Notifies of S009I3-I9 second edition of NRC human factors 
engineering training course Control room talk force 
checklist enrl 

GOLDMAN. P J. Management Development 4 Training Staff. 80/08/21 
6CRKOW. H flanagerent Analgsls Drench. DCROtiOtNS, R. fl 
Administrative and Retource Control Staff TINO.P Progran 
Support Branch DpP 12799 042 


--9203030099 Requests info re no-nber of rsams administered each gr since 
1975 for Doth flight controllers 4 coroierctat air carrier 
p I ) ot«) nuAb or of personnel who pees on first attempt 4 
nun-ber of personnel leho passed on ne>t re-esa^. 

DAVIS. T. Anelgsts 4 Technelogg. Inc. 60/09/29. HUSBEH.L 
Federal Ai/tattun Admlnlst re tl on ip 12770,322 


--B203030103 Requests info re percentage of officers 4 cnliitse ff'ii* i 
successfully completing Navy nucleer power plant operator 
training program. In support of evaluation of commercial 
nuclear plant operator training program 

0AVI8. T Analysis 4 Technology. Inc Q0/Q3/29 Havg.Osst s' 

Ip 12770 333 


’6203030106 Eipresses thanks for Info provided re sel ec 1 1 on. tr eirlr| | 
qualification programs tor air traffic control 4 atrttne 
transport pilot areas 4 statistics on pass/fall ratios far 
tower operator 4 transport pilot written eia.-ns 
OAVI0. T Analysis 4 Technology. Inc 80/07/01 MU8GCR. I. 

Federal Aviation Administration Ip 12770.324 


--S203030111 Eipresses thanks for info provided re airline thdestryl 
training 4 car t i f i ca 1 1 on practices 4 support provided during 
recent visit Info )i>i 1 1 be ins tru.sen tal in study on reactor 
operator licensing requirements 

DAV18. T Analysis 4 Technology. Inc 80/07/19. OAlLCV.If 
Federal Aviation Administration. Ip 12770' 329. 


--02O3O3OI25 Agrees w/ComiOl ss loner Ahearne 790709 memo re ccaparls;*i< 
Navy 4 NRC/|ndustry training 4 requa 1 i f 1 c e t ion prograirt. 
pST sect -79 -3300 

BRADFORD. P A Commissioners 79/07/30 OOSStCK.L V Office 01 
the Etecutive Director for Operations Ip 12766 229 


--8203030130 Desponds to 7900JO memo concerning NRC guidance gl>S) iJ 
licensees to ensure that operators took certain actions rs 
reactor coolant pumps during uOCAs IE bulletins 4 suAmary of 
790716 meeting w/G4ld owners group encl. 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
IEB-79-03A 79/08/24 AFEAHNE. J Commissioners 3cp 

12766 236 


--02O3O3O14O Requests briefing addressing changes that etaff loterds ti 
make re NRC approach to control room design Briefing 
requested by 791003. 

AHEARtlE.J. Coeisisstoners 79/09/18 Office of the Cisivti.i 
Director for Operations Ip 12767.010 


--0203030184 “Study of Requirements for Operator Licensing. “ worksk*H 
for technical assistance project Identlf I cetlon. Study 
justified under NUflEO-0737. Item I A 2 re training 4 
qualifications of operating ptrtonnel 

COLLINS, P F Operator Licensing Branch FIN 0-6B71. 00/06/1 1 

2pp 12770:349 


--8203030190 E)[prssses thanks for vsndor training staff Intsrsst t 
support during recont training survey team visit 
OAVIB.T Analgsls 4 Technology. Inc 80/05/28 UALIEfl.C 
Combustion Engineering. Inc. Ip 12770:351 


--B203030194 Csprtises thanks for vendor training staff lolerelt 4 
Support during recent training survey team visit. 

Davis. T Analysis 4 Technology. Inc 80/06/13 BCKOLAND. 2 
Uestlnghoust Electric Corp. ip 12770:3 32 


-'8203030193 Ekpressts thanks for vendor training staff Interest 4 
support during recant training survey teen) visit 
DAVIS. T Anelysls 4 Technology, Inc 80/06/13 JANECEM. D 
General Electric Co Ip 12770 393. 


--6203030196 Espressos thanks for vendor training etaff interest 4 
support during recent training survey team visit 
OAVIS.T Analysis 4 Technology, Inc. 80/06/13 ELLIOT. N« 
Sebcock 4 Mllcos Co Ip 12770 334 


— 8203030200 Espresses thanks for training staff interest 4 support 
during recent training survey teem visit. 

OAViS. T. Analysis 4 Technology. Inc 00/06/30. JOHNSON. J 
Tennessee Valley Authority. Ip. 12770.333. 


—8203030201 Recommends coneultant ivcs from gro)Jp of Navy rftirrei Id 
review practices 4 policies on design changes, reactor 
designs, rea ctors 4 requirements for operators 4 use pf 
sieuilators. 

AMEAHNE. J. Co<MMts toners. 79/Q9/26 Off lee Of the Ciecutl*# 
Oireetor for Operations. ip. 12767:019 

—8203030210 Notifies that Analysis 4 Tachnol ogy. Inc has bean awarded 
Contract N«C-O3-0O-117, "Study of Raquir aments for Operator 
Licensing. “ Draft Itr to unsuecsssfut effarors and. 

KEnCZER, M. B. Taehnlcel Assistanca C)]ntrectf Branch. 

NRC-03-80-1 17 80/03/13. Commar cf. Dap t. of. 3pp- 12770:534 


--82030302I3 Rasp ends to Commissi oner action It am on 6ECV*7^-*33®^ Tf 
qualifications of reactor operators. Concurs 
u/rtcommendationt 

BRADFORD.!* A. Commtss 1 onari. 79/10/12. CHILK, B. J. Office of 



--M030302I6 Inform* of 800339-30 site vtsjt by Anal^^ts i> Tec hnu 1 ogy. )nt 
to collect Info In support of NRC rBotae* sment of 
moirerent • re »a t ec 1 1 on. tra i n inp t< llcenaing of nuclear 
(cwcr plant personnel Cooperation requested. 

C0LtlN3.P f Operator Licensing Branch 80/05/12 El.LlOT.N 3 
Batcoct L VitVcoc Co 2pp 12770 359 


• -0203030221 Requett* general criteria to be used in evaluating request* 
from operating plants for sitenston* on actions par 
NunE0-037a S. enalgals of Coai-nlsslon decision not to estend 
Implementation dates Response requested bg 791109. 
gflAOPOflO. P A Comnl ss 1 onere 79/10/12. OCnTCN. il. R Office of 
Kucleer Reactor Regulation. Director Ip 12767 024 


--02O3O3O223 Informs of 000605-06 site visit by Analysis <■ Tech no I ogg, | nc 
to collect info in support Of NRC raastestment of 
requirements re training L licensing of nuc leer plant 
personnel Visit s>l 1 1 be coordinated u/Uresden site visit 
C0LLIN3.P F Operator LIcenatng Branch 80/05/13 JANOCEK. D 
Oeneral Electric Co 3pp 13770 361. 


--6203030333 Requests decision on vihether or not const on B&ii plants 
should be alloued to continue. 

AiCARNE. J Commissioners 79/10/23 Office of Nuclear Reactor 

Regulation. Director Ip 12767 033 


--8203030338 Informs of 800319-30 site visit bg Analgsls Z> Tec h no 1 ogg, Inc 
to collect Info In support of NRC reassessment of 
rsquirements re se I ec 1 1 on. tra i n Ing L licensing of nuclear 
power plant personnel Cooperation requested. 

COLLINS. P F Operator Licensing Branch GO/03/12 WAU/EH.P 
Conbustton Engineering. Inc. 2pp 12771:001 


-'8203030232 Advises that const of OLbl dseignsd plants should be 
psrinltttd to continue in response to 791035 request. AddI 
const will not meVe Foreseeable changes infeasible L ulll 
not prejudice eng health & safetg decisions. 

DERT0N.il. R. Office of Nuclear Reactor Regulation. Director. 
70/10/36 AHEARNE. J. F Commissioners Ip 13767 036 


--6203030239 Informs of 000603-04 site visit bg Analgsls 1. Tec h nol ogg. ] nc 
to collect Info In support of NRC reassessment of 
rsqulroments re training t. licensing of nuclear plant 
personnel Visit ulll bs coordinated w/2lon site visit. 

COLLINSiP.F. Operator Licensing Branch 00/03/13 BCIlOLANI). 0 
Usstinghouse Electric Corp 2pp. 13771 003 


-'8203030333 Notification of contract ececutlon: "Qtudg of Requirements 
for Operator Licensing." auardad to Analgsls fa Technologg 
Inc 

PENCZER.M B. Technical Assistance Contrects Branch 
MlC-03-e0-I 17, B0/O5/I2 MANAUEfl. 8 H Division of Humen Foctors 

Safety C0LLIN8.P NRC - No Detailed Affiliation Olven Ip 
13771 031 


--6203030356 Summarg of 791114 meeting u/ORNL fa Memphis State C tr for 
Njclear Studies in Dethesda.HO re results fa conclusions of 
simulator training study. 

FARMER. U. 3 Research Support Branch IPre 001119). 79/11/23 

walker. H ACR8 - Advisory Committee on Reactor Safeguards. 
SilOVHOLT. 0. . COLLINS. PF. Office Of Nuclear Reactor Regulation. 
Director 3pp 12771 032 


■8303030283 Responds to questions re staff progress on Unresolved 
Ssfftg Issue A-17 (9ECV-79-409A» conctrnlnO 
Interaction* 

» Conunlts loners 79/11/27 AHEARNE. J Conus! ss loners ip 
12767; 030 


--83O3O3O280 Lists Issues to be dlscuesed at 001107 meeting. per B01031 
telcon 

OlBeON, T. R cornel eel oners 80/10/31 DEVOUNO. R C Office of 

Inspection fa Enforcement. Office of the Director. Ip. 13767:037 


■-6303030290 Discusses IEEE concerns re dsvelopmtnt of reliebllitg 
ssssssfflsnt mtthodologg. Suggests alternative proposal for 
progran responsibility Development of method for sgstematlc 
i 1 is t Ic rlsb assssemsnts of nuclear pouer plants end. 
OOWEN.R J. Institute of Electrical fa Electronic Engineers. 
80/09/10 BERNERO.H Probabilistic Analgsls Staff (Prs 8011191 
app 12767:043 


■6303030393 Ad visas that Commission has approvtd RFP RS-NRfl-BO-138. 
Technical Assletance In Support of NRC Operating Reactor 
“*'•'*•‘'’9 Action fProgram ID,” 9ECV-0O-343 

nto Office of the Secretary of the Commission. 90/07/30. 

DIRCK8.U. J. Office of the Esecullve Director for Operations. Ip 
13767; 030 


8303030299 Recommends against Cormlssion endorsement uf SEC V-IIC>-I39.\. 
■NRC Enforcement Program. • for use on interim basis 
Substantial com.-ients submitted 

HANRAHAN. E J Office of Policy Evaluations DICKUIT.L Office uf 
the Oeneral Counsel 80/09/03 AHEARNE. J F . 0ILIN9KV. V . 
HEtiORlE.d W Coroksn onei * 6pp 12767 031 


'B203030303 Responds to 800304 I tr requesting info on status of NRf: 
effort to gain release of Uestlnghnuse data on turbine 
craciing fa assessment of adequacy of IOCFR21 reporting 
requirements 

DICKUIT.L Office of the Oeneral Counsel 00/04/34 HAOER.n N 
House of Rep . Government Operations 3pp 12767.063 


--0203030309 Forcards ME Chopko 800310 1 ti transmitting D Hager 800304 
request for addl info on NRC effort to obtain Ueslinghouse 
data re turbine craciing fa on adequacy of 10CFR21 reporting 
requirements Input requested Og B00324 

CAMPOELL.U E NRC - No Detailed Affiliation Olven 00/03/10 
Thornburg. H O office of inspection fa Enf ore ement. Office nf the 
Director CUNNINCHAH. 0 . MURRAV. J Office of t>>« Eiecutlvo Legal 
Director Ip 1276/ 06B 


‘8203030314 Forwards JA Sullivan 000001 Itr transmi ti ing modified 
comnents on 8ECV-00-139 re NRC enforcement program discussed 
at 800319 meeting Comments uara considered In revising 
proposed enforcement policy. 

BTELI-O. V Office of Inspection fa Enforcement. Office of the 
Director 80/08/27 AHEfRKE.dF . 0 ll.lNSKV. V. . HENORIE.U. K 
Co-mml s s 1 or>e r s lOpp 13773. 269 


--020303032I Forwards eummarg of all staff position re cnntalnmenl 
1 eolation, p er request Summary provides working paper on 
sih i c h future discussions mag be based U/o oncl 
KERRIOAN. J Plant Systems Branch 80/01/26 EIBENHUT.O 0 
Division of Operating Reactors Ip 


--8303030343 Foruards 79)OIB fa 1)13 memos re simulator limitations, 
possible operator training errors & Ofc of Nuclear 
Regulatory Research investigation concerning range of 
simulator app 1 tcab 1 1 1 tg 

TONO.L.S Analgsls Development Branch 79/12/17 MURLEY, T 
Division of Reactor Safety Research Ip 12771 100 


-••0203030346 Recomm,ends investigation re simulator limitations fa 
possibility of oporator training errors fa assessment of 
feedback that would make simulators more applicable 
LYON, N C Analgsls Development Branch 79/11/13 FADRIC. 8 
Analysis Development Oranch Ip 13771 101. 


--G203030349 Discusses rationale far early purchase of reactor operator 
training simulator fa later purchase of reactor sgs 
si mule t or. Rat i ona 1 e consistent w/ACRS views on NRC safetg 
research program budget stprsssed in hA7RE0-06O3 
8ULL1VAN. L H Separate Effects Research Branch. 79/10/18 
TONG, L 5 Assistant Director for Hater Reactor Safetg Research. 

3pp 12771 102 


- -0203030333 Bummariiss review of Nuclear 3vc s Corp Rept CO'071 19-l?b2 
IJul 1979), ‘‘Operat Iona 1 Safety Simulator - Phase I. ** Rept 
staff should be Invited to discuss modeling approaches 
u/NRC 

FABIC.B Division of Reactor Safetg Research. 79/12/21. 

COLEMAN, H E Contract Policy Branch 3pp. 12771: 103 


--6203030334 Comments on Reg Oulde 1 141 H/handur 1 t t en note FR notice 
end 

a NRC - Mo Oetatlad Affiliation Olven 76/09/19 NRC - No 
Detailed Affiliation Given 2pp 


--B203030336 Forwards Bid N271-1976 re containment isolation provisions 
for fluid sgs Comments requested bg 760820 U/o end. Value/ 

Impact statament ancl 

KEHNEHUYt.H. Assistant Director for Oeneral Enqlnaerinq Gtandards 
79/08/06 KNUTH, 0 F . HANAUEH. B H . HEINEMAN. R E NRC - No 
Oatatled Affiliation Given Spp 13736 331 


— 6203030398 Reviews Singer-Link Corp fa Electronics Associates. Inc 
thermohgdraul 1 c modeling techniques employed In nuclear 
power plant training slm.ulators Techniques fell to simulate 
PUR LQCA processes for any site break fa location. 

FABIC.O Analysis Osvelope.snt Bronch. 79/12/27 MUHLEV.T b 
Division of Reactor Safety Research. Spp 12771 108 


--6203030362 Forwards draft Commission paper on Dfc of Nuclear Regulaturg 
Research plant fa recoirmendat 1 ons re development fa 
acRulsttlon of slmolator* for NRC use 

FABRIC, 8 Division of Reactor SafeCg Research. 80/02/11 

TONG L 8 Division of Reactor Safety Research. I2pp. 127/1- 113 . 



• 820^030364 Bur.-iar^ C» 600219 -ntatlng .j/Ouaf rri/Sknger - Li^V In 
BethetSd- MO Tf prc<ic»al »cr coo>»ratii/» j;tcgra>ii for 
C03P«rdtlv« projra- for 4«vlsOP~*rt of ogaratlonal tafety 
simulator Attandarrr list one 1 

FAOtC.S Analysis 0» lofmar t Brancf SO/02/36 TCNO L 9 
Dtyisicn cf flsattcr 9sf»ty Research 3pp 13771 125 


0303030365 For<^arJs "Human Factors Reviea of Nuclaar Pouar Plant 
Control Beam Design. " final re?t Rtspcnss requested 
CLARH.H Califcrr.ta- State i;f 79/04/37 NBC ' No Detailed 

Affiliation Given le 12767 090 


-0303030368 For vards d-aPt user need 1 tr for si-ulators to support 
regutat^iry t research functions Suggests meeting to develop 
ccnsistent poslticn 

Bl/LL IVA*!, L H Separate Effects Besearcr Branch 80/03/11 

TCNO I R Division of Reactor Safety Research lOpp 12771 120 


■8303030371 Co-ments or. H Sullivan draft msro rt use of training 
slmulatcrs All stnulatur Issues are net sufficiently clear 
to warrant user need Itr Recommence crash study program 
concerning simulator limitations 

FABRIC. S Analysis Oevelcpnent Branch 80/03/06- TONO<L 8. 
Assistant Director for Uater Reactor Safety Reeaarch 3pp 
13771 139 


--830.3030375 EPRl HP -309 

"Human Factors Review of Huclaar Power Plant Control Room 
Design. ■' final rep t 

BEMINABA. vl L ■ OOZA'.Ff.U R . PAR6DN6. 6 0 Lockheed Missiles 6 
Space Co < sues Lockheed Alrcreft Cerp > 76/11/30 3S0pp 

13767 091 


--9303030395 Eipresees thants for opportunity to present company views re 
operational safety simulator during Feb 1980 resting 
KENNEDY. J P Nuclear System 00/04/15 FABRIC- 9 Analysis 
Oevelop-sent Branch 2pp 13771 178 


--6303030397 Becommends selection 6 development of new sys co.spoter code 
which would be designed to take advantage of high speed 
computing capabilities of AO-10 computer 

KOUTS.M- Brookhaven National Laboratory 00/07/03 BUONITf.n j 
Office cf Nuclear Regulatory Research. Director 4pp 12771:1(10 


--8203030401 Notifies that lab has contacted Link Olv of Singer Co 6 
Electronic Associates. [nc re providing Interface 6 linkage 
between control console signals 6 AD-IO digital sys Both 
firms Interested If funding is available 

KATO. H Y Brookhaven National Laboratory BO/09/17 TONO-L 8 
Olvislor of Reactor Safety Research. 3pp 12771 198 


--6203030433 Advises against dropping idoa of ressarch raview group on 
Improved simulators Suggests use of personnel on IEEE panel 
in vlao 1981 

MuBLEy. T Division of Reactor Safety Research 80/09/24. 

FABIC.S Analysis Davelppment Branch Ip 12771 20D 


--0203030444 Forwards Fy 31 program brief for FIN a-3227j "Simulator Model 
Evaluation i Improvement Program " Requests addl funding to 
purchase AD-10 computer Magarlne article re applications of 
microprocessors anc 1 

FADIC. 8 Division of Reactor Safety Research. FIN A-3237. 

80/09/26 HURLEY- T E Division of Reactor Safety Research 9pp 
13771 301 


--6203030439 Draft * PWR Training Slmu la tor. Eva I oat Ion of Thermopt.ydraul 1 c 
Models for Main Steam Supplg Sys * Only odd numbered pages 
enc 1 

WULFF.M Oroobhaven National Laboratory FIN A-3337 60/09/30 

2Spp 13771 3D7 


--0203030510 FYBI program brief, "Safety-Belated Operator Actions." 
* Division of Reactor Safety flesearch FIN 8-0431 80/09/30 

Ip I277I 233 


— 8303030531 Forwards slides used in C00909 meeting in Oethesd«,MO re 
proposed leb approach on simulator response characteristics 
task for NHC Dlv of Stds First meeting u/subcontrac tors. 

General Physics fc Franklin Research Ctr slated for Oct 1980. 

HAA6.P M Oak Htdgo National Laboratory 80/09/17 FABMEB. U B 
NBC - Nb Detailed Affiliation Given Ip. 13772.008 


--8203030532 Notifies of w'orkifig tse-i on simulator rssponse 
characteristics 801201 meeting at ORNL Proposed agenda 
tne I 

HAAS. P M Oak Ridge National Labnratory 60/10/07 
BEESTentlNO, C Franklin Inet 1 tute/Frankl In Research Center 
KOIINSHViE J. Oeneral Physics Corp 3pp 13772 020 


•8203030539 Forwards summery ef BO 1302 simulator responss 

characteristics working group meeting Open literature repts 
re simulator specs &• performance verflcatlons were 
discussed 

MAAS.P M Oak Ridge National tab oratory 00/12/23. 

farmer. U S .C Plant I ns (rumonta 1 1 on. Cun trol t< Power Oystsms 

Branch 6pp 12772 023 


--B203038557 Notifies of 001000 ireeting /r-fiC in Bathesda.HD to dlSCuit 
N.9C review of safety-related operator actions program 
Visual aids planned for use at meutlng requested by 001006. 

HAAS.P M Oat Ridge National Laboratory 00/09/30 JONES. D H 
Michigan State Unlv KoeiNSHV. E J Oeneral Physics Corp. tp 
12772 030 


■9203030565 Discusses findings t< subsequent actions e^senatlng free 
Severe Accident Sequence Analysis cCiASAl <rest log. Inc 1 ud Ing 
1 dent I f 1 ce t 1 on of QASA charter k. c uns 1 stone y. p rob lams to 
date it plan for future action 

DIBALVO. n Operational Safety Kesearch Drench 00/09/17. 
MuRLEy. T £ Division of Reactor Safety Research 7pp 


— 8203040046 Submits B0I2O3-05 winter iiirulation conference call fur 
papers re discrete 4. co.-iblned sys simuletiuns 
e Energy. Dept of 80/11/30 NIEOE. J 6 Reactor Syetems 
Standards Branch 2pp 


--02O3O4OO55 Forwards summary of 001021 maeclng re commerical noflsst 
power plant simulator response c harac tar 1 at tc s. LI st of 
attendees enc I 

HAAS.P M Oak Ridge National l.abnratory 00/11/07 FELHlfJS-l. 
Memphis Otate Unlv PRABKlEv IC 7. J Oeneral Phgslcs Corp 

PETERSON.K Analysis it Maasurament Services Corp 9pp 
12774 170 


--820304007S Forwards rag guide. "Nuclear Power Plant Olmulators fur Un 
In Operator Training." endorsing enc 1 draft ANS 3 5 
MOflRieSN.w It. Asslttant Director for Oensrel Cnglnierlng 
Standards 80/10/31 CUtMlNOIIAM. 0 Office of the Eiecutlve tsgsl 
Director |p 12774 170 


--0203040090 Forwards prallmlnary comments on draft ANS 8td 3 3. "HjcIss- 
Po'->er Plant Blnulators for Use in Operator Training. " 

BCAROROUOK. T Reactor 8y sterna Standards Drench 79/12/38. 

UIEOE.J S . MENZINCER.E C Reactor Syetems Qtandards Srancti. 

27pp 12772 142 


--8203040096 Forwards comments un draft revision of ANS 3 5, "Nucitar 
Power Plant Simulators for Ust In Operator Training 
KASPER. A R American Nuclear Boclety 79/13/17 ELLIOT. N.B 
Babcock 1. UHcoi Co 33PP 13773 185 


--8303040098 Flow chart for work on proposed Reg Oulde R3-flO-3. 
e NRC - No Detailed Affiliation Oivtn 80/09/30 13pp 
13772 340 


— B203040IOO "Computer-Oased Sys to Aid Operator to Survey Statue of 
Reactor Safety Sys In DuRs. ' 

« Norway 79/13/31 lOpp 12/73 360 


--0203040104 Marked-up "Nuclear Power Plant Simulator for Use In Optralor 
Training. " 

s American Nuclear Society 79/11/39 5pp 13772 370 


■B303040I13 Forwards comments on ANS 3 5. "Nuclear Power Plant 
Simulators for Use in Operator Training Problems Include 
how to Implement guide u/o putting training ctrs out of 
business 

UICBE. J B NRC - No Detailed Affiliation Given 79/11/22 NBC 
- No Detailed Affiliation Given llpp 12773 275 


--02O3O4O117 Forwards draft of revision of ANB-3. 3-1979, "Nuclear Peusr 
Plant Simulators for Use In Operator Traltilog," for ravie<a. 
Comments should be discuseed at Dec meeting 

UEBER.H 0. American Nuclear Boclety 79/11/20 Amtricait 
Nuclear Society Ip 13772 300 


--8203040I22 Advises that conclusions & rssults of study by ORNL/NeapMs 
Stats Unlv re "Simulator Training Practices" will be 
presented at 791114 meeting In Silver Spring, NO 
FARHEB. M. 8. Division of Rssetor Bafsty Rassarch. 79/11/09. 
HORRIBON. U Office of Standards Osvelopment. Olrsctor DECKHAM-D 
Dfflct of Nuclear Reactor Regulation. Olractor. STONE. J. Office 
of Inspection ti EnPoresment. Office of the Director. 3pp. 

13773: 330 


— B303040137 Comments on dreft rsg guide. “Nuclear Power Plant Qlaiulaturt 
for Use In Operator Training. 

e NRC - No Detailed Affiliation Given 80/09/02 
Betel led Afftlletlon Given. 3pp. 13774 376 


NBC - Ho 


g203O4Ol29 Forward* pro?o«»; revtticn o* smolotor ttd ;,hdn(lo% )>i(luri« 
illolnallon of grandfather (lau«o adding cora phgiiic* 
tittlng & operator condxetad •urvelllance teat* on *afet<j 
* 11 * Co normal plant evolution* 

ElLtOTT-N. S SabCOC I fc Uilcot Co 79/lO/r30 A-rerican Nuileor 

SodoCV 2pp 13773 329 


■6203040177 Forward* 000324 draft AMO Btd 3 9* 'Ntitlear Power f'laut 
Ql'nulator* for U*e in Opeiator Training." for review A 
ballot b* BOOS06 Review of ballot* util be conducted during 
O0092C-33 nteeting In P » 1 1 at or gh. PA 

ld£D£fl.fl Cl Anerlcan Nuclear Soctetg 00/03/36 Arericaii 

Nuclear Ore let* Ip. 12779 133 


0203040133 NobKlcatton of 000909 •'leeting u/ORN~ t Franklin DnieafCh 
Init in Batha*da,NO to dl*cut* C9NL Q00901 atiidg of 
• laulator r a*pon«e ebara c ter i • 1 1 c i Progran brief A 
ittendanca It at end 

fAfiHEd.UE R**earCh Supoort Branch (Pre 0011191 FIN B'043l 
80/08/30 MENZtKOERE C . MEKOCHDFF. E . BtCMAROaCN. B Office of 
Siendard* Oavelopnent. Uiroctoc 4pp 137/4 379 


9303040136 Rat^ucet* initiation of procedure* fnr releaae of draft rtitl 
re AN3 4 S Btd- "Functional Hegu I rcaiant s for Pool -Ac c tdent 
fcnllorlng Capabllltg for Control Roan Operator of Nucleer 
Pevee Otnaratlng Station ' 

hat TSCN- R J . TMI-3 l.***on» Learned ra*li Force 79/09/34 
bEESMAN. 0. L . Oeneral Atomic Co leub* of Ou If Oil Co I Ip 
12773 331 


8703040137 Raqua«t« trantfer of FV60 fund* fron Ofe nf Btd* Ooveloparnt 
to OfC of Nuclear Regulatory Retearch for work In steulator 
technologg. 

HIN0CUE>n B Office of Otendard* Devel o pnant. Director FIN 
A-9045101 00/06/13 0ARRV.L Office of tho Cot\trcll«v 3pp 

12774 203 


8203040143 Forward* info on Malden dleturbanco analgsl* tge 
BEWETT.O. MRC - No Detailed Affiliation Otvon 79/06/37 

MILKIAR. J NRC - No Detailed Affiliation Given 2pp 12773 3;(3 


8303040149 Forward* JL Tylat trip T«pt to Ha 1 den. Norway on /V(I433-3V, 
per 770311 n:eno 

TILLER. R ^ Energy. Dept of 79/06/19 HAVEO. H II Olvltlon up 
Reactor Safety Ra*efccB. 3pp 127/2 334 


•R2O304O179 Direct* Ofe oP Etd* Development diva route all 
c or re *ponda nc a ra ute of progran support fund* through 
T’rogran Support D'anch for preltninary approval 

MINCIOUE.n 0 Office of Standard* Development. Director 110/03/ 12 
Office of Standard* Oeve I npr.ent > Director Ip 13773:1119 


■&303040ia4 8ur.ci*rltea AWS-3 Subccmmlttee 600303-06 meeting tn Tanpa.IF 
re ANB 8tds 3 9. 3 1 6 3 2 Np r t meeting will he held on 
nOOAll in 1 aa Vagai.tlV 

GREEN. H J American Nuclear Society 60/03/12 American 

Nuclear Society 3pF 12775 1S7 


02030401S7 Act receipt of comment* re activitle* of ANS AC Hnt 
Commltt** for 0td* Review Eiecutlve cemmittee will review 
atatu* of activitle* during H00336 meeting 

MORRIG.P a Scandpowar. Inc 00/03/03 OIETCH.R Southarn 
California Edleon Co ip 13779 329 


- -0203040 1 9.3 Forward* draft reg guide re nuclear power plant akmulatcna 
for u*e tn operator training Commenta ehould be received by 
F r 1 day 

NlbOO.O U NRC ' No Detailed Affiliation Given 00/01/00 NRr 

- No Detailed Affiliation Oiven 3ipp 13773 023 


-••0203040197 Recormeods that AN9 Ad Hoc Committee for Std* Review A KRf: 
eterclte caution In erpodltmg publication of draft reg 
guide* bated on draft *tda Otd* should be evbj to util rngt 
review prior to 1 mp 1 er.en ta t Ion 

□ lElCH.R Southern California Edison Co 60/03/13 mJRRIS.P.A 
Scandpower. Inc Jp 12779 230 


0203040146 Otd* A procedure* new* la tier . </n I 9. Number ? re «tr ong t hen > ng 
voltntary etd* *y« 

HARRISON. T. J In»trument Goclety of America 00/06/30 12|>p 

12774 297 


•0203040203 Comment* on draft rey guide A va I ue/ impoc t statement. 
"Nuclear Power Plant 6lcur]ator* for U*o In Operator 
Training '• Li*t uf Singer power plant simulator* In US A 
marked-up vortton of draft Reg Guide 1 XXX encl 

• Nile - No Detailed Affiliation Oiven 80/01/06 nRC - No 

Detailed Affiliation Ol von 36pp 13773 071 


0203040193 Forward* proposed draft reg gu I d e*. endor * t ny ANH Otd* 3 I A 
3 9 re nuclear power plant mlnulator* for u»e In operator 
treiolng Reg Quid* t 8 will L* avattsbt* tn appro* I nonth 
HIEBC..7 3 Reactor Syitem* 6tandard* Drench 00/09/13 CIVlAH.ii. 
Library of Congret* Ip 13774 313 


8303040194 Paper entitled ‘‘Functional 0**criptton of DI*turDanre 
Aoelyei* 8y < for OraTenr hel nf e 1 d Nuclear Power Plant. •• 
preteotid at 780609-07 meeting in Loen. Norway 

OMRE.F ■ PEUJtEl..L Cermany. Federal Republic of 70/06/09 19pp 
13773 337 


B303040I98 Forward* GR Ourdick trip rept to Malden. Norway on 790929-30. 
p*r 770311 memo. 

TILLCR.R £ Energy. Dept of 79/06/19 HAVFe.M R Division of 
Rsictor Safety Research 27pp 12773 OOl 


©103040199 Forward* Pag** 17 A 18 to summary oP Nuclear Power Plant 
Slnulator* Committee 000920-23 meeting re ANSI/ANS Std 3 9. 

‘hjclsar Power Pient Simulator* for Use In Operator 
Training " ACRE slid* pra«*nt*tton •ncl 

* .WC - No Data I lad Affiliation Oivtn 00/09/31 UENZINCFR.F. C . 
CAMPSEuL. N C. R«*ctor Qy«tt>ii« Btendard* Oranch 3pp 12779 0*a3 


0303040163 Arfvlse* that AN9t/AN8 3 3-1979. «ent on 790130. ha* been 
revlswed Reg guide endorelng std.subj to po**lble 
lufpltesntal provltiont. will he prepared 

ARLOTTO-0. A. Dlviilon of Engineering Btanderd* 79/03/30 
VACA.n C American National Standard* Initltute Spp 137/3 031 


~03O3O4OI64 Notlfit* that AN8 Std* Committee I* releasing draft AN<l 
Btd 3.9. ‘‘Noc leer Power Plant Simulator* for Use tn Operator 
Irtfnlng. " for use tn draft reg guide. In respon** to 600313 
Hr 

HESBKAN.'O L. Amtrlcan Nuclear Society 80/04/29 MATTSON. R J. 
RRC Three Mile island Ta*k Force. Ip 12779 074 


"8203040168 Forward* ORNL commtnt* re nuclear training vlmuletur* 
Ricoaeandat ton* should be dl*cut**d prior to ACRE meeting 
* NRC - lio Dttalltd Affllletlon Oiven 60/04/17 NRC - No 

Citalled Afflltetion Oiven 9pp 12779 073 


"8703040173 Comment* on 4pp* A A Q to 600236 draft AN8 Btd 3. 9. "Nuclpar 
feu*T Plant Slmuletor* for Use in Operator Training. " 

SfOVUOLT.O j. Assistant Director for Quality A«*urence A 
Cftretlen*. 80/03/31 UENZINQER.E C Reactor System* Standard* 
8r**«li 2pp. 12779 121 


--0203040303 "tlatlng the Oeat Use of Modern Simulator* " 

MClN.Ni6.R 0 Afflliatton Unknown HA8L0. R fl Nuclear Eng Iciror 1 up 
International. 80/03/31 3pp 12773 331 


--0203040207 Comment* on AMS 3 3. “Nucleer Power Plant Simulator* for IJ 
In Operator Training • 

« NRC - No Oetatled Affiliation Oiven SO/OI/OB NRC - N<. 

Oetdlled Affiliation Given Opp 127/3:107 


--6203040209 Speech entitled "Operator Procee* Coeir-.unlca t i on. “ pieoentu 
at Malden Reactor Project 000236-27 UorkshUp. 

EOSOERO. E. Oarnany. Federal Republic of 80/02/36 9pp 
12779: 344 


--630304021 1 ‘Nuclear Powar Plant Simulator* A Vies In Operator Training 
Requa 1 1 f lea 1 1 on " 

s/ONEB. 0 If . MAAS.P M MemphI* State Uiilv 80/01/08. a9p p 
12773: 113 


--0303040214 Forward* ?ropo*ud revision to ANSI Simulator Std 3 9. 
‘‘Nuclear Power Plant Simulator* for Use In Operator 
Training. ‘‘ for comment by Ah.8-3 800309-06 meeting 

ELLIOTT. N 8 Oabcock A Mtlco* Co 00/03/26. Oabcock A UlUcx 
Co 21pf 12779 363. 


— 8303040310 Confirm* C-E 000330-21 second simulator std review mentlnc 
In Utndsor. CT to toilet L cooment* A suggeatlon* on revised 
ANSI/ANa aid 3 3 A aoc I mark«d-up App* A A 0. 

ELLIOTT. N 8 Dabcock A Mllcot Co 80/03/06 HILL. J R . 

ROSSER. R.M . HAY. I Oabcock A Ullcoi Co I8pp 12779 207. 


--03O3O4O219 “Performance Meesurement By* for Training Simulators." 
pratented at 790404 conference 

PHASKIEVtCZ . J. . HOZINSKY.E J Electric Power Research Institute 
79/04/04 2&PP 12773 146 


--620304032I Requeet* that draft ANB Std 3 9. 'Nuclear Power Plant 
Simulator* for U*e In Operator Training. " be etheduled for 
release by B00419 

ARLOTTO. 0 A Division of Englnetrlng Stendard* 00/01/39 
MALLAV. J F Electric Power Retearch Institute Ip 13779 337 


--8303040334 "So You Think You Need Simulator. ‘' presented at 790404 
c onf arenc e 

MALSO.R-M . KESSLER. R • HACARTHUR.N J Electronic Associates, |nt 
79/04/04 I6pp 13773 173 


NONDOCKETED ITEMS 


030II04D226 "Therral R«iCtor CoJp O^ve 1 opTi^nt. " Fi^BO W*iyft progi^m 

!>r I Bf 

ZU8EK- N Olvtilon of Heacto*" Safet, Boiearch halL-R E 
□ rook^avan National C.at oratOi**! TIN A*?OI4 79/12/31 ^PP 
12775 333 


6203040239 "VerFIcatlon oP Coir-putar Siaiuldtton rodBl ' 

NAVlDR. r H . fINSER JM Dots Only 79/04/04 UPS 19773 195 


B203040239 “A 1 tproat t ye Slr'.ulator Training Resources Available to 
Util Co"*Sanq“Planning t* rinancing Procurement K Start-Up"* 
nparation 1« Malnt " 

UHUnEy.j Oeneral Phyeict Corp 79/04/04 4pp 12773 205 


8203040244 ’’Miselng Linis in ANS 39" 

HICKEV.A E American Inetituts for Retaarch In the Behavioral 
Sclencet 79/04/04 bpp 127732)0 


0203040254 Advieei that indication that propoied rule would not be 
Mtued Tor public curment until 605601 is Inconsistent 
u/lntent or priority of rule change Listed steps should be 
taken to eipedlte process 

OENTON, K R amce of Nuclear Reactor Rejulation. Director 
79/09/25 niNOCUr- R 0 Office of Standards Oevelopmant- Olrectoi 
2pp 12773 930 


8903040259 Eoruards revision to GECV-0a-l39. Inc orpor a 1 1 ng cofflinents frcoi 
staff on previous drafts Concurrence review telng sought 
due to urgency Response to need for meeting should to given 
bv 800606 

8TELLO. VI Office of Inspection 1. Enforcement. Office of the 
Director BO/OB/01 DENTON. H fl Office of Nucleer Reactor 

Regulation. Director OAV/16* J 0 Division of Fuel Cycle tt 

daterlal Safety MlNOCl/E.R B Office of Standards Development. 
Director Ip 12773 230 


-8203040266 Faruards CF Knuth 790B28 1 tr re proposed alternative methods 
to .-seet task force objectives re shift technical advisor & 
loss of safety function 

tSATTSUll.R 3 TMI-2 Lessons Learnsi Task Forts. 79/09/24 
KMUTH.DF kmc. Inc Ip 12773.242 


-6203040270 Provides alternatives to issues re requlrer’.ent for shift 
technical advisor S. automatic shutdown for loss of safety 
function Methods should be selected & implemented by util 
w/NRC approval 

KNUTH. 0 F kmc. Inc 79/0H/28 OENION. H R Office of Nuclear 
Reactor Regulation. Olrector Bpp 12773 249 


-6203040979 Discusses partial review of Operating Reactor Branch 4 
fatuities LERs In Lessons Learned Tssl Fores data base 
supporting revised conditions for operation. 

RElO.fl H Operating Reactors Branch 4 iP.re 7910301 79/10/04 

ElBENHOT, 0 0 Division of Operating Reactors 9pp 19773 251 


-6203040990 Forwards update on enforcement policy d 1 sc uts i on. t)/o eiic 1 
ARNDT. 0 NRC - No Detailed AfflUatten Given 80/08/29 
MINOGUE.R NRC - No Detailed Affiliation Oiven ip 13773 260 


-8203040297 Fprwards Ofc of 6tds Development comments on revised NRC 
enforcement policy 

MINQGOE.R B Office of standards Development. Olrector B0/07/IQ 
STELI.O.V Office of Inspection h Enforc nment. Office of Ihr 
Director Bpp 13773 358 


■B203040307 Advises that IE would like to receive unqualified 
concurrence from Ofc of 6tde Development on enforceeont 
policy (• criteria when final package routed for concurrence 
ARNDT. Q Structures h Components Standards Branch 80/03/10. 
MORRISON, U M Assistant Director for Oeneral Engineering 
Standards 6pp. 12774 071. 


-8203040313 Advisas that Qft of Mgt fc Program Analysis Is combining lift 
of Btds Oevelopirent paper on loss of safety function & IE 
paper on enforcement policy b Identifying Issues 1. questions 
raised in paper t. NRC positions 

ARNDT. 0. NRC - No Detailed Affiliation Given 80/04/04. 

ARLOTTO.O NRC - No Oetalled Affiliation Oiven. 3pp 12774:070 


-8203040316 Advises that NRR concurs In task slope b schedule described 
in 791004 memo- re limiting condition for operation 
rulemaking. 

DENTON.M fl Office of Nuclear Reactor Ragulatlon. Director. 

79/10/16 MINQGUE. R 8 Office of Standards Development. Director 
Ip 19774 080 


-0203040329 Advises that Ofc of Public Affairs concurs In NRC 800306 
paper on less of safety function. Ofc of Public Affairs will 
prepare public announcement when course pf action flnalited 
ARNDT. 0. NRC - NO Detailed Affiliation Given. 60/03/11 NflC - 

Ho Detailed Affiliation Given. Ip. 19774:099 


--02030403.33 Comments on ‘Llmttlng Conditions for Operation." 791024 
draft SECY paper. Oi sadvantages of ccimputsory plant shutdown 
could be lessened by levying substantial fine of equal 
magnitude to loss from shutdown 

YOUNGBLOOD. B J Cost Benefit Analysie Branch 79/11/06 ARNOJ.g 
Division of Engineering Qtandards *pp 12774 139 


-0903040349 Discusses limiting conditions for operation b forwatds 
incoming b outgoing V BleUo b RH Denton correspondence 
w/RB Mlnogue NRC paper to Commission being prepared U/o 
enc I 

ARNDT. O Office of Standards Development. Director 79/10/10 
REHM. T Office of the Eieciitlvc Director for Operations Ip. 
19774 135 


•8903040394 Raquests revl ew. rec ons 1 derat Ion b approval of tupp leaaotij 
task initiation form SuppI broadens form sc ope. Put I tnes 
gsnsrel approach b dsflnos premises upon which approech 
depends 

MINOOUE.R 0 Office of Standards Development. Olrector 79/10/07 
STELtO.V Office of Inspection b Enforcement. Office of the 
Director 4pp 19774 141 


— 8903040363 Requests schedule cheno* on yellow Ticket BD'2365-79 ij* t,, 
failure to obtain concurrence of other ofes b special 
prop I ems 

ARNOT.E 0 ■ ANDER60.N. W F Office of Standards Oava I opman t ■ 

Director 79/09/27 SMITH. R 0 Office of Standards Devtlopmenl. 
Director Ip 12774 145 


--&303040309 "NRR Lessons Learned Task Force Short-Term Rec orms nCat I 0 ‘.i * 
• Office of Nuclear Reactor Regulation. Director 79/00/13 Of; 


--B203040967 Harked-up version of 'For Comment" Issue of Draft 2'Ntyitica 
I to Reg Oulde 1 141. 'Containment Isolation Provisions for 
Fluid 8g s . " 

* Office of Standards Development. Director. 00/01/21. tipp 
12763 166 


--6303040570 Forward* revised Reg Quid* 1 141 Requests rsvlsj of PosiHj- 
4 to establish cunsonsus re requirement for Isolation of 
containment follo-wlnp EOF actuation U/o ancl. 

8CAR8R0U0H. T. Reactor Systems Standards flranch 00/01/28. 

BEARD. J T NKC ' No Detailed Affiliation Given Ip 19764 307 

--8203090096 Forwards corrected b modified comments on proposed 
revision of NRC enforcement p o 1 1 c y ■ subs 1 1 t u 1 1 ng 0007UV 
c omments 

SULLIUAN.J a Analysts b Planning Branch 80/08/01 TIiOMl'CCM. C 
Efscutive Officer for Operations Support. Ip I3767'07n 


--0303090099 F80/M0L'M-30B 

"Reactor Vessel Hater Level Signal Compensation for 
Sesitscale Test. 

LYMAN. U 0 Uestlnghouse Electric Corp 80/10/31 6pp 
12765 139 


--B903090113 Forwards request for addl Info on UbN Rept 1 964. "T nt egrstid 
Controls 8y s Reliability Analysis. " Responso should be 
submitted within 14 days Relatad Info enc 1 

ROSE, 0 NRC - NO Detailed Affiliation Given 79/10/19 paheed 

b Ullcos Co lOpp 13769 144 


--6203090121 Forwards addl questions re loss of feedwater trenslert 
eoalyses to be transmitted to ell operating BUR licensees. 
Rtiponse requested by 790930 to avoid impacting schedule 
for generic 6ER. 

ROGZTOCZY. Z R NRC - No Detailed Affiliation Given 79/09/19. 
KELTEME8.C J Standard 1 1 at 1 on Branch 3pp. 13770 lit. 


•8903090766 Comments on revised NRC enforcement policy paper tTansalltsl 
by V Stello 800630 memo Disagrees w/paper Detailed 
discussions encl. 

3U'_LIVAM. J Analysis b Planning Branch BO/07/14 BAQaEITiM. 8 
□fftet of Management end Program Analysis. 19pp. 19767 074 


—8203100320 Forwards comments on fault trees for RCPB sefety fooctloi. 
in response to 790718 memo Feult treee edequately modal 
possible pathuieys which could lead to failure of RCPB. 

8CAR8R0170H. T. 0. Reactor Bystems Standards Branch 79/08701. 
ANGELO. J NRC - No Detailed Affiliation Given. 4pp 12776:116 


--09O31OO334 Requests schedule change due to higher priority wort telrg 
performed by task leader 

NORBEftO. J. Office of Standards Osvslopment. Dlrsctor 79/04/90. 

B.HTH.R 0 Office of Standards Development. Director. Ip 

12776 120 



00310035B SAND77-IB.13 

•CCrnort “Cdu < ® Ar>dlgsM UttlfiQ Btin 

hOflFieLU-ft fi . STACl'-O M Oatidla t <i boi-otur 1 1 ‘» 77/IL>/.Tl I'/f'li 

AvttidtiU «t NTIB *3 90 1377/p ;M7 


>:33100363 of Oof otg-Ho Ifl »«>i Oc torr one •» In Nuclear I'owor 

Plant* •» neported In 197 Ap " »’M 00-9(1. Noi I oor (infnlg.Vul 19. 

Ms l.Jen-Peb 1970 Belated Info enc I 

scorr.fl L . OALLAHEB.P fl AfflUnllnn l/iilina.u« 70/03/30 I'/pp 
13777 013 


>303100369 MA6H-rJ41 

"Protraeme t Ic Info for Ulcentlng of IHiiki) «i il 1 1 od Nuclear 
Power plant* •• 

• Atcnlc Cnsrgg Com-i’l * * I oi> 74/Oll/;pi Alpp 13777 (lAU 


1303100379 Poruiard* aCRO oral (> uritton rop|(rrtt« to NtlC fnr 770101 - 
0930 

FBALEV. R F ACRB - Adviaorg Cor.iplttea on Keat tor (lafoguard* 
77/13/01. CASE. E 0 Office nF Nuclvnr Ile.Ktor Mogul at loii. 
Olroctor 19pp 13777 313 


1203100410 For<..ard* Ta*li Actlnn Plan 17. "t.g* Intoraclloii In Nurlrar 
Power Plant* ” Plan on tape In Clll.tld I. ong cl.ange* fegulre 
e;provel T«*k action plan Includa* AI.AB-444 unite up 1. hao 
bean reita*ed to public 

AVCOCH.n NRC - No Ootalled Arflllatlun Olvan /II/I 0/()4 Ni«: 

No Catellfd Affiliation Given I4|i|. 13/(10 ()3;i 


la** A-]/ I'lAii ap|ifovod *ii!i j to rovioitin 

CASE. E 0 (Iff Ice nf .Nuclear lloactnr Hoguintion. Iilrvrtoi 
77/11/011 (Iff tie nf N. Pclo.tr Reuc tin Do pju lot I lui. Illivilipc >|p|' 
137(10 ai9 


(l3(>3l0U4f>M Tat* Action (Man A-l/ "(Ig* Intoiacllun In N<p> 1 onr I'ppui-i 
IMant* " 

AlICCLn. ./ Dtvl*liin p)f I'lnjuct Hoiiagon on t 7//I1J/OI ll|pf 
13/(10 339 


'(|3<):)I00476 Fofipiards la*! Action (Man A I/. ‘li/i Intei'op tlnn Ipi Ni.| I i.||| 
I'oipper Plant*." for rovlew t. oppiovol tg lipilpiilcal AcliviVie* 

(Heerlng Cnpipul t tea 

IIOVl), It 0 Olvloloii of (’rojoc I Mono; anon I ///IJ'//0'/ (.A<il ■ ( D 

Office of Nocloar Koactnr Regulattun. Dlroctai /pp 13/D(I J I'.l 


--(13031004(10 lJup*.irarg tif 770019 n-ootlng (pjur JMppnoor. Ipii re piippiinepi 
appttcotton for pvnpoeoc doolgii opprovaV (or i.F W.riniPi o 

of plant 

AN9tl.(J. 0 Light l/olar Ropictor* llrancb I 7//()ip/.’3 I ig'-i lintr-p 

Dear tor* Uranch I 3pp 13/110 340 


--(1303100409 Koi'uard* lopjrafl of Ta*l ActlPin Plan A 17. ■'Sg* Inlni 'ii 1 1 .••i 

In Nuclear Cowor (Moot* " '’wtic uvrewc a <ii 'A.ittt«n <ptT«*nt* 
reque*l*d hg 7/01134 

OrYOUNO. (I C OivlPlnn of Oite llalvtg t f. .iv i miiner. t a 1 Aiia);;ol* 
77/00/33 novo. I» l)lvi*luii of Project nnopige-.ei.t MAI ItliiN. (I 
Olviiiori of (Igetnna llartlg UlNKIN.Iill iirflte nf Nu. leai Dc-.pi Lc.. 
Regulation. Dtreclnr 9pp 13/00 343 


1203100419 6 u--i-arg of 780633 meeting re In** A-l/. -(Ige tntorai 1 1 on in 
Ntcitar Pouar Plant-" u/0(-M in Oo»tf>ii.MA 

AHOELO. J Light Wattr Raactore Brantl. I DllA -l/ /0/07/0/. 

Light tiater Raactor* Branch I 4pp 13/0(1 040 


I203S00433 Ll*t* attandee* i>reeent at Ad Hni Lommittea on Og* 
Interacttdn 7D0330 riattlng ui/AM- In Uelhotdo. MO 
• NBC - No Data I led Affiliatliin Given /0/0:i/3O NRC • No 

Oatallad Affiliation Olven. 3pp 137U0 199 


>203100420 Forward* Mlla*tDna rapt "Auiilierg Control Og# L Prnlotll.pn 
8 g* Interaction. ' locludee »tudg re«ull* of Igpical (ILK I'UR 
0AKE8.L.C Oat Ridge Netlonal l.aboralurg /()/03/l4 Olvltion 

of Operating Reactor* inpp. 13/00 19/ 


1303100434 Forward* draft propo*ad DavKlon I to Ta** Action (Man A-|7. 
^Sg* Interaction In Nuclear l^oppper Plant* Concurrence or 
written co-iment* requetteil hg 700334 

DEYOLlNOiR C. NRC - No Detailed Affiliation Olven 70/03/1/. 

BOVO. R. . PATTBON. fl . CF.NTON. 11 NRC - No Detailed Afflllatlnn 
Olven a?p. 137B0 170 


1203100437 Propoted HevUlon | to fatt Action Plan A-17 "Ug* 
Inter at Lion in Hucltar Pou.er Plant* " 

ANOElO.J 01vl*lon of Project Manage/ntnl 77/11/19 37pp 
13780; 1 73 


3203100440 Forward* eddl NRH Category A la*t ecllon plen F'len ha* bri-i. 
approvtd bg NRR Tacbnlcal Activltle* Btaarlng Coflualttae t* 

•ctlvtlg o(t t**t ha* begun 

CASE. E Q nfftc* of Nuclear Reactor neouleticin. Director 
77/13/09 LEVINE. 9 Office of Nuc leer Beguletorg llefteerch* 

Oirtetor nlNOOUE. R Office of Btenderd* Oeve I opaien (. Director 
Ip. 13780 300 


--H3(>.'M 00490 forward* final draft of Fa** Acti.p.p (Ma« A 17. "i.^* 

tntaractlon In N.. clear Powei Plant* *' ( cm i nri enc e .>> wi itte.p 
CD-n-nent r*qu«*tod bg 7/011(14 

DLVIU/NO.B C JHvt*lnn nf l.ite Dafolg L I piv 1 1 ..rpmen t a I Apialgal*. 
77/00/03 BOYD. R Divl*ioit of Priijurt Manage<->enl MAI ltdiN. (t. 
I)(vl*ion of (jy*lB-ii« l.afatg DINTON.H D llfflce <>f Nuclear Mum t.pi 
Regulation. Director /pp I37IIO 393 


-(1303100493 forward* propo*ed ta*t action plan lui Categ.itg A tga 
Interaction* generic problen for review L cr.-ip-pent tl/o oriel 
Ilf.VtlUNO. R C Dlvlelon of Kite (laletg L 1. nv I rnm-eii I a I Analv*lh 
77/07/09 DLNrON. II II Office of Nuclear Reactor Hegu I at I pup. 
otrectar IICINEHAN.H . HIFLI.d. V N9C - No Detailed Afflllatlnn 
Olven Ip 13/00 361 


--(1303100900 Forippard* draft of Ta*li Acliun Plan A-l/> 'MIg* ( pite rai ( i .in l.i 
Nuclear f*ower Plant* " 

OOVD. R (1 Oivtdoii nf Project Managop-pont ///On/3.1 t'A<d-l. Nice 
- No Detailed Affiliation Olven I4pp 13/(11) 363 


---0303100907 Foruerd* (jjndta (eb* fault tree plot* fur Oen*ric l.iul 
A-17. "Og* Interaction* in Nuclear l‘uwar Pla.pte - N/p. anti 
Ralaled Info anc 1 

ANGELO- J NRC - (In Oetailtd Af f 1 1 { a t Ir.n Olven 113/03/09 NIK 

No Dataded Affiliation Olven I9pp 13/00 3(13 


--0303160943 Raqueet* c o-iip'ii t tea attantloii tn eeriopi* amt. i va 1 anc e uf 
Industry re LWfl failure 

EPLER.C P Epier. E P /0/00/14 fill WNON. P . KUitll. W ACRN 
Advisory Coin<nlttee on Reactor Befeguardo lUpp 13/// 1/4 


--0303170009 Forward* Info re Dg* Interaction Uranch fvltl planned wpri li (. 
cor re*pond 1 ng reeource need* 

BTOL7.3 F Syitem* Interaction Dronch (IO/l()/39 Rlilli: tl'.ll ( 1 N- I (i 
NRC - No Detailed Affiliation Given lOpp 13/7(1 093 


8203300499 Forward* add! Category A test action plan recently approved 
bV NRR Technical Actlvltl., steering Conunitlee H/o end 
Plan fae been placed in PDR. 


CASE. E 0 
77/13/09 
SeFeguerd* 


Nuclear Reactor Kegulellon. Director 
BENDER- M ACRH - Advisory Coinrsittee on Reactor 
Ip 13/GO 301 


0303t7000H Forwerd* draft Nt/REO. "Cy* Interaction lloclaar I'uwei- 
riant*." providing resolution of Oeneric Tochnical Activity 
A-17. NOfltO should be reviewed tn cnnjucllon u/NIIBI'O/CR- 1 331 
Corueent* requeeted within 30 day* 

MATTSON. R J Division of Safely Technology (11/0(1/04 
EIBENNDT.O 0 DlvlUon Of Licensing VOLIMCH. R ir Olvlstun uf 
Engineering RUBS. 0 F Division of Bytlem* (ntegratiun (pir 
0110091 3pp < 137/0069 


490 


NONDOCKETED ITEMS 


-0303170010 Fortafd* 03E Vouch»i- 07803018 for »vc» for rtvitj i 
ttgnoture. firiponof requrotrd 3 „orling dog* 

OAr.OOIS. 0. 0 Flnonctal Oporotlon* Oronc!;. FK. A-IIJ3-9. 
eo/07/)3 8CH'»0eDEB- F OffItB of Mud oar Reactor Rogulatton. 
Director 2pp 13778 073 


•030317001* Fortard* C0£ Voucher 06801703 for ravieu L signature 
Retponte requested uithln 3 uorltng dags 

0ANC0I9-D B Financial Operations Sranch. FIN A-llllO-IR 
30/07/31 AMCELO. J Office of Nuclear Reactor Regulation. 
Director 3pp 13770 070 


•8303170019 Foruards DOE Voucher OSGOI62I for review 1< signature 
Response requested within B wortlng days U/e encl 
OANOOI8.0. B Financial Operations Branch. FINA-IIJ13-9 
00/06/18 ANOELO. 7 Office of Nuclear Reactcr Regulation. 
Director Ip 13/70 076 


— 0303170071 Forwards draft proposal for follou-on wort to Phasa I of 
last A-l7 re sys Interaction In nuclear power plants Ravisw 
requt stsd 

AMOELO-J NRC - No Os tat led Affiliation Olven. Bl/OQ/04 
NANAOER.S H. NRC - No Datallad Affiliation Oivan 4pp 
13770 196 


'G303170073 Forwards draft final rept on Phasa I for sys Interacllor 
mathololQgy applications program 6 final fault traa covarlng 
RCP8. dacay haat reroval & raactor e ubcr 1 1 leal 1 ty U/o ends. 
HICHMAN.J.U Sandla Laboratorlas 79/13/21. AN9ELO. J Ulgst 
Hater Reactors Branch f. Ip 13778 300 


— 8303170D79 Proposes that Integrated reliability evaluation progran be 
processed w/Task A-|7 

ANOELO. J NRC - No Detailed Affiliation Oivan. 01/08/04. 

AVCOCA.M NBC - No Detailed Affiliation Olvtn. Ip 13778 301. 


--03O317OO33 Forwards draft program & budget proposal by Sandla Natl Labs 
for NRC wort. "9ys Interaction Review. * submitted per N.RC 
800914 request Meeting on B006II to discuss draft proposal 
recommended . 

ANOELO. J Generic Issues Branch 00/06/06 HNIEI..K Oeneric 
issues Sranch Ip 13770 077. 


--03O3I7OO36 Program t> budget proposal for NRC worl. '*SyS Interaction 
Review. '■ 6 draft 

6NY0ER.A U . MCClOSHEV. 0 J . hICKMaN. J N Band la l.ab orator Irs 
00/09/27 6pp 13770 078 


■--83031 70076 Forwards draft description of Integrated rtllabllltq 
evaluation progra.6 bting scoped by Probabilistic Analysis 
staff Comments requested by 791121 

IIANAUER.B M TN1'3 unreeolvad Safety Issues Task Force 77/11/19 
THI-3 Unresolved Safety Issues Task Force 16pp 13770 3C3 


— 8203170366 Coirments on J Angelo draft etatenent of work ra Phase I of 
Task A-17. par NRC 791131 request 

ROMSOME.F H Probabilistic Analysis Staff cPra B01I19). 7y/l|/3V 

HANAUEA.S H Assistant Director for Plant Bystams ANCtLO.d 
Light Uater Raactore Branch 1. 3pp 12778-318 


--03O317OO31 Forwards DOE Voucher 04901371 for ravie-w & signature 
Response requested within 9 days U/o encl 
0ANDD13* D 0 Financial Operations Branch FIN A-1113-9 
00/09/22 ANOELO. J Office of Nuclear Reactor Regulation. 
Director Ip 13770 090 


--02O3I7O339 Forwards draft NUREO (For Comnent). -Sys Interaction in 
Nuclear Power Plants-' providing resolution of Generic 
Technical Activity A-17 Review requested 

ANOELO. J Division of Safety Technology 00/09/14 NQVIAN. P . 
KNIEL.K Division of Safety Technology 33pp. 1277B 09| 


--02O317OO37 Forwards DCE Voucher 03001074 for review & signature 
Response requested within 9 days 

DANOOI8.D6 Financial Operations Branch FtNA-lli3-9 
00/04/30 ANOELO. J Office of Nuclear Reector Regulation. 
Director 2pp 13778 114. 


--02031 7CO30 Forwards DOE Voucher O2COO0CO for review B signature 
Response requested within 9 days 

OANOOtS.D.B Financial Operations Branch FIN A-1113-9 
00/04/07 ANOELO- J Office of Nuclear Reactor Regulation. 
Director 2pp 13/78 116 


--6303170043 Forwards DOE Voucher 01600690 for review * signature 
Response requested within 9 days 

DANOOI8. D. B Financial Operations Branch FIN A'1113-9. 
80/03/03 ANOELO. J Office of Nuclear Raactor Regulation. 
Director 3pp 13770 139 


--8303] 70092 Program h budget proposal Par *'gys Interaction Methodology 
Development (Phase It) " 

SNVOER.A U . MCCLOSKEV. D J . HICKMAN. 3 N Band la Laboratories 
00/03/13 6pp 12778 132 


--8303170094 Forwards OOE Vouchsr 10000110 for revlsw L signature 
Response requested within 9 days H/o and 
DANDOtS.OB Financial Operations Branch F1NA-11I3'9 
00/03/07 ANOELO. J. Office of Nuclear Raactor Regulation. 
Director. ip 13770 138 


--8303170069 Comments on issue of simplifying fault trees 

KNtCIIT.JP Asslstent Director for Engineering 79/11/30 
IIANAUER.B. TMI-2 Unresolved Safety Issue# Taek Force. Ip 
1S770 330 


--8303I70093 Advises that J Angelo 791131 proposed followon subteits for 
Task A-17 are acceptablt Suggtsts that transfer package 
developed In Subtask 4 be eipanded. 

LAINAS.O Plant Systems Drench 79/11/39 HANAUER.B ml 2 
Unresolved Safety Issues Task Force. 3pp. 13778.321 


— 0203170099 Programs L budgst proposal for "Oys tntaractlon HcIhofololT 
Davtlopirsnt . draft 

SNVOER.A H . MCCLOSHEV. D J . lltCKMAN. J U Sandla Laboratorlss 
79/11/36 4pp. 1377G 337 


--8303170104 Forwards DOG Voucher 09793460 for rsviaw t. signature 
flasponss raquestad within 9 days 

0ANDO18.DB Financial Operations Branch. FIN A-1113-9 
79/11/26 ANOELO. J Light Uatar flaactors Drench 1 3pp 
13778 331 


--830317010Q Advises that disposition of comraants on RCPO fault trees h# 
bean reviewed, par 791017 raqueet. Comments requiring further 
discussion listed 

NOR8CRO. J A Engineering Metholology Standards Branch. 79/11/13 
ANOELO. J NRC - No Oetallad Affiliation Oivan Spp I3//U 2H 


--B203170113 Forwards OOE Voucher 09793313 for ravtau L signature 
Response raquestad within 9 days. 

DANDOte. 0 B Financial Operations Branch F|N A-U13-9 
79/11/13 6TCILZ. J Office of Nuclear Reactor Regulation. 
Director 3pp 13770 236 


--6303170116 Summariise activities during Oct in sys Interaction 
methodology application program. Decay heat removal fault 
tree completed. Reactor suhcrl t leal 1 ty fault tree partlalty 
comp lated. Eiponditure figure end. 

HICKMAN. JU Sandla Laboratories 79/11/13 NORBEftO. J A 
Cngl-nearlng Metholology Standards Branch 3pp 13778.338. 


--8303170099 Forwards OOE Voucher 13800449 for review L signature. 
Response requested within 9 days u/o and 
OANDOIS.O B Financial Operations Branch. FIN A-1113-9. 
60/02/07. ANOELO. J Office of Nuclear Reactor Regutatloni 
Director Ip 13778 139 


-6303170061 "Eiample Procedure for Halt Through Sgt Interaction Survey. " 
draft 

DOYD.O Sandla Laboratorias SO/02/39. 20 pp 13778.140. 


— BS03I70069 Sumirariias activities during Dee In sys Interaction 
mathodology applications program Phaie I of program 
comp lated. Deaf t final rapt t> associatad fault trees sent to 
NRC on 79I3SI . Cipend 1 tura figure end 

HICKMAV.JU Sandla Laboratories. SO/OI/14 NORBERO.J.A. 
Engineering Katholology Standards Branch Spp 12776 194. 


-6203170130 Forwards comments on third Interim rapt re sys Interact lap, 
& decay haat removal fault traae. par 790931 L 24 raquastt 
NORBERO.J.A. Engineering Metholology Standards Branch. 79/10/19 
ANOELO, J. NRC - No Oetallad Affiliation OWen 6pp. 13770 34o 


--6303I70124 Fowards OOE Voucher 08792036 for review h elgnalure. Re t 
requested within 9 day* DOE 790917 Itr to Sandta Labi 
transmitting NRC Std Order 30-79~144 L handwritten note rt 
changtt to RCPB of 790913 alto and 

OANDOIS.O B Financial Operations Branch. FIN A-1113-9 
79/10/03. STOLT.J- Of flea of Nuclear Reactor Regulation. 

Director. 7pp. 13778:246 


— 8303170127 Provide* Info re FY80 manpower h technical ateletanis 
projactions for Oeneric Tost A-17. per 790S27 request. 

Facsimile SVC request encl. 

ANOELO. J. NRC - No Detailed Affilletlon Oiven 79/06/29. 


0203170130 n«iiuett9 tn«>o on Nf<n etanpouer projsctlans for unresolved 
*af*tu Itaua* for (-'YOO C< noedad progran support funds Info 
■'•qucttod bg 790030 rachiilcal atsistance funds roitulred )<■ 

FV80 & Ell Hapauar 790801 reno anc 1 

AYCOCH.n Tf1|-2 Unrasolvod Safetg lasues Task Porco 79/00/37 
If1f-3 Unresolved Oafetg Issues Task Force. 4pp 12770 3211 


C3O3I70IS2 Forwards OOE Uoucher 07791614 for revleu/ !■ signature 
Rasponse requested within 9 dags U/d enc 1 
OANOOIO>D 0 Financial Uperatlone Oranch FIN A-ltl3>9 
79/00/22. 8T0L2,J Office of Nuclear IJoactor Hegulatlon. 

Director. ANOELO. J Office of Nucloor Regulatorq Research. 
Director. Ip 12770 335 


8203170154 Forwards prograir. support financial plan for FYOO-per H 
Berkow 790731 request 

HtRSCHNER.B II Division of Project tlanagemont 79/00/14 
TRIPLETT.P office of Nuclear Reactor Regulation. Director 2pp 
12779 001 


B303170I96 Forwards siost current docuirents on Task A-17 re sg s 
Interaction In nuclear power plants.per 790529 request W/o 

enc 1 s 

ANO-ELO. J. Light Water Reactors Oranch I 79/09/29 HANAUEH. !}. 
NRC ' No Detailed Affiliation Oiveii Ip 127/9 OOB 


82D3170I60 Forwards cor.nents on prellaitnarg Task A-17 re fault trees 
OLBWlWSItl.J A Reactor Bg»t*«s Oranch 79/03/13 ANOEl O. .1 
Light Water Reactors Ilranch 1 2pp 12779 029 


8203170173 Forwards draft proposed responses to questions 1. concerns 
re egs Interaction raised bg ACRB Oubconcs i tteo on Plant 
Arrarigeaient s at 701029 aceetlng 

ANOElO. J. NflC - No Detailed Afflltallun Olvon 70/12/04 
SELLANY.R . BCIIIERLINO. H . aL6HIN8Kt.J NHC - No Detailed 
Affiliation Olven. 14pp 12779 111 


8203170174 Suboilts connente on Task Action Plan A-17 discussed at AERO 
Subcomciclt tee on Plant Arrangacoents 7111029 neetlng Feeags an 
fall eafe 1. eingle error ancl 

EPLEA.E P eplar. E P 70/11/07 OFNDER.M ACRB - Advieorg 
CoPChl ttee on Reactor Oafoguarde 16pp 12779 129. 


620310002A Provides possible approach to evaluation sgs Interactions 
Include! event, sgt eafetg function, sgs Interfaces t. sgs 
Inl tlation. 

e HKC - No Detailed Affiliation Ulven 01/00/04 NRC - No 

Detailed Affiliation Given .3pp 127(10 302 


-8203IB002? Forwards Info re Interaction studg 

WAONCR. 0 NRC - No Detailed Affiliation Olven 01/00/04 NRC 

No Detailed Affiliation Olven. 21pp 12700.309 


-82O3IDO039 Approt Method to Include Parameter Varletlons t. Equipment 
Rellabllltg in Probabilistic Accident Analysis." 

HANAUER.O. H . ORNSTEIN.H L , TIIAOANl.A C NRC - No Detailed 
Aff 1 1 latlon Olven 77/09/07 IQpp 127 80 326 


-8203180038 Draft- "interfaces for Etd Designs " 

a OlYltioil of Sgslems Safely 76/08/31 72pp 12780 344 


-8203100049 Attendance record for 700320 Ad Hoc Committee on Bgs Lists 
tnteraction held In Oethesda. MO. 

ANOELO. J Division of Project Manageraenl 70/03/20 Division 
Of Pro|eet Hanagement 4pp 12781 094 


-82031B0093 Forwards alternative plan for accomplishing Task Action f^laii 
A-17. "Sgs Interaction In Nuclear Powar Plant. “ Plan to be 
jointly managed bg NRR 1. Qfc of Btd Development 

OEYOUNO. H. C. Division of Project Management 78/01/06 DOVO. N . 
STEILO. V . MATTSON, n NRC - No Detailed Affiliation Given 6pp 
127BI 099. 


-82031B0096 Notifies that meeting re recommendations for code 
devolopment OC will be held 781219. 

&HERON. B W Analgslt Oranch 76/12/04 IIAAOS. U . OILRAV. J 
Oualltg Assurance Oranch. NOROERO. J Office of Standards 
Deva I opment . Director 9pp 12761 106 


-8203160061 Forwards vltwgraphs from Sandte Lab /G0830 prssantatlon rc 
egs Interaction In nuclear power plants 
AddOELO. J Division of Projsct Managament 78/10/06 
BCHtCRLINS. H . BURKE'. U.C.. LI-H NRC - No Detailed Affiliation 
Olven 7pp 12781 111 


-0203180066 Proposes reteerch info Itr for tranemtttal of info re 
gets equation transformation sgs Info useful to nrr for 
evaluation of contract work at Sandla Labs. 

R08S.0F Otvleion of Sgetsme Integration tpre 811009) 79/04/16 

SUHL.A R. Office of Nuclear Regulatory Reeearch. Director. Ip. 
12761 120. 


•-82O310OO73 Forwards proposed plan for NflU levies, of Phase I of Ovliei ii 
Task A-17 re sgs interaction m nuclear pcwer plants 
ANOELO. J NRC - No Data Usd Affiliation Given 79/12/14 
HANAUER.E H NRC - No Detailed Affiliation Given 3pp 
12781 124 


- -82031 800 V3 forwards proposed Itr of instruction to Band la Labs re Sgs 
interaction methodology application program (Phase 111 
ANGELO. J Otvislon of Project Managec'.ent 00/04/24 aTn-.7.>i 

Bgstams Interaction Branch KNIEL. K Oenertc Issues Oranc h L*pp 
12781 192 


'0203100100 Forwards draft Itr t. std order (or DOF work re sgs 
interaction irpthodologg application iPhase It) 

ANOELO. U NRC - No Detailed Affiliation Given 80/04/23 

KNIEL. K , MATTGON. R J NRC - No Detailed Affiliation Olven 2pp 

12781 194 


-B203180104 Btd order fer DOE work "bg s Interaction MethoJologg 
Application tPhase III." issued to Sandia Lebs 

TRIPLETT. M P Office of Nuclear Reactor Regulation. Director FIN 
A-I 113-0 00/02/26 2fP 1278) 196 


--02O31BOUO Fori.;ard8 final rept. "Phase 1 Sgs Interactinn Ilethodolngg 
Applications " Rept reviewed for patent 6 SPCurttg 
Implications b can be made pubitclg available 
ANOELO. J NRC - No Detailed Affiliation Olven FIN A-I1I3. 
00/04/08 Division of Technical Information b Document Control 

Ip 12781 167 


--B203180116 Forwards draft I Cr b draft std order for COE work *Bgs 
Interactton Methodologg Application (Phase It) • 

ANOELO. J Division of Project Management 60/02/07 RCbB. 0 ( 
Otvislon of Sgstems Integration (pro 811009) 3pc 13781 168 


--8203100149 Forwards proposed Itr to BanJta Labs re request to revise 
program proposal for Phase tl work on sgs interaction 
Concurrence requested 

HANAUER.8 )l NRC - No Detailed Affiliation Given 80/01/21. 

R088. D . EIBENHUT.O 0 . ARlOTTO.O NRC ' No Detailed Af f 1 1 1 a 1 1 cxi 
Olven. 4pp 12781 109 


--8203180194 Forwards draft final rept. "F-hase 1 Bgs Interaction 
Methodologg Applications Program." for evaluation b 
comments. 

ANGELO. J NRC - No Detailed Affiliattnn Oiven RO/01/23 
WI8ENOERO> H Tennessee Ualteg Authorltg 3pf 12781 192 


--0203100I97 Draft final rept. "Phase 1 Sgs Interaction Methodologg 
Application Program " 

00 I'D. 0 J • CRAMONO. U R . HATCH. B W Band I a Laboratories 
79/12/21 290pp 1270r 199 


— 8203100160 Discusses NRC staff review of Oeneric Task A-17. sgs 
Interaction in nuclear power plants Addl guidance provided 
for planning work 

HANAUER.B M NRC - No DataUfd Affiliation Given 80/01/19 
MATTSON. R J. Division of Sgatams Safety EIBENHUT.O 0 Division 
of Operating Reactors ARLOTTO.O NRC " No Detailed Affilkntlon 
Olven llpp 13782 079 


— 0203100164 Forwards draft Itr for Oandla Labs re work propusat on 
Generic Task A-17. Phase II 

ANOELO. J NRC - No Detailed Affiliation Oiven 79/12/20 NRC 

No Detailed Affiliation Olven Bpp 12762 09i 


--O2O310OI71 Questions viability of simplifying fault trees thus 
qualifying them as more gener ic . Average result gained from 
sucli simplification does not apply to real situations b 
would have to be reconstructed for specific plants 
HNtOHT. J P Assistant Director for Engineering 79/11/26 
HANAUER.B NRC - No Detailed Affiliation Olven 9pp 1378.3 108 


— 0203100174 Requests comments on J Angelo proposal re Oeneric Tusk 
A-17 by 791120 

HANAUER.B NRC - No Detailed Affiliation Olven 79/11/21 
MOORE. V- I DENtBE. D . KNIOHT. J NRC - No Detailed Affiliation 
Olven IP 1270? 113 


— 8203180161 Proposed Revision 1 to Task Action Plan A-17 "Bgs 
Interaction In Nuclear Power Plants " 

ANOELO. J . OEYOUNO. R C Division of Project Management 7//il/l9 
2Bpp 12781 066 


--Q203I80187 Oiscutees NRC action plan re reeponte of NRC to accident n 
TMl. Plan constitute* reasonable response to accident but 
does not solve fundamental problems of leadership b attitude 
In nuclear industry t NRC 

BABBITT. B.. OEUTCH.J. OOL0BEHOER. M Nuclear Safety Ovaraight 
Committee 00/09/36 CARTER. 3. Prasldent of UG b Etecutive 
Offices. 3pp 12782 i91. 


NONDOCKETED ITEMS 


82O3>0O1<?O SEC V-7'?'^? 1- feco’-neoJa Uon» on ojerattonal data 

Brats«l« t evaluatici’ tor nuclear power plants Staff 
re<c**eoJat ion that independent standing committee uf 
rotatir.g nemtersMp of ncn-njt personnel should "* . 

hCMNEiCE.A Office of Polity Evaluations 79/06/31 hENDRIE.J . 
OlLIKShV. V . HEf.hEDv.R Cc<r-si ss i oners 3pp 12702 230 


"0203100361 Advises that proposal to RFP NnH-00-327. Studig of 
Reqolroirents for Operator Licensing." hos boon daternilned 
to be in lompollllva range Invitation dstended to attend 
000220 negotiation session 

OOyOHEfllV-O J Technical Aeoistance Contracts Oranch 1)0/02/1% 
LEONARD. 0 M Nuclear Services Corp 3pp 12703 167. 


-020J160194 Discusses Alf uoriing group evaluation of THl action plan 
priorities AlF approach tc priorities appears no better or 
worse fan that used bg 63C steering group t tended to be 
pro-industrg ^ r 

nENNEhE.A Office of Pol leg Evaluations 00/03/03 haSRAHAN. f 
Office of Polltg Evaluations 2pp 12702 276 

-0203180197 Discusses TMt-2 action plan tSEC V-eo-230i Heviea of NRC 
proposed disposition of action plan irdtcates Coreiltslon 
should approve reguirenents in Enel I to SECV-80-230 as 
being necessarg for granting full Power OLs 
.lAhRAi'AN. C J Office o* Policy Evaluations 00/05/13 
AHEaRNE.j . <JIL1*.5KT V . KENhEOY.R T C om/M s s I oner s 7pp 

12702 270 


-8203160199 Corisants on consideration of generic Issues In response to 
section no ef PuPlic Law 9b-225iBi nghaa ArtnCl Ccn-misston 
^sust tale care that handling of generic Issues does net 
develop intc a 1 1 -c onsu/ I ng project j/o benefit to safety 
HAr.RAHAN. C J Office of Policy Evaluations 00/10/10 
AHEARr.E. J . CILIN3KY.V . PtNORlE.J Co — 1 sc loners 9pp 
13702 306 


-8203100214 CoTmetits on ANS work re upgrading AP.S-3 1. "Selection t> 
Training cf Nuclear Power Plant Personnel " Paper proposes 
little in tere-s of what is being taught trainees 
NE0EtR0S.fl S r.RC - No Detailed Affiliation Oivon 79/07/25 
SACYM'lT.O j • BRYAN. S E N.9C - No Detailed Affiliation Given 
2PP 1 278 5 003 


•6303100220 List of corurenls for proposed revision to Reg Oaldt 10. 
■Personnel Selection % Training 

s NRC - No Detailed Affiliation Given 01/08/04 5pp 
12703 017 


-02O31BO234 Reguost for procurement acticn NRR-90-117 Issuing request 
for proposal for 'Study of Regulrec'ents for Operator 
Licensing Statement Of wort enc 1 

« Division of Project Maragement 82/02/04 16pp l27B3 0B3 


-6203IB034I Transcript of 791130 preproposal conference on study of 
r sgui r eren t e for operator licensing Pp 1-31 
• Division of Contracts 79/1 1/3B 31pp 12703 101 


• 0203100244 Amend 2 to request for procurement ac tlon. NRR-60-1 17. dtd 
791120 

OOUOHERIV.D J Oivlslqn of Contracts 79/12/06 Ip 13705:132 


— 6203100249 Forwards concept paper. "Evaluating Control Operators 
Capabilities by Means pf Job-Oased Performance Tests." for 
consideration N/o enc 1 Related Info enc 1 

singleton, J U Human Resources Research Corp 79/11/13 RfOAN.St. 
Siting Analysis Branch lOpp 13783 133 


--8203160254 Forwards final evaluation rypt for RFP NRR-00-117. "Btudy of 
Reguirenents for Operating Licensing " Recommands action to 
implement award of contract 

COLLINS. P F Operator Licensing Branch. 80/04/07 ROSS. D F. 
Olvtslon of Project Management l7gg 12703 144. 


— 0303180239 Pedomnends that contract award for RFP NRR-eO-117, “Study of 
Requirements for Operator Licensing." be made to Analysis t< 

T ec hnolog y , Inc . 

R08S. D F. Division of Project Management. 00/04/04 
DAuOhEHTV. 0 J Division of Contracts Ip 13703 161 


— 8203100264 Discusses RFP NRft-BO-117 L which tasks Ofc Of Bids 
Developmant will fund 

tflEBE.J S. NRC - No Detailed Affiliation Given 02/02/04. NHC 
• Mo Detailed Affiliation Given Ip 13705 162 


— 8203100270 Forwards best 1. final proposals for RFP NRR-QO-117 
Evaluation sheets should be prepared for discussion at 
600319 nee t |ng 

neMCIER.H 8- Technical Assistance Contracts Branch 00/03/11. 
QLfZV. J J . COLLINS. PF . MCKEE.P F NRC - No Detailed Affiliation 
Given Ip 13785 163 


onnoos .aaaVIma 


-"8203160205 Forwards proposal evaluation panel ropt re RFP NfiP"GC-ll7* 
"Study of Requlromeols for Operator Licensing " Concurs <•>/ 
rscosi'nondatlons W/0 enc 1 

COLLINS. P F Operator Licensing Oranch 00/02/ U WOI.'l.O f 
Division of Project Manago.serit. Ip. 12763 16V. 

--82O310O269 Forwards proposal evaluation panel rept ra AFP flWH- 1>0-1 1 7. 
"Btudy of Requirements for Operator Licensing ■' Action 
should be taken to Implement recommendations 
ROSS. 0 F Division of Project Managoment 00/03/12 
DOUGHERTY. D J Technical Assistance Contracts Branch, 3/pp 
12703 170 


D2031S0293 Forwards vendor proposals re RFP NHH-00-117. "lltudd rf 

Requirements for Operator Licensing." for evaluation by 
source evaluation panel Evaluation should be complete by 
800107 

OOUCHERIY. D U Technical Assistance Contracts Drench 7V/J.'».1> 

BU2Y. 2 J Operator Licensing Branch .3pp 12705 IV9. 

i 

--02O31BO39O Forwards WH Prophet 791301 Itr re RFP Nfifl-00-l|/. "Illvdg sf 
Requirements for Operator Llcbnstng 

MEMCZEfl.M Technical Assistance Contracts Oraiicb 7V/12/II 
COLLINS. P Operator Licensing Dpanch Ip 13705 203 


--S3031B030I Discusses apparent undor-est ima 1 1 on of effort requlffd to 
sotvo problems doscribed In RFP NRR-OO—ll?. “Study of 
Requirements for Operator Licensing " Dec linos Invltatlcu 
to submit proposal 

PROPHET, U M Seville Research Corp 79/12/04. MEMC/I.II.VI D 
Technical Assistance Contracts Branch 2pp 13705 20.1 


'-8203180304 Ltr to offerors re RFP NRH-flO-ll?. “Otudy of He qu b »se« nts 
for Operator Licensing “ Review of end statement of wurl 
I. submission of proposal solicited. 

OaUOHERTV.O J Technical Aeeistance Contracts Oraficli. 79/11/20 
Affiliation Unknown 29pp. 13709.205 


--82O310O337 Appoints 00 Zech as eiamber of source evaluation pa'el fer 
RFP NRH-BO-ll?. “Btudy of Requlramente for Operator 
Licensing “ 

VAB3ALL0. D B Division of Projoct Management 79/11/15. 

ZECH. G. 0 Division of Operating Reactors. 2pp. 12703.223 

--020310034I Forwards draft work statament for RFP NIlll-UO- 1 1 7. *IMu«g »k 
Roqulrements for Operator Licensing *' foncurrence b/or 
comments requested 

COLLINS. P F Operator Licensing Oranch 79/11/09 CdDO.I. I 
Executive Officer for Management b Analysis. DI>n 1IM0,3.O 
Licensing Process fc Integration Branch. FOREHAND. H E Office of 
Standards Development. Director. 13pp 13705:324 


--O2O3I0O344 Announces 791120 proposal meeting re RFP NRH-OO-ll/- •Ctvfj 
of Bbqulremerits for Operator Licensing “ 

MENCZEfl.U. B Technical Assletance Contracts Branch 79/1 l/C* 
BKOVMOLT.D j Licensing Guidance Branch COLLIN-P • OU/Y.J J 
Operator Licensing Branch. Ip. 12709:244. 


— 0303160348 Announces 791130 prapToposal conference re RFP WR' 1 1 f. 
"Gtudy of Requirements for Operator Licensing " Related Info 
enc I 

HENCZER.U B. Technical Assistance Contrects Branch 79/M /PA 
Commerce. Dept of. bpp 13789:349. 


-“8203180354 Appoints MJ Fletcher es member of source ewelwatlon lae»| tt 
RFP NRR-00-117. '‘Gtudy of Requirements for Operator 
Licensing." Panel member certification statement ancl. 

COLLINS. P F Operator Llctnelng Branch. 79/10/31 FLfifCMIR'ft J 
Division of Opsrotlng Rsactors 3pp. 12789:331. 


— B303180360 Oummary of 801 U3 mooting w/BHCL.LLL & BNL re sys 
interaction methods. Independent assessments psrformed by 3 
labs have resulted In same cone lust oni simp le b quick aiethod 
for identifying syS Interactions does not ailst. 

SCARBROUGH. T. 0. Reactor Syttoms Standards Branch. 00/11/21 
STOLZ.vf.F Systems Interaction Branch. 3pp. 13709:294 


— 8303180364 Coirmants on Sand la Lab 3rd Interim rept rs sys Inllrectlsn I 
decay heat removal fault treao. Study limited In scopa bwt 


- -03031 00363 Atiigns T ScdrfcrougK to oeitst engineering KethodalOQV Stde 
Bronch u/QandIo t.a6« sgii tnipractlon tor'inical a^tiatanca 
<onCract Aiilgn.-^ent i-lll Togul**e approt 29X of uior* tine foi 
period tjhlcft irag eitond to 

Sy_\.lVAM. 0 F Reactor Sgittmc Standards Urac^c^ /e/ 12/14 
HOtBERO- J A Engineering MetPolologg Gtandarda Branch apt 
12709 363 


--B30318037I Retponde t<i 7<J|017 eieno re dtepoeitlon of co-eienta on Htl’fl 
feutt treat t*a/orltg of cceirentt have 6eec> Incorporated in 
fault treet or tat I sf oc tor 1 Ig reeolvod 

NOR0ERO. J A Engineering Metholologg Standard! Branch 7‘f/ll/l3 
AtlOELO. J Oenerlc Ittost Branch 2pp 12785 269 


--8303130373 Ratpondt to 79071U eeno re((ue!tlng revtsai re terlet of fault 
treet for RCPO lafetg f unc 1 1 on. Fan 1 t trees adeguatelg model 
pottlble pathuiagt uhtch cuiil; lead to failure of RCPO 
SCAROROUOIh T Reactor Qgttemt Standards U ranch 79/00/01. 

AffOELO' J Generic Issues Branch 4pp 12709 279 


--8303100377 Draft NJREO. 'Revieu t. Evaluation of Kgs Interactions 
Hethods ’■ 

BJSLltv.A J . PAPAZnOLCli. I A . OARl.R A BrooShaven National 

LaXrratorg 00/09/30 /4pp 13709 2G0 


— 0303100301 PraPl rept. ‘Sgs Interaction 0tale-of-Art Revieui t< Mpthodt 
Evaluation " 

LIM. J J . MCCORO.R F. . RlCe.l R l.oivronce Llvori-ora l.sborotuiii 
00/09/30 B3pp 12706 002 


--6203IB0303 Lists state-of-art n<>lil2 peer revlet; aiestlng agenda 
* NRC - No Detailed Affiliation Given 00/11/12 NRC - No 

Detailed Affiliation Given Ip 12706 194 


— 3303100407 "Bgt Interaction Analgsie - SRP lesk. ■ 

« Oacidla Laboratories 79/0h/21l OOpp 12706' 340 


--02O31DO4 1 9 Provides notes re codes devalopirent OA 

e NRC - No Detailed Affiliation Given 711/12/19 ARC - No 

Detailed Affiliation Given 4pp 1270 7 0'J9 


--B203VB0422 Coes'tntt on gotenttel rocarmendat Ions addressed IP D Uhcipn 
731204 r'smo enhancement of qualllg (< accuracg in development 
ii of cotcpotor codes Concurs <j/2B rec omirendo 1 1 one 

HAASO.M P. Oualltg Assurance Branch ‘70/12/19 n087TQC7V.7. 

Analgtis Branch. 6pp 12707 043 


-•8303100424 Notification of 781219 meeting to diecuee rocommendat I one 
for cods development OC. 

enERCM. Q VI Analgsls Branch 70/12/04 ROQZTOCZV. 7 Analgsls 
Brarrch NAA0O- N . OILRAV-J Oualltg Assurance Branch 3pp 
12707 049 


--8203100429 Foruarde comments re draft ansviere to ACH8 questions. 
MICKHAN. J hi Bandla Laboratories 70/12/19 NORDEHO. J A 
Engineering Hetholologg Stendarde Branch •4pp 13787 094. 

--83031G0433 Propotod "AN9 Ouldollnes for Documentation of Olgltol 
Conputor Programs “ 

* American Nuclear Ooclotg 74/03/19 I9pp 127D7 060 

--02O3I8O43R Foruarde mark-up of proposed responses to ACR0 qutstlnns h 
concsrni raised at ACRB Oubc om.sil t top on Plant Arrangemonts 
701029 brie f ing 

NQRCEftO.J A Engineering Hetholologg Standards Oranch 70/12/13 
ANGELO. 3 NRC - No Detailed Affiliation Given Ip. 12707.003 


--B2031B044I Forsierdt draft proposed reeponeos to questions I* concerns rr 
Laelt OR sys interaction raised bg ACR8 Sub coirml 1 1 ee on 
Plant Arrangements. 

ANGELO. J Generic Iseuee Branch 70/12/Od NORDENO. J A 
Engineering Hetholologg Standards Branch 14pp 12707 084 


— 8203260193 Appoints JJ Ouig as chairman of source evaluation panel fur 
request for procurement ac 1 1 on. NRR-BO-1 1 7. “Study of 
Roqulrtmtnis for Operator Llcentlng. 

COLLINS. PF Operator Licensing Oranch 60/02/04 BlIZV. J. J. 

Office of Nuclear Beactor Regulation. Director 2pp 12709.004 


-'0203360193 Sumraerltee 800323 dlecueeione u/Aoalgtle l< Technology. 
Inc. re RFP NRR-SO-l 1 7. Source evaluation board ulll meet 
B003I9 to dlscuse results of evaluation of revised 
propoeelf t> select contractor 

eENCZER. U 8 . DOUOHERTV.O J Technical Assistance Contracts 
Branch 80/02726 Technical Assistance Contract* Branch 2pp 

13769 169 


-0303030369 Foruards ’Mu.'an factors flevlfJ of Nuclear Pouor Plant 
Control Hoorn Design, '• final rept ResppRse requested 
CLARK. g California, State of 79/04/27 NRC - No Detailed 

Affiliation Given ip 12767 090 


'"03031804 41 Foruards draft proposed responses to questions & cancernr. 
task on sgs interaction raised by ACRU Suhcom-ittee an 
Plant Arrangements 

ANGELO, J Generic Issues Branch 70/12/04 NCROERG, J A 
Engineering Hetholologg Standards Branc h I4pp 1278/ C04 


-0203100381 Draft root- "Oys liiteraction State-of-Art Review t npthoiit 
Evaluation 

LIM.J J . MCCORD. « K . Rice. T R Laaifonce Llvermcre Labnratnry 
80/09/30 63pp 12706 0K2 


-0393180303 Li Sts state-of -art 801112 peer i evleu meeting agenda 
s NRC - NO OetdlteU Affiliation Given 00/11/13 NRC - Nn 

Oetakled Affiliation Given Ip I27D6 194 


-8006120060 Foruards NUREO/CR- 1 321 P Cybulekls ulll be added to sve 
list for future repts emanating from generic task re sys 
Interaction M/o encl- 

CCFFMAN.F D, Systems 1 liter ac 1 1 cn 0 rant h 00/09/28 CVOUuOKIG.P 
Oaltelle Memorial Institute Ip 12701 130 


D009320447 Forwards draft AnSI/ANIS 96 2. *'C on tal nmen t Isolation 

Provisions for Fluid 8ys NRC coiri-eots I. draft Reg 
Guide I 141. Revision I, “ Conta I riant Isolation Provisions 
for Fluid B^s " Requests ballot action by 000906. 

rlORRfSO.N. U M Assistant Director for General Engineering Standards 
80/04/17. M'JBLEV, T Division of Reactor Safety Rosearch RfibR. If 
Division of Project Management HATTSON.R Division of Sgster-s 
Safety Dtp 12764 192 


R203040413 Foruards ti..o addl documants In response to FUIA request foi- 
tnfo re activities of Till Action Plan Steering Group SLCV- 
09-230 Is available In POR 

ROBtNSnN.L NRC - No Detailed Affiliation Given. 01/12/30 
RuOLLV. S C finlon of Concerned Betentists Ip 12137 C02 


--7912130237 forwards draft NLIllEO-0660. "Action Plans for Implementing 
Ate omiT. endat I ons of President's Comilsslon 6 Other Studies of 
TMt-2 Accident " Draft intended for discussion at Comlsslon 
791211 msetifig 

OENTO.N. H R. Office of Nuclear Reactor Regulation. Director. 
79/12/11 AHEAIINE. J. F Com-nlssloners. 3pp 12137 lUO 


--0002080382 Responds to Secretary 791220 memo U Cam.itsslan 79l2;‘l 
guidance b forwards proposed defloltlcn of required actions 
before resumption of reactor licensing Identifies specific 
licensing requirements for near-term OL applications 
OOS3IC1V.L V. Office of the Etecutlve Director fur Operationt. 
B0/O1/09 AHEARMEiG f € 001 .- 0100 1 uner S I3pp 1213/ 103 


0203090336 FOIA request for four categories of documents re technlcol 
criteria contained In App A to 10CFR40 

FRANTZ, R U Hamel. Park. McCabe I. Bauntfers 01/08/04 Office of 

Administration 9pp, 12936 076 


0203090361 Partial response to KOlA request for four categories of 
documents re technical criteria contained In App A tn 
I0CFR4O. foruia rds documents listed in App A 

FELTON, G M Division of Rules and Records 8I/09/2Q. FRAHfZ.R W 
Hamel. Park. McCabe & Saunders. 7pp 12936 083 


— 7910100107 Concurs In plan to publish proposed role re licensing 
requirements for U mills as retomionded In draft paper Motes 
that question of long term effects was not fully settled 
Hatter should be addressed In more detail 

KENNEKE.A Office of Policy Evaluations 79/03/08 ARLOT TIL G. A 
Division of Engineering Standards Ip 12939.063 


7910160406 forwards corrected ffi notices for signature on proposed 

amends to I OCFR30. 40. 70. 1 30 t. 170 re licensing requirements 
for O mills. 

ENOELHAROT. T F. Office of the Eiecutlvo Legal Director 79/09/12 
OD881CK.L.V. Office of the Eiecutlvo Director for Operations, 

9pp 12947 360 


- -8002270906 Confirms 000100 meeting In Silver Spring, MO to discuss 
licensing of U recovery operations NBC Is chiefly concerned 
that tailings disposal facilities be located on sites 
providing lang-term stability Land ownership questtone enc 1 
NIuLER, H J Oranlua: Recovery Licensing Branch. 79/12/31 
LOOMIS. T Inter lor . Dap t of, 3pp 12539 064 


- - 801 02 B 0220 Re quests fR publication of 800911 Commission action on 
8 ECV-BO- 373 . "Licensing Requirements for U Mills ' W/o enc 1 
MtNOGUE.R B Office of Standards Oevel op rent . Director 00/09/1'; 
FELION.J M Division of Hulee and Records Ip 12547:33V 
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--e203C>9O3<il’ Ca-»-)trt 4 r.r. SFCY WO v » ll-altN^ of c«ttal« rtq.ltao^nlt ef 
U Mill Radiation Co.tro I Art of I 970 1 . 1 C o no Ing procettull) 
to rce effitianl tMoiijh a uti<‘*i e« i on of f «,jcr . t-or » r:ri(la« 
ooc o<npnta 1 1 on 

3AVICNAC. *f P Affiliation f- * nfHi,ii /9/0;1/if0 BCAIfAlffi. ft A 
DffKa Cf Nbfieor raterial Bafetij *. Saf eg war d » . I) i r n tor 3|>p 
:3533 39J 


- clOY|t0^j7 'ta*"ait 4 or frc;cle; cfiteita 'tr Iicanslnj t rcjulatli-n 
ot >J oi.ts 1 tai!;-;* Jr- ora 1 : v- pr opoar<< 'ajjlaticra ar? 
c 1 oar ; - at t i : as : a ^ fleiiJIa rrcicaad t‘-ati;et «nt J 

u » Pag./:atlcr4 Dial i; on 0I/C3'r»0 i-FtaSLEi-G A Man 
fniij oiata of Z/i:: i75-lt> 35i 


--E?;030904C<> Cci-aetila on If “lill Had lot Jon Control Act of 193U 
Oocu-nent lllegiblo 

3£*-**£TT.tt B till on /G HV>«rol4 fiploiAtlon Co ttl/O'ffWl NRC - 

No Oatdilec Affiliation civon Ip liSJO 334 


--‘jl jfit'. ItR ' . r.-ar J» .'raft It- t encit 'napping QiCiOJ naattng >./iitnta 
■f — *• pafif'nel n 0:<i-:ia PA "a a'en: to agraenent for 
rfi<.iatier jf u oi.li lagal otjaillena to traranittal of 
er. : i a t -i JA Jear a 

C<.N'*rNG’'A*i C M Wegnlaticns ifiviaicn Rl/Ci/35 NU96PAUflCfl. 0 A 

Aniatant Gira.-tor f j' State Agreoo»nt» Rrcjrar*» 4pp 12f>4-/ 040 


--0203090403 I'rovitaa analgaia tc t'.tato of r» riatl »iit>Alttad for 
compliance j/flectmn ."’74 of Atomlr Pnerqg Act oP 19S4 
Propcaad laglalation ahoold to adaniato ro atotiitlirg oaele 
for c cmp 1 1 a nc e 

FO^^ER. H ■- NRC - No Oatallad Affillatldii Olvon 00/12/02 
LUDENAU. J N^r - No Ootallod Affiliation OIvsn Ip t294A n*/ 


- -iitCfjOOAtO Porvafca ■'Ction -aqpaatng cona i f ei a 1 1 on cf NRC co-naente on 
propnaad a-enda Cc radiation pretectior regulatlont.tr 
tjlte of selac n recalpt 

a, fCSln. P O'flCP c* t‘a E>ecutl»» legal Olreitoi 0l/03rl0 
nrNCLtr.G H ria» Meilco. State cf Ip 12346 352 


- -5t093.134i2 Re^jetta leave to tubnit duplicate coa-.entt on propoaed 
a-enjt to ■‘••a radiation protection reguleticnt- t f-at Ooard 
ccttldei .'cT-entt at if tinelg tcSnitted Affidavit of tvc 
ent i 

ntuCSla.j P Gffice of tee Eiecutlve legal Director 01/CO/lO 
Neo eteiico. State of 3pp 13346 353 


•5203390365 Forw-arJt revie«> cf ctaijet for OEtS Cnapters 4-7 Fall 
'evited p'lnt of Ctapter 2, 4. 5. 6 B. 7 reeded bq 800530 
HAOriN.D F r.BC - Ho Detailed Affiliatlrn Oiven 00/05/21 
ItON^cr.G Arqonne Naticnal uatoratcr^ lo 12539 290 


-'P203C9O372 Advieet tfal no r^C-cr iq mated cOanget ivl 1 1 oe irado to 
CrtS Cfapter 4 Chapter 3 changes llvted 

JiARIlr, C E KRC - No Detailed Affiliation Oiven 00/05/21 
nONIEf 0 Argcnne National Uaborator., Ij 12539 299 


--220>-9O37i Cor-.-entt or. SECY 90-373 re Itconting r tqolr or.entt for tl 
mills Affircnatlcn of paper should be postponed pending 
: la r I f I c a 1 1 on of relationship t«t«ieen N.RC proposed 
requirements t ASl Afi r or s idera 1 1 on of -aiidon irpacts 
eitKulT,., Office of the Oe.neral Counsel e0/C9/03 aPEAIInE.J , 
ClLlf.Sav.V . hEPOOIE 3 Cc-eiissioners Ip 12536 092 


--020309 0 3 77 "Net eor 0 1 oqq 4 Atomic Ererqq 1960 " 

SLADE. C H Co-ritei le. Dept of 68/07/31 443pp 13936 093 


--0303590390 I'ECu-TKE- 71 - 160 

■■liERMES — Digital Coirpater Cod® for Esti'oattng Regional 
BadlclcqicaJ Effects from fjuclear Poper tnoustrq * 
FLETCHER.J f . D0TSC.N- U L Hanford Engineering Developstenc 
Laborator, OC-80 71/13/31 BOOpj 12539 300 


--0203090383 NUREO-OI72 

ace-specific RAOIAflO-N DOSE COtinlTflFNT FACTORS FCR A 
Otie-VEAR CHRONIC intake 

kOENES. 0 R . SO-OAT.J K Grpnifaven National Laboratorg f IN 
D-21446 77/11/35 IlOp? 12537 lEO 


-030.3090300 Trantcript of 910611 meeting in AUurquergue. NH re proposed 
amends to radiation protection regulations Vole 1-6 

Pp 1- 1 . 130 

• Neir Meiico. State ot Bl/06/ll 1. I30pp 12342 093 


--0503090369 Miscellaneous notes b calculation sheets used to prepare 
radiological assessment in OEIS 

OttGOtlOL 1 . 0 t.SC - Me. Detailed Affiliation Given 01/09/30 
SOOpp l2537 291 


--8203590392 Transcript of eiblblts presented at 810611 proceed Inge 
before State of NM Environ Inprovement Board re gropoeed 
amends to radiattpn prptettton regulations 
• Neo Pen CO. State cf ai/C6/lI 425pp 12346 045 


--8203090595 Statement of 30 Ualff at 810613 ideating before NM Environ 
tmprovenent Board re u mtn regulations 

NULFF. J 0 Af fi I tatlon unlnoivn UES-lOI BI/06/13 laop 
12546 335 


--0203090407 Advises that 11 Peterson (.as beer assignee lu ludrt oi 
transfer of ruIe-iaSl’-g oi- bonditig requirements for mill 
opera 1 1 one 

MATTSOn.R j Division uf Siting. Health 8. BaPegi/ards UtandPrds 
75/00/12 ARLOtTll.C Division of Enginoerlno Staiiderdl Ip 
12330 294 


--0203090400 Submits rovli'v. cf KV rratls for co-npISAnce u/!lectloi- 2740 
of (dodel Dtatr Act 

F0N.NER.R L Office of the fiocutive leqal Oiroctor ni/C'J/OV 
LOOENAu. J Office of State Pingianis- Director 3pp. 12346 .H9 


--0203090413 Advises in at 01 v of Engineering (Itris Jill act as I tat sen i 
NMBS ro rulemating actiun on bunding requ t re-nan t s for <»l T I 
operators, in reepaiise to 750U13 ruguest 

ARLOTTQrO A Oivtsirn uf Engineering ntandarcle. 75/09/03 
PATTfiON.n Division :if Siting. Health t Oafaguarde Otarderds Ip 
12530 995 


--9203090414 Advises trat legal opinion is roguirad prim tu devtlppaehl 
of response to NHOC petition re bonding nf U mill oparatore 
MATTBOn. R J Uivlsior (if Oltlng. iteeltn 6 naPoguarde (Itandards 
73/OU/IB OEC/ER.J llffico of the Eivcutive Lagal Uirectcr Ip 
I 2530 296 


--0203090424 SECY-70-040 

Recoirirends pollcg position 6 course of action r-a enviren 
assessTent of U mil) operotiuns in Agreement States KHC 
should obtain agreerier.t f rnn- stales to prohibit cnntl of 
.-il I I s prior to co.-ipleting environ ioipect assessments 
EMITH.C V Office of Nuclear Material Uafetg 6 
Safeguards. 01 r ec tor 70/01/26 71pp 12530 297 


--0203090432 Fqruords evaluation of CA agroemont state autlorllg per 
SECY 00-472. In response to request If/o enri 

HLUCBIK.O F Office of the Eiecutive Legal Oiractor II0/I2/C2 
LUBERNAU- J Office of State Frograirs. Director Ip 12347 C IV 


--0203090435 Requests that priori tg be assigned to all SIIOM cemputef 
Inputs 6 outputs from 701213-22 for tirtelg complatlon of 
radiological Inpact analgsea parforr.ad fur OEIS on U mills. 
SCARANG. R A Uroniuri Recoverg Licensing Branch 70/12/13 
Office of Administration tp 12539 063 


-6203090440 Foruards evaluation of NM agreement state aetharstg per 
SECY 00-472. based on state 000900 lesponsa to NRC 00072S 
assessment of Btato Radiation Control Program N/o encl. 

KLL'CBIK. J. F Office of the Eiecutive Legel Director 00/i2/'02 
LDBEmau. 3 Office of State Programs. Director- Ip 12547 020 


--0203090443 Provides revised ap P roi ima 1 1 on for cover thlcbness re 
redon attenuation for use in OEIB 

LEUtS. 0 0 NRC - No Detailed Affiliation Oiven 00/06/C4 fffC 

- No Detailed Affiliation given |2pp 12539.067. 


-0203090444 Foruards evaluation of WA Agreement against rpvispd 
8ECV-B0-472 criteria U/o encl 

It LUCS IK. J. F Office of tSs Esecutive Legal Director OOflUfOO 

LOOENAU. J Office of State Program*. Director. 3pp 12S47 021 


--0203090447 Provides Info re socondarg effects on tailing cover 
th Iclnees 

AOSERe. 1/ NRC - No Detailed Affiliation Otvea 00/03/99. NNC - 
No Detailed Affiliation Given 5pp 19539 079 


--8203090449 Foruards update to State of HA UMTRCA rtvleu 9oir»ar% «/ 
state compliance supercedes previous revteu U/o encl 
KLUC6IK.J F Office of the Ctecutlvp Legal Director. 01/01/13 
LUDENAU. 2 Office of State Progra<r.s. Director Ip. 12547 C23 



9303090459 For.'OfiJs tdblos (i figures re Ha-336 soil •ar'plin; aiiOlgsts 
rY«lICK. T e Cj» niagc National Uatorator^ SO/O/Zia MtUUH.H J 

Otandar'i I latton t Special Projects Orancn 30pp 13339 004 


03030'904S6 ’Worll O aourcca • 

BEFFEVES, H 3 . M/tCCHEGOH. 1 0 Scientific A-aricaii 00/01/31 
J igp 13D39 ns. 


0303090461 Ferii.ardt Rd-336 «uir<rar<| table f • on ORNc rapt. "State 
Oactground Radiation Levels " 

flVRtCH. T £ Oali Hldge National Laboratory 00/07/13 NILI.EH.M J. 
.•■IRC - No Ootailod Affiliation Olvon ;1pp 133J9 136 


0303090S04 Subnits evaluatlux of NIi proposed additions t. revisions to 
radiation protection regulations No provision made for 
reiiutred nt n paynort to cover long-tern surveillance 
klUCSIK- vl F Office of the Ciecuttve Legal Director £11/03/03. 
KENOIO. ^ Office nf State Prograns* Director Ip 13947 I 


8303090506 ForLOrds reviau of revisions to fX reiiulatlona re U ntlls 
b tailing. In response to 010730 request There is no 
requirement to allou estimation of chemisorption attenuation 
properties of underlying soil t. rock 

KlOCBIH. J F Office of the Ciecuttve Legal Director 01/09/03. 
OORODV. C Office of State Prograns* Director 3pp. 13947: lOl. 


-0903090464 Foruords NHL ADP transcription sheets. 

PARTIN.O M(C - No Outailed Affiliation Given. 70/13/13 

PONfET.O- NRC Mo Ce tolled AC ft] lotion Given. 9pp 12939.12'? 


--B203090SIO Fori..ards coc.isents re proposed amends to State 
regulations for radiation control dtd Sept !9B1 Tern 
"capable fault" should be defined 

KLVICSIH. J F Office of the Eiecutive Legal Director 
LUGCNAU. u Office of State Programs. Director 4pp 


of NV/ 

81/09/04 
13547 ion 


• 0303090466 Draft App P. ‘Calculation of rhlckness of Required Cover 
Net 1 s " 

ROOER8.1/ NHC - No Outalled Affiliation Given. 00/06/03 3lpp 
13939 i3B 


--C303090467 Corments on petition for rulsmallng Pnp-40-ai re 0EI8 on U 
ailll tailings All currently licensed t> future mills should 
be subj to final disposal requlroTonte derived frcnr 
completed prograirira 1 1 c FIS 6 N£PA revleu 

LESffY. J. 0 . lark. T R . O ILSON* M O Natural Resources Defense 
Council. 4OFR3O903 040 73/09/03 CONN I NOMAM. R Division of 

Fuel Cycle b Material Safety 2pg 13947 093. 


'8303090513 Submits legal revieia of NNSS comments re RA VMTRCA program 
State regulations generally do not provide same level of 
details or sane phrasing or requirements as NflC regulations 
KLOCSIH. J. F Office of the Eiecutive Legal Director 01/01/33 

LUOENAU. J Office of State Programs. Director 9pp 1394/ J07 


--03O3O9O516 Com.-ents on 0E16 on U milling Benefit/cost analysis fails 
to include option of not mining i. rilling U ore Related infc> 
enc 1 . 

PHILLIPS. 8 Oreenpaace Foundation 91/09/3B NRC — No Detailed 

Afftllatloo Olven 65!ip 13947 303 


--U/03090473 Forjards sheet calculations t c o -spar 1 eon e of DOAO plot 
c one entra 1 1 ooe vs printout of MICOOS 

e NflC - No Oatalled Affiliation Olven 00/09/30 NRC - Nn 

Detailed Affiliation Olvon 4pp 12539 169 


--B303090475 Presents visas on rag t of mill tailings from ec onom U . safety 
6 environ standpoint Eacli milling operation should be 
revleued on basis of particular character 

MARCOTT.D P. Cotter Coip 75/00/39 Division of Rules and 

flacords. 9pp- 13947 099 


--0303090476 Forwards revised App 0-4 re concentrations of r ad 1 oiiuc 1 I des 
in air 6 on ground of model ragion from operation of model 
a I ) I 

• NRC - No Detailed Affiliation Olven 00/09/37 MARTIN. D NHC 
- No Detailed Af f 1 1 lot 1 on 01 van 14pp 13939:173 


--<1303090403 Forwards source torma for OC IB base cose rodel mill 

• NRC - No Detailed Affiliation Olven 00/03/10 ONUONOLI.O. 
NRC - No Detailed Affiliation Given 3pp 13939 1B7 


--03O3O9O4O3 Comments on petition for rulemaking PNM-40~31 re OflB on 0 
mill tal I Ings License renewals or amends should not be 
danlad during preparation of EIO Interim 0 mill tailings 
stab 1 1 1 tat 1 on adequate 

HA/LE.A <7 Colorado. State of 40FR309e3 D40 79/07/39 

CIIILK. 8. >7 Office of the Bocretary of the Cam.-sl salon 3pp. 

13947 060 


--030309O4S6 "OEIB b Propnsad Regulatloos on US U Mill Industry. “ 

nILLER.H J . MARTIN. U E . HAMlLL.K. J Uranium Recovary Licensing 
Branch 81/09/30 33pp 13939 190 


--B3O3O90493 Forwards revised OEIS Dec t ion 6 4 

MARTIN< 0 Uranium Recovery Llceneing Branch 80/09/14 MONTET.O. 
Argonne National Laboratory lOpp. 13939' 31C 


--0303090499 Forwarde markad-up OEIB Chapter 6 Includes Section 6.4.3 & 
all eubsequent portions to and of Chapter 6. Including refs. 

First draft aipacled by 000930 

HARTIN.O e. NRC - No Datallad Affiliation Olvon 80/03/19 
HONIET.O Argonne National Laboratory I6pp 12939 333 


0203090496 Raquaett regulation requiring all Vnlll operators to post 
per f ormenca bond to cover estimated coats of tellings 
d 1 spoeal. 

WILSONtM . LASH. T R . LE8HV. J. 0. Natural Hasourcas Oafenee 
Council 7 9/03/30 ANOERfl. W. A Commies loners 33? p 1394 7:062. 


—0303090500 Forwards changes to OEIG Chapter 6. w/e tcept 1 on of Sections 
6 4 i« 6 9. Review copy should be sent by 000933. 
e NRC - No Detailed Affiliation Given 80/05/00. HONTETiO 
Argonne National Laboratory. 43pp. 12939:330. 


--8303090901 Forwards ravistd Pages 6-43 6 6-44 . updating prsvloos 
revision of cumulative occupational oeposur# consistent w/ 
Chapter 3 redraft 

FAflTIN. D NRC - No Detatlod Affiliation Olvan. 00/09/14. 
Argonne National Laboratory 4pp 13939.270. 


--□303090910 Forwards notice oF intent to prepare OEIB on U milling foi 
FR publication on 760603 

CHILK.S j Office of the Secretary of the CommlBSlon 76/06/02 
Office of the Federal Register Ip 13947 370 


--□303090934 Notice oF Intent to prepare CEt8 on U milling 

CHILK.O J Office of the Bee retary of the Coir..->l es I on 76/06/01 
6pp 12347 279 


--02O3O9O926 Submits agree.ment state program review for States of WA. NM 

S. CA 

KLUC8IH. J F Office of tha Eiecutive Legal Director 61/01/00. 
Office of the Eiecutive Legal Director 44pp 13947 304 


— 8203090529 Bubirits agreement etate program review for State of TX 
based on proposed changes !■ additions to regulations for 
control of radiation dtd 810710 

KLUC01H. J F Office of tha Eiecutive Legal Director 61/00/27 
Office of the Eiecutive Legal Director 1 Ipp 13947 348 


0303180090 AddI response to FOtA request for dbcuments re sight 
companlas which mfg semi c onduc t ors. integrat ed circuits 6 
mic roc onipu ter chips Forwards documents listed In App A 
FELTON. J. H Division of Rules and Records BI/tl/39 B1MPS0N. C 
Affil lotion Untnc'.n 3pp 13329 322 


--□303100136 Forwards notlcs of violation from tnsp of activities 
conducted urxier License 43—16658-01 on 770316 

OROUN.O D Region 4. Dallas. Fuel Facility & Materials Safety 
Branch. 77/03/33 BAREBQ. C A Si gnat ic s Corp 2pp 13339 226 


--8303180130 Notice of violation from insp on 770316 

s Region 4. Dellas* Fuel Facility B* Materials Safety Branch 
77/03/39 Ip 12339 338 


--82031B0141 Responds to notice of violation from insp on 770225 
Corrective action nontbly surveys of effluents releassd to 
unrestricted areas estahltshed as of 770308 4. application 
for airend to euthorlie repaire will he euhmittsd by 770314 
hAMILTON.M aignetlcs Corp. 77/03/10 Region 4. Dellas. Offite 

of the Director. 3pp 12329:339. 


— 6203160143 Ac k receipt of 770310 Itr tnfornilng NRC of steps token to 
correct violation noted re insp of activities under 
License 43-16686-01. 

* Raglan 1. Philadelphia. Fuel Facility b Neterlals Safety Uranch. 
77/03/10. BARESO. C A Signstlcs Corp. Ip 12337 231 


— 03O3IBO147 Forwards notice of violation from Insp of activities 
conducted under License 43~166aa-0l an 010109 None o.ihp I lance 
noted*, failure to conduct surveys ftscsssary to melotetn 
levels of redloactiva matl released to unrestricted area 
8EYFRIT.K V. Region 4. Dallas. Office of the Director 101/03/011. 
01/03/03. SPITIER.K Blgnetics Corp 2pp 13339 232 


--8203180149 Notice of violation from insp of 81010B. 

BROUN. 0.0. Region 4. Dalles. Office of the Director lBl/03/Oll 
01/03/02 2pp 12339 334 


0 «O 3 ieOlSO fO(A rnueit for Jccumont* »«*>J pn®' request #er 
r»cord* r* tZ M»iepeac« Dtv of eneolhard InOuttrjo*. 
AttlolOfO.HA t >. 

£<JLLI J U AfftUatJOr. UniACwn 91 / 10/02 Offlte Of t 
Ciecutivt Olfoctor for Oporation* ip 18327 213 


--7904180193 In ateordance «/77O206 app I » ca 1 1 on. Ma 1 1 /til,pr otf uc I 
12 -18267-01 for Honegi.;r 1 1 . Inc l« airended aothorltlnp 
llcon«ed nsti to br «»rd bv S'/or under •uparvltlon of 
U Johnson. J Scott or T Tavl®*' 

w*0.S'£5> *f A Radioisotopes Licensing Qranch CPre 7903011. 

IP 12473 063 


I. IC erif 


7V/i1/IV 


6203100172 FOlA request for procedures 
AcctOent Consequences (CBACi 
BACfiLS-fi A Cactus. R A 61/ 10/30 
2go 12336 233 


used In Circulation of Reactor 
Office of Adirlnistrat Ion 


( 12031601 73 Draft -Reactor Safety Study Consequence Hodel CCHO. Coirputer 
Code Oiers Manuel •’ 

e MIC - rio Detailed Affiliation Otven 3lfl\/33 t32pg 
12336 230 


8203(60162 Responds to fOlA request for transcripts of testli-ony of 
forrer CIA official C Ouclett before Comnlsslon In 1976 
Document does not eiist 

FELTOrf. J M Division of Rules and Records. 61/ll/lS ORtfeN.J 
Affiliation Dntncwn Ip 12343 096 


03O31SO1B6 FOlA request fcr transcripts of testimony of former CIA 
cfficiel Carl Ouclett before Commission In 1976 

GBCCM. S Affittatton Dntno.s Ql/IO/30 CARR. J Division of Ruler 
and Records Ip 12343 097 


6203160408 Fcrwaris request for info re OAO audit of facilities *• IE 
follcu.up fcr respcnse by 771206 

oORCA.>«. E L Eiecutive Officer for Operations Support 77/11/17 
CniEB. B H Region I. Rh 1 ladelpni a. Office of tbe Director 
hOUARO- E M Region 4. Dallas. Office of the Director ENOEI.BEM.R li 
negton S. San Francisco. Office of the Otrector 7pp i234 1 332 


6203190397 FOlA request for 760913 status rept to ACR8 re Uestl nghouse 
ECCS upper head injection evaluation model conformance to 
1CCFR30.ACP K 6 SECV-77-355 

CONNER. L Doc-Search Associates 81/10/27 Division of Roles and 
Records ip 12371 373 


6303190405 Responds to FOlA request for 760813 status rept to ACH8 re 
lies 1 1 nghouse ECCS upper head Injection evaluation model 
conform.anca to 10CFH30. App H s, 8ECV-77-335 Forwards former 
doc unient 

FELTON. J M Division of Rules and Records 61/11/33 COMNER-L 
Doc-Search Associates Ip 13371 374 


--B303I90A1I "Status Rept to ACR8 In Hatter of Uestlnghouse Electric Co 
ECCS Upper Head Injection Evaluation Model Ccnformance to 
lOCFRSO.App H " 

• Office of inspection I. Enforcement. Office of the Director 
76/09/31 Mtpp 123/1 273 


8203330222 Addl response to FOlA request for all documents prspared or 
received in connection u/preparat Ion pf NUREO-0439 Foruards 
"Public Version of Generic Adversary Characteristics." (U> 

FElTOM. J M Division of Rules end Records 81/12/02 COCHRAN, T 
NaCurel Resources Defense Council Ip 12416 003 


--9203250242 Pub I Ic version of -Oenerlc Adversary Charac ter i S 1 1 c s 
Rept. " tUl 

SIEWART.J B . DAVIDSON. JJ, FULHILER.CH Contingency Planning 
Branch 79/03/10 46lpp 12416009 


6203310010 FOlA request for NRC radloactlvs matl license for Honeyuell, 
Inc & Nuclear Metals Inc 

EENAROO.L Aerojet Ordnance Co 5700 61-2 tOO 61/11/06 
FELTON. J. K Division of Rules and Records. Ip. 12474 207. 


--7904120206 In accordance U./790306 app 1 1 cat 1 on. Mat 1 /ByproduC I Lliaris 
13-12267-02 for Hnneyoe 1 1. Inc Is amanded author I tlnp 
C FurmansH.R Nether ing ton. 6 KauEmati & I Taylor to u»t or 
supervise use of licensed metis 

JONES. J A Radioisotopes Licensing Oranch IPre 790301/ ///uJ/IN 
ip 12479 094 


--7904260466 Ma 1 1 /Byproduc t License 12-03200-04 for Honeyuell. 1 m 
authoriilng use of l«-3 sealed light sources for evaluation 
of light sources 6 lab light std* (ref License 12-CIS200'0'JI 
DASSIN.N Radioisotopes Licensing Branch (Pre 7909011 7V/li4/<'2 

3pp 12473 139 

--7905130020 In accordance w/790219 app 11 cat t on. Ha 1 1 /Dypr oduc t ilceree 
22-01870-01 for Noneyue 1 1 . Inc Is amended adding Use of 
Am.-24 1 sealed sources for RLO 

QRONN. J M Radioisotopes Licensing Drench (Pro 790901 >■ /f/iTJ/26 

ip 12474 226 


--790723077B Ha 1 1 /8yp r oduc I License 20-150134-01 Pur Honeywe 1 1 , 1 nt le 
amended per 790903 application Amend 3 adds 11-3 sources 
for uses in cellbr of detector sye 

OVJINH. P B Ltcsrvstng Hanagsment Oranch 79/06/21 Ip. 

12473 103 


--7911130212 Hatl/Dyproduct License 22-01070-10 for Noneywe I 1 . 1 nc le 
emended per 790907 application Amend I aothorlsee use af 
An-241 sesled sources by P Johnson. J Clart 8. L Mallgrep. ^ 

DASSIN.N Licensing Menagement Drench 79/10/29 Ip. 134/4 iV/ 


--7911130347 Matl/Byprodoct License 23-Oia70-14E for Honeyiae I I . I le 
amended per 79060B Itr Amend 14 changes Conditions ID i 12 
re distribution of sraole detectors containing Am-241 
JONES. J A Licensing Maoagepient Oranch. 79/10/17 Ip. 

12474 390 


--79I1I3024B Motl/Ogproduct License 13-12267-02 for Moneywe 11 - t '-i le 
amended per 790730 app 1 1 cat I on. Amend 6 authorixes use of 
Am-24l sources by C Furmansk 1 * U9 Morshall 1. TA Taylor. 

J0hC9. J A Licensing Management Oranch 79/10/16 Ip 
12473 053 


— 7911200266 Matl/Byproduct License 12-12267-01 for Mooeyuie 1 1 . I ■ < ‘4 

amended per 790720 Itr Amend 0 changsi Condition 12 t. 13 
authoriilng JA Korth t. NF Depalma aa user a of llctnted 
mails 

BOUYER.J.E Region 3. Chicago. Office of the Director. f9/l0/.’3 
Ip 12473: 062 


--0001290364 Ha 1 1 /Bgprodut t License 22-01070-06 for HontyuS 1 1 • I 
It amended In Its entirsty per 700123 application Amend 14 
authorliee tritium in painted dial ateembllet for ctorage 
6 d Istr Ibut ton 

BA661N.N Licensing Henageaiant Dranch. 00/01/00 3pp 
12474 324 


—8004110334 Hstl Byproduct License 23-01870-13 for Moneywel I • 1 »• . «l 
amended per 791211 Itr Amend 2 authorliee use of A«-341 In 
foils or electro-deposited eourcoe. 

JOfiES. J A Licensing Hanagenient Oranch 00/03/19. Ip. 

12474 213 


0203310694 Amend 3 to Honeywell, Inc License 38-01B70-09. revising 
license in cn 4 irety. author i ting use of Po-210. tritium <• 

Nl-63 for fifcO 

BRtNKHAM.fl E Atomic Energy Commission. Directorate of Licensing. 
73/01/31 3pp 12473 026 


—6007170100 Hatl/Byproduct License 23-O107O-14E for Honeywel I . I rC , i a 
amended in Its entirety per 790630 application Asienif 10 
authorliee distribution of Ani-341 In foil tourcae for emole 
detector devices. 

JONES. J. A Licensing Hanegement Oranch. 90/07/02 2pp 


-'7902090204 In accordance u/771 133 app 1 Icat I on, Ma 1 1 /By produc t License 
22-01970-01 for Honeyuell Inc Is amendad In its entirety, 
authoriilng poesttsion of eng byproduct matl u/Atomlc 
Numbers 3-63. Inc lusive. t. Am-341. 

JONES. J. A Radioisotopes Licensing Branch iPre 7909011 79/01/17 

3pp 12474 229 


—8012010486 Matl/Oyproduct Llcenet 82-19423-030 for ironegwtll. Inc 
authortice distribution of fuel densitometer devices 
containing As-241 seated source to person* generally 
licensed per lOCFRJt. 9. 

JONES. J. A Licensing Managenent Branch 80/10/31 3pp 
12479 120 


— 7903010064 In accordance u/7ei011 app I lea t ion. Mat I /Byproduc t License 
I3-I2267-03E for Honeguet I, fne is amended changing condition 
12 per applications dtd 780330.730329 & 1 trs dtd 730713, 

730731, 760105. 780323, 1, 701011. 

JONES. J A Radioisotopes Licensing Branch iPre 790S01 1 79/01/30 

ip 12475 048 


--81022004S3 Hatl/Byproduct License 32-01070-01 for Honeyuet > • > rt Is 
amended per 601030 Itr. Amend 31 authorliee use of Ba*t3^ 
staled lourc* in Asershan Model 16 for R60, per tOCFflJO 
COOPER.J U Region 3. Chicago. Office of the Director 01/4I/19 
Ip 12474 227 
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--0JO4t6O7il Matl/Ovproduc t Llcfnie 23-19453-01 for Kpnpgbrll ■ I nc t4 
Amprkdod ppr 010119 appltCdtion Amend I changes reading of 
Conditions 13 <• lf> re use of licensed mot 1 
OUINNiP R Licensing nanagpment Dranch 81/03/30 ip 
12470 134 


--8104170575 Me 1 1 /Hvp roduc t License 22-OI07O-14E for Honegyel I • Inc it 
anended per 010129 Itr. Amend 16 changes reading of 
Condition 13 re distribution of devices 

OUINN.P R Licensing Hanagement Oranch 01/03/23 ip 
12474; 347 


-0203310152 Amend t to Nuclear NeCals.tnc License 20-0221 7-03- i ev i s i up 
license in en 1 1 retg. authort 1 1 ng use of ang bgproduct maci 
s>/Atoir|c Numbers 3-83 to stud g rttent Of suelllng 
of high temp. 

CtIfJHIiAN.R P. Atomic Cnergg Coructssion 62/06/20 Ip 
12479 085 


--B2033I0196 A-end 20 In License 22-01 070-01 . c hang ing Conditions II 6 I. 
re place of use 

ORINUMAN, R E Atomic Energg Commtssion 68/06/16 ip 
12474 242 


--8J0417O70& Matl/OgpTo««C t License 22-01070-13 for llDneguel 1 ■ I nc is 
amended per 010129 Itr. Amend 11 changes reading of 
Conditions I0> 12 b 14 re use of licensed matl at 0914 loth 
Avenue NorthjOolden Va I lag* PIN 

OlflNNtP.R Licensing Management Dranch 01/03/23 Ip 
12474: 273 


--0303310040 Metis License 22-01870-10 aulhorlilng use of Ain-24 1 in lasei 
test Instrument for asperlment b developnont 
BDOWN* J n Licensing Management Branch 70/06/26 3pp 
12474: 210 


--6303310044 Amend 3 to Honegsell- Inc License 22-01870- 1 5. terml not Ing 
license 

COOPEttt J H Meterlal Control Licensing Oranch 01/06/02 Ip 
12474: 213 


--II3O33IO053 Amend 1 to Hatls License 22-01070- 19. 1 nc reas Ing source limit 
to 6 7 mCl Am '241 

PASStM.N Licensing Management Oranch 75/12/16 Ip 124/4.214 


--02O33IOIO9 Amend 20 to Licensee 22-01870-01 . changing Cnndlttons 10 t. 
13 

./ONES. J. A Division of Fusl Cgcls t. Material Gafetg 75/10/23. 

Ip 12474 232 


--03O331OI15 Amend 27 to License 22-0 1870-01 . c hang Ing Conditions 10 & 12 
re place of use 6 supervisor 

ORINKMAN.R.C Division of Fuel Cgcle t. Material Bafetg. 73/10/11. 
Ip 12474 233 


--0203310130 Nuclear Matals.lnc License 20-0221 7-04. author 1 1 Ipg use of 
Co-60 for chtcllng radiation datectlon InstrumantS 
NASON. J. Atomic Enargg Commission 61/02/20 2pp 124/5.0/6 


— 0203310133 Amend 25 to llonegue I 1 ■ Inc License 22-01070-0. revl a ing 
Ilconsa In ei t Iretg. author! 1 1 ng use of Ar)-24l. tritium 6 ang 
taVProduct matt w/atomlc numbars betwasn '3-03 for DVD 
BRINKMAN. R. £ Atomic Cnergg Commission. Directorate of Llcsnslno 
72/06/28 3pp 12474 236 


--0203310135 Amend 4 to Nuclear Metals, tne License 20-02217-04. revising 
license In ent Iretg. au thorl 1 1 ng use of Co-'60 for Instrument 
cal Ibr. 

BRINKMAN. R C Atomic Energg Commission 65/10/01 2pp 
12473:079 


--0203310137 Amend 24 to License 22-01070-01. Chang Ing Condition 13 re 
tuperv I ear. 

DRENKNAN. n E Atomic Energg Commission. Directorate of Licensing 
72/03/29 Ip. 12474:230 


--6203310139 Amend 4 to Nuclear Matals.lnc License 20-02217-04. revising 
Conditions 14 & 13 

BRINKMAN. H E Atomic Energg Commission 66/04/10 Ip 
12473081 


— 8203310141 Amend 23 to License 32-0 1870-01 . changing Bubltem 0. D to rrad 
20 Cl. 

BRINKMAN. R E Atomic Energg Commission. 71/09/30 Ip 
12474:239 


--0203310148 Amend 22 to License 32-01870-01. chang 1 ng Subltams 9. A 
through 9. E 

BRINKMAN. R E. Atomic Energg Commission 71/09/13 Ip 
12474:240 


--02O331OI49 Amtnd 6 to Nueleor Metals. Inc Ulcsnse 20-02217-04. 
teristnating license 

BUCHANAN. C Atomic Energg Commission 66/11/18 Ip 12479.004 


—8203310151 Amend 21 to License 22 - 01870 - 01 . eu thorl t Inp use of 100 mCl 
Kr-B3 for siperlmentel production L testiPS of etsetron 
tubes. 

BRINKMAN. R E- Atomic Energg Commission. 71/02/05 Ip 
12474:241 


--BaOSBlOlSV Amend VO to Llcsnss 23-01070-01 . ctangln; eipiretion date t' 
721213 

ORIA'hMAN.R E. Atomic Cnergg Commission 67/12/06 Ip 
12474 243 


-6203310139 License 20-02217-02 for Nuclear Me ta 1 s* 1 oc . aut hor i 1 1 ng usr 
of ang hgproduct rati -r/atomlc numbers 3-63 for studg 
of esbent of suelllng at high temp 

MASON, v) n Atomic Energg Commission 60/06/09 Ip 12473 006 


--B203310I64 Amend 10 to License 22-01870-01. changing Subitem 8 C to re. 
800 mCl 

» Atomic Cnergg Co.'nm I s s 1 on. 67/05/05 Ip J 2474 244 


--0203310163 Nuclear Metals. Inc License 20-02217-2A60. au thor i 1 1 ng ocu oi 
bgproduct metis In Irradiated bergljium metal for 
r esea rc h ■ 

MASON. J Atomic Energg Co.'.<ri ss Ion 50/01/30 Ip 12475 007 


--8203310168 Nuclear Matals.lnc License 20-0221 7-01 . autb or i i ing use of 
lr-19a 

e Atomic Energg Co-Mnission 57/03/26 ip 12475 088 


--0203310169 Amend 17 to License 22-01070-01. c hang i ng Conditions 8 C 8, 
13 0 re amount I> use of authorlted rati 

BRtN.CMAN.R E Atomic Energg Commission 67/03/01 Ip 
12474 345 


--□203310171 Honeguel I . Inc License 12-05200-03. auth or 1 1 1 ng use of 
bgproduct .natls for evaluation of light sources 6 lab light 
stds 

DRlNAMAN.n E. Atomic Energg Coirmi ss 1 on. Directorate of Licensing 
73/01/33 2pp 12473 089 


--8203310I73 Amend 16 to License 22-01070 ^11 • chang ! ng Items 0 0 6 
Condition II re amount authorlted matl <• place of use 
BRINKMAN. H. E. Atomic Energg Coirmisslon 66/10/20 Ip. 

12474 246 


--B20331O177 Amend 1 to llonegue 1 1 . I nc License 12-05200-02 changing 
aspiration date to 720731 

OUCHAMAN. C Atomic Energg Con>.misston 67/05/25 Ip 12475 091 


--8203310181 A.mend 13 to License 32-01H70-01 ■ author 1 1 Ing use of Nl-63 (. 

Am-a4l RbO 

BRINKMAN. H E. Atomic Energg Commission 66/10/06 Ip 
12474 247 


--8203310183 llonegue 1 1. Inc License 12-05200-02. autborl 1 1 ng use of trltli 
b ar-90 In sealed sources 

BRINKMAN. R E. Atomic Energg Commission. 65/07/09 Ip. 

12475 092 


— 0203310108 Amend 4 to Nonegwel 1 - Inc License 30-12900-01 • termi nat tiig 
I lean so. 

BRINKMAN. R E. Atomic Energg Commission 71/03/16 Ip. 

12473 094 


--0303310199 Amend 14 to Ml nneap ol Is-Honeguel 1 Regulator Co License 
22-01 870-01 . revl sing license In ent Iretg. author 1 1 mg use of 
ang bvP*'®doct matl u/atomic numbers between 3-83 for R6D 
BRINKMAN. R E. Atomic Energg Commission 63/10/21 3pp 
12474; 240 


8203310190 Amend 3 to Honeguel 1 . Inc License 30-12900-01 • revls I ng I te/i> 

16 2 „ . 

BHINKMAN.R E. Atomic Energg Commission. 69/09/23 Ip. 

13473 093 


--8203310194 Amend 13 to License 
lopervleor 

BRINKMAN. fl E. Atomic Energg 
12474: 231. 


22-0107-01. c hang ing Conditions 
Commission 64/06/07 Ip. 


13 re 


NONDOCKETED ITEIVIS 


62033 1 01 Aiond 3 to Monflg<,el 1 . ( nc LIcvnoe 30-13900-01 . r bv I »• ng 
Condition 7 

BAIMIMAN.R 6 Atorlc Enorgg Co'-niBtion 69/07/39 Ip 
12473 096 


020331019? Arsnd 1 to Honsgwe 1 1 • I nc Lictn^o 33-12900-01 . revl » llig 
1 1»<” 2 

BftlMt’M.n £ Ato->ic Enorgg Co.*'nlB«ion 69/05/37. Ip 
12473 097 


6203310200 Air rnd 13 to Licdoie 22-01 070-01 • nt»ni trig diptrfitton dptp to 
651331 

BPINKnAN'l? C Atciric Enorgg Cam'-lstlon 63/11/26 Ip 
12474 252 


0203310203 Hone jwe 1 1 . fnc Licenie 30- 1 2900-0 1 . author 1 1 1 ng uae of C»-137 
or Co'60 Inseeled rourtee 

ERINKMAN.ft Ato-iic Energg Coininl«4lon 69/01/14 3pp 134V5:09n 


6203310205 A" end 11 to Ll<ense 32-01070-01 • ctiang i ng Condition 13 re 
• upar »l tor 

BRIhAr'A.’J. R £ Atomic Energg Coirnil talon 63/09/20 Ip 
12474 253 


8203310207 LI cenae 37-01470-02 Iseued to Ml nneepol i a-Honegue I I 
Regulator Ca> authori i ing uae of Ca-60 & Er-90 In aealed 
tourc ea for RtO 

• Atonic Energg Conmtaalon 57/08/13 2pp 12479 101. 


0303310210 Amend 10 to Htnneapo 1 1 t-Honeguel 1 Regulator Co Llcenae 
22-01870-01 . revl a Ing licenee in on 1 1 retgi author 1 1 1 ng use of 
tritium 4 ang bgproduct i-atl u/atomlc nuaiOer 3-03 for R&D 
MASCM. J R Atomic Energg Coeiihiaalon 61/01/27. 4pp 12474:294 


-8203310212 Amend 4 for Honegwall. Inc Ltcanae 20-1 30 34-0 1 . rev 1 e ing 
5ubl tema 6 0.7.0 ti B O Ir Cond Itlnna 10 t 15 authorlrlng uae 
of tritium & defining authorlted place of uae 
OUlh’J. P R Licenaing Hanageeient Branch 81/11/03 Ip 
12475 103 


--8203310243 Amend 1 to Honegue 1 1 . tnc Ulcenae 22-19422-020- revl alnd 
Condition 15 re teat teatlng 

OUltJM. P Licenaing Hanagenent Branch 81/09/01 Ip 124/5 I** 

--G203310245 Amend 3 to Ltcenae 22-01070-01. author i i ing uit pf ** 

teat efficlencg of rone refining 

a Atomic Energg Coniniaalon 57/06/04 Ip. 12474:267 


--8203310246 Amend I to Honegt-e 1 1 . Inc Llccnae 21-19422-020- revl tint 
tlcenae In entirotg- authorl ring uae of Ain-241 In fuel 
denattomete ra , 

OUINN.P Licenaing Management Branch. Bl/03/ll. 3pp 12475 

—0203310290 A-aond 2 to Ulcenae 22-01870-01. author 1 1 Ing uae of Co-*^ 
radlographg 

a Atomic Energg Comml as 1 on. 97/04/03 Ip 12474 360 


--8203310251 Amend 2 to Honeguel 1 . Inc Llcenae 22- 19422-01. revl a Ing 
Condition 16 

OUINN.P R. Licenaing Management Branch 01/06/31 Ip. 

12475 123 


— 0203310254 Amend I to Llcenae 22-01070-01. author 1 1 Ing uei of 11-1104 
e Atomic Energg Commlaalon 97/03/03 Ip 12474' 269 


--62033102SB Matia Llcenae 22-19422-01 Iteued to Honeguel I. Inc . 
authorl I Ing ute of Am-241 In mfg of fuel denaitg aeneort 
JONES. J A. Licenaing Management Branch. 00/03/21 2pp. 
12475: 129 


— B203310260 Llcenae 22-01870-01 authorlilng ute of C-14 to tag * 

butane to Inveatlgate diffualon in plaatlc membrane li Co-60 
to mete tmall lonliatlon aourcea for lonliatlon atudlea 
• Atomic Energg Commlaaion. 97/01/22. 2pp. 12474 270 


--0203310261 Amend I to Hontgutll- Inc Bgproduct Hatl Llcenae 37-01470 03. 
revlaing llcenae In cnt Iretg. author 1 1 ing uae of 3r-90 In 
photoconduc t ive cel la to measure radiation damage. 

mason. J n Atomic Energg Commlaaion 60/09/13 2pp 12473 187. 


6203310213 Amend 9 to Licenee 22-01870-01. c hang ing authoriisd uae 
MA50N.J.R Atomic Energg Conmleelon 60/06/16. ip 12474:250 


8203310215 Amend 4 to Hon ague 1 1 . Inc License 30-15084-01 . revl a lt>g Items 
6.0.7 0 ti 6. 0. author i < 1 ng uat of tritium in light aourcea. 

OAStN.N Licenilng Management Branch 79/08/30. Ip 12475 104 


020331031B Amend B to Llcenae 22-01870-01 . authorl 1 1 ng uae of C-14.Co 60 
6 8r-90 for reaearch atudlea. 

COOPER. J 8 Atomic Energg Commlaalen 60/09/02. 3pp. 12474 359. 


--6303310366 Amend I to Minneapol Is-Honegi/el 1 Regulator Co License 
37-01470-02. revl sing licenee in ent 1 retg. eu thor I f Ing uae of 
Cq- 60 4 8r-90 In R I. 0 

mason. JR Atomic Energy Commtealon 59/09/33 Spg 12475 J'.i'f 


--6303310370 Amend 9 to Mlnneapot la-llonegu/el 1 Reguletor Co bgprodLct 
metl license 37-01470-04. rtvleing Conditions II <■ 16. C re 
authorlilng place of uee 

Brinkman. ft. E. Atomic Energg Convaieelon 63/11/30. Ip 
12479 131 


.8203310220 Amend 2 to Honeguel 1 . Inc Llcenae 20-15004-01 . revl a 1 ng 
license in entirety, authorl i ] ng use of ang bgproduct laatl 
u/atonlc number 3-63 

(aftOHr. E 0 Licensing Managsmant Branch 70/03/27 3pp 
13475 106 


--8303310273 Amend 10 to Licenee 23-01870-13. revlelng llcenae In 
ent iretg. au thor 1 1 Ing uee of Am-241 In mfg of emote 
datfctore. 

JONES. J. A Licenaing Henagament Branch. 80/11/03. 3pp 
13474; 373 


'C303310224 Amend 7 to Licenee 22-01070-01. revlelng Conditions 13 re 
]e4l teatlng 

MASON* J R Atomic Energy Coianieelon 99/03/11. Ip. 12474:361. 


'0203310326 Amend 1 to Monegivel 1 . (nc Licenee 20-1 5004-01 « revi e 1 ng 
license In entirety, authorl 1 1 ng uee of any byproduct matl 
u/etomlc nurbera betaieen 1 8i 63 

BRINKMAN. K E Atonic Energg Commlaaion. Dlrectarate of Lie eithlng 
73/03/03 3pp 12475: l09 


'0203310329 Amend 6 to Licenee 32-01070-01. authorl t Ing uee of 1 1 eted 
byproduct matia to be used aa tracera V lonliatlon aourcea 
MASON. J R Atomic Energg Cdifiinl celon. 98/12/16. 3pp. 12474:262 


'0203310333 Amend 9 to License 22-01870-01. author! i ing uee of Ml— 63 aa 
marter In study of copper oldatlon. 

MASON. J R Atomic Energy Comml talon. 98/09/23 Ip 12474:265. 


0203310335 License 30-13384-01 leeued to Henaywel 1 . Inc. author 1 1 Ing uae 
of Co-tO In custom-designed shield for evaluating infrared *• 
vl«ible datectore 

0R lAKMAN. R C Atomic Energy Corwhleeion. Directorate of Licensing 
72/06/08 3pp- 13475: 112 


0203310339 Amend 3 to Hdneyuel 1 . Inc Llcenae 32-19422-020, revl sing 
Condition 19 re leal testing. 

• Ltcentlng Management Branch 01/10/26 Ip. 12475: 119 


— 8203310373 Amend 4 to Hinneapol le-Honeyuell Regulator Co Byproduct K«tl 
Licenee 37-01470-04. e> tendl ng eiplratlon date !■ revlelng 
Condition 13 

• Atomic Energy Commlaaion. 63/03/19. Ip 13475:133 


--8203310274 Amend 3 to HI ncieapol le-Honeyua 1 1 Regulator Co License 
37-01 470-04, revl sing llcenae entirety. authorl i ing uae of 
Co-60 L Si — 90 for measuring uall thlckneea I. at callbr 
source. 

MASON, J R Atomic Energy Commiaeion. 61/01/33 3pp 12475:1:13 


—8303310275 Amend 9 to Honeywt 1 1 , Int License 33-01B70-13.Tevls Ing 
Conditions 10 (• 14 re authortied place of uee. 

JONES. J. A Licensing Management Branch. 78/11/37. Ip. 

13474 375. 


--0303310378 Byproduct Matl Llcenae 37-01470-03 leeued to Minneapolis 
Honeyuell Regulator Co. author t > Ing use of Sr-90 at energy 
Irradiation for photeconductl ve cel It to meature radiation 
damage. 

MASON. J R Atomic Energg Commlielon. 58/05/16. 3pp 18470 


—8203310280 Amend B to Honeywell. Inc Licenee 23-01870-13. pgvl a ing 
Conditions to li 14 re authoriied piece of uta. 

JONES. J. A Licensing Management Branch. 70/07/35 Ip. 

12474: 276. 


—6803310263 Amend 1 to Licenee 37-01470-04. add ing tteme 6 8 7. 8 (■ q ^ 


NONDOCKETED ITEMS 


49 ! 


--8:03310364 Qgproduct Matl Llctnie 3?-Ol470-04 to Mlnnvapol i » 

Hontyiuoll Rogulator Co In radiation tijpo c one on t r Ic 1 1 g 
gjug e 

HASOfJ. J (I Atomic Enargg Counlition 30/03/31 Ip 13473 |,^H 


--630331036S Airand 7 to Hon «gw« 1 1 ■ I nc License 33-01B70- 13. revi s tng 
ilcente In ent Iratg. aut hur 1 1 1 ng use o7 Am-341 for 
davelopnent, testing t> mfg of fire detectors. 

SROUN. J M Licensing Manage-rent Qrancli 77/11/09 3 bp 
12474 377 


--6303310304 Airend 7 to Hon tgc.-e 1 1 ■ 1 nc License 33-01070-13. revl s Ing 
license in ent I re tg. aut hor i 1 1 ng use of A<n-341 for 
developr.ent . testing 1. sifg of smoita detectors 

OROWN. >1 Licensing Management Oranch 77/10/33 3pp 13474 27*7 


•0303310393 Dg product Hatl License OL-O12n Issued to Mlnneapol Is- 
llonegMiell neguletor Co* author 1 1 Ing use of Po-310 In 
(•nstrument betels 

MILLEn Atonic Energg Commission hS/Ob/OO 3pp. 13473:140 


--03O331O39S Byproduct Matl License 30-09363-01 Issued to Minneapolis- 
Honegutll Regulator Co. author 1 1 Ing use of PtTi-147 In seeled 
light sourc es 

BA I NKMAN. R . E Atomic Energg Cosimtesloti 6:3/04/10 Ip 
12473: 143 


--B303310397 A/send 6 to Honegue 1 1 . tnc Llcenee 33-01 U70-13. rev I s 1 ng 
Condition lot. Subitems 6 A - 9 A. 

e Llcsnslng Management Drench. 77/03/33 Ip 13474.381. 


““0303310399 Amend 7 to Honegii.ell. Ihc License 37-01 470-04. terml not ing 
lie ene e 

SRtNKMAM. H. E Atomic Energg Commission 66/01/14 In 
13473: 143 


0303310301 Amend 3 to Monegtfel 1 . Inc License 33— 01070-13. revls Ing 
Condition 14 b Items 6 - 9. au thor 1 1 Ing us# of Am-341 in 
metal foils for mfg of smote detectors, 

SELL../. M Licensing Management Oranch. 77/01/36 tp 13474.383. 


--0303310303 Anand 6 to Honegual 1 ■ ttic License 37-01 470-04, revl s ing 
license In ant Iretg. euthori 1 1 ng use of Co-60 6 Qr-90 In 

concentric 1 tv gauge 

ERINKHAN. R E Atomic Energg Commleslon 64/03/34 3pp 
13473 144. 


— 0303310306 Amend 14 to Hpnevua I I . Inc License 33-01870- 13. add 1 ng 
Condition I9 authorlilng place of use 

BASStfl. M. LIceneing Management Oranch. 77/01/17. Ip. 134 74:303 


— -07O331O3OB Amend 3 to Hinneepol It-Honevuel 1 Regulator Co License 
37-01470— 04. revising license In en 1 1 re tg. author 1 < Ing use of 
Co-60 In < 0 ncentrlc 1 tg gauge. 

ffAOON* R Atomic Enfrg^ Commleslon. A0/04/13. 3pp. 13473. 146 


— 0203310313 Amends 3 to llonsgwel 1 ■ tnc License 38-01870-13. revl sing 
Condition 14 b Subitems 6 S. 7. D b 0. 0 autborlilng use of 
Am-34l In mfg smote detectors 

8AB8IN. N. Licensing Management Branch 76/08/30 Ip. 12474:304 


- — 0203310313 Amend 2 to Muclaar Metals. Inc Qgproduct Matl License 
80-1 1973-01 1 author 1 1 Ing use of Co-60 In sealed tources b 
eng bgproduct metl In contemlneted valve parts t. asscctated 

waatap. 

BRINKMAN, R E Atomic Energg Commission 72/10/03. 3pp 
13470: 148 


--83033103I6 Amend I to Nuclear Metals 01 v. Uh 1 ttatar Corp License 
30-1 1973-01 a changing aspiration data It adding Item 6 C. 
BRINKMAN. R. E. Atomic Energg Commltsloti 60/10/14. Ip 
I347S; 131. 


--6203310317 Amend 2 to Honeguitl 1 > Inc Llcenee 32-01070-13. revls 1 ng 
Condition 14 b adding Items 6. B - 9.0. 

BHl/fEiM. W. Licensing Nsnagement Branch. 76/03/17. ip. 
18474:863 


--02O331O3SI Bgproduct M«tl License 30-11973-01 Issued to Nuclear Mmtals 
01 v, Uh 1 ttatar Carp, authorlilng us# of Co'60 in sealed 
sources. 

gUCHANAN.C. Atomic Energy Commission 63/11/tB. 3pp 13473:192. 


•'8203310329 License 23-01670-1 3. author 1 1 Ing use of Am-24l In lloi.eguic 1 1 . 
Inc Model 1C49A smote detectors 

COLLINS.O H Licensing Management Branch 74/06/03 3pp 
13474 307 


•9303310337 Amend 31 to Honegiaell. Inc License 22-01870-07. revl s 1 ng 
license in en t ire tg. author t 1 1 ng use of MI-63.C-14 b Pm-147 
In Heulett-Pac tar d gas chromatographs 

OUINN.P Licensing Management Branch 76/07/19 4pp. 13474.389 


--8203310343 Amend 20 to Honevt/e I 1 ■ tnc License 23-01870-07, auth or 1 1 1 ng 
use of Sr-90 In gas ( hr oira tog raphg units. 

• Atomic Energg Cocrmltslon. Directorate of Licensing 73/lS/ll, 
Ip 12474 393 


--62033I0347 A-send 19 to Honeguie 1 I . Inc License 32-0IB7O-O7, revl s I ng 
license In ent 1 r e tg. author 1 < t ng use of tr 1 1 lum, Pm-I47. 

Cs-137. Co-60 b NI -63 

ORINAMAN.R E Atomic Energg Commission, Directorate of Licensing 
73/09/20 3pp 13474 294 


--03O331O354 Anend IB to Hone giee 1 I . Inc Llcenee 22-01670-07. revl s Ing 
license In ent 1 r e tg, au t hor 1 1 1 ng uee to t r 1 1 lum. Pm-1 47. 

Co-137. Co-60 b Nl-63 

BRINKMAN. A. C Atofic Energg Commission. Directorate of Licensing 
73/06/28 3pp 12474 297 


--6203310397 Amend 17 to Hone gue 1 1. Inc License 23-01870-07. revl sing 
Subitems 6. J - 9. J. author 1 1 1 ng use of 38 Cl tritium for 
testing asscmblg b distribution of electronic current 
reduction cells. 

BRINKMAN. R E Atomic Energg Commission 70/01/06 Ip 
13474 300 


--G3033103S9 Amend 16 to Honegua 1 1. Inc License 33-01670-07. author I 1 1 ng 
use of tritium revising Condition 14. 

CONN I NOHAM. n Atomic Energy Commission 69/07/03 Ip 

13474 301 


--6303310363 Anend 13 to Honag'.aa 1 1 . Inc License 33-01870-07. auth or 1 1 1 iig 
ang bgproduct ifatl In redlatleri effects studies. 

DRINKMAN.R Atomic Energg Commission 66/00/30 Ip 134 74:302. 


--8303310364 Amend 14 to Honegwa 1 1* Inc License 23-01870-07. revl sing 
Bub 1 toms B H b 0 J 

BRINKMAN, R. E Atomic Energg Commission 68/07/31 Ip 
13474: 303 


--8203310363 Amend 13 to Honegwel I* Inc License 23-01870-07. revl s Ing 
license In ent I retg. author 1 1 1 ng use of Cs -137. Co-60. Pm-147. 
tritium b Nt-63 

BRINKMAN.R. E Atomic Energy Commission. 68/07/03 4pp. 

13474; 304 


--83173310366 Amend 12 to Noneguie] 1, Inc License 22-0IS7D-l>7. euthori sing 
use of tritium b revising Condition 13. 

ORINKHAN. R E Atomic Energg Commission 68/04/30 ip 
13474:308 


— 0303310367 Amend 11 to Honegue I 1. Inc License 22-01870-07. revl s ing 
Items 6 H - 9. H. authorl ting use of 4.700 mCi tritium in 
luminous paint. 

BRINKMAN.R G. Atonic Energg Commission. 67/09/13. Ip. 

12474 309 


— 8303310369 Amend 10 to Honaguel 1, Inc Ltcenea 23-01870-07, auth or 1 1 1 tig 
use of Pm-147 b revising Condition 10 

BRINKMAN. R. E. Atomic Energy Commission. 67/08/31 Ip. 

13474 310 


'-D303310370 Amand 9 to Honagual 1 . Inc License 22-01070-07, author 1 1 1 ng 
use of tritium In luminous paint. 

BRINKMAN. R. E. Atomic Energy Commission. 67/07/07 Ip 
12474 311 


— 0303310371 Amend B to Honegue It. Inc License 32-01870-07. euthori i Ing 
use of Ml-63 for testing of electric current cell 
BRINKMAN, R. E. Atomic Energy Coiiwlfslon. 67/03/06. Ip. 

13474:312. 


--03O33 1 0376 Amend 7 to Honogvel I • tnc License 32-01070-07, rsvt sing 
Hconts In entirety. 

BRINKMAN.R. E. Atomic Energy Commlstlon. 66/06/00 3pp 
18474:313 


"8303310323 Amend 1 to Honegue 11. Inc Llcontc 33 - 01 070-13. revl s ing 



500 




E.IVI«7 


- -82O33103B0 A<««n<) 5 to Honev'-«'l I . tne LIcente 23-01870-07. author U Ing usa 
of tritium In avatuation of prototype thermoitatt 
BBINKMA-V. R e. Atomic Energy Comrat»» lon 63/03718 Ip 
12474 317 


— 02O331O40B Anand 3 to Honoyuf I I • Inc Ltconac 
Be t Condition 13 re Amount of aothortiod 
BRINAf*AN. R E Atomic Energy Cotmliiion 
12474 340 


22-OtS7O-06. r»vl • Irg 
matt. 

64/10/23 Ip 


t tee 


- -0203310303 Amend 4 to Honey wet I . Inc License 22-01870-07. author 1 1 Ing use 
of Pm-|47 «t Cs-137 for development 6 testing purposes 
DR Ih'KMA.*!. R E Atomic Energy Commlsticn 64/11/20 Ip. 

12474 3lO 


--0203310494 A-nend 1 to Honeyuel I • Inc Llcenea 23-'OIS7O-06« reel s Ing 
Condition 13 re eupervtsor 

ORINAMAN. R. E Atomic Energy Conmlsston. 64/02/20 Ip 
12474 341 


--6203310390 Amend 3 to Honey(i,el 1 . Inc License 22-01070-07. author 1 j Ing 
use of C»-137 t Co-60 for development t testing purposes 
BRINKKAN. R E Atomic Energy Ccjvsisslon 64/07/27 Ip 
12474 319 


--02O331O9O4 Honeyicel 1. Inc License 22-01070-06. aothorl t llig use of l*o-2tD 
In nfg of d eu point hygrometers 

SRINKHAN. R £. Atomic Energy Commission 64/01/24 2pp 
12474 342 


--6203310393 Amsol 2 to Honeywell . Inc License 22-01070-07, author 1 1 Ing use 
of Co-60 6 Cs-137 for development 6 testing purposes 
BRINHMaM. R E Atonic Energy Commlsslcn 64/06/OS Ip 
12474 320 


— 02O331OS19 Amend | to Moneyvje V I • 1 nc License 22- 1 1030-01. an tt or 1 1 1 ng 
use of rm-147 In sealed sources. 

BUCHANAN. C R Atomic Energy Commission. 67/01/06. 2pp. 

12474 344 


— 6203310401 Amend I to Honeyoe 1 1 . Int License 22-01870-07. authorl i ing use 
of Co-60 for researtl. purposes 

BRINHHAN.R E Atonic Energy Commission 64/03/13 ip 
12474 321 


--6203310406 Honeywel I. Inc License 22-01070-07. author 1 1 Ing use of Cs-J37 
In development 6 testing of gauging methods 6 sys 
BRlf.'KHAH. R e Atomic Enorgy Ccrertssicn 64/03/03 2pp 
12474 322 


--0203310331 Honeyuel 1. Inc License 22- 1 1830-0 1 . author 1 1 ing eSf of IrltKa 
for use In sealed sources tdlodesl. 

BRINKMAN. R E Atonic Energy Commission 66/00/04 Ip. 

12474 346 


— 02O33IO34B Amend 13 to Honeyuie 1 I * 1 nc License 22-01Q70-14E. ed d I ig 
Conditions 10 - 13 re distribution of smote detectors 
JONES ■ J A Licensing Hsnagsmnnt nracich. 80/07/02 Ip. 

12474 349 


— 8203310412 Amend 13 to Honcyue 1 1 . Inc License 22-01870-06. revl s 1 ng 
Bubltems 9 a 6 9 8 6 adding Condition 14 

BRINHHAN.R E Atomic Energy CoiMhl es Ion. Directorate of Llcenelng 
74/03/15 Ip 12474 326 


— B203310999 Amend 13 to lloneywal 1 . Inc Llcenee 22-01870-1 4L'. r ev I e lf>g 
Condition 12 

JONES. J. A Licensing Management Branch 70/11/30 Ip 
12474 331 


0203310416 A.mend 12 to Honeywel I. Inc License 22-01070-06. revl sing 
license in entirety* authorl t ing use of Po-210 6 Am-241 In 
production t testing of devices containing ionltlng foils. 
BRINKflAV.R E Atomic Energy Cotivri es 1 on. Oirectorete of Licensing 
73/02/20 3pp 12474 327 


--B203310363 Amend 10 to Mnneyuel I. Inc Llcenee 22-01070-1 41.'. eut hor 1 1 1 ng 
distribution of sealed source* containing Am-24t. 

0AS8IN- N Licencing Management Drench. 77/12/27 2pF 
12474 336 


--6203310425 Amend 11 to Honeyuel 1. Inc Llcenee 22-01870-06. revl sing 
Subitems 6 B - 9 8 6 Condition 13 6 adding Condition 16. 
authorising ues of 1.430 uCl Am-24]. 

BRINKMAN. R E Atomic Energy Cocyntsslon, Directorate of Licensing 
72/10/31 Ip 12474 330 


--0303310429 Amend 10 to Honeywel 1. tnc License 22-01070-06. revl s I ng 
Bubitem 0 B 

BRINKMAN, R E. Atomic Energy Commission 70/02/06. ip 
12474 331 


— 8203310439 Amend 9 to Honeyuel I . Inc License 22-01870. revl s Ing Subitems 
6 8 - 9. B re use of Am'24l. 

BRINKMAN. R E. Atomic Energy Commission 69/11/04 Ip 
12474 332 


--8203310439 Amend 0 to Honeyut 1 1 . Inc License 22-01070-06. revl s 1 ng 
Bubitem 9. 8 L Condition 13 

BRINKMAN, R E Atomic Energy Commleslon. 69/07/29 Ip 
12474 333 


— 0203310449 Amend 7 to Honeywel 1. Inc License 22-01070-06. Chang Ing 
aspiration date to 730328 

SR INKMAN. R . E . Atomic Energy Commleslon 67/11/13 Ip 
12474 334 


— 0303310430 Amend 6 to Honeywel 1 ■ tnc License 22-01870-06. revl s Ing 
Condition 11 re place of use. 

6RINKMAN,R £. Atomic Energy Commission. 67/04/11 Ip 
12474 333 


— 0303310499 Amend S to Honeywel 1 . Inc License 32-01870-06. revis Ing 
license In entirety, author! i Ing Po'2I0 1. Am-241 for mfg 6 
testing dew point hygrometers 

8R ttW.MAN. fl . E . Atomic Energy Commission 66/02/17 2ao 
13474 336 


— 8203310464 A/send 4 to Honeywel 1 . Inc License 23-01B70-06. revl s Ing 
Condition 13 re supervisor. 

BRINKMAN.R. E Atomic Energy Commission 69/11/10 lo 
13474.338 


— B203310476 Amend 3 to Honeywel I. Inc License 
Condition t I re place of use. 

8RtNKHAN.R. E Atomic Energy Commission 
12474:339 


22-01870-06. revising 
65/01/23 Ip. 


— 0203310969 Amend 9 to Honeywel I • Inc License 22-01070- 1 4E. aulh or I 1 1 ng 
distribution of gas 6 aerosol detectors 
BELL. J M. Licensing Management Branch 77/04/29 2pp 
12474 330 


— 0203310374 Amend 0 to Honeywel 1 > Inc License 32-01070- 1 4C. euth or I • I ng 
distribution of sealed sourcee containing Am-341 
BELL. J H Llcenelng Management Drench. 77/03/00. 2pp. 

12474 360 


—8203310370 Amend 7 to Moneyue 1 1 . Inc License 32-01070- l4C. rev t S mg 
license In entirotg 

BELL. J M Llcenelng Management Branch. 77/01/26. 3pp 
13474 363. 


—8203310983 A.mend 6 to Honeyuel I > Inc License 33-01070- 1 4E. rev 1 f Ing 
license in entirety 

BA90IN. N. Licensing Management Branch 76/09/19 2pp 
12479 001 


—0203310987 Amend 9 to Honeywel I ■ tnc Llcenee 33-01070- 14E. rev 1 e Irg 
license In entirety. 

• Licensing Management Drench. 76/OG/30. 2pp 12479:003. 


— 8303310390 Amend 3 to Honeywell. Inc Llcenee I3-13367-03E. revl elrg 
license In ent Irety. author! 1 1 ng uie of Am-341 In snoie 
detectors. 

JONES. J. A Licensing Management Branch. 70/09/33 2pp 
13473 049 


—8203310391 Amand 4 to Honeyual I . Inc Llcenea 32-01 070- ME. rev t • ing 
license In entirety. 

8HUPE. M U. Licensing Management Branch. 76/03/00 Ip 
13473: 009 


0203310993 Amend I to Honeywell. Inc License I2-13367-03E. revl aing 
llcensa in antlrety. 

BA88IN. N. Licensing Management Branch. 76/03/10 Ip. l34'/0 C9| 


—0203310394 Amend 3 to Honayweel 1. Inc License 32-01870-ME. re v I a tog 
license in entirety. 

COLLINS. 0. Licensing Management Branch. 73/11/13 Ip 
13479- 006 


—8203310399 Honeywel 1. tnc LlceneP 13-133S67'03E. author! s log 
distribution of Model TC lOOA detectore containing Am'241. 
BELL. J M Atomic Energy Commteelon. Directorate oP Llcenelng 
73/09/04. ip. 12479:092. 


03O331&3V6 A-end 2 to Motiagte 1 1 . I nc License 23-01()7O- 14E. revl s ) ng •-0303310*30 A->*nd 4 to lion e-;ue 1 1 • toe Utcenor 3? -01 070-04. « 1*40(1 1 ng 

llcontd In ontlrotg eiplration dote to 601331 

COI.LINS'U M < tconelng Monogemont Branch 73/a0<'l I |p QntNKMAM.n E AtOflilc Energy CoCKlsolan 60/13/09 Ip 

13475 007 13473 010 


--0303310399 A^end 1 to Hot*egii.o 1 1 • I nc License 32-01870 •14e. rev! s Ing 
1 icenoe In dnCiretg 

QHUPE.M Licensing Meitageneii t lirniich 73/04/19 Ip 13475 000 


• -□303310601 Amend 4 to Koneyhia 1 1 . Inc License 12-13367-03. revi s I ng 
license in en t Ir e tg. euthorl 1 1 ng use of An-Sdl in soiote 
do tec tor s 

u(OM£B. J A Licensing Hanagenent Oranch 7B/00/10 3pp 
12475 033 


--0203310603 lloneguie 1 1 . I nc License 33-01070-' 1 4E. nuthur 1 1 1 ng distribution 
of nodfl rC49A loniietlon s(sole detectors 

BEt.L. .7 H Atoftilt Ciiergg Com-iissinn. Olractorete of Licensing 
74/09/11 Ip 12473 007 


0303310604 A-*snd 3 to llonegue 1 1 • 1 nc License 12 - 13367 -02. cbeng I ng 
eaplratlnn date to 700031 

WRIOMT. E Licensing Management Dranch 70/03/31 Ip 124/3 057 


--O203310600 A-netid 2 to llocieguell. Inc License 12-12367-02. revi s I ng 
Iteiss 6. A - 0 A 6. Condition 1 4 , an thor 1 i in g use of A(s-34l 
BAOOIN. N Licensing Management Branch 76/04/13 Ip 13473 0011 


--□203310609 Amend I to lloriegw* 1 1 • Inc License 22-01970- 1 7G. au th or 1 1 Ing 
d I • tr Ibut I on of gloio discharge lamps containing Hr--03. 

OUlMf.i*. Licensing Maciagemant Branch 01/06/16 Ip. 124/3 010 


— 020331061 I ATend 3 to Monsgsiell- Inc License 12- 133267-02. ravi s i ng 
Iteeca 6 A - 0 A & Condition 14. re amount of Ain-341 

OASOIN.N Licensing Hanagsment Branch. 76/04/00 Ip 12473.037. 


--0303310612 Monague I I . I nc License 33-0 1070- 1 7£. author 1 1 lag distribution 
of elactron tubes Model EP-41l-n'2 containing Kr-03 
DAOBIN.N Licensing Manegemsnt Branch 76/02/33. Ip 12473:011 


--03033106I3 Amend I to lluneguell- Inc License 12-12367-02. r avi s 1 ng 
Itame 6. A -- fl A t. Conditions 12 L 14 ra amount of Ar*-24l 
OAOOtN. M Ltcentlng Management Branch 73/07/04 Ip 13473:0611 

--020331061* Monaguel 1. Inc Llcenes 23-010/0-02. author 1 1 Ing use nf Ol-:Jl 
for rasearc h 

e Atomic Energg Cnrelsslon 37/02/14 Ip. 13473' 012 

--03033I0A17 Hufieguell. Inc License 13- 1 3367-02. author 1 1 1 ng use of Aro-241 
In f(»iok« deiectors 

Dll INKHAN, n E Atomic Energg Commission. Olraclprate of Licensing 
73/03/13 Ip 13473:061 


'-0203310*19 Amand 7 to Monaguel I • Inc License 22-01070-04. lerni nat tng 
1 1 c tried. 

ORINKMAN.R. E Atomic Energg Cummlaslnn. Directorate of Licensing 
73/12/11 ip 13473013 


--□303310*22 A.-nend 6 to Mona gual 1 > Inc License 1 3-1226/-0I > rtvla 1 ng 
license In ent 1 retg. author 1 1 1 ng uaa of Ar|-34J in assamhlg I. 
tasting of lonliatton chanbars 

BftOMN. J Licensing Maiiagamant Branch 77/11/10 3pp 12473:0*4. 


--D303310624 Amend * to llonegue 1 1 > Inc License 22-01070-04, revls Ing 
license In antlretg. euthorl ting use of tritium S. Br-70 in 
gas chr ometograph 

ORINKMAM. n E Atomic Energg Coinmlsslon 73/09/23 3pp 
13473:014 


-6203310*23 Aiaend 6 to Honagudl 1 . Inc l.lcente 12 - 13267-01 . rtvli 1 ng 
ILcsnse In ent 1 r e tg. au thorl 1 1 ng use of Ani-241 In atsamblv I* 
tdStlng of lonliatton chambers. 

DRD2N. J Licensing Managsmdnt Branch 77/10/20 2pp 13473 066. 


--B2033I0&36 Amend 8 to Monaguel I . Inc Llrante 22-01070-04, chang Ing 
• spir^tlnn to 731S31- 

OAlhAMAN.n. E AtoinlC Energy Commission *0/12/31 tp. 
12473:017 


'-0203310*27 A-sand 3 to Monaguel 1. Inc License 13-13267-01. revls lug 
license In ent Iretg. authorl 1 1 ng use of A«i-241 in assemblv !( 
tasting of lonltatlon chambers 

HASS IN ■ N Licensing Managdditnt Branch 76/04/27. Ip 124/5 0*0 


-6303310630 Amend 4 to HonegufU-l"* LUans# 12-122*7-01 , revl » Inp 
Subltam 8 8 1. Condition 14 re amount of Am-241. 

BRlhKhAN. R Atomic Energy Co(n(nls s 1 on. Directorate of Llcsnslng. 
73/03/97 ip 13470 070 


--□303310*31 Anond 3 to llonegii;ol 1, Inc License 12- 1 22*7-01. r evl s I nj 
license In ant ire tg . au t hort 1 1 ng use of Ml -63 A Ar)-241 in 
ionl cation chsirbers 

ORthKHAN. 1) E Atomic Energg Commission. Directorate of Liconsliig 
72/06/00 2pp 124 75 071 


0203310633 Aiend 3 to Honeguel I . Inc License 32-0 1 070-04. r »vi s i ng 
Condition 12 re supervisor 

ORINHMAhl.R E Atomic Energg Corxrl ss 1 on 65/11/10 I? 

12475 019 


••-0303310634 Amend 3 to Hon egue 1 1 , Inc Ltcanee 12-122*7-01 . au the r 1 1 1 ng 
use of Ar*-24t t revising Condition 12. 

BRINKMAN. R E Atomic Energy Cormlssion 70/03/17 ]p 
12475 073 


--□203310*37 Amend 1 to Honegwe 1 1 • Inc License 12-1 3267-01 . r e via i ng 
Sub It an U A 

ORINKMAN.R £ Atomic Energg Cor-nlsiton *9/09/19 Ip. 

12473 074 


--0203310*30 Amend 2 to Honague 1 1 . I nc License 32-01070-04. r evl s 1 ng 
license In ent I re t g . au t hor 1 1 1 ng uss nf tritium h Br-90 in 
gat chromatograph. 

OfllN'KriAN.R E. Atomic Energy Commission 64/12/31 2pp. 

12475 020 


--B203310641 Honeguel I . tnc License 12- 1 22267-01 . author i 1 1 ng use of Nl-*!; 
In tasting of prototype devices 

BUCMAMAN.C Atomic Energg CoiKmlsslon. *7/03/24 Ip 12475 075 


— 0203310642 Amend 1 to Honeguel 1 . Inc License 22-0 1670-04. ravi a i ng 
Conditions 13 6 14 ra supervision t. leak testing 
BRlNitMAN.R E. Atomic Energg Commission 64/01/21 Ip. 

12475 022 


— 0203310645 Amend 1 to Honaguell.tnc License 23-0 1670- 1 6. su th or I > I ng 
use of Kr-OS in mfg of glou dlicharge lamps 

C01N9. P Licensing Management Branch. 01/06/16 Ip 12475 034 


--•0203310646 Hnneguell. Inc License 32-01 070-04. auth or 1 1 i ng use of trltic 
ti 0r-9O for chromatagraphlc anaigita. 

OniNKMAN. R E Atomic Energg Coivnlsalon 62/12/20 2pp. 

12475 023 


— 0203310650 Amend 4 to Honeguel I . tnc License 23-01 070-09. ierol not Ing 
I Ic ense. 

BRINKMAN. RE. Atomic Energg Commission. Directorate of LI cons Ing 
73/06/26 ip 124/3:023 


— 0203310652 Honeguel 1 . Inc License 22-01070-16. auth orl i ing use of Kr-ns 
in mfg of glou discharge lamps. 

DA88IN. 8 Licensing hanagsment Branch. 76/01/06 2pp. 

I247S 033 


— 0203310636 Amend 2 to Honagual I . Inc License 22-0 1 070-09, rev! a 1 tig 
Condition 12 vs suparvlsor. 

BRINKMAN. R. £. Atomic Energg Commission 70/03/30. Ip. 

124 7 5 029 


--S2O33IO630 Amend 1 to Honeguel 1 . Inc License 22-01070- 12. ter/at nat 1 ng 
1 ic enaa. 

ORINKMAN.R E Ato-nlc Energy Commission. Dirac torate of Licensing 
73/03/06 Ip 12473 037 

--6203310639 Amend 1 t(j Honeguel I • Inc License 23-01070-09, r avis 1 ng 
Condition 12 ra supervisor. 

BRINKMAH.R E Atonic Energy Cgmmlssl on. 69/05/15 Ip 

13473, 030 

— 6303310662 Monaguel 1. Inc Llctnst 22-01070-1 2, au thor 1 1 Ing use of Cb- 13 
or CO-60 in tealtd sources 

BRINKMAN.R E. Atomic Entrgg Coismisalon 71/12/07 2pp 

12473 030 


--6303310664 Honovu'tl 1 . Inc License 22-01070-09. aut hor 1 1 Ing uss of Po-2I 
tritium li Nl-63 for RI«D In instrumentation. 

BRINKMAN.R E. AtofPlc Energy Conmlasion. *6/01/10. 3pp 
12473 031. 

--62033106*9 Amend 1 to Hontywal 1 . inc License 22-01070-03. add I ng Pm- 1 4. 
Po-210 for R 1< 0 In 1 nstrumei* tattoo. 

BRINKMAN.R E Atomic Energy Commission. 62/11/16. 2pp 
12473:040 


--6a033lC)t>67 Mon»i^wfU. liic a2-0je70-03. •othofltiftj u«« of tritium 

& Hr-aS in RLD 

BRlNVMAN.ft E Atomi* Entr^y Commlttlon 61/C4/13 2pp 
12475 042 


-*8203310669 Htfoeympu- tnc LU#n»« 22*01870*00. author 1 1 Ing u*P of tritium 
in )t( chromatography unit 

SRINHHAN. A E Atomic Enprgg Commit* loo 64/05/08 Ip 
12475 044 


--62033I0671 AmanJ I to Montiwtl 1. toe l.lc»n** 22-OIB70-OB. *» t»nd I i>g 
otplratlon dat* to 680331 

BRIMWAN.A E Atemie Enargg Commlttloo 66/03/04 Ip. 

12473 045 


— 0203310673 Am* nd 3 to Kontguicl I . Inc Litpnt* 22'01B70-09< rtvl • Ing 
|ic*nt* In *n 1 1 r * ty. auth or 1 1 mg utt of tritium t* I4c'65 In 
g*« chromatograph 

BRIKHMAN. R. C Atomic Enprgg Commlttion. 66/06/15 2pp 
12473 046 


— 8203310060 Ha tl a Llcana* 22*01870*15 Itiuad to Honagual I. Inc. 
authorliing uta o# A«-241 for R60 of lonuatlon tmol* 
datactart 

BASStH.N LIcpnting Hanagamant Branch 73/10/23. 2pp 
12474 213 


— 0203310123 Amtnj 26 to Llcant* 22-01870-01, changing acplratlon dat* to 
771231 

BRlWHAH.ft £ Olvitlon of fu*I Cgc la 6 natartal Safotg 72/12/11 
Ip 12474 234 


— B2O3310133 Amand 1 to lloclaar Hattlt, tnc l-lcania 30*02217-04, •rtandlng 
aiptratlon dat* to 630228 V ravltlng Condition 13 C 
BRINAHAM. R e Atomic Enargg Commlttion 63/03/36 Ip 
13475 070 


— 6303310144 Amand S to Nuclaar Matalt, Inc t-lcani* 20-02217-04, reviting 
llcantt tn rntiratg- authorl i 1 ng uta of Co-60 in inatrumant 
cal Ihr 

BRINKHAN, R E Atomic Enargg Commlttion 66/07/01 2pp 
12473 083 


8303310185 EOl A raquatt for lltt of llcantt** authorliad to pottati 
Import Or utt C-14 In form of barium carbonata 6 
llctflttat <aho havo bttn tttutd broad tcop* llctnttt.RtiD 
Inttltuta* 6 unlv 

OEACtNTOV.r AmLab, Inc 81/13/04 Of f lea of Admlnlttrat Ion 
Ip. 12463:303 


8303310191 Ratpond* to FOIA raquatt for lltt of lictnaata uho hav* baan 
Itfuad llctnitt to pottatt, import of uta C-14 in form of 
barium carbonata t, llcantaat u/broad tcopa I ictntat, rtaaarch 
Inttltuta* 6 univt. Computtr printout and. 

EELTON. J H Dlvltlon of Rulat and Racord* 81/12/21 OEACINTOV. T. 
r- - •- •’445 206. 


-a licanta* undar tpaclal program coda*, 
filiation Olvin 81/12/13 132gp. 


-- 7901 130002 Confirm* racant t onvartatl ona ra uta of car tain Info at 
facllltg In parformlng Oanarle Taak A-t?, Bgatam* Intarac tlon 
in NucIaar Pouar Plant*, 1 . a. , matruc tlon manual* on Oanaral. 
Erarganeg I, Abnormal Op oration. Studg Ooldat, att. R0~23 
anOElO, J t-lght Uatar Ftaaetara Branch 1. 7B/12/10. «/(llM8fW.<l 

Tannaitaa Vallag Authority. 3pp- 12780:259. 


-.7904190303 Provlda* commaOt* on and conaultant rapt to ACAB Plant 
Arrangamant* Bubcomml ttaa ra it* 701023 maating on Band la 
ttudg of Ta»k A-I7 ig«ttm* intaractlon Ooa* not dttaoraa *</ 
commant* IOI>M-7 ACR8 6 R0-a3 Mo Safatg). 

NORBEBO. J Englneartng Itatholologg Standard* Branth 79/03/19, 
AMOELO, 3 Light Watar Raactor* Branch 1 Ip. 13787:034. 


— 6001220400 forward* H*t of «ugga»t*d araa* for contldaratlon In ig* 
intaractlon followup atudla*. 

NOHBERO. J A Englnaarlng Hatholologg Btandarda Branch 79/11/29 
AMOELO. J Light Hatar Raactor* Branch 1. Ip. 127B3 271. 


--8001230071 Foruardi draft rapt on Phaaa I of Taak A-17. Rtqutt t* rttira 
(. commant* bg 800122 K* a ting *chadulad for BOOIOB In 
Btkha*da.MO w/Bandla Laba to diacuat ravlaw goali. 

KANAUER, B H. TMI-2 Unraaolvad Bafatg latuaa Taak Forca 00/01/02. 
TMI-2 Unratotvad Safatg Ittua* Tati Forca. 3pp 12181:131 


--B002230193 Ratpond* to NfiC 6001 lA mamo ra Oanarle Talk A-17, ‘Cg* 
Intaractlon In Nuclaar Pouar Plant! " Rafara to B0OI29 atmo 
ra ravitlon of atd ravlaw plan. Agraa* that Phaaa II ba 
diraettd toward accomp 1 l thing tpaclflc taaka aa racomtiandad 
NORBERO.J. A. Englnaarlng Mathplologg Standard! Branch. 00/01/30. 
HAMAl/ER. 8. H. Aaalttant Dirac tor for Plant Sgatamd. 3pp. 

12783 265 


--6003190353 Bvimniarg of BQ0220 maattng u/Bandla Lab* 6 ACRO In 
uathlngton, DC ra Phata 1 work on tg* Intaractlon. 

AMOELO, J. Light uatar Raactor* Branch 1. 00/02/22. HANAUEH.OH. 

TMI-2 l/nratolvad Safatg Itaua* Talk Forca. Ip 12701 |7J. 


—8005130690 Forward* latk Action Plan A-17, flavlalon 2, "Bg* Intaraclla 
In Nuclaar Pouar Planta " Raquaata racommandatlon ra full 
Tachnlcal Actlvttla* Staarlng Commlttaa approval. 

HANAl/ER, 8. H. TI1I-2 Unraaol vad Safatg laauaa Taak Forca. 80/03/07. 
CASE, E 0. Offlca of Nuclaar Raactor Ragulatlon, Olractor. Spp 
13781; 173 


— 0003130694 Taak Action Plan A- 1 7. Ravi a { on 2, “Bg* Intaractlon* In 
Nuclaar Pouar Plant*. '' 

HANAUER, S. H. Olvitlon of Projtct Managamant. ANOELO, 0 Light 
Uatar Raactor* Branch 1. 80/01/31. tOpp. 12781:173. 


-B003I90927 Approva* R#vl»lon 2 of Taak Action Plan A-17. 

CA9E.E.0. Offlca of Nuclaar Raactor Ragulatlon, Dlractor. 

80/02/13 kANAUER.B. H Tm-3 Unratolvad Bafatg I*au*« I**! Fofca. 
Ip 13781:172 


--BOO612O0S8 Forward* NUREO/CR- 1321. RA Bari will ba addad tp ivc 11*1 lor 
futura rapta amanatlng from ganarlc taak r* ag* Intaractlan 
U/o and 

COFFMAN. F D. Bgatam* Intaractlon Branch. S0/03/8B BARI-R-A 
Brookhavtn National Laboratory. tp. 1S761' 139. 


that Ed Sradlag of Pblladalghl* 

In POR f, tranamltkad to all 
fiaaiment Oocuaant uithhald 

Huord* 81/13/14 ELLIOTI.C W. 


OEN TEC IS OENERIC TECHNICAL ISSUER 


8203010001 Addl raaponta to FOIA raquaat for 30 catagorla* of documant* 
r* NUREO-0660, “NHC Action Plan." Forward* doCumtnt* ti«t*d 
in App* A.8,C k 0. Info partially withhald (rtf FOIA 
Etamptlon 5). 

FELTON.dH Olvtaion of Rula* and Racord* 81/08/04 MADDEN, T. J. 
I4ay a. Scholar, FI arman, Hag* k Handlar. 9pp. 12750:006. 


--8006120060 Foruardi NUftE(l/CR-1321 P Cgbulaki* ulll b* addad to tvt 
ll*t for futuT* rapt* amanatlng froai ganarlc taak ra aga 
Intaractlon. H/o anci 

COFFMAN.F.O. Sgatam* Intaractlon Branch 00/09/39 CYBULOHtO.P 
Battalia Manorial Inatltuta. Ip. 13781: 130. 


— B2030303S3 Ratpond* to qu**tlon« ra ttaff propraa* on Unraaolvad 
Safatg Itiu* A-17 (6ECY-79-409A) concarnlng *g* 

Intaraction*. 

* Commit* lonar*. 79/11/27. AHEARNE.d. Commit* tonar*. Ip. 
12767: 030. 


— 8203100328 Forward* commant* on fault traa* for RCPB aafatg functlan, 
in raaponta to 79071B mano. Faul t traa* adaquatalg modal 
pottlbla pathuaga uhleh could laad to f ml lura of RCPB. 

8CARBR0U9H, T. 0. Raactor Sgatam* Standard* Branch. 79/OS/Sl 
ANOELO. J NHC - No Datallad Affiliation Olvan, 4pp. 13776:116 


'7B110101B7 R*qu**ti info ra funding altuation for Talk A-17, By* 
Intaractlon In Noe Pur Plant*. (RO-29, Nu Safatg k BAF-9-30). 
ANOELO, J Olvitlon of Projact Managamant 70/10/18 

RkJfiENBTEtN, L Olvitlon of Projttt Mtnagtmant. Ip. 12779: 156. 


0203170130 Raqifftt* Info on NRfl manpowar projactlon* for unraaolvad 
tafatg Ittua* for fY80 k nttlad program lupport fund*. Info 
roquattad by 790830. Tachnlcal a**l*t*nc* fund* raqulrad in 
FVSO k BH Hanauar 790801 m*no and. 

AVCaCK. M lMl-2 Unratelvtd Safatg Itiua* Tail Forca. 79/00/27. 
Tnl-2 Unraaolvad Bafatg i**u*a Taak Foret. 4pp. 12778:323. 


--6203100344 Forward* Flgura 8.3-7 r# fault traa for RCPB aafatV 
f unc t Ion, dap ict Ing cold thutdoun mod* oP oparation for all 
Condition 11 occurranca*. Commant* raquaatad. U/o and 
AnOELO, 2. NRC - No Datallad Affiliation Olvan. 79/07/27. 
ZUOLINSKI, J. . OEOROE.H. . SRIN1VA8N, M NRC - No Oa tall ad 
Affiliation Olvan Ip. 12776:396 


--8203100398 Draft of "Propotol on Nuclaar Powar Plant By* Intarae Horn. 
HICKMAN Sand la Laborator laa. 78/01/31. 34pp. 12776:333 


AVCOCK. n MIC - No Oetallod Af^ltlotion Uiv«ci 70/10/C4 MIC 

N3 D«t«llod Affillotton Otvsn 14, :p 137G0 033 


-*6203100413 atJinnarv of 700632 mooting ro Tool A-17. 'Ov* Inter oc t ton in 
Niicloor Power Plont." a>/6Ul in Bo*ton<MA 

ANOELO. J Light Wotor nooctar* Drench 1. onA-17 70/07/OA 
Light Nator nooctar* Drench 1 4pp 12700 040 


--0203100434 Foruord* droTt propotod Revltion 1 to Ta*t Action Plan A'17’ 
'*6ge tntoractlon in Nuclear Power Plant* ’’ Concurronco or 
uritten cnirmont* roguoatod by 7002<?4 

0£vaoN3.fl C Nnc - no Ootailod April lotion Oivon 70/03/16 
DOVO. R. ■ MATTSON. R.< OENTON. H NRC ■■ Nu Ootellod A/ft 1 loti tin 
Olvan. 3pp 12700 170 


— 6203100437 Propo**d H*vl*lan 1 to To*l Action Plan A-17 "Gg* 
Interocblon In Nucleer Power Plant* 

ANOEI-O. J Olvltlon of Project Henogeriant 77/11/13 2/pp 
I27BO 172 


--C203tO046l Forwards revlted Teal Action Plot, A-17 1 nc orporat i iig 
CPTinentm of Technical Acttvrtl** Btssring Conmitt** 
delineated In 771100 memo which summei 1 led activities of 
seventh meeting held 771)02 

At/OETLO. J Light Deter Reactors Drench I 77/11/10 AVCUCK.M 
NRC — No Oatelled Affiliation Given 13pp. 12760 306 


G2031OO46S Olscussee Technical Activities Steering Cor^mlttao seventli 
meeting hold 771102 which considered tosh action plan for 
Test A-17 Plan approvad aubj to revision 

CABC.E.O Of fit* of Nuclear Hsactor (laguletlon. Olrsctor 
77/11/09. (Ifflce of Nuclear Reactor Regulation. Director 3pp 

12700. 319 


--6203100469 Tast Action Plan A-17 "Og* Interaction In Nuclaar I'ouor 
Plants. 

AN6CLQ. J Division of Project Menegamenl 77/10/03. Qpp 
12700 323 


--0203I00476 Forward* Task Action Plan A-17. "6gs Interaction in Nuclear 
Power Plants," for review I, approval by Technical Activities 
Steering Committee 

BOVO. R Q Division of Project Management 77/09/09. CAGE.E O. 
Office of Nuclaar Reactor Regulation. DIractor /pp 13700 3JJ. 


--6303100493 Forward* redraft of Task Action Plan A-17. "Sys Interaction 
tn Nuclaar Power Plants." Concurrence nr written commente 
rtguested by 770934 

OEVOUNO.R. C Division of Site Safety (> Environmental Analysis 
77/00/23 BOVD. R Olvlelon of Project Management MATFBON.R 
Division of System* Safety. OENTON. M H Office of Nuclear Hsactor 
Aagulatton. Director 9pp 12700 343 


--03O31OO49O Forward* final draft of Tail Action Plan A~17. ”By* 
Interaction In Nuclear Power Plant*. " Concurrence or written 
coewnant reguested by 770804 

OEVQUNO. R C Division of Site Safety t> Environmental Analysis 
77/08/03 BOVO. R Division of Project rlenagement. MATTSON. R 
Olvlelon of System* Safety OENTON. H H Office of Nuclear Reactor 
Reguletton, Director. 7pp. 18700 332 


--6303100300 Forward* draft of Task Action Plan A-17, ••Sg* Intsroctlon In 
Nuclear Power Plant*. " 

BOVDtR. B Division of Project Management. 77/06/23 CAGE, E NRC 
- No Detailed Affiliation Olven. 14pp 18780 362 


—0203100307 Forward* Bend la Labs fault tree plot* for Oensrlc Task 
A-17> "Sys Interaction* In Nuclear Power Plants ' H/o end 
Related Info enc 1 

ANOELO, J NRC - No Detailed Affiliation Olven. 02/03/09 NRC - 
No Detailed Affiliation Olven 19pp 13700 3Q3 


--B203I 70008 Forward* draft NUREO, "By* Intar action Nuclear Power 
Plants," providing resolution of Generic Technical Activity 
a- 17. NUREO should be reviewed in conjuctlon u/NUHE0/CB-133l 
commente raguested within 30 day* 

HATT80N.R. O. Division of Safety Technology BI/OB/04 
EISENHUT, 0. 0. Division of Licensing VOLLMER. R H Division of 
Engineering R0B0, 0 F Division of Systems Integration Ipro 
9110031. 3pp < 13770:069 


--02O317OO33 Forwards draft program (, budget proposal by Bendle Natl Lobs 
for NRC won, -aye Interoctlon Review," submitted per NRC 
800314 roqueit Meeting on BQ0611 to discus* draft proposol 
roconnendad 

ANOELO, vl Generic Issue* Drench 00/06/06. KNIEL, H- Generic 
Issue* Branch. Ip 13770:077 


KNIEl.-M Division of Safety Technology 33pp. 13770 091 


— 6203170071 Forward* draft proposal for fellow-on won to Phase I of 
Task A-17 r# eye interaction In nuclear power plants Review 
regtia sted 

anOElO.J NRC - Mo Oetellad Affiliation Given ai/C9/04 
MANAUES, 8 H NRC - No Detailed Affllistlen Given 4pp 
1277a 196 


—0203170079 Proposes that Integrated reliability evaluation program be 
processed u/TesI A-17 

anOElO'J NRC - No Detailed Affiliation Olven 81/00/04 

AYCOCP'H NRC - No Detailed Affiliation Olven Ip l2770:20t 


'8203170036 Cormants on J Angelo draft statement of work re Phase I of 
Task A-17, per NRC 791121 request. 

RONSOME, F H. Proteblllstlc Analysis Staff (Pre 0011191 79/11/29 

HANAUER. 8 H Assistant Director for Plant Systems ANCELU. U 
Light Mater Reactors Branch 1. 2pp 12778 219 


-8203170089 Comr.ent* on issue of simplifying fault tree* 

KNtOHT- U P Assistant Olreclor for Engtnscrlng 79/11/20 
HANAUER, 8 TMI-2 Unresolved Safety Issues Task Force Ip 
13779 280 


— 0203170093 Advlees that J Angelo 791121 proposed followon subtosks for 
Task A-17 ere ac c ep tab I e . 8ogg ee t s that transfer package 
developed in Subtask 4 be espended 

LAINAO, 0 Plant aystem* Branch 79/11/39 mANauER. B TMI-2 
Unresolved Safety Issues Task Force 3pp 13776 321 


--6203170108 Advise* that disposition of comments on RCPO fault trees ha 
been reviewed, per 791017 requ est. C omirents requiring further 
ditcuetlon listed 

KORDEBO, J A. Engineering Methotology Standard* Drench 79/11/13 
ANOELO* J NRC - No Detailed Affiliation Given 3pp 13778 334 


-“0203170120 FoTwerd* cosirent* on third interim rapt re sys Interaction 
b decay heat removal fault trees, per 790931 8, 24 request* 

NORDEBG, J A. Englncsrlng Matholotogy Dtanderds Drench 79/10/19 
ANOELO.U NRC - No Oetelled Affiliation Olven 6pp 12778 340 


--6303I7O137 Provldee info re FY80 manpower I, technical at*i*tei>i.e 
projections for Generic Task A-17. per 79Q837 request 
Facsimile sve request encl 

ANOELO, U NRC - Mo Detailed Affiliation Given 79/0B/29 
AYCOCM,f1 TMl-3 Unresolved Safety Issues Task Force 6PP 
13779 3»3 


--8303170130 Request* Info on MRR manpower projection* for unresolved 
sefeby Issues far FV60 6 needsd program support fund* Info 
requeeted by 790030. Technical atsistence funds required In 
FY80 t< 8H Henaucr 790601 memo and 

AYCOCkt. M lMt-2 Unresolved Safety Issuee Task Force 79/08/27 
TMI-3 Unresolved Safety Iseuee Task Force 4pp 13778:333. 


--G20317OI96 Forwerd* most current document* on Task A-17 re sy s 
Interaction In nuclear power plant*. per 790333 request W/o 
enc I * 

ANGELO, U. Light Meter Reactor* Branch I 79/03/39. HANAUER, 6. 
NRC - No Ostalled Affiliation Olven Ip. 12779.008 


--G3031 70160 Forwards comrrsnt* on preliminary Task A-17 re fault trees 
0L8HIN3RI. J. A. Reactor Syetem* Drench. 79/03/13 ANOELO. J 
Light Water Reactors Drench 1 2pp 13779.039 

--8203170174 Bubnlts comment* on Task Action Plan A-17 discussed at ACR 
8ubcorti-*l tte e on Plant Arrangement* 701029 rrsetlng Essay* on 
fell eafe t< single error encl. 

EPLEH.E P Epler. E P 78/11/07 BENDER. M ACH8 - Advisory 
Committee on Reactor Safeguard* 16pp 12779 123 


9203180093 Forward* elternetiwe plan for accomplishing Task Action PI 

A-17. "Sys Interattlon In Muc Isee Powsr Plant “ Plan to be 
jointly managed by MRR <• Ofc of Std Oevetopnent 

OEVOUNO.R C. Olvisfon of Project Management. 78/01/06 BOVO, R. . 
BTEULO, V. . MATT60N. R NRC - No Oetelled Affiliation Olven 6pp. 
12791; 099 


9203180061 Forward* vlewgreph* from Sandle Lab 7G0630 presentation re 

sys interaction in nuclear power plants. 

ANGELO, U. Division of Project Management. 78/10/06 
BCHIESHNO. H . DURHE.W C.. Ut.H NRC - No Detailed Affiliation 
Olven. 7pp 12781111 


— e}203IB0073 FoTuard* prdpofed plan Pot NRC rcvifu o<^ Phat* 1 of Oanaric 
Tatk A- 1 7 r< »<!• Intaractton tn nuc laar pouar plant* 

AtJOELO.^ me - No Oatallatf Affiliation Qtvon 79/12/14 
HAfM’JF.R.8 It. NHC - No Beta 11 ad Affiliation 01 von 3pp 
12781: 124 


•-0203180093 roruard* propotad Itr of ln«tructlon to Bandla La^t ra *y* 
intarattion nethodolog<i application program (Pha»a 11) 

ANSELOiU Dlvtvlon of Projac t lianaganant 80/04/24 OTIlLl.J 
Sgatamo Intaractlon Branch itNIEL. H. Oancric Itaue* Qranch 2pp 
1 2791; 132 


— 02031B0110 Foruardo final rept. “Pliat* I Syt Interaction Mothodologg 
Application* ‘ Rapt reviax*ad for patent & tacurltg 
lap 1 1 ca 1 1 on t b can ba made publJclg available. 

ANOCLO. 0 NRC - No Potfllad Affiliation Olven FIN A-1113 
60/04/06 Olvlilon of Tachnlcal Information (> Oocomant Control 
Ip 12791 1A7 


— 9203160194 Foruard* draft final rept. "Pba*e I Sy* Interaction 
Ketbodology Application* Propro***" for evaluation 8. 
c o'^nont *. 

ANOFLO, J NRC - No Oetailad Affiliation Given 80/01/23 
HtSENBFRO.M Tenoeieae Valley Authority 3pp 12701 192 


— 0203160140 D1 tcuoaa* NRC (taff ravlou of Oenerlc TaOt A-17.«y* 
Interaction in nuclear poiuar plant* Addl guidance provldtd 
for planning uori. 

NANAUFR.3 H NRC - No Gatallad Af f 1 I let I on Given 00/01/13 
NATTRCN.R J. Oivitlon of Oyitant Safety CISENHJI. 0 0 Dlvieion 
of Operating Reactor* ARLOIfO.O NRC - No Detailed Affiliation 
Given llpp 12702 073 


--0203183164 Forciards draft Itr for Sand la Lab* re uorl propo«al on 
Oenerlc Ta«)t A-17. Pnate II 

AN0£La.2 NRC - No Oetolled Affiliation Olvan 79/12/20 NRC - 
No Oetalted Affiliation Olven Spp 12782091 


--62O3IB0I71 Queatlon* viability of almpllfylng fault trae* thu* 
qualifying them at more gener ic . Average retult gained from 
• ueb «inp 1 1 f 1 cat 1 on doe* not apply to real eltuatlone 1. 
bould have to be r econt true ted for tprclflc plant* 
knight. J P A**l«tant Director for Engineering 79/11/20 
HANAUER.3 NRC - llo Detailed Affiliation Given 3pp 12782 tUB 


--9203180174 Regueet* comrent* on O Angelo propotal ra Oantrlc Tatk 
A-17 by 791 123 

HA.NAUER.S N.9C • No Detailed Affiliation Given 79/11/21 
NOORE.V . OENIBE.0 . KNtOHT, J NRC - No Oatalled Affiliation 
Given. tp 12782 113 


--9203I8018] Propoeed Revision I to Task Action Plan A-17' ‘'8y* 
Interaction in Nuclear Power Plant* " 

ANGELO. J . DEVCUNO.R.C Di wt s 1 on o f Pro jec t Management 77/11/13 
2Spp 127BI 066 


B302040I04 |E Info Notice 02-03. "Increetlng Frequency of Drug-llel*^ 
Incident* " 

• Otrector'* Office. Office of Intpectlon and Enforcement 

82/03/10 2pp 12308 107 

8202040105 IE Info Notice 02-01. Revltlon 1 . "Austllary Feedwater 
Pump Lockout Reiultlng from Weetlnghoutt U-2 Switch Circuit 
Pod •• 

• Director'* Office. Office of Intpectlon and Enforcement. 

82/02/26 3pp 12093 342 


6202040107 IE Info Notice 02-04. ''Potential Deficiency of Certain 
aGASTAT C-7C00 Series Tlmo-Oalay Relay* “ 

• Director'* Office. Office of Intpectlon and Enforcemenl 

82/03/10 7pp I230G 099 

6202040111 te Info Notice 62-03. "Environ Teet of Electrical l•r*i>'*' 
01 oc k * ' 

* Director'* Office. Office of Intpectlon and Enforcement 

D2/03/04 3c p 12307 036 


8202040112 I£ Info Notice 02-07. "Inadequate Security Screening 
Program! 

• Olractor'* Office. Office of Intpectlon and Enforctmtni 
82/03/16 2pp 


6202040130 t£ info Notice 92-06. "Failure of Staam Generator Prleer* 
Side Manway Cloture Stud* 

• Director'* Office. Office of Intpectlon and Enforcement 
82/03/12 2pp 12349 206 


7904230186 l£ Bulletin 79-06A Revision 1. "Review of Operational krron 
it 8yt Ml te 1 Ig nment e Identified During Tfit Incident " 

• Office of Inspection 8. Enforcement. Office of the Director 
79/04/14 3pp 12762 132 24X Flc he 30-000. 01 /00/01. U2I> >01 UOOl 


8203020366 PN0-V-S3-10 on 020222. tec hn 1 c ten prescribed 39 mCl dote of 
1-131 Inetead of 29 mCl due to uee of instrument u/a20226 
calibr Correct procedure* Incorporated to ensure safely 
Thomas. R O Region 3. San Francisco. Offlc* of the Ulreclor 
■ 81/03/01) 82/02/23 Ip 12003:201 


8203030384 PND- 11 1-62-23 on 82021 7. tube ontrac tor nondestructive stess 
Level III eiemlner signature falsified on ultraeontc Inep 
certifications uork of four smployea* re-eiamlned 

WARO-H 0 Region 3. Office of Director 82/02/10 Ip I2i:i2 2bi 


8203170903 PNO- 1 1 -81 -074 on 01091 I . approi 4,000 gallons sulfuric atlt 
spilled Into water treatment facility Caused by failure of 
trantmltter Isolation valve diaphragm on acid etorepe tanl 
Spill contained etcept for approi 300 gallons. 

CRLENjah. R V Region 2. Atlanta. Office of the Director tUI/O.i/OI I 
81/09/14 Ip 12321 104 


— ^203160364 Comments on Bandla Lab 3r6 Interim rept re eye Interaction 1, 
decay heat ramovat fault trees Study limited In scope but 
appear* to meet prlrarg objectives of Identlfyino potential 
*y* Interactions 

NORBERO. J. A- Engineering Metholology Standard* Oranch. 79/10/19 
ANGELO. J. Generic Itsue* Brencb bpp 12783:297. 


— 6203180371 Rtsponde to 791017 n«mo re disposition of comment* on RCPD 
fault tree* . Me jority of co/rr.ent* have been incorporated In 
fault tree* or satisfactorily resolved 

NCR6ER0. J. A. Engineering Metholology Standards Branch. 79/11/13. 
ANGELO. J. Generic Issues Branch 2pp. 12789:369. 


B203240011 Staff rsquir ssienti rnsmo re 620309 brisfing on prstsurlisd 
thermal shock 

CHILKtS. J Offlc* of the Secretary of tlie Commission M62O3O90 
82/03/10 Office of the Secretary of the Commltflon Ip 

12398-269 


8203230310 PNO- 1-62-024 on 820314. light plane emergency landing 
occurred in open field on llcentee property No fire or 
injuries resulted Plane removed 

MCCABE Region I. Office of Director 82/03/19 Ip 13170 U3| 


8203290279 EN-B2-007 on 920330. no 1 1 c e of violation t. notice of propeet 
Imposition of civil penaltla* to be Issued Action bated on 
failure to package ehlpplng matl properly t< l-day delay 
In rept 1* 1 den 1 1 f 1 cat Ion of Incident. 

FLACK. C « LIBERMAN. J. Director's Office, Office of Inspectlori 
Enforcement 82/03/29 Ip 12433:349 


8203290309 EN-e2-00B: on 620330. no 1 1 c e of propoeed Imposition of ct»|| 
peneltle* to be Issued to 1 Icensec. Ac tlon bated on thrte 
occurrences of Inedsyuets mgt control ovsr radiation ssfsty 
Ft disposal of radioactive matl In unrestricted area. 
flack, e . LIEBERMAN. J Region 1. Office of Director. 83/03/23 | 

12438 223 


B200240964 Staff requirement* memo re 620309 briefing on statu* of 
efforts to resolve prttturlied theri-.al shock Itsuo 
CHILH.S J Offlc* of Ih* Secretary of the Conmlstlon Me20309A 
02/03/10 Office of the Secretary of the Commission Ip. 

J2404 338 


8203290932 EN-81 -043A. no 1 1 c e of tignlf leant enforcement action re 
license* inability to conduct Industrial radiography progrtm 
t> to ensure radiographic procedure* were performed by 
authorl ted personnel. Order to show cause rescinded 
FLACK.E ■ METZOER. J . LIBERMAN. J Region 1, Office of OlreCIO* 
82/03/29 Ip 12434 341 


ILg INSPECTION AND ENFORCEMENT 


8111270060 PNO- 1 1-81-082 on 810928, State of 8C ittuad civil penalties 
to utils for four shipments of solidified redwaste. Shipment 
contained liquid in eiceee of state limit of IX of ueste 
v« I . 

WOODRUFF, R. L. . 0I8&0N, A F Region 8. Atlanta- Office of the Director 
(81/03/01) 81/09/29. ip. 12421:343. 2AX F Iche SO-000. 81 /09/29. 

0111270080 


8203290949 PN0-V-e2-O13 on 820319 it 20. Mount 8t Helene erupted 
Eruption* were test **vere then major eruption. Ash cloud 
produced slight dusting. Fee 1 1 tty continued operation at 70X 
power due to eicett hydroelectric capacity available. 

JOHNSON. P Region 9. Office of Director. 82/03/22. If. I3 4 -»q 


NONDOCKETED ITEMS 


PN3“ 1 1 i "~02'“030 on 820322' IlConsotf rvpoi^tftd lott 10 ^*C 1 
Nl'fiS ^ojl C 0 nmn»d In dstactor cell. Call iray hove been 
dltcerded et treeh approi 6-0 ueolie prevlout to discovery of 

Icti. 

IA8UH. 3 fl. . aRENlAMOKl.D J Region 3. Office of Director 82/03/23 


0200310407 P60- 1-02-26 on 820324 a. 23. unit shutdcun connenced 
resulting from I 3 gpn tube leet In Bteai: Oeneretor 33 Unit 
teten off line !• ell rode Inserted Noble gates released into 
steiospbere Press release Iteued 

BAUNACK. U. Region 1. Office of Director 02/03/23 Ip 12434 267 


MIBC PUBLIC DOCUHtNr BOOM MIBCELl.AhtOUO 


6112210490 Foruerds etpresslon of differing prof opinion re Insp of 
ncnl iceneeee 

UlUTEECLL-O E Components Inspection Bectlon 81/09/01 
POTAPOUO.U Vendor Inspection Branch 4pp 12293:160 


0201300402 Foruerds 811222 meoo to WJ Dircks on differing prof opinion 
os adequacg of reviews re reactor 1. plant control sys 
fallurae that could lead to unanticipated accident 

se^venc as 

DENTON* 11. R. Office of Nuclear Reactor Raguletion. Dlractor 
62/01/07. OABEOEKAG. D Instrumentation 6 Control Orench Ip 
12299 167 


--6201300409 Discusses differing prof opinions of 0 Besdekas. raason for 
delag«plans 6 schedule for reeolutlon. 

PCNTON. H R. Office of Nuclear Reactor Regulation. Director 
01/12/23 OIRCKQ. U J Office of the Eiecutlve Director for 
Operations 2pp 12293 160 


■6201190063 Discusses differing prof opinion of D Oesdekes rt safety 
lapllcetlons of control sys 

CARTER. T.J Technical Rupport Drench 01/12/10 rUNCHF.8. J I. 
Planning 6 Program Analysis Staff 2pp 12299.170 


6203010337 Announces tieadquer tsrs relocation to 42 Uest Campbell 
Avanua«Canpball.CA 

Hlja INSTC IN. H vl. pQiiior Tschnlcel Associate*, tiic. 02/02/19 
BENAROVA. V Chemical Engineering Orench tp 12069 066 


82030300^3 Advises Chat CNO Commission paper reviewed No edequetp 
technical basis appears for proposed formulation of htellh 
tfftets crlttrlon Involving arbitrary squaring of average 
dose to population 

MATT60N. R. J. Division of Systems Integration (post 8110031 
82/03/02. ARBENAUUT.F Division of Health. Biting 6 Environment. 
3pp 13109:273 


0203030342 Notifies that IE tnfp Notice 00-32. Revl s ion 1. 
"Clarification of Cartain Requlramants for Esc lus i ve-Ust 
Uhlpnante of Redioeettve Matls." ues issued to listed 

llceneeee. 

HAVNee.R C Region t. Office of Director 02/03/12 Region 1, 
Office of Director t39pp 12093 130 


82D3040069 ‘‘Review of Ueter 8pray Into Steem 
• 3. Levy. Inc 82/03/03 36pp 12130:110 


6203040)60 Foruerdt IE Info Notice 00-32. Rev) s 1 on 1. "CJeri f Ice t] on oP 
Certain Retulrements for E> c lus 1 ve-Us # Shipments of 
Radloectivt Metis." clarifying D emending S00B29 Info Notice 
60-33a for Issuance on 820312 Draft transmittal Itr end 
COBB. L. I. Division of Fuel Facilities. Metsrlele 6 Befeguerds. 
es/03/Ol IIAVNEB. R C Region 1. Office of Director. O'REtLLY. O P 
Region 3. Office of Director KEPPLER, j 0. Region 3. office of 
Dlractor. 7pp 12130:323 


6203040346 Forward* latest update re Otnerlc Istuta Tracking By* e* of 
81 tSl 7. Updated quartirly camputer printout end. 

HAHAUER, 8. H. Division of Safety Technology 02/02/18 
EieENHUr.DO. DlvKlpn of Llcentlng. VOLLHER. R. H DtvMlon of 
Engtnaerltig. MATTSON.R.U Dlvtilon of System* Integration <pa*t 
611009) B3pp 13126 019. 


C2C30B0164 Ack receipt of "Nuclear Power Plant Oscommt** toning" 6 
‘Early Shutdown Scenario" etudle*. Assistenc e appreciated. 
DEUeV.LB Antttruft Dlvlelon. 62/03/02 0R1OEN8AUOH. 0. MHR 
Technical Ascoclate*. Ip- 13193- 136. 


0203ISO341 Forward* MJ Dlrel* draft in*ino providing Commissioners w/lnfo 
on current status of revised guidance criteria for ute by 


8203120409 Discusses concern* r* failure of Ofc of Nuclear Regulator 
Research to respond to NrlSS heeds concerning strategic 
ana lysis 

ITOOLENER.S. Material Control 6 Ac c oun t ab 1 1 1 1 y Development Branch 
81/07/32 DAUtS. J 0 Office of Nuclear Material Safety 6 
Safeguard*. Director 2pp 12291 361 


6203120406 Forward* Ofc of Nuclear Regulatory Research response to 
810723 metro re research request NM3Q-S0-1 . * trateg Ic 
analyei * 

DAVie. J. 0 Office of Nuclear Material Safety 1, Sef eguerd s. 01 rec to 
01/09/33 r.OOLEWER.3 Materiel Control t Acc Ountab 1 1 1 ty Oevolopt* 
Branch. Ip 12399 362 


0203150014 Discusses F3 Cantrell 000011 differing prof opinion re 
compressed elr sys NRR 810401 response provides details of 
systet-stlc engineering 6 licensing approach toward 
establishing realistic criteria 

&NICZEK..7 H Division of Resident 6 Regional Reactor Inspection 
01/04/39 O'BEILLV. J P Region 2. Atlanta. Office of the Dlrecto 
<81/03/01 > Ip 13299 316 


--8I04I3O464 Advises that esam of 010216 memo re differing profassloi 
opinion Concludes that no differing professional opinion 
etlsts Improvements to compressed air sys warranted OSNL 
Initiating case study 

DENTON. H R Office of Nuclear Reactor Regulation. Director FII 
B'0799 81/04/01 BTELLO. U Director's Office. Office of 

Inspection and Enforcement 2pp 12295:317 


0203170066 Advises that public comments on proposed rule re revision! 
to Ap p s 0 6 K to 10CFP30 have been resolved Final rule to 
he provided by Commission In early 1982 

DtRCKB.lf 3 Office of the Etecutlve Director for Operations. 
61/07/00. CHILK. B J Office of the Secretary of the Commlssloo 
3pp. 13327 143. 


--S2031 70080 Ad Vi tee of status of general revision of Appe 0 6 H In 
10CFR90 In response to Commission Olllnsky requtst for Info 
Final rule to be sent to Commission in Fall 1981 
nlNOQUE.R B Office of Nuclear Regulatory Research. Director. 
Ql/06/39 CHILK. 8 J Office of the Becretery of the Commission 
Ip 13337 149. 


8303IB008B Coo-sen Is on draft AOAP-2. Ed 1 1 1 on 3. "Quids for Evaluation 
of Contractor OC Sys for Compliance u/AQAP-. " per 
830229 reques t. Ouldes supersede HIL-0-909BA 6 NIL-HOBK-30 
final version r*qu**Ced 

IIAAS8. M. P Quality AsSuranct Branch 82/03/03 BURCHFIELD. U 0 
D*f en**. Dept. of. Ip. 12329 287. 


8203190449 Notification of B20305 moating w/OU Ballet in Oethasda. MD 
to dl*cu«* hou prassure relief capability of ««faty 
valve detlgned far vapor can be reduced when tuo phase 
flow occurs 

GRE09. H. I Mechanical Englntarlng Branch 83/03/26 B08NAK.R j 
Mechanical Engineering Branch 3pp 1233 7 362 


8203240394 Responds to 030302 memo re legal svee t regional I lat Ion oi 
functions Nhet functions will be transferred 1. when are 
prirary questions. 

CUNNtNOHAM. 0 II Hearing Branch 2 82/0S/17. DONNELCV, L J NRC 

No Detailed Affiliation Clven 2pp 12399-274 


8203240262 Forwards documents by Oould. tnc.re reliability & stabllltt 
of fuses as circuit protectors. 

HOLIMAN. P M. Engineering Planning 6 Management. Inc. 03/03/09 
PANCIERA. VU Reactor Systems Branch 7pp 13399:310 


8203340908 Requests that utils be contacted 6 assistance obtained In 
completing enc 1 questionnaire rt RETRAN metholdolgy b 
associated reloads to aid In scheduling reviews of topical 
repts. 

NOVAK, T. M. Assistant Director for Operating Reactors 82/03/26. 
Assistant Director for Operating Raactors. 2pp 12404.209 


— 03O3O9OIOS Forward* request for 0MB clearance of proposed survey o' 
schedule for review of topical repts on RETRAN methodology 
It aesoctatad reloads by 820328 

CLARK. R. A. Operating Reactors Branch 3. UIlLIAMS, M H. Dlvlslo 
of Llcetising. 63/02/18. HIL60N. V. Office of Nuclear Reactor 
Ragulatlon. Director. 3pp. 
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NONDOCKETED ITEMS 


MunEO NURCO (^Cponrs And nEI.AIED correspdndence 


SI 12030706 Poruard* list of Priorltv I iMt action plan ittma still In 
dtvalopmant phaid for da sos taian t. Or vl ted tchrdulet 6 changer 
In prlorltu thould te aoboittteO by SI11I3 

DinCKS.U J Office of the Etecotlve Dtractor Par Operations. 
81/11/0* CENTONiHR Office of Nuclear Reactor Regulation) 
Dtrector nIHQOUE.n ft. Office of Huclcar Rsgulatoty Resesei h> 

Director OEVOUNO.R C Director's Office. Office of tnapection end 

Enforceeent 2pp. 12097 239. 


— BI1243O709 Ditcustea changes in Paaalino schedule for Priority I TNI 
action plan l t emt under oevel oprent 

liURUEV.T £ Division of Safety Technology Pl/IO/23 
HANAUEft.S.H Olvition of Huoan Pactorr ftafety. MATTSON' R >1 
Division of Systems Integration tpr* 8110031 VOH.tiER.ft « 

Division of Enylneorlng. *ap. 12397 260. 


— 9202120329 Coneo 1 1 datea guidance re mgt of TNI action plan (NUftEO-0660) 
In roafonee to 610*09 Recojiiirendat l on 1 h. "Audit of NRR 
lisp 1 ePtntat ion of THl Act ton Plan " 

DIRCftS'U j □fftce of the Eiecutlve Oirectdr for Operetions 
91/06/03. NRC ~ No Detailed Affiliation Olven. Opp 12397:264. 


0201060336 Providrt etatu* of Committee to Revieoi Oentrlc Rtyul r rmant a 
cevteu of licensee emergency reaponse fac 1 1 1 ties, equipment, 
procttfurea 6 planning Project managera 1. technical revle<i;ers 
<>ill meet u/utlla to develop implementation achedulee 
OtnCKS. u J Office of the Eiacutive Director for Qgerattons 
91/12/31 PAlLAOINO.N . OlLlNanV.U . ORAOPORO. U Comml atl onere 
2pp I 1*63 026 


0203010001 Add! response to FOIA request for 30 catcgoriei of documente 
re NUREO'0660, '•NHC Action Plan forwards documents listed 
In Apps A* B. C tt n. Info partially withheld Tref FOIA 
Eieaptlor< 31 

FEtrON. J M Division of Rules and Records 01/09/04 NADDEN. 1 J 
Kaye. Scholar. Fiernen. Hays t. Mandldr. 9pp. 13730 006 


82030 10241 Forward# recommendations re need for asseeeieent of symptoms 
of Inadfiluate core cooling t. evaluation of accidante & 
transients beyond currant design analyeaa . Program could be 
completed by 791201 b NIIRE0''0969 goals could te achieved. 

ROSZroClV. Z R. NRC Three MH* Island Task Force. 79/06/30. 

ROSS. 0 F THt-2 Oulletlna & Orders Tath Force. NATTQON.R. <7. 

TMT-2 Letsone Learned Tael Force tOpp 1276'9: 179. 


"■9003120133 Forwards main steam line break inside contetnment accident 
analysis Safety concern Involves Increased containment 
pressure I. potential return to reactor power following 
main steam or line break. Requss ts safety evaluation. 

SEHAROVA. V. Auitllary Syeteme Branch 90/01/91. NOVAK. T 
Reactor System.# Branch. 2pp. 12793:137 34X 

FIche 30-000,01/09/04. 9203010001 


--6003120963 Forwards licensee accident aoelgtls ra main steam line break 
inside containnent. Requedts safety evalua lion. L icentes plans 
to Submit autlllary feedwater syt auto-in Itiatl on sys which 
detays autlllary feedivater flow for three mlnutae 
BENAROVAi V. Auxiliary Systeme Branch. 90/02/14 NOVAK. T 
Containment Systems Branch. 2pp. 12733: 131. 24X 

Ft Che; 90-000. 81/08/04. 9303010001 


— 6009090634 Dt ecusses 6t,tr plant Owners rttponse to NURE0-O373 Position 
that no eddl Instrumentation to required for detection of 
core cooling is unacceptable Evaluation detailing basis for 
conclusions end. 

RV0EN8TE1N. L 8. Assistant Director for Core b Cdittal nment Bystsms. 

90/06/17. NOVAK, T. N, Assistant Director for Cperating Reactors 
6pp 12769.239. 


— 9009190036 Forwards comments on dart ficati on of NURE0-O37B, 1 ten 
2. 1.7. b per Eisenhut B00919 msiso, (f/o sne 1 . 

ClCCK.p. 8. Assistant Director fpr Plant Systems. 00/06/04. 
HATTSON.ft. d. Otvlslori of Safety Technology. Ip. 12793;30(i. 


--6009190041 Conmsnts on accuracy pequlremsnls for flow b level channels 
& adequate eteam ganerator cooling for Ueetingbouse plants 
ra NUREO-0370. Section 2. 17b 

SATTERFIELO.R. Instrunentatl On h Control Systems Branch. 

80/09/14 TELFORD, J r. Division of Licensing. Ip. 12792:209. 


— 9203010003 Forwards CRosp 791109 Itr describing attarnatlvae re 
pretest prediction of LOFT l 3-1 in compliance w/NUREO-0978. 

Vendors havtng difficulty in Assttng schedule 
OENTOM-H.R. Offlca of Nuclear Reactor Regulation, Director. 
79/11/07- HENDfllE. J. N . OtLiNSKV, V. , KENNEDY, H. T. Commlsd loner s. 
ip 13799: in. 


'G303030049 Forwards comments on proposed Involvement cf Rddctor ^vel 
Oectlon in THl-2 tast action plan. per R Meyer request. N> 
lead responsibility fofseeablc for any Item u/Rsactor Puil* 

Section OH Holahan draft memo enct- 

vaOUENEOE.J C Core Per formanco Branch 80/04/00 

RDBENSTEIM, L. S Assistant Director for Core b Containment By****' 
12pp 12769 397 


--9203030331 Requests general criteria to be used in evaluatlrsp ref-f 
from operating plants for extensions on actions psr 
tiUflEO-0978 b analysis of Commission decision not to sitanO 
imp 1 snental ion dates. Response requested by 791109 
BRAOFORO.P A Commissioners 79/10/12 DENTON. K R OfflC* "f 
Mucleer Reactor Reguletlon. Director. Ip 13767 D24 


--9203030349 Discusses rstlonale for early purchase of reactor opeia^ 
training simulator b later purchaee of reactor syt 
simulator Rationale consistent w/ACfl8 views on NRC sefstg 
rtssarch progrtm budget expressed In NllHEa-0603 
BULLIVAN, L H. Separate Effects Research Branch. 79/10/10 
TONO, L S Assistant Director for Water Reactor Safety Ra»»*r<h 
3pp 13771 102 


— 9001230216 Submits recommendations rs draft of App 8 of MUHEO-OAIk 
Discusses conversions in LOCA ane 1 ys I s, loss of heat sinh, 
overpressure on relief velves b Tech Specs on atloweble ECCU 
outege lines. 

DENTON. H R Office of Nuclear Reactor Regulation. Director. 
80/01/07 ROSZTOeZV. Z Analysis Branch 3pp 12769:10? 


— 0203010070 Forwards NUfiEO-0633. "Generic Assesement of Otlav*** Hd** 
Coolant Pump Trip During Small Qrsat LOCA in PWRs. " by 
Bulletins b Orders Task Force. U/o enci 

DENTON. II R. Office of Nuclear Reactor Regulation, Olrectmr. 
79/13/26 AHEARNE.JF . OILINSKY.V. KENNEDV.RT Co<wst s • 1 onar S 
2pp 12799-169 


— 0OO91BO43O Forwards auxiliary faaduater syt rollabllltg avalt>6*4ch 
request for addi info. 

CHECK. P, a Assistant Olractor for Plant Systems 00/09/03. 

NOVAK. T H. Assistant Dirsetor for Operating Reactors. 13pp. 
03990 103 24X FI che : 30-000. 91 /08/04, 9203010001, 


--0O1 1300992 Forwards evaluation pf auxiliary feedwater syt raqwtriml 
request for add! info re emergency feedwater upgredc 4 baa 1 a 
for auxiliary feeduator sys flow requiranonts 
PARR. 00 Auxiliary Systems Branch 00/11/14 RElD.ftU 

Operating Reactors Branch 4. 16pp 12793:336 34X 

FIche 90-000,81/08/04.0203010001. 


--8203030399 Request for procurement action NRR-80-109. exec vt 1 Xk 0 isod 
study staffing of operator licensing program b 
qua 1 i f i ca t i ont b training of examinsrs per NUREO - 0660, 1 1 a/a 
1 . A. 3 2. New completion date tt 801130. 

HANAI/ER.8. Division Of Human Factors Safety. FIN fl-6871 
NflC-03-a0-l 17. 80/06/30 Ilpp 12770; 304. 


--8203010143 Forwards auxiliary feedwater sys reliability etud^ 4* 
response to NuAEO-0667. H/o end 

KENDALL. R NRC - Nd Detailed Affiliation Given NaC-03-7?-Ji 
90/09/19 FERTNER.K Franklin In 1 1 { lute /Frank I in Rotearch C* 
Ip 12792:302 24X FIche: 90-000, 91/09/04, 9303010001 


— 8009070229 Forwards util 800329 response to NRC request for arfdl Ic 
re requlrsments for euiiilary feedwater sys Verifies that 
operating plant autcaatlc feedwater sys flows ere adequate 
for design basis transients b accidents. 

BENaROYA. V. Auxiliary Systems Branch. 90/04/11 NOVAK, T. 

Reactor Systems Branch. 2pp. 12793.118. 


--8009190663 Forwards util response to auxiliary feedwater rellmbttll 
evaluation generic request for sys design review. Prev tod* 
review work by 8 Newborry on TMt-1 rotponsa should ha 
cons Idored. 

PARR. 0. D Auxiliary Systems Branch. 60/09/02. 8PEI9. T. TTpeeb. 
Syttams Branch. Ip 12793:116 24K Flc he: 00-000. 01/08/04 . 

6203010001. 


--B009200093 Forwards utH response re auxiliary faadwatcr flow d*st| 
basil Raquasti branch tvaluatlon. 

PARR, 0. D. Auxiliary Systtms Branch, 00/04/30 SPE18,T. Rppct. 
Byitem* Branch. Ip I27S3; 117 24X Flc ha: 90-000, 81/09/04# 

83D3010001. 


--8203030184 "Study of Requlremenks for Operator Llcentlng,’' v.oa-Bbhui 
for technical aatistanca project i d entl fl cation. Btudy 
justified under NUREO-0737, item I, A, 2 re training b 
qualifications of epfratlng periennal. 

C0LLtN8,P. F. OperatPr Licensing Branch. FIN B-6871. 90/O&/I?. 

3pp. 12770:349. 


a c 


•B009890149 R«qg««tt OtgulAtorg flaqu 1 r «'nsi>t Mav|»ij Cor.r.ttts« tOKtldt-i 
propo«»d r»vl«lOf> to Bfn* OcctloD 0 4 7 (. Uiwinch Iftihnical 
Potltlon (IBB 3**l Hovlilon r» raqulrctnent to cool plant Joi-n 
to condlttoni conctotant oparatldij anvelupo 

HATfGON.H J Ulvltlon of flgttuiKt (jalotg 7// 1 1 /dll CAtit. F. O 

OPfico of Nucl««r Hoactor Hog u I at 1 on. Ill r actor Jpp 13/94 94V 


-8009390169 Forward* ravltad (IHI- 9 4 / (• liioKch putt t ion on propoaod 
BTP 9-1 for (Oirmant* or concurraiico at Hvoolalnrg 
R«qulr tnaiit Havltw Co/ii<nltt*o mavtiiig tn •lima 
HOSG. 0 F Ai*l*t«nl 1)1 roc tor fur Haoctiir llafvtg 7 7/09/36 
MC I NFMANN. n . C Olvltlon of (lv«toni* Uafulg lOpp 13/94 9 91' 


•0009390309 Ha qua* t* c oria 1 darat 1 nn of raqn i r airanl tn Inpnae rev! ted flHI' 
potltlon no all «td plant* 6 aiiggatta Hint /'/O'Jdl be 
affactlva data for all app 1 1 c a t loti* . c no tot or tld 
0E9OUNO. It- C Division of Pi ojatl Managaniaot 7/./OV/34 
nUDCKCr 0 C DfPlCa of Nuclear Haactnr Hu giiint I on. Dir act nr :ip|> 
13799. 090 


-0009390331 Forward* coirmaiil* from varloua Itceiielng project noi.npi-rt ri- 
rrviecd (IIIP ilectlnn 9 4 7 l< propoeed llrancb technical 
Po*ltlon HOD 9- I. Deque* t* cona iderat luri uf I NH coiraient* 

\t/o anc 1 

V/AODALLU. D 0 Fight Matar Heactnra Dianch I ///(>6/l/ lUUHI. Ii I 
Raactor OaPalg Uronch Ip 13/99 094 


-'00O939OIU9 ORPiRavlalon 3 to Oactton 3 4 7. "HMH Og*. " I, prnpohvd 
Branch fechnlcal Potltlon HllO 3-1. "Oaatofi HequI remant * pf 
nilfl Rg*. ■■ 

* Aa*l*tant Dlractor fur Haactcir flafetg ///09/3/> 1 7pp 

13704 363 


•-0009390300 Dltcuaaaa ravl au of raqulramant* for capabllltg tn achieve 
thuldouin u/loaa-of -of f alta puwar Haqult enonta ra 
prtaparatlonal tatting for adaquata tiling uf hui un dirt iOD 
cooldown ahould b# given furlhar c una Idai- a t ion 

ANOELO. J Light Mater Heaclur* llrain h I ///O6/0A gll.l. I AMU. I . tl 
Light Mater Reactor* tlran-ch 1 Ip 13/09 09:1. 


-• 00033903 43 Commant* on requirement* for capabllltg In achieve cold 
•hutdbun u/ lo**-of-ott»IVe power H a c luvuan d a Paragraph A '.1 
bt modified to ttate ac c ep tab I 1 1 Ig uf prupntoil limited 
operator action be parfurmad outalde ccrnl a I nmant 
riKJHAO. C 0 Light Mater Raac tore llianch I ///OA/U/ 

VAURALLO. 0. n. Aaalalaiit Olractor for light Uatar Itaacturt Ip. 
13709: 096 


••0009390370 Coatanl* on requ 1 ratanla for capabllltg t<i ecbisva cold 
ahutdown w/ lo* * -of -of fa 1 1 e power Ha eiam of TIA-h 
requirement In light of how often failure plus ln*a-of- 
offtlta tl onalta power It eipaclad 

BUnMCLL. 0. a Ulghb Mater Haactora Rraiich J ///06/0lt 
MILLIAHOrP J Atalatanl Director for Light Malar Reactor*. 4np. 
13/99 097. 


-000&I30B90 Forward* NUHCO/CH-rj31 HA Oar I ulll ba a'dded to tve Hat fur 
future rapt* emanatlnq from gaciarlc taak re age Interaction 
H/o end. 

CUFFHAN. F. D. Sgatam* Interaction Uranch U0/09/3U OAXl.ll A 
Brookhaven National Lahoratorg. Ip 13/OJ 13V 


--0006180860 Forwarda N(/HE0/Clt-in3l P Cgbulakla will bo added to *vr 
Hit for future reptt enanatlng from generic ta*k ra age 
Intarac t Ion. M/o and 

COFFMAN, P 0, Bgitemi Interaction Oranch 00/09/30 cvSyLimJO.l' 
Battalia Memorial tndItuC* If 13701 IJO 


•0303170000 Forwarda draft NUREO. "0g< Interaction Nuclear Power 
Plant*! ** providing retolirtlon of Oenarlc rachnical Activltg 
A-17 NOREO thouid ha reviewed In conjuctlon w/NUHEO/Cn-l93l 
Cemmante requeeted within 30 dage 

MATTB-OM, R. J. Olvltilon of Oafatv Technologg 111/00/04 
eieCMHUT.D.O Dtvtelon of Llcentlng 3pp (. 13770069 


6303010014 NURE0/Cn~3138 

6WB RCFILL-REPLOOD PROORAM TRAC-8HR COMPONfNr DEVELOPMENT 
MUROMIA. M. H Oaneral Elactrlc Co FIN D-9077 F.PRl NP'l903 
BI/13/31. Olvieion of Accident Evaluation 6<)pp Available at 
NTIB. *4 90 18074:309 


87030100 1 6 NUWEO/CR-3893 

hATlOMAL THUNDER STORM FREOOCNCIEG FOR TiC CONTtOUOUB UNITEO 
STATES 

CHANOERV. M. J. Commerce, Oep ( of. National Oceanographic 6 
AlaotphtrK AdMlnlatralton FIN B-I096 01/11/30 oivielon of 

Hialth, Siting || Environisant 99pp Available at NTIO *4 30 
13074 330 


R3030 10084 f.l/HEO/CR- 1093 VO 4 

DtETHinUTION CnEFFICtFNTS FOR HADIUNiJCL 1 UES IN AOUATIC 
LNV1RCNNLM16 Effect 0* pH On AdsniptlOP 

ntULEV.T M. ■ DANCME7.A 1. . UURT7.E A Ujohtngtnii. Untv of FIN 
6-5749. (13/03/80 Dl vis ion of Health. Siting & Envirolinont 

9App Avni table at NTIS «4 90 18074 CO I 


03030100110 NJfiEG/CH-3t07 

nACi^CRlMNU AND DElllVArlO.N OF AN a-!) 4 !iIANOA'IO FI GO I (IN 
PROOUCl HF.l-GAGG MODEL 

TURNER. S E Olack t Veatch n3/OI/.ll Division of Bgstems 

Integration Ipost 011009) IBOpp 13073 194 


02030 I 03VO NJHEO/Cn-160/ 

analvtical ruL rioDjEC Tive oEcioirN netkoos ron power plant 

OtTlNO A Revies. Of Iheorg And App 1 Ic a 1 1 nns 
HCIOOB. U F. OrDUkhevon National Laboratory FIN A-3076 
[|fll-NUREO-9t304 03/03/80 Division of Health. Siting 6 

Environment l?9pp Available at NTIO. *7 90 130/9 (lOl 


0303910413 N3nLS/Cn-3303 

UCCH6 CHIDE and DdruMENTATION FOR ADSCIVPTION AND DECA/ 
MdOlFILATICNO TO I HE UEOS SOLUTE TiTAMGPtJNT MODEL 

1IIACV.3 V Erisc. Inc FIN 0-7344-1 flV/OI/DI Division of 

Waste Manogomont DOpp Available at 'iTtO 46 00 13073 273 


030110300(14 NunE0/CH-a31/ 

EFFECT (IF flAOIOLVTlC 0A3 ON NVCLEAM FXtURDt O'JO IN AOUECUa 
BCLUII0N3 

FrHEPAND. M M Arliona. Unlv of FIN A-4069 02/01/31 Olvioi, 

of Accident Evaluation I03pp Available at NTIB S3 30 
I 3090 810 


0303020009 NUHEO-0790 W14 M04 

NUCLEAR RECULATOHV ClinMiaOKJW IGGUANCEG Oc Inbei 1901 
" Dlvlalon of Technical Informattun L Oocumont Control Dl/lO/llJ. 
19lpp AvAllable at NTIO 13092 19(1 


0303030in0 NUnF.o/ll«-0039 VOu HI 

INTORMAI ION REPORT ON UTATF. LE(}I01AIICN 

KFRR.O W Office uf Blotr Programs. Direr tor 01/12/31 34p|, 

13090 1 114 


03030301 90 nUHEO-0070 V04 N03 

REPDRI lu CONIlHEnO ON ARNORHAL OCCUURENCEB 3ulg-eapt«mbsr 
1901 

• Olractor'a Office (13/OI/Jl 33pp Available at NTIB 13 DO 
13090 073 


(1303020786 Nl,HL(J/CH-8lllO 

F.EWalTtVITV ANALVtJIS FOR 1,‘jlMF - A PRDORAM FOR CAI.CULAT INO 
HEAT AND MASS TRANCFEB IN CDNCHETF 8U0JECTE0 TO HKJH HEAT 
FLUXED 

DECK. J V Sandla l.abnra tor i a s FIN A-131CI DaNODI- 0036. 01/11/3- 
Office of NuCleer Ragulelorg Reaearch. Director 9Bp|>. Avollah 
at NT to 13106 339 


02030307311 NUnEO/CH-3337 

COMPUTATION OF PRODAO lU 1 BT IC IHPOHTANCF, MEASURE B 
eiRtP. 0 n. Bandia Laboratories. FIN A-1069 BANDai-0476 
UI/I2/3I Office of Nuclear Ragulatorg Ressarcb. Director 36pp 

Available at NTIO 13107 0(14 


0303030/30 NUnE0/CH-S3/0 

Af/AuvBio OP Nuclear power plant svbiemq cantainino 
RAO tOACTIVlTV IN A CORE DAMAGE ACCIDENT 

CRAMDNO. U. ft . GPUl.AK. R O Sandla Laboratarlaa FIN A-1093 
8AN001-3B36 01/18/31. Division of Risk Analysis BSpp 

Available at NTtS. 13107 109 


U303030007 NUREO/CR-SOBB 

A LtTERATUflE REVIEW BF OCCUPATIONAL LICEN8IN0 APPLIED TO 
IMDUBTRIAL RAOIOORAPHV 

TURNAQG. 3. J Central Florida. Unlv of. 83/03/30 Division of 
Facility Operation* 39pp. Avallehle at NTIB S3. 79. 12110 309. 


0303030179 NUREO-OBOO 

SAFETY COALB FOR NUCLEAR POWER PLANTS; A DI9CUB810N PAPER 
a Office of Policy Evaloatlona fi3/03/aG 49pp Available ot 
MTte 13110 333. 


0303030303 NUHEO/CR-3914 

ULTIMATE MEAT SINK THERMAL PERFORMANCE AND HATER UTiLHATION 
MEABUREMENTB bn cool INS AND BPRAV PONDe 

ATHEY. 0 F . HAOLOC-K.R K. , ABBEY. O.D Oattaila Memorial tnatltiite. 
Pacific Nortbwaat Laboratory FIN 11-3001 PNL-4199 08/03/30 

Division of Health, Siting b Environment IGSpp Available at NT 1 
S7 OD 13111 111. 


0503033203 W-OEC/SR-OOSS V08 (O 

l.veCSHATiOs report O'i STAIt L £01 SLAT (O'* 

a£RR. 0 M Offjce of State Prc5ra*>s. Oiractor 62/05/20 9pj 
12IIC 222 


€50-5030211 HLREC/CR'2556 

LICaH WELCCriT McASoRE.lEffTS 0.'’ l5ArERSP0JTS AVD AN ONS'OflE 
utN3 

E<;hw]££ 3W R L Co'*''ar( e. Oept of. Natioo^t OceanograpMc & 
Atni>tc)>«r ic A^ninittratlon fINB-56<?l 02/03/28 OtvlttO" OP 

Piealfi. Siting (, Environment 42pg AvailaOlo at NTtS *4 
12I 12 235 


0203040134 NgRCO/C0-2313 £RH 

BDONOAnv-PITTEO COOftOINATfc' TRANSFORMATION FOR 
THEfiMClMVOBAUL IC ANALV8IS TNARBITRARV TW?EE-DlMCNBtCNAL 
OEOMETRiES 

SKA.W T Argonno Nalional Laboratopg ANL-Oi-94 82/01/07 2p» 

AvailabU at NTI8 121 I? 313 


0203040140 NUflE0-04B3 V04 NOl 

StSTEMATIC EVAI.UATION program 8TATU0 SUPtlARV REPORT Data At 
Of January 31.1902 tBuPP Q<ioli > 

• nanagairant Analgtlt Bnanch 02/03/20 93pp AwalTabt* at hUB 
12120 244 


0203030212 HVBF-C/CB-2241 

IECHNSLOOy and cost OF TERHInaI tO-. SURVEYS ASSOCIATED 
with DeCCMHSStO‘flN3 CF NUCLEAR FACII ITIES 

Wl T hERSPOOn. J Oal Ridgr National Laboratory FIN A'9043 
CPilL/viASRO'' V2 1 02/02/20 Olvition of Engineering Technology 

19epp Available at MIS *? 00 12110 001 


02O3O3322& ;.UPEQ-oa44 

review aso Evaluation cf the nuclear reGllatqsv 
COMMISSION Safety research PROORam for fiscal year 1903 
a ACflS - Alviaory Co/-rittee on Reactor Safeguardt 02/02/28 /Opp 
Available at NTlS 12119 137 


0203030237 NLREO/CR-2405 

SUOBySTEm Fragility Seitmc Safety Maroiny Retearch Proyra**! 

(Phate t I 

hEWNEOY. R P . CAMPBELL. R D . haROy. 0 Lawrence Llver-nora Laboratory 
FIN A'012 C> ucRl -19407 02/02/28 33app Available at NIIS 

«7 00 131 12 001 


8203030243 NURE0/CR'2500 

critical EXPERImENIS on LO'i^-ENRIChEO UR/VYIUM OXIDE SYSTEMS 
WITH h/U «2 03 Referance Critical Eipe r imant t 

ROIHE.fl E . OOCBEL.C R HocVuall International Corp FIN A-1036 
PFP-ORT? 02/02/28 Divtaion of Engineering Technology E2pp 
Available at NTIS 44 SO 12119 213 


020303024 7 NUflEO/Cfl-2162 

fItffICOMPuTER capabilities RELATED TQ METEQROLOOICAL ASPECTS 
OF EMERGENCY RESPOLGE 

RAhSOELL.J V . aTHEy. 0 F , DallTNCER.M Y Oattelle Memorial 
Inatltute. Pacific Narthweat Laboratory FIN 0-2081 PNL-3773 

82/02/28 Olvition of Health. Siting t Environment B7?p 
at fJT|5 00 t2lt9 0A4 


Q2030304V2 rorwardf WJ Dircks 810^22 mamo of TMI jetton plan 

ir»ple<n«n t Jt Ion 1 terns 

Office of the fiecutlve Director for Operationt 
02/03/01 SCOTT- 8 Dtftritutlon Services Branch Ip. 12097.00/ 


-6I07060I7I Olicoaeee etatui of implementation of TMI action plan Iteme 
in retponee to 010603 requeit Llttlng of delayed 
‘""‘Pleted itemt end 

Office of the Eiecutlve Director for Operattone 
CF-354 ai 704/22 BRADFORD,? A Co«*lstloner, lOpp 
12099 008 


—91012704 54 FoT>.aT da. lWREO-0737 implem.otal i on plan for operating 
reactor* flavieu of llceneet containment I tre may Indicate 
need to revt^^ I'e^vlrertentt 

ElSENHUl. D 0 Olvition of Llceneing 00/12/10 HaNAUER .6 
ptvMton of Huran Factor* Setety 32pp J2099 010 


8203040004 NUHEO/Cfl-2127 V03 

REACTCR SAFETY RESEARCH PflOORAMS Ouart.rly Regort 
July-September 1981 

ELDER. 6 K Battalia Mtirorlal Inatitute. Pacific 
Laboratory FIN 0-2101 PhL-3010-3 02/01/31 

Accldaot Evaluation 70pp. Available at NTtS 


Northweat 

Oivlalon of 
44 7S 12122 IQI 


8203C4003B WREO/CH-l 120 VOB 

SEISMIC SAFETY maROINS HESF.AflCll PROGRAM Prqgrea* Report 

801W.M P . eERNREOTER.O L . CHUANC. L E Lawrence Livermore 

i:::;:;::; -i-r 


B30304004S NUREO/Cfl-1334 

PWB FLECHT'SE ABET STEAM GENERATOR SEPARATE EFFECTS TARH 

RtJor'rNo'^i" «EFORT^«/ElRl/w'ad„;ru.e 

8-4^?'” Electric Corp FIN 

2e9pp Available at NT IS *,a m''“ 


6303040149 Forivard* Sept to Congrett or. A0«.Jul-8ept 1901. llfMlCO- 0-290. 
Vo I 4. Number 31. 

PALLAOINO.N J Commit* lonere 02/02/32 O'NEILL. T P. HdUea of 
Rep . Speaker of the Houie. ip- 12120:201. 


--B203040157 Forward* Rapt to Congrese on A0».Ju|-9tpt 1901 
lKUREO-0090. Vol 4. Number 31 

PALLAOINO.N J Coirmt «« 1 onar t (12/02/22 BuStl. Q Senate. 

Preaident of the Senate Ip 12120:202. 


9203040161 NJReO/cR-2406 

final RESULTS OF THE HYDROOEN IGNITER EXPERIMENTAL PHOOnAM 
LOURY. U e . bowman. 0 R ■ OAVIB. O U. Lawrence Livermore Laboratory 
FIN A-0418 L'CRU-93034 02/02/28. Olvition of Syttemt 

Integration ( po«t 8110091. 40pp Available at NTIS. #4 90 
12124 228 


8203040147 NURE0-0SG4 

STEAM GENERATOR TUBE EXPERIENCE 

CHENG. C V Olvition of LI cane log 02/02/20 47pp Available at 

NTIS a4 90 12129 548 


0203040170 NUflEO/Cfl-2393 

DATA REOUIRENENTS FOR THE EVALUATION OF STORM SURGE MOOELD 
HAHRI8.B L Florida. Unlv of, Oalnetvllla FIN 0-7470 
LFL/COEL-ai-OI9 B2/02/2S Dlvlaion of Health, Biting 4 

Environment 42pp Available at NTIS *3 33 12124 290 


8303040173 NUnEO/CR-2940 

A METHOD FOR the ANALYSIS OF HYDROGEN AND STEAM RELEASES TO 
CONTAINMENT DURING DEORAOEO CORE COOLING ACCIDENTS 
CVBULSKISiP Battell# Memorial Initltuta. Coli/mbue Laboratortea 
FtN A-4047 BMI-3090 05/02/30 Olvition of Rltk Analyet » 

t70pp Available at NTIS «6 00 12123 001. 


6303040160 MUREG/CB-3S37 

SIMULATED TORNADO UINO FIELDS AND OAHAOE PATTERNS 

METCALF.OB. PETEH80.N. fl E Tarai Tech Unlv FIN 11-4177 02/02/28 

Olvition of Health. Siting 4 Environment. 70pp. Available al 
NTIS 44 73 1212Q 107, 


B203040183 NUREO/CR-2471 

ANALYSIS OF THE PULSED NEUTRON ACTIVATION TEClWtQUe 

PERET-ORIFFO, H . BLOCK. R C , LAHEY. R T Rantialaar Polytechnlr Ind 
FIN A-404e E00-2t60 02/03/20 Olvition of Accident 

Evaluation 200pp Available at NTIS 12129;001 


6303040413 Forwarde two addi documentt in ratponae to FOtA ragvetl for 
Info rt actlvttlat of TMj Action Plan Staarlng Group 8ECY- 
80-230 It available In PDH 

ROBINSON, L NRC - No Oatallad Affiliation Given 61/12/30. 

SHOLLV.s e Union of Concerned Scientletm Ip 13137 062 


— 7912130237 Foruiardt draft NUREO-0440. “Action Plana for tnpl e nan t Irg 
Racommendat lont of Preeldant'e Comnltelon 4 Other Btudlat of 
TMt-3 Accident." Draft Intended for dltcutilon at Conmiatlon 
79121 1 meat ing . 

DENTON. H. 9 Office of Nuclear Reactor Regulation, Dlractoe. 
79/12/11 AHEaRNE.J F Comnletlonert 3pp. 12137 100 


--6003080392 Reapondt to Secretary 791228 mama 4 Commltalon 791331 
guidance 4 foruardi proposed definition of required aetloni 
bffore raeuniptlon of reactor 1 leant tng. Idantlf let apeclflc 
Hctntlng raqulramantt for naar-tarm tX applications. 

QQBSICK.L V. Office of the Eiecutlve Dlrattor for Oparaltcma. 
60/01/03 AHEARNE.J F Commltdonare. 13pp I3I37 103 


8203040434 NUREO-0346 V03 NOl 

BTAN0AB08 DEVELOPMENT STATUS SUMMARY REPORT. Data A* of 
Oacaicber 31.1981 And January 31,1982 (Graan Book) 

* Office of Managamant and Program Analyilt 82/02/36 23app 
12126 OOt 


8203040124 NUREG/CR-1497 ERR 

niaf "O” "''CLEAR POCER PLANTS 

Informai?^*4 oSc^milJl Conujj'"' V/J l/^"' ‘ISpp”' 


8203040430 NUREO-0020 VOS Nit 

licensed OPERATING REACTORS STATUS SUMMARY REPORT Data At Of 
October 31. 19SI. (Gray Boat) 

• Office of Haftagamant and Program Analyal*. 02/02/28. 290pp. 

Available at NTIS 12127: 001. 


0203040439 NUnE0-063a VO'J N03 

fACiL tries i.iCENBe Ai’PuCAttoN «ccnnt> <uhite Doo*) 

• Ot Man4ig»noilt and Progran Analgsig 02/03/20 SB(>p 

Avaltabld at NrlS 13129 314 


0203040436 MORE 0-0870 

FV 1903 OUDOET EOT I MATEO 

• DIvlaton of Oadgat 02/01/31. lOOpp Avallahla at Nltfi »3 OO 
13139 t33 


6303040437 NUnEO-0748 V02 NOl 

□PEPAriNO SEACronO l ICENUINO ACTIHNO GUWABV Pata A« or 
January 31 • 1903 (Oranga Oootl 

• Intarnal Information Byotam* Orancli 03/02/30 290pp Avallohip 

at NTIS 12134 001 


0303040994 "Evaluation of Licantoa Hasponac to MUHEO-0737 .item 
tl.B. 3 — Oatlgn Ravlaw of Plant Obtoldlng Edwin I Hatch 
Mucloar Plant Unit* I U 3 - OotViOlh 90-321 t. 90''Jb(., ” 
tacbnlcal avaluatlon rapt 

CLEON. M 0 EOt.0. Inc FIN A-643/ EOO-PHYB-9714 03/01/31 
OONOIEU. J N Division of LUonaing 14pp 12130 099 


8203090119 Foruardt handouts !• vlaugraphs (rora NRC Industry 620217 t. 1(1 
oaatlngs addrassing controversy rc i^at bsnaflts of water 
lawal Indicators In PURe Handouts to hr used for 020324 
naating on Inadaqvata core cooling Instrumentat 1 on 
STELl-tl. V. Coeunlttaa to Itavlsu Oanarlc Raqulrpmsnte 02/03/02 
EISENIIUr. 0. Qfflco nf Nucltar Haactor ilagulatlon. Director. 

JORDAN.e Dlractor's Offlca. Office of Inspactlon and Enforcement 
MAU3SHAR0T.D Office of Nuclear Material Hafatg «. 

Bafaguards* Director I79pp 12139 068 


8303090307 NUREO/CR- 16/2 V03 

RISK ABSEBSMENT METHOOaLCIOV DEVELOPMENT FOR WA9IE ISOLATION 
IH OECK.OOIC MEDIA Tarhcilcal Review of Oocumants 
NWEO/CR-l362,NUReo/CH-I37&.MllREO/CR-1377. NVREO/CR-1 397 t, 
NUREO/CB-IAOO 

8TCVCNS. C A . FULLUnUO. R A . OASIN. 0 (. Oc lance App I Ic et ions . tnr 
FIN D~6694 BAI-2A3-U1 -PA 03/03/30 Division of Risk Analysis 

I33p Available at NTIO 46 00 12176 31/ 


0303090319 NUflE0/CH--331 1 

btatuq of knouleooe of radiation CMORITILEMENI in UBA 
REACTOR PHEOauHE VESREL STEELS 

IIAUTMORNG. J R Navy. Dept of. Naval Research Laboratory FIN B-992C 
MRU MEMO nPT 47. 03/03/30 Division of Englnserlng Tachnology 

33pp Available at NTIO 43 79 13176 130 


□203090309 WJReo/CR-3467 

LOUER-eOVKD Htscc VALUER FOR DOLTINO HATERIAI.O'A LITERATURE 
BIUDV 

OOLOSCRO* A * OOllAB. 14 L Lawrence Livermore Laboratory FIM A-0401. 
UCRL-93039 B3/02/30 Division of Engineering 60pp Available 

at NTIS. 44 90 13176:033 


8200090310 bWRE0/CR-34Q7 

EVALUATION OF IAEA COORDINATED PROORAM 8TEEL8 AND UELOB FOR 
200 C RAOIATION EMDRIT1LEMENT REOtOTANCE 

JOtl/TIlORNC* J. R. Navy. Dept of. Naval Research Laboratory FIN B~9920 
rflL MEMO RPT 46 02/03/30 Division of Engineering Technology. 

4«pp Available at NT18 43 00 13176 091 


0203090361 Partial rasponee to FOIA request for four categories of 
dpcuaants rt technical criteria contained In App A to 
10CFH40. Eerusrds documents listed In App A 

FELTON. J. M Division of Rules and Records 01/09/38 FRANTZ. R W 
Kaaet. Park. McCabe 4. Beundsrs. 7pp. 13936. 0B9. 


-B3030903B3 NunEO-0173 

AOe-SPeCIPIC RAOIATION OOB(: COMMITMENT FACTORS FOR A 
ONE-YEAR CHRONIC INTAKE 

HOENEBfO.R . 80L0AT.JK. Brookhaven National Laboratory. FIM 
6-31446 77/11/30 llOpp 13937: 100 


--79I0IOO1O7 Concurs In plan to publish proposed rule re licensing 
rsquirasents fnr U mills as racommcnded In draft paper. Motet 
that question of long term effscts was not fully settled 
Hettar should be addressed in more detail. 

KEbMEKE.A Office of Policy Evaluations 79/09/00 ARLOTTO. 0. A 
Division of Engineering Standards Ip. 13939: 063 


8203100013 MMEa-0630 801 

lEClMtCAL URITINO STYLE OUtOE: AN ALTERNATIVE REFERENCE 
SYOTEN FOR MAC PUDUICATIONS 

s Division of Technical Infornstlon t. Document Control 92/03/28. 
t7pp. Available at NTIS 43 39 1S|9| 339 


B2031I0I49 Responds to 030133 Itr rdqoostlng Info re studies of Bin 
dtelgnad rase tort prapartd by NRC or OLU U/o and NUREO- 
0960. M/0EO- 0969. NUREO '064 S 6 NUREO-0667. 

OtRCKa. W. J Off let of th# Esecutive Director for Operation*. 
82/03/19. AL80STA. D House of Rep. 4pp. 13290:317 


0203120002 NURE0/CR'?994 

EX PER I MEN! DATA REPORT FOR GEM 1 SCALE M00-2A NATURAL 
circulation TEST S-MC-IO 

Q-CONMELL.TM EC8.0. Inc FIN A 6030 £00-2167 02/03/31 

OfPlCB of Mucirsr Reguletpr;, Research. Director 67cp Available 
NTIS 12352 000 


B303I200O3 NVJREO/Cn-3429 

DATA BASE FOR BaOIATIDN EVENTS IN THE COMMERCIAL NUClEAR 
fuel CYCLE 1950-1970 

BOOEAU. D tf . KULIEN. 8 J . LlRiER.C Argonne National Laboratory I 
A-2071 ANL/ES-123 B2/03/3I Office of Nuclear Regulatory 

Research, Director BDpp Avallohle at NT 15 12292 291 


B203I90034 Responds to approval request for info collection re 
suppression pool temp limits for BUR c ontai nrsents . per 
NURC0-Q66t . NunEO-0467 6 NuREO-0783 Request approved, per 
Paperwork Reduction Act 

ECURRY. N. Office of Management 6 Budget 02/02/26 SCOTT. B 
Document Management Branch 3pp 12239 333 


0203160336 Forwards Vol TV. "Licensing Review Group tl Position 
Papers." covering ll of 36 Issues 

HOLTZaCHEB.D L Licensing Review Group II H0LT2GCHER. D L 
Illinois Power Co U-0434 92/03/12 MILLER. JR Standard I lat J . 

f. Special Projects Branch 2gp 12307 074 24X 

Flchf 30-000. 02/03/13.0203160336 


--03O316O349 “Licensing Review Group TI Position Papers-*' Vpl TV 
e Licensing Review Group tl lEO-SO-06 B2/03/12 39pp 
1230 7 076 24X Flche 50-000.02/03/12.020 3160336 


B203I70173 NUREO-0340 V03 Nil 

TITLE LIST OF OOCUMENie MADE PUBLICLY AVAILABLE 
NOVEMBER 1-30.1901 

* Division of Technical Information 6 Document Control 02/03/31 
390pr Available at NTI6 12336 001 


82031 701 70 NURE0/BR-003S V09N03 

INFORMATION REPORT ON STATE LEGISLATION 

KERR. 0- W * LANDAU. M O Office of State Programs. Director 
02/03/31 Itpp 13327 102 


B203l70iei NUREO-0606 W04 NOI 

UNRESOLVED SAFETY I8BUE8 QUMtAHV Data As of February 
19. 1982 (Aqua Book! 

s Office of Managemont and Progra.n Analysis 02/03/31 48pp 
1 1361 263 


0203180431 NU'HEO/CH-2394 

LOCAL VULUrtE- AVERAGED TRANSPORT EQUATIONS FOR MULTIPHASE 

FLOW IN REOIONB COHTAIMIMO OlSTfllOUTEO 90HO BTHUCTUREB 

6IIA.U T . 800.9 L . CHAO. B T Argonne National Laboratory PIN 

A-3049 ANL-BI-69 02/02/28 Office of Nuclear Regulatory 

Research. Director 97pp Available at NTIO 12341 112 


0203160436 NUREO/CR-2490 

DETERNlNATlON OF SCALE EFFECT ON SUBCOOLEO CRITICAL FLOu 
JARRELL. OB . HALL. O O EOVO. Inc FIN A- 6043 EOO-2137 

B2/02/29 Office of Nuclear Regulatory Research. Olrecter 41p| 

Available at NTIS 12341 172 


0203100440 NUREO/Cfl-2437 V02 

LIOHT-NATEB REACTOR BAFETY RESEARCH PROGRAM Quarterly 
Progress Regort Agrll-June 1901 

MASSEY, U E . TTLL.C E Argonne National Laboratory FIN A-2016 
ANL-01-77 V02. 82/02/38 Office of Nuclear Regulatory Research, 

Olrectpr 90pp Available at NTIS 12341:063 


82031B0446 NUREO/CR-3627 

INAOeOUATE CORE COOLING INSTRUMENTATION USING HEATED 
JUNCTION THERMOCOUPLES FOR REACTOR VESSEL LSVEL HEAEUReMEMT 
ANDERSON, R L . ANDERSON. J L . MILLER. O.N Oak Ridge National 
Laboratory 0RNL/TM-B26e 82/03/31 Division of Systems 

Integration (post 8110051 140pp Available at NTIS 46 00 

13339:2 99 


0203160491 NURE0/CB-262a 

INADEQUATE CORE COQLlMO INSTRUMENTATION USING DIFFERENTIAL 
PRESBVRE FOR REACTOR VESSEL LEVEL MEASUREMENT 
MILLER. O N . ANDERSON, J L . ANDERSON. R L Oak Ridge National 
Laboratory. FIN B-D746. ORNL/ IM-8269. 82/03/31 Olvlelon of 

Byotern* Integration (poet 811009) MSpp Available at nTIB 
46.00 13340 034 


e203ie049& NUREO-0790 VI 4 NOS 

NUCLEAR REOLILAIORV C0MMIS8ICIN ISSUANCES November 1981 
• Divlelon of Technical Information *. Document Control G2/D3/1Q 
Comml 44 1 onvr s 164pp- Available at NTIS 12339:089 


510 
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R503ie04S6 NUqEG/CR'293? 

OtOlCOKAL CMABACTEBtZATtOV OF BAOtATION exPCSUBE AhO 
ESTIKATES FC9 IMHALEO UfiANIUM MlLLIf.C EFFLUENTS Annual 
Pra9r»»» Report. Aarll I'TOO-ftarc’' 1931 

E0IS3V-A F Loveldte Blonei t Environmental flataareh Inatltuta FIN 
A-1223 83/02/23 Olvition of Health. Siting t, Environment 

49pp Available at NT16 12341 019 


b; 03 1 80484 HUaEC/tFi-2333 V04 

nuclear haste ha-naoehenI technical support in the 
OEVElOPmENT of nuclear haste form criteria for the NRC Taet 
4 Teit Development Review 

AHN. T H • CZVBCINSKf.K S . FRANZ. E IT Broothavan National 
Latoratorg FINA-3138 Of4.-MOBEO-314Sa 93/02/20 Olvl&lon of 
Watte ManajeTent |99pp Available at NTIS 46 30 12340 102 


8303100363 NURE 0-0006 ERR 

steam CENERATOfl TUBE EXPERIENCE 

V Oivltton of Licensing 82/03/02 4pp Avalleble at NTI8 
12343 113 


0203190002 .'fJREC/CR-2333 V03 

nuclear HASFE management technical support in the 

t/EVELtPMEMT OF nuclear FORM CRITERIA FOR THE NRC laet 3 
Natloral Haste Paclage Program 

OavIS.M S Brcoihaven National Laboratory FIN A'3I38 
6»L-NUREC-3I4:e 82/02/28 Division of Uasta Management SOpp 
Available at NTI6 44 23 12333 236 


B20319CG04 NUflEO/CR-2333 V02 

MUClEAR haste MANAOEMENT TECHNICAL SUPPORT IN DEVELOPMENT OF 
nuclear haste form criteria for the NRC Tasl 2 Alternative 
TRU Technologies 

BICA.G . MACKENZIE Srookhaven National Laboratory FIN A-3l3n 
BNL'NUREO-31438 02/02/28 Division of Haste Management 222pp 
Available at NTIS 47 00 12392 326 


B203I90006 NUREO/Cfl-2482 VOI 

REVIEW OF DOE HASTE PACKAGE PROGRAM Subtaek I 1 - National 
Haste Package Program 

OAVIS.M 8 . SCHEHEITZER. D Brookheven National Laboratory TIN 
A-3164 BNL-NUHEO-51494 82/02/28 Division of Haste Management 
37pp Avellable et NTIS «6 00 12391 IB7 


8203190009 iA/fl£0/Cfl-2333 VOI 

nuclear waste MANAGEMENT TECHNICAL SUPPORT IN THE 
development of nuclear haste form criteria for THE NRC 
Task I Haste Package Overview 

OEVEL.R . LEE. B 9 . UILKE.R j. Srookhaven National Laboratory 1 IN 
A-3l3e B.NL-NJRE0-3149B 82/02/28 Division of Haste Management 
422pp Available at NTIS 49 90 12399:001 


CODE TO 

N THE HDR geometry 
ientlfU Laboratory. FIN 
te of Nuclear Regulatory 
le at NT 19 13334 236 


JMMARY report 04t4 As Of 
««k...<, B2/0.3/'>I. 300pp 


VN 


arch. 


8203190004 NuflEO/CH-2080 

A BEVIEH OF H2 DETECTION IN LlOHT MATER REACTOR 
CONTAINMENTS 

NEtDEL.e C ■ COVER. J E . CABILE.J 0 Sanilta Laborator 1 14. TIN 
A-1246 8AN0ei-O326. 83/03/20 Office of Nuclear Regulatoiy 

Aeeeareh. Olractor 63pp AvalUbla atNTin 13366 111 


0203190443 NuneO/Cfl-1736 VOI 

TE-CHNQLQOV. BAfETY ANO CQBI8 QF OECOMMtOatOMlNO REFEREIJCt 
nuclear research and 1E9T REACTORS Main Report 

KONZEK. 0 J , LUOHICK.J 0 . KENNEDY. U E. Dattalle Memdrlal lr«tltut|. 
pacific Northueit Laboratory FIN 8-3117 83/03/31. Division of 

Engineering Technology. 360pp. Available et NTIS aV 30. 

13369 032 


9203190446 NUREO/CR-3303 V03 

eODY-CURHENT INePECTtON FOR BTEAM OENEKATOfl TUBING PfltWRAM 
Ouarterly Progree* Report For Period Ending June 30.1901. 

POOD. C V . 0CE08.U E . KCCl.UNO. R H Oek R1 dge Nat I onel Leboratery 
FIN B-0417 0RNL/TH-ei6l 02/03/38 Office of Nucleer Refvlelorg 

Research. Director lOpp Available at NTIS. 13371:003. 


8203190432 NUnEO/CR-2461 

BUDCOOLEO and LOkf DUALITY FILM OOILINO OF MATER IN VERTlCf*- 
FLOM at ATMOSPHERIC PRESSURE 

FUNG. K. K. Argonne National Laboratory FIN A-3014 ANL-01-7tl 
82/02/88 Office of Nuclear Regulatory Research. Otrector 

Aval lab la at NTIS 13370:003 


8303190457 NUREO/CR-1736 VOS 

TECHN0U30V. SAFETY AND COSTB Of OECOMMieStON INO REFERENCe 

nuclear research and test REACTQRO 

KONZEK. 0. J . LUPUJCK.J D . KENNEDY. U E Battel le Kemoriei Inellivte. 
Pacific Northwest Laboratory. FIN 0-3117 03/03/31 Division ef 

Engineering Technology. 6B3pp. Available at NTI6. 410 00 
12367: 066 


8203240926 Forwards revleut of Science Appl Ic at lone. tn< final rept. 
NUREO/Cn-1672. Vo 1 3. *'Rl4k Asaeeonient Methodology 
Development for Haste teolatlon In Geologic Media.** Final 
rtpt Identical to draft rapt reviewed in Nov 1901. 

SILLING. 8. A High Level Matte Technical Development Branch 
63/03/08 KNAPP. HR High Level Waste Technical Oevelopaent Stamtl 
Ip 13419:333 


— 8303240936 Revteus Vol 2 of Stienc* Application*. Inc Tbpt.WIRLO/CM- 
1673. “Risk Aeseeinent dethotdogy Oevclopment for klaste 
Isolation In Geological Media." Limitations of ttatletlcal 
methods not adequately discussed. 

8ILUIN0.8. A. High Level Haste Licensing Management Branch. 
81/11/19. KNAPP. M R. High Level Waste Licensing ManagtaenI 
Branch. 3pp. 12419:333. 


8203390333 AddI rstponie to FOIA request for all docunentt prepared or 
received In connection w/preperat Ion of NUREO-0499. Forward's 
“Public Version of Generic Advertary Charac ter 1 1 1 1 c t. ’ tUI. 

FELTON. J M Division Of Rule* end Records 81/13/03 COCIMAN. t 
Natural Retourcet Dsfentt Council. Ip. 12416:003 


— 8303330343 Public version of “Generic Adversary Charac ter 1 4t I ca 
Rapt. " (U). 

8TEUART.J. B . DAV1080N. J J. . FULWILER.C H. Contingency Planning 
Branch 79/03/10 461pp 13416:009 


0303390398 Comments on NUREO-0839> "Human Factor* Accaplance Ctlleria 
for Safety Parameter Display 8us. " Accaptanea Criteria C 
should be reworded to altaw flektbllity for other meane 
which might prova superior. 

SHIELDS. 8 W Public Service Co of Indiana. Inc 46I*R89<«4 020 
02/03/10. CHtUK'S. J. Offica of the Secretary of the Coavelsslpn 
tp. 13413:343 


ITic 

of 

IIS 


6203390360 Comments on proposed role I0CFR61. Bupporte comments previdel 
by AIF. 

LEASBURG. fi H Virginia Electric li Power Co 46FR91776 049 
82/03/09. Office of the Secretary of the Commission Ip 
13413: 341 


8303390047 NUReo/CR-3636 

EX-CORE NEUTRON DETECTORS FOR REACTOR VESSEL LEVEL 
MEASUREMENT. 

ANDERSON. J L . ANDERSON. R . L. . HILLER. 0. N Oak Ridge Matlonel 
Leboratory. FIN B-0746 0RNL/T14-8367. B2/03/31. 01vt«t«n of 

Systems Integration (post 6110091. 74pp Aval table at NTIS •< 29 


0303190070 NUREO/CR-2577 

historical BEISHTCtTV IN ARIZONA 
DUBOIS. 8 M . S6AR.H L. . NOWAK. T 
83/03/38 Olvltldn of Health. 
Available et NTIS |3334 033 


A Arltana. Unlv. of. 
Siting 4 Envlronneikt. 


FIN 8-6798 
30Bpp . 


8303290090 NURE0/CR'2960 

DUALITY assurance FOR MEASUREHENTS OF tONIZINO RADIATION 
Annual Raport for FV 1981. 

EISENHOWER, E. H. , ERLtCH.H. , UDFTOa. T. P. Commerce. Dap t. of. PIN 
B-7899. 83/03/31. Division of Health. Biting I. Envl ronnent. 

lOapp. Available at NTIS. 44.90. 18443:014. 


0^033900 !)2 Nl/Rf: 0 /cn- 2;)33 

COHMlJf-lA TM»££-OIHtiNfllONAI. JN-VEflnEL 3IMI/LATION Of TIIC KFI£- 
tttflMAL MVOHAtiLlCO 

0 P D DM A NUB. If M . tillAi M J At'gonno JsiAttoriol labiirdtory I IN 

A-3049 AKL-CT H3-I 03/03/31 llffKe of Nut 1 t.ir Hugul^jtofv 

K««««tcAi Otr«(%ur UOpp Avallabte at tU tB 13443 3h3 


830D3V0097 Ituttponda l<i approval roriurst for Info iollertton re 
HUnE0-*07J/> c ) ar I 0 1 c a t ion of tMt actioti plan r •qulremant • %, 
rtlatad order*, paquaot approved per I’aparuork Neduclinn A«t 
nCURNV. M OF Pice of Manasenatit & Otidget. 03/03/01 Fruil.D 
Uccoment Managafnent Oranih 3pp |344;| 347 


3303390030 NUn £ 0/C «- 3304 

Cl LAN (CAl.COLATFll I OOICAI COACUAriON ANfi H£ nf‘0N4L I 
A OENCflIC TBANliPlWrAlION NErwORK MODEL FOR IMF CALCIJIAIIIIM 

or evacuation time cbtimaies 

MUF.LLCR.H 0 ■ UIIOANIK. T . I)F(iR(IB]FRI3. A F nattall* Me.nortal 
Intitule. Pacific Nnrthuetl Laboraturg FIN 0'3.3II. PM-:i//C> 

113/03/31 Olviaton of Fmerueiicg Preparedness I04pp Available 

at NTIO *3 30. 13442 157 


{1203390504 Cor.inent* on NIIC policy 9tate.sent re saPetv goals Opposes 
policy. 

MANTELL-A N Affiliation UnlnobR 49FR71033001 02/03/16 

PAI.LADINO.N J Cairnl 9S 1 oners Ip 13430' 303 


(1303390517 Coenents on NHC policy 
policy. 

KOEFMANN Affiliation Unlnoc-n 
Office of tbe Secretarg of the 


statemenit re safety goals Opposes 

4 SFn 71023 0 04 03/03/30 rMlI H.S .1 

Conriisslon 3pp 13430 211 


0303290333 Coiment* on NRC policy statei^ent re safety goals Facts re 
nuclear plant safety should be given to public 
I'AVSMAN. A L Affiliation Unlnotn 45FR71033 006 02/03/01 

Oocioting tr Services Branch 2pp 13438 313 


820329054R Cormants on proposed rule lOCFfl61 rs NRC proposed liioosiiiy 
regul reeren ts for land disposal of radwaste & draft Cis 
IN OREO -0703 I 

SEVERN, B R Oeoeral Research Corp 46FR51 776 093 03/03/19 

Office of the Secretary of the Corsistlcn 9pp 12434 343 


6203390061 NUHE'O- 01149 

AOENCV PHOCtOuREH FOR THE NIfC INCIDENI BEIJPONHC PLAN 
a Division of Emergency Praparedness 03/03/31 300pp Avnilabli- 

ai NTIO •« 90 1 3443 001 


02033903 76 Foruard* evaluation of ffevlalon 3 to NURE0-O312. 818 for 
nuclear puwar plants daaignad by C-E Orloflng prupoaed on 
cr after 020407 

DILLI.O, V Ragtonal Uparatlona 6 Oenprlc Haqulremanta 83/03/36 
OCNION, M R. Office of Nuclear Reactor Regulation. OIractur ;ipp 
13430; 394 


0303290969 Comnanta on proposed mafatg goals ra OA Oeneric 
a< cred I tat I on program for peer reviews suggested. 

FORBCIIER, F Quality Assurance Section 49FR7I033 COG 82/03/03 
CiltLK.B 3 Office of tbe Secratary of the Cor.mtsslon 3pp 
13438 333 


0203990970 Comsanta on draft fAinEO-0819. ‘Enargency Action Levels for 
LURs ' Engineering data should be provided 

THORPE, J R Oonaral Public Utilities - OPU Service Corp 4AF«6lie6 
004 03/03/17 CHILA-S J Office of the Secretary of tbe 

Commlaslon. 3pp 13434 094 


0203390 3 07 Cumnents on KUREO-OIIIIO Ooale for Nuclear I'uwoi 

Plante. '* Advocatea studying miaaing lafatg alternative by 
aspandfisg present study objactlvea to Include rovlou of 
tradeoff coat of beving area population proiolh reduced 
tCTI.U Rroobbaven National Laboratory 49FII7I033 011 02/03/13 

RATIIDUN, I) Office of I’ollcy Eva J uat 1 one. 3pp. 12430 391) 


B21X)29O301 Forwards enviroii coat eailrsataa forming basla of Rll*.’14 
ccaatanta on propoaad rules IOCFRi3* 19, 30,31, 30, 40. 90, 91. 61, 

70,73.170 I- lOCFRAl re proposed llconatng requtremanta for 
land dlapoaal nf raduieste par NURE0-O702 

hIITEL, J. II Argonne Nattoiia) Laboratory. 49FB91716 09l> t)3/l)'.l/D4 

RIH.EH. 0 H NRC - No Ustallad Affiliation Olven 3pp 12434 04/ 


0203390 3 94 Comment a on NUHCO-OnOO, ''Hafaty Ooala for Nurlear I’nurr 
Plante; Oiscusslnn Pmpsr. " opposing dtvelopmanl of 
document. 

NORTIinOP, J Audubon Society 49rn71023 007 H3/0;i/0 1 Ootlrtlng 

I flarvicas Oranth Kpp 12433 049 


6203390418 Comment* opposing proposed rule I0crn90 ra safety goals for 
ruclear ppuar p lante. Numar leal goals ars too high 
Probabllltic risk asssssmsnt Mgbiy uncertain teclmiqua to 

IS* 

NAXUFlfA Oypacuea Univ. 49iFR7IU33 003 03/03/19 Dockalltip L 

Sarvlcea Branch. ip 13437 033. 


0303390423 Commanta on 820311 propoaad policy atatamsnt ra safely goals 
far nuclear power plants 

IVIVQ>8. E. Affiliation Uninoun 49Fn7l033 OlO. 02/03/00 
Oocleting !• Service* Drench 3pp 12437 046 


03O339O42O Cdmment* by PA Uapt of Environ Resource* 
'Bsfpty Oofls for Nucitar Power P Ian ts; D1 ac u* s Ion 
Apparent dltcrspancy in numerical goals should be 
prior to f inalliatton. 

DOANSIFE.W R Penney Ivanla. State of. 49FH71033 
Office of th* Beerstary of the Commission 3pp 


on NUREO-008D 
Papar " 
resolved 

008 82/03/19 

12436 176 


0203290473 Cummeol# on NUREO-OOOO "Proposed Policy Otatament on Bafety 
gtsis for Hue leer Power Plants ** Opposes policy 

LENIO«M 1. Affiliation Unknown. 48FR7I023 009. 82/03/10 Office 

of th* Bscrstary of th* Commission 7pp 13430 179 


U203300I36 Foruard* tomrents on draft Nl,REO-O099. "Ouldelines fn» 
Preparation of Emergency Operating Pr oc adu r ea, Reso I u 1 1 on of 
Public Comments on NUREO-0799 " 

nCLOEOROE.L 0 Comnonuaa I th Edison Co 3734N 02/03/36 

OCCKHAN, 0. II Otvlalon of Human Factors Safety 3pp 12449 012 


8203300231 Forwards "OWH Control Rod Drive Syt Vasael Inventory Netrup 
He la Aspects of NIJRC(1-0619. ” 

POWELL, P L. Oeneral Else (rlc Operating Plant Owners Otoup. 

02/03/26 FAULKNER. II Standard I lat I on b Special Projects Branch 
Ip 12446 096 24K Flche 90-000.82/03/26.9203300231 


--8203300240 “DUR Cuntrul Rod Drive Byi Vessel Inventory Maieup llatp 
Aspects of NUREO-0619 " 

» Oeneral Electric Operating Plant Owners Qroup 82/03/24. llpp 
13446 097 24X Flcba 90-000.82/03/36.8203300231 


0203300303 NUREO-O4n9 V04 N02 

eySTEMATlC EVALUATION PROGRAMS STATUS BUHMARV REPORT Data As 
Of Februarg 28.1902 (Broun Oooil 

a Office of Management and Program Analysis 82/03/31 90pp 
Available at NTI0 12460 092 


0203300306 NURE 0 /CR-aai 2 

AM EVALUATION OF GROUND PENETHAriNO RADAR FOR ABBEOSMEMT OF 
LOM LEVEL NUCLEAR MASTE DISPOSAL BITES 

HORTON. K. A . MOREY, R M. . BEERS, R H Oao-Centers. Inc FIN B '6349 
Q(. 70-01-171 03/02/38 Division of Health, Biting L Envlronnpnt 

130pp Available at NTIO «6 00 13499 3l9 


0303310033 NUPEQ /C«-a6Qa 

RP.VIEU OF OEBtON APPROACHES APPLICADLE TO OFWATERINO URANIUM 
MILL TRAIL INOS DISPOBAL PUB 

OWINECHT.P J. , OATEO. T. E Battalia Manorial Institute. Pacific 
Northwest Laboratory FIN 0-3370 PNL-4150 02/03/31 Division 

of flaalth. Siting b Environment 39pp Available at NTI6 *2 79 
13463 306 


8203310300 Commant* on NUREG-0Q99, "Ouldallnes for Preparation of 
Enargancy Oparatltig Procedures. “ Intagrated approach to 
address all emergency raaponsa laauas recommended 

CUAVTON.F L Alabama Power Co 82/03/19 OOO&MAN.M PmeaduTSv t. 
Test Review Sraneb 2pP 13499 120 


8203290487 Comment* ois proposed roles 10CFR3, 19.20,21.30.40,91.61,70, 
13 t 170 h I0CFR6I re NHC propoaad llcsnttng ragu Irsmants 
foe land fllapoaal of radlowaate 4, draft EIS {NUREO-07021 . 

CAHILL. P C Environmental Protection Agency 46fR91776 091 
03/03/10 CMILK.B Office of the Secretary of the Cosmlaalon. 

12pp. 12434; 399 


6203390490 Comment* on NRC policy *tata»ient re •afety goal a Supports 

■ ALLEN. T.J. Affiliation Unknown. 49FR7I033 009. 02/02/27 

Offlco of th* Sacratary of th* Commission Ip 13434 319 


0203310436 Comment* on propdSad rulas I0CFR2. 19. 20. 21, 30, 40, 91 , 61 . 70, 7 
it 170 r* land dt*po*al of raduast*. 

SEVERN.RR OanoTpl Rastarch Corp 46fR30OBl 123 02/03/19 

Office of the Secratary of lb* Commission. 9pp 12494 062 


6303310903 Ack race ip t of B2O2O0 Itr providing comments re petition f« 
rcilsmatln# PRM-B0-30 Concern* r* d*tommi*si onlng have been 
addratsad In 0EI8 INUREO-0386) 

DENTON, M R Office of Nucleer Reactor Rtaulallon, Director 
46FR614B4 82/03/30 MARSHALL. U H Af f II latlon Unlnown, 2pp 

12494 060 
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NONDOCKETED ITEMS 


3^03310913 A 4 vi*«» f*t Co(ii«eot 95? on propooed fulo lOCFRSO 
• VJI lot) I I Ity of oes. f.'UBfO-0782 mMCOdPd 52 will 

"'’'occt»tIn9'’rS»rvlCH Brpncb 46Fn3|776 S2/03-'30 OotkPtlUfl S. 

Sorvicot Btanc*’- Ip 13493 030 


C0BH£SP0^0£^CE UlfH 01 HER 0RCA?ft7ATtDN8 


?994lV035i> For-j*rl* for t oniitu' tnt «• P* o?o»»l R«vl»lon 3 to Took Action 
Plan for Tail A-1 7. 4 y» tarai intarattlon In nuclear po»>er 

BOSS- 0 Olvi*jon of Project Manapement 79/03/0Q BOYO. R 9 
Dtvttion of Enjineerinp Standarde 8TEULO. V Dlvleion of Operaltnj 
Reactor! HATTSON.B J Oivlelon of Byetene 8afet« 39pp 
12779 311 


0202100170 Sulnite NftC poeiticn re C» value* that thould be Included In 
ANSI N13 11 Statement ihould be included In BI12I6 meeting 
record 

ALEYA’*0EB-R £ Occupational Protection Branch 82/01713 
EISE^hOuKR E Commerce. Oept of. National Bureau of Standard* )p. 

11909 203 

0233010001 Addl raeponte to FOIA requcat for 30 categorle* of document* 
re f<uREO-0660. "NflC Action Plan ■■ Poruiard* docunentt ll*ted 
in Appt A. 0. C & 0 Info partially i/ithheld (ref EOIA 
Eiamptton 5i 

FEV-ICN. J It 0 |jl»lor. of Rule* and Record* Sl/00/04 MAOOEN. I O 
Paye. Scholer- Fierman. Hay* Ir Hendlar 9pp 1275 0 006 

--6006030394 Ear;oard«. "Commltlf* on Reactor LIcenting <• Safety Statement 
on Ute of ProbaSllutIc Ri*t Attettment In Regulatory 
Proce** " Includes recommendations li (utrmary of lay pointa 
for t.RC consideration Requoot* rovltu t. comment* 

OtBBS. 0 C Atomic Industrial Forum 00/06/02. DENTON. H- R- 
Offtce of Nuclear Reactor Regulation. Director. 3pp. 12760. 32B 


--79I2I20479 "Contaln-ent Itolallon Provision* for Fluid Oys " 

* American Nuclear Society AN6-96 2 79/06/26. 62pp. 

Available at Standards-Settlng Or ganl lAtl on*. *34.00 12763.170 


--6OO2283I20 Comment* on A.V5 Bid "Containment Isolation Provltlon* fnr 
Fluid Sy* " Containment ieoletlon std should addreea 
provision* of purge valve* 

Tf*0Rh8t;R0. H 0 Division of Reactor Construction Inspection 
79/11/07 MORRiaCM.H « A*»l*t*nt Olrectnr for Osneral 
Engineering Standard* Ip 12763 051 


— 8003040446 Draft revision to AN3 3 1. "Std for Oual 1 f I cat ion b Training 
of Personnel for Nuclear Pouer Plant*." 

a American Nuclear Boclety 79/12/06 41pp 12774:351. 


--6203010392 "Cooldown Criteria for LHRs. - Draft 2. 

a American Nuclear Society. 60/00/31 IBpp 12794 OB3 


— 7912120479 "Conteinment Isolation Provisions for Fluid Syt. “ 

* Amtrican Nuclear Society AnS~ 56 2 79/06/28 63pp 

Available at Standards-Settlng Organl lation*. *34.00. 12763:176. 


--6002060416 Responds to 791207 memo re review of draft AN8 Std 3 5. 
"Nuclear Power Plant Simulators for Use In Operator 
Training " Fowards comment* 

BRYAN. S.E Division of Reactor Opsrttlon* Inspections. 79/12/19 
HCRRISDNiW m Assistant Director for General Enginoerlng 
Standards 3pp 12772 172 


--G002060420 Forwards draft ANS Std 3.5. "Nuclear Power Plant Simulator* 
for Use in Operator Training." for review b comment* 

MCiRRtSON. M « Assistant OiTtctor for OensTsl Englnesring 
Standards 79/12/07 VASSACCO. 0 B. Division of Project 
Management HOSELEY. N c Division of Reactor Oparatlon* 

Inspections LEUINE.S Office of Nuclear Regulatory Resaarch* 
Director tp. 12772217 


6013240038 Forwards draft std order for DOE uort "Indian Point 3 - By* 
Interectlpn Evaluation." to 8an Francisco Opermtione Ofc for 
approval Btatament of wort end. 

ROSS. 0 F. Division of Systems Integration (pra SHOOS) FIN 
A-0409-1 BO/ll/07 LAORONE.J 8 Energy, Dept of Bpp 
12776:043 24X F Ic he 90-000. SI /OB/04. 8203010001. 


—8001220949 Summary of 791114 meeting w/DRNL in Bathosda.flD re reevlt* 
of QRNL study, "Simulating Training Practice*. * Study 
recommends consistent procedure for determining which 
malfunctions to include in training program. 

UIEBE.U. 8 Raactor Systems Standard* Branch. 79/11/19. 

UENIINOER. E- C. Reactor Bystems Standard* Branch. 3pp. 12771:076. 


— 7011010160 Forward* NRC Form 173 raRuaetlng DOE acceptance of chanjr If 

HINOOUE. n B Office of 8tandard« Oavolopment. Director PD/09/I9 
ROSEfl.H E Energy. Dept of Ip 12779 157 


—7611010192 Standard Order for DOE MoTt;”8y» Interaction Mefiodology 
App 1", award ed to Sandia Lab. 

KJNCQUE.R D Qfftc* of Standard* Oovalograant. Dlractor e Uandl* 
Laboratortoi 70/09/19 2pp 12779 130. 


— 7904190203 Provide* comment* on end consultant rept to ACRB Flanl 
Arrangemonts Subcommittee re its 701023 meeting on Sandle 
study of Task A-17 sytlems interaction Dooe not dleagrac w/ 
comments inbH-7 ACRB b RD-23 Nu Safetyl 

NOROERO. J. Engineering Methotology Standarde Drancli. 79/03/19. 
ANOElO. J Light Mater Reactor* Branch 1. Ip. 12707:024 


— 7907190217 Forward* spec If ic comment* on second Interim rept re eye 
interaction study b on fault trees, in respon*# to 790312 
memo Believes thet study will pTodut* usefut rseulie. 

IP b C-l-3 Leboratorleel Facsimile sve requests and. 

NOR8ERO, J A Engineer Ing Metholologu Standards Branch- 79/05/22 
ANOELO. J Office of Standard* Oevalopmant. Director 9pp. 
12703:279 


B2030100B3 Forward* comment* on DOE draft »uppl to EtB on LWBR«*tr 
DOE request In 011102 FR DOE should prepare updated 
cost-benefit snalyslt for progrom. 

CHECH, p 8 Clinch Rivar Breeder Reactor Program Off lea. D2/02/CO 
KORNACK.W H Energy. Dept of 3pp 12076:326. 


6005220447 Forwards draft AN91/ANS 36 3. "Contalnwerit tsolstlon 
Provision* For Fluid 9y*. “ MRC comment* l> draft Reg fluid# 

I 141. Revision I. "Containment I solat ion Pr ovlsl on* far 
Fluid Sys. " Requests bsllot action by S00306. 

MORRtSON.UM. Assistant Director for Oensral EnglPtering Otandard* 
90/04/17 hurley, T. Division of Reactor Safety Research 8pp 
12764: 192 


0203030207 Speech entitled. "LER Rulemaking TMI Action Plan Ham 
I E.6, " praeented at ANS 011130 wtntar masting. 

hESDON.F. J. Office of Menegement and Prograsi Analyels. 01/11/30 
9pp 12111:350 


6203080260 Forward* latott revision to "Significant Evaluation b Info 
Networl (SEE- IN) ” Changat cover arrengements for 
cantrallitng program «gt responsibility. 

MlLHlNBON. E. P. Inttltut* of Nuclear Power Qpsratlons. 02/051/01. 
DENTON. HR Office of Nuclear Raactor Ragulatlon. Director Ip. 
12194- 180 


--820308026S "eipnlflcanl Event Evaluation b Info Network tBEE-IN). " 
* Institute of Nuclear Power Operation* 82/01/31 42pp 
12154 IB2. 


6203090265 Respond* to 620106 memo ra NRC contract support for NCtlP. 
Fund* thould continue to be awarded to NCRP to support 
general operations. 

HATTSON.R J. Division of Systems Integration (post OltflOSt 
62/01/29 HILL8 .ua Haalth Effects Branch. Ip. 12192 101 


—8203090295 Forward* NCRP 011307 Itr requesting that NRC consider 
pofslblllty of providing contract support for NCRP efforts I. 

UJ Dtreks 811109 ttr supporting ute of NCRP to address 
issues of rndietlon protection. 

KILLS, U.A Health Effects Sranch. 82/01/06. MlMOOUE.RB Offlta 
of Nuclear Regulatory Research, Director. DAVIS, J. 0. Office of 
Nuclear fiaterlal Safety b Safeguards, Director. DENTON.If R Offlt* 
of Nuclear Reactor Regulation. Director. 2pp. 13192:162 


— 6203090302 Requests assessment of possibility of NRC contract ouggoet 
for NCRP work on X*-t22. acc Ident generated wastewater, do** 
reduction efforts b actinides. 

NEVtH R. National Council on Radiation Protactlon t> Namsuremente 
01/12/07. MILLS. U A Health Effects Branch. Ip 12192:104 


— 6203090308 Bupport* NRC oss of HCHP to addT**s Isswss of radlatton 
protactlon. ha Hills appointed to be official NRC liaison 
rapresentat 1 V* to NCRP. NCRP 01 1020 ennual rapt of scientific 
commttta* activltlai and. 

OtRCKS, u. J. Office of the Eiecutlv* Director for Oparatlon*. 
Bl/tl/09. SINCLAIR, U.H National Council on Radlattor Pratectlan 
b Maasuramanta SSpp. 12193. 185. 


6203100133 Raspondf to approval raquaat for Info callacklon ra 
confldantlal statamant of employment b financial Interaeta. 
lOCFRO. 733-'28. Raquaft approved, par Paparworl Raductlon 
Ac t. 

SCURRY. N Office of Kanogamant b Dud gat. 02/02/09. SCOTT. 6. 

Qotument Management Branch. 9pp. 13317' 054. 



NONDOCKETED ITEMS 


£333103239 Qub''lt» T»tult» of uatcr c ont enlToli i>n« o» lO 

^•t#r **.-ipl** • N9C-02-O4f9 tp NRC“n2-37 Result? detfrririned 
liquid »clntMl«tion «pec tr oir« try 

OALCMeRT.NW Argonne NAttonol LaboratOf-g £12/03/31 SCKOMACHftll . H 
Rtgtori 3- Ol'flc* of Oiractor Ip 121Ut 334 


6203100371 Raaponda to approval raquaat for Info collection re equal 
acceea to jut 1 1 c e. lOCrflS Requett not approved 
6CURRV. M Office of Manageirent f> Dodge t 63/03/09 SCOTT, B 
Ooci*^«nt Hanagenent Branch 3pp 13217 036 


6293120109 Notification of 820319 netting u/Ue« t I nghoute ounart group. 
DbVI group. C-£ owntrm group S. IMOQ in Qotbaada.MB to 

dlacuae Induttrg EUP Inp I enenta 1 1 on attletance plan 
SCODNAN. rl J Proctdurea t, Tett Revle^>l Oranch. Q2/O3/0S. 

JICKANM. 0 L Procedorea <. Tett flevleui Oranch. 3pp. 13333 296 


6203130031 Heiponde to approval requett for Info collection re ordert 
to llcentaet on OUR tcratn ditcharge vol tgt Requett 
approved. per Paperwork Reduction Act 

BCl/RRY. N Office of Managar-ant t. Oudget 03/02/26 SCOTT. B. 
OocU<nent Kanagaoiant Oranch 2pp 12339 316 


6303130033 Forwardt requett for tlMO revleu (■ eupportlng etetement re 
IOCFR30 anieod concerning finenclal qua I I f ic et Ion No burden 
al 1 1 tie Ir-poted until NRC rulemaking It finallted t> 
effective dete for compliance It ettebltthed. 

OONOOHUE. 0 J Office of Admlnl t tret l on 03/01/03 f)IHAS9ER-A 
Office of tlenegeneht Ir Oudget 4pp 12393 233 


6203130034 Reeponde to approval requett for info collection re 
euppratelon pool temp llmltt for RuR c ontai nnante . per 
91 ,'flE 0 “ 0661 . NUflEO*0407 I. NUWEO-0/03 Requett epproved. per 
Paparitforlc Reduction Act 

SCURRY. M Office of Hanegenent l> Budget 63/03/36 BCOTT.fi 
Document Menegement Branch 3pp 12339 331 


6303160467 Reeponde to NRC 011030 Itr re operator qualifications <• 
tiame. Requaet * opportunltg to rtvlau Peer Panel rept or meet 
u/NRC & panel to pertlclpate in dlicueelon. Gtatue rept on 
induntrlal activltlee could alto be preeented. 

ECKERT. R M Atomic tnduetrlel Forum 03/01/12 DENTON. M R Office 
of Nuclear Reector Regulation. Director 3pp. 13303 334 


--OI120400S6 Ratpondi to 010930 Itr to Commleiionar Palledlno ro B10916 
pratentatlon concerning uptrator qua 1 1 f 1 c a t lone 8 llanauar 
ie NRC point of contact In arranging further meetlnge Four 
raqueete made at 010916 meeting art under c one 1 deration 
DENTON. kl R Offlca of Nuclear Reactor Regulation. Director 
Ql/lO/28. ECKERT. R M Atomic Induetrlal Forum 3pp 13303' 226 


9303220060 Foruarde detailed technical appe upon uhlrb draft rapt on 
Intarlffl eourca term aeeumptlon for amorgancg planning 6 
equipment qua 1 1 f Icat 1 one la beeed Conmente (> participation 
In B303IQ revieu meeting ualcomed. 

CIIEBTER.n.O Oek Ridge Netlonal Laboralorg 02/O3/0B Public 
OocUAent Branch. 200pp. 13393 001 


8303380499 Foruarde requeet for OMO revieu 6 eupportlng etatement re 
emand to 10CFR30. etde for radiation protection 

OONOOHUE. 0 J Office of Admlnl it ret 1 on 63/03/13 STBABSER.A 
Office of Henagement I. Oudget Ip 12392' 263 


— 0303330496 Advieee that OMR clearance package hat not bean revlaued bg 
Committee to Revieu Oaneric Requlrementt & that requirement 
o,ae Included in FY62 fCB 

SCOTT, fl. B Document Management Oranch 03/03/02. OONOOHUE. D J 
Offlca of Admlnl etratt on Ip 12392;266. 


6303830904 Foruarde raquent for QMB revieu I. eupportlng etatement re 
radiological contlngancg plant 

OONOOHUE. D. J. Office of Admlnl strati on 63/03/13 8TRA9BER.A 
Offlca of Hanagamant b Budget Ip 13393 210 


— 6203230307 Advlitt that QMB clearance package hat not been revltuad bg 
Commlttae to Revieu Oaneric Requlrementt It that requirement 
wa* not included In FV83 ICB 

6COTT.H.8. Document Management Branch 62/03/03. OONOOHUE. 0. U. 
Qfftca of Admlnl etratt on ip I2392'3I1. 


8303240340 Trfnecrlpt of 020233 workehop In Uaehlngton. DC re 
foracabttng electrlcltg demand bg etete aganrlte Pp 1*229 
e Oal Ridg* National Laboratorg. 02/03/23 330pp 13403 001. 


6303290048 Foruarde requett for 0MB ravieu fc eupportlng etatement ro 
reporting t recordkeeping requirement* of IE bulletin, 
elteretton of radlogrcpht of ueldt in piping tubattemb 1 let. 
OONOOHUE. D J- Office of Admin I ttrat 1 on . 68/03/16 BTRASSEfi.A. 
Office of Manegement *> Budget. tp 12443: 328 


8203290049 Reeponde to approval request for info collection re 
controlled copies of emergency plane RequaeC approvod per 
Paparieork Reduction Act 

SCURRY.N Office of Management & Budget 82/03/01 SCRTT.S 
OocU'hunt Managerent Branch 2pp 12443 343 


0203290093 Hsepondt to approval requeet for info collection re 
phgelcal protection of formula quantities at nonpou.er 
raactore Requeet approved per Paperuork Reduction Act 
SCURRY, fl Office of Manage 'lent t Budget 62/02/26 SCOTT. S 
Docu*'ent Manegement Oranch 2pp 12443 343 


0203290097 Responds to approval request for info collection re 
NunE0*0737. c I ar 1 f ic at ion of TMt action plan requirements 1. 
related orders Requeet approved per Paperoork Reduction Act 
SCURRY. N Office of Management & Budget 62/03/01 SCOTT.S 
Oocument Management Branch 3pp 13443 347 


8203390060 Reeponde to approval request for Info collection re IF 
bul let 1 n. al te ra 1 1 on of radiographs of welds In piping 
tubaet e/sb 1 1 es Request approved per Paperuork Reduction Act 
ECuRRY.ff. Office of Manegement !■ Budget 03/03/16 SCOTT.S 
Docunent Menegement Branch 2pp 13443 349 


020329034 1 Foruarde tij-*mary of DOE Radiation Emergency Aeeistence Ctr/ 
Treining Bite response activltlee for 1976-81 Sttuetlons 
cetagorlied es radiation ac c 1 den t s. rad let 1 on incidents 1. 

Inquiries re real or suspected eiposures 

TMIESSEN. J M Enorgg. Dept of 03/03/12 DEVOuYO. R C. Oirectur- 
Office. Office of Inspection and Enforcement 9pp 13433 00) 


0203310031 Transcript of 620319 public meeting re briefing on nuclear 
ppuer plant survey CINPO) in Nash Ing ton. DC Pp 1-61 
Scheduling notes t. INPO status t< evaluation program enc I 
• Comml 1 sloner s 83/03/19. 63pp 13466 394 


--0303310034 "INPO Status b Evaluation Program " 

UILKINSON.E P Institute of Nuclear Power Operations 03/03/19 
33p?. 13466 319 


PR PROPOSED rule 


0203030430 Disc usees normal schedule for Co'smlttee to Review Generic 
Requirements review of proposed rule Requests judgment on 
whether proposed rule I0CFR9O re hydrogen control should be 
reviewed by coirsklttee 

9TEELO. V Regional Operations 1. Generic Requirements. 46FR632c31. 
62/03/01 MtNOOUE.R. 0 Office of Nuclear Regulatory Research. 
Director. DENTON. H R Office of Njclear Reactor Regulation. 
Director Ip 12096 339 

0303040376 Notice of RP Wilson change of address Certificate of Ovc 
enc 1 

UttSDN. R P Oouth Caroline. State of 03/03/36 6pp 13114 34V 

03030901^*7 Submits work outline on financial aesuranc* portion of 
rulemaking for 830203-04 meabtngs on 10CFR61 rule. 

BEEMAN, n J Licensing Process <• Integration Branch 83/02/03 
NRC - No Detailed Affiliation Olven 3pp 12149 317. 


B3030900G1 Confirms telcon withdrawing paper entitled- "Status of NRC 
Rule on High Level Wacte Kgt. tOCFR60. ' from waste mgt 1902 
meeting 

KNAPP.M. R. High Level Waste Licensing Management Branch. 03/03/10 
MCCOMB. 8 Arltona. Unlv of Ip 13173 013 


0203090243 Offers no comments re 0E8 on I0CFR61. ''CltenBlng 
Requirement for Land Disposal of Raduaste " 

AM03. M fl Alabane. State of 46FH91776 83/03/01 NRC - No 

Detailed Affiliation Olven. Ip 12162 974 


02031101 IS Motioik to suppl record u/neu Info re length of time spent 
fuel In repository remains eo hatardous that feel must be 
contained within ueste package or Isolated from environ 
Certificate of Svc sncl 

JORDAN. W 8 . COCHRAN. T B Natorel Resources Defense Council 
JORDAN. W 8 Herir.on b Uelse 02/03/08 Cofiiml silonere 23 pp 

12914. 084. 


8203190311 Trenemlt* regulatory agenda at of 030131. 

FELTON. J. M Division of Rula* and Records. 03/02/24 SCOTT. D. 
Docu'sant Menagement Branch 120pp. 12310 139 


6203230900 neepons* to NROC 620300 mat Ion to suppl record u/ns-j info 
DOE dost not object to Cohen artlcl* but objects to 
remainder of notion. Cohen neulg published calculations do 
not detract from record Certificate of Bve end 

BROWN. 0 F Enargy. Dept of. 02/03/19 Comml seloners 10pp. 
12382: 1 66 


B30'J3A0170 Forward* Hsr l?CI2 'dPt »n tOCFP2 306 9«titl0>>6. 

listing pstitlont pending before llPR !• IE 6 final 
Jecleiont by llrectbrs before Cpfmlsbton Pof Foselble 
rvv tib 

hurray, j P fluleoaling & Enforcement Oivisicn 63/03/33 
OENICM. H R Office Of Njcteer Reactor Regulation. Oirector 3pp 
13397 133 


6303340173 Foruarde Feb 1963 status rept on 1CCFR3 306 petitions, 
listing petitions pending before KRR k tC 6 final decisions 
bg directors tefore Co'-nlsslon for possible revleu 
HURRAY, j P Ruler'allng fc Enforcement Olvlilon 63/03/16 
DENia.‘l. >< ft Office of ffuclear Reactor Regulation. Director 3pp. 
13397 115 


030335013? Cemisonts on proposed rules lOCFRS. l9. 30. 31. 30. 40. 9 1 . 61 . 70. 
73 I. 150 re land disposal of raduaste Submits corrections to 
C Oulg] Itr unlch misinterprets vle.s discussed during 
eOCeOA %slcan 

KITTEL. J H Argonne National Laboratory 46Fft3eO0l 130 03/03/36 

R0LE8.0 U NRC - NO Oetelled Affiliation Given 4pp 13414 067 


8303390193 Offers no comments on proposed rule 10CFR61 re DES fur 
"Licensing fte<)ui rements for Lend Disposal of Redueste " 

BELIO.E Tetas. State of 46Fft9I776 047 63/03/13 SHITH. O 

Division of Rasta Hanapement 3pp 13413 359 


□303330199 Offers no camsents on proposed rule IOCFn61 re CES for 
*Ltcensing Regulrements for Lend Disposal of Raduaste " 

REED.S Neu Heitco. State of d6Fft31776 046 83/13/33 nivisioii 

of fechnlcel Information 6 Document Control 4pp 13414- 156 


9303290347 Cor.-nents on proposed rule lOCFft71 re transport of 
radioactive matls Regulation should not be clsanged.due to 
safe history of fyce A special form shipments 

SCHtHMEL.R 1. Honsanto Ressartr. Lorp 44FR4S33S 039 83/03/34 

HOPRIf.-9.0 ft NRC - No Detailed Affiliation Olven 3pp 12413 S43 


6303390393 Comments on proposed rula lOCFRSO re emergency planning 
& praperdness for production 6 uttlliatlon fectlltias. 

Opposes rule Rule falsely assumes that lou pover operation 
poet! Insignificant risk to public health 

NEIER.P Nuclear Information 6 Raeource Service 46FR61132 064. 
83/03/01 Office of the Secretary of the Commission 3pp 
13413 163 


0303330394 Comments on proposed rule lOCF|t 69 re technical criteria for 
disposal of high level raduaste in geologic repositories 
Hod of rule uould enable criteria to apply to unsaturated 
as uell as saturated tones 

ROBERTSON. J 6 Inter lor. Dept of. Oaologlcal Survey 46FR39300 OQS. 
63/02/33. I41LLER.H J High Levtl Raste Technical Oavalopaient 
Branch |3pp 13413 187. 


0303290360 Comments on proposed role lOCFfi6l, Supports comments provided 
by AIF 

LEASBURO. R H. Virginia Electric 6 Pouer Co 46r03I776 049. 

83/03/09, Office of the Secretary of the Ccmmlseton Ip. 

12413 341. 


re reyulrerents for land 
kl 

SMITH. R D 


Ontrcil <• 


82/03/17 


supp 1 


. ft. A. 

I oners. 


R49I44 

Spp. 


n environ 


8303890138 Package of four Itrs opposing proposed rule lOCFflSO *9 'S 
environ quel i ficat ion of electrical equipment for nuclear 
pouer plants 

WESSEL. 0 Wisconsin's Environmental Oacade DOUOHTV.J Bifdctst 
Anti-Pollution League EDWARDS. D W Yankee Atomic EliCtrid Co 

47Fft?076 83/03/19 Ooc bating & Services Orsneh 33pp 

13430 833 


0303390139 Package of eight comments on proposed rule 10CFR5O f* 
environ qualification of alectrlc equipment for nucleer 
power pt«nt«. 

CARR. A V Duke Pouer Co. lOWE. P W Carolina Pouer 6 Light Co 
COOK.J W Consumers Power Co 47FR3876 83/03/24 CHILK. 5 J 
Office of the Secretary of tha Commlsetan 30pp. 13430 304 


0303390333 Comments on proposed rule 10CFW90 re draft suff lementa'-g 
guidance on hydrogen control for facility Oppoiee rule 
BAYNE. JP Power Authority of tha State of Neu Vork 46FR726i tCs 
03/03/23 Docketing 6 Services Drench. 4pp 12429 1B9 


0303390366 Comments on proposed rules 10Cm30.32. 70 6 190 re rkcyr]l-| 
radioactive scrap in consunar goods. Opposas rules 
COWARDS. C Affiliation Unknown 49FR7O074 3676 82/03/19 

WANOLER.H £ NRC - No Detailed Affiliation Olven Ip 12438 3«3 


8303390390 Comments on proposed rules 10CFT130i 33. 70 I. 190 re eieaptiv^ 
licensing h regulatory requirements of ladloactlva 
contaminated metals. 

flISCHOF.K Sanate 49FR70074 3647 B2/02/10 MANOLCA.M E, fPf - 

No Oatallad Affiliation Olven tp 13436 397 


8303390301 Forwards environ coat astimatee forming basis of 611214 
comments on proposed rules lOCFRS. 19. 30. 31. 30. 40. 90. 01 ■ 61 . 

70.73.170 h 10CFR6i re proposed licensing requlremants for 
land disposal of radwaata per NUREO-0763 

iilTlEL.O H Argonne National Laboratory 02/03/04 BOLES. 0 VI hp ' 
- No Detailed Affiliation Olven 3pp 13434:047 


8303390320 Comments on propossd rula 10CPR30 re Immediate raportlrl 
requirements for operating nuclear raactore. 

WITHERS. B O Portland Oenarat Elactrlc Co 46FR6t894 020 
B3/03/16 Docketing 6 Services Oranch 3pp. 12433:116. 


0303290327 Comments on proposed rule t0CFR90 re proposed changes to 
immediate notification requirements for operating nuclear 
power plants. 

COUNSIL.U 0 Connecticut Yantes Atomic Power Co CaUSSlL.ti C 
Northeast Nuclear Energy Co (suhs of Northeaet Uttlltlesk. 
COUNSIL.U 0 Northeast l/tllltla« Service Co 46FR6ie94 019. 
02/02/24 Docketing 6 Services Branch 3pp 12433 026 


--8303390333 Bubmits specific criteria established by util to iapleac-t 
requirements of 10CFR90. 73. "Notification of Blgnlflc«nt 
Events “ 

COU.N8tL.UO. FEE. U f. Northeast Utilities. 46FR6ie94 81/03/27 

DRIER. B H. Region I. Philadelphia. Office of the Director 2r|p 
13433:029 


6303390330 Comments on propossd rule 10CFR90 rd environ qual If Icatsch 
of electrical equipment for nuclaar pouer p lants. Op poees 
rule 

WAR8H0U. J L Affiliation Unknown. 47FR3S76 013 63/03/18 

Docketing t< Services Branch. 2pp. 12433:169 


0303390333 Forwards comments on proposad rule 10CFR90 concerning 
Interim requirements re hydrogen control. Proposed rule Is 
significant otenslon to preeent regulation l> practice 
containing elements found strongly objectionable 

RAHE. E. P. Uestlnghousa Elactrlc Corp. 46FR62381 003. 62/03/If. 

CHILK. 6. J. Office of the Secretary of the Commieslon 9ag 
13433 136 


6303390338 Forwards package of tuo comments on proposed rule 10CFR90 
environ quail flcation. Inadvertently omitted from AIF 620319 
submittal of Comment 34. 

* DotVsting L Services Srench, 47FR2676 03* 82/03/29. 

Docketing 1. Services Branch. Ip. 12433.090. 


--02O329O346 Package of tuo comments on proposad rule I0CFR90 rp env*^* 
quat If icatlon of safety-related electrical equipment. 

ECKERT. R.il . HOWELL. 6 H. Atomic tndustriel Forum, 47FR3876. 
62/03/25. DENTON. H. Office op Nuclear Reactor Regulation. 

Director. 23pp. 13433:091. 


8303290346 Comments on proposed rule I0CFH90 concerning Interia 
requirements re hydrogen contro 1. dust If teat ton should be 
provided for 73X clad reduction. 

ROBERTSON. C. 0. Houston Lighting h Power Co, 46FR632ei Oil. 
82/03/Oi. CHILK. B.J. Office of the Secretsry of the Commission 
3pp 12433.080. 


2/03/12 



6 3*0 32901170 Rtvpondt to (330200 inqulrg re RA (. ambert objocttun to 
propctod Tulct I0CFR30'32> 70 ti ISO doregulotlng siKalted 
«llov« containing residual tontooilnat Ion of cortaln 
radieactlvt matlt. 

XAfVifRER* C Ofrict of Congressional Affairs <>3K(}70074 3644 
02/02/32 LUNO.C House of Rep 2pp. 12432 340 


8303290393 Cc/snenls on proposed role 10CPR3O re hydrogen control 
Requirement should begin )o/analysit to determina hoei much 
hydrogen ten be gonereted during worst cast accident rather 
then eeeusit lerge amounts generated 

HAORt0-D 0 Florida power Corp 3F-03a2-35 02/03/33 CHILK. G J 

Office of the Secretarg of the Ccumnl ee 1 on 2pp. 12439 341 


0203290396 Requests that comment period for proposed rule lOCFAbU 
re environ qualification of slectrlc equipment for nuclear 
power plant be extended to correspond w/comment period for 
dreft reg guide. 

PARKER. U O Oule Power Co 47FR2a76 004 B2/03/29 CHILK. 3 

Office of the Becretary of the Commlselon Ip 1243? 204 


0203390406 Comments on propossd rule lOCFRbO re interim requtremente 
on hydrogen control Opposes rule. Interim rogulatlone should 
rot be Issued until proceedings completed. 

DRAOGl.'RV. R 8 Btone 6 Uebster. Inc 46FR62201 00 4 02/02/24 

DccleClng 4 Services Branch 4pp 12437 169 


0203390419 Comments opposing proposed rule 10CFR90 re safety goals far 
nuclear power plant s . Numor I cal goals are too high 
Prpbebilltlc risk essessment highly uncertain technique to 

use. 

HAsUR.A Syrecuee Unlv 49Ffl71033 002 Q3/03/19 nockotlng t 

Cervices Brench. Ip 124 37.032 


6203290416 CcmmentS on proposed rule 10CFR90 re environ que 1 1 f I ca 1 1 on 
of electric equipment for nuclear power p 1 ant e. Opp o see rule 
Rule neither clerlflas or strengthens NRC stde. 

HtATT. a L Affiliation Unknown 47FnSR76 011 02/03/19 

Docketing l> Bervicet Drench 3pp. 12437 030 


8203290420 Forusrde constituent comment on proposed rules lOCFRJO. 32. 
79 It 190 re etemptlon for contaminated smelted alloys 
Opposes rulse. 

CRANDTON. A Senate 49FR70Q74 3671 62/03/09 Office of 

Corgresslone I Affaire. 3pp. 12437:019. 


0303290421 Package of 12 comments opposing proposed rule lOCFRSO ro 
environ qualification of alectric equipment 

OARV. B J. Teies Utilities Oenerating Co FAY. C H Uisconslci 
Electric Power Co ECKERT. R. M. Atomic Industrial Forun 47FH2t)7A 
02/03/23 Off lea of tha Dacratary of the Comntstlon. lOOpp 

13436: 266 


8303390426 Cornente on proposed revltlon to 10CFR90 re environ 
quellf icatlon of electrical equipment for nuclear 
fac 1 1 1 ties. Bynerglet Ic sffacte must be esplored to determine 
if significant effect on equipment evident. 

LEUI8.H. 1. Lewie. M 47FR2876 OOB. 02/03/OB, Office of the 
Becretary of the CaiMoletlon. Ip. 12437' 040. 


6303290-430 Peckega of tuio comments on preiposed rulat 10CFR30. 33. 70 b 
190 re exemption for contaminated smelted alloys. Opposes 
rules. 

eDVLC.r Affllletloo Unknown. 49FR70074 82/03/10 WANOUER. N 0. 

Office of Nuclear Regulatory Rseearch. Director 3pp 13436:174 


0303290431 Offers no commonts an propossd rule lOCFRSO to strengthen 
snvjTon qual 1 f Icetlon of electrical equipment. 

SLANCHARD.B. Inter 1 or> Dep t. of ER 82/131 02/03/10 Office of 

the Secretary of tha Commlselon. Ip. 12436: 163 


6303290432 Coeimentt on proposed rule re Interim requlramentx for 
hydrogen cent rol. Prop oeed rule should only address non- 
tnsrted. smal I vol. low prtasura contat nmante . 

CLAYTON. F L. Alabama Power Co. 46FR62281 006 82/02/16 

CHILK. B J. Office of the Secretary of tha Commission 3pp 
12436 160 


820339043S Supports proposed rule iOCFROO re environ qual If icetlon 
sf electrical equipment for nuclear power plant. 

COUhtatL.M. 0. Northaaot Nuclear Energy Co. (subs of Northeast 
Utllltlte). COUNBIL.H. 0 Connecticut Yankee Atomic Power Co. 
47FR3fl76 003 . 08/02/10. Oockattnp (■ Services Branch 2pp. 

12436 264 


8303290440 Forwards SJ Goodman. 0 Goodman b T Ooodran 620120 comments oi 
proposed rulse ICCFR30. 32. 70 b 130 re exeirptlon of low 
enric'-ed U b Tc'99 from licensing b regulation Requests info 
re inquiry. 

ORADLEy. a Benste 49FR70D74 3679 83/03/16 KAIDIERER. C Office 

of Congressional Affairs 3pp 12436 140 


0203S90441 Cornents on proposed rules l0Cni30 . 32. 70 b 120 re 
radioactive metis In consumer goods Opposes rules 

hlNT.M 8 Affiliation Oninewn 49FH7C074 3690 82/02/17 NRC - 

ho Detailed Affiliation Olven ip 13436 208 


D203S9C444 Comments on proposed rule IOCFR30 re environ qua] 1 f I (a t Ion 
of electrical equlprvnt for nuclear power plants Editorial 
b content clangss recommended 

OONZON.L L. Sandla Laboratories 47FR3876 006 62/03/01 

Ooctetlng b Services Branch 3pp 12437.037 


6203290491 Comments on proposed rule lOCFRSO ro immediate notification 
requirements for operating nuclear raac tor ». Opposes rula. 

CURTIS. N Penney I variia Power b Light Co 46FR61694 019 

82/03/19 Oocketlny b Services Branch 3pp 12436 353 


0203290494 Comments on prepoted rule 10CFR5O re interim requirements 
related to hydrogen c ontro 1 . Fur thor interim r equi ror-int s 
rslatec to control of hydrogen gensreteC from degraded 
core accident not warranted 

SCHERER. A C Combustion engineering. Inc 46FR6229t 007 88/02/23 

Docketing b Services Branch 4pp 12436 249 


0203290460 Comments on proposed rule 10CFR90 re Immediate notification 
roqulremonls for operating nuclear reectore 
BECKHAM. J T. Oeo.rgla Power Co 46FR6ie94 016 83/02/19 

Oocletlng b Sorvlcse Branch 3pp. 13439 Il7 


G203890461 Opposes proposed revision to i0CFR9O. “Interim 
Requirements re Hydrogen Control." Propoted rule falls to 
exempt plants using fual clad iw/stelnless stool w/e 
hydrogen production problem 

PARKVN. 3 D Af f I I let ton l/nknoun. 46FR6228t 83/02/10 Office of 

the Secretary of the Cormiselon 2pp 12439 119 


0203290464 Package of three comments opposing propoted rules 10CFR30> 
32.70 b 190 re use of radioactive metis in consumer goods. 

LUJAN.H Senate. 49FR70874. G2/02/23 Office of Congressional 

Affairs 7pp 12433 203 


0203290469 Coments on proposed rule to I0CFR9O re Interim 
requirements for hydrogen control No justification provided 
for choice of 7911 metal reaction design basis. 

CAHN.A L Bechtel Corp 46FR6220 I 010 02/02/26 Docketing b 

Services Branch 9pp 12434.348. 


0203290466 Package of 14 comments opposing proposed rule 10CFR90 re 
environ que 1 i f d c a t lone of electrical equipment for nuclear 
power plants 

OUlOO.C Pollution Environmental Problems CAREY. J Duqueene Lighi 
Co. CLEETON. A R Affiliation Unknown 47FR3a76 82/03/22 

Docketing b Services Branch. 46pp 12434 39B. 


0203290467 Coniicents on propoted rule 10CFR50 re environ qua I i f I co 1 1 on 
of eloctrtc equlpmont for nuclear power plants Ouestlons 
whether propoted rule applies to equipment located in 
harth b mild environs 

CLEA60N. J F. Myle Labors ton* • . 47FR2876 028. 62/03/18 Office 

of the Becretary of tha Commleslon. Ip 12439.296 


8203290476 Package of 16 com.iiente opposing proposed rules 10CFft30. 
32.70 b 190 re redioective scrap recycled in coneum.ar goods. 

RQS8MAN, 0 . LIBRIC.J Affiliation Unknown. STACK. R M. Affiliation 
Unknown 48FR70074. 03/03/03 WAhOLER.M E. Office of Nucleor 

Regulatory Re teerch. Director IBpp 12433 124 

8203290480 Corervsnts on proposed rules 10CfR30> 32. 70 t> 190 ts recycled 
radtoectlvs scrap In consiimdr goods Opposee roles 
HANSEN. 8 Affiliation Unknown 49FA70874 3670. 82/03/10. 

UANOLER.M E. Office of Nuclear Regulatory Raseerch. Director Ip. 
12433:090 


0203290487 Comments on propc>sed rules 10CFR2. 1 9. 20. 21 . 30. 40. 91. 61 . 70. 
73 b 170 b 10CPR6f re NRC proposed licensing requirements 
for land disposal of radiowasta b draft Et8 (NURCO-0782). 

CAHILL. P.C. envlronaeotel Protection Agency 46Ffl390ai 122 
82/03/18 CHILK. 8. Office of thf Secretary of the Commltsion 
12pp 12434 299 
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CO ffCfiOteO tUlt» l\#Vrnw\> iv 
far oporotin) nwcl»ar 

.U» Ccrp NtCHOLS. r C South 
. j H V*nl*« Ato*>lc Co 

I Sfvlcta Branch 6pp 


i't-DJ iO'IBS Partaja of t«>a cor»tnta en prepote^ rula lOCPflSO- 
r.stttitaMsr t ««<jir«»tnt tor oparattnf raactora _ „ i*. 

CEtCEOPCE-i. 0 CcrhOrwaalth Cdiacn Co paRmEH. W 0 Pula Poupr Co 
4»fRSia?a e2/02p'25 Coctatlnt * Sarvicaa Branch 3pp 
jjaaa s «2 


Cct.nanta cn propoaaO Tula I0CFR50 ra anviron qoaM ^ 1 cat Ion 
cP alectrtc aquiP<^aTt Por ncclaar pouar plantt Oppoaaa 

6^■^^C•^£r.S 0 Waihtnjt on Ruolic Povar Sopply Syalam ♦7FB287t> 053 

82/03/24 Cociatin; B Sarvicaa Branch 3;p 12434 236 


alloga Oppotaa riiloa 

CePeBRABI.O Af# mat ion Unknown. 

AfPlIlation Olwon Ip 13438. 189 


02/01/17 


0303290573 Paekaga of thr«e eonnanti on propo«*R nula lOCFftSO f* 
lina;adlat« nottplcatlon ra<iolramant» Por oparatlng ntitlaar 

FAV^rw* U1 a cons in ElactrU Powar Co PRATT. C II ! ” * ' J 

oP tha Stata oP Naw Vork TIEHNAM.J. A Daltlmopa 9a* t. /’ 

44FB6ie94 02/03/33 CMll-tt.S J Of9U» oP tha Sacratang of »-* 

Coni^lftiiion lOpp 15430 323 


8303290574 Coa manta on propotad vula tOCFR90 rm ravlaid ratoPtmi 
raqulramanta for nut lean powtr plant Oparat Iona- Supper t* 

THORPE. J R Oanaral PoUU Utllltlaa - OPU BarvICa Corp 4*n»«ie<* 
006 02/02/17 CHILK. 8 J OPflta oF tha Sacretaril of 4ha 

Comml talon 3pp 12430 321 


a;>'3i^0536 Ct.'-vantt on prapoatC Tula* ICCFRSO . 32. 70 I. 150 ra racqclad 
roPicactiva acrap In ccr.cumar gcodi Oppoaaa rula 
ptfiCvlARO-B AfPIVlatlon Unknown 45FR709 7 4 3677 02/02/24 

UAWOtER.P € OPPica oP Pluclaar Ragulatcry Raatarch. Oiractor Ip 
12435 113 


e;'.3i?0S4i Cc>r.ia/it« In support oP propoaad rula 10CFR30 ra Pull 
• upa'vsaicn oP amargoncy altitrlcal aqolpr-ant at operating 
pc»ar plantt Early laPdllna thculd t>a ra-ulra4 

.Gi,-*.;.F Bnargy Paopla. Inc 47Fn2076 009 02/03/11 Docketing 

I Sttvicaa Qrancr Ip 12435 1]4 


0203290547 Connanta eppoaing propoaatf rule 10CFR50 rt Qua 1 1 P 1 ca 1 1 on of 
tnargtnty alactrical aQuipmant at operating power plants 
Oota rata acceleration .*jat Oa permitted 

1.ASAY.3 3 Okonil* Co 47FR3876 005 03/03/23 Oockating B 

Sarulcai Branch Ip 12434-220 


0203290973 Comment* on propoaad rule 10CFR90 ra environ qua I I f 1 • 1* ' 

of Claa* IE aqolpmaot. Pariod for commant* ahould be aatandad 
to coincide u/Oraft Rag Oulda 1-09. Ml 

BOOCHEV. O D. Haablngton Public Pouar Supply 8y*tan. 47FPSB7e '/■’k 
02/03/16 Oockating B Sarvicaa Branch 2pp 12430 398 

0303310436 Commanta on prOROttd rulaa I0CFR2. 19. SO. 81. 3-0. 40. 51 • 61 • '3 

B 170 ra land dlapotal of radwaata 

SEVERN, fl n. Oanaral Raaaarch Corp. 46FR38001 133. 82/03/19 

Office of tha Secretary of tha Coaxntaalon 9pp. 12494 063 

8203310450 Package of four conmanta on propoaad rwla lOCfRSO ra anvirsv 
Qualification of electric cQulpnant for nuclear power 
p ) •nt ft. 

WITHERS. B. D. Portland Oanaral Electric Co. BOOKER. J E Oulf Slats j 
UtlUtlsa Co. B\MCI.AIB,H. Aff i V tat ton link nown. 47FR2a76 
82/03/29 Docketing I. Sarvicaa Branch. 91pp 12493 ll7. 


0203270540 Cormsnta on proposed rule 10CFft6l rt ARC propoaad licetialng 
rsQuirsmanta for land .litpotal of radwaata B draft Eia 
INI/4EC-O702) 

SeVERN. R R Oanaral Raaaarch Corp 46FR5I776 092 82/03/19 

Ofaics of the Eacratary of tha Commlaalon Spp. 12434.343 


62C3270551 Package of two cemmanta on propoaad rula 10CFR90. ''Immediate 
notification RaQutrsrsnts for Operating Nuc Itar Reactors " 

KARSHALl.. J R Arkanisa Pc.rr B Light Co IEBROSKI.e L Institute 
of Nuclear Power Operations 46FR6ie94 02/03/01 Off let of tha 

Secretary of the Commlaalon 7pp 12434 203 


0203290953 Responds to dsnlsl of rsQUsst for extension on submitting 
coa.»snLa re propoasd rule lOCfSSO rsQutrkng foil aupsrvlslon 
of aoergency atsctrlcal SQulpment at operating power plant*. 
Commsnta will bs hand dallvsrsd oiv 820329 
REvnOLDS.N S Csbavotta B Liberman 47FR2876 S2/03/19 

CHICK'S O Office of tha Secretary of tha Commisston 2pp 
12434 091 


02O329OS98 Package of two co'^mants rsQuaating addi time to submit 
commentt on propostd rule I0CFR90 rt environ Qualification 
of omsrgoncy electrical aQulpnant for operating plants 
SIEPTOE.P P tsham. Lincoln B Beals. BOYER. V 9 Philadelphia 
Electric Co 47FR2876 B2/03/0S Docketing B Sarvlctt Branch 

3pp 12434 217 


0203310474 Package of *1« comment e on propotod role 10CFR90 r# anv(aca 
Qual 1 f 1 cat Ion of alactrlc aQulpmant for nuclear power 
Plants. 

HEED.C Commonwaalth EdlaonCo COHN.A.L. Bachtal Corp 
ROBERTSON. C 0 Houston Lighting B Power Co 47FR2676 63/03/39 

Docketing B Services Drench. 20pp. 12493' 097. 


6203310409 Package of tl« commant* on propotad rule 10CFR30 ra arwlrcn 
Qualification of olactrlc OQUlpmant for nuclear power 
plants. 

utTTL.B L Public Service Clactrlc <• Oa* Co of Naw Oaraag. 

SCHERER. A E Combustion Englnaaring. Inc ca/NSfL.HO Morthaast 
Utllltlaa 47FR2B76 83/03/26. ClULH.B J Oockating 4« Sarvicaa 

Branch 20pp 12492 292. 


0303310510 Advlaaa that Coihmant 49 on propoaad rula 10CFB90 ra 
tnvlron qualification of alactrlc aqulpnant for (luclaar 
power plants waa lal acodad . Humdar 49 will not ba uaad again 
* Oockating B Sarvicaa Branch. 47FR2a76 02/03/30 Ooclaltnf h 

Sarvicaa Branch tp 12433.096 


0203310919 Advltat that Comnant 93 on prupoaad rula tOCFR90 ra 
availability of DES. NUR£0~07B2 was ffllacodad Numbsr 92 will 
not b* uaad again. 

a Oockating B Sarvicaa Branch 46FR91776 03/03/30 Dockaklnl h 

Sarvicaa Branch. Ip. 13493 030. 


0203290562 Raquait* axtanalon of daadllna for aubmlttlng commant* on 
propoaad »«l* IOCFR50 r# snvlron qualification of alsctrlcal 
equipment 

ECKERT. R It Atomic Induatrtal Forum. 47FR3B76. S3/03/0S 

Pocketing B Service* Branch. 2pp. 12438 3 00 


6203290963 Comment* on proposed rule 10CFR30 ra tncorporatlfiQ new 
addends of Section III of ASflE Sollar I. Praesura Vattal 
Coda 

6H£RWOOO,0 8 Oanaral Electric Co 46FR3927| 010 82/03/16. 

Oocleting B Sarvlcae Branch 2 pp. 12434.234. 


0203290567 Commonka on proposed rula ra disposal or onsite etorage of 
thorium or u waota from past oparatlone 

STWIQN.J Maw JiTSay, Stata of 46FR52061 OU 02/02/19. 

PAOE.R 0 Uranium flacovary Llcanalng Branch 3pp. 12434:214. 


B203290971 Cemmanta on propoaad rules 
alloy* Support* rula 
KAHnERER. C Office of Congress lone I 
82/03/00 SPECTER. A Senate 2pp. 


10CFR3Q. 32. 70 B 150 ra amaltad 

Affairs 43FR70S74 3646. 
13438: IB6 


-8203290976 Raquaats review B comments on 0 DsFerrarl 620117 1 tr 
Ih mf# of eonevmtr product*. 
specter, A Sanata 49Ffi70a74 02/02/23. Off let of 

Conyaaaalonal Affaire ip 12430. leB. 


PRH PETITION FOR RULEMAKINO 


0203090329 Conmanta on petition for rulemaking PRH-90-3O r# setsndlrg 
Ufa of nuclear power plants. Supports rule. 

RAKE. E. F Weetlnghouta ElactMc Corp 46FR614e4 090. 02/03/IA. 

CKILIB.S. J. Office of tha Sacratary of the Coihmlaalon. tp. 

12169 112. 


8203090361 Partial ratgonat to fOlA raQueet for four cataggrtai of 
documtntt ra technical criteria contained in App A to 
tOCFRfO. Forwards document* Itetad In Apf A 

FELTON. J M. Division of Rule* and Racordt. 81/09/29 FRANTZ. A W 
Hamal. Park, HeCab* B Saundere. 7pg. 12936:009. 


--6203090407 Advltat that H Pataraon ha* bean aoelunsd to work on 
tranafar of rulamaklng on bonding raquiramenta for eilll 
optratlon*. 

MATT80N,R.J. Divltion of Siting. Health B Safoguarda Standard* 
79/00/13 ARlOTTO. 0 Divltion of Englnaaring Standard*. Ip 
12930.294 


— 6303090413 Adviio* that Otv of Enginetrtng Std* ulll act at liaiton ui/ 
hHSS r» rularaklng action on hondinj rsqn I ranant t for roiU 
Qparatort* In rotponto to 790613 roquatt 

ARLQTTU-O a Olvltion of Enginaartnj Standerdt 73/09/03 
liATTSCN. R Olvlaloti of Siting. Haalth t> Bafaguardt Standards Ip 
J293B: 293 


'-8303090414 Advitat that lagal opinion Is requlrad prior to davelopnpnt 
of ratponsa to NnOC patitlon ro bonding of U mill oparators 
MATTBON.R J Division of Siting. Haalth t Oafaguards Standards 
79/OU/lB BECKER. J Offlca of tha Eiscutiva Lagal Otractor |p 
J3330; 396 


6203290393 Package of t«o corrants tuppcrtinj petition for rJlsriollng 
FRM-90-30 attending life of nuclear plants 

P t LANT. J M Nebraska Public Power District 01083. DC Mldd 1 » 

Sooth Services. Inc 46FR6l4e4 82/02/19 CHU.K. 3 J Dbtlallr.g t. 

Services Branch 4pp 12433 136 


8203290427 Cor-Tienta on petition for ruleirakmg PftH-73-6 re nod of 
goal I f icatloni for securttg ptrtotihal at ooclear pcwsr 
plants & other SMlt licensee* Supports petition 
CLEMENTS- 8 R Teta* Utilities Oeneratlng Co 47Fn6639 C03 
02/03/11. Docketing t Services Branch Ip 12436: 1 7B 


--8203090467 Comnente on petition for rut teak Ing PRm- 40~2I re (JCIB on U 
mil tellings All currently licensed t future nttls should 
be eo6 J to final disposal requlrenents derived Proo; 
completed p r ografrira 1 1 c ElB A NEPA review 

LEBMV. c7 0 • LASH. T H - UILBON. M 0 Natural Resoorcee Defense 
Council 40Ffl2090a 040 75/09/03 CUNN INOhaM. H Division of 

Fuel Cycle I. Material Safety. 2pp 13547 053. 


'-8303090403 Co ■siren te on petition for rulefnaklng PRM- 40-21 re OEIB on U 
mill tailings Llcanse ranewals or amends should not be 
denied during preperetion of E18 Interln V> islll tailings 
stabl 1 I ration adequate 

MAZLE.A j Coloredo. Utate of 40FR20903 040 73/07/29 

CHILK-B J Offlca of the Otcretarg of tha Coemltslun. 2pp 

12547; 060 


"8203090910 Forwarda notice of Intent to prepare 0EI8 on U milling for 
FR publUetlon on 760603 

CHlLK.e.vl Office of the Secretary of the Coirinl me Ion. 76/06/03 
Office of the Federal Raglstar ip 13347.376 


— 0303090934 Notice of Intent to prepare OEIB on U milling 

CMILK.a J Office of the Secretary of the Commt se 1 or> 76/06/01 

6pp 12547 379 


03D310O963 Forwards Ffi nottca of receipt of petition for rulemaking 
90-30 to attend operating life of nuclear power plants (■ 

93 Itre of comment All available data uilll be considered in 
review of patitlon. N/o enc 1 

ICtMVi J. J. Regulatory Analyels Branch 03/03/10 KANE. 0 W 
Affiliation Unknown Ip 13343' 112 


0303330560 FOrwarde 93 Itrs of comment received re notice of Council 
on Energy Independence petition that NRC amend 10CFI150 to 
ectand operating life of nuclear power plants Review of 
petition underway 

HENRV. J. J Reguletory Analysis Drench 03/03/10 KANE. 0 U. 
Council on Energy Independence 3pp 13373 136 


0203330471 Commente on petition for ruldmaklng PnM-50'3l re emergency 
preparednets b monitoring of ra d I oac 1 1 vl ty from commercial 
plantt. Changes to lOCFRSO b 70 should be coneldared 

DATS. 0. It Affiliation Unknown 01/13/31 CHILK.O J Office of the 
Secretary of the Commission 39pp. 12383:047. 


0303330944 ••Filing of Petition for Rulemaking PRM-SO-Ol " Petition 
requeets NRC amend reguletlone In lOCFROO I* 70 re level of 
eaergency preperednese required to protect public. 

CIIILH. 8 J. Office of the Becratery of the Commission. 03/03/16. 
3pp 13302 110 


0203330131 Comments on petitions for rulemaking pnM-73-6. PHn-73-7 l< 
Pflrt'73-B re security prec eut Ion e , Ooppor ts eecurtty 
requlrenents. 

HARKEV. E J House of ReP 47FR6659 OOl 63/03/33 PALLAOINQ-N J 
Conmiee loners 3pp 12416.001 


0303290274 Package of two commente on petition for rulemaking. 
PHrt-30'30. attend In# OLe to be consletent w/deelgn life 
COUNSIL.WO.. WERNER. R P Northeeet Utilities OIBBS. 0. C Alomtc 
Induetrial Forum 46Fft6l4a4 02/02/24 Docketing & Services 

Branch 4pp 12436:329 


8303290294 Commente on petition for ru I emak In g. PAM-SO-SO re Increase of 
length of time for which OLt ere granted Previously granted 
licenses for plants should be eitended 

COOttiO W. Coneomert Power Co 46Ffl6lAai 060 B2/Q3/23 

Docketing i Bervlcee Branch 3pp 12433 302 


6203290339 Supports petition for rulemaking PRM-39-3 changing required 
Instrument callbr to longer interval. 

KWRAV. J. L Naval Regional Medical Center Ban Diego. CA 47FR43IP 
001- 83/03/16. Office of the Secretary of the Commlselon. Ip. 
13433: 016 


6203390434 Pad age of two comtrents on petition for rulemaking PFIM-Sb-S. 
Supporting mod of IOCFR35 23(fl Supports petition 

MALETSKOS. C J Affiliation Unknown OLOVEH.JR Providence Hoep 
Anchorage. Al 47Fn431l 03/02/22 Docketing k Services tlronch 

3pp 12436 323 


6203290439 Cormtnts on petition for rulomeklng PRM-SO-DO re ei tens ton 
of life of nuclear power plants Supports petition Starting 
date of CP Issuance is mlsleedlng 

rllLLD. L. M Tenneseee Valley Authority 46fR6l404 061 02/03/36 

Docketing 6 Services Branch Ip. 13436 232 


6203290446 Supports petition for rulemaling PRM-73-6 to eliminate 
requirement that security officers at nuclear power plants 
carry second set of corrective lens k be eubj to 
annual physical etam within 30 days of fitness test. 

PARHVN. J D Affiliation Unknown 47FR6659 002 82/03/03 

Docketing (■ Services Branch Ip 12437 033 


0203290448 Packeye of two comments on petition for rulemaking PHM-73-7 
re emend to I0CFR73 to eltmlnete requirement for logging out 
from vital areas In nuclear plants Supports petition 

PARKVN. J D Affiliation Unknown 47FR6658. B2/03/00 Docketing 

ti Bervlcee Branch. 2pp. 13436'259 


0203290469 Co.mments on petition for rulemaking PRH-3- 1 1 . supper t lug 
proposed changes re eitendlog litigation period for cltlioni 
clelaia against utl 1. Supports rulemaking 

READ. O. F Affiliation Unknown. 47FR43I0 003 62/03/1 1 

Dockatlng k Services Branch 3pp 13435 290 


0203390474 Comments on petition for ruls-haking PflM-2- 1 1. support ing 
amend of 10CFB2 to require ccparate OL hearing for each 
reactor unit et nuclear plant site 

HIATT. 8 U Affiliation Unknown. 47FR4310 OOl 82/03/13 Office 

of the Secretary of the Cosnlsslon Ip 12435 292 


0203290470 Commente on petition for rule.Tiak I ng PflM-30-3O ro eitondtns 
life of nuclear plants Opposes petition Granting petition 
would encourage llcaneats to operate facilities beyond safe 
ti useful llfctlniss. 

IftATT. 8. L. Affiliation Unknown 46fB6l404 053 02/02/19 

Docketing k Services Branch. tp 13435 133 


B3033904B6 Commente on petition for rulemaking Pfl«-2-lt requiring that 
only one unit bo lonsiderad In each licensing proceeding 

SUPPDT^% 

NEANDER. J. A. Public Interest Research Group. Ohio 47FR4310 007 
83/03/13 Office of the Becretary of the Commission Ip 
12439 143. 


8203290493 Commalits on petition for rulemaking PRM-2-11 to require that 
only on# plant be considered In each licensing proceeding. 

6ugporke rule. _ , 
LEMIB. M I. Affiliation Unknown. 82/03/09 PHILLIPB.U 0. Office of 
Administration. Ip. 13435 143 


8203290507 Commants on petition for rulemaking 
of operating Ilf# of pi an ts . Support • role. 
KOCH. L J. Illinois Power Co. 46FR61404 056 
Office of the Secretery of the Commission 


PHM-SO-O-O re eitenslon 

62/02/16 CHtiK. 0. J 
Ip 12430 315 


6303290911 Comments on petition for rulemaking PRM-SO-OO re eitenslon 
of operating life of plants Supports rule 

BECKHAM, J. T Oeorgla Power Co. 46FR6l4e4 057 B2/0'3/19 

CHILK. B. U. Office of the Secretary of the Commission. Ip 




8203290914 Comment* on petition 
hearing on subsequent units et 
DALE. L. F. Mississippi Power k 
Docketing 6 Services Branch 


for rulemaking PRM-3-11 requiring 
seme location Opposes rule. 

Light Co 47FR4310 006 83/03/19 

Ip. 13434 330 


0203390930 Comment* on petition for rulemaking PRH-2-lt raqulrlng 
that only one unit be contider.d in Ut»n«lng proceeding. 

Supportt TUli. as a a., a e-b 

FALKfRe AffUUtlon uninouin 92/03/11. Oockitlnu S< 8»rvtc&» 
Branch. Ip 12A34 273 
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NONDOCKETED ITEMS 


3303590954 Co<«<n»nti on pitition for rulooiaHno Pfl«-2-U. oppotln# thonpo 
to lOCfB3 to rpiiulro toporat* OU hoorinj* for Pith rtdCtor 
unit at nutlear plant «lt« 

EOVEB.V S Phi lodelptta EloctrU Co 47Fft4310 002 03/03/09 

O/fIco of thp Socrptofy of tho CcaiP*t4*tcin Ip 12434- 372 


9303310903 fcti r»i»lpt of 320208 Itr proviOint commontl rt potition for 
rul«a<allng Pfif1-90-30 Contarns p» docomailtj I pnjng nava baan 
addrpoiid to CEI8 (NUB£0'0986> 

OENTON.M « Offlta of Nutlaor Baactoa Bagulatton, Olrpctor 
46FR&I404 82/03/30 flABSHALt. U M Affiliation Unbnoun 2pp 

12494 ObO 


-0203110360 Submit* Warnlnj N'otic* IPO- WM-fl 2 - 1 . notl #v lo# •iftj 

cll*nt» In rtcalpt of C-233 t/or C-334 t-lSS laalad •ourt*» 
of attlva **al*d tourto fallura on 620203 < dorln® ultraionlt 
tlsanlng procatt. 

niOOUT, e F Atomic Enti-jg of Canada. Ltil. nAB3-2-99 B^/C? ;* 

Oirtctor'* Offlca. Offlc# of tntpacttor* and Enforc*«*nt 'If 
12219 1 18 


3203330979 Part 21 rapt r* dafacttv# ahlalddit radioactlv* »*H 
ca«t CN8 3-99 BAR rfvltlon «hou« that «hlald daforaatlon 
toad ilump from 30 ft fra* drop raquiro* ahlaldlng ring 
C*>t book* updattd to (nclud* ravttloo Rlro* will ba v*ad 
POPPE»L K Cham-NuClaar Bpatam*. Inc. PT21. 82/03/11 

O'flEILLV. JP Raglon 2. Offlca of Diractor. 3pp 12390 32' 


PROJ PfiQjECXa - PfiECOCKET LICEN9IK0 


8203010001 Addl rttpon** to FOIA ragurst for 30 cattgorle* of documanta 
ra NVRE0-066O. "NRC Action Plan " Forward* docLOianta lUtai 
In App* A. B. C i> 0 Info partlallg ulthhald (raf FOIA 
Eiairptton 91 

FELTON. J M Olvitlon of Rulta and Racord* 01/00/04 flAODEN. T. J 
Aav*' Scholar. Flaraao. Hag* (■ Handler 9pp. 12790 006. 


0A999 OUALITV ABSURANCE IN9PECT10NB 


Q303010224 forward* OA Program In*p Rapt '79900114/81-02 on 0ll2C7.l| 
No noncdmpltanca noted. 

POTAPOVS.!/ Olvitlon of Vendor (. Technical Programa. 02/02/12 
laser. R H Lamco Indu* tr 1 at. Inc. 2pp. 12069; 29* 


--0012010047 Notification of 001016-17 meeting In 10 Fall*. ID to dl«eu«* 
ueafulna** of LOFT Inf o. Hc a n* Ing proca** & development & 
tatting l n« trumrn ta 1 1 on to detect Inadequate core cooling 
ROSS. D Dlvt«lon of Sg*lfn* Integration Ipra 8110&9> HURLEM.T E 
Olvitlon of Reactor Bafatg Rttaarch. 80/09/16 DAVIDSON. 0 R. 
^lavaland Elactrlc Illuminating Co. VAN BRUNT. C E Arltona Public 
Strvica Co TAVLOR. V Babcock tc Ullcoi Co 8pp 12769.149 


6203080947 AJvlta* that Vandalia Nuclaar Projart Ouner*. Attoc iatad 
Electric Coop eret ive. Ihc . Centra I lA Power Cooperative tt lA 
Power & Light Co have canceled project, in reeponte to NRC 
820112 new application lurvag. 

LVON. J R fowa Pcuar t, Light Co CL'e3'01 03/03/03 TEOESCO.R L 

A«*lftant Director for Llcanilng. Ip I3I56 376 S4x 
Fltha 30-000. 62/03/02.8303060947 


8203190244 Order directing util 010910 notice of prematurltg t> 4dvtce 
of wl thdraual to be treated a* raqueek for paraiiitloo to 
withdraw (fatter referred to A6LB for contiderat Ion (. 
dacltlon 

CHILK. S J Offlca of the Secretary of the Conmlttion teSUANCES A 
63/03/17 3pp 12346130 


PT2I NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8203030364 Potential Part 21 rapt re pot*ible dafectlve diaphragm eaal 
time delay ralay* mfg betwaen 34th wt of 1981 fc 3rd wk of 
|9S2 Hhen operated at high temp for citended period, time 
delay* are f oreihortaned. 

KOKAN.O Meatlnghouee Electric Corp. lOCFR 090 99E 03/03/17 

Director'* Office. Office of Intpection and Enforcament Ip 
1 2078 273 


8303040368 Potential Pert 3l rapt re potential defect In Modal* C-235 t, 
C-334 *ea1td aource* All affected client* advleed of 
problaA New order placed u/orlginel tupplter of friction 
uelded *tock aietl LlPt of client* t. model tpec* end. 

RtDOUT.E.F Atomic Energy of Canada. Ltd. 6*63-3-49 02/03/13. 

Director'* Office. Offlca of Intpection end Enforcament 8pp 
12138 139 


0203080007 Part 31 rept re defect In air ttart motor* uied to crank t. 
*tart OE EHO Model 649E4 dletel*. Not! f Icatlon of motor 
recipient* underway 

FALTW.H. H. florrlton Knudten Co . Inc PT2t 92-971-000. 83/03/10. 

O'REILLV. J. P. Region 2. Office of Director. 4pp. 13194:103. 


B203110006 Potential Part 21 rapt re RHR deelgn documentation error. 
Diameter orifice In dl*charge line to containment pretture 
*upgra«tlon pool wat lUt*4 tmaller than required Error 
diicpvertd bafora fabrication. 

BHERWOOO.O 0. Oanoral EloctrU Co lOCFR 090. 98£ 82/03/02 

OEYOONO.R C. Director'* Office, Office of Inepectlon and 
Enforcement. 3pp. 12214:007 


8303110297 Forward* Warning Notice tPO-MN-63-l ra potantlat dffact in 
certein C-239 1. C-324 I-125 ttalad •durett mfg 6y Atomic 
Enargy of Canada Ltd. CommarUal Product* Notlca **nt to 
cli*n4* on 620339 

RtDOUT.E.F. Atomic Energy of Ceneda. Ltd RA02-2-87. 83/03/39 

Director'* Office. Offlc* of Inepectlon and Enforcement Ip 
13319:117. 


—8203010239 OA Program Inep Rapt 99900114/01-02 on 011207-11. N» 
none omp 1 latica no tad. Major araa* in e pac tad ; lua Id control. 

Part 21 Inep nonconformance/c orrac 1 1 va ac tt on. comp 1 at ad 
product* teeting.mfg control t, machining. 

SUTTON. JW.. POTAPOVS. U. Olvitlon of Vafidor 4 Technical Pr<|rta* 
02/02/10 9pp 12069:390 


0303010379 Forward* OA Program Inep Wept 99900807/01—04 on 011214-17 m* 
noncompl lance noted. 

POTAPOVS. U Olvitlon of Vendor <• Technical Program*. 02/02/13 
PATTERSON. R H Bargant I. Lundy, tnc. 2pp 12069:091. 

—8203010201 OA Program Imp Rapt 99900907/01-04 on B112l4-17,ha 
noncompHanc* noted. Major araa* loepac tad ; atatu* of prawloc* 

Imp finding* t. Raglan 3 raquaet ra potantial gdnartc daelgx 
problame 

CHAMBERLAIN. 0. . HALE.C. T. Olvlelon of l/andor t. Technical Peegrta* 
81/03/01 13pp 13069,094 


8203030364 Ack recalpt of 020203 Itr Informing NRC of etape tiben to 
corract nonconformance noted In QA Program inep Rapt 
99900390/01-01 

POTAPOVS. U Vandor Intpection Branch. 83/02/26 MCKAv. C A, 
Fotboro Corp Ip. 13077:041. 


— 8303030368 Ratpondt to NRC 620110 Itr ra none onformanc a noted io 04 
Program Inep Rapt 999OO390/B1 -Ol. Corracll va action* . nptlc a 
containing name of ratpomibla Individual potted 
leathers. FH Foiboro Corp 83/03/03 POTAPQVQ-W Vandor 
Intpection Branch. 4pp. 16077:042. 


8303020630 Ack racalpt of 830113 L 0206 Ur* Inforalng NRC of ttef* 
taken to corract nonconf ormanc a noted In OA Program tnap 
Rapt 99900384/81-01 

P0TAP0V8.il Olvlelon of Vendor t> Technical PTogT*.m*. B3/03/3* 
HUPPERT.U U Oulf l< Uaetern Induetrlae. Inc. Ip 13079:093 


--B303020637 Ratpondt to NRC 830203 Itr requaeting addl ratponea r* 
nonconformance noted In OA Program Inep Rapt 99900304/61-01. 
Target deadline will be met or ertanelon will be nought. 
HUPPERT.U U Oulf t< Weettrn Induetrlae. tnc. 02/03/09 
POTAPOVS, U. Olvitlon of Vandor I, Technical Program*. tp 
12079 094 


0203030606 Ack receipt of 620113 Ur informing MIC of etape taken t* 
correct nonconformance noted In OA Program Inep Rept 
99900304/81-0 1. Add 1 Info re etape to ha taken to pravant 
rtcurranca of failure needed, par 820139 talcon. 

POTAPOVB. U D1 vie ton of Vendor I, Technical Program* 83/03/02 
HUPPERT.U U Oulf I, Uaetarn Induetrlae, Inc. Ip. 12009:236. 


— 8303030692 flatponde to NRC 030106 Itr ra no nconformanca noted in OA 
Program Inep Rapt 99900384/01-01. Corraett va actlona: 
documentation of procadura for utlng ailefcfng lampltng plant 
In Quality 8ye Menual Section 9. 3. 6. 3 will continue. 

HAUKlNSON, J.M. Oulf 6 Uaetern tnduetrlee, Inc. 03/01/13 
POTAPOVB, U Raglon 4. Dalla*. Office of the Director tai/OS/Ql^- 
3pp 18089:237. 


8303090371 Forward* OA Program Inep Rapt 99900908/03-01 on 020111-**- 
No noncompl lance noted. 

POTAPOVS. V. Vendor Inepaetton Branch 02/02/17. TENJER.B.E 
Ebateo Service*. Inc. (tube, of Entarch Corp. }. 3pp- 12132. 071 



iMwiMuuurvt I e:u i i tivicj 
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— GS0309037a OA Program ln«p flopt 99=»00303/03-0l on BaOltl-15 No 
n«n< a<np tlanco notad Major aroat inapoctsd o f <'oc ( 1 vane «« 
daaign vtrlficatton tgt & parallel tilde gate valve 
(OAgltanca to deetgntng r ogu 1 r event t 

CC31E(.1.0. J R . MALE- C J Raactot Cgttena flection (12/02/1 I 
lepp 13132 073 


BS03050327 F’or^ardt OA Prog ran Intf Rapt 9990C099/BI -02 on 010407-090) 
KO nonccmpl lane a noted 

POTAPOVS. 0 Region 1. OTflta of Olrecter 02/02/17 l.VKA>1. O p 
Anattk. Inc 2pp 12133 034 


— 0203030334 <JA Progran Inap Rapt 99900039/01-02 on 610407-0901 fin 
none 00 * 0 1 lance noted Major areat inepacted qualltg of welding 
on raganeratlva heat eichangert. ehutdcun heat oichangare t 
adtercooler heat eichangert 

CHPlSIOPhER.fl . HEVNCLOO. 3 0 . TRIPP. L Materia It t, Procetslng 
Section 02/03/17 26pp 1213'J 03<^ 


8303090433 Poruardt OA Program In»p Rept 99900763/01-01 on B1III7-I(| 
ti notlcat oT nonconfornance t. violation 

POTAPOVS Olvltlon of Vendor (. Technical Programs 03/02/17 
BARTON. J F NPB Induttriae. Inr 3pp 13139 2/3 


--0303-090436 Notice of violation from Intp on 011117-1(1 

e Olvltlon of Vendor 6 Tachnlcal Programt 02/02/17 Ip 
13139:276 


--83D3090439 Notice of nonconformance from tnep on 011117-18 
a Olvltlon of Vendor (. Technical Program! 02/02/17 Ip 
13139: 277 


--0303090444 OA Program Intp Rept 99900763/01-01 on Q11117-IB 
Nine amp 1 lance not ed : Ira in log record! not duplicated In 
• eparate etorage location! nr in tingle fire or ij3t»rproof 

ar ea. 

FOX. D F.. hale. C. >7 Olvltlon of Vendor 1. Technical Programt. 
63/02/16 llpp 13139 370 


B303I6OO71 Act receipt of B302I7 Itr Informing NIIC of ttope taken to 
correct deviation noted in OA program Intp rapt 

POTAPOVS.O Olvltlon of Vendor (• Technical Programs fl2/03/<ilj 
NOBLE. H.L IECH-9tL. Inc Ip 13300 366 


--0203160076 Ratponds to N9C B3010B llr rs deviation noted In OA program 
intp r apt. Corractlve ac t tons c oirp I e ted backup qualification 
tests, ed of personnel 1. preparation of mat! tgt fnrmulat 
UELCM. H A TECH-OU.. Inc 02/03/17 CDH.INO. J T Region 4. 

Office of Director 3pp 13300 367 


0300160340 Foruardt OA Program Intp Rept 99900931/01-01 on Bllir/-20 
6 notlcat of violation (• nonconformance. 

F0TAP0V8.U Olvltlon of Vendor 6 Technical Programe 03/03/10 
MOELtENfiCCK. A. Nuclear Poutr Services. Inc 4pp. 13590 196 


--8303I60343 Notice of violation from Intp on 011117-20 

• Olvltlon of Vendor 6 Tachnlcal Programt 83/02/10 tp 
13390: 300 


--0303160247 Notice of none onformence from intp on 811117-30. 
e Olvltlon of Vendor 6 Technical Programt. 83/02/10 4pp 
13390 201. 


8203160391 OA Program Intp Rapt 99900931/01-01 on 811117-30. 
Noncompllance noted Part 31 Section 306 of Enargg 
Aeorganl let Ion Act of 1974 6 adopted proc edures. or Section 
306 6 appropriate notice had not bean potted 

POX. D. F. . hale. C J. Division of Vsndor 1. Technical Programt. 
83/03/10 14pp 1S39B 303 


9303160262 Ack receipt of S30111 6 0212 Itrt Informing NRC of steps 
takene to correct nonconformance notad in OA Pragran Insp 
Rept 99900794/81-01 

POTAPOVS. 0 Division of Vendor h Tachnlcal Programs 83/03/04 
JAOUO.H Ac 1 met Manufacturing Ip 12399 039 


— 6303160367 Rtsponds to NRC S20I31 Itr re nonconformance noted in OA 
Progran Insp Rapt 99900794/81-01 Corrective actlo-nt Section 
306 of Energg Reorgani latlon Act of 1974 mill be potted Sgt 
«anual Section XV revised 

JADUD. H Aclmat Hanufac tur tng 03/03/13 POTAPOVS. U Division 
of Vendor 4 Technical Programt 9pp 12399 030 


— 6303160269 Ack racalpt of 020111 Itr Informing MHC of ttapt taken to 
correct nonconformance noted In OA Program Intp Rapt 
9990'0794/&l -01. Raqutttt addi Info ra specific act lone to be 
taken. 

P0TAPDV6.U Vendor Inspection Branch. 82/01/21 JAOUD. M Atlmet 
Manufacturing. Ip 12399 039 


0203160«.73 Re spend 9 to NRC Oil] 16 Itr re none onf ornonc o noted in QA 
Program Intp Rept 99900794/111-01 Corrective actions Qualltg 
Audits Burvogt Jill oversee QA progran 6 conduct all audits 
M Jadud appointed OA manager 

LOOAN.L-L Ac I -set Hanuf aC Cur ing 82/01711 POTAPOVS. U Vendor 

Inspection Drench 3sp. 12279 040 


--82031602/9 Responds to MRC f)lill6 Itr re nonconformance noted In OA 
Program Intp Hapt 99900794/01-01 Requests 30-dag eitonston 
to roplg 

COOAN. L L Acllet Manufacturing B1/I2/I4 PSTAPOVS. U Vendor 
Inspect tor Branch Ip 12299. 043 


B30.31602B6 Ack receipt of 011200 t. 030316 Itrt Informing NRC of stops 
taken to correct none onf or mane e noted In QA Program Intp 
Kept 999C0403/81-03 

PflTAPOVG. 1/ Division of Vendor 6 Technical Programs 02703/03 
OIIVCOEMAN. W H Oeneral Electric Co Ip 12307 149 


--0303160290 Responds to NRC Itr re nonconformance noted In OA Progi'am 
Intp Rept 999C0403/S 1 -03 Corrective actions purchase order 
rtvisions ulll include technical 6 qual 1 t g Info etactlg al 
appears on hR/MRC 

DARNARii, u Oeneral Electric Co B2/02/I6 POTArovB. U Olvistoi. 
of Vendor 6 Technical Progrems 3pp 13307 190 


0303160396 Confirms 030137 tele on re ei tens ion of deadline to 020236 
for response to OA Prngra.-s Insp Rept 99V00403/QI -03 
DREED. A Oeneral Electric Co 02/01/37. POTAPOV3. U Vendor 
Irspettloo Branch tp 13U07: 193 


--8203160304 Ack rocsipt uf SltSOU Itr informing NRC of steps taken to 
correct vtolatluns noted to QA Program Insp Rapt 
999C0403/01 -03 

POTAPqvS.U Vsndor Inspection Qranch. 03/01/03 OHUOOEMAN. U II 
Oeneral Electric Co 2pp {3307 194 


-0303160306 Responds to NRC 011116 Itr rs deviation noted in OA l>rograin 
Insp Rept 99900403/81-03 Corrective ectlons MRs for safetg- 
rsiated conponenlt now accumplished & controlled bg 
established procadurss 4 standing Instructions 

OaRNAro. J Oeneral Electric Co 81/13/06 PDTAPOWO. 1/ Vendor 
Inspection Oranch 3pp 12307 1S6 


8203160330 Foriaards QA Prngram Insp Rapt 99900113/03-01 on 830104-00 
No none omp 1 1 s nc e noted 

POTAPOVS. U Ulvlsior. of Vendor 6 Technical Programt 02/03/23 
BHIOELEr. T J I n t ernat Iona I Telephone I. lelsgreph Corp 3pp 

18307: 119 


--0203160343 OA Program Intp Hapt 999001 13/02-01 on 030104-00. No 
noncosp 1 lane a notad Major areas inspected status of previous 
Intp f Ind tngs . mf g process t ontrol . change control, 
nonconformances 4 corraccivs action. & Part 21 atttons 
0»CER. R E . POTAPOVS. U. Olvltlon of Vendor i. Technical Progroms 
03/02/10 I6?p 12307 110 


8S03160302 Foruardt OA Program Intp Rept 99900309701-02 on 011117-19 <. 
notice of none onformence 

POTAPOVS. U Division of Vendor 4 Technical Programs 03/03/ |9. 
NDREEN. H Bergen-Pat tar tot) Pipe Support Corp 3pp. 13306 149. 


--O3O316O3B0 Notice of nonconformance from insp on OllllT — lV. 

POTAPOVS. W Olvltlon of Vendor 4 Technical Prograits. 02/02719. 
3?p. 13306: 193 


— 0303160394 OA Program Insp Rept 99900309781-02 on 811117-19 
Noncompliance noted temporary attachments of unidentified 
mstl welded to parte. 4 qualification of welder 4 welding 
procedure could not be established u/eval table rtcords 
POTAPQVS.U « BROUN, R L. Division ef Vsndor 4 Technical Programs. 
83703/10 13pp 13306 184 


0303160490 Ack receipt of OSOIOB Itr re nonconformances noted In OA 
Program tnsp Rept 99900300/60-03 Advises that notice of 
violation it being ml tbdr aun. Ml I 1 continue to monitor 
compliance iii/10CFR3t 

COU.INS.J T Region 4. Office of Director S3703/04. 

GUTKERLAND. U. H Hardg. Peal. Reullngt. Uerner 4 Coogan Ip 
13303 594 


--O3031 60499 Retpondi to NRC 810120 Itr re nonconformance noted In QA 
Program Insp Rapt 999003067BO-OS. Correc tl ve ec t Ions : f oriaard s 
technical position re vloletlon of lOCFRSt. Matter considered 
open issue 

BRINKLEV. d R ACF tndustrlee. Inc. B27OI708. POTAPOVB. U 
Oivliion of Vendor t> Technical Programs. 18pp. 13303:299. 


-~82'031&0439 Advi las that Iteuanct of inttant natica of violation >& 
unauthorliai by Section ? 301 or an^j other lection of 
I0CFR2t 

Suri-iERLAhO. W H MarJv Paal< ROulmBi. Horner k Coogan. 02/01/OB 
Region 4. Office of Director Ip 1230D 3Vb 


e2O3l&Q310 For<j are 1 QA Proqra/i I nip Rapt 9<59 00328/02- 01 on 820104-07 
No nonconp ) Ja nc e noted 

POTAPOVS, u Dlvliton of Vendor & Technical Prograrii 82/02/18 

CDCLEV.L H £03 Nuclear, Inc 2pp 12309 113 


-'8203160527 OA Propran' Imp Bept *19900520/02-01 on 020104-07 No 
poncc-.p I tan ce noted Major areai Impacted aateiiment of 
OA prog ran. Siam of procedure* 6 repreientetl ve recordo <• 
perionnel Interview,! 

0RINVtLEV,R h , HALE. C. J Divition of Vendor 6 Technical Program* 
32/02/11 I6;p 123C9 119 


0203170532 Acl raceipt of 02021* t, 811116 Itri informing NRC of etepi 
takan to corract none onformanca noted In 8A Program Inep 
Bept 99900058/81-02 

POpAPOVS* U Ragloo 2, Offlca nf Director 82/03/11 ORAS80,J V. 
Bock:,fel] Inte rna 1 1 pna 1 Corp Ip I232I 147 


— 8203170537 Raapoode to NRC 820105 Itr re no nconf orieenca noted in QA 
Progre*< Imp Rapt 9990’OOSD/el -02 Corrective action* 
inatltuted «Cd operating instruction requiring documentation 
of accep tab 1 1 1 tg of ou t -pf- to I eranc e parti. 

OBASS0.3 V Rockwell International Corp 02/02/16 POTAPOVS.U 
Dtvialon of Vendor & Tacbnlcal Programi 3pp 12321 140 


--820317O541 Adviiee that SII116 Itr ra nonconformance noted In OA 
Program Inip Rapt 99900098/81-02 contain! uniat I a fac t or g 
retponie AddI info re corrective actione eipected ulthln 
29 dayi 

POTAPOV5,V Vendor Intpection Branch 02/01/05 0RAS80- 3. V. 

Roclirall In ternat Iona 1 Corp 2pp 12321 150 


--020317O94B Rfipand* to NRC 611029 Itr re nonconformance noted In OA 
Program inip Rapt 99900098/81 -02 Par ti meat requlremente of 
00 daiign epaci & lOCfRSO App O appllei to pouer plant* 
onld 

CRASSO.d V Rockwell I nterna 1 1 onal Corp 02/11/16 POT APOVO. V. 

Vendor Inspection Branch Ip 13321 192 


8203190299 Foruepd* QA Program Inep Rept 99900307/81-02 on 8H214-1B 
U notice of nonconformance 

POIAP0VB,U Dtvtilon of Vendor tt Technical Programi 02/02/26. 
dlSSONNETie.P Oonaral Atomic Co (lubi of Oulf Oil Co ) 3pp 
i2349-. 348 


--8203 190302 No t 1 ce of none onf ormanc* from imp on 811214-10 

« Dlviilon of Vendor k Technical Programi. 92/02/26 9pp 
12349:251 


--02O319O3O7 QA Program Imp Rapt 99900307/81-02 on 311214-18 
Noncomplianca notedistd & prpject Integrated nfg !• quellfq 
plan* did not d**crlli* teet procedure! k »tdt contained In 
epplicable contract re<lulr emant* 

nCNeit.L,U N , FOBTER.H E , POTAPOVS. V Olvteion of Vendor t< 
Technical Program* 02/02/19 ISpp 12349 296 


6203190303 Foruardf OA Program Imp Rept 9900100/62-01 on 020109-08 k 
notice of nonconf orr^anee 

POTAPOVS.U Region 4. Office of Director 82/02/26. HIONOONA. T. 
LImliorqut Corp 3pp 19390: QI6. 


--8203190309 hlotice of none onformence from Imp on 820109-00 

e Region 4. Office of Director. 02/02/26 2pp 12390 019. 


— 8203190308 OA Program Imp Rapt 99900100/02-01 on 020109-08 
Noncomplianca noted: const of actuators not controlled bg 
bill nf nett k assembly tn*p record* not mtlntalnap. 

MCNEIL. wn . POTAPOVS.U Region 4, Office of Director. 02/02/23 
7pp. 12350 021. 


0203190410 Foruardt OA Program In*p Reft 99900512/02-01 on 020301-05 
6 notice of none onformanc t 

POTAPOVa.U. Vendor tncpectlom Branch. 62/02/36 DUPP.UP. Qusdrei 
Carp 2pf 12348 OlO 


— 6 S 031 90410 Notice of nonconformance from Intf on 020201-03. 

* Region 4. Office of Director. 02/02/26 2p. 12348 013 


— 8203190420 OA program Tnsp R'ept 99900912/82-01 on 020201-05. 

Noncomplianca noted; QA program provide* no corrective eetton 
for determining cause of deeign deflclenclr* I. Inttltuting 
appropriate change*. 

BRiCKLEV. R. H . HALEtC.J. Reactor 8g*tami Soctldn. 02/03/23. 
llpp. 12346 014 


8203260306 Foruardt QA Program tn*p Rapt 99900104/02-01 on 630110-22 
Nd noncomplianca noted 

POTAPOVS. U Olvlelon of Vendor k Technical Programi 82/03/03 
miller. T 0 Uesttnghou*! Electric Corp. 3pp 12422 100 


--0203260209 OA Program Imp Rept 99900104/02-01 On 820110-23 No 
noneomp I lance noted Major eroa* intgectad mfg proceit 
con tr ol . c or rec 1 1 ve act 1 oni, ue 1 d ing matl c ontrol. wel ear b 
NOE perionnsi qua 1 1 f Icet Ion* t. l0CFA2t Implamantetlon 
OLLER.R E . Barnes. I. Olvlelon of Vindor I. Tathnlcal Prograa*. 
82/03/02 t4pp 13422 lit 


REOOD REOUlATORV 0UIDE8 


0202080324 Advltat that Reg Oulde 1 23 ulll b* revleurd at 020324 
meeting Ra4ue«ti pretentetlon on coitt b benefits Of guide 
t. eiptenetlon of proposed lirp lementet I on to operating 
rtector* I. reactors under const 

8TELL0. V. Regional Opsretlom 1. Oenerlc Requirement!. 03/03/04 
MINOCUE.R B. Office of Nuclear Regulatorg Research. Director. Ip 
1105.3 186 


— B202080327 Advise* of review of Revision 1 to R*g Oulde 1 23. 
“Msteorolog leal Msssurement Program* for Nuctsar Powtr 
Plant* " Intufflclsnt Info provided re cost* k benefit* M/o 
iteted enc I . 

ARSEnAULT. F J. Division of Health. Siting k Environaent 
82/01/27. STELLO- V. Regional Operetlon* t. Oenerlc Requlreaenti 
Ip 11853: 107 


9202120097 Comment* on R*g Guide 1. 60. 3. preoperetlonal tasting af 
Initrument 6 control elr «gi Guide it approved sub j to 
clarifying guide app 1 1 cab 1 1 1 ty k Implementation 
0IRCK8. H J Office of the Eiecutlve Director Aor Oparetlons 
02/02/08 MINOOUE.R B. Office of Nuclear Regulatory fletetrck. 
Director ip 11931 326 


0203010001 AddI response to FOIA rtRuett for 30 categoriee of doiuasAte 
re NUflEO-0660. "NRC Action Plan “ Forward* document* listed 
In App* A.B.C b 0. Info partially withheld iref FOIA 
Eismptlon 9) 

FELTON. J M Division of Rut** end Record* 01/08/04 MADDEN. t.J 
K*y*. Scholar. F lerman. Hay » bHandlar. 9pp 13750.006 


--0203020300 Uorklng Paper D for Reg Oulde 1. 7. "Control of CoebosHble 
Gas Concentration* in Containment Following L0CA " 

• Office of standard* Oevelopmant. Director. 77/11/10. I9fp 
12796 310 


--020304Q193 Forward* propot*d draft rag guld at. endorsing ANS Bide 3 I b 
3.5 re nuc I ear power plant tlnuletors for use In operator 
training Reg Quids 1.8 will be available in appros 1 month 
UieSE.J 8 Reactor Syttem* Standard* Branch 00/09/13 CIVIAA.II 
Library of Congre**. Ip. 12774.313. 


--0011130053 Bo«wti*ry of 800716 meting re merit* of mendetorg IIP«09 
program as outlined In Advance Notice of propoted Rolamallnl 
49FR6793 b efficacy of draft Commieslan paper re chengee to 
Reg Oulde 1. 16 b need* for NPR09 date. 

UE18B,E.U. Reactor System* Standards Branch 80/07/29. Heetlar 
Syatem* Standards Branch. 9pp 13755:164. 


—0002130319 Request* review of Reg Oulde i 90. "Ouellf Icatlon of Nuclae 
Power Plant Insp. Eeenlnetlon b Tatting Personnel " 

MORRISON. U. M. Asiittent Director for General Engineering 
Standard* 79/12/38 LEVINE. S Office of Nuclear Reguletery 
Research. Director mOBELEV. N C 0 lvl*l on of Reactor Operattan* 
Inspection* THORNBURO.H 0 Division of Reactor Cone truct Icn 
tnfpecttbn Spp. 13776.030 


B003040133 Draft Revision 1 to Reg Guide t 90. "Ouellf icatlon of 
Nuclear Power Plant In«p. Eiemlnatlon b Tatting Personnel * 
e Office of Standard* Sevelopmtnt, Director. 79/13/31 6p» 

13776:040 


—6003040139 Draft velue/lmpact aseetsment of propoted Reg Ould# I *0. 
“Quel If Icet ion of Nuclear Power Plant Insp Exeminetlon b 
Testing Personnel. “ endorsing, w/certeln e sc eptions# ANSI 
N45 3 6-1978 

a Offic* of Standard* Oevelopmtnt. Director. 79/13/31 S0p|. 

13776: 046 


--701221O3B4 Value/Impect Assestmant of Reg Guide 1.6aX “Prtoppr 
Test of Instru b Control Air 8y*. " Forward* Imp l*mentatlOn 
Evel R*pt which recommend* enandlng facll tech epees to r*q 
periodic te*t b surveillance prog. _a«.isov» 

KIMOOUE.R.e. Office of Btandard* Oev*lopment. Dlrettor. 7B/II/««J. 
SOpp 12796:008 


-■-830t)09012S Work I ng P»;*r 0 on n»g Outdo k <>8 X- 'Prooporattonai Tooti'ig 
of In* tru'KO nt l< Control A»r Sg» “ 

• Off too of StanOardt Dovolopront. Olroc tnr 7e/03/09 7pp 
19783 3f>a 


-•B3O3090302 Rog Outdo 1 O^.ftavltton I. "Qua 1 1 f t cat 1 on of Cloctric 
Equiptnont for L t gh t-rl« t or -Cool od Nucloar PoJor Planta ~ 
a Off tea of Standard* Oovolopnent- Dirac tor 77/06/08 Dpp 
13796 338 


'8303030033 Foruardt ACRS cantultant-7 fudan *. 791030 <o‘*.->ent« on fM>g 
Ouldoi t. 14 1 . Rovl tlon 1.1 97. Ravloton 3. Si propotod raj 
guldOi "Oua 1 1 f Icat Ion & Production Ta*t* for 6a f otg-fta latod 
Snubbars '' Connant* ul t 1 bo ravlouiad at 791107 iroatlng 
Oi/RAIflWAMV. a ACB8 - Advioorg Conni t to* on Roactor fiafaguard* 
79/11/09 MSRRIBCN.W Aitlttant Olroctor for Oanaral F.ng 1 naor i iiq 
S tandard* Ip 13763 099 


6303030179 Provido* background info ro ratolutlon of con.'nantt on Keg 
Outda I 133. 'Looto Part Oatacllon Program for Prioiarg Bgf 
of LWRt." tf/o anclt Draft Rag Outda I 141 t. dittrtbutlon 
Hot onci 

ARLOTTO. 0 A Olvttion of Cng tnoort ng Otandard* 80/03/10 
HINOOI/C. n 0 Office of Standard* Orvo lop icon ( , Otractur 7pp. 
13764: 218 


--8303030131 ''For Co'n-'^ont" l**u* of Draft 4 of Rog Outdo 1 l33. Ravi a ion 
1, "Loo**-P*rt Ootaetton Program For Primari; Qg* of LMR* ' 
a Off tea of Standard* Dave 1 opmant . Dirac tor 70/10/31 13pp 
13736:039 


--6303030J33 Va lua/lfflpac t ftatamant for propo**d R*g Outda I 133. 
"Looia-Part Datactlon Program For Prlntarg Bg* of <.tdR» •• 
tnplamantat Ion avaluatton rapt anc 1 

a Off tea of Standard* Oava I opmant. Olroctor. 70/03/31 37pp 
12796.043 


--791I060061 Foriiiardo irortod-up vorolon* of 790927 Draft 1 to Rog Ouidr 
t . 139. fia vi * ton 1. "Ouldanco for RHR to Achlovo & Maintain 
Cold Shutdown." for raulau t. commont 

HORRtSOhl.U M A**l«tant Olractor for Oanaral Engintaring 
Standard* 79/10/09 LEUIN'E.S Offtca of Nuc laar Ragulatorg 
flotaarch. Olractor 8C1IR0EDER. F Divlolon of Sgotam* Oafatg 
MOSELSV.N. C Dlvl«lon of Raactor Oparatlon* Inapactlon*. 3Upp 
12794; OOt 


--830408I043 Forward* marlad-up Draft 3 proposad R*vi*lon 1 to Rrg Uuidr 
1.139 "Ouidanc* for RIlR to Achlava ti Maintain Cold 
Shuldown. ” prallmlnarg va lu*/ Impac t itatamant 8. tummarg of 
public c ommant*. Commont* raquattad. 

ARLOTfO.O A Olvlaiun of Englnaarlng Bta'Odard* 00/03/09 
FRALEVi R. F. ACAQ - Adul*org Commlttaa on Raactor Safaguord*. 

96PP 13793 193 


''6004081090 Commant* on Rag Outda 1 139. "Ouldanca for RtIR to Achieve I. 
Mblntaln Cold Shutdown. “ Valid tachnlcal baalt not 
praoartbad. 0gt ragutrad onig to achlava li maintain cold 
thutdown naad not b* d*»lgn*d a* aafatg-grada «g*. 

ANDERSON, r M Uattlnghou** Elactrlc Corp. 78/08/17 CHILK.8 J 
Offlc* of th* Sacratarg of th* Commltilofl. 3pp 13793.300 


--8004001087 Coffloant* on Rag Outdo 1. 139. ’'Outdone* for RHR to Achtovr S. 
Maintain Cold Shutdown If gulda not nil t hdrawn. ampha* 1 * 
thould b* radlractad toward a««urlng avallabllltg of 
adaquata cooling capabtlltg during hot thutdown 

ARTHUR, xf E. Rochtttar Oat 1. Elactrlc Corp 70/07/31 Doclrtlng 

b Barvlca* Branch. 6pp. 13793 310 


-’600408I07O Submit* commont* on Rag Oulda 1. 139. "Ouldanco for RHR to 
Achlava It Maintain Cold Shutdown " Potltlva •tatomant thould 
ba mada in Paragraph 3 b ra pouar oparatad valv* potition to 
allavlat* pottibl* amblpultg. 

FERftANTE.M. P Amarican Nuclaar Inturar* 70/07/13 Oocketing b 

B*rwl6*» Branch. Ip 13733 310. 


--80040B1076 Connant* on Rag Quid* 1 139. "Ou id anc a for RHR to Achieve b 
Maintain Cold Shutdown " Paregraph C 1. b accapt* Itmttad 
OptratOr action outtid* control room if aultablg juttlflad. 

Ouldane* ntadad ra tultabl* j u<t 1 f 1 catl on daflnltlon 

^TOHhSON. W. P . Vankaa Atomic Elactrlc Co 70/07/06 Obckatlng b 

Strvlca* Branch 3pp 13793 337 


— 00040610B4 Comnanti on Rag Oulda 1. 139. "Ouldanct for RllR to Achieve b 
Maintain Cold Shutdown " Oulda thould bt raformattad to 
traditional approach of providing crltarla rathar than 
dtblgn data 1 1*. A1 tarnata igt raft thould ba dalatad. 
bEX. B. L fitchttl Corp 70/09/33 MINOOUE.R 0 Off tea of 
Bbandardt Davtlopmtnt. Dlrtctor. 3pp 13793:239 


'6004081093 Ferwordt cemmantt on Rag CutCa I 139. "Cuidunce for HH8 
Ainiave b Malntalr Cold Shutdown ' Need fur anolg*(* doe* 
not Aluag* warrant naad Per rapetltive Full-tcala tettlng 
epareting g lento Alternotivas thould ba allowed 

SCmEREB.A E Co-Su*elon Engineering. Inc L0'7B-066. 70/09/13. 

Ooc bating b Sarvl;e* Branch 4pg 03S36 086 


•6004081099 Forward* coi—oent* on Reg Ouide 1 139. "Ouldane* for l?M*l 
Achieve b Maintain Cold Shutdown ' Cold ihutdown t.hculd be 
dtflntd ach levad when reactor teop i* le** than 313 F 
6HERW33D. 0 0 Ooneral Elactrlc Co MFN- 331-78 78/07/37 

Ooc bating b Service* Drench. 3pp 13793 343 


'C0040Q1133 Submit* coirnant* on Rag Outdo I 139, "Ouldanco for HHR t 
Ac-'itav* b Maintain Cold Simtdown ' Nc bati* for 36 h 
limitation for bringing plant C3 cold *hutdown Rfqulrairent 
*hould be allminated 

9UILIVAN. T ^ Consumar* Power Co 70/07/37 Dockatlng & 

8»rvica* Branch. 3:p 13793 349 


'0004081127 Cem-ant* on Reg Ouide 1. 139. 'Ouldanco for RhS to Achlev 
Maintain Cold ShutCown *' Gparator ectlon outelde control 
room thould ba allowed for 8HR *lnca long period* of tlma 
availabl* fur parformarca 

Svitl/En, DC Norfieatt l/tllltla* 76/04/10. Uockatlng b 
Barvlca* Branch. 3pp 13793 347 


- ©004081133 Current* on Reg Quid* I 139. 'Qvidenca for RHR to AtV.lev 
Maintain Cold Shutdown *' Bafatg-grade cooldown to cold 
ebutddwn condition* not significant tafetg i**ua Prasant 
plant da*lgn* adequate 

TAYLOR. O li Babcock b Uilcoi Co 70/08/04 Docketing b 
Bervicet Branch. 4pp 12793 349 


--6004140366 Notification of AC88 Regulatorg Sutcommlttaa Apr 1*700 
meeting tc diecuee propoead Rag Oulda I 139.Ravi*ion I. 
"Outdance for RHR to Achlava b Maintain Colt 8hutdo.vn " 

ARLOTTO, 0 A Dlvleion of Englnaarlng Standard* 80/03/31 
ANDEftEON. T. M Ua 1 1 1 nghouto Electric Corp 3pp 13793.146 


--0004140370 Draft Reg Oulda 1 139.Ravi*ton 1. "Outdance for RHR to 
Aclleva b Maintain Cold Ohutdown. 

e Office 3f Otandard* Davalopmant. Director 80/03/39 l«/pp 
13793 193 


--©004140373 Pr *1 Imlnarg value/ Impact *t»t»e-ent of proposed Rag Quids 
1 [39. Revision 1. "Ouldanco for RPR to Achieve b Maintain 
Cold Shutdown " Sum.-arg of public coir-ent* anc 1 
a Office of Btancard* Oava 1 o pman t . Olractor 00/03/39 43pp 
13793 169 


--8009010394 Forward* 800104 mairo ra general comment* b r*c omme nda 1 1 ni 
on Revleton 1. Draft 1 of Rag Ojlde 1 139 

ORAVES. C Raactor 8g*t*m* Drench 00/01/39 SCARSROl/OH. T O 
Raactor Gy* tarn* Standard* Branch Ip 13794 330 


--□009010361 Cominant* on Revision I of Rag Outde 1 139 cost Impoct oP 
ntw poaltlon would ba much larger b should have significant 
Impact on OWR* b PUR* Oulde *hou!d Include cons Idarat I on of 
»y« Interaction affect* 

GRAVES. C. Reactor Systam Branch 80/01/04 NOVAK. T. M Keac toi 
8g*ta<n» Drench 2pp 13794-339 


- -30093901 49 Request* Regulatorg Raqulrarent Review Co.-.rlttea contldb' 
propoead revision to 0RP Section 9 4. 7 b Branch Tschnical 
Position R8B 3-l.Revl*lon r* raqulrarent to cool plant down 
to condition* consistent w/RhR operating anvalopa 
MATT8DN.R J Olvttion of Sgttam* Safety 77/11/08 CASE. E 0. 
Office of Nuclear Reactor Ragulatlon. Director 3pp 12794' 349 


--Q009390I63 Forward* revised SRP 9.4.7 b branch position on propoded 
BTP 9-1 for commant* or concurranc* at Regulatory 
Raqulramant Ravlaw Coirmlttaa ihOatlng In June 
ROSS. D F. Afsletant Director for Raactor Safety 77/05/26. 
IIEINEMANN.R E Division of System* Safety. lOpP 12734:393. 


--00033901B9 SRP, Ravi * Ion 3 to Sactlon 9 4 7. "BHH Syt. " b proposed 
Branch Tachnlcal Position ROD B-l- "Oetlgn Raquiramant* of 
RHR Bg* " 

a A*tl*tant Director for Reactor Safety 77/09/36 17pp. 

13794 362 


'8009290309 Raquadt* cone 1 dare tl on of raquiramant Co impo** revised 
position on all std plants b suggeats that 790601 be 
affective det* For all app 1 1 c at Ion*, custom or std 
OEYOUNO, R C Olvldon of Project Managsirsnt. 76/09/24 
RU8CHE. B. C OfFU* of Nuclaaf Raactor Regulation, Olrcctdr 3pp 
13799 090 


8009290300 DMcut«4i r«vl*«d ot r squlr «iQ«nt« for (OpaOllitv to ochlrve 
• hutfcwn ui/ to9«--of-of f • 1 to pauor Ro tjuirsinfntt r« 
prtopirotlono I totting for odotoato nlotng of boron during 
cooldoun tbould bo given further con t t<lar atlon 

anOElO. J Light water Reactor* Or such I. 77/Ob/Ot> UILLIAH3.F W 
Light Mater Reactor* Brarch 1 ip IS793 093 


'600S29033I Foruiarg* cca'**nt« from various llcenein; project managers re 
revised 9RP Section 9 4. 7 !• proposed Branch Technical 
Position R€S 9~l Requeats consideration of LWR coir-ients 
U/o enc 1 

VASSALLO. 0 B Light Mater Reac tors Oroneh I 77/06/17 HOSB. n F 
Reactor Safety Branch ip 12799 094 


•G005290370 Conaiaott on requirements for capability to achieve cold 
shutdown u/ loss-of ~o f f < I te po;.ar Re'-etam of 36'h 
requlrrrant in light of bOi» often failure plus lo**-of~ 
offsite & onsite power Is ecpected 

SURWELL.S 0 Light Water Reactors Branch 9 77/06/00 

MtLLlAl'S.F J Assistant Director for Light Water Reactors 4pp 
12759 037 


— 6006270341 Submits background info on proposed Revision I to Reg Oulde 
I 139* "Ouldanca for Residual Heat Removal to Achlova ti 
naintaln Cold Shutdown '' Revision includes change* resulting 
from Tnl accident assestment t ACRG review 
MOflfllSO.'y-W H Assistant Director for Oetiera) Engineering 
Standards 60/06/03. ARLOTTO.O A Division of Engineering 
Standards 2pp 12793 144 


*-6203010374 Com.*ents on draft Reg Oulde 1 139. Revision I. “Out dance for 
RHR to Achieve 1. Haintaln Cold Shutdown " Phrase "from 
direct ACS pressure" should be Inserted In sentence that 
reconrend* use of tuo pouor operated valve* 

Cflltl. 0 P Oenaral Electric Co 80/01/10 FLEflINO, Q 
Wastlnghousa Etactrlc Corp. Ip. 19753.293 


--02O3OIO4O2 Conments on Reg Oulde I 139. "Ouidance for RHR to Achieve & 
Heintein Cold Shutdown " Positions Cl 3 b l< C. C 2. C 2 1. 

C 6131.C.S 1* C. 6 challenged. 

UEN!IWEft-€ C. Reactor System* Standards Branch. 79/06/'Ol . 

NOROERO. J A Englnearlng flatholology Standards Branch Hop 
12794 104 


■"6203020009 Advlts* that proposed Revision I to Rag Oulde I 139. 
"Ouidance for RhR to Achieve ti Melntaln Cold Shutdown, •• 
adequately reflects oiperlence gained a* result of TMl-2 
accident 

VASSALLO. 0. B Assistant Director for Light Meter Raactore 
79/11/30. MORRIBOh'.W H, Aesletant Director for Ooneral 
Engineering Standard* Ip 12 794: 910 24X F 1 che 90-000. 0 l/OB/04 . 

8203010001. 


--8203020007 Forward* Radiological Aseessmeot Branch t< Atcldent Analysis 
Branch commant* on Rag Ouida 1. 139. Revision 1. par 791009 
raquest. Pos Itlon C 7 should b* rewritten. 

KREOER.H.C Assistant Director for Bite Analycl*. 79/11/06. 
nORRIEON.U M Assistant Director for Oenaral Engineering 
Standard* 3pp 12794:224. 


6203020009 CommantS on proposed Reg Oulde 1.139. "Ouidance for RHR to 
Achieve t Melntaln Cold Shutdown." Ralatad comnant* end 
MEKEHIAS. J. . C0.90EL. F J. Radiological Assessment Brench 
79/10/19. 9QFFER.L Accident Anelyele Brench. 7pp. 12794:927 


— 8203020012 Forward* Draft I to Rag Oulde 1. 139.Revlelon I, '’Ovldance 
for RhR to Achieve &• Maltttain Cold Shuldpuin. " for review 
W/6 end 

SPElSi T. P. Reactor Systeme Branch. 79/10/16 NOVAK. T. . 

MAZETIB.O . IGRAEL.S. Reactor Systems Drench. 2pp. 12734.236. 


■0203020017 Comment* on Reg Oulde 1 139 In band written note Marked-up 
version of 790927 Draft 1 to Reg Oulde 1 l39,Revl*lon I, 

“Ouidance for RHR to Achieve <■ Maintain Cold Shutdown." 
enc 1 

« NRC - No Detailed Affiliation Olven 80/09/06. NflC - No 
Detailed Affiliation Oivan. lOpp. 12794.300 


8203020019 Forward* comment* on Reg Owida I 139, Revision 1. Draft 1. 
“Ouidance for RHR to Achieve !• Maintain Cold Shutdown." 

CAVE. L California, Unlv. of, Loa Angeles. 79/11/06. SPE 10, T. 
Reactor Byttemt Brench. 9pp 12794:316 


--6203020029 Notification of Working Oroup ANS 96, II. "Caoldawn of LWR*, •• 
791023 meat log In Bethasda. MO to complete draft of std NRC 
util presant work on Hag Oulde 1. 139. 

0RAVE8.C. Reactor Systeme Branch. 79/09/27. SPEIS, T P Reactor 
Syettfflt Branch. Ip. 12794:331. 


■0203020034 Submit* comments on encl markad~up varslon of 7909S1 Ossfl 1 
to Rag Oulde 1 139. Revision i. "Outdance for RHR to Adlav* 
t, Maintain Cold Shutdown, ■■ par 771009 review raquaat 6 
TP Spals 771016 memo 

SATTERF lELD. R Electric, tnetruraentatlon I, Control Sgtitat Brarcb 
79/12/09 ORAVES. C Reactor By* tarn* Branch 19pp. 12734 334 


— 6203020092 Advise* that Olv of Reactor Contt In*p ha* no tcmm*-ts es 
R*g Oulde 1. 139. Ravltlon I. "Ouidance for RIN to Achltv* t 
Maintain Cold Shutdown. '■ 

THORN8URO. H 0 Dtvldon of Reector Construction ln*pectl«n 
79/11/30 MORRISON. U M Assistant Director for Oenaral 
Engineering Stendards tp 12799.061 


■6009290343 Commant* on raqulramente for capability to echieve (old 
shutdown w/ toss-of-of fs 1 te powsr Recommang* Peregraph A. 3 
be modified to stats acceptability Of proposed United 
oparetor action be performed outelde containment. 

Thomas. C. 0. Light water Reac lore Branch 1. 77/06/07. 

VASSAL LO. 0. 6 Aesletant Director for Light Water Rtectort Ip 
12793 096 


--0007160675 Respondt to 791005 memo requesting review of 790927 Reg 
Oulde 1 . 139, Revl f Ion 1. Draft I. Review of draft rag guide, 
value/lmpact statement 1, ratglution of public commsnti has 
been completed. No comment* offered 

JORDAN. E L Division of Rrot tor Oporatfona Iniprctlana. ft/lltCt 
MORR ISON. W. H. Assistant Director for Oenaral Englneerlrg 
Standard* 3pp 12759 062 


--6203010301 Draft of Rag Oulde 1 l39.Rsvl*10n 1. "Ouidance for Hldl 1e 
Achieve 4, Maintain Cold Shutdown " 

• Office of Standards Devalopmant. Director 79/09/27. 9gp 
12794 003 


--B203010369 Preliminary value/impact assasaraant of prppoeed Reg Culfa 
1 139.R*vl*lon 1, "Ouidance for RHR to Achieve 1 , Maintain 
Cold Shutdown." Rasolutton of public commant* and. 

• Office of Standardi Development. Director 79/09/27, 47pp 
12794:012 


--0203010387 Propoead Revision 1 to draft Reg Oulde 1. 139, "Ouldcnce ■ 
RHR to Achieve 6 Maintain Cold Shutdown " U/001U4 
handurittan not* 6 agenda.Oraft valua/impact statement end 
> Office of Standards Dave lopmant. Director. 00/06/30 30fp. 

12794 093 


--8203010396 Forward* proposed imp lamentation taction for Reg Oulf* 

1 139. "Ouidance for RHR to Achieve I, Maintain Cold 
Shutdown " Rsquotte review I, comment. W/o encl draft rag 
guide 

8CARBROU0H. T Reactor System* Standard* Branch. OI/OD/04. 
MATTSON.R.J. Raactor System* Standard* Branch. 3pp. 13794 tO] 


— 6203020001 Forward* markad-up varalon of Draft 2 to Rag Ouldi I. 131. 
Revision I. "Ouldanca for RHH to Achltva t. Maintain Cold 
Shutdown." scheduled to be revlawad by Regulatory 
Actlvltias Bubcomnltta* on 000409. 

DURAI8MAMY. S. ACR6 - Advisory Committaa on Reactor Safeguards 
80/03/13 CARBON. M . EBERBOLE. J. ACR8 - Advisory CoAmlttta on 
Reactor Saftguerd*. 14pp. 12734:203. 


--7912120417 Comments on Reg Oulde 1. 141, Revision 1. "Contalnaerl 
Isolation Provisions for Fluid By*. " Recommend* that last 
sentence of regulatory Poittion 3 b* changed to maintain 
coneletcnt regulatory tone. 

JORDAN. E. L. Otvlelon of Reactor Optratloni tnspectlone 79/C9/29 
MORRISON, W M DIvlelon of engineering Standards, Ip, I27A3 D92 


--8009190886 Acespt* sncl draft IE bullatln Raquaat should b* mtdt that 
all llctnsaas respond whatbar or not doscribad problans art 
found Forward* Draft 2 to Rsg Ouida 1. 141 , Rtvltlon I 
ARLOTTO.O A. Division of Englnaaring Standard*. 00/02/19 
JORDAN, E.L. Division of Reactor Operations Inspactlona. 6pp 
12799.34S 


— 8009220370 Forward* Rag Ouida 1 . 141, Ravltlon 1, "Containment Ittlatii 
Provisions for Fluid 8yt, " vatua/lmpact aasaasmsot 6 summary 
6 resolution of public commsiit*. U/o rag guide t, summary g, 
raaolutlon of public comnant*. 

MORRISON.W. M Assistant Director for Oenaral Englnearlng 
Standards SO/04/16. Aftuaxro.O.A (71 vl t ion of Eng 1 naar ing 

Standard*. 4pp. 12779:081. 


■"8203010419 Comments on Rag Ouida 1. 14 1, Ravi * Ion i, '‘Containm* nl 
Isolation Provision* for Fluid 8y*. " Reg guide should 
provide tom* daflnltton* for assantlal ti nonaseentlal ay* 
ThORNBURO, H. D. Division Of Reactor Construction Inapactlon. 
79/09/21 MORRISON, W- ff. Assistant Dirac tor for Oanaral 
Englnaaring Standard*. ip. 12763:093 


NONDOCKETED ITEMS 


••82030l0<li Concurt u/draft Rao Oulda I 141. par 700833 request 
IKORf^fiUnO. (<. 0. Olvlstan of Reactor Construction Inspactlon. 
76/09/07 HORRISON. tJ M Assistant Director for Oenaral 
Cnglnaarlnq Standards ip. 13763 094 


*■8303010436 Forwards comraent on propused revision to Rag Oulde I 141. 
’’Cpntalraant Isolation Provisions /or Fluid 8gs. " per 
790031 raqusst 

MAROA. B A Olvlston o/ Pro jest Manaqeeieat 79/10/03 
DOFRISON.U M Assistant Director /or Oaneral Engineering 
Stanifardt 3pp 13763.067 


— 8303010444 Cosweants on draft rag guide 1 141. “Contetnmont Isolotion 
Provisions tor Fluid Sgs. *' In response to 770933 /nersu 
Concurs w/dre/t subj to resolution of listed com-nant 
EISEMHUT.O 0. Division of Operating Reactors 77/10/11 
KEIiAEMUVI. K Assistant Director for Oeneral Engineering Standatde 

3pp 13763:071 


— 0503010440 Foruerds coirnente on uorting paper for Reg Oulde I 14l> 
^Contalraent tsoletlon Provisions for Fluid 6gs. '* Revision 
O.DrePt l.dtd 770711. In response to 770720 nemo. Cone urs u/ 
dreft reg guide subj to resolution of comments. 

EISENHUT. 0. 0. Division of Opsratlng Reactors. 77/00/10 
KEHhCnUVI. K. Aselstant Director for Oeneral Engineering Standards 
3pp 13763:070 


--03O3O1O43O Advltes that Reg Oulde I |4I. Revision l.dtd 780017. has been 
revlewad to Incorporate OE comments Revision* accuratelg 
reflect positions made in R ledesco 7001311 memo 

HATTeON.R J Division of Ogstems Sefetg 79/10/0!4 RORRIOnN.M H. 
Assistant Director for Oeneral Cnglnearlng Standards tp 
13763; 083 


— 8303010491 Comments on Revision I to Reg Oulde i 141. "C onta 1 n/nent 
Isolation Provisions for Fluid Sgs. " In rasponse to 760833 
nemo. Recommends thet attention be directed touerds ensuring 
thet Oeneral Oeeign Criteria 39 t> 96 guide be coneistent 
EI&ENHUr. 0. 0. Assistant Director for Ogstdms t Projects. 
78/10/04. nORRtSOR. U H. Assistant Director for Oeneral 
Engineering Standarde Ip. 13763.004 


--0303010493 Commentc on Reg Oulde I. 14 I . Ravi • ion 1. "Containment 
leolatlon Provlelone for Fluid Bge. “ par 700033 request 
Hording In background ssctlon nf Itr 8. discussion section of 
reg guide should bt eipanded 

VOLlkiCR.R H Assistant Oirsetor for Btts Analgsi*. 70/09/20. 
MORRISON. U. n. Assistant Oirsetor for Osnaral Englnssrlng 
Standards. 3pp 13763 006. 


— 8303010494 Advises that Reg Oulda 1. l4l. "Containment Isolation 
Pravtilons for Fluid 8g*. " hat been r ev I euied. No comments. 
CROCKER. L.P. Division of Projsct Hanagsmant 78/09/14 
nORRISON.U. M. Assistant Director for Oeneral Engineering 
Standards Ip. 12763 060 


— 6303010497 Discusses OE comments b NRC proposed resolution on Rsg Oufde 
1.141. 'Containment Isolation Provisions for Fluid 6gs. " 

TEDESCO.R. Assistant Director for Plant Bgstems. 70/00/11 
ARLOTTO.O. Assistant Director for Oeneral Engineering Otendards. 

2ppl. 13763:089. 


— 6303010499 Forwards rs commend at Ion for trap iemantat ion ssctlon tor 
draft Reg Oulde I. 14t. Revision 1. "Containment Isolation 
Provisions for Fluid Bgt. " 

HEUTEMEB.C. J. Stsndardliatlon Branch 79/04/36. BULLIVAN.U 
Reactor Bgtteme Standarda Oranch. 3pp. 13763:091. 


— 8303030033 Forwards comments on Reg Oulde 1. 141. Revision i. 
'Contalnasnt Isolation Provision* for Fluid 8g*. " Proposes 
change* to regutatorg position* on procedures b containment 
Isolation action. 

KREOER.H E Assistant Director for Site AnaIgsis 79/09/30 
H0RRI88N. U. H. Assistant Olractor for Oeneral Engineering 
Stanilardi. 3pp. 13763.094. 


'8303030027 Comments on proposed Reg Oulde 1. |41. Revision 1. 
'Contalnasnt Isolation Provisions for Fluid 8v*> " in 
retfonsa to 790631 memo. Item C. 4 of proposed revision to reg 
guide tbould b* changed. 

SCHHOEOER.F. Division of Bgstems Sffetg 79/10/33 MORR 1 SON. U H. 
Assistant Director for Oaneral Englnearlng Standards 3pp. 
13763:097 


*■6303020033 Forwards ACR8 consultant. 2 Zudans. 791030 comments on Reg 
Ojide* 1. 141. Revision 1 . 1. 97. Revi * 1 on 3. b propoetd rtg 
guide. 'Qualification b Production Testa for Baf atg'Ral itad 
Snubbar*. * Commant* will be ravlewed at 791107 maatlng. 

OURAt SHAKY. B. ACflS - Advlsorg Commtttae on Reactor Safeguard*. 
79/11/09- MORRISON. W. Aesletant Director for Oeneral engineering 
stindard*. Ig. 13763 099. 


■0303020040 Forwards revlsep imp I ementatlon section of Reg Oulde 1 ]/ 
per B0I029 discussions Comments requested 

AULUCH. q Eiiglnoering Metholologg Standards Oranch O0/II/O5 
SmaPAKER. j Containment Bgstems Branch 2pp 12763 103 


0203030090 Forwards RS Mlnogue memo to EL iitll authonting printing 
distribution of Reg Oulde I 141, Revision l.ltr to Dlv I 
distribution list t DA Arlotto 000416 memo Concurrence 
osquostsd bq QQ0425 W/o sncls 

MInOSUE.R 6 Office of Gtandards Development. Director 80/04/17 
OENTON. I< n Office of Nuclear Reactor Regulation. Director Ip 
12763 301 


*0303020113 Forwards Reg Oulda I 141. per 800124 te Icon. Reques t s that 
changes to Regsjiatorg Position 4 listing ESF sgs be 
reviewed u/o encl 

BCaRORGOOH. T. 0. Reactor Sgstsms Standards Branch 00/01/25 
BOCOLI../ Office of Nuclear Reactor Regulation. Director. 3pp. 


*-8303030120 Foruiards revised Reg Quids 1 I4i. "Containment tsoidtlnri 
Provlelone for Fluid Sgs." for review b comment. per 791217 
note M/o encl 

SCARDROIA7H. T 0 Reactor Sgstems Standard* Branch 79/13/20 
BEARD. J. T Reactor Sgstems Standards Oranch 2cp 13763 339 


--B303020129 Forwards proposed imp 1 ementetlon section for Reg Quids 
I lAl.per ACRS Sub COii>.ml ttee request b forwards CJ iieltemes 
790436 memo Comments requested bg 791116 JP O'Reillg 
handwritten note included 

BCABDROUDH. T O Office of Btendards Deveiopment. Director 
79/11/OQ. O'REILLY. P Standard 1 tat 1 on Branch. app 13763 353 


■•-6303020138 Forward* marked-up version of "For Comment" issue of Oraf 
2 to Reg Oulde k. l41*Revlsion 1 . val ue/irtpac t statement b 
tummarg of public comments b resolutions Comments requested 
bg 791130 

HDRRIBON.U M. Aesistent Director for Oeneral Engineering 
Stendards 79/11/13 CONN 1 NDKAM. 0 H Office of the Eiecuttve 

Legal Director. 20pp 12763.360 


--0203020140 Notification of ACR8 Subcommittee on Reguiatorg Actlvltie 
790103 meeting In Nash 1 ng ton. DC to discuss draft Rtg Ouldss 
1 XXX. "Lightning Protection for Nuclear Power Plants." b 
I 141. Revision 1. "Containment Isolation Provisions ." 

KORR180N. H. 11. Assistant Director for Oeneral Engineering 
Standards. 76/12/21- ARLOITO.O A Division of Engineering 
Standards, 2po 12756 093 


--0203020144 Forwards ANBI N271-1976 to eipedlte rsview of Reg Oulde 
1 141. Revision l.par telcon H/o encl 

NORDEflO. J. Engineering Hethoioiogg Standards Branch. 70/13/11. 
FRAUFV. R NRC - No Oetalled Affiliation Given ip 12756 094 


--0203030147 Forwarde markad-up version of "For Commant" Issue of Reg 
Oulda 1. 141, Revision I. "Containment Isolation Provisions 
for Fluid Sgs." for review b comment Com-ments requested bg 
761222. 

MORRISON. U fl. Assistant Dtftctor for Oeneral Engineering 
Standards G1/0B/04 MALSCH. M. 0 Offica of the Eiecutlve Legal 
Director 3pp. 12796 169 


--0203030160 Forwards "For Coewient" Issue of Reg Oulde 1. 141. Revision 
"Contasnmont Isolation Provisions for Fluid Sqs. " H/o tnc 1 
ANSI N271 - 1 976. summar g b resolution of public comment* b 
value/lopsc t statsmant 

NORBCRO. J. A Englnaarlng Metholologg Standards Branch 70/12/00 
NAVEMTI.R. Division of Project Management 3pp. 12756:197. 


— 0303030180 Discusses agenda for Oct meeting re std for drg storage o 
spent fuel, request for updating AN9 96 3 b wording change 
In dune 1970 version of CHO-3. Ifandwr 1 tt an note inserting 
Bectlon 3 3 2 of AnQI N371-I976 to Reg Oulde i 141 encl 
MALLAY. J, F American Nuclear Socletg. 70/09/09. American 
Nuclear Socletg. 9pp. 13796:343. 


--830303D1G9 Forwards Draft S.Revlslon I to Rog Oulde 1 141, "Contalnm 
Isolation Provision* for Fluid Bg* '' W/o encl Std N271-I976. 
value/impact statement, pvbt Ic comments b discussion of 
c ommente. Handwr t tteis not* encl 

MTNOQlfE.R B Offlc* of Standards Devalopmtnt. Director. 61/08/04 
CASE'S 0. Reguiatorg Requirements Review Committee. 3pp 
12764:293. 


■■-0303030211 FoTWord* EC Uentlngar note to T Scarbrough w/groposed 
resolution of comnents in margin re Reg Oulde 1 141. 

Revi* Ion 1. Draft 2 Harked-up vereton of guide end. 

BCARBROUGN. T. NRC - No Detailed Affiliation Given 80/01/21. 
HENZINOER. C. C. NRC - No Detailed Affiliation Given I3pp 
12764: 332. 
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NOWDOCKETED ITEMS 


--02O5OSOJ3W U»u4nc» CuJde I 141. 

f’rovltiont tor Fluid Sy* 

MtliOCJE.S B Offlc» of 8t*tid»rd* O»velopment. 
StVCNOAP*. C Office of Staodofde Cevelojment. 
12734. 279 


"ContdinFOnt tsolotlon 

Director 78/03/?!. 
Director Ip 


--B2O302024.B Forjord* notice of lieoant# fc aval lab 1 1 1 ty of Beg Oolde 
1 141. "Contalr-ent Uolatton Proultions for Fluid 8ye 
MINOSUE. fl 0 Office of Gtanderde Oevelopieent. Director 78/04/14 
STEPHEi.'S-C 8 OocVetlng Servlcef Branch Ip 12736 S9U 

*-6103020273 Notice of itsuance 4 availability of Reg Oulde I 141. 
“Conla Inmen t Isolation Provisions for Fluid Sys ” Sonaiary 
slatment ent I 

MlNCClfE. ft B Office of Standards Oevelop«enl. Director. 70/04/in 
3pp 12756 299 


--03O3O2O281 For.«ards Reg Guide I 141. Containment Isolation Provisions 
for fluid 5yi.“ «. notice of Issuance Coenents & suggestions 
fee's public encouraged W/o encls 

niNOOUE.R B Office of Standards Development. Director. 78/04/14 
HART.O Senate. Environment 6 Public Worts Ip 12756 306 


--6203020206 Foru-ards Reg Guide I 141. "Conta in-nsnt leolatlon Provisions 
for Fluid Sys. " 4 notice of Issuance Comments 6 suggestions 
from public encouraged U/o encls 

NINCGUE.ft E Office of Stendards Development. Director. 70/04/14 
DI63ELL. J D House of Rep . Interstate i Foreign Commerce Ip 
12756 307 


— 8203030354 Comments on Reg Guide 1 141 U/handy.r i tten note FR notice 
anc I 

e nRC - No Oetelled Affiliation Given 76/09/13 NRC - No 
Detailed Affiliation Given 2pp 


--B203040570 foriaards revised Reg Guide I 141 Reguests rsuteu of Position 
4 to establish consensus re requirement for isolation of 
containment following E5F actuation U/o enci 
eCARBROtiOH. T Reactor Systems Stendards Branch 60/01/28 
BEARD../ r NRC - No Oetallad Afftllatton Given Ip 12764 307 


--7609200098 Forwards marled-up version of Reg Guide 1 141. 

"Containment Isolation Provisions for Fluid 9ye“ for ravlew. 
Commrnts requestel by 700915 Also forwards ANSI N271-1976 & 

GE 780626 comment 

M0RRI80N.U H Assistant Director for General Engineering 
Standards 76/06/23 TICORNBURG.H 0 Division of Reactor 
Operations Inspections MQSELV.NC . MATT80N.R J Division of 
Reeclor Construction Inspection 4pp 12763.174 


--79101 70390 Forwards 790822 typed marled-up version of "For Comment" 
Issue of Reg Oulde I 141. Revision 1. "Con te Inmont Isolation 
Provisions for Fluid Sys." k value/lnpact Statement. EC 
Wenitnger undated comments on 791004 draft rag guide end. 
MORRISON. U M Assistant Dlractor for General Englnaering 
Standards 79/00/31 LEVINE. 6 Office of Nuclear Ragulatory 
Research. Director 8CHRDE0CR.F Division of Systems Safety 
M3SELEV.N C. Division of Reactor Operations Inspections. 27pp, 
12764 304 


--7911050315 Requests ACRS concurrsnee In Reg Guide 1. 141. Revision 1. 
Draft 2. "Containment Isolation Provisions for Fluid 

■Islon of Engineering Standards. 79/10/10. 

- Advisory Committee on Reactor Safaguards. ip 


eg Ouida 1 141. 
Itlont for 
mpact 


--8203020036 Forwards typed marked-up version of "For Comment* ieete of ! 
Reg Oulde 1 141. Revision 1. "Contelnment Isolation 1 

provisions for Fluid Bys. ” ANSI Btd M271- 1976. euausarq 6 ■ 

resolution of public comments 8. val oe/impac t statement 

HlNOOUE.n D. Office of Standards Development. Okretlor. 79/02/01. • 

CASE.E. 0 Regulatory Raqulramantt Ravlau ComMltta#- 7pp , 

12763 134 } 

t 

--8203020110 "For Comment" Iseue of Beg Outdo 1 . 14 1 • Rsvl t (on !• Draft 9. j 
"Containment leolatlon Provisions for Fluid Bys. j 

Vstue/tmgact statsment end. I 

e Office of Standards Oavalopmant. Dlractor 79/10/04 IDpp 
12763 120 


-'0203020163 Forwards ravtsad Reg Oulde 1.141 Incorporating changtt 
recommtndad by ACRO k Dfc of Cracutlve Lagal Dlractor 
Handwrlttan notes re Imp 1 smentatlon evaluation rapt for 
Revision I of Reg Guide 1. 141 and. 

NORBERO. J. Engineering Metholology Standards Branch. 70/01/09 
NAVENTI.R Division of Project Management. 7pp. 12736.201, 


— 8203020179 Provides background info ra resolution of ceaments on Htg 
Oulde 1 133. "Loose Part Detection Program for Primary 8ys 
of LWRs " U/o ends Draft Reg Guide 1.141 6 distribution 
1 1st anc I 

ARLOTTO.O A Division of Engineering Standarda. 80/03/10 
niNOOUE.R 0 Office of Btandarde Development. Dlractor. 7pp 
12764 218 


--8203020307 Reg Oolde 1. 141. "Containment Isolation Provisions for Hull 
8gs. 

« Office of Standards Development* Director. 70/03/31 4pp. 

12736; 333 


--02O3O4O367 Marked-up version of “For CoiMient" Issue of Orefl J.HaViSlan 
I to Reg Oulde 1 141. "Containment Isolation Provisions for 
Fluid 8ys " 

e Office of Standards Development. Director. BO/OI/21. Upp 
12763 166 


--790823D442 Oppoeset proposed Rag Guide 1. XXX ra ccMbknlng QA criteria 
in IOCFR30 App B for all struc tures. sys I. compnnants. 

Recommends alternative approach for retaining aelstlng OA 
definitions for " Important to safety" 1. "saf aty-ralatad " 

MAA8B. M P Ouallty Assuranct Branch 79/07/24. MORBIBUN. H M 
Assistant Director for General Englnaering Standards 4pp. 

12766 023 


8009220447 Forwards draft AN8I/AN8 96 2. "C On ta Inman t Isolation 
Provisions For Fluid Sys. ” mc comments l> draft Rag 
Ouida I 141. Revision I. "Contatnmant Isoldtlon Provielons 
for Fluid Bys " Requests ballot action by 600306. 

HORRI80N.U M. Assistant Dlractor for Oanaral Englnaarlng Otaiidardi 
00/04/17 MURlEv. T. Division Of Raactur Oafaty Rasaarch BOlHI. 0 
Division of Project Management. MATTSON. R. Division of Oystens 
Bafely 3pp 12764:192 


8203170109 Advises that Rag Oulde I 10. "Hachanlcal iCaldwsldl Opllcas 
in Reinforcing Dart of Category I Concrete Structures. * does 
not cover details mantlonad in 810602 Itr. Detail acceptance 
left to NRC Inspector et specific site. 

ANDERSON. U. F. Mechantcel /Btruc tural Engineering Branch. 81/06/30 
SCOTT. 8 B. United Engineers b Constructors. Inc. isube. of Beytbecn 
Co I Ip 12327123 


8203180031 Forwards draft Rag Ouida MS 901-4. " Idantl ft cation of Valves 
for Inclusion in Intervlce Testing Programs." Task M9-90I-4 
dtd June 1981 . Comments solicited. 

ARLOITO. 0. A. Division of Engineering Technology. 61/07/07. 

FRALEV. R. F. ACRS — Advisory Committsa on Reactor Safaguards. Ip. 
12338: 108 


Branch 79/11/19 
Reactors 2pp. 


41, Revision 1. Draft 2. 
js “ 

'italnmant 

60/01/24 15pp 


^ontslnmsnt Isolation 


—8203180034 Draft Rag Ouida MS 904-4. " Ident Iflcablon »* Valvss far 
Inclusion in Inssrvlcs Testing Program." 

« NRC - No Detailed Affiliation Given. 81/06/30. 10pp. 

12338 109 


--8203180037 Preliminary valua/lmpact statement of proposed Reg Gulds 
ns 901-4. provid ing guidance to licensee* ra requirements for 
inssrvice tasting of safety-related valves 1. info needed to 
evaluate requests for relief from Section Xt requirements, 
a NRC - No Detailed Affiliation Given. 81/06/30. 9pp. 

12338: 119. 


80/03/31 3pp 


141. Rtvit Ion I. 

Igs “ 

79/00/82 6pp. 


8203160443 Forwards draft Reg Guide 1. lOS.Ravislon 3 I tC 010-31 • 
"Instrument Betpotnts. " dtd Jul 1981. Coalman t a solicited. 

OOLLER. K. R Division of Facility Dparatlons. 01/07/24. FRALEV. R F. 
ACRB - Advlsorv Committee on Reactor Safepuards. 3pf- 12343.119. 


— 8203180446 Draft Revision 2 to Rtg Ouida I. tOS <IC 010-91. 'Instrvaent 
Setpoints. ” 

s NRC - No Detailed Affiliation Given. 81/07/31. Bpp. 

12343: 121. 


--0203180493 ar«ft F of "Setpotntt for Nuclear 8af e ti^ -R» latod 
tn* truDon ta C I OK in Nuclear Power Pla'itt " 

COJFFITH-U f tno Iruretit Bocletg Of /VaerICe • Anortcan Nitlotiol 
Stanfarot loftltute 70/03/23 17pp 13343 i3<f 


0303390331 euatmarg of Coo>-^lttse to flevi eu Uen er i c Requirenentt ti;.’0334 
meeting Item* diicueeed include propoeed post-CP change rule 
!• proposed rievitton 1 to Reg Oulde 1 33 List of attendees 

•nc I 

BTECLO. V. Committee to Nevleu Otnerlc Requirements 02/03/16 
0IRCK8' Id J. Office of the Ftecutive Director for Operations 3pp 
13413; 37& 


B30329038I Pack age of tuo comments opposing draft reg guide is training 
ti esperlence criteria for phgtlcians requesting 
author 1 cat i on to use reactor-produced radioisotopes for 
diagnostic procedures 

PETIV. T L American College of Chest Phgsi clans HCNAHARA. D (j . 
l/ARRtSON. 0. C. American College of Cardiologists D?/03/08 
CIlIUl'- 8 J Correspondence t< Records Branch Bpp 13430 310 


0333370369 Package of 11 rnesents supporting draft rog guide re revissj 
training (• eiperlence criteria for nuclear medicine 
pnga lei ens. 

BONTC. F 3 Tesas. Univ of TI/HlIiNER.E II Hercg Hosp 
PI ttaburgh* FA OIPIFTRO^R R American Osteopathic College of 
Nuclear Medicine 47FR333a 03/02/33 Oorketing <■ Services 

Branch. t4pp 13434 OlO 


8203270394 Gupports draft reg guide re revised training S< eiperlence 
criteria for nuclear medicine phgslclans 

OALV> 3. L Bt. Louis On Iv Medical Centar (It Louis. MO 47FR322fl 
037 03/03/19. Office of the 0ecf etarg of the Commission Ip. 
13434: 090 


8303390397 Opposes draft reg guide re t evised training <• eiperlence 
criteria for nuclear medlclna phgslclans 

OOCDRICH. 3 K. Radlulogv Assuclates of Erie 471(13236 090 
03/03/33. Office of the Becretarg of the Commieslon Ip 
13434; 034 


8303390396 Bupporte draft reg guida ra ravlsed training !• eiperlence 
criteria for nuclear redlcine phgsiciane 

ALLEM-e. W Dklahoma. Unlv of 47rH333n 1 39 03/03/03 

Oockatlng & Bervlces Brarich 3pp 13433' 320 


02033903011 Packaga of 14 (oreente supporting reviled training t- 
eiperlence criteria for Auclaar medicine phgslclans 

OBTROUBKV. 8 M Orach. E 1 c h ter. Roeeiib erg. SI 1 ver. Darns t e 1 n 1. Ilair.msr. 
FAERBERiO 0 Amarlcan Osteopathic Collage of Radlologg POOD. M J. 
Louisiana (Itata Unlv 47FR333n 83/03/04 Dnckatlng li Garvlcus 

Branch lOpp 13433 339 


820339030B Cairmtente ra propoeed Revision 3 to Rrg Oulde 1 109. 
‘•Instrument Setpoints " Proposal does not provide 
constructive unambiguous guidance to Induetrg. 

CAMN> A. L. Dachtet Corp 02/02/36 Oockatlng t. Services Branch 

I6pp 18434- 033 


0303390313 Foruarils cos'.msnts re propoeed Revision 3 to Reg Ouldo 3 tl. 
•‘Btii Format t Content of License Applications for U Mills 
BOO-OB. L. A American Mining Congrats. U2/03/36 CMILK. 8 J 
Doctetlng It Qervlcas Drench 6pp 12434 041 


0303240317 Commants on Draft 1 to Reg Oulde MB 129-4. "Anchoring 
Component !■ Structural Supports In Concrete " Draft 
reprasents good first step 

BURDETTE. e 0 Tennattec. Unlv. of 03/03/11 ORAVEB. U L NHC - No 
Oetatlad Affiliation Given 3pp 13433 329 


03033903(0 Foruards coirmefits opposing proposed ravlslon to training <• 
eipsrianct criteria for nuclear medicine phgslclans 
BTAHL. T U. Affiliation Unknown 46FR3328 106 02/02/24 

Docketing It Bervicts Branch. 3pp 12433.113. 


0303390324 Conmants on proposed Revision 3 to Reg Oulde I 38. “OA 
Program Raqul ramants lOes Ign It Const). " Reg guide should be 
issued along w/Reg Guide I 33 . Revision 3 

COUNStL. U. 0. . liERNER. U 0 Connecticut Yankee Atomic Power Co 
WCRNERiR. F. Northsast Nuclear Enargg Co I tubs of Northtaat 
Utllttlssl. B10446 03703/03. Docketing L Servlcat Branch 3pp 

13433: (19. 


920339032S Package of 19 comments supporting draft rtg guide re rrvlaed 
tralAlng h erparlsnca crltsrla for nuclaar msdletns 
phgslclans. 

fiOBEKFELD.8 0 . FERNANDEZ -POL Bt Louis Unlv. Medical Contar bt 
Louis. KO. SERAFINI.AN Miami. FU. Unlv of 47FR3228 G3/02/35 

Dscktttng h Btrvlcss Branch 43pp 13433 133 


0203399361 Package of sti comments In support of Reg Guide 10 B >( 
training & eiperlence criteria for phgsicians requesting 
au for 1 tat tom to uto rsac t or-pr oduc ed red 1 0 1 Sotos e s for 
diagnostic procedures Seaports reg guide 

matin, P Sierra Nuclear Croup OENTIlCOHE. R C . OvOhAP 

Afflllatior Urikiic.-n 47FR332e 02/02/34 Docketing 6 Servi 

Branch App 12433 092 


02032903 76 Patiage of nine comments in support of draft fog gui dr 
revised training L eiperiorce criteria for nuclear redlclne 
pp qs 1 c I ans 

VFN. C. Affiliation Jnlfown RCDtRtSON.J 5 • BRnwN. M L Mago (. 
l»oc*es ter. M.h 47FR3?.>0 02/02/26. Cocketlng & Services Bran 

; Ips 12432 214 


Q203290390 Com.ments cn draft Reg Oulde M3 12*7-4. "Anchoring Compon 
tc Structural Supports n* Concrete ” Com-ents urge 
clarification of Info re erpanslon anchors- shell anchors, 
testing, load c omb Inat lens L strength reduction factors 
r.AN.N>1N.B u Afflliaticn Unknown 83/02/33 ORawEB. H L NRL - 
Detailed Affiliation Given 7pp 1243? 307 


0203290396 Requests toat torment period for proposed rulo lOCFRbO 
la environ qu a 1 I f i ( a 1 1 on nf electric equipment for nuclear 
pOLer plant be eitenoed to correspond w/c oeurent period for 
draft reg guide. 

RaRaER.U 0 Ojie Power Co 47FH2076 C04 02/02/29 CHILK. 6 J 

Office of the Gecretor, of the Commission Ip 13432 304 


0203290399 Comments on proposed Revision 2 to Reg Guide 1 109 ro 

instrun-ent setpolrits Draft Jocuirente should not he 
endorood due to temporary nature of matl 

CURTIS. N U Pennsylvania Pcuier L Light Co PLA-1029 82/03/lD 

Docietlrig L Bervlces Oranch 2pp 12437 297 


0203290403 Package of five commente supporting draft reg guide re 
revised training 8. experience criteria for nuclear rediclno 
physic lans 

MILLER. H K at. Joseph Kosp Inc Towson. rlD UETTERAU. L N ‘/e 
Admin Hoep Los Angeles. A tUadsuarth Hosp Center) SUDARD. R 
Santa Ane Tustln Redtclogy Group Santa Ana. CA 47FR3220. 
03/02/19 Docketing h Services Branch 6pp 12436: 143- 


0203290403 Paciags of five cu-nments supporting draft reg guide re 
revised trainlrig & experlonco criteria for nuclear medic Ino 
physic lans 

MtLLER. M A . HHALKHAi.t. I Affiliation t/nknoun LEBLANC. J A 
Arnot-Ogden Mprorlal Mosp Elmira- NV 47FR322Q. 02/02/19. 

Docketing L Bervlces Branch 6pp 12436- 143. 


0203240407 Comments on draft reg guida M3 901 “4 L value Impact 
statement. "Identification of Valves fur Inclusion in 
tnservice Testing Programs *• Oulde should refer to Reg 
Oulde I 148 

RAI1E-E P Ue St Ing house Electric Corp NB-EPR-3364 02/03/23 

CIIIlM. 8 O Docketing & Services Branch 2pp 13437 173 


63D3290410 Package of three comments apposing draft reg guide re 
revised training experience criteria for nuclear medicine 
phytic lans 

MOFFER.R. B Vale Unlv USZLER. J <1 California. Unlv of. Los 
Angelee GEEkO. K. R Montana Heart Institute 47FR3338 02/02 

Docketing t Services Oranrh 9pp 12436 149 


020329041 1 Package of three co.-ments re ‘-Revised Training 6 Expert 
Criteria for Nuclear Medicine Phyttetans" published on 
820123 In FR Opposes guide 

O'ROURKE. R A Texas. Unlv of UAS8ERMAN. T H Mashlngton Unlv 
HAOER. E Massachusetts General HPip Boston. MA 47Fn332a 
02/03/08 Docketing & Services Branch 6pp 13436 197 


8203390413 Forwards Japanese trenslation of Reg Oulde 6 29. 
"Instruction re Risks From ()c c upa 1 1 ona 1 Radiation 
Exposure 

IMAHORI.A . HvOI.N Juntendo Untv. 82/02/17 Docketing 6 

Services Drench Ip 12436 179 


--0203290417 Requests permission to publish Japanese translation < 
Reg Ouide 8 39. "Instruction re Risks From Oc c upa t Idna 1 
Radiation Exposure ‘ 

IMAHORI.A. Juntendo Unlv 01/12/34 Docketing << Servlceu 

Branch 17pp 12436 ISO 


0203290419 Comments on proposed Revision 2 to Reg Oulde 1 13 re 

nuciaer criticality safety Tight storage pool configurations 
would provide Increased enrichment limits for existing pools 
to aC coounodate changes from 13 to IG-month fuel cycles. 

OLSON. A P. Affiliation Unknown 02/03/10 Docketing 1. Serv 

Branch. 12pp 12437.018 
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NONDOCKETED ITEMS 


--B?0303023<J l»»uance at Res Guide I I4ti "Corttalnment teolatlon 

Provlttons for Tluld 9(j» " 

MINCCWE.R. B Ofeice of Staoderde Oevelope-ent. Director 7B/03/«?l- 
RfVENBARii. C Office of Standerdt Dove lep.Tent. OiretkoP Ip 
12736 279 


--0203020260 Foraarde notice of ii»uan(e 6 aval lab 1 1 ltd of (feg Oulde 
I 141. ■ Con ta»r.-.ent t eolation Provieione for Fluid Sgi '* 

nlNDOOC.n.B Office of Standarde Oovelojment. Director 70/04/14 

ST£f WEN3. C n Doctetlnj 6 Bervlcfi Branch Ip 12796 390 

--6203020273 Notice of leeuance 6 aval 1 ab i 1 1 1 <i of Rej Oulde 1 141. 

•■Containment Itolation Provlfioni for Fluid Sg« " Surmoril 
ttatement encl 

HInCOUC.R B Office of Standardt pevel opr>ont. Director 70/04/13 

3pp 12756 299 

--02O3O2O201 Foruiarde Reg Oulde I 141. "Conta in'eent teolatlon Fruvlelont 
for Fluid Sgd. 6 notice of iteuance Comaentt & tug get 1 1 one 
fto-i public encouraged M/o enclt. 

nlNOGUe.R B Office of Standardt Oevelopnent. Director 70/04/14. 

hart. 0 Senate. Envlror.rient 6 Public Worhe bp 12796 306 


--P2030202B6 Forward 9 Reg Oulde I 141. "Containment Itolatlon Provltlonb 
for Fluid Bgt. " 6 notice of Ittuance Cooinenta 6 euggettlono 
from public encouraged U/o encle 

MlMOOlfE.R n Office of Standardt Development. Director. 70/04/14 
OfNCELL.3 0 Houte of Rep . Interttate 6 Foreign Commerce. Ip. 
12756 307 


— B203030354 Commentt on Rag Oulde I 141 M/handi-r 1 1 1 en note F« notice 
one I 

e nRC - No Detailed Affiliation Olven 70/09/19. NRC - No 
Detailed Affiliation Olven 2pp 


--R203040970 Forjord* revited fieg Oulde 1 141 Regueett review nf Popition 
4 to ettablMb contonaoa re regutronent for Itolatlon of 
contaln-ent following E6F actuation M/o encl 
BCARBROO'CN. T Reactor Syttemt Standardt Branch. 00/01/20 
BEARD. J T NRC - Wo Detailed Affiliation Given. Ip. 12764 307 


--7G09200098 Forwerdt marked-op vertion of Reg Oulde 1 141, 

"Contelnnent Itolatlon Provlilont for Fluid 8g»“ for review. 
Comnentt reguetted bg 7B0915 Alto foruardt ANSI N271-1976 6. 

OE 760626 c orient 

HORRtSON.M M Attltlant Director for General Engineering 
Standardt 78/08/23 ItIGRNOURG. H D Olvitlon of Reactor 
Operationt Intpectlont I10SELY.N C * MATI60N.R. J Olvitlon of 
Reactor Conttructlon Intpectlon 4pp. 12763.174. 


--7910170390 Foruardt 790022 tgped marked-up vertion of "For Comment'' 
Ittoe of Reg Oulde I lAi.Revltlon 1 . "Conte Inment Itolatlon 
Provltlont for Fluid Sgt. " & value/lmpact ttaterent.EC 
Utnilnger undated cor.mentt on 791004 draft reg guide end 
nORRtSON. M li Attlttant Director for Oenerel Engineering 
Stendardt 79/08/31 LEVIWE.B Office of Nuclear Regulatory 
Rettarch. Director 3CHRQE0ER.F. Olvlelon of dgttemt Safety. 
N3EELCV.N. C Olvitlon of Reactor Operationt Intpectlont 27pp. 
12764 304 


--7911050315 Requettt ACRB concurrtnee in Reg Oulde 1. 141.Revlalon I. 
Draft 2. "Contaln>nent Itolatlon Provltlont for Fluid 
Bjt 

ARLOTTO. 0 A Olvitlon of Engineering Standards 79/10/10. 

PRACEYi R F. ACRS ' Advisory Cc-vilttte on Reactor Safoguardt Ip. 
12793 297 


— B001030144 Forwards marked-up version of 791004 Reg Oulde I 141, 
Rtvltlon 1. Draft 2. "Containment Itolatlon Provltlont for 
Fluid Syt -■ U/o tncl ANSI Btd N271- 1976. v4l ue/ 1 mpac t 
ttattmont & public comments 

N3RBER0. J A Engineering fletholology Stenderdt Branch 79/11/19. 
VARQA.8 a Attlttant Director for Light Mater Rcdctort 3pp 
12704 322 


--6005190009 "For Comment" ittue of Reg Oulde 1 141,Revltton 1, Draft 2, 
"Containment Itolatlon Provltlont for Fluid Syt. " 

Valut/lmpact itattment on rtguirementt for containment 
Itolatlon of fluid tyt encl 

• Office of Standardt Development, Otrec tor. 80/01/24 1 5pp 

12764 194 


--900S320456 Draft Rag Oulde 1 . 141. Revl t Ion 1. "Containment Itolatlon 
Provltlont for Fluid Syt." 

• Off let of Standardt Development, Director 80/09/31. 3pp 
12764 189. 


--8903020046 "For Comment" Ittue of Reg Oulde 1. 14 1 , Revltion t> 
"Containment Itolatlon Provltlont for Fluid Byi. •• 
t Office of Standardt Oevtlopment. Director 79/08/22 6pp. 
12763. I4B. 


--8203020096 Forward! typed merked-up vertion of "Far Coanent" Ittut tf 

Reg Oulde I 141. Revltion I. "Contalnmtnt Itolatlon ! 

provltlont for Fluid Sgt, " AN61 Std N271— 1976, tuanary It 
resolution of public coiunentt 6 valut/lmpact ttattment. 

HtNOOUE.fi. B Office of Standard! Oovtiopment. Director. 7V/02/Of ; 

CASE, E O Regulatory Requiromantt Revlaw Committee 7pp. i 

12763 194 


--0203D20110 "For Comment" Ittue of Rag Oulde 1 . 141, Revltion l> Drift J- j 
"Containment Itolatlon Provltlont for Fluid 8ye. " ■ 

Value/lmpact itatament and. 

• Office of Standardt DevtlopnanV. Oirtetor. 79/10/04. 13pf | 

12763 120 I 


--8203020169 Foruardt revised Rag Oulde 1. 141 incorporetlng ckangte 
recommended by ACR0 6 Ofc of Etecutive Legal Director. 
Handwritten notes re Impltoentatlon evaluation rapt for 
Revision 1 of Reg Oulde 1 141 oncl. 

NOR8ERO. 3. Engineering lietbolology Standardt Brtnch. 70/01/09. 
MAVENII.R Dlvlalon of Project Hanagoment. 7pp. 137S6 SOI. 


— 8203020179 Provides background Info ro ratoluklon of comment! !n Rfp 
Oulde I 133, "Looee Part Detection Program for Primary 6yt 
of LWRt. " U/o encl! Draft Reg Oulde 1 141 6 dlitrlbutlon 
lilt encl 

ARLOTTO.O A Olvitlon of Engineering Btandard!. BO/03/10 
MINOCUE.R B. Office of Standard! Otvelopmant. Director. 7pp 
12764; 210 


--0203020307 Reg Guide 1. 141. “Contelnnent leolation Provision! ftr flolf 
Syt. " 

• Dfflc! of Btandardt Development, Director 70/03/31. 4pf 
12796 333 


— B203040967 iierked-up vertion of “For Commtnt" Issue of Draft 'a.Mivltlt' 
1 to Reg Guide 1. 141, "Containment Isolation Provlilona foe 
Fluid Syt. " 

e Office of Btendardi Development, Director 00/01/31 Rpp 
12763 166 


— 7900230442 Oppoetot proposed Reg Oulde 1. KXX re comklning OA iriierle 
In lOCFfiOO App 0 for ell itructuree, tyt I, component! 

Recommend! elternatlve epproech for ntalnlng eilstlng UA 
definitions for " important to tafaty" I, "safatg-relatad 
HAABB. U P Quality Assurance Branch. 79/07/24. HORIl IfPlH. U H 
Assistant Director for General Engineering Standards 4pp 
12766 023 


0009320447 Forwards draft ANSI/ANS 96 2. "Containment Isobalton 
Provitlons For Fluid Syt. * t«C comments l< draft Reg 
Quid# 1. 141. Revision I. "Containment Isolation Provisions 
for Fluid Oys." Rsquests bstlot action by 000906. 

MORRISON, M H. Assistant Director for General Engineering OtanSerds 
80/04/17 MURLEY. T Olvitlon Of Reactor Safety Resserch RIY./r. 0 
Division of Project Manegement. MATT80N#R. Division of Bysless 
Safety 9pp 12764 192 


0203170109 Advises that Reg Oulde 1.10. "Hachanlcal ICeldweldl Dpllces 
In Reinforcing Bert of Cattgory I Concrete Btructuret, " dost 
not cover details mentioned in 610602 Itr. Detail acceptance 
left to NRC Inspector at spaclfic elto. 

ANDERSON, M F. Mechanic al /Btruc tural Englnearlng Branch. 01/06/30 
8C0TT.B. 0 United Englneere 1, Conetr uc tors. Inc. Isubs. of fiaylleen 
Co ) Ip. 12327:129 


0203100091 Forwards draft Rag Guide MS 901-4, “IdantlfUallon ef Vsivei 
for Inclusion in Insorvico Tasting Programs," Task MS-901-4 
dtd Juno 1961 Comments solicited. 

ARLOTTO. 0. A. Division of Engineering Technology. 01/07/0/ 
FRALEY.R.F. ACRS - Advisory Committee on Roactor SefegoardS- If 
I 2330 too 


--82031B0054 Draft Reg Guide MB 904-4. "Identification of Valves fer 
Inclusion In Intervlco Testing Program" 

e NRC - Mo Oetatlad Affiliation Given Bl/06/30 lOpp 
12336 109 


—8203100097 Preliminary value/lmpdct statament of proposed Rag Ouldt 
MS 901-4. provld Ing guidance to llcontoet ra ragulrtaents for 
Intervlco teiting of taf ety-r olatad valvae ti Info neoded to 
evaluate reguette for relief from Section XI reg'/lrement t. 
e NRC - No Detailed Affiliation Given 81/06/30. 9pp. 

12330: 1 19 


8203180443 Foruerdt draft Reg Guide 1- lOa.Revltlon 2 tIC OIO-9k, 
"Inttrument aetpolnts, " dtd Jol 1981. Comman te eotUlted. 

OOLLER, K. R. Olvlelon of Facility Oporotlont. 01/07/24. FRALIV.R f 
ACRS - Advisory Commlttse on Reactor Bafeguarde. 3pf 1J7343 II" 


— B203IB044B Draft Revltion 2 to Reg Guide 1. 109 lit OlO-S). •|pistfv*«ay 
Setpoints. " 

t NRC - No Oetailtd Affiliation Given. 01/07/31 Bpf 
12343; 121. 



NOWDOCKETED ITEMS 


--6903160493 0r«4t P ot ''S»t(otnt* for Nuclear Sal^c ty -n« lated 
tnetru-ianta tlon Uaed In Nuclear Power Planet " 

ORIFEITH.U P Intlrurtont Society nl' A/rerica * Airerlcan Natttjn.i] 
Stendardt Inttltute 79/09/33 IVpp 13343 139 


D203390331 Buireiary ol Coeulttee to flevlaui Oeneric OeQulrementt 0303^4 
neetlnu Ittn* ditcuieed include propoted pott-CP change rule 
b propoted Revltlon 1 to Reg Guide 1 3J Lt«t oe etttndett 
• nc t 

8TELI.D. W Cotr-ilttae to Bevlaw Oeneric Requ Irenen 1 1 03/03/16 

DIRCKS* N J Office of the Ciacutive Director for Operatlont 3pp 
13413 376 


9333390381 Package of two coroente oppoeing draft reg guide re tratning 
t eiperience criteria for phgtlclant raguetllng 
tuthorl cation to ute reactor-produced rad 1 o 1 1 otopee for 
dlagnoetlc procedures 

fETTV. T.C American College of Chest Phvslcians hC NA"AH A, n li . 
HARRtGOK*0 C American College of Cardiologists 63/03/08 
CHICK. Q.d Correspondence b Records Branch 8pp 13436 310 


6303390309 Peclage of 11 comments suppnrtlng draft reg guide re revised 
training l< atperlence criteria for nuclear oedtcine 
phgt 1 c lane 

SONTE. P.J Teiat. Unlv of TDRDINER.E It Nerev Kusp 
PI ttsOurgh. PA OIPIETRO. R R Anerlcan Usteopathic Collage of 
Auclear Kediclne. 47Pn3330 83/03/33 Ooevating h Services 

Brarch 14pp 13434 010 


6303390394 Supports draft rag guide ra revised training t. eiparlrnce 
trlterla for nuclear madlclna physicians 

OALV. J L Bt Louis Unlv fladlcal Center 8t Lauls>M0 47FR3L'S0 
037 82/03/19 Office of the Secretary of the Comolstlon Ip 
13434 090 


6303290397 Opposes draft rag guide re revised trelPIng It atpartenco 
crltsrlc for nuclear medicine physicians 

OCCORtCH. J K Radiology Associates of Erie 47PR333e 090 
63/03/23 Office of the Secretary of the Commission Ip 

13434 024 


620339 0 39Q Supports draft rag guide re revised training 1. eiperience 
criteria for nuclear nedlclna physicians 

ALLEN. 8 U Oklahoma. Unlv of 47PR333U 199 03/03/03 

Docketing 6 Services Oranch 3pp 134 33 3 30. 


6a0339O3O6 Package of 14 comments supporting revised Crelnlng (. 
eiperience criteria for nuclear medicine physicians 
OSTROUSKY.B H Srech, Elchler, Rosenb sr g. 0 1 I ver . Serns t e In 1. Ilam-rar 
FAERBER. 0 0 American Osteopathic College of Radiology WOOD. H U 
Louisiana Btote Untv 47FR3336 03/03/04 Onckatlng L Bsrvlces 

Branch IBpp 13433 339 


6203390300 Comments re proposed Revision 2 tn Reg Oulde 1 109. 
"Instruaient Setpoints " Proposal does not provide 
constructive unemblguout guidance to induetry 

CANN.A L Bechtel Corp. 83/02/36 Docketing 6 Services Branch 

I6pp. 13434 039 


6303390313 Foruierds comments re proposed Revision 3 to Reg Ouldu 3 !>« 
*Std Formet t. Content of License Applications for u Mills " 

BCOCG. U A Amsrlcen Mining Congress. B3/03/36 CMILK.S 3. 
Docketing t Servlets Branch 6pp 13434 041 


6303390317 Comments on Draft 1 to Rtg Oulde MB 139-4. "Anchoring 
Component (■ Structural Support* in Concrete " OraPt 
represents good first step. 

BUROETrE.E 0 Tennessee. Unlv. of 83/03/11 ORaUEB. M L M'C - No 
Detailed Affl lletlon Given 3pp 13433339 


620339031B Forwards comments opposing proposod revision to training ti 
eiparlancs crltarla for nuclear medicine physicians 
STaIC. F J Affiliation Unknown 46PR333a 106 03/03/34 

Docketing & Services Branch 3pp 13433 I 13 


6303390324 Comments on proposed Revision 3 to Rag Oulde 1 SB. "OA 
Program Requirement* (Design t. Const! '' Reg guide should be 
Issued along w/Reg Oulde 1 . 33. Revision 3 

COUNSIL.U G • UERNER. U 0. Connsctlcut Vanbee Atomic Power Co 
RERNER.R. P Northeaet Nucleer Energy Co. (subs of Northeast 
Utllltletl BI0446 83/03/03 Oockatlng t, Bervlcss Branch 3pp 

13433. 119 


6303390325 Package of 19 comments supporting draft reg guide re rrvleed 
training b eiperience criteria for nuclear medicine 
physic Ian*. 

ROSEh’FELO.a D . FERNANOGT-POl at Louis Unlv. Mad tea I Center Bt 
Louis. KO seftAFIMI.A. M Miami. FL. Unlv of. 47Ffl333B- 82/03/2S 

Docketing b Bervlcee Branch 43pp 12433. 133. 


8203390361 Package of »1» comments in support of Reg Guide lO 8 t c 
training 4* etpariencQ criteria for physicians requesting 
author I cation to use rent tor -produc e.1 radlolsutoi.es foi- 
dlagnostlc procedures Supports req guide 

.“ATJ.N. P Sierra Nuclear Medical Group OENriLCORE.R C . DVORAK. A 
Affiliation unknown 47fn3330 02/03/34 Docketing bSarvKe 

Drench 6pp 13433 0b3 


U303390376 Package of nine comments In support of draft reg guide 
rrvlsad training h erperionce criteria for nuclear medicine 
p 1 ys Ic 1 ans 

VEh.C Affiliation Unsnuun. ROOFfiTSON. J □ , DROWN. M L Mayo (. 1 1 1 
Roche s t er. MU 47FnD3iO. Q3/03/26 Docketing b ServicsS Drouth 

npp 13433 214 


0203290390 Cc-.menis on draft Reg Guide M3 139-4, 'Anchoring Co'nporioii 
h Strut tura] Supports m Concrete. " Cor-ments urge 
c lar t f I c at Ion of Info re espanalon anchors, shell anchors, 
tesllrig. load combinations & strength reduction fac tors 
CANMO‘1. R M Affiliation UnS.no»n 03/02/33 ttBAuES. H. u MIC - Ni 
Uatatiad Affiliation Glvan 7p p 13433307 


0303290396 Requests that common t period for proposed rule lOCFR'iO 
rs environ qualification of electric equipment for nuclear 
power plant be eitended to correspond w/comment period for 
draft reg gui de 

PARKER. W 0 Duke Pc*er Co 4 7FR2a76 004 03/03/29 CHILK. fa J 

Office of the Secretary of the Conmlsslcn Ip 13432 204 


0303390399 Commants on proposed Revision 3 to Reg Ouids 1 109 re 
Instru.-tnt se tpo tnts. Oraf t documents should not la 
endorsed due to temporary nature of catl 

CURTIS. N U Pennsylvania Pdwer 6 Light Co PLA-1039 02/03/10. 

Dociettng L Services Branch 3pp 13437 397 


0303370403 Paciage of five comments supporting draft rsg guide re 
revised training b eiperience criteria for nuclear medicine 
phy 1 1 clans 

miller, h. K 3t Joseph Moap t nt fojson.MO. blCrTCRAU, L U Vet. 
Admin Hasp Los Anqela*. A (Hads'aarth Hosp . Center I 6QQARC1.R M. 
faanta Ana Tustin Radiology Croup Santa Ana. CA 47FR3338 
03/03/19 Docketing b Services Branch 6pp 12436 143 


0303390403 Paciage of five comrants supporting draft rag guide re 
revised training & eiperience crltarla for nuclear medicine 
physicians 

MlLLEn.MtL ■ klVlALMHhLt. 1 Af f 1 I lai 1 bn Unit nown LEBLAMC. J A 

Arnot-ngden Ms'scrlal Hasp Elailra. NV 47FR3230. 83/02/19 

Oocieilng b Services Branch 6pp 13436' 143 


820339040*/ Comments on draft reg guldo MS 901-4 b value Impact 
statarient. "Identification of Valves for Inclusion in 
tnssrvlce Tsstlng Programs " Oultia should refer to Rag 
Oulde 1 140 

rake. E P We St log house Electric Corp NB-EPR-3364 03/02/23 

CHILK. Q J Docketing b Services Oranc.'i. 2pp. 12437:173. 


0303390410 Paciage of three comments opposing draft reg gulda re 
revised training & eiperience criteria for nuclear medicine 
physic tans 

liCFFER.P 0 Yale Unlv. US7LER.JM California. Unlv. of. Los 
Angeles UEEHS. K R Montana Heart Institute 47Pfl332B 82/03/23 

Docieting b Oervlcas Drench 5pp. 13436: 149 


6203370411 Paciage of three conmenls re "Revised Training b Etperloiic 
Criteria for Nuclear Medicine Physicians" published on 
820132 In FB Opposes guide 

O'ROURKE. R A Tesas. Unlv of WABSERHAN. T. II Washington Unlv 
HABER. E Massac huset te General Hasp. Boston. MA. 47FR3330. 

82/03/00 Docketing <• Services Branch 6pp. 12436: 197 


8303390413 Forwards Japanese translation of Rag Guide 0 29. 
"Instruction re Risks From Occupational Radiation 
Eiposura *' 

IHAkORI.A . HVOI.N Juntendo Unlv B3/02/I7 Docketing b 
Bervlces Drench Ip 12436 179 


-•0203390417 Requests parmisslon to publish Japanese translation of 
Rtg Guide 8 29. "Inetructlon re Risks Frooi Occupational 
Radiation Etpesure '* 

IMAHORl.A Juntendm Unlv QI/18/24. Docketing b Servicoe 
Oranch 17pp. 12436' 180 


0203290419 Com-nent* on proposed Ravlelon 3 to Beg Guide 1 13 ra 
nuclear criticality safety. Tight storage poo) conf 1 gura t 1 ons 
would provide Increased enrichment limit* for sclstlng pools 
to sccosvodate changes from |S to 18-manth fuel eye lee 
OLBON. A P. Affiliation Unknoiuo. B3/O3/I0. Docketing & Sarvltei 
Branch I2pp 12437 018 


Q20)32'}04S9 Package af two coir-rnts cn i$eett r«g gul4» (> vaiuo trpact 
ttate^pnt* ” I d f nt 1 f icaH o ot Valve* for Inclwltop 
»n In«ervlce Testing Prograo;* " 

SALD/V)INI.V C. Ebaoco Servlea*. tnc <*i/b9 of Enaorcli Corp I. 
SCHMl&T.W f Muclcar Enorjv 8»rvu*. Jpi 02/02/34 OotVetingt, 
Sorvlcoik Beancb 9pp 12437 041 


0303390433 Package nf five Coonrents tupporting propoeed reviled 
training 4 eapcrierce criteria for nuclear iRedlctne 
p Nye I c I an* 

HlLfS.a V . CPPLlLE.r . HEMDefiSHOrr.C. Affiliation Unknown. 
47FB3328 03/03/03 Docketing 4 Service* Branch 6 pp 

13434 194 


8203390437 Package of com-nents oppoting e>ten*ion of training In 
Oaiie radloltotope handling for nuclaar car dlolog 1 1 tt 4 
other physician* 

OILLlOrj. J.C . A 0 EI.MAM.MH. Af # n la t ton Unknown DALL. J fl American 
College of Physician* 47PR333& 63/03/39 Office of the 

Oecretary of the Co>rml*slon 1 Ipp 12434 336. 


0303590442 Package of three comirent* supporting draft reg guide re 
ertenilon of min training In batlc rad 1 at «o t op e handling for 
nuclear card I olog I *ts 4 other phgdclan* 

OEOflCE. J H Ohio State Unlv CECKEP. D V . LEII/.ER. S n Affiliation 
Unknown 47PR3338 03/03/29 Office of the Secretary of the 

Co-"IS*lon 4pp 12436 304 


0303290443 Package of II comnient* re draft reg guide. ‘Revised Training 
4 Eiperlence Criteria for Nuclear Medicine Physician*" 
published on 020133 In FR Prapotsd rule aupforled 
flCPER. T J Radiology Cohsoltants Oreenvllle. SC FREEMAN. L M. 
f'cntsflore Ho*p 4 Medical Center Bronv.NY 47FR3230 82/03/00. 

Docketing 4 Service* Oranch. 34pp 12436 343. 


0203290443 Package of 11 cor.nent* re draft reg guide. "Revised Training 
4 Etperience Criteria for Nuclear Medicine Physicians" 
published on 020123 In FR Proposed rule supported 

ROPER. T J Affiliation Unknoun O'ORIEN. A E , ALLCN, F H ancloty 
of Nuclear Medicine 47FR3330 02/03/Ctl- Docketing 4 Servlcoe 

Branch 34p». 13436 343 


0703390449 Package of two co^^nents on Reg Oulde I 109. Revision IN 
"Instrudient Setpoints " 

DAIE.L C Duke Power Co SPENCER. U C Virginia Electric 4 I'ouer 
Co 03/02/33 Docketing 4 Services Oranch 3pp 12437 034 


6203390447 Cement* on draft Reg Oulde OH 722-4. "Training 4 Eiperlence 
Criteria for Radiation Safety Officers Responsible for Large 
Scale Radionuclide Prograris " Reguest* copy of reg guide 
to know when coeimont period expire* 

BENEDETTO. A R Texa*. Univ. of 63/03/IB Public Oocuntent 
Oranch Ip 12436 142 


6203390449 Package of three comments opposing proposed rule re revised 
trelnlno 4 eioerlaore rrii-ori* e.... .^"^lear medicine 

TOOLA. H Southern 
>rnle. Unlv of. Ban 
1 ng 4 Services Branch. 


■ ~ -e tiaining 


■ ger 


training 4 
13220 


'eg Oulde 

1 1 on 
Co ) 


10.8 re 


Mil LEH. V 
*7 


6203390497 Package of 6 co.sments supporting draft rag guide NO 901-4. 
" I den 1 1 f t c a 1 1 on of Valva* for Inclusion In tnsarvlce Tsstlng 
Program* ” 

MILLS. L M. Tennetiso Valley Authority ROBERTSON. C. 0 Houston 
Lighting 4 Pousr Co WITHERS. B O Portland Oensral Clsctrit Co. 
63/03/10 Docketing 4 Services Branch. I3pp 13436.209. 


0303390490 Com-ienta on Reg Oulde MO 901-4. "Identification of Valves 
for Intluslon In Intervlce Testing Programs." Inappropriate 
to include position verification of convanlence valva* 
within scope of progroffl 

SCHMIDT. H C Texas Utllttlr* Service*. Inc TXX-3476 83/03/16 

Docketing 4 Services Branch 3pp 13436 172 


0303390499 Package of four comment* tupporting proposed revision of 
training 4 experience criteria for physicians requesting 
authorl latlon to u«e reactor-produced rad to i sotopos for 
diagnostic procoduret 

BECHTEL. V T. Holme* Regional Medical Center Melbourne, FU 
YOUNO. D C M|d-loua X-Ray 4 Nuclear Medicine FRIEDMAN. D. I Norton 
F Plant Hosg 47FR3220 63/03/03 Docketing 4 Btrvlcee Orahch 

Spp 12434 267. 


0303390463 Package of tit cotrments on Reg Oulde 10. B re training 4 
eipsrlence criteria for physicians & utllltors of 
rad lopharm* 

BURT.R U Affiliation Unknown /VRCHVLETA. M D . FINK-BEWMCr. U 
Affiliation Unknown 47FR3328 02/03/09. Oockoting 4 Oervltet 

Oranch Spp 12434 393 


0303290460 Forwards comirent s on draft Reg Oulde MS 901-4 re 
Identification of valves for inclusion In Intsrvlce testing 
programs None oda components should not be included In 
program designed to meet AStC requirements 

BOUCHEY. 0 D Washington Public Power Supply Bystam. 03/03/16 
Docketing 4 Service* Branch 3pp 12439:091 


0203390471 Package of five comments supporting propossd ruts rs revlee^ 
training 4 etperience criteria for nuclear medicine 
phy* Ic Ians 

TATEM, H R Ooylsstoien Mosp Ooy 1 estown. PA. OARTEN.R J Ikoc lely of 
Nuclear Medicine MAURER. A H Temple Unlv. Hoip. Pk 1 ledelph la.PA 
47FR3338 82/03/09 Docketing 4 Services Branch 9pp. 

13430 167 


6303390477 Package of 6 Itrs supporting proposed reg guide ro criteria 
for nuclear medicine phytlclant. 

OANIT. U A St Mary's Health Center St Louie. MO CUNNINOMAM, f) 
MaseachusettS Oeneral Hosp. Boston, MA OELFAND. M J Cincinnati. 
Unlv. of. Hosp Cincinnati. OH 47FR333e 03/03/19 Docketing 4 

Service* Branch 6 pp 12439:144 


0303390484 Comment* on draft Reg Guide MS 901-4 re Intervlce 
testing program 

SHUSTER. 0 0 Affiliation Unknown 02/03/16 Docketing 4 Dervicat 
Branch 9pp 12439:119 


02O329O4B9 Package of two commente on droft reg guide MS 901-4 4 
value/impact statament. "Identification of Valvot for 
Inclusion In Intervlce Testing Program*. 

FLYNN. J D Cincinnati Oot 4 Electric Co MARDI8.D0 Florida Powrr 
Corp 83/03/ie Docketing 4 Services Branch 4pp 12439:016 


6303290494 Comment* on Revision 1 to Reg Oulde 4. 14 "Radio I og J C al 
Effluent 4 Environ Monitoring at U Mill*. " Submit* 
combination of preoparatlonal 4 operational onviron 
monitoring program* both co*t-*f f ac 1 1 va 4 practicabl*. 

DALE, L. F American Mining Congrats. 83/03/16. CHILR. 8 . J. Off It a 
of the Becrotary of the Commlftlon. 46pp. 12434:276. 


8303290901 Package of 4 comments oppoting proposed reg guide re 
criteria for nuclear medicine physicians 

LUCHI.R. U Vet Admin Hosp Houston. TX ENLANDER. D New York 
Unlv. Medico! Center New York. NY. RVaN. T. J. American College of 
Cardiologists 47FR32Se. 82/03/19 Oockotlng 4 Services Branch 

7pp 12436:190 


0203390909 Comments on Reg Oulde 10 1 4 dltcrepency w/lOCFR19 re 
timing of redtatlon oipoSure data to terminating 
amp loyaa. 

SHEARER. D.M York Hoop. York, PA 03/03/11. Docketing 4 B»rvl*e» 
Branch Ip 12434-343 


8303390936 Rtquests s* tension of commont parlod for ftsg Oulde l 89 te 
environ quel 1 fleet ion of electrlcel aqulpmont. 

MITTL.H U Public Sirvlc* Electric 4 Oat Co of New Jereoy. 
IEB-79-0IB 03/03/01. CHILK. B J Dfflco of tho Sserttary of |h» 
Commlttion. Ip. 12436.216. 


NONDOCKETED ITEMS 


0303390531 Co'in»i>t« on Bevltton 3 to Hog ) )03 r» 

• •tpo I nfet 

BAKE-E P Wtttlnghoute Electric Coi p M9-EPH-3369 
CHIUK< 8 J 0#fle« Ilf the Decretory of the Coovilttlon 
13430 317 


1 nttruc ent 

B?/03/0a 

3PP 


0303030I01 "Tneroidl Hgdroulic LHFGH 8> I.UH Safety E< per men t e- ' Nnv lU 
nonthly highlight Itr 

CtNSOERC. I ■ GRC£NE>0 A Orookl<oven Ha Clonal Ueborstorg EIN 
A~3034 61/11/3-0 CUHTlS. R I Severe Accident Aeteesirent Drench 

4pp 12109 385. 


9333390533 Peclege of te-o ccnnente on propoeod Pevltlon 3 to Reg Oulde 
I I3> "Spent Fuel Storage Fecllitg Oeiign Dasli *’ 

R0SEHT6ON-C 0 Koueton Lighting t> Pouer Co aAuDARINI.J C. Eba«(o 
Servlcet. tnc (»ut» of Eneerch Corp i. SFN; V-2300 03/03/13 

CHtLK. 8 v> Office of the Secretarg of the Cor-.-ni s* Ion 9pp 
13434; 241 


G3O30301 10 ’’Analgsli of Mgpo that i cal Accidents Resulting in Cur r 
Heltdoun. “ nonthlg progrcse r-ept for Jan 1903 

OENNINO.R S . CV8ULSKIS. P. . OAVOUTT. P Bat tel Is Memorial Institute 
Columbus Laborator l»s FIN A-40A7 NRC-04 -393-C0 02/02/12 

DUROtCK.O. Office of Nuclear Regviatorg Research, Director dpp. 
12109 209 


e3033?O34G Packaje of eighteen connants In eupport of Rag Guide 10 tl. 
training *• aiperlance criteria for phgeiclans requeeting 
author 1 I atlon to use reac tot -produced rad 1 c I sotopas for 
diagnostic procedures 

FftEUNDUCH.M H . LINDDEHO.D K . EHHHAHDT. J C Affiliation Uo»nou,n. 
tTFftSaae 03 / 03/00 Ootketmg U SsTstcos Branch aOpp. 

13434 036 


92-D339036I Cement* t gueettone re revleed training t etperlancu 
irltarta for nuclear rtedlcina phgekclane in Reg Quid* 10 8> 

'Oulda for Preparation of Applications for Medical 
prograins " 

OSBORNE. n P Kentucky. State of 47FR0320 03/03/26 Oocletlng 

t Services Branch Ip 13434 053 


8303310531 Commants on proposed Reg Oulde 1 09 re radiation fc thermal 
aging for qualification of matl Reconimand* c one 1 dera 1 1 on of 
upgradad stds to make aging qua 1 1 f Ic a 1 1 on taeti more 
realtstlc 

CLOl/CM, n. L . OILLEN. H T Qandte Laboratories (12/03/03 
aOOARUAL. 8 H. Olvitlon of Engineering 3pp 13453 356 


0303030112 "SSC Code Oeve 1 opr ent. 9ev k f i c ft tlon h Applvcatlon, " mnitthiy 
highlights for Nov 1901 

CUPPv. J o. Brookhoven National Laboratory. Fin A-3015 01/13/14. 

CURTIS, R T. Analgtlcol Advanced Reactor Safety Research Oranrb 
6PP 12109 397 


8303040 1 65 *'Aerasol Release & Transport Progra.-n. “ foreign trip rrp t 
KRE88. T 0. Oak Ridge National Laboratory FIN B-0I3I. 
OPNL/FTn-1264. 02/01/26 SILOEROERO, M Division of Facility 
Cperatlone ISpp 12135 300 


830304023 7 ' I nva s 1 1 oa 1 1 on p f Ac c ident — lnd oced FI oie it f*a 1 1 T r an spurt 
In Nuclear Facilities.’' informal quarterly progress rept for 
first quarter FY93 

MARTIN.R a. l.os Alaras Ocienttflc Laboratarq FlNA-7029 
02/03/23 BERNSTEIN. 8 Division of RIek Analysis 7 fp 12136 33' 


0303040242 "Accidental Aerosol Charac ter i lat t on. ’’ Informal monthly 
progress report for Dec 1901 

0WC2AR8K1.P C Oattella liemprlal Fnstltute. Pacific NorChuiest 
Ufboratorg FIN 9-3287 82/02/33 DCRhSTElN. 9 Division of Risk 

Analysis 7gg 13126 346 


BES REaEARCH AND lECUNtCAL AO910TANCE REPORTS 


830324002-4 "Alequacg of Station Electric Distribution Oyt Voltages.” 
grallmlnary tachnlcal evaluation rapt 

UOV.A C 601.0. Inc FIN A-6437 EOO-EA-5920 83/01/31 

PBEVATrE.R.L Division of Dyetems Integration (pest 011005) 16pp 

13173 on 


830301004 5 "Bta tlstl ca I Analyele of Dot# Estimates Via Food 
Petfkiays for Radionuclides Released from Nuclear rouar 
Reactor*." technical prograee rept. 

HOFFMAN. F 0 Oak Ridge National Laboratory FIN 0 -0740 

OfiNL /HASH 0-147 81/13/31 ORANAOAM. E F Radiological Assatsment 

Branch 4pp 13074 339 


8333010409 "Btre»s Corrosion Cracking of PUR Steam Oenerator Tubing.” 
aonthly highlights for Nov 1901 

VAN ROOYER. D Qrookhavan National Laboratory FIN A-3208 
91/18/11 TABOAOA. A Office of Nuclear Regulatory Research. 
OlTSttor 5pp 13076 321 


B30301041 I “Thermel Hydraulic LMFOF I. LNH Safety Experiments. ” monthly 
highlight* for Dec 1901 

01N9BER0. T . OREENE.O A Qrookhavan National Laboratory. FIN 
A-3034. 01/12/31 CURT18. R T Bavare Acc Idant Aesessnent Branch 

6pp 12076:315 


8303030060 "BSC Code Davalopment. Verification t. Application.” monthly 
highlights for Dec 1901 

OUPPV.J 0 Orookhavsn National Laboratory FIN A-3013 81/12/12 
CVRTtS. R T. Office of Nuclear Regulatory Reeaarch. OlractOf. 7pp 
13093:380 


6303030098 "HTOR Safety Program.” monthly highlights for Nov 19S1. 
3ASTRE.C Brookhavan National Laboratory PtNA-3016 81/11/11 

F5W_Da.R Office of Nuclear Ragulstory Kasaarch. Olrattov. 3pp. 
13090:318 


8303030231 "LWR Coda Aesassmant I. Application.” monthly highlights fur 
Htv 19B1. 

8AHA.P. Broolhaven National Laboratory. FIN A-:)21S 81/11/30 

OOAR.F. Analytical Models Drench 9pp 12093 301 


S303D300B1 "RAHONA-aB Code Hod t. Evaluation." Nov 1981 monthly 
highlight ttr. 

8AHA,P Braokhavan National Laboratory FIN A-3014 81/11/38 

IVBER.M. Analytical Modal# Drench 4pp 13109 300 


8333030000 "LUR Plant Analyier Project." Dec 1981 nanthly highlight 
Hr. 

kM.Fr,U. Orookhavsn National Laboratory. FIN A-3227. 01/13/31. 

ffStC.S. Olvtslan of Reactor Qafaty Rsiaarch 3gp. 12109.313 


8303040569 "LOFT Monthly Progress Rept for Dec 1981. ” interim ropt 
LCACH. L P £060. Inc FlNA-6tlO EOO-LOFT-5737. 83/01/31 
l:CP)<CRB0)4. 0 0 Division of Rsactor Sofety Research TILLER. II E 
Energy. Oapt. of 19pf 12130 051 


0303040594 "Evaluation of Licensee Responie to NunEO-0737 .Item 
It.D. 2 — Design Rftvle:j uf Plant Dhleldlng Eduln 1. Hatcn 
Nuclear Plant Unit* 1 6 2 - Oockot* 50-331 6 30-366." 
technical avaluatlan rept. 

□LEON.W O E060. Inc F IW A-64a7. EOO-PHYa-57H 02/01/31 
DONOICW.VN Division of Ltconelng |4pp 13)30095 


8303040610 "Summary of Automated Data Qua 1 1 f 1 c a 1 1 on Davslopmont at 
IfiEL. ” summary rept 

BROWER. R. W . DOOOPICM.L D £060. Inc FIN A-6063 EOQ-LQFT - 5737 

02/01/31. MCPHEROON. O D Division of Reactor Bafotg Retaarch 
TILLER. R E Energy. Dept of 8pp 12129 260 


8203040614 "Oic 1901 LOFT Progress Hagt to For sign Psrtl c Ipants . ” 
Intarlm rspt. 

FELDMAM.E.H £060. Inc FIMA-fi04G EOO-LOFT-5771 82/02/28 

HCPHER0Q.N. O. 0 Division of Reactor Safety Research TILLER. II 6 
Energy. Dept of (3pp 13129.269. 


0303050473 “RELAP 3 Btd Model Description for esmlscalt Mod-2A Syft " 
LEONARD, M.T E060. Inc. FINA-603B EOO-BEMI-0693 81/12/3) 
LY8.V. M. C. Olvitlon of Reactor Safety Research 08pp 12139:216 


8303030475 8303030457 

"Accident Aerosol CAarac tan ration. *’ monthly progress rept 
for Jan 1903 

OUCIARSKI.P C Battel I* Memorial Institute. Pacific Northu.eot 
Laboratory FIN B-2407 02/02/26 BCRnSTEIN.S Office of Nucluai 

Regulatory Research. Director. 23pp. 13139:303 


02O3D3O4B1 ‘‘Debris Bed Characteristics Thermal Dehaviar Models for 
8CDAP. *' Informal rapt 

H8IEH. T S E060. Inc FINA-360 EOO-CDO-37aO B3/0I/31. 

MARINO. OP NRC - No Ootallsd Affiliation Divan 16epp 12146 031 


8303050483 “Conceptual Daslgn of Cor* Melt Mitigation 8yo for PNR 
M/Ice Condenser Containment “ 

REILLY. H. a. POLKINOHDRNE. A. . SNVDERi A U EO60. Inc FINA-6351 
EOO-PB-5633. 02/03/28 bfOOO.P.M. e*v*r* Actldsnt Assessment 

Branch. BANDERS. J R Energy. Dept of 360pp 12145 044. 


83030304B6 “Applications of Holography 6 Holographic Inter feronetry a 
IN6L- ” 

DEA80N. V. A- e060. Inc FIN A- 6043. EOO-ID-S693 03/01/22 
MCPHERSON, 0 D NRC - No Detailed Affiliation Owen. 9SpP 
12144 210 


luer 


B20Ju30<)ea LCF T Etpari-nenc up«ra(ing &p»c Lur i r-ouer 
E I p er tdicnt 8»riet L9 Njcl«ar £ip»r»(*ent L3-3 
aenAEN. I> S eoto. Inc PIM A-6048 E<X)-L0PT-9&96 

MCPHERSCN. 0 0 Division of Rfactor 6af»tg Rateorch 
13143 00) 


nscsniion 

81/12/33 

43p 


I or W*r 19Q2 

OUCMRBkI.P C Battall* Matronal tnatltuta. Pacific Nor khwttt 
Laboratory FIN 6-S2B7 82/03/17. BEHNSTEIN. 8 Dtviaion offllol 

Analv*l* 13441 340 


8303090491 "Exp e r Iniant Safxty Analyrls <ESA 1 for LCFT Tarts L9-1 It 
lB- 2. ‘ safaty analytir 

COOPEB.C M EOltO. Irit FU» A-feiaS EGO-LOFT-9359 81/10/QQ 

MCPMEBSCN. O D Division of Raactor Safaty Rasaarch 27pp 

12144 191 


0303300302 "Acoustic E/nl ssi on/Flou Ralat lonth Ipt for tnstrvica 
Monitoring of Nucloar Prassura Vastalt<'' monthly progrsta 
rapt for Fab 1982 

HUTTON. P H . KURT2t» J Battalia Matnerial Inatltuta. Pacific 
Northuast Laboratory FIN B-3088 82/03/38 HU8CARA.3 Hatirials 

Englnaaring Branch 9pp 13462 093 


8203060007 •User-s Oulde to KCMOO Conpoter Program for investigating 
Ho.Toganaltg uf PoisSon Data Sources. ' Informal rapt 
ATUOOO. C. L EOitO* Inc FIN A' 6303 EOO-eA-9726. 03/03/38 

LANCASTER. L E. Division oP ftltli Analysts 33 fp 13199 339 


0303C60169 'Monthly Rapt for Water Reactor Research Test Facilities* 
30/30. Coda De va I opccent. Cod s Assesttnant it Application 
Otvs L tneTmal Fuels atlavior Program " 

OfARlEN. A EOLO. Inc ECO-WRR-9719 01/12/31 130pp 

13139 020 


6303080183 “Saopl# 8WR Heat Transfer Sensitivity Study." technical 
rapt. 

PHILLIPS. R E . SKUM'WAV.R W EOLO. Int F:NA-627B e03-COD-5736 

03/O1/3I VO UNO- M W Office of Nuclear Raactor Regulation. 
Director SOpp. 12160 283 


0203090001 "Coupled T etxp/Ot Idat t on MoCel for SC DAP /M 000. " Internal 
rapt 

ALLI90N.C M EOLO. tnc FIN A-60;0 EOO-COD'9731 81/12/31 

HAfllNO.O. P Office of Njc leaf Regulatory Research. Director 05pp 

12172 262 


8203C9O024 -'Campari eon of NJPtPC'II (, SAP IV Predicted t> Eipar 1 mental ly 
Oatarmlnad Dynamic Structural Responses for Oernen Std 
Protlen 4A. technical rspt 

KOSBV. H R eoSO. inc FInA-6396 EOO-EA-9799 82/01/31 

RICHARDSON. J E NRC - No Ootalled Afflllatiun Otven 34pp 
12170 116 


8203100383 •BUR Full Intagral Simulation last (Flrstl Program.” 
monthly progress rapt for ^an 1903 

BLACH. J C General Electric Co FIN fl-3014 Nnc-04-76-319 

82/01/31 BECK/tCR.W 0 Office of Nuclear Regulatory Research. 
Director 9pp 1331 1 390. 


8203300309 "Uatar Reactor Research Test Fee 1 1 i ties. 20/30. Code 
Development. Code Assessment L New Applicotlon Dlvs L 
Thermal Fuels Behavior Program. ■■ monthly rapt for Jen 19SS. 
OEARIEN. J A EOLO. Inc e00*WRR-97e2 82/01/31 NRC - No 

Oetatled Affiliation Given 280pp 13461.001 


6303310080 "Fatigue Evaluation for FIST Bteam Generator Vessel." 
technical rapt 

JCU0F. U C . BCeCMILLER.O 0 . FOR0. R M E0(.0. tnc FIN A-6039 
EOO'8A-97e9 82/02/28 OECKNER. U 0 NRC - No Oatellsd Afflllellcn 

Given 91pp 12464 178 


8203310003 -statlstual Analysis of Dose Eetlmetee Vie Food Petfveys 
for Radionuclides Released from Nuclear Poiaar Raactors. " 
monthly progress rapt for Feb 1902 

HOFFMAN. F 0 Oat Ridge National Laboratory FIN B-074B 
ORNL/HAaRD-149 62/02/28 BRANAOAN. E F. Office of Nuclear Resdor 
Regulation. Director. 4pp. 1246S 344 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


8301060936 Provides Status of Committee to Revlau Generic Regulrsaerts 
review of licensee emergency responee fac 1 1 1 1 las. eguipment. 
procedures <• planning. Pro ject managars i< technical revlswers 
util meet i»/uLils to develop tmplementatton schedules 
DiRCAB.U J Office of the Executive Director for Operations. 
01/13/31 PALLADINQ.N . OILINSKY.V. BRADFORD.W Cosali 1 1 oner • 

3pp 11463 036 


0301300137 Forwards mlnutas Of Research Review Group 811030-21 Metlln| 
re Fuel Cycle Facility Sapety Research Program U/o encl. 

BERNSTEIN. 8. Transportat i on L Materials Risk Branch 02/01/11. 
BERNERO. R M . ROWSOME . F H . MALARO. J C Of flea of Nuclear ReguUtOsg 
Research. Director. 3pp. 11738:287. 


0203100388 "Mol tired Burst Fasts." trip rspt 

chapman. R. H Oak Ridge National Laboratory FIN 0-0130 
ORNL/FTR-1268 02/03/19 VANhOUION. R Division of Reactor Safety 
Research I6pp 13211334. 


8203100991 "Safeguards Analysis for Byproduct Metis i* Smell Ouanilties 
of SNM. *' monthly progress rapt for Jan 1982 
CHEBTER.R 0 Oak Rldga National Laboratory FIN 0—6106. 
QflNL/MASfiO-148 02/02/15 WtTHEE.C J Division of Fusl Cycle «. 
Matsrlal Safoty 7pp 12317 1 47 


8303100604 "ORNL Programs for NRC Ofc of Njctsar Regulatory Research." 
gverterly mgt rapt. 

LOTTS.A L . BTEWENS. A J . HCHAN* F J Oak Ridge Netlonel Laboratory. 
62/03/38 NRC - Mo Detailed AfflUstion OIvsn i36pp. 12194 316. 


62Q3OS0324 Advises that Reg Guide I 33 will he vevleutd at 820324 
meeting. Requests presentation on costs 1> benefits of guide 
t. eiplenatidn of proposed implementation to operating 
reactors t. reactors under const. 

BTELLO. V. Regional Oporatlone & Oanerlc Re qulramanti. 82/03/04. 
nlNOGUE.R B. Office of Nuclear Regulatory Raeaarch. Dlractor Ip. 
11893 186 


— G2020B0337 Advises of review of Revision 1 to Reg Ouide 1.23. 
‘'Meteorological Hessurement Programs for Nucloar Power 
Plants." Insufficient Info provided re coats it benefits. U/o 
stated encl. 

ARBEMAULT. F. J. Division of Health. Siting t> Envlronsint 
02/01/27 BTELLO.V Regional Operatlonc ■> Oenertc Rtquiroaients 
Ip 11893: 187 


8203190249 "Fhermal Hydraulic LMF0R 8* LUR Bafety Exp er iments. " monthly 
i. Ighlights for Jan 1982 

01N38ER0iT. . GREENE. 0 A Orookheven National Laboratory. FIN 
A-3024. 80/01/31. CURTIS. R. T Accident Evalostion Branch 4pp 

123S1 183 


B302130097 Comments on Reg Ouide I. 60. 3. preoperstionel testing of 
instrument (> control sir sys. Ouide is approved subj to 
clarifying guide applicability 1. implementation. 

OIRCKB. U J Office of the Executive Director for Operetiens 
62/02/09 MlNOOUE. fl B Office of Nuclear Regulatory Research. 
Dlractor Ip 11931:326 


0203190460 "RAI10NA-3B Code Mod t. Evaluation. " monthly highlight itr for 
Jen 1982 

SAKA. P Sroolhaven National Laboratory. FtNA-3014. 83/01/31, 

ZUBER' N. Analytical Models Branch 4pp. 13373:104. 


B2033203S2 "BBC Code Development. Verification (.Application." monthly 
highlights for Jan 1963 

OUPPV. J. 0. firpokhavan National Laboratory. FIN A-3013. B3/02/0B 

CURTIB. R T Office of Nuclear Regulatory Research. Director 7 ob 
13374 396 


B203330263 "Environ Assessments of Fuel Cycle Facilities." monthly 
progress rept for Jan 1983. 

ZITTEL. H, E. Oak Ridge National Laboratory FIN 6-0279 
DfiNL/ED/E IS— 1 70. 63/01/31. MARTIN. D Uranium Rocovary Licensing 

Branch 4pp 12391:123. 


8203010171 Advlsss that regional admlnlstTstors are to he nottflad of 
meetings held in region re generic meetings or dealings w/ 
licensees or state or local officials. 

DIRCK8.H J. Office of tha Executive Director for Operatlone 
82/02/29 Offlcs of Nuclear Matarlal Safety (. Safeguards. OirectP*. 

2pp 12070 213 


6203020361 Forwards minutes of 7th meeting of Committee to fievleir 
Generic Requirements on B20203. Comments of J 8c into. D 
Eisenhut.c Ha Itemss (> E Jordan, raetl from H Denton t< industry 
comments alto encl. 

STELLO. V. Regional Operations t. Oanerlc Requirements. 82/02/26 
DlRCKS.w. J. Office of the Executive Director for OpsTitlons. if 
12077:292. 


62030203*7 of 7tli nootlng of Co-Tint t toe to Revieu Qtneric 

Rei^utrOAOXte on B30303 ro prtOTttitlng generic eofetg tttue* 

Ittuee* c ontrol of STS c Oonge s . proposed ftnal rule re 
divlatlon* fron BRP t< emerganeg response Issue 

STELLO'V Reglonel Operations t> Oeneric nequtrements 02/08/ia. 
OtRCK6«M J Office of the Ctecutive Oirector for aperetlont. 9pp 
12077; 2^3 


-•6303020394 Subislts c out-sent t re 7th ireettng of Comnittee to Review 
generic Requtreoients on 030303 Minutes do not reflect full 
scope of discussion on 6HR rule l> mag bo misleading on 
sasrgencg response Issue re nfc director concurrence 
EI6ENHU7.D Division of l icensing D3/03/34 8TELLU. V neglonol 
Opsratlons & Osneric Requlrsmsnts 3pp. 12077:39? 


— 8203020397 Advises thet drefl minutes of Committee to Review Oeneric 
Requirements 7th meeting on 030203 do not reflect 
discussions re possible appllcetlon of proposed SRP rule 
te plants w/F8AR In early stage of development 
ICLTEHE6-C J Regional Dperations t- Oeneric Requirements 
63/03/22 STCUt-Q- 9 Regional Uperatinna (> Oeneric Requirements. 
Ip 13077 301. 


-•6303020401 Forwards proposed mod to final version of emergency response 
capeblllty recommendat 1 on transmitted by 020311 memo 
jgRDAhl>C L. Division of Engineer I'ng t, Duality Assuranct 
03/03/2* BTELLO. V. Regional Operations <• Oeneric Requirements. 

4pp 13077:303 


— 6303330*93 Provides sstimete of resourcs requirements t< perception of 
safety benefits re BECY BI-*40> proposed final rule on 
documentation of dlfferancas from BRP 

DENTON' HR Office of Nuclear Reactor Regulation. Director. 
03/01/37 SfELLU. V Regional Uperatlona b Oeneric Requirements. 

7ff 13077 306 


--0203030409 Submits comments on QECV-Q I -646. proposed rule to require 
dec umentatl on of devlattocis from revlted ORP.Procese of rule 
development t. merit! ol rule addressed 

COUNSIE. U 0 Nuclear Utility Oacbflttlng b Reform Oroup 
S2/02/04 8IELLG' V Regional Uparattons b Generic Requirements. 
4pp 13077:319 


0203030430 Discusses normal schaduta for Commlttes to Review Generic 
Requlrsmsnts rsvlsu of propossd rule. Requss ts judgment on 
whstbsr proposed rule I0CFR90 re hydrogen control ehould be 
reviewed by conmlttee. 

6TE\J.Q.9. RtglonsI Operation! b Oeneric Requirements 46FR622U1 
82/03/01. HINOOUE. R 0 Office of Nucleer Regutetory Reeearch« 
Director- DENTON- HR. Office of Nuclear Reactor Regulation. 
Director. Ip. 13096.339 


O3D3O3O403 Oltcueees propoesd rula for documentation of difference! 
free revised 8RP NRR has suggested changes to proposed rule 
b hes declared 8RP would not be treated ee NRC requ 1 rament. 

AddI 30-dey comment period recommended. 

DIRCKfl. H. U Office of the Eiecutlve Rlractor for Operations. 
82/03/01. PAlLAOINO. N . DILINHHV.V. ORADFIIRO. P Commissioners 
?pp 12096:083 


--92D3D3O4B0 Responds to 030217 memo re revised rule requiring OL 
applicants to Identify b evaluate differences from revlted 
BAP (8ECV 01-646) Ruts should be made applicable to OL 
epplicetlons not yet under review by staff. 

DCNTQN.H R. Office of Nuclear Reactor Regulation. Oirector 
82/03/89. BTELLO.V Regional nperatlons b Oeneric Requlrcmento. 
4pp 18096:090 


— 83D303O494 Submits postulated cost estimates for Impismentiog SRP. 
Typical consultant would bid general 6RP tash at just below 
one ailTtlon dollars plus cost feat. 

OOdOUIN. E Technical Support Branch 02/03/19 CA8E. E 0 Office 
»f Nuclear Reactor Ragulation. Director. lipp. 12096:063. 


820309QQ33 Submits recommendation for prtaritliiog Coimnlttee to Review 
Oeneric Requirements agenda 1 terns. Renb ing approach can be 
used while retaining basic concept of risk b Incorporating 
cast conelderstlons 

OUtIM. L Regional Operations b Oeneric Requirements. 02/02/01. 
fURLEV. T. E. Reglonel Operations b Osnerlc Requirements 9pp 
13139 341. 


8203090119 Forwards handouts b vlewgraphs from NRC Industry BS0317 b 10 
atsblngs eddratslng controversy re net benefits of water 
level Indicators in PURs. Handouts to be used for 8S0334 
Bsetlng on Inadequate core cooling instrumentation 
BTELLO.V. Committee to Review Oeneric Requirements. 82/03/02. 
EIBEMAJt.O. Office of Nuclear Reactor Regulation. Director. 

JORDAN. E. 01 rector 'a Office. Office of Inspection end Enforcement. 
HAI/88HARDT. 0 Office of Nuclear Heterlal 0afety b 
Btfeguerdt. 01 rector. 179pp 13139:060 


8303120118 Responds to 01 1301 request for schedule for developing 
resource b safety benefit estimates for proposed rule re 
documentation of differences from revised SRP Work can be 
accomplished by 8201 19 

DENTON. H R Of Pica of Nuclear Reoccur Regulation. Director 
81/13/10. STCllO.V Regional flporations b Oeneric Req ul r e-neri t s 
?PP 13299 1 10 


0203120160 Notifies of 9th meeting of Committee to Review Oeneric 
flequir eaten be on B20317 to discuss proposed circular for pipe 
snubbers value Impact task force recoatrenda tlons b value 
impact research 

ETELLO. V. Regional Operations 6 Oeneric Requirements 82/03/11 
ElBENHIIf.D 0 Olvlsiun of Licensing JORDAN. E L Director 's 
Office. Office of Inspec 1 1 on and En f ore e-neii t liAuSSifAROT. 0. li 
Office of Nuclear Material Safety b Oaf egua rds, Dire c t or. 2pp. 
12246 194 


0203120300 Forwards su-nmary of IE circular re surveillance of hydraul 
snubbers & EL Jordan 020212 Itr transmitting proposed IE 
c Ircul ar 

BTElLO. V. Regional Operations b Oeneric Requirements 02/03/11 
EI8ENHDT.D 0 Division of Llcanotrig JORDAN. E L Division of 
Engineering b Quality Assurance MAURSIVIROT. D S Ufflce of Nuclea 
Material Safety b Saf egua rds. Ot r ec t or 4pp 12390 007 


--0303130309 Forwards proposed IE circular re surveillance of hydrauli 
snubb srs. Rec ommond s that circular be approved for Issuance 
w/o formal Icpact state.-nent. 

JORDAN. E. L Division of Engineering b Quality Assurance. 

33/02/18. BTELLO.V Reglonel Operations b Oeneric Requirements. 
4pp 12290 on 


8303130401 Forwerde “Review Oroup Rept re Differing Rrof Opinion. 
BTELLO.V. Director's Office. Office of Inspection end Enforenment 
01/10/30 UHITFSELL. 0 E. Vendor inepeettun Drench Ip 12292 IS: 


--02O312O4O3 "Review Oroup Rept re Differing Prof Opinion 

SNIEIEK.J )) Director's Office- Office of Inspecilnii and 
Enforcement. RU08£Ll-.tf T Office of Nuclnar Reactor Regulation- 
Director. CAHRBELLi H. C Office of Nuclear Regulatory Research. 
Director 81/10/86 16pp 12292:134 


0203160336 Forwards Vol IV. ''Licensing Review Oroup It Position 
Paptrs. " covering 11 of 96 issues 

HOLTIBCMER. 0 L Licensing Review Oroup tl IIOLTISCIIER. 0 L 
Illinois Power Co 0-0434 02/03/12. MILLER. jR Btanderd 1 ta 1 1 on 

b Special Projects Dranch 2gp 13307 074 24T 

Flche 90-000. 03/03/ 12, 82031*0336 


— 6203160349 "Licensing Review Oroup II Position Papers." Vol IV. 
• Licensing Review Oroup 11. IEQ'8D-OA 63/03/12 39pp 
12307 076 24X Flc he 90-000, 02/03/ 12. 0303160336 


B20317043I Forward* transcript b minutes of ACRE Regulatory Activities 
Subcommittee 811200 meeting re propossd reg guide on 
qualification testing of snubbers. 

BTELLO.V. Regional Operations b Generic Requirements. B2/03/I5. 
E16CNHUT.D. Office of Nuclear Reactor Regulation. Director 
JORDAN.E. L. Director's Office. Office of Inspection and EnforcemrnI 
MAUSSHARDT. D B. Office of Nuclear Material Safety b 
Saf eguards. 01 rac tor ip. 13316 829 


--82O3170437 loforA* that minutes of ACR9 Regulatory Activities 
Subcommttts* 611200 mealing have been certified a* official 
Tecsed of meeting procesdlng* 

0URAI6WAHY. B. ACRE - Advisory Committee on Reactor Eefaguards. 
83/01/11. ACR8 - Advisory Convnlttec on Reactor Safeguards tp 
12316 : 226. 


— 6203170449 Bummery of ACR6 Regulatory Activities Subcommittee 011201 
netting in Mash tng ton. DC rs proposed reg guide on 
quel 1 f tcatt on tests for snubbers 

e ACRS — Advisory Commlttes on Reactor Safeguards 02/01/04. 

ACR8 - Advisory Con-Alttee on Reactor Safeguards I2pp 12316 22i 


— 6203170490 Comment* on Oct- 1901 version of reg guide re quail ftiati 
teste for snubb ers. Test t ng lOOX of snubbers unrealistic b 
unnec cssary . 

BUSH. 8. H Dattelle Ksmorlal Institute. Pacific Northwest 
Laboratory. 01/11/30 DURAISNA/1Y. B ACRG - Advisory Coronlttee 
Reactor Bafaguards. 2pp 1331* 839 


8203170479 Forwards final version of IdHC rec ommendat ions on 
requirements for emergency response capability U/o and. 

8IELL0.V. Rtgional Operations b Osnerlc Requirements 02/03/18 
EIBENHVT. D. O Division of Ulccneing JORDAN. E L Director's 
Office. Office of Inspection and Enforcement. MAUB8HAR0T, 0. Offici 
of Nuclear flaterlal Safety b Be f eguards. Dir actor. Ip 123)9 279. 


OS03I70493 ft»*pon<i» to 0?OIO4 Itr r« Knorjtfve ^ r«ipon«* copottittv *■ 
7icll>tlt» Con«»rn 7or human factort In man-«i»chin» 

Inttrfact rafloctri in r»vl»#4 v»r»lon of MAC 0liaa<? eopt o« 
r#nol '•tmont* for oiiiorjOncy r««pon(* CspablIttV 

51ELLO.V Rational Optratlent i Oantrlt Raqolramant* 02/03/13 
t.Ul<D. 1. 0 t.uT.4 Consul ttnq. Inc l{ 12320 2tO 


-•6203170499 Ccmnanta on V Sttllo 011229 Ur ra amarjancy raiponae 
capability b aatllltlat HjUI - ditc 1 p I inary approach to 
conalOar human factora m nuclaar ragulatlont ancourayad 
L 0 LunO Conaultlng, fnc 82/01/04 PALLAOINO, N 
Comaii at Icnarf 6pp 12320 261 


--82D3170303 •'tinC Staff Aac cma.anilatlont on Haqutramantt for Emargancy 
Ratpontt Capability " 

a Rational Oparatlont 1. Oanaric Raquiramanti 02/03/10 3lpp 
12320 267 


B203190067 Foruardt lataat vartlon of 1992 propotad Conmlttaa for 
Ravlaw of Oanaric Raqulramantt ravlau candldata. 

SCHUlMK.u Rational Oparatlont & Oonaru Raqulramantt 82/03/12 
EI6EhWUT,0 0 Divltlo" of (.Ic anting JORDAN. £ L Dlractor't 
Offlca. Offlca of Intptttlon and Entorcamant. NAUSSHAnOT . 0. B 
Offlcr of Nuclaar flatarlal Rafaty 6 Safaguardt. OIractor 13pp 
12346 286 


6203220060 Summarv of 820303 maatlng u/raglonal adnloi a trotora ra 
rag] onal I lat 1 on Wort on tummarltad Jttlgnad taati thculd 
continue u/p delay Produett ara nacattary Inputa for FV04 
budgat praparation 

SIELLO-v Raglonal Oparatlont 1. Oanaric Raqulramantt 02/03/17. 
OIRCKS.U j , CORNELL. E M Offlca of tha Eiacutlva Director for 
Oparatlont fiuRLEY. f. E Raglonal Oparatlont & Oanaric Raqulramenta 
7pp 12361 231 


6203230267 Notification of Committaa to Ravlau Oanaric Raqulramantt 
620324 matting to ditcutt propotad Rag Oulda SC 708-4 ra 
tafaty-ralatad tnubbar qual If ic at Ion t accaptabla tatta t> 
mi Item ft F.2 re Inadequate core cooling detection 
SfELLO. V Raglonal Operatlont t Oanaric Raqvlrtmanti 02/03/19 
CISENHlfT. 0 L Otvltion of Llcanting jORDAN.EL Dlractor't 
Offlca. Office of Intpectlon end Enforcement flAU9S)IAR0T. 0 B. 
Office of Nuclear rlatarlal Safety t Saf aguardi. D1 rtc tor 2pp 
12378 340 


6203230647 Rtcom.^tndt that pending optraLlng ceecLor ACtlnnt dotertbed 
In and R Baer 820224 memo to T Cot be Included In QRUAB 
fAiREO tarlat Actlont Involve both llcantaa & agency 
ratourcat to clott outttandlng IE bullatlna. 

SrCLLO. V Regional Oparatlont i Oanaric Raqulramantt. 02/03/22. 
DENfON.H R Office of Nuclear Raactor Regulation. Director Ip. 
12368 333 


— 82031 10SD3 Foruardt tummprg of tt4tu» of IE bulletin* t»*ued CY79, 80 (■ 
Bl.tihtch Ttqulrt llctnteo a f f or t . Sue.mar y of ttbtui of IE 
^ Laval Maeauramanta • “ <• 

11 be provided 

ng tr duel tty At«urknca. 02/02/24. 
Oanaric Raqulramantt. 7pp. 


-ntt 820311 


3/12. 

2pp. 


0203290334 Com/aanti on NUREO-OQOO. «8»fety Oo«i« for MjcI**p Power 
PImnta Oitcuialon Roper. “ oppoeing development o# 

docufnont . . 

NORmnoP^J. Audubon Society 4301171023 007. 02/03/03 Oocletlr| 

4 Sarvlcee Drench. 3pp J 2433 049 

8203290422 Comment* on 020211 propoied policy etetement re eefety geeli 
for nucleer power ptente. 

liAVB.S E. Affllletlon Unknown 4Wfl71oa3 OlO. 02/03/00 
Docketing (. Service* Drench- 3pp 12437-046 


0203290420 Comment* by PA Dept of Environ Retourcei on fwaEO-OOOO 
•■0ef*ty Ooel* for Nucleer Power Plen t *; 01 ec u*ml on Peper * 
Apparent dltcrepency In numerlcel goelt ehould be retolved 
prior to f Ine 1 1 letlon. 

DORNSIFE. U. P. Penniglvenle. Stete of. 43FH71023 000. 02/03/18 

Office of the Becretery of the Commleeion. 2pp 12436 176 


6203290478 Comment* on fWREO-OeOO "Propo**!! Policy Stetemant O.i Oafatg 
Ooelt for Nuclaar Power Plante. “ Dppotei policy. 

LENIS. M r. Affllletlon Unknown 49Ffi71023 009. 02/03/10 Offlca 

of the Secretary of tha Commle»lon. 7pp. 12436:179. 


8203290490 Commante on NfiC policy etatamant re eafetg goala Bupporti 
pal Icy 

BALLEN. T J Affiliation Unknown. 43FR71023 00 3 02/02/27. 

Offlca of tha Decratarg of the Commleeion. ip. 15?434'319 


8203290304 Comment* on NRC pollcg (tatemant ra eefety )oal* Oppo*** 
pol leg. 

MANTELL.A N Affiliation Unknown 45FR71023 OOl 92/03/16 
PALLADINO. N J Commt «t loner* tp 12436:203. 


6203890317 Comment* on NRC policy itetamant ra eafety goal a. Opp o a ♦« 
polity. 

HOFFMANN Affiliation Unknown. 43Ffl71023 004 , 02/02/88 CHILK. 8 J 

Office of the Becretery of the Commleeion. 2pp. 18438 211 


8303890322 Comment* on NfiC policy etatement ra •Afety goale Facte ae 
nuclaar plant eafatv ehould be given to public. 

HAUSliAN. A L Affiliation Unknown 48Fft71023 006. 62/03/01 

Docketing (■ Service* Branch. 2pp. 18430:013. 


9203290369 Comment* on propbbed «afaty goal* re QA. Oeneric 
accradltatlon program for poor ravlewt tuggeeted. 

FORBCHER.F Quality Aeeurance Section 4SFR71033 003. 03/03/0J 

CHILK. 8.3. Office of the Secretary of tha Coeaelatlon. 8pp 
12438 333 


B20330083S Forward* "BUR Control Rod Orlva By* Veee*! Invtnlory MaliuP 
Rat* A*p*Ct* of NUREO-0619. " 

POWELL. P. L. Oenaral Electric Operating Plant Owner* Oroup 
82/03/26 FAULKNER.ll. 8 tend* rd I tat I on 1. Special Project! Brenco 
tp. 12446:036. 24X FI c h er 30-000. 82/03/26. 8803300331. 


--8303300240 “BVIfl Control Rod Drive By* Ve**el Inventory Makeup flele 
Aipect* of NUReO-0619 " 

• Oeneral Electric Operetlng Plent Owner • Oroup. 03/03/24 llpp 
12446:037 24X Flche: 30-000. 82/03/86. 0203300231. 


secy POBITION PAPERS BEFORE THE COftllSSION 


8803010001 Addl rceponie to FQIA requeit for 30 categories of decvaanl* 
re NUREO-0660, "NRC Action Plan." Forward* docuMent* llitad 
in App* a.B.C 1. 0. info partially withheld tref FOtA 
El tap t ton 3). 

FELTON, u n Olvltlon of Rulee and Recorde 81/00/04. hADMH, T. ^ 
Kaye. Scholar. FI trmen. Kaye t. Handler 9pp. 13730:006. 


— 8011130039 Racdmmtndc that outalda preeantatlon* from groupe w/p«e*lbte 
oppoeing vlewt on propotad enforcement pollcy.not be 
scheduled during NRC brief ing. Oral preaantatlone ehould 
follow public comment period. 

BTELUO.V. Office of tnipectlon l< Cnforceaent. Office of the 
Director. 80/0B/8S AHEARNE. U F. . OILINSKY, V. . HENORIE. J N 
Comml sslonor*. 3pp. 94343:344. 


—0011130068 Ac k receipt of 600433 ttr offering eealotance in developing 
new enforcement pol Icy. Statement of fundamental legal !• 
pollcg Istue* involved received In June would bo conildered 
before promulgatian of new policy. 

DtCKHIT.L. Office of the Oeneral Counsel. 80/06/06, 

REVNOLDB. N. 8. Dabavolte l< Liberman. Ip. 18709:229. 


--B00912063B BECV-BO-aaCA 

RecomneAde Initiation of eubtaeli in FVSO Inetead of FYB2 re 
TMt Action Plan Item t, A. 3. 3 on operator lltenolng program 
change*. 

DENTON. H. R- Office of Nuclear Reactor Regulation. Director. 
80/06/03. Ip. 18770:274. 



“e0O9l9O799 aECY-aO-a97 

Dl«cu«*«« u*« of cor* oftt thorirocoup to dotornino coro 
cordl tiont 

DENTON. H.p Offico of Nucloar Rojctor Rtgulatton. Director 
eO/OA/le. 4pp 19799: 169 


62030903*1 Partial rttponto to FOlA roguott for four catrgorlot of 
docuaonto rt t«c6nlc«l crltorlo contalnod In App A to 
I0CFR40. Porwardf docuAont* littod in App A 

FELTON. J M. OlVltlon of Rulot and Rocordo. 81/09/90 FRANTZ. R.W 
Pari. KeCaba t. Soundon 7pp 1S936 089 


-'0203090494 6ECV-7e-048 

Rtconmond* pollcg potitlon (. courio of action ro anviron 
aaiattnent of 0 will operation* in Agree/nent State* NRC 
thovld obtain agreement from ttate* to prohibit con*t of 
Milt* prior to completing environ Impact a«*a*<nient* 
BHITH.C «/. Office of Nuclear Material Ba f etg i. 

Oaf aguard*. Director 70/01/96 7ipp 19930 297 


-79I01A040* Forward* corrected FR notice* for *ionatur* on propnteil 
aaenda to 1 OCFR30. 40. 70. 190 1. 170 re llcenelng requirement* 
far U mill*. 

EMOELHAHDT. I. F. Office of the Etecutlve Legal Director. 79/09/12. 

OOSStCK.L. V. Office of the Eiecutlv* Director for Operation* 

9pp. 12947:360 


B203090683 8£Cy-02-O72 

Traneatt* 'Steam Oenerator Statu* Rept. " *umm*rl>lng tteam 
generator degradation *«p*rl*nc* t. eafatg I. economic 
tlgnlf Icanc*. 

DIRCKB. H. J. Offlc* of the E>ecutlv* Director for Operation* 
02/09/10 Ip 19199:142 


--0203090600 Aeelgn* lead r eepon* 1 b 1 1 i tg to formulate plan of action to 
addroe* «team generator problem*. Two Commleelon paper* will 
be needed. 

DIHCKS. U. vf. Office of the Eiecutiva Director for aparation*. 
09/02/17. HINOOUEiR. 0 Office of Nuclear Regulatorg Reeeerch. 
Director. 3pp. 13193:143 


— 0203090693 'Bteam Oenerator 0tatue Rapt '* 

e NOC - No Detailed Affltletlon Olven 02/02/30 lOpp 
13193. 148 


3203090023 8ECV-B3-067 

Requett* Commleelon view* on propoeed eipor t*. LIceneet 
XHaT-0333 Ii XMAT-OlOl concern email quantltle* of deuterium 
for eaport to Brat 1 1 . Recommend* teeuanc* of propoeed llcenae 
b ttcertee amend to Aldrich Chemical Co b 9lgna Chemical Co. 
OIRCKS. W. 3. Office of the Etecutlve Director for Operation*. 
02/09/13. 9pp. 1S19I 393 


B903130419 e£CV-82-093 

Recommend* author! la tton to amend Llcene* XG-1141 to allow 
etport of addl 40.000 Cl dleperead tritium Incorporated into 
aeeled light eourcet aeeembled In device* for weapon* eg* 
OtRCKBr W. J. Office of the Etecutlve Director for Qparatlone 
09/03/03 3pp. 13404:301. 


—8303130430 Applicant for llcene* to eiport 10 009 Cl tritium I. 3 mCi 
Pm-|47 to 18 countrta* lletod on end. 

BHITHiL. E. Armg.Oept. of. Headquarter* Materiel Oavelopment b 
Readineet Command. Bl/ll/06 3pp 13404:304 


— 0303130431 Forward* application for llcent* to eaport tritium b Pin-147. 
TARAStD. M. Armg.Oept. of. Headquarter* Material Development b 
Readineet Command. 01/11/17. Aeelctant Director for 
Eiport/ Import b Iriternetionol Safeguard*. ip. 13404 907. 


’B303130483 Etecutlve Branch poeltlon re U3 Armg Armament Mali Reailinee* 
Coawand application for llcene* to etport tritium b Pin-l47 
tD IB (ountrlee lleted In app 1 Icatt on. LI c ente thould be 
laauad. 

BORIOKT.J. P. State. Dep t. of • Bureau of Ocean* b Internatl . Environ, 
b Scientific Affelrt 83/03/03 8HEA.J. R. Office of 
Intarnatlonal Progrem*. Director. Ip. 13404-300 


$303190303 Unofficial tranecrlpt of 890304 public meeting In 
Math Ing ton. DC re briefing b poeelbl* vote on etaff 
rtcommandation* In facllitg program plan b independence of 
audit. 

* Comml tel oner*. 02/03/04 99pp 13310:001 


"B303I90307 8ECY-e2-oa9 

Recommend* that contractor w/llttl* prior financial 
Involvement w/PObE b large eiperlanced etaff In nuclear 
plant doelgn b OA be glvan ealemtc detlpn revtrif icatlon 
ptograo. 

DtRCKS.H. J. Office of the Etecutlve Director for Operottone. 
09/03/01. 90pp. 12310 094. 


8903I701S9 Tranterlpt of B90309 public meeting In Ue ih Ing ton. DC re 
ttatu* of preteurlced thermal ehact lt*u* Pp 1-70 
• Comml teloner*. 02/03/09 73pp. 12327.163 


— 0203170163 SECV-D2-097 

Forward* advance sur-^arg of 890309 briefing re pretturiidd 
thermal thock 

0IRCK8.il J Office of the Etecutlve Director for Operation* 
82/03/03 9pp. 13327 939 


0203330014 Unofficial tranaertpt of 020304 af f 1 mat 1 on/d 1 tc u** t on 
teetlon In Ua ahlng ton. OC Pp t-3 

• Corml telonert. 09/0.1/04 107pp 12393 2 40 


— B20 128003* 0ECV-B2-00B 

Requett* approval for FR publication of final rule to amend 
10CFK91 to eliminate need for power b alternative energy 
eource* ae leaue* in OL proceeding* Draft rule. Itr & 
anaigtle bated on NVREO-0737. It*.* IV 0 9 end 
DIACKO.if J Office of the Etecutlve Director for Operation* 
09/01/0* SBpp 19393 967 


8 TATE PROO STATE PR OCR AMS 


0903020130 MURE 0/QR- 0039 VOe N1 

INFORMATION REPORT ON OTATE LEOIGLATIQN 

KERR.O W □fftco Of etat* Program*. Director. 81/19/31 94pp. 

13090 184 


8903030308 NunE0/CR-OO39 VOO N9 

information REPORT ON STATE LEOiSLATlON 

KERR.O. U. Offlc* of State Program*. Director 09/02/98. 9pp 
131 10:339 


D903090361 Partial reeponee to FOIA requett for four cetegorle* of 
documtnt* ro techntcal criteria contained in App A to 
IOCFfl40. Forwarde document* ll«t*d In App A 

FELTON. J M Olvleion of Rule* and Record* 81/09/20 FRANTZ. R U 
Hamel. Park. McCabe b Oaundere 7pp 1293* 0S9 


--0903090400 Submlto review of NV iratl* for compliance w/Bectlon 9740 
of Model Btata Act. 

FONNER. R L Office of the Etecutlve Legal Director 01/02/09 
LUOENAU. J. Office of State Program*. Diractor 3pp 1384 6 349. 


-B2O309O434 BECV- 70-040 

Recommandt policy petition b couree of action re environ 
atteetmont of U mill operation* in Agreement State*. NRC 
thould obtain agreement from etatee to prohibit conet of 
mill* prior to completing environ Impact aeteteirent* 
SMITH. C. V Off tea of Nuclear Material Safety b 

Bafeguerdt. Director 78/01/36 71pp 13938 297 


— 8303090439 Forwarde evaluation of CA agraamant etat* authority par 
BECV BO-472, in retpone* to roqueet. U/o end. 

KLUC&tK. J. F. Office of the Etccutiv* Legal Director 80/19/02. 
LUBERNAUa J. Office of atat* Program. Director. Ip. 13947:019 


— 8303090440 Forward* evaluation of NM agreement atat* authority per 
BECV 80-472. bated on etete 000908 retponee to NRC B00739 
a*»**»ment of State Radiation Control Program. U/o tnc I 
KLUCBlKtJ. F Office of the Etecutlve Legal Director 80/13/03 
LUBENAUi J Offlc* of State Programt, Director. Ip. 18947.030. 


— B3O309O444 Forwarde evaluation of UA agreement againtt revlted 
8ECY-aO-479 criteria U/o end 

KLUCaiKtJ. F Office of the Etecutlve Legal Director 80/13/08 

LUOENAU.U. Offlc* of etat* Program*. Director. 3pp 13947:091. 


— 8203090449 Forwards update to State of UA UfITRCA review Summary of 
etete compliance tupercede* prevlout review U/o end. 

KLUCBfK. J.F. Office of the Etecutlve Legal Director. 01/01/19. 
LUBENAUiJ. Offlc* of State Program*. Director. ip. 12947.033 


--8303090904 Submit* evaluation of NM propoeed addition* b revttlon* to 
radiation protaction r egulatl on*. No provision made for 
requirad min payment to cover long-term curvet 1 lance. 

KLUCBIH. vf. F. Office of the Eiecutiv* Legal Director. 81/03/03 
KENDIOtJ Office of Btatc Program*. Director. Ip 13347:100 


— 0303090906 Forward* review of revltiont to Tx requlatione re U mlli* 
b tailing. In reeponee to 010730 requett There it no 
requirement to allow ettimation of chemi sorption attenuation 
pTopartlei of underlying loil b rod. 

KLUCBtH. vf. F. Office of the Eiecutlve Legal Director. 81/09/03 
QOROON.C. Office of Btate Progrem*. Director. 2pp. 18347:101. 
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NOWDOCKETED ITEMS 


— 8303090910 Forward* coiftentd pTOpoted amdndt to 9t«t« of NV 
ragulstloo* for rodlotlon control dtj Bep t 1901 Torm 
*COp*blo foult" thootll b® defined 

KLUCSIK. J F. Offlco of EtocoHv* Ldgol Director Bl''09^04 

Ll/BEMAU. J Office of State Prograre, Director 4pp ISJd?: 103 


— 8203090913 Subetit* legal review of tmSB co-n»nt» re WA UWTBCA progre® 
Stete reguletlon* generally do not provide laire level of 
detail® or ease phraetng or reqolrofflente ae NflC regulation® 
KLUCBtB.J F. Office of the Erecutlve Legal Director 01/O1/S3 

LUBEMAU. J Office of State Program®. Director 9pp 12947. 107 


— 6203090926 Submit® agreement »tata program review for State* of UA. NM 
«. CA 

KLUCSIK.J F Office of the E i ecu tl ve Legal Oiractor B1/OI70B 
Office of the Etecolive Legal Olrettor 44pp 12947 304 


— B203090929 Submit® agreerent stata program revltu for State of TX 
bated on propoted change® & addition® to regulation® for 
corrtrpl of radiation did 810710 

HLUC8IB. JF Office of the Erecutlve Legel Director. 81/00/27 
Office of the Eiecutlve Legal Director Itpp. 12947 348 


B2031000&I Notification of contract a lecutlon. Mod 4 to "State Rovieia 
of High Level Radweete Site BulCahllttg Criteria " 

Contractor Electronic Data Sg®. 

nCLEABEN. T Technical A®*l®tance Contract® Oranch. FIN 0-1*31. 
NRC-06'77-131 02/03/03 KEftR.O M • VOUNO-F Office of State 

Progrem®# Director Ip 12217 023 


-'8203100086 Hod 4 . deob 1 Igat 1 ng unliquidated fund® for contract rioeeout. 
to "State Reulew of High Level Radwatte Bite Suitability 
Crlterle. " 

ODHAH. C Electronic Data Syetem® Corp SHITH. P A Technical 
Aesietance Contract® Branch. FIN fi-1631 NRC-06-77- 1 91 

62/03/03 Ip 12217 024 


6203120404 Speech entitled "Evolvement of Federal /Stat e Re I at I o nnh 1 p» 
In Regulation of Lou Level Radueite*. " pre*ented at Uaote 
Hgt 1902 Sgmpoeium on 820300 li> TuC®on.A2 

KERR. O N NRC - No Detailed Affiliation Oiven 82/03/08 I2pp 
12299 124 


8203190117 Notification of contract etec utlon. Hod 3 to "Environ 
Honltortng Program U/Btate of OA " Contrac t or. State of OA. 

UOLLETTtS. Reeearch Contract® Drench fIN B-9203 NRC-O9-0O-279. 

62/03/09 COBB.L 1 . COMEN. L K Training L AdmlnKtratlon Staff 
Ip 12299 212 


— 8203190121 Hod 3. providing funding for Cve3i to "Environ Monitoring 
Pragram N/Stata of OA '* 

• Oeorgte. state of. HORTON.II 1/ Reeeerch Contracte Branch FIN 
8-9203 NfiC-O9-B0'279 B2/O3/09 Ip 12299 213 


8203190124 Notification of contract reecutlon. Mod 2 to "Environ 
Monitoring Program U/State of HN. ~ Contractor; State of HN 
WOLLETT.e Reeearch Contracte Branch FIN B-1252 NRC-O9-0O-2eB 
62/03/09. COBB.L I • COilEN.LK. Training t. Admlnietratlon Staff 
tp 12299:330 


--0203190136 Mod 3> providing funding for CVB2. to "Environ Konitoring 
Program M/Btata of HN. '* 

* Mlnneeota. State of. NORTON. M. V Raeaarch Contract® Branch. 
FIN B-1293 NRC-O9-0O-20a 82/03/09 Ip 1229S231 


8303190129 Notification of contract eaacutlon. Mod 3 to "Environ 
Monitoring Program U/Btate of OR " Contractor: Btato of OR 
WOLLETT.S Rtaearch Contract® Branch. FIN 8-9200. NRC-09-8 0-270 

82/03/09 COBB.L I . COHEN.L.K Training b Admlnl • tra 1 1 on S taf f 
Ip 12299 239 


—6203190132 Mod Sa providing funding for CVe2. to "Environ Monitoring 
Program U/Stata of OR ^ 

e Oregon. State of. MORTON. K V Reeearch Contract® Branch. FIN 
B-S200 NRC-O9-80-278 82/03/09 Ip 12299.236. 


82D31S019B Notification of contract eaacutlon. Mod 9 t« "Environ 
Honltortng Program U/6tatc of PA " Contractor; Btata of PA. 

WOLLETI, B. Research Contract® Branch FIN 8-9111. NRC-0'9-00-372. 

S2/03/09. COBB.L. I.. COHEN.L K. Training t Admlnietratlon Staff. 
Ip 12299248 


8303190160 Notification of contract aeacution. Mod 2 to "Environ 
Monitoring Program u/stata of NC. " Contractor. State of NC. 

L'OLLETT.S Relierch Contract® Branch FIN 8-1339 NRC'09-00-3D3. 
83/03/09 COBB.L I . COMEN.L H Training b Adnlnlttratlon Staff. 
Ip 12299 390 


--B203190161 Mod 2. providing fund® for CVS2 to "Environ Monitor Irg 
Program U/8tat® of NC " 

• North Carolina. Btata of MORTON. R. V. Olvloion of Contract* 
FIN 8-1239 NRC-09-80-203 62/03/09 Ip 12299 291 


6203190216 Notification of contract eeacutlon. Mod 3 to "Environ 
Monitoring Program U/State of NY " Contractor; State of NY 
W0LLETT.8 Reiearch Contracte Branch. FIN B-9109 NflC-09“B0-27J 

63/03/09. COSSiL I.. COHEN. T.J. Training b Admlnietratlon Staff. 
Ip 12309 313 


--9203I90319 Mod 3. providing fund* for CY82. to "Environ Honltorlrg 
Program U/State of NY " 

• Hew York, Btat® of MORTON. V. Reeearch Contract* Branch FtH 

6-9109 NRC-03-60-270 02/03/09 Ip 13309:314 


B303I30223 Notification of contract acacutlon. Hod 3 to "Environ 
Honltortng Program U/Stat® of 8C " Contractor . Btat® of fiC 
WOLLETT.S Reeearch Contract® Branch FtN 8-9113 NRC'09-S0-a73 

02/03/09 COBB.L I . COHEN.L K Training b AdmlnKtratlon Staff 
Ip 12310 lOB 


— 0203190226 Hod 3. providing fund* for CV02. to "Environ Monitoring 
Program U/8tat* of 8C " 

HORTON. K V South Carolina. State of FtN B-9112 NRC-O9-60-373 

02/03/03 Ip 12310: 109 


8203190291 Notification of contract a lac utlon. Hod 3 to "Environ 
Monitoring Program u/Stata of CT. " Contractor; State of CT 
WOLLETT.S Reeearch Contract® Branch FIND-9U9 NHC-09- 00-276. 

62/03/09 COBD-L I . COHEN.L H Training b Adnlnlttratlon Staff 
tp 12297 3S9 


— 8203190293 Hod 3. providing funding for CV82. to "Environ Honltorlng 
Program U/Btata of CT. ’’ 

• Connecticut. Stat* of HORTON, R V, fi*®*arCh Contract® Branch. 
FIN B-9119 NRC-09-eO-276 82/03/09 Ip. 12297360 


0203190379 NotlflcatlPn of contract a ■ acutl on. Hod 2 to "Environ 
Monitoring Program W/8tat* of VT. " Contractor: Btata of VT. 

WOLLETT.S Roiearch Contract® Branch FIN B-ia»3 NHC-0&-8 0-297. 
03/03/09 COBB.L I . COHEN.L K. Training b Adnlnlttratlon Staff. 
Ip 13299 343 


--8203190204 Mod 3, providing funding for CY82, to “Environ Monitoring 
Program M/Stat® of VT. " 

• Vermont. Stat* of HORTON. K V Retoarch Contract® Branch FIM 
B-1293 NRC-09-80-297. 02/03/09, Ip 12293:343. 


6203170176 NUREO/BR-0039 V06N03 

INFORMATION REPORT ON STATE LE0I8LAT10N 

KERR.O W.. LANDAU. M 8 Office of Btata Progran®. Director 
82/03/31 Itpp 12337; 102 


8203190149 Notification of contract eiecution.Hod 4 to "Environ 
Monitoring Program U/State Of NJ “ Contractor : State of NJ 
UOLLETT. B Reiearch Contract# Branch 8-9100 NRC-03-BO-a7O 
02/03/09 COBB.L I . COHEN.L.K Training b Adnlnlttrotion Staff. 
Ip. 12393 333 


—6203190196 Hod 4, providing funding for CVB3. to "Environ Honltorln* 
Pragram M/9tate of NJ. " 

» New Jeriay. State of. MORTON.K. V Retoarch Contract® Branch 
FIN B-9108 NRC-09-00-270 02/03/09 Ip. 12393:333. 


0203330011 Act receipt of 830130 itr dl®cu«®ing recant rtvlaie of 
adfflinl itrat 1 va b technical a«part® of NY City Dapt 
Health agraament matt® program. Racommandatl on® ar® 
conitructlva b helpful. 

8ENCEH.0 J. N®IU York, State of 82/02/02 KERR.O. H Office of 
State Prograflii. Director Ip. 12393; 296. 


0203260069 Notification of contract aeicutton. Hod 3 to "EnviTo" 
Monitoring Program H/Btata of TN. “ Contractor: State of TN 
WOLLETT.S. Re«earch Contract® Branch. FIN S-9208. NRC -09-60-801- 
62/03/09- COBBtb I.. COHEN.L.K Training b Admin 1 »trati dt Staff. 
Ip. 12440:017. 


— B203190199 Mod S. providing fund® for CVB2. to "Environ Monitoring 
Program U/8tata of PA. " 

• Panniylvanla, State of. MORION. K.V. Olvltion of Contract®. 
FtN 8-9111. NflC-09-aO-272 02/03/09 2pp- 12299-249. 


--8203P60073 Mod 3. providing funding for CYQ2. to “Environ NonHorlns 
Program U/StatP of TN. 

• Tennattea. Btata of. MORTON.K. V Plvltlon of Contract®. FIN 

B-920e. NRC -09-00-281. 62/03/09. Ip. 12440 01 B 



IMONDOCKETED ITEMS 


8203300099 8ul>«ilt» )n#o r» NHC r*vle<ii oJ control progrom tn 

roopons* to 820120 1 tr 

IMIl£>A J Colorodo. Stot* of 82/02/16 NUSSBAUML'R. 0 A 

DJ roc tor for St3t» Agrro.vontf Prograr\t Ip 12460 362 


0203300100 Confirm* Imp lomtntot ion of change* in llcontlng t> 
Indaponi) ont mtaturomant* (■ activltle* bated upon 020120 
reCOeHrendatlon* Initruction* to radioactive iratl applicant* 

In nucltar mtdlcln* uere emended bg addition of Item 10 

S90MNf 0. H North Caroline. State of. 62/02/09 NU95QAUHER. D. A 

Altittant Director for State Agreement* Program* Ip 12461 203 


3203310600 Notification of contract aiecutlon. Mod 4 to "Environ 
Monitoring Program u/State of AL " Contractor State of AL 
WOCtETT.B fletearch Contract* Branch FIN D-1233 NRC-05-BO-255 

82/03/00 COBB’L. t Training b Adml nl atratton Staff Ip 
12460:349 


*-'9203310600 Hod 4» providing funding for CY02i to "Environ Monitoring 
Program tf/8tati of AL " 

* Alabama. State of MORTON. K V. Dlvl*lon of Contract* FIN 
fl-1233 NfiC-05'B0-239 02/03/03 Ip 12460 330 


TOPREP VENDOR REPORTS ANO RELATEO CORREOPONOENCE 


8202030220 Poruard* neu proprlatarg vartlon of Llc*n*ing Topical Ropt 
f£D£-'2401 1'P'A-d. "OE 5td Application for Reactor Fuol '* 

Rapt available in Cenlrel File* onlg 

ENOEL.R £ Oeneral Electric Co aS€-003-G3 S2/0I/29 

TEDE8CO. R. L A**l*tent Director for Licensing. 23pp 11006. 196 


6203010001 AddI response to FOIA request for 30 categoris* of documentt 
re NURE9'0660. "NRC Action Plan." Foruard* document* listed 
In Apps A. B. C If 0. Info pertlallg withheld Cref FOIA 
Eisaptlon 9). 

FELTON. J M. Division of Rules end Record* 01/00/04 MADDEN. T J 

Fagt. 6c holer. Fiermen. Megs t. Handler. 9pp. 12730:006 


-■6009200689 Provides ObU perspective re imp 1 emente t i on of probabilistic 
risk technique* b rsqusst* clarification of NRC course of 
action. BbU support* Increased use of risk technique* but 
vrgts cautious Imp lamentation. 

ROV. D M Babcock b Uilcoi Co 80/03/14 DENTON.Il. R Office of 
Nuclear Reactor Regulation. Director. 2pp 12760 339. 


-*6203020309 Bummerg of 000603 meeting w/kles 1 1 nghouse tn Sethesda.MD re 
leadequate core cooling Instrumenta 1 1 on. U 1 *t of attendee* b 
Usstlnghous* plant owners group proposal encl. 

HUANO. T. Core Performance Branch. 00/07/03. JOHNSTON. M. V. Core 
Performance Branch 6pp. 12763 194. 


-6104140680 “Human Factor* In Nuclear Control Room." Pp 774-790. Nuc I e«r 
Bafetg.Vol 16-6. Nov-Dee 1977. Oummer 1 1 at 400-paga final rapt 
of Studg sponsored bg EPRI. EPRI-NP-309 dtd Nov 1976. 

SEHINARA. J L. . 00NZALE2, 14. R. Lockheed Mitillt* b Space Co isubs 
Lockhoad Aircraft Corp. ). PACHiR.M. Electric Power Research 
Institute. ZECII. 77/12/31 IBpp 12730; 272 


8203010206 Forwards Endorsement 29 to HAELU Poll eg riF-99 

CORREA. H A. Marsh It McLennan. Inc. . H b H Nuclear Consultants. Inc. 
Olv. 02/02/16. BALTZMAN. J. Antitrust b Economic analgsis Branch 
lUtllltg Finance) 3pp 12069:247 


6203910269 Forwards XN-NF-621 IP 1 . ‘‘Eiion Nuclear ONO Corralation For 
PIPI Fuel Designs." Mtthheld (ref 10CFR2 790}. 

OWSLEY. O.F. Elion Nucleer Co.. Inc. Isubs. of Eiion Corp 1. 

Cf0. 014;B2. 62/02/22. MILLER. J. R. Stenderdl lat Ion b Bpoclal 

Projects Brench. 4pp 12069:008 


8203010209 Forwards draft revisions to Table of Contents. Section* 
OA-I-l. OA-I-3, QA-I-9. OA-1 1-6, OA-1 1-7, OA-1 1-9, OA-I II-6, 

OA-ttI-7 I. OA-I 1 1-9 of ETR-lOOl. “Ebasco Nuclear OA Program 
Jlsnual ■ * 

TENIER.B.E. Ebatto Service*. Inc. (tub*, of Enterch Corp.) 

32/02/19. HAA68.W. P. Quelltg Atturence Branch S6pp. (2069: 307. 


8303010293 Forward* 620199 Updating Status Hsno 13 to ETR-lOOl. ''Ebasco 
Nuciser OA Program Manual " 

lENIER. 0. E. Ebasco Service*. Inc. (sub*, of Enstreh Corp.) 

82/02/92. HA ASS. Id. P. Quality Assuranct Branch. 9pp. 12070; 003. 


8203020942 Forward* XN-NF-02-2OIP ). “Eiion Nucltar Co Evaluation Hodol 
EXEM/PHR ECC8 Modol Updatoo. “ Rapt withheld 
(ref I0CFB2. 7901. 

CHANDLER. *1. C. Ellen Nuclear Co.. Inc. (eubi. of Eiion Corp.). 
JCC:021;82. 82/02/26. MILLER. J R. Btandardliatlon b Special 

Projacta Branch. 4pp 12086:114. 


6203030230 Forwards proprleterg b nonproprtecarg versions of response 
to questions b comment* trensmttted In M)C 810916 Itr re 
rept El /f-'NI-77-7(H) Proprietary vers t on wi t hh el d 
(ref lOCFRD 7901 

E6HELMAN. M. fl Newport Newe Industrial Corp (subs of Newport News 
Shipbuilding b OrgDoc k Co.) 080/NRC/82-24 3 62/03/01 MILLER, J fl 

8 tender d 1 1 at 1 on b Special Projects Branch 39pp 12096 244 


6203030407 Notiflss that analysts porfornsd u/interix> UHI Tachnologg 
modsl ere conservative to 10CFR30 46 App K requirements 
Plant* which Lava had upper head injection analgsl* 
ecceptable tg NRC need not be reanalgied 

RAHE.E.P Ue*tinghou»e Electric Corp NS-CPR-29bl 02/02/16 
miller. J R. 9tendard 1 let I on b Specie! Project* Branch 2pp 
12099 306. 


0203030309 Forwardt elatlstlcaJ analyti* result*, "Elimination of 
Rod Drop Accident Analysis for Banked Position Withdrawal 
Sequence Plant* ■’ Result* withheld (ref 10CFR2 790) 

EN9EL. R E. Oeneral Electric Co. MFN-026-02 82/02/24 

VASSAL LQ. D. B Operating Reactor* Branch 3 2pp 12099.003 


0203040471 Notification of B20302 meeting u/Uesttnghouse In Bethesde. 
no to discuss ttea** generator tube degradation 

LYONS. J Operating Reactor* Branch 3 B2/02/25 CflUTCtlFIELO. D 

Operating Reactors Drench 3 2 pp 12130 031 


B2030S0012 Notification of 8203 04 meeting w/BbU b BbU owner* 
representative* on ebnorral transient operating guidelines. 
CLIFFORD. JH Procedure* b Test Review Branch 02/02/22 
ZIEMANN. 0. L Procedures b Test Review Brench 2pp 12130 361 


0203050298 Reiponjo to NSC 020126 Itr re single failure assunpt Ions tn 
ECC8 ana] gses . Et t inata analgees show actual peak clad temps 
will not be affected Calculations are conservative to best 
ettimeta calculations bg several hundreds of degrees 
6PEI8. T P. Combustion Engineering. Inc LD-B2-026 92/02/26 

SCHERER. A E Assistant Director for Reactor Safety 2pp 
12131: OlO. 


B2030B0399 Forwardt Endorsements 27 b 20 to MAELV Policy HF-96. 
FQRRCSr.l) Marsh b McLennan. Inc . M b M Nuclear Consultant*. Inc 
Olv 82/03/01. DINITZ' 1 Antitrust b Economic analysis Branch 
(Utility Finencel. 4pp J2J 49 104 f uha. S’O-OOO. 03/03/01 . 

9203030392 


0203090086 Advises that Uestlnghouse water reactor dlv organ 1 la 1 1 ona 1 
changes, subml ttad In B20I2B 1 1 r . acc ep tabi e 

HAASS. M P Quality Asiurenc* Branch 82/09/24 RAHE.E.P 
Uestlnghouse Electric Corp |p 12172 349. 


D303090I36 Responds to 010630 b request for methods utlllted In 
consideration op NRC b EPRI sponsored calculations on 
Doppler tf fee t Coefficients selected to bound reactivity 
effect, causing conssrvetlve results 

TAYLOR. J H OAbcock bWilcoi Co 82/03/02 RVOENSTEIN.L 0 
Containment Sgstem* Branch. 3pp 12163 143 


8203090339 Forwards Endorsement 41 to MAELU Policy MF-SS b Endorsement 
30 to MAELU Policy MF-Bt 

BOTHAM.J HcOarmott. Inc 83/03/02 OtNITZ.t Antitrust b 
Econo.mlc snalysl* Qranch (Utility Finance! Spp 12163. 114. 


8903090919 Forwards application for withholding b proprietary responses 
to NRC question* re MCAP-0921 b WCAP-6822. A I to forward* 
nonpropr I etery responses to NRC questions re WCAP-6B39 b 
UICAP-B060. PropPle tary response* withheld (rtf 10CFR2 790) 

RAHE.E.P Uestloghouse Electric Corp N8-EPR-2363 82/02/17 

HILLER. J.R Btandardliatlon b Special Projects Branch 2pp 
13170 199 


--8203090917 Application for withholding proprietary responses to NRC 
questions on UCAP-8021 b UCAP-BS22 

UIEQCMANN.R. A. Uestlnghouse Electric Corp AU-B2-06 82/02/19. 

MttLER. J R. Standardization b Bpeclal Projects Branch I3pp 
12170 200 


6203090796 Unedited transcript of B20219 public nsetlng for OE 
prsssntatlon on BUR Mark III containment design basis In 
Washington. DC pp 1-B3 Vltwgraphs end. 

PALLADIMO. N Commissioner* 89/02/19 83pp 12174:012 


8203100193 Forward* rtsponss* to NRC requests for info ra 
XN-NF~BO-l9(P I. Wol 3,R*vl*lon 1. "E« »on Nuc lear Methodology 
for BUR* - Th er me «. Thermal Limit* Me thodo) ogg. Summary 
Description." Enel* withheld (ref 10CFR2. 790) 

CHANDLER. J. C E>xan Nucleer Co.. Inc. Isubs. of Exon Corp). 
JCC:034;B3. S&/03/03. KILLER. J fl. Stenderdlletlon b Specie! 

Projects Brench, Ip. 12180:036 
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NONDOCKETED ITEMS 


8203100343 Forward*- #or revlaw 6 dccap I *r>c*/ r *vl* ed psd)*t of OA loptcal 
n*pt XN-NF-IA for nvclfar fodl <»»lgn *• fabflto 1 1 on, 
inrorporatlng to'-'Uf'ont to flop Ould** I SO. I 58. I 444 t, 


VQtHEB.C J. Elton Nocloor Co • InC' <»ub*. of E 
Baf03f03 HAA36.MP QuaHtM Atfwraneo Erjntli 


1 1 on Corp. • 

3pp laiel 041 


8203120174 Advl*** that raopont* NRC quattlon* raitad at BlW Oorar* 
group 81I31& pratantatlon on total 1 braak lOCA oiathodt util 
ba ganaratad during courta of antall braak COCA Mathotft 
prograo: Ouaatlon* Ilatad 

CANE6E.L C Babcock 1 Uilcoi Oparatlng Plant* Ounart Croup. 

LA.Me8E,C C Oanaral Public Utllltiat - OPU Sarvica Carp. QAPC/CJb 

02/02/35 GHEROM, B Raactor Bgttanit Branch. 2pp. 12246 IQO. 


— 8203100250 *N“NF-IA R04A 

-OA Program for Nucitar Foal Daalgrt C Fab r Icat 1 on. Rfvl a ion 
4A " 

DEARD. 8 J . VOtMER.C J . PEBBV. D H. Etfon Nucitar Co . Inc. < mb t 
of Elton Corp 1 B2/03/03 IBpp- 12181 043 


0203120393 Advlaat that Involca will ba lituad for ravlau of CPC-2. 
"QA Progront Daacrtptlon for Oporational Nuc laar Powar 
PI ant a " 

miller. W O Ucanaa Fae Managamant Branch. 62/03/04 IIOFFPAN- 0. P 
Corttumart Powar Co tp 12251.360 


0203100273 Forwardt nonprop r 1 atary h proprlatarg vartiont of 'Topical 
Rapt on Nucitar Fual Rod Canlatar Sga" for comiraot 
WACHTEB.W j U B Tool 6 Oya. Inc 03TE0“Ol 5-003 
TEDE9C0. B L Attlttant Olractor for Licenalng Ip 


02/03/03, 
12162: 172 


--6203100273 OSTLO- 15-OOOa-NP 

Nonp r op r 1 a t ary varakon of "Topical Rapt On Njclaar Fuat Bod 

Canlatar Syt ’ 

UACHER. M J 0 S Tool tc Ojo. Int 02/02/08 ISpp 12102:173. 


6203100305 Forjard* 8CP-01. -Radcal Oama Tho rmcmota ra, ■' BavUlOli 4 
WARlNO. 3P Bcandpou;ar. Inc 92/03/04. pEflOGntN, 3 Btandar d 1 1 atlon 
6 Spaclal Projoct* Branch. Ip I21B4 040 


-- 0203 1 003 09 6CP-Ot R04 

"ftadcal Oamna Tharaiomatart, " Ravtalon 4 
* Scandpowar. Inc S2/02/2B 250pp. 12104 049 


9203110237 Forward* Vot* 1 6 2 of NEDE-23783- 1-P. "OEaiB-LOCA 1. Safer 
Modal* for Evaluation of LCCA '* Hapta withheld traf 
10CFH2 790) 

OUlPK. J F Oenaral Electric Co flFN-006-02. 02701 7J0 MILLER# J R. 

Standardl tat ton i Special Project* Branch Ip. 12214:107. 


□203130133 Notlflaa that NRC ha* not rapliad to 810702 l> 1230 lira ra 
fire protection criteria for control room*. Aaquatt* 
approi tine whan formal NBC poaltlon on control room 
fire* might ba atpactad. 

BEBN8EN. 8 A Bechtel Corp. 82/03/09 DENTON. H R. Office Of 
Nuclear Reactor Regulation. Director 2pp. 12256 215. 


8203160003 Forward* BAU-lOISO “Control Rod Attambly E jac i Ion-Ana Ig* la 
of CRA Ejection Accident in BltU PlJRa. 

TAyuOR.sJ H Babcock & Ullcoi Co. 82/03/01. BEROOREN.^ B 
Standard 1 lat i on L Spaclal Project* Branch. Ip. 12299:343 


8203160007 0AU-i0190 

“Control Rod Attambly Ejection - Anatyat* of CHA Ejactlon 
Accident in BLN PtdRt. " 

HERMIO.U M Babcock *. Ml icot Co 82/01/31 200pp 13399 343 


0203160009 Forward* XN-Nr-83-3HP ). “Application of Eiion Nucitar C# 
PMR Thariral Margin Methodology To Mitad Cora 
Configuration*. “ Rapt available In Central File* only. 

OWSLEY. OF Elion Nuclear Co . Inc. Itubt. of Elion Corp. k 
OFO: 19:62. 82/03/13. MILLER. JR. 8 tender dl tat Ion t Bpaclal 

Project* Branch. 4pp 13399' 090 


--8203110240 Forward* Volt I & 2 of WE0E-237a3-l-P. “OEBTR-LOCA «. Oafai 
Modal* for Evaluation of LOCA ' Raquaat* rapt be withheld 
iref I0CFR2 790) 

OUIRK. J. F. Oanaral Electric Co MFN-219-81. QI/13/30 

MILLER.J R StanJardl tatlon 6 Bpaclal Projects Branch. 3p p 
12214 108 


8303160014 Forwarda KN-NF-03-O6IP ). "Qualification pf Eiion Nuclaar 
Fual For Eitandad Burnup. “ In raiponta to 810602 Itr Rapt 
available In Central File* only. 

OWSLEY. OF Elion Nuclaar Co.. Inc. (tuba, of Eiion Corp 1. 

OFa:OI7:82. 83/03/11. MILLER. JR. Standardiiatlon li Epaclal 

Project* Branch. 4pp 13299:094. 


8203110311 Forward* approved Topical Rapt CPC-2A. "OA Program 
Dtatrlption for Operational Nucitar Power Plant* " 

VANOEWALLE. 0. Contumar* Power Co. 82/03704 HAAGS. M. Quality 
A*«uraoc* Branch tp 13213:023 24X F 1 c he 30-000, 82/03/04. 

8203110311. 


83031 10316 CPC-3A 

“OA Program Oatcriptlon for Oparatlonal Nucitar Pputr 
Plant* “ 

a Coriiumar * Power Co. 82/03704. 86pp. 12212' 027. 24X 

Fich* 30-000.83703/04. 8303110311 


-0203110321 Advl*** th4t ravlsad Topical Rapt CPC-3. “OA Program 
0**crlptlon for Operational Nuclaar Power Plant*" hat bean 
accepted (• may he tnplamantad Evaluation and. 

HAA9S.M.P. Quality A*«uranc* Branch 02701/12 HOFFMAN.O.P 

Commonwaalth Edtaon Co. Ip. 12312.034. 


— B2D3H0329 Topical rapt avalvatkon oT CPC-2. "OA Progran Daitriptlon 
for Operational Nuclaar Power Plant*. “ Rapt acceptable, 
a Quality Aaluranc* Branch. 83701/13. ip. 13213:033. 


8303110333 Forward* proprietary NF00-TM-3eS. "PCRI T-Cr 1 1 1 C al Pretsur* 
Calculation - Linear EIa*tlc Fracture Mtchanlct Analytl*. " 
dtd Nov 1981 1. rafarancad In tbtrmal ahock rapt on facility. 

Affidavit and. Rapt withheld (rtf 10CFR3 790) 

TAYLOR. J H Babcock Lldllcoi Co 82/03/19. VTBBINO.O 8. Oparatlng 
Reactor* Branch 4. Bpp. I&212. 170. 


6203110343 Bubmlt* Info w/potantlal ganartc Implication* ra loo** fit 
Of maktup nottl* tltarmal *lttv* !• mlatlng or waartno (Idav* 
button* discovered at Cryitsl Alvar 3 1. Oconaa 3 t. 3. Plant* 
using tlmllar noitl* configuration* listed Bkatch and 
TAVtOR.JH. Babcock LNlUot Co. 82/03/03. DEVOJNO.fl C. 

Olractor** Offlct, Dffic* of Inspection and Enforcamant 3pp. 
13213:167. 24X Flch*: 50-000. 83/03/03, 62031 10343. 


8203120109 Notification of 030219 naatlng u/U* (tlngk ous* ounar* group. 
BLU owners group. C-E owntrt group U INPO In Btthasda.MO to 
dltcul* Industry EOF tmpl smantstlon assistant* plan. 

GOODMAN. M. J. Procfdura* L Tast Ravtaiu Branch. 82/0&/08. 

ZIEHANN. 0. L. procaduras & Tast Ravtau Branch. 3pp. 13333:296. 


8303160386 Forward* Revision 3 to “Mark 1 Containment Program Lopd 
Daflnltion Rapt." providing info to dafln* hydrodynamic 
load* produced on containment *y* of Mark I plant* during 
LOCA. safety relief valve l< related avant*. 

PFEFFERLEN. H C. Oanaral Electric Co. HCP-08-03. 83/03/33 

EtSENHUT, D. 0. Division of Licensing. Ip 18304.030. 


8303160391 N£ 00-3 1688 R02 

Revision a to “Mark I Containment Program Load Daflnltion 
Rapt. ” 

HUCIK.B. A. , UADE.O. E Oanaral Electric Co 81NE038a. 01/11/30 

330pp 13304:039 


8303160461 Forward* proprietary XN-NF-02-2O1P ) “ECC8 Cladding 
Swelling It Rupture Modal." Rapt withheld <r*f 10CFR3 790) 
□U3LEY.0. F. Etion Nuclear Co., Inc. dob*, of Eiion Corp. I 
GFO-Oie-e2 83/03/13. MILLER. J.R. Btandard 1 la t (on t> Bpaclal 
Project* Branch. 3pp. 12306:060. 

0303190362 Forward* Chang* Nolle* 3 to 9CE-1-A. “OA Program • 

PAPAV.L. T. Boutharn California Edlton Co. B3/03/17. HAASa, M P 
Quality Aaturanc* Branch. Ip. 12347' 171 


-8303190363 BCE-l-A ERR 

Chang* Notice 3 to "OA Program. “ 

a Boutharn California Edison Co. 92/03/17. 3pp 13347:172 


8303330037 Raapond* to 830217 Itr submitting Ravlslpn 20 to CE-I-A. 
"OA Program Topical Rapt " Revision accaptablo. 

HAA88. H. P. Ouallty Assurance Branch. 82/03/13. 8MARTI.E 0. 
Commonwealth Edison Co. Ip. 13374:292. 


0303220330 Forward* request for addl Info r* prossuriiail thermal 
shock >■ Ufstinghous* Oanorlc Rapt WCAP-1001 9. Rasponta 
raqulrtd by 820430. 

NOVAK. T.M. Assistant Director for Oparatlng Reactor*. UCAP-l©OI». 
82/03/16. KINOBLEY.O. Mastlnghouta Operating Plant* Owner* Grpug 
5pg. 12374:018. 


0303230008 Raapond* to 810727 raquaat for addl Info r* CENP0-330*P, 
“THERM. Thermal Hydraulic Emargancy Raflood Medal." THERN rndy 
not b* utad a* aitenslvaly as planned. NRC ravtaw 
fhould b* auspandad until C-C review complat*. 

SCHERER, A. E. Combuation Englnaarlng. tne LD-82-03d. 02/03/17. 

MILLER. O.H Btandard Hat Ion L Bpoclal Projacts Branch Ig. 

12379; 30d. 



NONDOCKETED ITEMS 


A33333039t n«<pon<ft to KRC B20333 talcon re cuirulstlvt operating 
• ipertenc* oP Mtptlnghouee nuclear Puel t< ataoclatap Puel 
dtPtct level* t> potential Por cuirulotive ra 0 lonuc 1 Ida 
buildup In primary ay* over tine 

RAHE>C P. Heetinghoute Electric Corp N8-EPR-3379 03/03/13 

lOPAfi-H Cora PerPormanc* Branch 4pp 13:103 343 


8303330339 Foruard* proprietary (• nonpr opr i e t ar g retpontea to NIlC 
Reiiueit I Por addl InPo on UCAP -869l> Revt s i on 1 t< 
application Por ulthholdlng proprlotary raepontee 
RAIIE-E P Mattlnghooea Electric Corp NB-EPn-3373 a2/03/l<> 

MtLlER>J R NRC - No Oetailad APPlllatlon Given 3pp 13390 001 


-~e303330939 Bubmitt application Por ulthholdlng proprietary reiponeec to 
l<CAP-S&9t. Ravltlon !• "Fuel Rod Evaluation " 

HtE8EMANN.fi A. Uastlnghouaa Electric Corp AU-e3-t3. 03/03/ lb 
HILLER. 3 R NRC ~ No Detailed APflliatlon Given 49pp 
13390 004 


820334029S Foruardt nonproprietary t proprietary agenda of 820303 eteam 
generator treating w/NRC t> application Por u 1 1 bho 1 d 1 ng 
Proprietary agenda withheld IraP 10CFR3 7901 

fiAM.E P Heetlnghooea Electric Corp N8-EPR'3970 83/03/09 

EAIHLiB. 0 A Atelatant Director for Llcanelng. 3p 13394 130 


--02O324O394 Application Por withholding agonda oP 030303 eteam generator 
aaatlng u/NRC. 

UIEBEMANN.R A Ueetlnghovte Electric Corp AU-e3~10 83/03/09 

lAlMUa.O A Aeelatant Director Por LUenelng 9pp 13394 133 


C3D3340493 NotlPlet aP forthcoming Invoice Por review oP Ravieion 1 to 
FCTPN"7a. "OA Por American Inet oP Btaal Conet Nuclear 
Ovality Certification Program " Ravlau complatad on B30136 
Fcvrteen manhourt eipandad. 

HILLER. H. 0. Licante Fee Managamant Drench. 03/03/19 PE8HCK. C 
American Inetltuta of Steel Cone true t i un. Inc Ip. 13409 363. 


6303390498 Foruarde page change* to draft Revliion 4 to GA program 
tcplcal rapt diecueecd during 62030R meeting Change* 

Involve GAPS 0. GAPIS 0 «. 0AP18 0 

CGWSIL.W 0 Northaaet Utilltlaa 010499 83/03/18 llAAB. U NRC 

-Ho Detailed Affiliation Given lOpp 13410067 


0303340096 Foruard* Endor eamant 133 to AN! Policy NF-1. 

CORREA.H A. Hareh 4t Heuennan. Inc • H L H Nuclear Consultant*. Inc. 
Olv. B3/03/19. BALTIMANiJ. Antitrust L Economic analyslt Drench 
lUttllty Flnanca) 3pp 13433 197 


830336D10B Forward* Endorsement 119 to ANI Policy NF-34. 

CORREA, n A Marsh <« McLennan, I nc . • M (. H Nuclear Conaul tan te. Inc . 
DIv. B3/03/33. BALTZHAN.J. Antitrust L Economic analysis Branch 
lUttllty Finance) 3pp 13433 106 


83033900B1 Buanary of 830137 msating w/BWR owners group In Dethestfa.tlO 
rs SHR watsr level Instrumentation to monitor Inadequate 
core coaling. Attendance llat encl 

FAULKNER. H. Btendardtiat Ion h Special Projects Branch B3/03/00. 

MILLER. J.R. Btandardl let Ion L Special Project* Branch. 14pp. 

13499; 333 


02D3390339 Foruard* rasponsa to 010326 question* r* basis for 
sllntnatton of fuel loading error analysis for mlalocated 
bvrdls.par 801114 Itr. 

EMGEL.R E General Electric Co R£C-019-e3 83/03/33 

VASSAL LOi D B. Operating Reactors Branch 3. 6pp 13433; 133. 


D203390973 Forwards Revision 4 to "Mart II Containment Dynamic Forcing 
Functions. '' 

PFEFrERLEN.H C. Oanaral Elactric Co lf"N-034-e3. 82/03/33 

KNIEL.K Oanerlc Issues Branch. ip 1343S 360 


—0303390977 NEOO-31061-4 ERR R04 

Errata L addenda to Revision 4 to NeOO-31 061.-4, "Marl II 
Containment Dynamic Forcing Functions. 

• General Elactric Co 03/03/38 9pp. 13439:001. 


--8303290970 NEOO-2i061-4 H04 

Rsvislon 4 to. "Nark II Containment Dynamic Forcing 
Functions. " 

miatCK.H C. . TOWNBEND.H E Oanaral Electric Co. 01/11/30. 30Opp. 
12439 010. 


&3G3300104 Forward* Revision 4 to POE-0003. “Nuclear Projact* OA 
Program for Ottlgn Conot L Proopo rational Testing. ’■ 

H1IHER8. B D. Portland Oanaral Electric Co. 83/03/36 HAA88. W P. 
Giolltii Assurance Branch Ip. 13490. 073- 


—8203300187 PGe-8003 R04 

“Nuctear Projects OA Program Por Design. Const 1. 

Preoperatlonal Tasting. •• 

• Portland General Electric Co. B3/03/36 37pp. 13490:074. 


R3033303G3 Submits info In response to NfiC request re XN-nF-QI - 31 <P ) . 
"Generic Mechanical Deeicn Por Eiinn Nuclear Jet Puirp OHR 
Reload Fuel ‘ Table 5 3 of RODGK2 topical rept sur*Terites 
pertinent data to generic Fuel design 

chandler, j C Eicon Nuclear Co . Inc (subs oF Euion Corp 1 
JCC 030 03 03/03/33 MILIXR. J. R Stenda r d 1 let I on & Special 

Project* Branch. Ip I24SO. 390. 


NASH REOULATOnv PURL ICAT I OHS - PRE-NUREO SERIES 


8303010001 Addl response to FOIA request for 30 categories of docunen 
re 6UREO-O660 j "ARC Action Plan " Forwards documents listed 
In Apps A.D.C & 0 InPo partially telthheld ireP FQIA 
Etamptlon 9) 

FELTON. J.M Division of Rules and Records. 8I/C8/04 MADDEN. T. J. 
Kaye, Scholar. Flerman. Hays L Handler 9pp 13790 006 


—0303100369 HASH- 1341 

’Programmatic tnPo Pur Licensing of Standardlied Nuclear 
Power Plants " 

* Atomic Energy Cor-mlsslon 74/00/31 61pp 12777 063 


HASTE MOT NUCLEAR U’ASTE MANAGEMENT 


81IC010133 Forwards Pinal ' Eng 1 tie er Ing Assessment of Inactive U Hilt 
Ta 1 1 tngs . Grand Junction Bite. " 

00NIALE8.A L Energy. Oept of 10344. Ol/CB/31 SHAFFER. N M. 
Uranium Recovery Licensing Branch Ip 10004 163 


--□110DI0137 OOE/UHT-OIOS 

’’Engineering Assessment oP Inactive U Ml I 1 lat I ings. Grand 
June tlon Site " 

• Ford Bee an fc Oav I s Utah. Inc. 30016 81/08/31 2D0pp. 

10004: 163 


0303030061 Comments on Dec 1981 monthly rept. “Edgemont Remedial Actli 
Program ’’ Summary rept of long-teris radon progeny monitoring 
perPormad to data authorlied 

EAOIE. O 0 Uranium Recovery Licensing Branch FIN B-3217. 30097 

83/03/03 NOOMAN, N A Oattelle Memorial Institute. Pacific 
Northwest Laboratory 2pp. 18093:278 


--6303030069 "Edgemont Rsmedial Action Progam, " Dec 1981 monthly rept 
UOOMAN.N A. JACK60N.PO . PERKINS. R. U Batte I 1 a Manor t al 
Institute. Pacific Northwest Laboratory FIN D-3317 50097 

82/01/11 EADIE.G 0 Uranium Recovery Licensing Branch. Opp 
13093: 200 


8303030031 CnnPlrffis 030201 telcon ra soil samples Prom Hanford low 
level waste slte.ONL will visit site on 830316-17 L ottaln 
nectfsary soil samples 

QROMNINO. R C Division of Haste Management 83/03/13 CAYNOR. 8. 
U8 Ecology. Inc {Formerly Nuclear Engineering). tp 12103 346 


8303030073 Forwards calculations on EPA std progress through 8202D0. 
First phase essentially complete 

SILLING. 8 A. High Level Haste Licensing Managamcnt Drench 
83/02/13. KNAPP. M R High Laval Haste Licensing Management Branch. 
18pp 13109 178 


0303030090 Foruarde review of DOE performance assessment program. DOF 
hat not decided which codas will be used In performance 

assessment at each site. 

KNAPP. H R High Laval Waste Licensing Management Oranch 83/03/13. 
HARTIN, J. B Division of Haste Management 96pp. 12109:818 


□303040004 Foruarde State of MA> Dspt of Qcc 1 a 1 L Health Sve s 11300 Iti 
t> WNl 81 1007 Itr re TLD date NRC rasponsa requested. 

BCODENi 0. Uestarn Nuclear. Inc. lauba. of Phelps Dodge Corp. I 
20083 83/01/19 SCARANO. R. A Uran turn Rec ovary Licensing Branch. 

4pp 13119:280 


8303040189 Ditcusta* JK Channel rept. "Calculated Radiation Doses Froi 
Radionuclides Brought to Surface If Future Drilling 
Intercepts UIPP Repository & Prtssurltad Brine." Brine 
pockets not considered serious Impediment to waste at UIPP. 
silling. 8. A. High Laval Haste Licensing Hanagsment Branch. 

WnHL;3109 82/03/10 KNAPP, M fl High Laval Hast* Licensing 

Hanagcmant Oranch. 2pp 12134.340. 


8203030046 Rasponde to QllSt? Itr rs site screening activities in 
bedded salt medium. Contractual arrangement satisfactory for 
PY02-83. Oeecr Ip tlon of contracted project for Fves will be 
tent for determinat ton of outstanding needs. 

HILLER. H. .7 High Level Hast* Technical Development Branch. 
83/01/20. FREDERICK. E. 0. Oak Ridge National Laboratory. 3pp. 
12146; 367 


*umin»rlte» 6«ckoroun<l *• Current «tatu« of 9*oJ<»gie I. 
hgdrautU Info TF LoonUk relume enel. 

FReOCBlCK.e J Oak StJge National Laboratory 81/12/17 
HILUCB. H J High Level Waite loefinical Development Branch 33pF 
1214b 269 


0203050199 Sutritt work outline on Financial anurance portion of 
riileffiaklng for B20P03-04 meeting* on lOCFfibl rule 
SGEmaM. n J Llteneing Proceit L Integration Qranch 83/02/0? 
tmc - Mo Detailed Affiliation Given 2pp 13145 317 


8203090054 Reiuest* goarterlg U annual average Old unit price aumrarlo* 
for 1980 t. 1981 for ton«t !• eerthuork •troctore* Coat data 
uieFul when toneldering propoied alternative* b financial 
luretg arrang eront* 

MAHfIN. 0 E Uranlu.n Recovery Licensing Drench 409. 91- 82/02/22 

Ifgomlng. 8tate of Ip 121 72 103 


0203090390 Bubnit* request* for MlLOOS run for me orporatlon Into GIB 
List* change* to be rade 

J*00.*iEV-R R • PETERSON. 0 6 Maehington. State of 20107. 82/01/29. 

QCaRANO.R Uraniun Racoverg Licensing Branch 2pp. 12192 073 


0203090679 Ack receipt of 820123 query r« rcleaea llmtte that meet 
Com.nl** Ion tafetg goal If applied to high level uaete. Limit 
mould be appro* 10 or 36 times EPA otd If applied to society 
or to Individual*, r espec t Ivel y 

rlNAPP. M. R High Level Haste Licensing Management Drench. 

WhML 340? I 82/02/32 MARI IN. J 8 Division of Waste Hanag ament 
4pp 12192 199 


8203110336 Requests nods to Contract NRC-02-BI "061 . I nc lod 1 ng revising 
statement of uori. adding subsec Clone to reporting 
requ I rements. e 1 1 end log period of perfor none e to 020600 It 
Increasing payment 

MARTIN. J B Division of Uaste Management FIN 0-2317 
NnC-02'Ol-061 62/02/12 BRCHH. B 5 Prog ren Bupp ort Drench 2pp 

12291 301 


0203110376 Summarlfe* understanding* b eiceptlons fron 030301 
meeting CO Dept of Health will renew license for roll! u/Aug 
1984 eiptretlon dete Tailings eiplretlun date will be 
Indetermlnete until transfer to OS govt. 

HA2LE. A J Colorado. State of 30117 62/03/01 MCCLU6KEy> 3 

Cotter Corp 2 pp 13251 022 


8303110303 Foruierds water quality rept Por Nov 1981 Ueile not seirpled 

1 istod 

CAIN. J Cotter Corp 30116 02/03/04 HATLE. A J Colorado. State 

of 3pp 13251 034 


--0203110367 "Uater duality Rapt for Nov 1981 '* 

• Cotter Corp 30116 82/03/03. 4pp. 13351:037 


0303130003 Comment* on "Environ Cleanup Btds'* for Doc 19B1 . Revi ied 
Table 1 Is eccepteble Discussion b Table II re results of 
limited Track Etch sampling confusing 

EADtE. 0 0. Uranium Recovery Licensing Branch FIN 0-3216 
WM-02-033. B2/03/09 UaOHAN. N A Bat ta 1 1 e Msmor I al Institute. 

Pacific Northwest Laboratory 3pp. 12291 330 


--0303130007 "Environ Cleanup 8td*. " Dec 1981 monthly Itr rapt. 

YOL-S'O. J A , PERKIN8.R U . UAGMAN. N A Battalia Memorial Institute. 
Pacific Northuest Laboratory FIN D-2216 . 20056 B2/OI/IS 

EADIE.O 0 Uranium Recovery Licensing Drench 9pp 12351 333 


6203I200BS Forward* environ air sum.-ary for fourth quarter of 1981 b 
for yr of 1981. Air sampler at aS- 204 Inoperative during 
fourth quarter. 

CAIN.J Cotter Corp 20153 02/01/36 HA7LC. A J . OAMEUELL.R . 

MAEBCHE.K Colorado. State of 3pp 12332 335 


— 9203130CB6 “Environ Air Suirnery for Fourth fluerter of 19S1 b Yr of 
19BI 

• Cotter Corp 20IS9 63/02/13 3pp 13253:338 


8203120110 Forwards corments on Edgemont remedial action program in 
responsa to 811116 I tr. Sc rten ing techniques discussed are 
questionable b should be disallcwed as identification 
methods in property assessment activities. 

RAMSEV. R H Energy. Dept, of 20146 03/03/01. PETTENOILL . M J. 

Uranium Recovery Licensing Drench 25gp. l2235:OlJ4. 


8303130303 Forwards breathing tone summary for Jan 1982 

CAIN.J Cotter Corp 20139 82/02/10 HAZLE. A.J Colorado. State 

of 3pp 12291:277 


—8203120205 Breathing tone tummary. Jan 1993. 

* Cotter Corp 62/03/10 Ip. 13391 380 


MACDOUOALL. R D Llcsnslitg Process b Integration Branch 02 
BUNTINOiJ 0 Licensing Process b Integration Branch I6pp 
12293 214 


8303190160 Forwards revised response to Oct 1901 request for 1 
waste shipments to Nuclear Engineering Co. Beatty. NO betueen 
1968 b 1976. per 830132 telcon b 830139 nesting. Enel response 
Indicates isotope luelghts In grams 

SHEnn.T a tlaterlal Transfer Bafeguard* Lltenstng Branch 
SMITH. 0. Low Level Uaste Licensing Branch- 2pp. 13309 39 


03031S0I92 Ouisnaritat result* of Investigation re status of IC 
Advisory panel of dosimetry eiperts should be convened to 
assist In resolution of tCRP-30 questions 

QELL.M J High Level Uaste Licensing Management Branch 03 
MARTIN. J B Division of Uaste Management 2pp 13309:310 


8303190307 Forward* "Modified Uaste Oltposal Bys for Ban fitgue 
Project “ 

LANOE.SL P loneer Nuc leer. Inc 30101 02/01/27 IbhNILL. 

No Detailed Afflllitlon Olven Ip 12311:027 


--02O31SO3O8 "Modified Uaste Disposal Bys for Ban Miguel Itl 1 1 
• Pioneer Nuclear, tnc. 81/10/01 4lpp 12311:020. 


8203170030 Forwards correspondence between NRC b DOE Requast* 
adoption of ICRP-30 recommendations. 

BELL. M J High Level Uaste Licensing Managsmtnt Branch 
SINCLAIR. U K National Council on Radiation Protection b 
MaasurementS 2pp 12323 284 


6203170155 Forwards R Ullllams rtvisui of Hart-Crowser b AssccI 
re groundwater evaluation at Dawn Mining Co U mill site 
Pump-back sys not required at site, subj to listed 
conditions U/q enc 1 

BCARANO.R.A Uranium Recovery Licensing Branch. 62/03/09 
8TRCN0 .tr Washington. State of Ip 13329 324 


0303220092 Agrees w/necd to Inform property owners of results 
radiological surveys psrformtd Simpler approach is mors 
sppropr lata. 

SCARANO.R.A. Uranium Recovtry Licensing Branch. 20098. 0! 

MERRV. T South Dakota. State of 2pp. 12374 141 


0203220474 Forwards Dawn Mining Co 811315 b B30329 Itrs re efi 
control devlcee. 

PETERSON. 0 Washington, State of 30311 03/03/09 OMUOl 

NRC - No Ootallid Affilletlon Olven 3pp 13391:306 


8303220477 Forwards "Breathing Zone for Airborne Particulates. 
1982 •• 

CAIN.J Cotter Corp. 30221 83/03/04 HAZLE. A M Colon 

of 3pp 12374: 143 


— 0303320478 "Breathing Zone for Airborne Per t Icula tes. Fab 19f 
• Cotter Carp 30221 83/03/01 Ip 12374:149 


8303340097 Trip rept of attendance at Nov. 1961 annual masting 
Nuclear Waste Isolstlon In Columbus.OH to participate Ifi 
technical sessions re site cherac ter 1 letion b regulation. 
mining engine er lng> repos 1 tory design b site selection. 
MILLER, H J . URIOHT. R J . JU8TUS.P. 8 High Level Uaste Teci 
Development Branch. B2/01/19. High Level Watte Ttchnlce’ 
Development Branch. 3pp. 12398.339. 


8303240917 Forwards technical status rept for rsposltory sttli 
describing siting ssetion program activities b objectives 
emphasliing present status b future plans. 

JU6TU8.P. 8 High Level Usste Technical Development Branch 
82/03/01 miller. HJ High Level Waste Technical Devtlopmi 
Branch. 36pp. 13419:170. 


8203240929 Confirms tslcon connisnts rs snvlron assassmant on 
high Itvel wests technical crl terla. Mod If led marked-up copy 
enc 1 

WOLF. J. R Office of the Executive Legal Director. 82/03/1 
BELL. M. J. High Level Waste Technical Development Branch. 
13419 311 


8303340926 Forwards ravlawt of Science Appl 1 cat lone. Inc final 
NUReO/CR-l67S.Uol 2. "Risk Assessment Methodology 
Development for Waste Isolation In Otologic Media." Final 
rept Identical to draft rept ravlawed In Nov 1981. 

BILLINO. S A. High Leva! Uasto Technical Oavalopment Branch 
82/03/08. KNAPP, M.R. High Level Waste Technical Oavalnpmt 
Ip. 12419:333. 


I&78- ”RI«l H«thol<} 09 <i Dovelopnont for Uoste 

Ifolotlon In OoolOBicfl M*ilt4 " Ltmitattons of ttotlitical 
nothoitt not odequatelii dltcuotod 

StLLtNO.SA. High Lovol U4«t* LICOnotng llanagorroDt Branch 
QlfllfiB UMAiPP.W R Mlgn UdvdC Ua«t« Llcontlttg Managonant 
Branch. 2pp I9AIS.323 


0303340930 Forward* High trval Ua«te Technlcol Devolopirent Branch. 
Ootltn Spctton rapt on progran o jac 1 1 vat> pr as«nt ttato*. 
futiira plant (, tntagratlon u/othar tsctions 

CRCEVES. J T High Uavat Ua«t* Tschnical Oevelopnent Branch 
02/03/10. HILLEB.H J High Laval Waato Tachnicai Opvalopr'snt 
Branch. 33pp. 13419.339 


9203240964 BuPailta com'nant* rt nonthlu rapt "Environ Cleanup Bids’ for 
Jan 1962 All aapoct* of rapt adequate 

£AOtE< 0. 0 Uranium Recovarq Llcantlng Branch. I'tN B-2316 
82/03/11 WOCMAM. M A Oattalle Hairorlal Institute. Pacific 
Northuaat Lab or at or g Ip 134 09 294 


— 0303340969 "Environ Cleanup 6tdt for Lou Level Radwaste 
natltr*' e.onthtg rapt for Jan 1982 

a Battalia rlamorlal Institute. Pacific Horthuott LaPoratorg FIN 
a-3316 B2/02/12. NRC - No Detailed Affiliation Otven. 9pp. 

13409 386 


8203340987 Submits commanlt rt month Ig rapt for "L'dgamont Cleanup 
Action* Program." for Jan 1903 

EADIE.O 0 Uranluts Racoverg Licensing Branch. PIN B-3317. 
82/03/11 UOOMAN. N A Oa t te 1 1 e nemo r lal Instltuto. Pacific 
Northwast Laboratory 3pp. 13409 374 


--B3O334O908 "Edgtmont Rt'sedlal Action Program" monthly Itr rept for Jon 
19B3. 

a Battalte Utmorlal Institute. Pacific Northwest Laboratory TIN 
B-3317 63/03/11 t<RC - No Detallsd Affiliation Olvan 8pp 

13409 377 


B3()32b0018 Foruards marbed-up draft topical ropt. ''Technique* for 
Qroundweter Restoretlon " Rept doe* not effectively focus 
on requested topic re ef f ec 1 1 veness. prac 1 1 c ab 1 1 1 ty L 
reliability of currently practiced techniques 
LINEKAM.J. J. Urenium Recovery Licensing Branch 02/03/11. 
KELLV.n J Oak Ridge Netlonal Laboratory 133pp 13439 338 


8303360106 Comment* on App A of environ aksessment re propotad rule 
concerning technical criteria for regulating geologic 
dlspoeal of high level radwesta* Result* ere conaervetl ve. 
pePPINO.R.e Bendla Leboratorle* 01/04/09 COPl.AN. 8 HlghLovOl 
Uatta Technical Development Oronch 4pp 13440 OlV 


0203260110 Provide* table which compare* heating rate* from DRIOEN 
run* <d/run* appaavlng in Table K I 13 of OEtO. 

PEPPING, RE Bandla Laboratories 46rR393ao 61/04/17 COPLAN. 6 

High Level Haste Technical Development Branch 3pp 12440'033. 


B303290009 Request* NRC representative at 620323 public hearing re 
Pioneer Nuclear Inc application for tpeclfic radioactive 
netl license to construct & operate U mill near Qlicl 
Rod. CO. 

HAZLC.A J Colorado. State of 30336 63/03/03 BCARANO. R 

Uranium Recovery Licensing Branch 2pp 13443.393. 


63032^049 Acb receipt of 830109 Itr commenting on SOHIO Uesterii 
ninlng Co application for rsnawel of NH radioactive mails 
llcenea. Renswal of active license during period of shutdown 
1* warranted t, should not result In adverse impsct*. 

BCARANO. R. A. Uranium Recovery Licensing Drench 30094 83/03/10. 

BHUEVtC. Southwest Research and Information Canter. Ip. 13441:331. 


— 6203290094 Forward* comment* re 6UHI0 He* tern Mining Co application 
for rtnewal of NM radioactive metis license ti accompenglng 
dlechergt p Ian. 

BHUEV,C. Boutbua»t Research and Information Center 30094. 
83/01/09. BCARANO* R- Uranium Recovery Licensing Branch. 14pp. 
13441: 333 


0303290087 Responds to 830132 telcon re accep tab! 1 1 ty of disposing of 
wastes containing short-lived Cm-343 In near surface 
disposal fac 1 1 It las. Cffl-242 will meet 10 mCi/g limit If sum 
Of concentrations of Pu-238 remains less then 10 m.CI/g. 

SMITH, R D Low Level Haste Licensing Branch 82/03/39. MCOUEY. R 
Oensral Public utilities - CPU Service Corp 3pp 12499:319 


6309300376 Forward* evaluation of acceptabla concentration for 
disposing of wastes containing short lived Cm-342 In near 
surface disposal facilities Evaluation should be docietad 
under ]OCFR6t ru lame ling activity 

JOfffSON, T. C. Low Level Haste Licensing Branch 46FR38081- 
83/03/39. BMtTH.R 0. Low Level Malta Licensing Branch. 6pp. 
13462; 047. 


for briefing on DOE-sp on* ored uor I at Yucca Mountain 6 lab 
capability In geoch 0 mistry & goulogy 

COPLAN. S H High Lovel Haste Tachnicai Development Branch 
83/03/13 MILLER-H J High Level Made Technical Ouvelopment 
grant h Ip 134b6 36'2 


03033i0'3n5 Foruards fact sheets re high level uaste licensing per 
030319 request 

HAHUN. J. 0 Olvlslon of Haste Management 83/03/19 DAVIS. J 0 
Office of Nuclaar Material Safety tt Saf sgua rds. OSr ec tor lipp 
13468 330 


830331O36S Request* listed Info for high level waste fact sheets Ir 
requested by COO 030319. 

DAVIS, J 0 Office of Nuclear Material Safety & 

Befcguardt. Direc tor. 83/03/19 MARTIN. J D Ulvlston of Haute 
Menagement Ip 13460: 341 


0303310674 Requests opinion on pa tent ab 1 1 Ity status of NHC Case lOOO 
re restoration of groundwater quality following In-situ U 
solution mining by chemical addition methods 

CC;0P£RSTE IN. R Uranium Racovery Licensing Branch 79/07/11. 
CnOHE.J A Operations U Adnl n I s tra 1 1 ve Olvlslon Ip 13468 .'>91 


XPORTLIC EXPORT AND IMPORT LICCNBEB 


8303010370 Ltv of assurancs rs application tt> eiport 4 Toloads 
to Bultterland 

MULLER. R. E Swltierland 02/02/10 ORIFFIN.J A Energy, Oept o 
tp 13076 363 


6303010394 Forwardo applications for licenses to export 66,530 ig LI 
enriched to 3.30 X U-339 L nuclear fuel hardware to 
Oelglu.m W/o U application 

KtEL.O R. Exxon Nuclear Cn. . Ixic (sube of Exxon Corp }. 63/03/1. 

DEVINE. JS Assistant Director for Expor t / Imppr t t, I nt er nat I ona 1 
Safeguards Ip 13076 393 


--82030IO41O Application for license to export nuclear fuel 
hardware to Qelglum 

KIEL. 9 R Exxon Nuclear Co . Inc. (subs, of Exxon Corp. I 
83/02/16 Ip 12076 393 


0303010420 Forwards application for license to export two neutroxi 
sources to India. 

HOAOLEV. B. 0 Monsanto Research Corp J30-01AO 82/03/17 

OPLINOER,0 Asslebant Director for Export/ Import &, In t arna 1 1 ona 1 
Bafeguards Ip 12076 3S0. 


— 8203010437 Application for license to export two Pu-330 circular 
sources* one w/t evtcrocurls I* one u/lOO mtcrocurtes to 
India. 

HOADLEV. 9 Monsanto Research Corp 338-8 lAO 03/02/16 Ip 

13076 391 


8303010496 Ltr of aeturance re Mitsui (■ Co application to export 203 
kg 11-239 to Japan. 

MIVABAYASHt.M Japan 82/02/10. ORIFFIN.J A Energy. Dept of 
tp 12076 349 


8303010466 Ltr of aesurance re Exxon Nuclaar Co application to export 
396 ig U-235 to Belolum. 

MARCHAL* J. European Con/nun 1 1 1 es- Commission of 83/02/13. 

CRIEFIN. J. A Energy. Oept of Ip. 13076:348 


8303010477 Ltr of assurance re Transnuc tear. I nc application to export 
720 329 kg U -239 to France 

MARCHAL, J. European Communities* Commission of. 93/02/11. 

DRIFFthl. J. A Energy. Dept of Ip. 12076:347 


6203010487 Submits application to ac*.end export 1 IC enst s* e x tend 1 ng 
expiration date from 820401 to 040401. 

EHAU. A. Edlow Intarnat lanal Co. 02/03/13. WRIOMT. B. Assistant 

Director for Ex por t / 1 mpor t t< 1 n t srnat tonal Safeguards. Ip. 

12076 346. 


8303030003 Ltr of assurance re Transnuc tear, t nc application to export 
800. 713 kg U-339 to Mest Ocrmany 

MARCHAL* J. European Coninunl 1 1 as* Commission of. 83/02/10 
OR IFF IN, J. A Ensrgy- Dap t of Ip. 12090:339 


6203030004 Amsnd 1 to license for B-J Enterprises, Inc Increasing 
quantity to 60 pieces heed cup prototypes for cobalt 
adjuster a Ismant* raac 1 1 vl ty control uni ts* ad juster unit 6 
Increasing value to 610,000. 

PETERBON, li. R Assistant Director for Espor t/Impor t t. I nterna 1 1 One 1 
Bafeguards. 82 / 02 / 17 . Ip. 12090*326. 


538 


NON DOCKETED ITEMS 


030303C006 Ltr of atturance re Tranenuc I earr tnc application to «iport 
BJ9 323 Ig U-233 to franc* 

MARCHAL,. J European Co'i>ui>tt I *$• Cotnit tt ton of B3/02/11 
GRtfFIW. JA Enorgg. Oopt at Ip I20«l 337- 


B30303C037 Lte*n«* for Aldrich Chamteal Co to aiport to 
01 id* to Cotta RUa. 

DEVINE. B. Ataittant Dirac tor for C aport/ Import & Ir 
Safaguard* 83/03/1 i ip 12090.360 


B3030300t0 i.lcenae for Trantnue tear . Inc to Import 20. COO ig o. enriched 
to “a> of 1 037. in U-335, fro'* France. 

PElERSOfl. M R Office of In tarnat i ana I Progra-t. Director 82/02/17 
Ip 13090 333 


8303030039 Li cant* for Aldrich Cham leal Co to •iport 30 
Olid* to Vaneiuala 

GEVlNc. J B. Aaalatant Dlroctor for E eport/ Import t Ir 
Bafoguardt. 83/03/11. Ip 13090.361. 


0903030011 Amend 4 to llcerisa for TV fnalruments Inc eitandlng 
eipiratlon date to 090301 & removing Argentina & Braiil a* 
ultimate conllgneei 

CEVINE.J 3 Aaelatant Director for E ipar t/ Import fic International 
Safeguard* 83/03/10 Ip. 13090 329 


0303030013 Eiecutlva Branch petition ra Ca Co applicatiao to eiport 
4 99 hg V''333 to Ifalagcla Licente thould be grentad 

OCVINf* 8 State. Oept of. Bureau of Ocean* 6 Internat I Eovl ron 6 
Scientific Affairs B3/03/1B SHEA. J R Office of In tarnj t tonal 
Programs, Director 3pp 13090:330 


6303030014 Submits application to amend aiport I leans#, et tend in g 
eipiratlon date to 84040] 

HAWIETT. e A Transnuc leer. Inc 63/02/10 MOORE. N Office of 
I n ternat I ana 1 Progra**. Director tp 13090 3J2 


9303330021 Regueets amend to eiport 1 1 c an*#, t nc roa a ing value to 
• too. OCO. 000 

MEBBCII. M M Uestinghouse Electric Corp IL6-135 03/03/03. 

DEVINE. J 0 Assistant Director for C > port/ Import t Internat 1 ona 1 

Safeguarda. ip 13090 336 


8303030036 Foruards application for aiport llcenst for minor nuclear 
eiport Ltr of assurance regulred U/o encl. 

DEVINE. J B. Assistant Director for E i port/ Impor b 6 tnt ernet I ona 1 
Safeguard*. 82/03/10 OfllFFIN.JA Enargu. Oept of ip 
13090 342 


8303020063 Llcanta for Nltaul «. Co. (UBAi. Inc to alpOrt t 
ZlrcaIog-2 6 Zlrcalag~4 tuba shall* to Japan. 

PETERBOn. M R Assistant Olractor for Eipor t/ Impor t I. 
Safaguards 83/03/17 Ip 12090 362 


8303020075 Forward* application for licansa to aiport Bh 
haiaf luor Id*, to Japan 

PATTORt.H Mitsui t< Co (O B A I.Inc (8ub* of Mibsc 
62/03/04 Assistant Director for E ipor t/ Import 6 In 
Baftguards Ip 12093:396 


..-8303030081 Application for llcenae to eiport 6.684 Ig 
enriched U hataf luor Ida. to Japan. 

HONOEn. T Mitsui 6 Co (0 8. A. I.Inc (Suht of Mlti 
M6A-F5-R5 fB). B3/03/04 Ip. 13093 297 


8303030132 Foruards application for licens* to eiport 3. 
deuterium oiide to Austria. Aut t ra 1 1 a. Belgium Canada* 
Columbia* Cotta Rica* Oanmar I • Japan. Mai Ico. Nether I and*. N 
Zealand. 8wl 1 1 ar land. Turlag, Van* luala L Uaat Oarmang. 
E0EL8TE IN. B E . Aldrich Chamlcal Co.* Inc. (auba. of 8 
Corp I 83/03/09 KEMBY.E Aasiatant Olractor for E 
Intarnadonal Bafaguards Ip 12090. 333 


--8303020I36 Application for llcant* to aiport 3.000 tg 
to 16 listed countrla*. 

E0EL8TEIN. B. Aldrich Chemical Co.. Inc. (auba. of S 
Corp ) 6/83 83/02/09 2pp. 13090:324. 


8303030237 Llcenae for Oapt of Armg.UB Armg Armament Mat 
1. Rtadinatf Command to export 64.000 Cl tritium, In dim 
form only. to Aut tr la. D* I g I urn. Japan. Jo rdan. Labanoni 
N* ther I and*. Ph 1 1 tpp Inet (■ Portugal 

DEVINE. J D Aaststant Director for Eiport/ Import It In 
Baftguardt 81/02/11 tp 12092 306. 


0303030300 Forward* application for llcanta to eiport BN 
ICHIKAllA. Y Merubenl America Corp. fauba. of Haritbenl 
62/02/33. NRIOHT.O L Asslatant Olractor for Eiport/ 
International Bafaguards. Ip. 12111:361. 


8303030016 Requeets Esacutive Branch position re Bandvlc Special Mataic 
Corp application for Itcensa to aiport 2trcalog-4 tubing to 
Ta tuan 

PET6BB3.N.H R Asilstant Director for Eig or t /Impor t 6 tntarna 1 1 ona I 
Safeguards 63/03/IB 8TOIBER.C R State. Oopt of. Bureau of Uceans 
(t Intarnatl Environ b St lentlftc Affair*. Ip 12090 335 


8303030024 Raqoast* a-ond to eiport licansa eitandlng valtdllg dot* to 
gr £093 t Increasing valua to *390. OOO. 000 

HERSCM. M M. Uestinghouse Electric Corp IL8-136 02/02/03 

OEVINE. J B. Assistant Director for E i port/ Impor t S> International 
Safaguards. |p 12090.337 


B30302003B Informs that Licansa VSHM-ieeS mag be issuad No iratl Changed 
circumstance* sine* issuance of License X6Nn-lB25 
MOORE. R N. Asaistant Director for El port/import t< In t* rnat 1 O'nal 
Safeguards. B2/01/12 Assistant Director for Export / taipor t l< 
tntarnotional Bafaguards. |p. 12090.343. 


6303030032 Faruiards application for aiport 
export. Utr of assurance required. 


licanee for minor nuclear 

1 ntarna 1 1 onal 

Ip 


Ing 334 tg 


— 6203030303 Application for licansa to export 6.056 tg 
containing 190 kg U-239, to Japan. 

ICHIKAUA.Y. Marubeni America Corp. (tub*, of Marub* 
ZHa260-0W B2/02/22 Ipp 12111362 


8203030310 Forward* application for liCans* to aaport 8N 
ICHIKAUA.Y. Marubeni Amtrlca Corp. (tuba, of Marubeni 
82/02/22 WRlOHTiB L. Asslatant Director for Export/ 
International Baftguards. tp. 12119:042. 


'6203030313 Application for llcant* to export 2.295 kg 
containing 90 kg 0-239. to Japan. 

ICHIKAUA.Y. Marubsnl America Corp. (lob* of Marube 
ZH0370-OM 82/02/32 Ip. 12119.043 


;349. 


micrograms 
arna 1 1 onal 


8303030319 Application for llcanta to esport 972 place* 
Niobium tubing, to Canada. 

BAN9ERTER. 0. H. Bandvlk Special Natal a Corp 8BM-1BI4 
Ip 12112:343 


daut ar 1 um 


8303030332 Application for llcanta to eiport 10 unite lP 
Modal R8-CA-1 100-243. to Sweden 

EECKHOUT.A. Rcutar-Btok* *■ Inc. Z-9337. 82/02/03. 


netl onci 

8303030980 Raqueata Executive Branch pqeitlon r* lioneant 
Corp application for licantf to esport BNM to India 
PETERSON. M. B. Asalatant Director for Etpor t/Iaipor t t. 
dautartum Bafaguards. 92/02/24 STOIBER.C.R Btata. Dapt. of. B 

t. Intarnatl, Environ t< Bclantiflc Affaire Ip. 12109 

national 


■O lbs 
nati onal 


82030305B3 Licansa for Uastlnghouaa to aiport three tour 
Intarmadlat* rang* datactor* !■ tli power rang* 
attaabliat to Btigium. 

PETERBON. M R, Asslatant Olractor for Eipor t/Iieport I. 
Safagoardt. Z£-20|3a 02/02/22 Ip. 12109:362. 


6303340001 R«qu»tt( EiatuUve Dranch podtion re Aldi-ith Chixnicat f;<p 
applteatlon for llcan** to otport •noil a«ot>nt« of d»iitariu« 

Otida to Aut t r la> Ag( t ral 1 <9 . fit Ig I ui*> Canada. C olunb t a. Coo to 
A) c a- Oaixraf b. Japan, Ha < i c o. No;d Zsatand <> Turbeg 

PtrEBOON.MB Atalttant Oiractor for Eipor t /Iirpor t t, International 
Safaguarda 82Z03/32 STOIBEB.C 11 State. Hopt of, Ouraau of Oceana 

I tntarnati Environ t, Sctonttfic Affaire Ip i2llV 370 


9303040)47 BatrUa application to ar.and atport llcenaa. eitandtng 
aiplratlon data froir 030301 to 040201 

GVAW. A Edlou intariiat t onal Co 02/03/13 wntCHT.O Aaaiatant 

Oiractor for Cipor t/ (cpor t 4 International (iafaguardi Ij 

13137 241 


0303040134 Foruarda application for aiport Itcenaa for minor nuclear 
atport Ltr of atauranta raqulrad 

FETEftSON, M n Aaalttant Oiractor for Eipor t/tc-por t t. I n t arne 1 1 onal 
Bafaguard* 92/03/34. ORIFFIN.J A Etiargg, Oept of Ip 
13130 330 


— 9303040196 Forwarda application for Itcanao to atport 66.930 bg u 4 
nuclear futl harduara to Oalglun 

KIEL'S R Elton Nuclear Co., Inc. (tube of Ci ion Carp. ) 

83/03/16 DEVINE. .1 B Aaalatant Director for Eipor l/l>i>por t 4. 
(ntarnatlonal Oafagoardt tp 12130 331 


--9303040163 Ap pi teat Ion for llcanat tp atport 66.930 bg tlnterod 
fuel pallet*, containing 3. 1 96 bg U-333, to □atgiL-'n 
KIEL'S R Elton Nuclear Co . Inc. I»ub» of Eiion Corp ) 
82/02/16 Ip 12130 333 


9303040333 Ajcand 3 to llcanta for Trananuc 1 ear . Inc attending aiplratlon 
data from 830401 to 840401 i* changing name of aupptler froir 
N3S td Neu Bruntwlcb Lab 

PETERSON. M R Aaalttant Director for Eipor I /Import 6 Interna t tonal 
Safaguarda 93/03/16 Ip 13133360 


6303040337 Amend I to Itcanaa for Trananuclaar. Inc attending aiplratlon 
data to 040401 L changing name of auppllar from NOS to Naui 

Oraitvailcb Lab. 

PETERSON, n fl Aaalatant Director for Etpor t/ Imp art t. International 
Bafagilarda 93/03/16 Ip 13133 361 


8303040231 Amend 1 to licenaa for Edlooi Iritl Co attending etplratlon 
dtte to 640101 ti tncraaalng quantity authorlied for aiport 
frcA 699 bg V-339 to 2- 167 bg 0-239 contatnad In 94.000 bg 
U 

DEVINE. J 0 Aaalttant Director for E tpor t/ Import L Intarnatl nna I 
Safegvariia 93/03/09 Ip 13133 363 


9203040234 Amend 2 to licanaa for Edlopi Inti Co tncraaalng quantltg of 
aatl from 3.190 bg U-239 to 3,991 9 bg U-339. contained in 
63.000 ko U 

DEVINE' J. B Aaalatant Director for E ipor t/ Import >• Int arnat i ana 1 
eafaguarda 93/03/09 Ip 13124 347 


9303040439 Amend 3 to Edlou Inti Cn eiport 1 1 c anaa. 1 1 1 end 1 ng etplratlon 
deta from 930401 to 840401 

PEIEBBON. M. R. Aaalatant Oiractor for E>por t/ Import 6 International 
fialaguArdt 10-44-70-4 03/03/34 Ip ISltlO 339 


0303040948 Application for ifeanea to atport four 4-tnch motor operated 
gala valvaa !■ aupporting technical data to South Korea. 

VERMEER BCH. C L Borg-Uarnar Corp A94401 /e944B2 02/01/27 2pp 

12138: 073. 


9383040993 Application for licanaa to aiport 670 placet Zlrcalag-4 
gelda tblmbl* tubaa to Japan 

8AN0ERTER. D H. Sandvlk Special Natal a Corp 8BN-2026 82/02/05 

Ip 12130:091 


8393040979 Requaata amend to aiport llcaoae attending etplratlon date 
tc gr 2049 I. value to *290.000.000 

KER8CILN N WaattnghDuaa Electric Carp 02/03/03 OEVINE.D. 0 
Atalttant Oiractor for Eiport/tmport L international Baftguardt. Ip 
13130 099 


63000409S3 Foraiardt licanaa autborliing aiport pf 64.000 Cl dliparaad 
tritium Incorporated In aaatad light aouretb for aitaeblg 
Into optical Inatrumantt for uaapona aga to tan 
dtatlnatlon*. U/o and. 

SEVtNE. J. B. Atalttant Oiractor for Etpor t/ Import ti International 
Rtfaguardt. 83/03/11. Onucci. T. Armg.Dapt. of. Headquartari 
■'■ttarlal Davatopmant t Rtadlnat* Command Ip. 12129.339. 


8303040983 Amend 2 ta OE atport 1 ic anaa. raf 1 ac ting change in licanaa* 
iddraat !• dilating Haiti Proetta Sgt. 

FETERBOH.M ft. Atalttant Dtractor for Etpor t/lmport L International 
Slfpgoard*. BDW-O1O~02 83/02/23. Ip- 12130 007. 


0203940600 Lleanae for B-J Entarprlaea. Inc to eiport 390 elar**nt cup 
prototgpea for cobalt aojuatar elument. • aac ttvt tg control 
tut ta. d 4 juator unit to Canada 

PETEfIGON. M R Aasletant Director for £ tpor t / 'mp or t *. International 
Gafaguercla 03/03/17 Ip 12129.336 


0203940601 Llcena* for Signta Chemical Co to eiport 3 bg dauberium otic 
to Spain. 

Peterson. N n Aaabatant Director Fnr E ip or t / Import t. I nt erna 1 1 oi<a 1 
Cafeguarda 02/02/16 Ip 12129 337 


8203040618 Act receipt of B20I12 ltr fa atchange of 1/ Propoael changet 
poaa no proo I ams 

DEVINE. J 9 Aaalatant Director for E ipor t/ Import 1* In t ai'na c I ona 1 
Safeguard* 92/02/10 RAVEMSCflCFT. N. Ed 1 031 Internet t ona 1 Co Ip 
12130 347 


--6303040619 Conflri-a telcon ra atchange of U Kansal Electric Pouer Cu 
ha* already ehlpped U frc-i one reactor to another. DOE 
granted raquaat on 830107. 

RAVENGCROf T . N Edlou I n t erua 1 1 ona 1 Co 82/01/13 HOORE. N 

Aaalatant Director for C t por t / Impor t i t n t erua 1 1 ana I Safeguard* 

3pp 13130 346 


3303050031 Ltr of aaiurence re Eicon Nuclear Co application to eiport 
27.000 kg W-235. to 0_od«n 

NACNUGON. L Sueden 02/03/17 CDIFFJN. J A Energy. Oept of Ip 
13146 366 


8203090046 A-and 3 to Edlou Inti Co atport 1 1 canae. e i tend 1 ng 
etplratlon data from 620401 to 040401 

PCTER60N. M Aaeiatant Oiractor for G i p or t / Import 6 Internet 1 ouo I 
Gafeguarda 03/03/34 Ip 13146 269 


8303090091 Amend 3 to Edlou. luti Co eiport 1 I c enae. e 1 1 end 1 ng 
eiplratlon date from 030401 to 040401. 

PEIGRSDN. M Aaalatant Director for E i por k/ 1 mpor t fc International 
Oafeguerca 02/02/24 Ip 12149 363 


9203090094 Amend 9 to Ueatlnghouao eiport 1 1 c enat. e c t end t cig etplratlon 
data from 030701 to .Tune 37.20)4 8, incraaaing Punde 
FETERSON. M Aaacatant Oiractor for E t por t /I mpor t li Internationa) 
Oafaguarda. 62/03/24. Ip 13142 362. 


9203058496 Informa that Llcanae xSNH-lRon mag be latped.No mat) 
changed < Ircuaia tanc ea aince laeuance of Llcenae )I6NM-1807. 

NDORE. R N Aiftatant Director for Ei por t / Impart t. International 
Bafaguarda 82/03/01 Aaalatant Oiractor for E ipoT t / Irp or t t. 

International Safegt/arda Ip 12147 202 


8303098909 Application for licanaa to eeport 2.500 alemant cup 
prototype* for cobalt adjusttr e 1 e-nen t. reec 1 1 vl tg control 
unite it adfuater unit to Canada 

NVOtCOER. J 9 D-J Cntarprtaea. Inc ACC E/COPS 83/03/24 . 3pp 
13147 200. 


8303050909 Application for Mean** to aiport 3 fl*ut*r-8to b at 
Modal n8-C6-lOOO-26l local pouer range moni tori to 
tiaat Otrvkenq 

ECCKHOyr. A. R*ot*r-Stokat. Inc 7-9390 62/02/29 Ip 12147:19'/. 


02O3O9OS16 Application for Mean** to atport 4 ML 23944 
compenaatad lonliatlon ebambara to Franca. 

POCKAL.M P Uatlinghouar Electric Corp 2E-40092-9 02/02/33 Ip 

121*7: 190 


8203090529 Amend 3 to Ueatloghouae atport I tc ante, etteod Ing etplratlon 
date from 030701 to Juno 27.2014 t> increaaing value of 
atportad natl 

PETERSON. M Aaalatant Director for Eiport/tmport L In t arna 1 1 ona I 
Saftguardt. 02/02/22. Ip 12149:319. 


8303090532 Amend 10 ko Weattngbou** otport 1 1 c enae. etkand ing oiplratio 
dote from 630314 to 960914 It Incraaaing value of aiported 
mat 1 

PEIGRSON.fl Aaalatant Oiractor for Eegor t/ Impor t 8 International 
Safaguerda 63/03/23 Ip 13149:320 


0303090549 Application for llcaneo to aiport 97.66 g 1/-339, at NOD etd 
ref natl U-970 to Btlglurt. 

MARCHAU. J. European Communl 1 1 a*. Commit* ion of NDS-CBNM. 

02/03/17 3pp 12147:191 


82030800*6 Application for I leant* to atport 0 0002 «n> crogrotr.* Cf oaid 
in ctramle altmant ualded into atalnltaa «t**l captul* to 
Auatrla 

JANRt8KA. D. taotop* Product* L*bop*tor I*e. H/0 9418 02/02/16 

Ip. 12199:302. 


6203009049 Appli(«tlon for license tc e«oort SN*! containing Ic^ 
onrichtO U to PMIlpplno^ 

U R Gooorol Atcnlc Co (tott of Oulf Oil Co ) I6L-3O30 

B2/02fJa 2pp 13157 300 


0203000055 Ppplleotlon for ttcensf to ojporl 10 WL 6307 proport lonol 
councors to Untto4 Klngfoi" 

POChAL.M F Hot t Inphouoo floctrlc Corp 2E 2C046 R. 02/02/23 Ip 
12157 299 


E203C8C06I Infor'.t ttJt Licontp XSH“1-1876 r-a, bo lotuod No "^otl clidngpd 
1 1 rto~* tone »4 *tiito Ittuorc e of Litomo *9NK-i06B 

KOORt'»B N Aoflotant Dtroctor for E«port/l:"port t Int t rn»t 1 otif I 
sofoguordt 03/02/26 Atolotant Otroctor for E ipurt/Impor t *t 

I nt orna 1 1 ooj 1 Oafopoard# Ip 12159 298 


8303309067 Forward! applicaldon for oeport tlcondo for nlnor nuclfar 
oiport.Ltr of aeioranc* roqolrod H/o ontl 

FerEBSCN.MB Anntant Olractor for Eipor t/Inpor t t< 1 ntocna 1 1 onol 
Safoguard! 82/03/02 OBIFFIN. F A Enorgy. Oept. of Ip 
12159 : 297 


D3030B0I32 AppI Icatlon for licenso to (iport tpoclallg daitgnad part! t 
componant! for PBR-l reactor to PMllpptnoi 

nOURV. Ui. R Oonoral Atonic Co. I tub! of Oulf Oil Co ). IEL-30A7 
02/02/ IB 2pp 12171 294 


0203080139 Application for iicentt Co etpert 24 carbon t ttalnl ett 
!t*«l valvci. Conti !ting of pouenat i cal 1 y. «) ec tr I c at . 

"anuallg operated globe, gate S* check valvei to Delglufn 
ABNDr.O aorg-warr.or Corp A93748/A339fl3 02/02/35 Ip 

12160 337 


6203070190 Inforaie of favorable ttePF finding! re propoted Import of 
20.003 tg U from France Import will not be Inlnlcat to 
codiivon defanpe {. tecurltg pr contltltuta undue riak to 
public health. tefetg or environ. 

nOOBE.R N Office of I nt erra 1 1 ocia 1 Progremt. Director 02/02/17 
Office of International Programed Director. Ip 12173- 031 


6303390253 Regueet! emend to eiport 1 1 c enaoi o i lend Ing eiplratlon 
data to 2029 b Increailng value to (250.000. LI c ent a ertandad 
to June 27.2014 by Dfc of Iptl Progrent 

tiERSCH.ri M UaetlnghDuee Elactrlc Corp 02/02/03 DEVINE. J II 
AteltCant Director (or Eipor t / 1 rpor t %■ International Bafeguarde. Ip. 
12176 3 40 


0203090290 Foruierd! end uie etataTante for Eaport App 1 tcatlcine 
»8MM'l715.X6NH-t916. KSNH-1917 t, *S«.‘t-l927 

6MAW.A Edlow internat lonol Co 82/02/23 URlOtlT.O. Apeletant 
Olractor for Ei por t/tmpor t & In tar net tonal Sefagoarde. 6fP- 
12192 093 


6203090306 Ltr of aeiurance ra Atoolc Energy Control Ooard cif Canada 
appltcbtton to eipcrt 2.257 kg U contatntng 50 763 kg U-335 
to Canada 

ELLVSOff. C Canada. Atonic Energy Control Board 82/03/01- 
CRIFFIN. JA Energy. Oept of Ip 12192:003 


8203070313 Ltr of eeeurante re Miftleer Fuel tnduitr t ae. Lid application 
to aiport ltd ea.'ple of 0.90 g U~235 contained In 20 g 0 
to Jepan 

MIVABAVASHl. H Japan 02/03/01 QRIFFIN. JA Energy. Oapt of 
Ip 12172 00 1 


6203090313 Foruarde Ttlat 739 from Franca lletlng convarelon 1. 
fabrication facllltla! to be iitlllted by Cogema for Ougay 3 
t. Faeeanheir. 2 raactore 

HANNEIT, BA Tranenuc 1 aar. Inc. (TNP39ai 02-03. 02/02/24 

URtOHt.B Office of International Programt. Director. 6pp 
12171 3S9 


6203070316 Application for llcenea to Import 10.000 kg U enriched to 
2 95 X lf-235. from Meat Oerreng. 

HANNETT. B A Tranenuc 1 ear, Inc. 82/02/26 MOOBE, N Office of 
International Programt. Director. 2pg. 12172:071 


6203070430 Amend 1 to Trent nvc 1 aar . Inc eiport 1 Ic ante. Incrtaein g 
quantity to 0 366 kg U-239 contained In 38. 739 kg U 
PETEB0OM. M R Aeelttant Olractor for Eipor t/Imp or t St International 
Bafaguarde ITNP 3391 01-27 82/03/02 ip 12192:261. 


0203070558 Licanef for Sandvli Special Mttale Corp to aiport 670 place! 
of Zlrcaloy-4 guide tblmbla tubae to Japan 

PETERSON, n ft Atelitant Director for Eipor t/Imp or t & International 
Safeguard! 62/03/03 Ip 12172 177 


8203090615 Raquaite delation of changat requaitad by 620202 anal Igraa 
Eiport llcenea thould be procaeeed at cirtginallg eubmlttid. 

5HAU. A Ed low International Co 02/02/17 URtOHT. S Aeel!ta<lt 

Director for E ipor l/Import L International Safeguardt |p. 

12192 161 


0203090617 Requaete deletion of changat raquaeted by 020202 oia 1 Igraa 
Eiport licenee ehot/ld be procaeeed at orglnally eubmitted. 

8AAV1. A Edlow International Co. 92/02/17 WBiOvlT.B Aeetelart 

Director for Eipor t/tirpor t & International Safeguardt Ip. 

12192 162 


8203090622 Foruarde A<rand 2 to eiport 1 1 c enta. author 1 ting tiporte of 
coirponente t* aeeoclatad equipmant for fac 1 1 1 ty . LI cenee 
Xft-102 thould be returned M/o anci 

PETERSCN.M ft Aeetetant Director for £ ipor t/ Inport h Interne t lO'iel 
eafaguardt 02/02/23. UIL60N. 8 0. Oanaral Electric Co Ip. 

12192 163 


8203090625 Btquaete amend to eiport 1 i c ante. t i tending valid data to 
2022 6 Incraatlng va I ua. L t cant a to be attended only to 
June 27.2014 

HERSCN. M N Uaetlnghouea Electric Corp IL8-I36 82/02/03 

DEVINE. J. 0. Aeelttant Director for Eiport/ Import b Interrat 1 cnel 
Safeguards ip. 12172 100 


0203090628 Foruarde Ediou Inti Co ltr re delation of changat to aipcrl 
llcaneae raquaeted In B20202 mallgram N/o ancl 

PET£fl8r.M,M R Aeetetant Director for Eipor t/Import I. 1 ntarna t lost I 
Safeguardt 82/02/24 ORIFFIN-J A Energy. Oept of Ip 
12172 120 


02O3O9O6BO Advl tee that llcanet for EURATGM to aiport 8NH to Oalglva 
uat Iseuad u/o cuetomary 19-day ualtlng period 

BCTERSOH. H. R Aeeletant Olractor for Eipor t/ Import L Internatiosel 
Saftguardt 82/03/02 Aeeletant Director for Eiport/tnpor t t> 

International Bafaguarde Ip. 12192: 179. 


8203070606 Rtcotrictnde Iteuance of llcanet to Waetlnghouee to aipcrt 
10 proportional counter* to United Kingdom 

P£TERSa.N. M R Aaelttant Director for Eipor t/lmport t Intarna t lostl 
Safeguardt 02/03/07 Aeeletant Director for Eipor t / Impor t b 

In t erna t Iona I Safaguarde tp 12192. 170 


8203070737 Llttnie for Klttul b Co UQA. Int to eiporV 302 kg U-2'.i5- 
contalnad In 6. 684 kg U. to Japan 

PETERSON. M R Aeeletant Olractor for Eipor t/ Import b Internatlcral 
Safeguardt 82/02/26 2pp 12192:279 


6303070744 Licenee for Eiion Nuclear Co. Inc to etport 1.082 tg 
U-239. contained in 30,900 Ig U. to Bueden 

PETERSON.H. R Aeeletant Olractor for Eipor t/Import b Internatlcral 
Safaguarde 82/03/02 2pp 12172 273 


B303090746 Licenee for Ueettnghouee to export 10 proportional 
countare. Mode 1 UL6307 to United Kingdom. 

PETERSON, M R. Aeelttant Director for Eipor t/Iieport b Interna I Icnak 
Safaguarde 82/02/26 Ip 12192 267 


0203090797 Licenee for Oelegatton of Coamieelon of Europien Comaunltte 
to aiport 7.766 g U-239. rontalntd In 10 g U. to Oalglum. 

PETERSON. MR Aeeletant Director for Eipor t/lmport b In t err at I oral 
Safaguarde 82/03/02 2pp 12172 270 


6203070761 Foruarde application for aiport llcenea for minor nuclear 
eiport. Ltr of aeeuranca required. U/o ancl 

PETERSON. MR Aeeletant Olractor for Eipor t/lmport b Internat local 
Safaguarde 82/02/26 ORIFFIN.J A Energy. Oapt of Ip. 

12176: 396 


8203090769 Foruarde application for aiport llcenea for minor nuclear 
aiport. Ltr of aeeuranca required. U/o and. 

PETERSON. M R Aeeletant Director for Eipor t/Import b Intf rnatloral 
Sefeguarde 82/02/26 ORIFFIN.J A Energy. Dapt of Ip 
12176 399 


8203090822 SECV-02-067 

Requaete Coirmteelon viaue on propoead aiporte. Llcaneae 
XMAT-0223 b XMAT-OlOl concern email quaiktlttae of deuterium 
for aiport to Oral i I. Rtcommtnde teeuanca of propoead llcenea 
b llcenea amend to Aldrich Chemical Co b Sigma Chamlcal Co 
OtRCKS, u J. Offtca of tha Eiacutlva Director for Oparatlone 
02/02/12 2pp 12191:393 


0203120302 Amende 020106 ltr of aeeurance ra Elton Nuclaar Co amar.4 
to 811216 application to aiport U to Suodan U-S35 Increaead 
from 992 to t , 0B2 kg. Total U Incrtaaad from 27.200 to 
30.900 kg. 

MARCMAL. J. European Communitlae. Commleelon of. 02/02/89 
ORIFFIN.J A- Interior, Dapt of- Ip 12294 194. 


NOWDOCKETED ITEMS 


B 


6303120306 A'^-cnd* B30I06 Itr oP «t9u<-anc« r« rr^n onuc l>dr. Inc 011313 
jppllCAtion to f«po<‘t y to Froncp U-333 Incrcotsd From 0 l36 
to 0 306 kg. Totoi U incrootoo (ron H 413 to 30 939 tg 
tlA<tCHAL. J. EuropkOO Com-iun 1 1 1 e • . Comm|»9ior» of 03/03/33 
OOIFFIM. J. A Intorlor.Oopl of Ip 13334 193 


0303160008 Ltr of «**uronc« ro Totgo Electric Pouier Co. Inc eppltrstlon 
to tlpert 960 tg U'SGS contelned in 3l,OG7 tg to Japan 
H1>ASAVA9HI. M Japan 03/03/34 OR IFFtN. J A Energy. Oept of 
IP 13338 313 


€333180009 Ltr of aeeuranct re Ecton Nuclear Co. Inc application to 
eiport 3. 169 tg U-333 contained in 66.330 tg U. to Wett 
Oeroang 

KARCKAL. J European Cotrtrunl 1 1 e ». Coemiieion of 83/03/01 
CRIFFIM. J A Energy. Oept of Ip 133313 314 


8303330419 Ltcenaa for Enon Nuclear Co. Inc to oiport irl * c o 1 1 enaoo* 
epeclallg detignad or prepared nuclear fuel nard.jare S. cage 
atacrk I i e « . inc 1 ud 1 ng end cape. « p r ing « • apac e r a 6 tie platsa. 
to Bolgtun 

PETERSON, ft R Aaaletant Director for Ctpor t/ lapor t 6 International 
Safepuat-da 03/03/09 Ip 13391 330 


0303330433 Licenie for Reut er~3to t ea to eiport 10 locel po.i<er range 
mont tor*. Hode 1 A9-C6-I I00-343, to Sueden 

PETERSON. H R Aaatatant Director for E ipdt- 1 / Import l< In t arna t lona I 
Bafeguarda 1-9337 82/03/09 Ip 13391 143 


0303330437 Licenaa for Sandvik Special Netdia Corp co eiport 973 
piece! op Zirconium 3 97. Niobium tubing to Canada 

PETER80.N. M H Atetitant Director for E ipor t/ Import fc In t erne 1 1 ona t 
Safeguarda C8H-iei4 03/03/09 ip I339I 144 


6303160040 Licence fer Bpei Oitc. Inc to eiport 0 90 g t/-339. c on to 1 ned 
in 30 g U ae nDi. itda. to Japan. 

PETERSON. H R Aaalatant Director for Eipor t / Impor t 6 International 
Qafaguerde 9630 83/03/0B 3pp 13338 137 


8303320439 Llcenae for iJea t Ingboua e to eiport four compeneated 
lonltatlon cba.nbera. Nodd 1 MC.S3944. to France 

PETERSON, h R. Aaalatant Director for E ipor t / 1 mpo rt t> 1 nt erne 1 1 ona 1 
Safeguarda ZC-40093-9 83/03/09 Ip 13391 364 


0303190071 Notlflaa of liauanca of Nuclear 1/alva Corp export license, 
prior to normal 19-Oag naltlng period. to eiport 
carbon 6 atalnlaae ataal valves to Qelglum 

PETERSEN. H R Assistant Director for Eipor t/ Inpor t 6 International 
Safeguarda 03/03/03 Asaletant Director for Eiport/Impor t !• 

International Safeguarda Ipp 13366 339. 


6303190061 Application for amend to license to eiport prepared parts & 
Coaponents to Sweden for use in nuclear reactors 
NILSON- 8 D Oeneral Electric Co 80W-033-n3 03/03/01 3pp 

13366: 169 


6300190119 Notlflee of uelver of 30-dag ualtlng parlud Por Eiport 
Llcansat X8NM- 191 1 . KONM-l 913. X0NM-I9I B t. XONI1-l9aO 

PETERSON. M R Aeslatant Director for Eipor t/ Ifflpur t 6 I nt erne t lona 1 
Safeguarde. 83/03/09 Aselstant Director for Export/Import 8< 

International Safeguarde Ip 12393.363 


6303190306 Application for luanta to Import up to 98.000 It 66.000 kg 
U as U ttacaf luortda enriched to 3.4 uatght X for Qillbta A t> 

Slllbia B rase tor a. from the Netherlands ti UBBR 

KIEL.O. R Elion Nuclear Co . Inc (subs of Eixon Corp ) (13/03/36 

3pp 13391 169 


6303190313 Application for licenaa to eiport 1 kg deuterium In 
S kg deuterium oilde to Saudi Arabia 

e Aldrich Chemical Co . Inc (subs of Blgma-Aldr ich Corp. 1, 0/03. 

B3/03/03 app 1237a 034 


6303190216 Application for license to eiport 9 kg liquid deuterium 
ever a-gr period to Argentine 

e eigme Chtmicei Co 0-91 03/03/04 Ipp 13391 176 


0303330432 License Por Edlosj loti Co to eepori 239 kg U-3.35. c on t a i ned 
In 7. 136 kg 0. to Japan 

PETERSON.M R Assistant Director for Eef or t/ Impor t & I ntarna 1 1 one 1 
Bafeguarda. H3A-JA- 1 31EOM-3. 03/03/10. 3pp 13391:363. 


0303330439 License Pur Eiion Nuclear Co. Inc to eiport 396 kg U-335. 
contained in 11.000 kg U. to Belgium 

PETERSON.M R. Aselstatit Director for Eipor t/ Impor t S> I nternat 1 ono I 
Oafeguarde B3/03/09 app 13391 360 


0303330996 Application for license to eiport 3 kg deuterli/m In 
aO kg dautartum ailde to Taluan 

* Aldrich Cbtmlcal Co . Inc. (subs, of SI g ma-AI dr 1 c h Carp. 1 7/03. 

03/03/34 Ip 13374:330 


Q303330S64 Amend 3 to OE t. OE Tschnlcal Svc.Co aiport license, 
adding Otkanekamn Unit 3. 

PETERSON.M. Aaalatant Director for C iport/ Import A Internet I nna 1 
Safeguard!. BOR-033-03 03/03/11 tp 13374319 


0303340013 Application to amend license. increasing quentltg for export 
to 3.110 kg U-339 to Taluan 

KIEL.O. R. Ciion Nuclear Co . Inc. (subs of Eiion Corp. ). 05/03/10. 

DEVINE .J. 6. Assistant Dir ac tor for E i por t / 1 mpor t t f nt e r na t 1 una 1 
Safeguards. Ip. 13390 292 


6303340033 Application to anend 1301114 Itctnaa application to aiport 
rep lacament components to Tarsp ur. dclat Ing feeduetar 
sparger 

UIL60N. 0 0 Oeneral Electric Co BOU'029-03 83/03/1] MENQV.E O 

Assistant Director for E i p or t/ Impor t !• Int e mat 1 ona I Safeguards. 

3pp 13390 301. 


6303190337 Ltr of assurance rt Kyushu Electric Power Co application 
to aeport 330 kg 0-339. contained in 7.136 kg V>. to 
Japan. 

MIVABAVABHI.H Japan 03/03/36 GRIFFIN. J A Energy, Oept of. 
Ip 12391 177 


0303240034 License for Exeon Nuclear Co. Inc to Import 700 kg U as 
U-30B. from Delglum 

PETERSON.M R. Office of international Programs. Director 83/03/16 
KIEL.O. R. Exxon Nuclear Co . Inc. (subs of Exxon Corp. 1 Ip. 

12398 310 


8303320112 Llcsnsa for Transnuc tsar. Inc to export 730 333 kg U-333> 
contained In 31.830 kg U. to France. 

Peterson. ft. R. Aselstant Director for Eiport/tmport <■ International 
Bafeguardt (TNP-396> 03-03 03/03/09 3pp 13374 310. 


8303340043 Amend 1 to Ilcanst for Uat t t nghous a. inc raas Ing quantity to 
be Imported from 19 kg U. containing O 49 kg U-339. to 190 kg 
U. containing 9.3 kg U-339. from Gouth of Korea 

PETERBQN. n. R. Office of International Programs. Director. 83/03/1(1 
ip. 13398 311. 


6203330114 License for Isotope Products Lab to export 0 0003 mlcrograma 
Cf atlda. c onta Inad In ceramic atament welded into stainless 
•tstl capsule. to Austria 


PETERSON. N R Assistant Director 
eaftguards U/0 9418 63/03/10 


6303230131 License for Nest Inghouse 
detectors. Nodal UL'3344B. to Japan 
PCTEROON. H R. Assistant Director 
Safeguard t IE 60191 03/03/04 


6203230413 Llcsnsa for Ueetlnghousa 
Nodtl 6376A. t« Sweden 
PETERSON.M A Ass I* tent Director 

eafeguards. ze 30433. 63/03/04 


for Eipor t/ Impor t L t nt erne t lonal 
3pp 13374 313 


to eiport three Incort radiation 

for Eipor t/Import & Intarnatlonal 
tp 13374:316 


to eiport one fission counter. 

for Eipor t/Import b International 
Ip 13391 133 


8233320419 Llcanse for Nuclear Valve 01 v. Borg -Uarner Corp to report 
24 places csrbon L stainless steel va Ives, t nc lud Ing glove- 
gate b check valvee. to Belgium. 

PCTER9CN. N R. Aselttant Director for Cipor t/tmport i Intarnatlonal 
ealaguards. 493740/494963 83/03/09 Ig 13391 146. 


0303340116 Ack receipt of 820333 ltr transmitting Amend 3 to License 
XR-009B. author! x Ing aiporte to Mexico License XR'0103. 
pravtously authorltlng exports, and. U/o enc 1 
UIL&ON.B.O General Electric Co DDU-OSS-eS 83/03/lt 
PETERSON. M. R. Assistant Director for E tf or t / Impor t & I ntarna 1 1 ono 1 
Safeguards Ip 13398 100 


0303340119 Appllcatlo-n for license to export electric conductor adapter 
nodule astemhllas to Spain. 

NEOHtO.S. J. Conai Corp B2/03/I6 HEK0V. £ Axslstent Director for 
Eiport/lmport t> International Safeguards 3pp 12398.069. 


8303340130 Utth draws 770933 app 1 {cation to expert 99 kg U to Mbit 
Germany 

WILSON. D. D Oeneral Electric Co. 0014-030-82 03/03/ II 

WRIGHT. D.L Aislstant Director for Export/ Import t< In ternetl onat 

Safeguards. Ip 13390 077. 


8803340391 Forwards application Por llcanse to export depleted U 
shielding to Cenada 

GONER. D. Nuclear Krtals. Inc. G3/03/04. URIOHT, B.. MEMBV. E 
Office of International Rrogramg. Director. Ip. 12404.889 
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•8203340334 Application fat lleena* to «iport 13.000 lb daplftei) 0 
thlcldlno to Caoala. 

OILIMAV. A Nuclear (tetale- lot 1-201-7 83/03/04 Ip. 

13404 390 


B303300267 Llcenea 8or Trananuc laar. Inc to aiport BOO. 713 !• U-33! 
c onto 1 nod in 29.333 kg U 1. 0. 1 63 kg U-333. contalnod In S Ig 
U (04 Ledou* •ample), to Uo»t Oornany. 

PETCR80N.M H Atolstant Oiractor for Eiport/Inport t tntarnatli 
OaPagoard* inB\>-393>03-00 82/03/09 Spp latba-.OW. 


6303230134 Forwardk application For llconia to okport nuclear fuel 


el orient • to Taluan 

KIEL. on euon kJuCloar Co.. Inc 
CEvtNE.>PB Aitlotanl Director 
SaPegvarde Ip 13421 330. 


(sube Of Eeeon Corp I. 02/03/10 
for £f porl/Import I. International 


02033002&9 informt that Llcente X6NM-1911 aay be loaued No «atl cl 
c Ircumatencee elnce l«tuence of Llcenee X0NH-I839. 

MOOnE.R.N Aeeletant Director for Etport/lnport t. Internallcnt: 
Safeguardo 82/03/09 Aiilotant Director for Etpor l/laP'Ort I 
International Befeguarde. Ip. 12463:069. 


-“6203250133 Application for Jlcrnee to etport Puel aoeemoljef containing 
2. ICO 1 $ U-235 in 49.000 Ig U to Taluen 

KIEL.O B E»ion Nuclear Co ■ Inc Ceobe of Eicon Corp ) 

B3/03/10 Ip 13421 331 


B3O3290I93 Inform* that License *9Nrt-lB93 meg be Iseuod No mail changed 
c Ircurttancei •inct Iteuance of Llcenoo X8NM'I271. 

rOOBE.B N A»fl»tant Director for Eiport/I mpor t 6 tnternat lonol 
Safeguard! 92/03/10 AeeUtant Director for Eipor t/ loipor t »< 
International Safeguards Ip. 12431 341. 


6203300349 App ) 1 cat ion for Itcensc to eiport nuclear fuel harduare. 
fuel roC narduare 1. cage asseobtlsi to Wait Oermang. 

KIEL-0 n Elion Nuclear Co . Inc Isubs of Enon Corp » 93/03/01 

2pp 12461 339 


8203300292 Application for ticenee to eiport 1000 g deuterium oilde to 
Japan 

A0£L. 0 Olo-Bad Lahoretorles BP/03/04 tp 12461:338. 


8303300334 Forwards application for eiport llcenee for minor nuclear 
eiport Ltr of anurance required. M/o cncl. 

PEIEnBON-HB AseistanC Director for Ctpor t/tmport it International 
Befeguarde D2/D3/1D CntfTIN.JA Energg. Cept of Ip. 

13461 337 


8203300237 Application for license to eiport two PCS WL 23463. Incore 
neutron detec tors, to Sultierland 

POCHAL.U Ueitlnghouse Electric Corp IE 10327(1. 02/03/03 Ip 

12461 336 


B20330037I Informt that License xeNN-1913 aag he Issued Mo aetl <1 
c Ire ume tances since Issuence of License X8MH-IB63. 

HOOnE.R.N. Assistant Director for Esport/lmport ti Intornatlone 
Safeguards 82/03/09. Assistant Director for Esport /Import i 
Intornatlonal Safeguards. Ip. 12462:070. 


0303300272 Eiecutive Branch position rs emend to Consolidated Pre 
U Q'upplg Agreement application to eiport matt for 7810^ 

Hark II rtssarch reactor t. low anrlcbad fuel to Halagsla 
Amend should not be granted 

DEVINE. J. 8. State. Dept of. Bureau of Oceans 6 Internet 1. Csvlre 
Scientific Affairs 83/03/03 SHEA. J R Office of Inlernstle 
Programs. Director 2pp. 12462:039. 

8203300297 Regueets amend to Import 1 1 c aneo. c hong Ing other perlg 
Import t. oitendlng license validity for 1 yr. 

BALALIB.C 0 Union Carbide Corp. 82/03/17. WRIWn.B IfC - 
Detailed Affiliation Given Ip 13462:064 


0203300299 Amend 1 to Import llcenee for Tranenuc leer. Inc. e ilendl 
eiplratlon date to 031001. 

PETERBOM. H B Office of the Eiocutlve Lapel Director. di3/03/l 
Ip 13462063 

8303300301 Aaitnd I to Import Itconso for Union Carbide Corp.addlf 
Edlow Inti Co, changing licensee address. Inc reaslng 
enrichment percentage from 93. ID to 93.2 6 eitendinp 
eiplratlon date to 031231. 

PETEBBON. N. H. Office of the Esecutlva Lapel Oiractor. 82/03/( 
Ip 12462-062. 


0303300360 Application for Ilcensa to eiport 70.200 tg U. containing 
2, 3B6 kg 11-333, to Uest Oermaoy 

KIEL. O H. Elion Nuclear Co., Inc. (subs of Eiion Corp. ). 03/03/01 

3pp 12461 334 


8203310117 AppllCbtlon to aeisnd license to eiport compooenta for 
Installation In Tlhangs 3 reactor In Belgium. 

WILGON. B. O. Oenaral Electric Co. BDH-034-B3. 82/03/11. j*f* 

Office of Internetlonel Programa. Director. tp 12464.012, 


B203300363 Application tor license to eiport five NB8 8HM 433 4h I 3 g 
solution of five molar nitric ecld containing 0 74 
ii.lcTogTas.s Pu-343 sacb to Swsilan. 

SHAU.A. Edlow Intsrnettonal Co. OE-I (N3-30302). 83/03/02. 2pp. 

12461 333 


tP eiport 968 kg U-333. 

-t/Import S. International 
12461 327 


8303310120 Requeats aitenslon of aiport licenaa eiplratlon dels 
031231. 

HANNETT. a.A. Trantnuclsar. Inc. 82/03/10. MOORE. N. Off<(k 
International Programe. Director. Ip. 12464:013. 


8303310123 Requeete emend to eiport 
U-233 to 4,606 tg t, enrichment to 
IIANNETT. B A. Tranenuc leer. Inc. 
MOORE, N. Office of International 
12464:014 


1 Icenea. Increaelnp qumAllts 
3 . SX 

80-231/01 (RBU-3 02/03/16 
Programa. Director. tp 


8203310129 Hequeets eitenslon of Import llcenee eiplretion deti 
•iport 819 323 kg 0-235. to 831031 

HAMNETT, B. A. Tranenuc lear, Inc. 82/03/10. MOORE. N O'fflt* 
rt/Import 6 Internet looal International Programs. Director. Ip. 12464:013. 

pp 12462:063. 
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30-254 

0 

OEyER. C. £ 

0203350569* 

30-371 

p 

BIDS. H E 

0203170340* 

30-333 

0 

BtCKilIT.L 

0203030303* 

FOIA 


HKKWIT.L 

0011130062* 

FOIA 


siCKuir.L 

0203030399* 

FOIA 


BtCKHIT.L 

B2O309O373* 

FOIA 


BICKUIT, L 

0203100470 

30-143 


OICKhIF.L 

8203110310 

30-143 

M 

OICKHIT.L 

8203250501 

30-333 

0 

BlOA* 0 

0203190004 

NUREO 


DIDJNOER, 0 H 

B203030099* 

70-1 13l 


B1ELUA6KI. A. p 

0203100237 

30-434 

0 

UlEBI, L. 

8203030307* 

CONTRACT 


OILLEAUO.R E 

8203240373 

30-382 


DlRClIARD. 0 

0203290336 

PR 


DIRKEL. R A 

8203030467 

30-369 

p 

DIRKEL. R A 

0203130119 

30-369 

p 

DteCHOF. K. 

B203390290 

PR 


Bteuap. T. u 

0203030353* 

30-361 

Q 

BISHOP. T M 

0203030306* 

80-338 

0 



ACCESSION 

SUBJEC r 

author 

NUMBER 

CATE03R 

OLCCH, P 8 

0203100190 

30-135 

BLCCH. P 8 

0203330138 

30-139 

OLCCH. P 0 

8203330144 

30-133 

OLOCH. P B 

82032301 54 

30-366 

dlcch. p e 

0203290265 

50-389 

B 1 .OCH.P s 

82033903 1 9 

30-266 

Bloch, p B 

8303290400 

50-195 

Block, r c 

020304010.1 

NUREO 

Block. F e 

8203390462 

REOOO 

BLOOM. J 0 

8203230212 

90-129 

Bloom, j 0 

83032303 1 3 

90-339 

Blossom, j u 

Q203330S47 

40-8492 

blojoh. a r 

83030303 1 7* 

90-277 

BlOi/OM. a R 

02033(0356* 

30-277 

Blubauom. r e 

020336004 7 

40-3493 

Blum, j 

8303030331 

30-247 

bluh. j 

0203030231 

90-247 

Blum, j 

03033903 1 6 

50-247 

Blum, j 

0303350305 

50-247 

Blum, j 

0203250316 

50-347 

Blum, j 

0203350365 

50-247 

Blum. j. h 

□303310405 

PR 

Blumbero. n 

0203090368* 

50-293 

blumbero. n 

0303160103* 

50-317 

boardman, j » 

8303030338* 

50-313 

BOOEAU. D. J 

8203130003 

NUREO 

eaoiE.u H 

0303290306 

REOOO 

aoOINE. J c 

0203340978* 

30-244 1 

aOCART. D 

830316034 2* 

30-302 1 

BOODEN. 0 

8203040004 

UASr^ HOT 

B09DEN. 0 

03033901 1 7 

40-1163 

BOSDEN. 0 

8203120373 

40-1162 

BOODEN. 0 

8203160090 

40-1162 

BOCOEN. 0 

320316009 5 

40-1163 

BOODEN, 0 

830322048 1 

40-1163 

BOOBS. L. A 

0303390313 

RECC5 

OOHN.M P 

8303040039 

*NUR£0 

aOHR. E 

0303010021 * 

FOIA 

BOITEL, E C 

8203330403 

30-30 R 

fiOLBER. R L 

82030 IC09 6* 

30-295 P 

BOLZ.fl E 

820311037 7 

50-134 P 

BOMBERBER. C 

8303040350* 

30-313 P 

BOMBERO. 8 

0203100123 

contract 

BONOS, 8 V 

82032904 5 2 

REOOD 

BONTE. F J 

8203290389 

REOBO 


BELt.J M 

8303310002* 

40-7902 


SELL. J H. 

8303310301* 

FOIA 


SELL. J M. 

8203310570* 

FOIA 


SELL, vl M. 

8203310574* 

FOIA 


BELL. J. H. 

8203310569. 

FOIA 


SBLL.M J. 

8203190192 

HOT 

BELL. M. vl. 

8203 1 70030 

MASTE MOT 

BELHORC.C. 1. 

8203330920* 

90-319 

n 

BELTRACCHl.L 

8012090103* 

FOIA 


lEMtS.P.R. 

8203030614* 

90-369 

0 

SEHIS. P. H. 

8203170473* 

90-369 

0 

8ENAROVA. V. 

8203030025* 

FOIA 


BENAROVA. V. 

8203010335* 

FOIA 


SENAROVA. V. 

8002130155* 

90-309 

p 

SENAROVA. V. 

8002200296* 

90-309 

p 

BENAROVA. V. 

8002360120* 

30-299 

p 

BENAROVA. V 

8003120963* 

90-317 

p 

BENAROVA. V 

8003130937* 

30-313 

p 

OeHAflOVA. V 

9009070964* 

30-293 

p 

BEMAROVA. V 

8005070239* 

90-304 

p 

BEKIAftOQ, L. 

8203310010 

FOIA 


BENDER. M. 

8203010116* 

FOIA 


BENDER, H 

□203010135* 

FOIA 


SENDER, H 

0303010073* 

90-393 

p 

SENEDCrrO. A R 

830339044 7 

REOOO 


BENNETT. B. J 

S203310061* 

40-2061 


BENNETT. B. J. 

8203310064* 

40-2061 


BENNETT, e. J 

8203310069* 

40-2061 


BENNETT. 0. 

8303040143* 

FOIA 


BENNETT. C. P. 

8303030363* 

FOIA 


BEMYETT. 0. D 

8203090400* 

FOIA 


BENSON, e S 

8503390329 

REOOO 


8EOLETTO.U. A 

82033304 I 3 

90-206 

0 

BEROHOtZ. K. E 

8203190113 

30-337 

0 

DEROKILZ.II 

8303330156 

30-937 

0 

BEROHOLZ.H. 

8203310103* 

90-537 

0 

SEROHOLZ.II. E. 

8303310106* 

30-937 

0 

ICRKCW. H. N 

8303030163 

30-279 

p 

ICRKOW, H. N 

8303100984 

30-279 

M 

lERKON, H. N 

8303100986 

30-279 

H 


OIBHOP. T. U 

8303290239* 

90-279 

0 

BIEIIOP. T U 

82033901 97* 

90-920 

0 

DIBHOP. T U 

820310024 1 

90-508 

Q 

DIBHOP. T U 

8203100109 

90-460 

0 

BISHOP, T W 

e20329'0964* 

90-362 

0 

DieHOP. T U 

8203390960 

90-362 

0 

0t8H3P, T W 

B303390170 

90-908 

0 

BISHOP. T W 

8203160297 

90-460 

0 

□ IStiaP. T W 

8203290338 

90-397 

0 

BLACK. J, C 

BLACK. R. L 

8203100383 

8203030490 

RES 

90-466 

0 

BLACK. R. L 

8203080176 

90-313 

0 

BLACK. R. L 

8203000010 

90-313 

0 

BLACK. R.L 

8203100198 

90-466 

0 

BLACK. R.L 

8203230162 

90-933 

0 

BLACK. B. A 

SLACK. R. L 

8203310909* 

8203270229 

40-Btl3 

90-933 

Q 

BLACK. R. L 

8203310530 

90-466 

0 

BLAKE. J. J 

8203170374* 

90-290 

a 

OLAKE. J. J 

8203080494* 

90-261 

0 

BLAKE, C. t 

SLAKE. J. J 

8203130377 

8203250319* 

71-6717 

90-269 

0 

BLAKE. N M 

8203230928* 

90-319 

R 

slake, J J 

8203290314* 

90-335 

0 

SLAKE, J. J 

82031 70399 

90-307 

s 

SLAKE. E L 

8203180309 

90-299 

0 

BLAKE. E U 

0203180303 

90-289 

0 

SLAKE. E L 

8203 J 70442 

90-302 

e 

OLAKE, E L 

82031 70442 

90-383 

0 

BLAKE. E L 

8303230482 

90-309 

0 

BLANCHARD. 0. 
BLANCHAftO.B 

8303290431 

8303170369 

PR 

90-397 

0 

BLAUFUSa, K T 

8303290942* 

9 0-928 

E 

BLCCH. P 0 

8303010130 

90-199 

0 

SLOCH. P 0 

8303030078 

90-440 

0 

BLOCH, P B. 

8203030083 

90-266 

0 

BLOCH. P. 0 

8303040329 

50-266 

0 

SLOCH. P B 

8203040323 

90-440 

0 

BLOCH. P. 0 

8203050149 

90-440 

0 

BLOCH. P. 0 

8303050144 

50-440 

0 



^yTHOn 

ACCEESION 

NUMBER 

SUBUECI 

CATEGORY 

AUTHCR 

accession 

NUMQER 

SUBJECT 

Category 

author 

ACCEOSION 

NUMBER 

bUB-CCr 

CA1C0CRY 


8a<)OtME. T C 

6303030187 

90-159 

F 

BRANDCNSURO. 0 

0303030306* 

30-247 

0 

BRINKMAN. R E 

0203310180* 

FOIA 


OORDiNE. T C 

6303180046 

90-199 

P 

BRAKOENBURO. S 

0303030301 

90-347 

0 

BRINKMAN, fl E 

8303310140* 

FOIA 


OCRDINE. r. C 

S303I80I43 

90-135 

P 

DRANPeNBUflO. 0 

8203160173 

90-247 

0 

BRINKMAN. R E 

6203310141* 

FOtA 


SCROtNE. I C 

8303170310 

90-159 

8 

BRay. T C, 

8203300107 

90-297 

B 

BRINKMAN.R E 

02033 10&63* 

roiA 


OOROlNC. T C 

030316031 0 

90-193 

P 

ORECKENRICOE.L 

0203290342 

90-537 

0 

BRINKMAN. R E 

8203310137* 

FOIA 


80R01ME.T C 

B303380333 

90-153 

B 

D(;EE0.A 

8203160396* 

0AS99 


BRINKMAN.R E 

0203310239* 

FQIA 


SCRDtME. T C 

6303330433 

60-193 

0 

BRENNER. L 

0303170276 

90-322 

0 

BRINKMAN.R E 

8303310631* 

FOIA 


OCROtNE. r. 

830324038*7 

90-135 

P 

BRENNER. L 

0303230204 

30-322 

9 

BRINKMAN. R E 

6203310132* 

F0(K 


BORES. R. vT 

6303100310* 

90-289 

0 

BRENNER. L 

8203390347 

90-322 

0 

BRINKMAN. R E 

0203310313* 

FOIA 


BORSKANN. C A 

0303030477 

90-358 

8 

DRETZ.O W 

0303390269 

REOOO 


BRINKMAN.R E 

6303310429* 

FOIA 


OORCMANN.C A 

0203030763* 

60-396 

F 

DREV.H L. 

0303010139 

50-367 

0 

ORINKMAN. R E 

0303310133* 

FOIA 


boromann. e A 

6303100307 

50-358 

0 

BREY. H L. 

6203100339 

90-267 

P 

BRINKMAN.R E 

6203310171* 

FUtA 


BOfiOHANI. e A 

B303 100380 

90-390 

R 

BflICFLEY. R H 

0303190420* 

0A999 


BRINKMAN, fl E 

8303310634* 

FOIA 


aORBMANN*. C A 

6303040360 

90-358 

A 

BRICHT. 0 0 

0203320300 

90-400 

0 

BRINKMAN. R E 

6303310410* 

FOIA 


aoflOMAw.e A 

8203 1 00.38 4 

90-338 

8 

BRILL, D R 

0303290490 

REOOO 


BRINKMAN.R E 

8303310638* 

FOIA 


BOSOMA'.M.E A 

B3031 10183 

90-336 

6 

PRIKKMAN.R £ 

6303310667* 

FOIA 


BRINKMAN. RE 

B30331023B* 

FOIA 


BCROr^AMH.e A 

63031 10330 

90-390 

A 

BRINHMAN.R £ 

6303310133* 

FQIA 


BRINKMAN. R 

8303310626* 

FOIA 


8CROKANN. C A 

630317001 5 

90-338 

8 

BRINKMAN. R E 

8303310663* 

FOIA 


BRINKMAN.R E 

6203310617* 

rniA 


BDROHANN. e A 

6303170333 

90-336 

8 

BRINKMAN. R E 

0303310370* 

FOIA 


BRINKMAN. R E. 

6303310630* 

FOIA 


BORtOHT. J P 

6303130433* 

SECY 


BRINKMAN, R E 

6303310646* 

FOIA 


BRINKMAN. R E 

6303310394 • 

FOIA 


BOTHAM. J 

0303090333 

TOPREP 


BRINKMAN. R E 

6303310133* 

FOtA 


BRINKMAN.R E 

6303310634* 

FOIA 


OOUCHEY.O 0 

6303030933 

90-397 

E 

BRINKMAN. R. E 

6303310293* 

FOIA 


BRINKMAN. R E 

8303310347* 

FQIA 


ROUChEV.O D 

0303010169 

90-460 

A 

BRINKMAN. R E 

6303310209* 

FOtA 


BRINKMAN.R E 

6203310119* 

FOIA 


BOUCKEV.O 0 

3303030603 

90-397 

A 

ORINKMAN. R E 

6303310300* 

FOIA 


BRINKMAN. R E 

6203310619* 

FOIA 


BCUCHEV. 0 0 

0303090767 

90-397 

A 

ORINKMAN, R E 

8303310643* 

FQIA 


BRINKMAN. R E 

8203310412* 

FOIA 


BOuCHEY.O P 

8303 1 7033 1 

90-397 

A 

BRINKMAN. R E 

8303310904* 

FOIA 


BRINKLEY. J R. 

8203160439* 

0A999 


8OUCMEV.0, D 

8303170340 

90-397 

A 

BRINKMAN. R E 

B3033I0494* 

FOIA 


BRINKLEY. R H 

8203160927* 

0A9W 


aOuCHEY.O P 

8303170337 

90-397 

A 

BRINKMAN. R E 

0203310302* 

FOIA 


BROCK. 8 L 

6203390333* 

70-734 


BCUCHEV. 0 0 

8303170331 

90-397 

E 

BRINKMAN. R E 

0203310406* 

FQIA 


BROOAK. J U 

8203010197 

90-401 

0 

BOUCHEY. C P 

6303170304 

90-397 

A 

BRINKMAN. R E 

0203310669* 

FOIA 


BR0N8. J C 

6203310463 

90-206 

« 

ecu HEY. 0 0 

6303170495 

90-397 

A 

BRINKMAN. R E 

0303310401* 

FOIA 


BH0N8. J C 

8303310496 

90-206 


BOUCHEY. C P 

0303170470 

90-397 

A 

BRINKMAN. R E 

8203310393* 

FOIA 


BflONB. J C 

6303090393* 

90-286 


aOUCHEV.P P 

8303170334 

30-397 

A 

ORINKMAN. R E 

8303310390* 

FOIA 


BRONS. J C 

6203 190379 

90-296 


BOUCHEV.O. 0 

6303090380 

90-308 

A 

BRINKMAN. R E 

8203310194* 

FOIA 


8RON9. J C 

6203030393 

90-306 


BOUCHEY. 0. D 

8303160393 

90-397 

A 

ORINKMAN. R E 

6303310408* 

FOIA 


BRONS. J C. 

6 303 1 70434 

00-306 


BOUCHEV.O. P 

8303160463 

90-397 

A 

BRINKMAN, R E 

0203310363* 

FOIA 


BRONS, J, C 

6203330333 

90-204 


BOUCHEV.O. D 

6303160306 

90-397 

E 

BRINKMAN. R E 

6303310630* 

FOIA 


BRONS. J C 

6303320339 

90 204 


DOUCHEY.O D 

8203330333 

90-397 

A 

ORINKMAN. R E 

8303310476* 

FOIA 


BHOaa. I. 0 

6303130301* 

90-302 


BOUCHEV.O. P 

6303390466 

NEOOO 


ORINKMAN. R E 

0203310300* 

FOIA 


BROUER. ft. U 

6303040610 

ncB 


BOUCHEV.O. P 

0303390979 

PR 


ORINKMAN. R E 

6303310103* 

FOIA 


BROWN, O 0. 

6303160136* 

FOIA 


BOUCHEV.O. P 

6303340196 

90-397 

A 

BRINKMAN. R £ 

B3033I0135* 

FOIA 


BROWN. J 

6303310639* 

FOIA 


BOUCHEV.O 0 

B303390337 

90-397 

A 

ORINKHAN.R E 

6303310109* 

FOIA 


BROWN. J. 

8203310309* 

FOIA 


BOOCHEY. 0. D 

630336 OH 9 

90-900 

F 

BRINKMAN. R E 

6203310376* 

FOIA 


BROUN. J M 

6203310209* 

roM 


BOUCHEV.O, 0. 

B303S9093 1 

PR 


BRINKMAN. R. E 

02033 104 64* 

FOIA 


BROWN, J. 

6203310633* 

FOIA 


BOUCHEV. 0 D 

6303310336 

90-397 

R 

BRINKMAN. R E 

0303310633* 

FOtA 


BROWN. J M 

6203310040* 

FOIA 


BOUCHEY. 0 0 

B3033 10474 

PR 


BRIMKHAN. R E 

6203310299* 

FOIA 


BROWN. J.M 

7909190036* 

FOtA 


BOUKtNOHT. J. A 

6303160116 

90-369 

K 

BRINKMAN. R E 

B303310499* 

FOIA 


BROWN. B ft. 

6303010099* 

FOIA 


BCUKHtOHT.U A 

6303160116 

90-389 

H 

BRINKMAN. R. E 

02033101 39* 

FOIA 


BROWN. 0. D 

82031601 49* 

FOIA 


BOUK?ltOHT, J A 

6303160131* 

90-389 

M 

BRINKMAN. R.E 

0303310671* 

FOIA 


BROWNRIOO. D. L. 

6303030383* 

90-131 

• 

BOWKAM. B R 

0303040161 

NUREO 


BRINKMAN. R. E 

0203310376* 

FOIA 


BROWNLEE. V L 

8303290393* 

90-303 

0 

BOMVER. J E 

7911300366* 

FOIA 


BRINKMAN. R. E 

0303310673* 

FOIA 


BROUN. (} 6 

6301130170 

e0-30( 

• 

BOYO. R S 

B303 100900* 

FOtA 


BRINKMAN. R. E. 

0303310144* 

FOIA 


BROUN. 9. D 

0203090290* 

40-6706 


BOYO. R 8 

B303100476* 

FOIA 


BRINKMAN. R. £ 

8203310931* 

FOIA 


BROWNLEE. V. L 

6203230363* 

03-321 

0 

BOYD. 9. U 

0303180197* 

FOtA 


BRINKMAN. R. E 

8203310101* 

FOIA 


BROUN, 9. D 

8303020679 

DO-209 

0 

OOYO. 0 

6303170061* 

FOtA 


BRINKMAN. R. E 

0203310173* 

FOIA 


BROWN. C. O 

8303130094 

71-4946 


BOYD. 0 C 

620323001 9* 

90-293 

0 

BRINKMAN.R. E 

0303310169* 

FOIA 


BROUN. D H 

8303300100 

Di«i* Pr»| 

80Y0. 0. 

8303330319 

90-399 

8 

BRINKMAN. R E 

6203310371* 

FOIA 


BROUN, R L 

6203160394* 

aA«9 


BOYO. 0 

8303310032 

90-299 

8 

BRINKMAN. R E 

8203310490* 

FOIA 


BROUN. C. 0. 

6203060094* 

00-303 

6 

BOYER. V 8 

6203130328 

90-277 

0 

BRINKMAN.R E 

6203310370* 

FOIA 


BROWN. C. 0 

8203060140* 

90-302 

• 

BOYER. V a. 

8303330319* 

90-392 

a 

BRINKMAN.R. E 

8303310369* 

FOIA 


BROWN. C 0. 

6203000364* 

B0-3Dfl 

• 

90VEH. V S 

6303390994 

PHM 


BRINKMAN.R E 

6303310367* 

FOtA 


DROUNINO. R E 

8203030031 

uAsit n«i 

BOYER. W 8 

8303390998 

PR 


BRINKMAN.R E 

6203310449* 

FOIA 


BROUN. R. D. 

6303030704 

80-4ft2 

P 

BOYLE. F 

B303390430 

PR 


BRINKMAN.R £ 

6303310197* 

FOIA 


BROWNLEE. V L. 

6203170304* 

90-303 

« 

BRADBURY. R B 

6303390406 

PR 


BRINKMAN. R. E 

8303310664* 

FOIA 


BROWNLEE, V. L 

6303170998* 

00-42* 

• 

BRADBURY. R 8. 

830339 04 99 

REOOO 


BRINKMAN- R E 

8203310366* 

FOIA 


BROWNLEE. V L. 

0303170406* 

90-395 

• 

BRADBURY. R B 

0303390139 

PR 


BRINKMAN. R E 

8203310196* 

FOIA 


BROUN. H. H 

8303030443 

90-378 

9 

BRADFORD. P A 

6303030139* 

FOIA 


BRINKMAN. R E 

8203310369* 

FOIA 


BROUN. 0 D. 

6303020936 

00-394 

« 

BRADFORD. P. A 

8303030313* 

FOIA 


BRINKMAN.R. E 

6203310364* 

FOIA 


BROUN. 0. D 

6303260330 

40-8999 


BRADFORD. P A 

630303033 1 • 

FOIA 


BRINKMAN. R 

0303310363* 

FOIA 


BROUN. 0.0. 

8203260367* 

40- 6599 


BRAPrORP.P. A 

6101090939* 

FOIA 


BR INKMAN. R. E 

0303310316* 

FOIA 


BROWN. H L 

8303390376 

ncooo 


BRADFORD. L 

8203390147 

90-289 

0 

ORINKMAN. R. E 

0303310630* 

FOIA 


BROWN. C 0 

8303040169* 

00-303 

• 

BRADLEY. E U 

630309017 4 

90-392 

F 

BRINKMAN.R. E 

8203310626* 

FOIA 


BROWN, H. H. 

6303090303 

BO- 3(33 

0 

BRADLEY. E. J 

6303030696 

90-393 

A 

BRINKMAN.R. 

6303310303* 

FOIA 


BROWN, K H. 

6303090208 

80-303 

0 

BRADLEY. E J 

8303(730664 

90-392 

A 

BR 1 MKMAN. R. E 

6303310639* 

FOIA 


BROWN. 0. D. 

6303190300 

90-99 

« 

BRADLEY, e J. 

6303090969 

30-171 

P 

OR INKHAN. R E 

9203310199* 

POIA 


BROWN, J. F 

6303130176* 

CONrR*< 

r 

BRADLEY. E J. 

6203160376 

90-332 

A 

BR INKMAN. R. E 

6303310439* 

FOIA 


BROWN. D. U. 

8303390946 

ftCCOO 


BRADLEY, e. 

8303290440 

PR 


OR INKMAN. R. £ 

8203310196* 

FOIA 


BROWNLEE. V. L. 

6303320131* 

90-399 

« 

BRADLEY. E. J 

8303330999 

90-332 

A 

BRINKMAN. R. £ 

8203310637* 

FOIA 


BROUN, 8 L. 

6303230196* 

90-331 

ft 

BRADLEY, e J. 

6203300247 

30-333 

A 

ORINKMAN. R. E 

8303310190* 

FOIA 


BROUN. 0. D 

8303360304 

70-306 


BRADLEY, E J. 

6203300144 

90-392 

A 

ORINKMAN. R. E 

6303310439* 

FOIA 


BROUN. 0. D. 

8203360364 

40-0027 


BRADY. L U 

6203290901 

REOOD 


ORINKHAN.R. E 

0303310397* 

FOIA 


BROWN, 0. 0. 

8203260366* 

40-0037 


SRAMAOAM, E F 

6203100303* 

30-382 

T 

BRINKMAN. R.E. 

8203310429* 

FOIA 


BROUN, H. H. 

6203330360 

90-370 

• 

BRA.t<CH. n U 

6203030448* 

50-409 

0 

ORINKMAN. ft. E 

8203310634* 

POIA 


BROUN. H. H. 

6303330360 

90-379 

« 

6RAN0EN8UR0. B. 

8203040444 

90-247 

0 

ORINKMAN. R. E. 

0203310696* 

FOtA 


BROWN. 1. 

8303330394 

00-341 

H 

9RAN0EN8UR0. B 

8203(730279 

90-347 

0 

ORINKMAN. R.E. 

0203310191* 

POIA 


BROWN, 0- F. 

8203230900 

PR 



auhor 

ACCEGFiION 

number 

eubject 

CATEGORY 

author 

Af.CEBStCJM 

number 

BunuECT 

CATeSONV 

9RCnNLEE-V L 

83033301 13* 

90-399 

0 

CA.“P0EUL.W £ 

0010010637* 

FUto 


aPUNSER. E. 

03030300/4 

90-344 

s 

CA-.PBELL.M E 

0203010363> 

FOIA 


aRUNYER 

03030303 9 A 

90-349 

6 

CAMPBELL. U E 

8101 1404S2* 

fUlA 


84L'AS£R. E j 

0303330364 

50-309 

S 

CAMPBELL. U e 

0203120403* 


B'iUNVEH. E J 

6303330706 

90-309 

y 

camp DELL. M 

0203110276* 

40-3079 


B=)UNNER. E 

0303310037 

30-320 

6 

CAMPBELL. 0 

8303040446 

90-454 

0 

BIV'j'fR. E 

0303310407 

90-206 

6 

CAMPBELL. 6 

□303040446 

90-434 


eouSYE.'l. A 0 

0303360133 

90-263 

I 

Campbell. H n 

0303030237 

NUREO 


BSUSVEN. A 0 

6303300094 

t>0-363 

r 

CAMPBELL. V L 

03031 20270* 

90-303 

T 

BRVAN. C F 

03033 3034 D> 

90-490 

c 

CAMPBELL. L M 

6203310398* 

50'3;9 

A 

B^TA'a. B E 

0003060410* 

FOIA 


cannon. R W 

03O35W39O 

REQCO 


BRVANT. J C 

6203030439* 

90-269 

Q 

CAMER. H L 

8203160400* 

90-313 

Q 

BRYANT. J C 

830303061 4» 

90-369 

0 

Cantrell. F s 

0101370305 

90-3 


BRYANT. J C 

B203 170473* 

90-369 

8 

Cantrell, r s 

620329091 7* 

90-416 

0 

BRyANT. j C. 

0303170940 

90-270 

8 

CANTRELL. F 3 

0303020903 

30-261 

Q 

BJCRANAN.C 

9303310331* 

FOIA 


CANTRELL- F 8 

8203350990* 

90-327 

0 

BUCHANAN, C. 

0303310149* 

FOIA 


CANTRELL. F S 

0303390966* 

30-337 


Buchanan, c R 

B303310919* 

FOIA 


CANTRELL. F 0 

e2O3O30AS7 

50-416 

0 

BUCHANAN. C 

S3033 10641* 

FOIA 


CANTRELL. F 9 

830303071 7 

50-327 

0 

eUCKAMAN.C 

B3033I0177* 

FOIA 


CANTREi.l.F B 

8303020370 

90-416 

0 

BUCitkCS. J. 

8303390339 

90-493 

J 

CANTRELL. F fi 

0203080997 

90-299 

0 

BJCKUEB. J 

8303390160 

90-390 

J 

CANTRELL. F 8 

0203170469 

90-918 


BJRGETTE.E D 

630339031 7 

REOOD 


CAW7fl£tL/F B 

03031 70A2S 

30-416 

o 

BJRDOtH.J f 

83030309n6» 

90-930 

Q 

CANTRELL- F 

0303100413 

90-334 

0 

BJROOIN. J F 

830339033 9* 

90-379 

0 

CANTRELL. F 8 

9203170635 

90-299 

0 

BJROER.F J 

8303340109* 

90-271 

n 

CANTRELL. F 

0303030469 

50-337 

0 

BURGER. F J 

8303340373* 

90-271 

ft 

CANTRELL. F 8 

0203170296 

50-111 

0 

euROEit.F U 

8303340412* 

90-371 

ft 

CANTRELL, F B 

0303900465 

90-430 

0 

BURGER. F U 

8303340340* 

90-271 

ft 

CANTREI.L. F 8 

0303000902 

90-430 

0 

BURGER. C 

8303170463* 

90-400 

u 

CANTRELL. F 8 

0203290194 

90-.416 

0 

BURGER. F, J 

8303340368* 

90-271 

ft 

CANTRELL. F B 

0203390170 

50-918 

0 

aURGEBS.B L 

6303160478* 

90-303 

0 

CANTRELL. F 0 

8303000473 

90-361 

0 

BURGER. J F 

6203330334 

90-399 

0 

CANTRELL, r a 

8303250334 

90-400 

0 

BUfllCELLI.fl A 

0303090044* 

90-373 

f 

CANTRELL. F 8 

8203170935 

90-918 

B 

BURAtlARDT. U 

8303310103* 

70-0 


CANIRELL. F 

0203290133 

90-261 

0 

aURLtNOAME. J F 

8303390100* 

90-10 

1 

CANIRELL.F S 

0303350415 

90-416 

G 

BURNEn. R, f 

8303190403 

70-33 


CANIHCLL.F 0 

0303290947 

90-327 

0 

BURNETT. R. f 

6303100936 

70-143 


CANTRELL. F 8 

0303170436 

90^400 

G 

aURNETT.P. f. 

63030S0337* 

90-369 

0 

CANTRELL- F 8 

0303170379 

90-259 

0 

BURNETT. R F 

8303330390* 

70-139 


CANTRELL- F 8 

□303170305 

90-337 

0 

BURNETT. P I 

0303390319* 

90-399 

Q 

CANIRELL.F 8 

8303190299 

50-261 

0 

BURNS. B 0. 

8303340179 

90-299 

0 

CANTRELL. F B 

8303190199 

50-299 

0 

BURNS. B 0 

8303090309 

90-393 

0 

CANTRCI.Ly 9 

8303390949 

50-337 

0 

BUPN9.R. E 

8303100390* 

90-299 

8 

CANTWELL. P 

8303030439* 

50-304 

6 

ctYtN 9 >n e. 

8303170900* 

90-396 

0 

cantwfll* p 

0203330619. 

50-299 

6 

EURHCXiCHS.D E 

8303390117* 

90-449 

H 

CAPHION, 0 L 

0303090366* 

90-293 

0 

BUfiSEV, B. 

8303040447 

90-399 

0 

CAPHTON. 0 L 

0303090363* 

90-354 

0 

BURT.fi U. 

8303390463 

Reooo 


CAPKTON. 0 L 

0303160103* 

90-31/ 

G 

BURriELL.S. B 

8009390370* 

FOIA 


CAPMTON. 0 L 

0303390901* 

90-293 

a 

BURRELL. B B 

83031 0UO96 

90-449 

0 

CAPLAN.H N 

0303190139 

90-244 

0 

eUSM, B H 

6303170490* 

REUIEU GRP 

CAPLAN.R N 

0303190127* 

50-244 

0 

BUBH.L L 

8303090331 

90-330 

F 

caplan. n N 

0303300163 

90-244 

0 

BVSwIK. A U. 

8303180377* 

FOIA 


CAPONE. 0 H. 

0303010067 

90-403 

A 

8UTCHBR.fi C 

8303170630* 

90-416 

0 

CAPRA, n A 

0303010336* 

FOIA 


BuTCICR 

8303390437* 

90-416 

0 

CAPRA. B A 

0203010373* 

90-269 

P 

B JTLEft. B. 0 

B3031 70439* 

90-337 

0 

CAPRA. R A 

0303040050* 

90-269 

P 

auTLEfi.S. D 

8303330903* 

90-337 

0 

CAPRA, n A 

771 1300370* 

90-269 

P 

BuTLEfi.S. 0 

6303390996* 

90-337 

0 

CAPRA. R 

0303 01 03 74* 

FOIA 


CA8A. E C. 

0303330733* 

90-346 

R 

CAPRA, n A 

8007161003* 

80-269 

0 

CA6A.E.C. 

8303330739* 

90-346 

ft 

CAPRA, B A 

0007161008* 

90-209 

p 

CABA.E.C. 

6303330734* 

90-346 

R 

CAPRA. R A 

8303010173* 

pniA 


CAC£K.r.F 

8303130378* 

90-449 

0 

CAPRA* R 

8303010391* 

90-269 

p 

CAOEk.F.F. 

8303170397* 

90-449 

0 

CAPRA. R A 

e0032I0239« 

90-269 

p 

CADEH.F.F 

8303130370* 

90-449 

0 

CARBON, N W 

791 1 120099* 

90-206 

0 

CaDEK.F.F 

8303170397* 

90-448 

0 

CAROINALE. d j 

6203030039* 

FCIIA 


Cadkan.u. k. 

6303170103 

90-403 

A 

CAREY. J J 

8203330370* 

90-334 

0 

cachetta. j. p. 

8303090161* 

90-423 

0 

CAREY, 0 J 

9303190433 

90-334 

R 

CACfiETTA, J P 

0303190094 

90-213 

F 

CAREY. 0 J 

6303100216 

90-334 

P 

CAHtU.H J 

8303190091 

90-490 

C 

CAREY. 0 J 

83030307 1 0 

90-334 

P 

CmILL.P C 

8303390487 

PR 


CAReV, J J. 

0303030407 

90-334 

P 

CA}*..a l 

0303390308 

REOOD 


CAtlEV. U J 

6203030209 

30-334 

P 

CAMI.A L. 

8303390469 

PR 


CAREY. J J 

8303160930 

90-334 

R 

Cahn.a l. 

0303390409 

REOGD 


CAREY. J. J 

0303230119* 

90- 334 

a 

CAHN.A L 

6303390407 

REGOO 


CAREY, J J 

030303030 1 

90- 334 

R 

Cawev.v L 

6303360107* 

90-10 

F 

CAREY. J J 

0303170571 

90-334 

P 

CAIN.U 

8303130089 

WASTE MOT 

CAREY, J J 

6303190306 

90-334 

P 

CAIfi.U 

0303110303 

WASTE MOT 

CAREY. J J. 

0303350631 

90-334 

P 

Caia.u. 

0203130303 

WASTE MOT 

CAREY. J J 

0303310376 

90-334 

R 

CAIN. J. 

8303330477 

WASTE MOT 

CAREY. J J, 

0303390140 

30-334 

P 

CAIM.C L 

8303360369* 

40-0027 


CAREY, J. 

0303390466 

PIT 


CAUAN. L. J. 

830316031 B* 

30-313 

Q 

CAREY. W W. 

6303300320 

30-271 

I 

CALLAM. L j. 

6303330700* 

90-313 

a 

CAHLILE. T. 

6303390433 

REOOD 


CALLIKAN. A D. 

8303090139 

90-413 

0 

CARLBON. J, D 

0303030993* 

30-279 

0 

CAtiPJEuL.H E. 

8003130190* 

FOIA 


CARLSON. J. 0 

0303390993* 

30-279 

0 

CAMPBELL. W E. 

6303030309* 

FOIA 


CARLTON. M. A 

0303030393* 

90-449 

M 



accession 

sjbjec 

AUTHCR 

N.;M0eN 

CATEOO 


CAfihtEV. U. 
C/iRPENTER. T 0 
CARPENTER, r c 
CARPENTER. J M 

carpenter. J H 

CARPENTER, J H 
CARR, P kl 
CARR. A V 
CARR. A V 
CARR. Q E 

CARR. A V 
CARR. A V 
CARRL TTA. n F 
CARR ICR. A 
CARRUTHERB. L M 

CARTER. T J 
CARTER. L J 
CARIER.L J 
carter. L J 
CARTER. U J 

CARTER. J C 
CARTER. L J 
CAttTIM IQHT, H R. 
CARTMRIQhT. M R. 
CARTwRIOUT. U R 

CARTURIOMT. U R 
CARiunroHT, u n 
CARTUniGHT. M R. 
C ARTUR IOHT. M R. 
CARIUnlOHT. U R, 

CARTURtOHT. U R 
C ARTUR IGMT, M R 
CARUSO. R 
CARUGO. R 
CARUSO. R 

CARUSO. R 
CARUSO. H 
carver. A M 
CARVER. A M 
carver. A H 

CARVER. A M 
carver. A M 
CAQC.E 0 
CASE. E 0. 

CASE. E 0 

CASE, e 0. 
CASTLE. J. O 
CASTRO. 0 
CASTRO. 0. 
CATION. L O 

CAVANAUGH. U 
CAVANAOH. R 
CAVANAUGH. W 
CAVANAOH. fl 

cave. U 

CERNE. a C 
CHACHE8.K K 
CHACKE8.K K 
C MACKES. K n 
CMACKE0. K M 

CHAH8ERLAIN. 0 
CHAN. E I. 
CHANCELLOR. R. A 

chanoler. j C, 
chandler, j C. 

CHANDLER. J C. 
CHANEV, b a 
CHANEV, V. L. 
CHaNOERV. N U. 
CMAo. a r 

CMAPLIN.S 
CHAPLIN. 8 D 
CHAPLIN. 8 D 

chapman. <1 
chapman, R H 

CHARNOFF. 0. 
CHARNOFF, 9 
CHASE. O. R 
CHAUDHARY. 5. K 
CHAUOHARV, B K. 

CHAVE 2 .D 
CHAWEI. D 
CHECK, P. 9 
CHECK. P B 
CHECK. P B 


8203310407# 

50-322 

8203020743# 

CCNIfiAC 

8203030069# 

CONTfiAC 

0203170276 

30-322 

6203220297 

90-322 

6203320300 

90-400 

03031 3004 3 

30-312 

02030601 94 

50-400 

6303100403 

30-413 

0203160229# 

CONTRAC 

0203350129 

30-460 

8203290135 

PR 

0203390376 

PEGOD 

0303240033* 

30-29 

0303190049 

AVREO 

8301 19C003* 

HI9C 

820304031 7 

90-247 

0203040394 

50-247 

0303060126 

50-247 

8303130240 

90-247 

0303340306 

50-382 

830331031 6 

50-247 

6203000942 

90-330 

8203000394* 

30-336 

6203160016 

30-330 

8203160019* 

30-336 

83031 603 1 2 

90-330 

830310031 7* 

90-330 

B203330739 

90-339 

8203230740* 

30-339 

8203230573 

90-330 

0303330370* 

90-330 

02030206 1 6 

30-29 

0203170321 

90-29 

02031 70484 

50-29 

830317031 7 

90-29 

02032203 1 0 

30-29 

8303083316* 

50-327 

0303000313* 

30-327 

8303100242* 

50-327 

830318031 1* 

50-328 

0203170497* 

50-327 

030310046 3* 

FOIA 

6203100440* 

FOIA 

82031004 50* 

FQIA 

8003190927* 

FOIA 

8303 190004 

NUREO 

8303240350* 

40-3433 

02032404 1 3* 

CONTRAC T 

6303240201* 

50-361 

8201130263 

50-368 

02031101 18 

50-522 

820323061 2 

30-368 

8203310473 

90-522 

B2D30200I9* 

FOIA 

6303330337* 

90-443 

030304041 3 

90-403 

83030404 1 9 

90-403 

0303030147 

90-463 

0203030147 

90-4S3 

8203010201* 

0A999 

8203250572 

30-392 

0203190060 

40-0793 

8203020542 

TOPREP 

8203100193 

TOPREP 

8303300206 

TOPHF.P 

8203090043 

90-334 

8303340361* 

90-10 

8303010016 

NUREO 

0203160431 

NUREO 

8303020201* 

90-320 

8203170396* 

90-320 

8303170496* 

90-320 

8203230406* 

90-260 

8203100306 

REB 

B20333O354 

90-329 

0203330354 

90-329 

0203120137 

40-0432 

02O3O9OIIO* 

90-423 

8203230397* 

90-289 

8203100452 

50-434 

0303 1004 52 

50-494 

00033 0038 B* 

90-336 

8009190030* 

FOIA 

0007390070* 

50-328 


548 rcnoui^JMU MU I nun 


author 

accession 

number 

SUBJECT 

CATEOGRV 

CHEtK- P. S 

8307290653* 

90-337 

E 

CHECK, P S 

S009U0I3B* 

30-339 

E 

CHECK. P S 

80081 30633* 

90-373 

P 

check, P S 

6010340334* 

FOIA 


CHECK, P. S 

8008390161* 

50-361 

P 

CHECK, P. 9 

9009170133* 

30-319 

P 

CHECK- P. 9 

8009193430* 

30-346 

P 

check, P s 

8009330513* 

30-373 

P 

CHECK, P. £ 

BO 10030673* 

30-369 

A 

CHECK- P 6 

9010130613* 

SO-340 

P 

CHECK, P.9 

8010310136* 

30-344 

P 

CHECK. P S 

8010170303* 

30-330 

P 

CHECK. P. S 

8010380136* 

30-364 

A 

CHECK- P.B 

8011130043* 

30-393 

e 

CHECK. P S 

801 123C031* 

SO -368 

p 

CHECK. P 9 

8203010088 

□no 


CHECK. P. 8 

8303033139 

90-337 

A 

CHECK. P. 9 

8303130400 

90-337 

D 

CHECK. P. 9 

8203100443 

30-937 

A 

CHECK. P B 

8303130197 

90-537 

A 

CHECK- P. B 

8303160039 

90-537 

A 

CHECK- P B 

8203130395 

90-337 

A 

CHECK. P 8 

8303180403 

90-337 

A 

CHECK. P 9. 

8303330033 

90-337 

A 

CHECK. P 6 

8303330035 

90-537 

A 

CHECK. P 8 

8203190309 

90-537 

A 

CHEEK. T e 

8303340359* 

90-537 

A 

CHEMO- C V 

8303040167 

NUREO 


CHEKO, F H 

8303390433 

rEOSD 


CHEflICO. W V 

8303290209 

Reooo 


CHERRY. J A 

8303360139* 

40-6632 


CHERRY. « H 

8303020444 

30-339 

0 

CHERRY, rt « 

0303030444 

30-329 

0 

CMESNUT.B H 

8303040613 

30-434 

A 

CHESTER. » 0 

8303100391 

RES 


CHESTHUT.S H 

8303100063 

90-494 

A 

CHESTNUT, a H 

□303180310* 

30-289 

a 

CHESTER, S O 

8303100604 

RES 


CHESTER. B 0 

8303320068 

qRO 


CHlANOl.H J 

8303170343 

30-400 

S 

CHIAPPETTA. C M 

8303030043* 

FOIA 


CHtOAKSARANIHA 

83030304 18* 

30-273 

P 

CHILDS, W V 

8303030369* 

90-333 

s 

CHILDS, W V 

8303170368* 

30-333 

B 

chiles. H. V 

8303230190* 

30-333 

B 

CHUK. B U. 

6303090934* 

FOIA 


CHILK, 8 U, 

8303090510* 

FOIA 


CHILK. 8 J 

8303030399* 

FOIA 


CHICK. S U. 

9203040389 

lOCFR 


CHILK. S J. 

8303040301 

lOCFR 


CHILK. 0 J 

8303040280 

lOCFR 


CHILK. S J. 

8303040289 

lOCFR 


CHILK. fi J. 

8303040399 

30-937 

A 

CHILK. S J. 

8303090034 

30-937 

A 

CHILK. 8 U 

9203100420 

lOCFB 


CHILK. S U 

8303030100 

30-206 

0 

CHILK. S J 

8203160089 

lOCFR 


CHILK, B. J 

830304031 1 

30-247 

0 

CHILK, S. J 

8303160080 

30-247 

0 

CHILK. e. J 

8303190177 

90-937 

A 

CHILK. 8. J. 

8303330049 

30-379 

P 

CHILK. S. U 

8303130186 

IOCFR 


CHILK. S. J 

8303330063 

lOCFR 


CHILK, 8. J 

8303120383 

30-289 

0 

CHILK. 8. O 

8203130386 

30-389 

M 

CHILK. B J 

830334001 1 

lOCFR 


CHILK, S J 

8303240364 

lOCFR 


CHILK. 8. J 

830324C014 

lOCFR 


CHILK. S. J. 

8303180411 

30-399 

0 

CHILK. S. J 

8303330386 

lOCFR 


CHILK. e J 

8303330387 

lOCFR 


CHILK. 8 U 

8303320390 

lOCFR 


CHILK. 9. J. 

9203190469 

30-379 

T 

CHILK, a J 

8203240003 

90-273 

T 

CHILK. B J 

8303340319 

30-273 

T 

CHILK. 8 J 

8303330038 

90-279 

T 

CHILK, 8 J 

8303330303 

90-266 

0 

CHILK. 8 J. 

8303330310 

gO-937 

0 

CHILK. 9 J 

8303190344 

PBOJ 


CHILK, 8 J 

8303330111 

go-273 

s 

CHILK. 9 J 

92032301 17* 

30-273 

0 

CHTUK. B J. 

8203330131* 

90-273 

0 

CHILK. B v) 

8303230344 

PRH 


CHILK. 6 J. 

8303330373 

30-389 

M 

CHILK. 9 U 

8303330186 

90-299 

0 


AUIhCR 

accession 

NUMBER 

SUBJECT 

CATGOORV 

CHILK. 6 J 

8303310313 

90-289 

0 

CHILSON, V T 

8104130294* 

90-290 

R 

CHILSGN.V T 

0303190419* 

90-339 

R 

chilscn.v t 

0303340406 • 

90-290 

R 

CHIN. 8 

CHIRMAL.M 

CHI TTV. 1 £ 

CPOOCS. R 8 
CMBISTOPHER. K 

02031 7C034 

8303100499* 

0303100066* 

0303390306 

8203120199* 

71-9796 

FOIA 

CONTRACT 

REOOD 

90-272 

0 

CHRISTOPHER. H 

8203090337* 

90-387 

0 

CHRIBTOPHER.R 
CHRISBOTIPOS. N 

8303090334* 

0303230002* 

0A999 

90-294 

0 

CHRISTENSEN. R 
CHRI8TENBURV. E 

9203340396* 

8303010119 

CONTRACT 

90-293 

0 

CHRtSTENBUflV.E 

8203030364 

90-289 

0 

CHRISTIANSON. U 

83033 10328* 

90-398 

a 

CHflIBTENBURY. E 

8303290366 

90-206 

T 

CHUAA'O. L E 

CHJNO. J W 

8303040030 

8303330431* 

NUREO 

90-334 

0 

CHURCHILL. 0 W 

B203040263 

90-266 

0 

CHURCHILL. D M 

8303040370 

90-266 

0 

CHURCHILL. B U 

0303040363 

90-266 

0 

CHvJRCHILL, I) U 

8303040370 

90-266 

<3 

CHURCHILL. 8 U 

9203190109 

90-382 

0 

CHURCHILL. 0 U 

8303190109 

90-383 

0 

CHURCHILL. B W 

8203160173 

90-366 

0 

CHURCHILL. 8 U 

8203190109 

90-382 

0 

CHURCHILL, B U 

8203190109 

90-382 

0 

CHURCHILL. B U 

8203160173 

90-266 

0 

CHURCHILL. 6 M 

8203290601 

90-266 

0 

CHURCHILL, B U 

820339039 1 

90-266 

0 

CHURCHILL. 0 W 

020329039 1 

90-266 

0 

CHURCHILL, B H 

Q2D3310943 

90-302 

0 

CHURCHILL, D M 

8203310342 

90-382 

0 

CILLIB.M 

8203000941* 

90-361 

0 

CiLLte.H 

8203290199* 

90-344 

8 

ClLLia.H 

8203290390* 

90-361 

0 

CIPOLLA A J 

CLANCY, n C 

0203090379 

8203030446* 

40-3392 

90-410 

0 

CLAROY.L J 

8203360248* 

90-331 

a 

CLARK, W 

CLARK, R A 

CLARK, fi A 

8203030369* 

9010230294* 

8203040091 

FOIA 

FOIA 

90-344 

a 

CLARK. R. A 

8203090131* 

30-317 

p 

CLARK. R A 

8203090136* 

90-317 

p 

CLARK. B A 

0303040097 

90-202 

p 

CLARK. R A 

8203010397 

90-389 

p 

CLARK, R. A 

83030302 98* 

90-289 

p 

CLARK. R A 

B303020277* 

90-289 

p 

CLARK. R A 

8203040443* 

90-338 

p 

CLARK. R. A 

B303040449* 

90-338 

p 

CLARK. R A 

8203090010 

90-338 

p 

CLARK. R A 

0303040334 « 

90-317 

p 

CLARK. R A 

8303040347* 

90-317 

p 

CLARK. R A 

8303030061 

90-366 

p 

CLARK. R A 

8203040309 

90-299 

p 

CLARK. R A 

8303030067 

90-266 

p 

CLARK. R A 

8303040047 

90-289 

p 

CLARK, R. A 

8203040241 

90-313 

p 

CLARK, R A 

0203040213 

90-313 

p 

CLARK, R. A 

8303030104 

90-339 

p 

CLARK. R. A 

8203090813 

90-344 

p 

CLARK. R A 

8203090990 

90-266 

p 

CLARK. R A 

8203040039* 

90-33V 

p 

CLARK. R A. 

B203040046* 

90-339 

p 

CLARK, n. A 

8203040933 

30-289 

p 

CLARK, fl A. 

0203090489 

90-338 

p 

CLARK, R A 

8203090493 

90-338 

p 

CLARK. R A 

0203080142 

90-338 

0 

CLARK, R A 

CLARK. R A 

8203090109* 

0303090336 

NI8C 

90-266 

F 

CLARK. R A. 

9203100039 

90-339 

P 

CLARK, R A 

8203100044 

90-266 

P 

CLARK. R. A 

8203100160 

90-336 

P 

CLARK. R A 

82031 10029 

90-344 

P 

CLARK. R. A 

8203040069* 

30-336 

P 

CLARK, R A 

8203040074* 

90-336 

P 

CLARK. R A 

8203100016 

30-267 

F 

CLARKE. U 

8203040393* 

30-361 

a 

CLARK. R A 

8203040939 

30-368 

p 

CLARK, R A. 

8203100902 

80-309 

p 

CLARK. R A 

8203100609 

30*309 

p 

CLARK. R- A 

8203100609 

80-313 

p 

CLARK, R. A. 

0203100611 

30-333 

p 

CLARK, R A 

8203110139 

30-339 

p 



ACCEBSICN 


author 

NUMSEiT 


CLARK, fi A 

0203120080 


CLARK, R A 

0203190193* 

:-•? 1 

CLARK. R A 

0203110148 


CLARK. R A. 

0203110179 

*-'2ac 

CLARK. R A 

0203110420 


CLARK. H A 

0203110427* 


CLARK, fl A 

0203110320 


CLARK. R A 

0203170049 


CLARK. R A 

0203190910 


CLARK, n M 

0203100292 

* 5 

CLARKE. L P 

0203290329 


CLARK. R A 

0203170091 


CLARK. R A 

0203110932* 


CLARK. R A 

0203110937* 


CLARK. R A 

0203120398 


CLARK, R A 

0203190101 

SC- 334 

CLARK, R A 

0203190900 

*>166 

CLARK, R A 

0203190921 


CLARK. R A 

0203190184 

Ji-Xj* 

CLARK. R A 

0203160017 


CLARK. R A 

0203100401 

• >£65 

CLARK. R A 

0203220988 


CLARK. R, A 

0803090778* 

3C— S* T 

CLARK, R A 

0203090787* 

SC— £4 • 

CLARK. R A 

0203190061 

i-~isa 

CLARK, R A. 

0203180392 

5C-2a3 

CLARK, 0 

0203160171* 

57-2a5 

CLARK, P R. 

0203160493 

90-; ;» 

CLARK. R A. 

0203110198 

90-3*4 

CLARK. R A. 

0203110163* 

90-344 

CLARK, R A. 

020311016b* 

5>D*4 

CLARK. R A. 

020316001 1* 

90-3*8 

CLARK. R A. 

020316001 9* 

30-368 

CLARK, R A. 

0203160067 

90-138 

CLARK. R A 

0203160074* 

9>308 

CLARK, fl A. 

0203180496 

93-344 

CLARK, R A. 

0203190172 

53-2S9 

CLARK. R A. 

02031 B049B 

93-3; 3 

CLARK, R A. 

0203300102* 

93-3^ 

CLARK, R A. 

0203300108* 

53-3S4 

CLARK, R. A. 

0203300279* 

:3-336 

CLARK. R A. 

0203300279* 

53-306 

CLARK, R. A. 

0203190128 

53-2%3 

CLARK, P R. 

020316031 1 

50-219 

CLARK. R A. 

0803220098 

53-317 

CLARK. R A. 

0303220473 

50-017 

CLARK, R A. 

0203290023 

53-2S9 

CLARK. P fl. 

0203220314 

53-2;9 

CLARK. R A. 

0203220090 

53-243 

CLARK. R A. 

0203220060* 

53-249 

CLARK, R A. 

0203220067* 

53-245 

CLARK. R A. 

0203240100 

53-336 

CLARK. R A. 

OS03220269 

55-335 

CLARK. R A. 

0203290101 

93-266 

CLARK, R A. 

0203310036 

90-3C9 

CLARK. R A. 

0203220044 

9&-3i7 

CLARK, R. A. 

020322004 9 

93-31' 

CLARK. H A. 

0203220483 

90-26* 

CLARK. R A. 

0203240129 

93"3<>6 

CLARK, R A. 

0203300319 

53-317 

CLARK. R. A, 

0203220027 

90-31 7 

CLARK. R A. 

0203220430 

53-317 

CLARK, R. A. 

0203230747 

90-2*7 

CLARK, R A. 

0203290033 

50-317 

CLARK, R A. 

0203260029 

93-26^ 

CLARK, R A. 

3303300246 


CLARK. R, A. 

0203310029 


CLARK, P. R. 

0203230913 

9^5*! 

CLARK. R A. 

02032903 lO* 

50-2*7 

CLARK, R A. 

0203290220* 

jO-267 

CLARK. R A. 

0203260004 


CLARK. R. A, 

0203260022 


CLARK. R A, 

8203260030 


CLARK. R A. 

0203260063 


CLARK. R. A. 

0203300243 

90-317 

CLARK, L. 

0203230697 


CLARK, A. T. 

0203310382 


CLARK. L 

0203260299 


CLARK, R. A. 

0203310937 


CLARK, e. 

0203390343 

50-3** 

CLARY, R. 6. 

0203010186 


CLAUCH. 8 C 

0203270946 


CLAUSEN, n. U. 

0203010403* 


CLAY, E. L. 

0203290189* 


CLAYTON. F. L. 

0203190427 

JO' 3** 


I nui-f li^UCA 


authou 

ACCESSICn 

NUMBER 

SUBJECT 

CATEGORY 

author 

ACCESSION 

NUHGER 

SUBJECT 

CATEGORY 

ClAVTON. F L. 

e?03080400 

90-364 

8 

CtKl.tNS.P F 

8303030307* 

30-29 

V 

Cl AVION. F L- 

0203^90433 

PR 


COLLINS. P F 

82O30IOOS3# 

50-347 

V 

ClAVTON. F L. 

6203030430 

90-340 

P 

COLLINB.P F 

8303020357# 

roiA 


Cl AVION. F L 

82030Q0496 

90 340 

P 

COM. INS. P F 

8303040033# 

30-259 

V 

Cl AVION. F L, 

6203000993 

90-348 


COLLINB.P F 

0303040034# 

90-317 

V 

ClAVTON. F L- 

8203080067 

90-364 

P 

C0..LIN9.P F 

0301190735 

30-103 


ClAVTON. F. L. 

8303190139 

90-34Q 

P 

COLLINS. T R 

03030309)9# 

90-327 

o 

ClAVTON. F L 

8203190149 

90-340 

P 

COLLINS. J I 

8303160437# 

30 -298 

F 

ClAVTON. F L 

8303160308 

90-340 

P 

COLLINS. 0 J 

0303090409# 

90-386 

0 

ClAVTON. F L 

8203330480 

90-340 

8 

COLL INS. 0 J 

8303160179# 

90-336 

Q 

ClAVTON. F L 

8203160372 

90-340 

R 

COLLINS. J T 

0303160439 

50-367 

Q 

ClAVTON. F L 

0203160468 

90-364 

R 

COLLINS. J T 

8303160446# 

30-247 

o 

ClAVTON. F L. 

8203330971 

90-340 

Q 

COLLINS. D 

0303010206# 

90-394 

o 

ClAVTON, F. L. 

8203330390 

30-340 

P 

COLL INS. D 

8303010306# 

50-254 

0 

ClAVTON, F L 

8303390913 

90-348 

P 

COLLINB. I R 

8303170638# 

90-397 

0 

ClAVTON. >1 0 

82031 00337# 

90-449 

0 

COLLINS. T J 

8303130368 

40-7435 


CLAVTON, F L, 

8303290319 

90-364 

P 

COLLINS, D J 

8303160190# 

30-249 

o 

ClAVTON. F L. 

8303390393 

90-364 

P 

COlLINB. J I 

8303090449 

90-367 

o 

CLAVTON, F L. 

8303290179 

90-364 

P 

COLLINS. J T 

0303160430 

50-290 

F 

ClAVTON. F L. 

8303310300 

uvncQ 


COLLINS. J T 

8303160384 

90-313 

r 

CLEETON.A R. 

8303370466 

pn 


COLLINB. J T 

8303160393 

90-289 

F 

CLEft£NT8. B K 
ClEHONe, P 

82032V0437 

8203090411# 

PR^ 

70-33 


COLLINS, J T 
COLLINS. J T 

0203(60326 

8203160430 

30-247 

QA999 

0 

CIEHONS.P. 

8303090408# 

70-364 


COLLINS. J T 

6303260311# 

90-313 

Q 

CIENONS, P 

8303160190# 

70-607 


colling. 0 

8303100391 

90-254 

0 

CLEVELAND. R. 0 

0303100930# 

40-6900 


collinb.o 

8303130218# 

30-254 

0 

CLEVELAND. J W 

8303390431 

pn 


COLL INS. 0 

0203100391 

30-254 

0 

CLIFFORD, J. H, 

8303090012 

TOPflEP 


COlLINB. 0 

8303130310# 

90-294 

0 

CLOUD. R. L 

8303030694# 

90-279 

A 

COLLINB. J T 

8303390359 

90-267 

G 

CLOUD. R L 

8203030931# 

30-279 

P 

COlLINS.J I 

0303360310 

30-313 

0 

CLOUD. R. L 

8303030976# 

90-279 

P 

COLLING.J T 

0203160367 

90-267 

Q 

CLOUD. R A 

8303030979# 

90-273 

P 

COLLINS.J T 

8303310417 

90-373 

A 

CLOUD. R.L 

8203290269 

30-273 

P 

COLLINS.J T 

8303160300 

90-290 

F 

CtCUOH.R L 

8303310921 

REOOU 


COLLINS. J T 

0303170333 

90-267 

0 

COAN. c. h. 

8303090366 

30-403 

0 

COLLINS.J T 

0303170333 

30-270 

F 

cces.L. 1 

8303040160 

Ht8C 


COLLINS. J T 

0303330306 

90-267 

F 

coes.L. 1 

8303330294# 

70-133 


COLLINS, J T 

0203330370 

30-267 

Q 

cost. A. D. 

COCHRAN, T O 

0303180034# 
82031 10119 

30-416 

pn 

A 

COLLINS.J T 
COLLINS.J T 

0303360316 

8303360393 

40-B601 

40-297 


COCHRAN, T D 

8303180397 

30-337 

0 

COLLINS. J T 

0303330916 

90-267 

F 

COCKRELL. R O. 

6303100334 

30-ni 

p 

COI OHOO.R U 

0303340314# 

30-313 

8 

COCKRELL. R. 0. 

8203330466 

71-331 


COLOMBO, n U 

0303100439# 

90-313 

B 

COFFEV.R. 

820310031 1 

30-440 

A 

COLOMBO. R 

0303330363# 

30-313 

R 

COFFEV.R B 

8203330963 

90-440 

A 

COLOMBO, R U 

8303340398# 

90-313 

0 

COFFEV.R B. 

8303170314 

90-440 

F 

COLOMBO, R W 

B303340S27* 

30-313 

8 

COFFIELD.R 0. 

8303040377# 

90-337 

A 

COLCMOO.R U 

□303340310# 

90-313 

8 

CCFFHAN.F D. 

8006130898# 

FOIA 


COLOMOO.R U 

□303340330* 

90-313 

8 

COFFMAN, F D. 

8006130860# 

FOIA 


COLOMBO. R U 

□303340200# 

90-312 

8 

CCOAN.N J 

8303030904# 

90-309 

0 

COLTON. J 0 

8303170016# 

90-361 

A 

COHAIAN.P f. 

8303100322 

90-333 

0 

concel.f j 

0303020009# 

FOIA 


CONN.B. K 

8303040439# 

CONTRACT 


conoel.f j 

8203130333# 

90-359 

P 

CONN. B. N. 

8303310003# 

CONTRACT 


CONLON. T E 

8303350371# 

90-303 

a 

CONN. B. M 

8303180406# 

COMTflACT 


CONLON. T E 

0303030359# 

30-280 

0 

CONN. A. L 

8303310474 

pn 


COvlON. T E 

0303020163# 

90-399 

0 

COLBURN. T 0. 

8303320906 

90-366 

0 

CONLON. T E 

8303020494# 

90-399 

0 

COLEMAN, R 

8303110431 

CONTRAC T 


CONLO.N. T E 

8303020178# 

90-393 

0 

COLEV, J.L, 

8303170406# 

90-397 

0 

CONLON. T E 

0303350339# 

90-400 

0 

COLEY, J L 

0303170319# 

90-379 

0 

CONKAUOHTON. K. 

0303330378# 

90-279 

0 

COLLINS. 0 M 

0303310339# 

FOIA 


CONNER, J V 

8303390348# 

30-458 

c 

COLLINS. D H 

8303310996# 

FOIA 


CONNELL. C 

8303310467# 

90-3B6 

R 

COLLINS. D. 

COLLINS, P.F. 

6303310974# 

8303180394# 

FOIA 

FOIA 


CONNELL, C 

CONNER. L. 

OSO331O460# 

8303170397 

90-286 

FOIA 

R 

COitJNS.P. F. 

8303180341# 

FUtA 


CavNEB.M 

8303040071# 

90-336 

P 

COlLINS.P. F. 

8303360173# 

FOIA 


CO.NNER. E L. 

8203300097 

90-336 

P 

COLLINS. P F. 

8303180389# 

FOIA 


CONNER. E L 

0303300274 

30-336 

P 

COlLINS.P, F. 

8303160394# 

FOIA 


CONNER. T B 

8303160168 

30-450 

0 

COLLIND.P. F. 

8303030133# 

90-10 

V 

CONNER. T B 

0203160168 

90-490 

o 

COLLINS, P. F. 

8303030136* 

90-373 

V 

CONNER, T B 

0303350296 

90-450 

0 

COlLINB.P F. 

8303030141* 

90-347 

V 

CQNRAN. J H 

8303030091# 

90-2B& 

p 

collinb.p. F. 

0203030149* 

30-299 

V 

conrdv, p. j 

□303330244# 

90-483 

A 

COLlINfi.P F. 

8303030191# 

30-243 

V 

COnrov, B. U 

03031 10394 

40-8903 


COLLINS, P. F. 

8303030194# 

90-313 

V 

CONROV. A 0 

0303170191 

90-482 

0 

collinb.p F. 

8203030199# 

30-293 

V 

CONTE. 8 O 

0303340091# 

90-29 

H 

COlLtNS.P F. 

8303030169# 

90-386 

V 

CONTE, fl 

0303310333 

30-320 

B 

COLLINS. P F. 

8303030170# 

30-213 

V 

CONNAY. U F 

8803340304 

90-271 

R 

COLL INS, P. F. 

8303030316# 

FOIA 


COOK. J U. 

8203040174 

90-339 

F 

CXLIN8, P. F. 

8303030333# 

FOIA 


COOK, J. U. 

8303010048 

90-329 

A 

CXLINS.P. F. 

8303030338# 

FOIA 


COOK, J. W 

8303340364 

50-327 

K 

CaLIKB,P. F. 

8303030231# 

30-337 

V 

COCK. J. U 

8303030481 

90-329 

A 

COLUfiS, P. F. 

8303030339# 

FOIA 


COOK. J. U. 

8303030908 

BO-329 

a 

CXI IMS, P. F. 

8303030736# 

90-317 

u 

COOK. J. W. 

0803120113# 

90-339 

F 

CXI INS. P. F. 

8303030184# 

FOIA 


COOK, J W. 

0303010297 

90-329 

A 

CXLIHQ, P. F. 

8303010043# 

30-386 

V 

COOK. J. H. 

0303290264 

PRM 


CXUIHS.P F. 

8303030344# 

FOIA 


COOK. J. H- 

8303100298 

80-329 

K 

CXLIHS, P. F. 

8203010037* 

90-10 

V 

COOK, J- M. 

0303040271 

30-329 

R 



ACCESSION 

SUBJEC 

AUTHOR 

NUMBER 

CAlEOa 

COOK. J W 

□20304036B 

50-339 

COOK, J N 

0203050333 

90-339 

COOK. J W 

8203100369# 

50-329 

COSK. J W 

0203130063 

90-329 

COCK. J M 

02031 SO 130 

90-329 

CCOK. J. M 

0203150141 

90-339 

COOK. J U 

0203160034 

90-339 

COOK. J U 

02031 10314# 

90-299 

CCOK. J N 

0203160300 

90-329 

COCK. J. U 

0203170131 

90 -339 

COOK. J W 

8203170979 

90-327 

CCOK. J M 

8203230366 

30-339 

COOK. J M 

B503230066 

50-329 

COOK. J, W 

8203230909 

30-327 

COOK. J. U 

0203230999 

30-327 

COOK. J. W 

3203290500 

90-329 

COOK. J. W 

0203230333 

90-339 

COOK. J. M 

0303310959 

90-329 

COOK. J. W 

0303290139 

PR 

C00K60N. D 

0303230056* 

90-337 

COOLEY. M J 

Ba030 30238 

70-356 

COOLEY, W J 

8203030461* 

70-734 

COOLEY, M J 

8203030 lOO 

70-1237 

COOLEY. W J 

B203290933* 

70-734 

COOLEY, N J 

0203270327* 

70-734 

COONEY. M J 

8303330377 

90-377 

COONEY, ff J 

8203190191* 

30-377 

COONEY, H J 

8203090202 

90-277 

COONEY. M J 

0303330169 

90-277 

CDDNEV.M J 

0203160362 

90-377 

COONEY, H J 

8303330177 

90-277 

COONEY. M J 

6303330161 

90-377 

COONEY, M J 

8303190001 

90-377 

COOPER. J B 

8303310310# 

FOIA 

CDOPEHBTEIN.B 

8303310674 

HASTE MO 

COOPER, d kl 

8102200453# 

FOIA 

COOPER. J U 

6303310044# 

FOIA 

COPPER* C H 

8203090471 

REa 

COOPER. J A 

0203370306 

REOOO 

COOPER. N E 

62031701 79 

90-279 

COPELAND. R L 

6203290459 

REGOD 

COPELAND. J 0. 

8303390384 

90-466 

COPELAND, d 0. 

6203370304 

50-466 

coplan. 8 M 

6303310109 

HASTE MO 

COPLEY, n 0 

8203030079# 

90-201 

COPLEY, u a 

0203120066# 

90-329 

CORMIER. U H 

6203100123 

50-142 

CORMIER. M H 

8203330217 

90-142 

CORMIER. U H 

8203310912 

90-143 

CORMIER. U H 

6203310917 

90-142 

CORMIER. W H 

8203310937 

50-142 

CORREA, h A 

8203010208 

TOPREP 

CORR£A«H A 

8203360096 

TOPREP 

CORREA.M A 

6203260108 

TOPREP 

CORYELC^ 0. P 

6203170999 

70-1113 

CORYELL. 0 P 

8303350207# 

70-143 

COSTELLO. N J, 

6203100136 

90-443 

coqtello. j R. 

6203090270# 

0A999 

COTTER, B P 

8203020071 

90-498 

COUGHLIN. U 

6203110213 

90-537 

COULOMBE. C T 

6203370457 

REOOO 

C0UN8IL.U 0. 

6203270333* 

PR 

COUNSfL. U. <3. 

8203110093# 

90-213 

COUN8tL.ll O. 

8203110093# 

90-213 

COUN8IL. M 0. 

8203070161* 

90-423 

C0UN81L.1I O. 

8203030132# 

90-313 

COUNSIL.H 0. 

8203090193 

90-249 

C0UN8IL. U 0. 

0203030473# 

90-213 

C0UN3IL. N 0. 

8203030473# 

90-213 

COCNBIL. M 0. 

0203030473* 

90-213 

COUNSIL.H 0. 

8203030409* 

REVIEH 01 

COUNSIL.H 0. 

620302079 1 • 

90-249 

COUNSIL.H 9. 

6203370438 

PR 

COUNSIL.H 0. 

0203370438 

PR 

COUNStL. M 9, 

B2030201S6 

90-423 

COUNSIL.H. 9. 

0203090447 

90-433 

COUNSIL. W 0. 

6203010330 

90-313 

COUNSIL.H 9. 

6303010339 

90-313 

COUNSIL. H 9. 

B3030 10330 

90-313 

COUNSIL. H 0. 

8303010279 

90-336 

COUNSIL. H 0. 

0303030498 

90-336 

COUNSIL.H. 9. 

6303030930 

90-336 

COUNSIL, H. 0. 

3203080390 

90-249 

COUNSIL. U. 0. 

8303020919 

90-213 

COUNSIL.H 0. 

9203390327 

PR 


550 


PERSONAL AUTHOR tNOtX 



ACCEB5ICN 

BUBJEC I 


author 

NlftlBfR 

CAieoCftY 

CGUHSIL. U 0 

8203020519 

SO-213 

P 

CCUNSIL.U 0 

8203290327 

PR 


CCUHSIL. U 0 

8203290274 

pnn 


COLMSIL. U 0 

B203290327 

PH 


CCUNSIL.U 0 

8203 190493* 

50-213 

F 

CQUMSIU. U 0 

8203000453 

30-213 

P 

CCUNSIL. U 0 

8203080604 

50-213 

P 

COUN5IL. U 0 

8203090553 

30-243 

F 

CCUNSIL.U 0 

8203090643 

50-336 

F 

COUNSIL. U 0 

8203090749 

50-213 

F 

CCUNSIL.U 0 

8203160428 

90-213 

R 

COUNSIL. U 0 

8203080453 

50-213 

P 

COUNSIl. U 0 

8203080339 

30-245 

P 

COUNSIL. U 0 

8203090273 

30-336 

0 

COUNSIL. U 6 

0203090553 

50-243 

F 

COUNSIL. M 0 

8203090643 

30-336 

F 

CCUNSIL.U 0 

8203090749 

90-213 

F 

COUNSIL. U 0 

0203160371 

90-245 

R 

CCUNSIL.U 0 

8203290324 

REOOD 


CCUNSIL.U C 

8203230148 

90-423 

8 

COUNSIL. U 0 

8203230321* 

90-249 

0 

COUNSIL. U 0 

8203290324 

REOOO 


COUNSIL. U 0 

8203120303 

90-213 

P 

COUNSIL. U 0 

8203 160288 

60-213 

P 

COUNSIL. U 0 

8203120153 

50-336 

P 

COUNSIL.U 0 

8 203 120328 

50-336 

P 

COUNSIL. H C 

8203160181 

90-423 

C 

COUNSIL. U 0 

8203250030* 

90-249 

F 

COUNSIl. W 0 

8203150054 

50-213 

F 

COUNSIL. U 0 

8203190271 

90-245 

P 

COUNSIL.W 0 

6203190310 

50-245 

P 

COUNSIL. U 0 

8203190319 

30-245 

P 

COUNSIL.W 0 

8203290154 

90-249 

F 

COUNSIL.W 0 

8203300214 

50-213 

P 

COUN&IL.W 0 

0203310353* 

30-249 

F 

COUNSIL.W Q 

0203250498 

TOPREP 


COUNSIL.W 0 

8203290257 

50-213 

F 

COUNSIL.W 0 

8203290237 

30-213 

F 

COUNSIL.W 0 

6203290313 

30-336 

P 

COUNSIL.W 0 

8203290257 

30-213 

F 

COUNSIL.W 0 

8203290208 

30-213 

P 

COUNSIL.W 0 

820329031 1 

80-213 

P 

COUNSIL.W 0 

820329031 1 

30-213 

P 

CCUNSIL.U 0 

Q2033104B3 

Pft 


COURVOlSIEft.P 

8102050351* 

FOIA 


cool ANT. C C 

8203240291 

30-537 

A 

COVER. L a 

8203040038 

NUREO 


COUA.N* a z 

8203110110 

90-437 

H 

COUAN. B I. 

0203170390 

30-266 

6 

COUOILU.C. J 

020303031 7« 

90-277 

0 

COUOILL.C . J 

82033 10396* 

50-277 

0 

COUNAN. B. Z 

8203010174 

90-266 

0 

COUNAN. B Z 

8203190349 

50-266 

0 

COX.H T. 

820308029 5* 

90-261 

8 

COX.M T. 

8203230967* 

30-261 

8 

CRAIO.L.E 

8203310081* 

40-2061 


CRAIQ.L.E 

8203310108* 

40-2061 


CRAHOND, W. ft 

7810160199* 

FOIA 


CRAHaND.W R 

92Q31B0137* 

FOIA 



author 

ACCESSION 

NUMBER 

SUBJECT 

category 

CRA.NSTCN. A 

CRAVEN. 0 C- 

8203290420 

0203040572* 

PR 

30-337 

P 

CREED. J R 

8303930726* 

90-183 

0 

CREED. J 

0203310240 

90-398 

8 

C REE ton. H U 

CREUS. J L 

8203290466 

8203 I 003? D* 

PR 

90-379 

0 

CREUS. J L 

0203020970 

50-379 

8 

CRLENJAK.R V 

8203170939 

90-337 

9 

CRLENJAK.R V 

8203080919* 

90-438 

0 

CRlENJAK. R. V 

8203020721* 

90-327 

0 

CROCKER. L P 
CROCKER. H U 

8203010494* 

8203160331* 

FOIA 

50-307 

0 

CROCKER. H U 

8203090437* 

50-313 

0 

CROCKER. 8 

6203120282* 

50-261 

F 

CROCKER. 8 

8203120284* 

90-261 

F 

CROCKER. H U 

8203180210* 

90-309 

Q 

CROFT. 8 V 
CROMWELL. H H 
CROMWELL. U H 
CROSS. J L 

8203290306 
820303901 2 
8203100071 
8203170394* 

REOOD 

71-9080 

71-9070 

90-337 

0 

CROSSHAN. U A 

8203230189* 

50-443 

0 

CR0S6MAN. U A 

8203260194* 

90-456 

0 

CROUSE. R P 

8203300194 

30-346 

p 

CROUSE. R P 

8203030269 

90-346 

p 

CROUSE. R P 

0203020437 

90-346 

p 

CROUSE. P P 

8203100331 

90-346 

p 

CROUSE, n P 

8303020493 

90-346 

p 

CROUSE. R P 

8203090160 

90-346 

p 

CROUSE. R P 

8203180243 

90-346 

p 

CROUSE. R P 

8203110299 

90-346 

p 

CROUSE. R P 

6203220169 

90-346 

p 

CROUSE. R P 

8203220173* 

90-346 

p 

CROUSE. R P 

8203150147 

90-346 

p 

CROUSE, fl P 

820329024 1 

90-346 

p 

CROUSE. R P 

8203290222 

90-346 

p 

CROUSE. R P 

8203300077 

50-346 

p 

CROUSE. R P 

8203300229 

90-346 

p 

CROUSE. R P 

8203300332 

50-346 

p 

CROW.W T 

CROW.U T 

CROW. U T 

CROW. U T 

CROULEV. B. R 

8203310119* 

8203090749* 

82031 10037 
8203120379 
8203170319* 

40-3061 

70-1100 

70-1100 

70-1113 

90-399 

0 

CRUMLEY, J J 
CRUTCHFIELD.D 

8203290421 

8203050022 

PR 

90-306 

p 

CRUTCHFIELD.D 

8203030137 

90-199 

p 

CRUTCHF lELO. 0 

8203110513 

30-199 

0 

CRUTCHFIELD.D 

8203240536 

90-306 

p 

CRUTCHFIELD, D 

8203100190 

90-29 

p 

CRUTCHFIELD. D 

8203100139 

90-29 

p 

CRUTCHFIELD.D 

8203010142 

30-139 

p 

CRUTCHFIELD. 0 

B20301014S 

90-244 

0 

CRUTCHFIELD.D 

6203010223 

90-219 

p 

CRUTCHFIELD.D 

8203010249 

90-409 

p 

CRUTCHFIELD.D 

8203010247 

90-199 

p 

CRUTCHFIELD.D 

8203010327 

90-199 

p 

CRUTCHFIELD.D 

8203020234 

90-407 

F 

CRUTCHFIELD.D 

6203020330 

90-206 

P 

CRUTCHFIELD.D 

8203020424 

90-344 

P 

CRUTCHFIELD. 0 

6203020447 

90-244 

F 

CRUTCHFIELD, 0 

8203020697 

90-249 

F 

CRUTCHFIELD.D 

8203020700 

90-409 

0 

CRUTCHFIELD. 0. 

8203020116 

90-244 

P 

CRUTCHFIELD.D 

8203020139 

90-409 

P 

CRUTCHFIELD, D. 

8203020457 

90-306 

P 

CRUTCHFIELD.D 

6203020493 

90-237 

P 

CRUTCHFIELD, D 

6203020499 

90-299 

P 

CRUTCHFIELD. D. 

8203020367 

90-29 

P 

CRUTCHFIELD, D. 

8203020670 

90-399 

P 

CRUTCHF lELO, D. 

8203020719 

90-39 

P 

CRUTCHFIELD. 0 

6203030204 

90-219 

F 

CRUTCHFIELD. D 

8203160042 

90-10 

P 

CRUTCHFIELD, 0, 

0203090396 

90-199 

P 

CRUTCHFIELD, 0 

8203050437 

90-206 

P 

CRUTCHFIELD.D 

8203050293 

90-219 

P 

CfiUfCHFIELO, D 

8303050373 

90-244 

P 

CRUTCHFIELD. D 

6303090393 

90-409 

P 

CRUTCHFIELD. 0. 

8203090422 

90-219 

P 

CRUTCHFIELD, 0. 

8203090470 

90-213 

P 

CRUTCHFIELD, 0 

8203100208 

90-29 

P 

CRUTCHFIELD, 0 

8303100353 

90-199 

P 

CRUTCHFIELD. D 

B303050397 

90-29 

P 

CRUTCHFIELD, 0 

83030 5036 6 

90-313 

P 

CRUTCHFIELD, 0 

8303100180 

90-244 

P 

CRUTCHFIELD, 0 

8303160091 

90-237 

P 


accession 

AUTHOR MWISeR 

CRUTCHFIELD. 0 8203000044 3^4Ci» 

CHUTCWIEUD. 0 8203000083 »0“l>a 

CRUTCHFIELD. D B2O3I0O429 SO - 244 

CRUTCHFIELD. 0 8203190307 50-2** 

CRUTCHFIELD. D 8203030343 SO“9L« ^ 

CRUTCHFIELD. D B203030434 50- 2A* , 

CRUTCHFIELD. D 0203080001 SO-^jj ^ 

CRUTCHFIELD, n 8203000008 50-2|, ^ 

CRUTCHFIELD.D. 8203100330 SO-lJs 

CRUTCHFIELD. 0. 8203080104 S0-14S , 

CRUTCHFIELD.D 8203080328 30~2|j , 

CRUTCHFIELD.D 8203000347 30-2|« ^ 

CRUTCHFIELD.D 8203080364 SO-3» , 

CRUTCHFIELD.D 8203080441 30-409 * 

CRUTCHFIELD.D 8203120233 30-219 * 

CRUTCHFIELD.D 8303120248 30-133 » 

CRUTCHFIELD.D 8203120239 50-219 , 

CRUTCHFIELD.D 8203130297 SO-2SS • 

CRUTCHFIELD.D 8203120311 30-29 , 

CRUTCHFIELD.D 8303120310 30-909 , 

CRUTCHFIELD.D 8303120320 iO-XH, | 

CRUTCHFIELD.D 8203120324 30-909 • 

CRUTCHFIELD.D 8203170304 30-213 , 

CRUTCHFIELD.D 8203170344 30-213 » 

CRUTCHFIELD.D 8203170344 30-133 9 

CRUTCHFIELD.D. 8203130194 50-909 9 

CnUTCWlCLO.O 6203130204 90-213 • 

CRUTCHFIELD.D B2O3I2032S S0-23S « 

CRUTCHFIELD.D 8203120242 30-204 A 

CRUTCHFIELD.D. B2031302S1 90-109 A 

CRUTCHFIELD.D 0303130287 50-29 a 

CRUTCHFIELD.D. 83031303909 30-29 A 

CRUTCHFIELD.D 83031302939 50-29 A 

CRUTCHFIELD.D. 8203170392 SC-319 A 

CRUTCHFIELD.D 8303170500 30-399 A 

CRUTCHFIELD.D. 8303140421 50-29 A 

CRUTCHFIELD.D 8303140540 50-213 A 

CRUTCHFIELD.D 8203170193 30-294 A 

CRUTCHFIELD. O, 8303170338 50-409 A 

CRUTCHFIELD. D 8303170354 50-109 A 

CRUTCHFIELD.D 8303170410 30-394 A 

CRUTCHFIELD.D 8203170545 50-219 • 

CRUTCHFIELD.D 8303330055 50-10 A 

CRUTCHFIELD.D 8303170441 50-409 R 

CRUTCIFICLD.D 8303170444 50-219 P 

CRUTCHFIELD.D 03031/0474 50-155 P 

CRUTCHFIELD. D. 8303170374 SO-3D4 • 

CRUTCHFIELD.D 8303170405 50—109 P 

CRUTCHFIELD.D. 83031704099 50—109 P 

CRUTCHFIELD.D 83031704159 50-409 

CRUTCHFIELD.D 8303170584 50-233 

CRUTCHFIELD.D. 83031703919 50-353 

CRUTCHFIELD.D. 83031705999 50-339 

CRUTCHFIELD.D 8303320144 30-206 

CRUTCHFIELD.D 8303310044 50-206 

CRUTCHFIELD.D 8303230300 50-219 

CRUTCHFIELD.D. 8303340350 50-306 

CRUTCHFIELD.D. 8303340344 50-313 

CRUTCHFIELD. B. 8303330143 50-294 

CRUTCIff^lELD. D 8303330144 50-313 

CRUTCHFIELD.D. 8303330158 50-313 

CRUTCHFIELD.D. 8303330141 50-155 

CRUTCHFIELD.D. 8303330395 50-409 

CRUTCHFIELD. D 8803350448 50-243 

CRUTCHFIELD.D. 8303330354 50-159 

CRUTCIFIELD.D. 8303330543 50-994 

CRUTCHFIELD. 0. 8303330498 50-344 

CRUTCHFIELD. D. 8303350347 50-159 

CRUTCHFIELD.D. 8303350384 50-319 

CRUTCHF lELD. D. 83033503909 50-319 

CRUTCHFIELD.D. 83033503939 50-919 

CRUTCHFIELD. 0. 8303350403 50-409 

CRUTCHFIELD.D. 8303350482 50-91* 

CRUTCHF ILED.D. 8303340051 50-919 

CRUTCHFIELD.D. 8303290304 50-319 

CRUTCHFIELD.D. 8303300124 50-*0* I 

CRUTCHFIELD.D. 8803300130 50-99 , 

CRUTCHFIELD.D. 8303300132 50-96* , 

CRUTCHFIELD.D. BS<»310342 50-913 

CUNNINMMH. R. 83003103599 FOI* 

CUNNINOHAM. S. a 81091801489 FQlA 

CUNNINONAH. 0. E 8303090384 70 - 7*4 

CUNNINONAH. 0. E. 8303000030 70- ^*?. 

CUNNINOHAN, 0. E. 8303010491 

CUNNINONAH. Q. E. 8303090814 71"*®*^ 


A</TMCW 

ACCESSION 

NUmiED 

SUBJECT 

CATEOOHY 

AUTHO.9 

ACCESSION 

MUPBER 

SUBvEC I 

CATEOORV 

AUrMO.7 

accession 

number 

SUOUEC 

CATEOU 

CUWIM9HAM.A L 

03030S0330* 

70-834 


OALE.L F. 

□303330303 

50-416 

E 

DAVIS. T 

B?05()20174* 

FOIA 

£W«1N0HAK, A t. 

8^030006020 

30-359 

0 

OALE.L F. 

0303360140 

90-416 

e 

DAVIS. T 

e2O3020090> 

FOTA 

COWIMWWt. O E 

02032301/0 

70-734 


OALE.L F. 

0203390334 

90-416 

A 

DAVIS. J 0 

8203120406 

MtSC 

tUMJtMCHAM, O H 

030:1340334 

Nine 


dale. L F. 

B2O3300197 

90-416 

A 

DAVIS. V LI 

6205090230 

90-461 

cwmtMwMi. 0 e 

S2032U0l<?fl 

30-10 

H 

OAlEGANORO. 0. C 

□305530410* 

30-372 

P 

DAVIS. F If 

B303DIOI74 

90-266 

CimttMWMi.O E 

8303390343 

30-70 

R 

DALTRCFF.O L. 

□305050504* 

50-377 

Q 

OAVlO. H 

0203250361 

PR 

cumiwo^wi'O E 

830:1390331 

50-103 

R 

oalirdff. a l. 

8305390164 

90-3/7 

P 

DAVIS. V M. 

0203020304 

90-tS4 

0 E 

8203390309 

30-73 

n 

OALIROFF.8 L. 

8303300195 

90-377 

P 

OAVIS. U H. 

8203U20.T36 

90-957 

CIMNIHWWI’ 0 H 

03030502.31 

30-307 

0 

DALY. J L 

S2OJ390394 

necoD 


0AVI8. N 0 

0303190002 

NUREC 

cmmimwmm.a l 

830.33304/1* 

50-369 

0 

dance. II c. 

83051 7057S 

90-280 

6 

OAVIS. N S 

0203190306 

NUREO 

CUWIMOHAH. R 

8303390477 

ME 000 


DANCE- H C 

8305170404 

90-331 

8 

DAVIS. D U 

0303040161 

NUREO 

CUt«INO<MH. 0 E 

8303390 lUO 

30-10 

i 

CANCE.H C 

0303170340* 

30-335 

U 

DAVIS. F *. 

0203190345 

90-366 

(UWI«MHV<>0 h 

8303310143 

30-33/ 

0 

dance. H C 

8303 170520* 

90-338 

0 

DAVIS. R 

0203100460 

90-397 

CUWAM. J N. 

8303330450 

50-306 

R 

dance. H C 

830525031 7* 

30-390 

0 

DAVIS. F X 

D303I 70390 

90-266 

CURRMt*^ M 

0303350453 

30-306 

R 

dance. II c 

8305020612* 

50-390 

0 

DAVID. F X. 

8303240160 

90-266 

CURRAM. M 

8303330399 

30-306 

H 

DANDOin. 0 B 

8305170133* 

FOIA 


DAVIS, J 0 

8303310580* 

MA8TE t1 

CORRAM. J « 

0303330393 

50-306 

n 

DANOOtO. I> B 

8303170124* 

FOIA 


OAVIS, F X 

8203390409 

50-266 

CI/RJUM. J M 

0203350399 

50-306 

n 

OANOOI9. D 0 

0303170112* 

FOIA 


OAVIS, V M 

□303310541 

90-440 

CUUtAM. D 

8203010317 

50-450 

H 

OANOOia. D fi 

8303170104* 

FOIA 


DAUSON. K L 

8301150090* 

30-344 

CURRAM. J M 

0303330336 

50-361 

8 

OANOota. 0 0 

8203170034* 

FOIA 


OAWSCN. 0 M 

0305350164 

70-1300 

CURTIS. C H 

030.3340364* 

50-331 

R 

OANOOia. D 0 

8303170030* 

roiA 


DE AOA7IO, A 

8305030124 

50-346 

CIRIIIS.N M 

8303160070 

70-39:1/ 


dancoio. d n 

8303170043* 

FOIA 


DEACON. N H 

0305010197 

50-293 

CURT IS. N W 

0303390431 

PR 


DANOOIG. d b. 

83031 7003R* 

FOIA 


DEACON. W H. 

6205020633 

90-293 

CMna.N H 

0303330.30 5 « 

30-307 

0 

OANOOIG. 0 D 

8303170037* 

FOIA 


DEACON. M 

8205130530 

90-293 

CURTIS. N N 

0303010009 

30-307 

A 

OANDOIO. D 0 

83031 70051* 

FOIA 


deacon. U H. 

B303190275 

30-293 

CMTia. N U 

0303030066 

30-307 

£ 

DANOOia. 0 D. 

0305170019* 

FOIA 


deacon. W M 

0303230430 

90-393 

CMTia.M W 

0303090416 

30-.T07 

A 

DANCOIO. 0 S 

0205170016* 

FOIA 


deacon. N II. 

3303250453* 

90-293 
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8203020999* 

90-413 

0 

HlfleCH. 0 

8303190331 

90-142 

8203180076 

70-1703 


herdt. a r 

0203020303* 

90-321 

0 

HIRBCH. D 0 

8203170909 

90-142 

8203180201 

90-320 

P 

mEROT. a r 

0203020393* 

90-321 

0 

HtRSCH, 0 

8303250906 

90-142 

0203350255 

50-195 

R 

herot. a r 

8203170319* 

30-393 

0 

HIRBCH, 0 

8203310402 

90-142 

820329026 7 

50-139 

H 

llERDT. A R 

8203230162* 

90-416 

0 

HIR8CH. 0 

8203310486* 

90-142 

0203290274 

50-135 

R 

HEROT. A R 

0203230144* 

90-261 

0 

HITTLE, L 0 

8203290326* 

90-344 

0203250200 

90-193 

R 

HEROT. A R 

8203290319* 

30-269 

8 

HJELMFELT. D C 

9203190330 

90-343 

8203290200 

90-133 

R 

IVEROT. A R 

8203290914* 

90-339 

a 

HJELMFELT, D C 

8203190334* 

90-340 

02003902 40 

30-155 

n 

herdt. a R 

8203290003* 

50-269 

0 

MJELMFELT, 0 C 

8203190330 

50-349 

8203250304 

90-133 

B 

HEROT. A R 

8203170641 

90-270 

8 

HJELMFELT- 0 C 

8203190334* 

90-340 

8303300909 

50-133 

R 

HCRMAHH. R 0 

0203100191* 

30-206 

P 

HO, J E 

8203390339 

REOCO 

8303390372 

90-133 

R 

HCRNANOEI. 0 

8203030986* 

30-328 

a 

HOAOLEY, 8 

820301007* 

XPORTLIC 

8203290363 

90-133 

R 

HERNAN.R U 

8203100439 

30-329 

E 

HOAOLEV, 8 D 

8203010420 

XPORRlf 

B2032503TO 

90-153 

R 

HEHNAN.R U 

8303000004 

50-329 

F 

HOBBS. B F 

8203010390 

HU^EO 

0203290024 

40-0647 


hERNAN. R W 

8303000009 

90-329 

A 

HQCH, J fl 

8203020310* 

90-219 

82032904 32 

REOOD 


HERNAN. R H 

8203220441 

90-329 

A 

HOCH. J D 

8303170330* 

10-219 

82031B0197* 

FOIA 


HERNAN. fl u 

8203230449 

90-329 

a 

HOCHRElTEfl.L E 

8303040069 

NUREO 

8203240024* 

CONTRACT 


HERRINO K 8 

8203090089* 

90-279 

p 

HOEFLINO, R K 

8203190407* 

70-2001 

820302007 9 

XPORTLIC 


HERR mo. K 0 

8203090078* 

50-279 

p 

HOENEB, 0 fl 

0203090393* 

FOIA 

8203290922 

NUREO 


HERRINO.K 8 

8203040314* 

30-209 

p 

HOFBERO, 0 

8203390396 

PH 

8203020692* 

(IA999 


HERAINO.K S 

8203240039* 

30-279 

p 

HOFOEflO, E 8 

8303290476 

PR 

8203010194* 

90-341 

T 

hehsch. m h 

8203020021 

XPORTLIC 


MOFFEfl.P 8 

8203390410 

AE09D 

82032404 1 1 » 

27-39 


MERSCH, (1 M 

8203020024 

XPORTLIC 


HOFFMAN. O P 

8303030439* 

90-259 

820309021 5 

NUREO 


ICRBCH. « « 

02O3Q4Q979 

XPORTLIC 


HOFFMAN. F.Q 

8203010049 

RES 

0203090310 

NUREO 


HERSCH. M H 

8203090393 

XPORTLIC 


HOFFMAN. F 0 

8203310003 

RES 

8203100329* 

90-315 

0 

HEHSCH. M M 

B303090629 

XPORTLIC 


HOOAN. 8 M 

8203340432 

90-341 

8203230720* 

30-454 

0 

HERUIO, U M 

8203160007* 

TOPREP 


HOLDER. 0 

8203080419* 

90-246 

0203100323 

90-299 

8 

HIATT. 8 L 

8303290474 

PRM 


HOLDER,© 

8203080488* 

90-354 

S203I90339 

30-316 

a 

HIATT, 8 L 

8203290478 

PRM 


HOLDER. 0 

8203080906* 

90-2*3 

8203290477 

REOCO 


HIATT. 8 L 

8203290416 

PH 


holder, 0 

8303080930* 

90-254 

S203I2014 1 

90-334 

F 

hkrev, a E. 

8203040244* 

FOIA 


HOLDER. 0 

8203000420* 

90-276 

8203030342 

Mt8C 


mickey, c n. 

8203120004 

90-266 

p 

HOLDER. 0 

B2030B0487* 

90-260 

8203110307 

90-220 

0 

HICKMAN 

8203100359* 

FOIA 


HOLDER. 0 

8203080443* 

90-25V 

8203030119 

90-213 

0 

HICKMAN, J U 

8203180429* 

FOIA 


holder. 0 

8303080329* 

90-260 

8203160096 

90-278 

0 

HICKMAN. J U 

82031701 16* 

FOIA 


holder. 0 

8303080376* 

90-25V 

8203020494 

90-29 

F 

HICKMAN. J U 

8203170099* 

FOIA 


holder. 0 

8203080499* 

90-260 

8203030319 

90-299 

e 

HICKMAN, J N 

8203170072* 

FOIA 


HOLDER. 0 

8303180279* 

90-260 

8203030464 

90-213 

0 

HICKMAN, J U 

8203 170069* 

FOIA 


HOLDER, 0 

8203330637* 

90-259 

8203030440 

90-3 

Q 

IIICKMAN, J M 

8203170092* 

FOIA 


HOLLAN. V 

8303340397 

90-34J 

8203090344 

90-286 

0 

HICKMAN. J U 

8203170026* 

FOIA 


HOLLY, J, T 

8303100368* 

90-309 

0203160322 

90-309 

0 

HICKMAN. J N 

8203220934* 

90-299 

p 

HOL80N, B B 

8303170342 

60-362 

820310021 4 

90-299 

8 

HICKMAN, 0 L 

8203010203 

90-416 

c 

HOLT- J 

8203030291 

90-247 

82031 10293 

90-3 

0 

HJCK8. L.H 

8203190227 

30-361 

H 

HOLT, J 

8303290316 

90-247 

8203180206 

90-209 

0 

HIE3TAN0.0. S 

8203040379* 

90-201 

0 

HOLT, J. 

6203390389 

90-24 7 

0203330366* 

90-454 

0 

MIEBTANO.O. & 

8203040379* 

30-201 

0 

HOLTTSCHER.D L 

8203160336 

90-440 

8203160409 

90-334 

p 

HieSTANO.O. S 

8203030239 

30-201 

0 

HOLTISCHER, 0 L 

8203160336 

90-440 

8203160459 

90-412 

A 

HIESTAND, 0. S 

8203030239 

90-201 

0 

HOLTMER.M M. 

8203360274* 

90-346 

8203310333 

30-3 

0 

MIESTANO. 0. 8 

8203230096 

90-409 

0 

H0L7MER, M 

8203330696* 

90-461 

0203170273 

90-3 

0 

HIESTANO.O. S 

8203230096 

30-409 

0 

HOLZMAN. P. M. 

8303240363 

Mt8C 

8203170406 

90-3 

0 

HlLL.D. 

8203110429* 

CONTRACT 


HOMAN. F J 

8203100604 

Rca 

8203310361 

90-3 

0 

HILL.O. 

8203110429* 

contract 


HON, A L H. 

0203030038* 

FOIA 

8203290393 

90-309 

0 

HILL. U N 

8203160509* 

90-272 

0 

HOOD. 0.8 

8303040338 

90-321 

8203290934 

90-3 

0 

HILL.O. 

8203100460 

30-397 

H 

KOOO. D. 8 

8203040349 

90-321 

8203090483* 

fOIA 


HILLMAN. R. E. 

8203230928* 

90-219 

R 

HOOD, E E 

8303290188* 

90-18 

0203110376 

UASJE HOT 

HILNEB, H. n. 

0203050361 

50-329 

0 

HOOD. 0. 

8203110386 

50-321 

8203300099 

8tat< ProQ 

HILTS. 8. U 

8203290433 

REOOD 


HOOD, 0. a 

8203230981 

90-321 

8203290009 

HASTE MOT 

H INE BAUCH. N 

8203290269* 

30-139 

fl 

HOOD. D 

8303340147 

90-321 

0203290329 

AEOGO 


HI ME BAUCH. N. 

8203230269* 

90-159 

R 

HOOD. 0. 8 

8303340496 

90-321 

6203030287 

OflO 


HIND, J. A 

8203030161 

90-266 

Q 

HOOD. 0 

8303360026 

90-321 

8203110214* 

90-29 

0 

hind. J. A 

8203100175 

90-409 

0 

HOQD.O S 

8203310194 

90-321 

8203310414* 

90-29 

0 

HIND. J. A 

8203110244 

27-39 


HOPKINS, J 8. 

8203090300 

90-482 



ACCESSION 

SUBJECT 

AUTHOR 

number 

CATECOIIV 


AllTHQR 


ACCESS tCN SUSPECT 

NUMaEB CATECORV 


»>OPi<IB3. J e 
HCPKINB. J 0 
HBPHINS. J 0 
KCRIH. M A 
HCaiN. U A 


B303I00IIQ 

8303100060 

0303300330 

630301010'» 

83030101 


90-403 A 
90-403 A 
90-483 A 
90-443 0 
90-443 O 


HJNMfCUTr. D. H 
HwNSTAO.A A 
Mv^^erAO. A A 
HwNSTAO.A a. 
Hwtir. M 6 


0303360194* 

8203030399* 

8203030443* 

8203330900* 

8203590441 


90-458 0 

90-302 9 

90-306 6 

90-203 8 

PR 


hCRIH.U A 
MORIM- W A 
HC41M. H A 
KC41M- W A 
HCRIW. W A 


8303040377 
030.104027 7 
0203120371 
0203120371 
8203170389 


90-449 0 
90-449 0 
90-449 0 
90-443 0 
90-443 0 


H'JNT. J. 
MUNIER.D ft 

hl;nter.r 8 

MJNlEft.O R 
HUNTER. U S 


8203130000 

6203190201* 

8203230996* 

8203160323* 

8203050410 


50-532 C 
90-34 4 0 
50-319 Q 
90-346 0 

90-319 F 


HCftIH. M A 
MOSm, U A 
1104 IM. W A 
HC4IM. W A 
HC4I8. W A 


0203170277 

90-443 

0 

HUNTER. R 

0 

8203040327 

30-319 

8203170277 

90-443 

0 

f-UNTEfl. D 

n 

8203310920* 

30-350 

8203170200 

90-443 

0 

I.UNTEft.R 

0 

8203180226 

90-31 S 

8203170208 

90-443 

0 

f-UNTER. R 

B 

8203330470 

90-319 

0203220303 

90-449 

0 

t.Uf.TEft. R 

8 

8203290300 

90-319 


KORIN.U A 
M04IM. M A 
KORIN. H A 
KORNOft. J K 
KCftftOft. J K 


0203220309 

0203390612 

0203290612 

0203160142* 

0203390149* 


50-445 0 
90-449 0 
90-443 O 
30-206 0 
90-361 0 


MUPPERT. H U 

8203020637* 

0A999 

HUTCHINSON. J M 

8203290090 

NUftEO 

HUTTON. P H 

8203300302 

RES 

HVDER. J e 

8203090284 

90-62 

HVOl. N 

8203290413 

RE003 


H04IDH. 0 L 
KOAIQN. K A 
HCSElf. C M 
HOSeV. C M, 
HOSer. C M 


0303100111 40-299 

8203300306 NUftEO 
8303170974 90-334 

8203000949* 70-143 

030303091 9* 90-337 


B 


0 


IClIlKAUA. V. 
ICHIKAWA. Y 
rCItIKAUA. Y. 
ICHIKAWA- V 
I manor 1. A 


8203030300 XPORTLIC 
8203030309* XPORIEIC 
8 2030303 10 XPORILIC 
8203030313* XPQHFtlC 
8203390417* REOOO 


HCK;nANl.H M 
HOIMIHAM. P L 
HOV8TON. M, 0 
H0L-3T0N. L. D 
HOtlARO. J E 


8203290339 

8203310939 

6203090063 

0303100047 

8203030319 


REOOD 
90-930 0 

90-416 A 
90-416 A 
90-393 P 


IMAMORI . A 
IMBftO. 0 
INMAN, A P 
tPPOLtrO. T A 
I RFC AND. D 


8203290413 

8203020196* 

8203100391 

030334012? 

8203010033* 


REOOD 

FOIA 

50-329 T 
80-324 P 
FOIA 


HOriARO. J E 

8203030906 

90-293 

0 

HORARO. ft . C 

8203040069 

NUREO 


horaro. j E 

8303040370 

90-293 

p 

HORAIIO. J E 

8203230699 

90-293 

p 

ItOME.P. M 

8203040131 

90-324 

p 


IRELAND. J H 
IHUIN.H ft 
inuiN.H f) 
inutM.H ft 
ISAACSON. L 


8303100197 

8203090394 

8303390043 

8303390049* 

0303300306 


90-359 J 
71-9796 
7 1 -9796 
71-9796 
NliREO 


HOrfE. P U 

0203090337 

90-261 

F 

HQrE.P W 

8203120167 

90-324 

f 

HORE.P IT 

0203230303 

90-324 

P 

HORE.P W 

0203290199 

90-261 

Q 

MORE. P W 

0203290139 

PR 


HCUE. P U. 

8203300101 

90-400 

A 

HCMILL. D £ 

9203100310 

90-341 

T 

fOJFLL. 0. E. 

0203100310 

90-341 

T 

HOtTELL. B. H 

0203290349* 

PR 


HOULAND. 

0203290437 

REOOD 



I BLEY, T 

0203170119* 

90-346 

0 

JA0DC1UR. K 

8203180494 

90-413 

r 

JAOLOS'SK t . ft 

8203220009* 

90-302 

Q 

JACK. H A 

0203030239 

90-201 

0 

JACK. H A 

8203030296 

90-201 

C 

JACK. H A 

8203190260 

90-201 

0 

JACKIH. 1. N 

8203240294* 

30-483 

a 

JACKIU. 1 N 

8203190269* 

80-373 

a 

JACKIN. 1 N 

8203310202* 

30-235 

0 

JACKIU, I N 

8203310296* 

90-303 

0 


HOYLE, J C, 
M0V^E. A. 
hoyle, a 
HOYf. H F. 
HSIEH. T.8. 


0303040639* 

0203090702 

0203090071 

8303170207 

0303090401 


90-933 A 
CONTRACT 
CONTRACT 
90-443 0 

RES 


JACKSON, e W. 
JACKSON. E M. 
JACKQON. e U, 
JACKSON. C H. 
JACKSON. P 0 


0203340189 

0303340370 

0203340410 

0203340338 

0203020069 


50-371 R 
90-271 R 
50-371 R 
90-271 R 
WASTE MOT 


HBU. C. J. 
IMANO. 0. 
HUANO. T. 
HOANO. T.L. 
lllfANO. T. 


0203020323* 

30-269 

P 

JACKSON. C 

D 

6203090102 

71-9194 


0303180336* 

90-416 

A 

JACKSON. 0 


0203090310* 

71-6771 


0203020309* 

FOIA 


JACKSON. e 

U 

8203240363 

80-271 

n 

6203020298* 

FOIA 


JACKSON. 0 


0203110036* 

71-9188 


0203020207* 

FOIA 


JACKSON, e 

U 

0203030376 

90-271 

p 


HUBBAftO.N. B. 

8203290342 

30-937 

0 

IMBBLE. U. H 

0203080173 

90-330 

A 

HUCHIOH. ft. L 

8203100113* 

90-293 

P 

HUCtK. 0. A. 

MuETen.t. J 

8203160391* 

8203160392* 

TOPREP 

90-283 

0 

Hi.iEr£S.L. 

8203190339 

90-316 

0 

KKILL.H. D 

0109010266 

90-209 

P 

HWILL.H 0 

820329021 I* 

30-289 

0 

FMkILL.H 0 

020303091 8 

90-289 

s 

HLKtLLiH 0 

8203090201 

90-289 

B 

HUkILL.H D 

0203230273* 

30-289 

Q 

HUKILL.H D 

8203020703 

90-289 

P 

MIKILL.H 0. 

6203030240 

90-209 

P 

HUHILL.K 0 

6203030294* 

90-209 

P 

ftUKlLL.H 0 

8203090937 

90-289 

ft 

HUHtLL, H 8 

0203110191 

90-289 

P 

IIL'KILL. H D 

8203230602 

30-209 

F 

HUKILL.H D 

0203230640 

90-209 

F 

HUXILL, H 0 

0203170916 

90-309 

F 

lAMIlL.H D 

820329023S 

90-209 

ft 

lAMILLiH D 

0203220394 

90-309 

R 

HUKILL.H 0 

8203230666 

90-209 

P 

HVKILLiH D 

8203260218 

30-289 

P 

HUKILL.H D 

0203300139 

90-209 

P 

KlWHfiEY. J. A 

8203240249* 

30-397 

0 

HUNOETT, B 
HUhNtCVTT, D M. 

6203190304* 

0203160310* 

CONTRACT 

90-313 

0 

tK/Mficorr, D. M. 

0303330700* 

90-313 

0 

WWHCUTT. 0 M. 

0803330338* 

90-283 

0 

HUNNICUTT, D M. 

8303330632* 

30-313 

Q 


JACKSON. E U 

8303390043* 

90-271 

F 

JACKSON. E W 

9203110130 

00-271 

R 

JACKSON. 0 

8203170023* 

71-9079 


JACKSON. E U 

8303100310 

90-271 

0 

JACKSON. C U 

8203230963 

90-247 

S 

JACKSON. 0 

8203310090 

7 1 -4986 


JACKSON. C U 

8203230661 

90-247 

B 

JACKSON. E U 

8203300310 

90-271 

P 

JAC03B. A 

9303190220 

CONTRACT 


JACOBS. A 

8203130239 

CONTRACT 


JACOBS, A 

820302074 1 

CONTRACT 


JACOBS. A 

8203030003 

CONTRACT 


JACOBS. A 

8203190134 

CONTRACT 


JACQB8TCIN. J 0 

8203290492 

REoeo 


JACOBS. A 

8203220460 

CONTRACT 


JACOBS, A 

8203150338 

CONTRACT 


JACOOa. A 

8203220484 

CONTRACT 


JACOBS. A 

3203100224 

CONTRACT 


JACOBS. A 

8203190090 

CONTRACT 


JADUO, M 

0203160367* 

0A999 


JAFFE.O H 

8203030127 

90-317 

P 

JAFFE. D H- 

8203040329 

90-317 

P 

JAFFE. D H. 

8203310112 

90-317 

P 

JAHIEeoN. 8 It. 

0203160419 

90-482 

D 

JAMISON. J 0 

8203310106* 

70-0 


JAHRtSKA, 0 

8203090046 

XPORTLIC 


JANUSKA. A 0 

8303230400* 

90-266 

0 

JAPE. F. 

8303030379* 

90-416 

0 

JAPE, F 

8202030337* 

30-369 

0 

JAPE. F. 

8203170630* 

50-416 

0 


author 

JAPE. F 
JAPE. P 

JARTOESE. M a 
JARRELL. D S 
JARZVNKA. 8. 

JASANl. K M. 
JAUDOH, J P 
JENKINS. J J 
JENKINS. J J 
JENKIN6. a R 

..ENKtNB. 0 R 
JENKINS. Q. R. 
JENKINS. O ft 
JENKINS.O R 
JEUETT.F 0 

jchanben. j m 

JOHNSON. L 
.^OHNSON.L a 
..OHNSON. U P 
JOfiNSTON. W V 

»0HN50N. P 
JOHNSON. A H 
JOHNSON. C F. 
JOHNSON. U O 
JOHNSON. C C, 

JOHNBO.N. fl T 
JOHNSON, r L 
JOHNSEN. J 
JOHNSON. A H 
JOHNSON. C R 

JOHNSTON. 0 W 
JOHNSON. B 0 
JOHNSON. W 0 
JCNNSON. B 0 
JOHNSON. D 

JOHNSON. n 0 
JOHNSON. B 0. 
jCILNSON. 0 
JOHNSON. 0 0. 
oOHNSON. 0 0 

JOHNSON. 8 D 
JOHNSON. R 0 
JOHNSON. U P 
JOHNSON. T C 
JOHNSON. J J 

JOHNSON. P H 
JCHN60N.C n. 
JOHNSON. R F. 
JOHNSON. B 0 
JOHNSON. B D. 

JOHNSON. Q 0 
JOHNSON, 0 0. 
JOHNSON, a D. 
JONNODN. W P. 
JOHNSON. A H 

JOHNSON. C 
JOHNSON. 00 
JOHNSON. 0 £ 
JOHNSON, a 0 
JOHNSON. C E 

JOHNSON. B 0 
JOHNSON. 0. D 
JOHNS. 9 
JOHNSON. P. 
JOHNSTON. J A 

JOHNSON. 0. D 
JOHNSON, e. D 
JOHNSON. 0 D 
JONES. J. A. 
JONES. J. A. 

JO.NEB. J. A. 
JONES. J A. 
JONES. J. A. 
JONES. J A. 
JONES. J. A 

JONEB. J A 
JONEE. J. A 
j0N’E8. j a 
JONES. J. A 
JONES. J A 

JONES, D. U 
JONES. J A 
JONES. J A 
JONES. J. A 
JONES. J. A 


ACCESSION 

NUMBER 


03031 70301* 
0303290219* 
0203030490 
8203180436 
02031 B0404 

8203260220* 
0203230632* 
S2030IC0t 0* 
8303030001* 
0203080094* 

0203020236* 
820302071 4* 
0203020947* 
9203290346* 
8203100196 

8203080364 
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8303100335 

#0-409 

LINDER. F 

6303100399 

90-409 

LINOER.F 

0303080330 

90-409 

LINOER.F 

8303030239 

80-409 

LINOER.F. 

0303030448 

90-409 

LINOER.F 

8203000393 

50-409 

LINOER.F 

6203190080* 

30-409 

LINOER.F. 

8203090393 

90-409 

LINOER.F 

83031 10309 

90-409 

LlNOER. F 

6303090396 

90-409 

LINOER.F 

0303100317 

50-409 

LINOER.F. 

6303100364 

90-409 

LlNOER. F. 

6303100387 

30-409 

LINOER.F 

6203100393 

90-409 

LINOER.F 

630319014(1 

00-409 

LINOER.F 

0303190339 

90-409 

LINOER.F. 

8303160390 

90-409 

LINDER. F. 

8303160380 

90-409 

LINOER.F 

6303190329 

90-409 

LINDER, F 

6303330948 

90-409 

UNOEMAM, J F 

0303390477 

REOGO 

LINDER. F 

0303300122 

00-409 

line. B R 

D203390306 

REOOO 

LINEMAN..! J 

8303130036 

40-8793 

LINEMAN. J. J. 

6303010327 

40-6697 

lineman, j. j 

0303190102 

40-6664 

L INEHAN. U. J 

0303030117 

40-8693 

LINEMAN. J J 

0303030 13 1 
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40-8793 

LINEMAN. J. 
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4O-05O2 

LINEMAN. J U 
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40-0714 
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0303360018 
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90-333 
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30-249 
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40-6500 
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0303090006 
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LITTLE. M 

8303090306 
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6303010194* 

90-341 

LITTLE. M 

6303090946 
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LITTLE. H 

8303100143 

60-306 

LITTLE, L H 
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LITTLE. M 

6303S4047I 
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LITTLE, 0. V 

6303100399* 

80-360 

LJTTON.F. 

6203040071* 

90-336 
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6303310193* 

90-461 

LOBEL.R.M. 

6103360793* 

FOtA 

LOB EL. R 

8303040071* 

30-336 
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6303120143 

90-307 

LOCHBTET.U A. 

6303220146 

90-483 

LOCKE, R. F 

6303030261 

90-273 

LOEFFLER. T. 

83031 600 ??• 

90-498 

LOFTua, T. P 

BS03390090 

NUIEG 

LOO AN, L L. 

8303160279* 

0A999 

LOOAN.L L 

8303160373* 

0A999 

LOOIUDICE, J M 

6303330494* 

CONTRAC 9 

LONO.C 0. 

7909130377* 

00-330 

LONO.F J. 

6303030330 

90-331 

LOMO.F, J 

03000307 1 1 

90-393 

LONG, F. J. 

6303030299 

90-321 

LONO. F. J. 

8203030169 

30-393 

LONO. F, J. 

8303190398 

30-303 

LONO, F. J. 

8203030398 

30-321 

LONO, F J, 

8203190406 

30-393 

LONG, F. J. 

8303190417 

30-350 

LONO.F. J. 

8303020419 

90-269 

LONO. F J. 

8203170619 

30-393 

LONO.F J 

8303340348 

30-303 

LONG. J, T. 

8303030309* 

70-1143 

LONO, 0. T. 

8203040126* 

70- BCR 

LONO, J. T. 

8303290033* 

70-1 1 43 

LONO, F. U. 

6203170317 

30-393 

LONO. F. U. 

B203I 70397 

80-230 

LONO. F. J. 

6203170303 

30-302 
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NUMOER 
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Loso. r J 

8203170466 

50-369 

0 

Loso. r J 

0203170509 

SO -424 

0 

LOnO.F j 

82(53020319 

30-200 

0 

Lo-.o.r J 

0203080596 

30-321 

Q 

LOSO. F 

0203170412 

90-330 

0 

LOjW.F. j 

8203170400 

30-393 

U 

LOfJJ.F J 

82031/0300 

30-321 

0 

LOW*. J T 
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70-024 


L&Jj.F J 

0203230214 

50-399 

0 

LOMS.F J 

8203100312 

30-339 

0 

LONO.F J 
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90-340 

0 
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0203100376 

90-338 

Q 
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0203230306 

90-269 

0 
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8203230300 

90-333 

0 

lono.f j 

8203230070 
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0203170357 

90-230 

0 
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0203230439 

30-369 

0 

LCNO.F 

0203170414 

50-302 

U 
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0203190132 

30 339 

0 

L9N0.F J 

0203170343 

90-230 

0 

L3N0.F J 

0203290248 

30 321 

0 

LONO.J T 

0203300283* 

70-1100 


L3N0,f J 

8203230330 

90-309 

0 

L3N0EN£CKER. J 

8203020943 

30-337 

A 

L2NCERFCKER. J 

0203020304 

30-337 

A 

LONOENECKER, J 

020300048 1 

30-337 

0 

LO>10£NC<KFR, J 

8203040396 

90-937 

A 

LOMSEHtCKER. J 

0203170123 

90-337 

0 

LOifTOENECKER. J 

0203220332 

30-337 

C 

LONOENECKEH. J 

0203100320 

30-337 

n 

LONOENECHER. j 

8203230463 

30-337 

A 

lqmoenechcr, j 

0203310239 

30-337 

c 

LOMOENlCKeR. J 

8203300137 

50-937 

It 

LOhOENCCKER. J 

8203290261 

30-337 

a 

LOAOEnCCKER. J. 

0203300150 

30-937 

r 

LONNER. T. » 

8203330296 

30-490 

0 

LOTITO.E n 

8203330439 

90-317 

n 

LOTITO.C N 

020323046 1 • 

30-317 

ft 

LOfIS.A L 

8203100604 

HEO 


LOVENOALE.P C 

8203030306* 

90-249 

0 

LOVENOALE. P 

02031 10007 

90-301 

H 

LOVtNO.R. M 

0203100399 

50-302 

0 

LONE. A L 

0201230093* 

30-269 

1* 

LONE. A L. 

0203160036* 

30-329 

f 

LONMAN. t. 

0203390493 

REOOO 


LOWftlE.R.fl 

6203040399* 

30-9.37 

A 

LORRY. N E 

8203040161 

NUHEO 


LOttTO.e. J 

8203120247* 

90-201 

P 

LUCHI.R. J 

B303390901 

REOOD 


LUCO.J E. 

8303090334* 

30-206 

P 

LUOWICK. J 0 

0303190443 

NURCO 


LUDfttCK. 8 0 

8203190437 

MUREO 


LUJAN. M, 

8203390464 

PR 


LUMB.R F. 

8203340449* 

CONTRACT 


LUNO.L 0. 

0203170499* 

HEVlEU OftP 

LUI<C</ALL.A E 

0203020698 

30-317 

P 

LUMOVALL.A E 

0203120313 

30-317 

P 

lunovall.a E 

0203030079 

30-317 

P 

LUNOVALL.A E 

0203090370 

30-317 

R 

LUNOVALL.A E 

0203100316 

90-317 

P 

LUhOYALL.A E 

0203130099 

30-317 

P 

LUNOVALL.A e 

8203230021 

30-317 

0 

LUNOVALL.A E 

8203230709 

90-317 

0 

LUKR. C 

8203120003 

NUREO 


LUIKEHAU9. T C 

8203230933* 

30-302 

0 

L0IHEMAU9. T. C 

0303190361* 

30-302 

0 

LUTkEHAUS. r. C 

0303000047 

30-302 

8 

LOTKEHAU8. F. C 

8203000130 

30-302 

a 

LJTKEHAUS. r. C. 

0303000396 

30-302 

8 

LUIKEHAU8, T C 

0203000474 

30-302 

8 

^UIKEHAUQ.T C 

8203000402 

90-302 

0 

LUTKEMAUS. T C 

6303040166 

30-302 

B 

LVAAN. U 0. 

8303020200* 

FOIA 


LYAAN, U Of 

8303090099* 

FOIA 


LVON.U C. 

8303030346* 

FOIA 


LYON.J R 

8203080547 

PflOJ 


LY0N9, J L. 

0203360233* 

40-299 


LYONS. J 

8203040471 

TOPREP 


LYONS. J e. 

9203110012 

30-244 

P 

LYONS. J E. 

9203160469 

30-244 

B 

HYCARTKIR.N J 

8203040224* 

FOIA 


MAtMUKFT, T. C. 

8203080434* 

30-269 

0 

HAC ARTHUR. T . C 

8203030401* 

27-47 


HACDONALD.C E 

8203020043 

71-466 


KMDONALO.C- E 

8303020040* 

71-466 



ftCCFDBIC*. SJGJtCT 

''UTm 3H NUf-DEfl CAieOOHV 


MACDCMALft.C r. 0303010^66 7l-V09n 

iacogmalo. c e ejonoioA73» 71 - 909 a 

f'ACDONALt). C e 03030300’0 7 1-9U93 

t'ACOONALO.C F B2O301O479 7I-9J40 

t'ACOOUOALl.. ft 0 03031 SOI 20 WASTE HOT 

MACDCNAi_I>. C a 02031S0364 71-9070 

MACOCNALO. C F 0203I3036S 71-5450 

>1ACI>CNA'^0, C 820313035* 71 -6560 

MAC03MA; [>, C fc B3031 70059 71-9154 

MACOCNA'.O. C C O2OJ17O062* 71- 9154 

MACCO6.AI.0. C C B2OJ330046 71-907? 

f*ACf>nMALO. r. £ 8203230950 7 1-564 1 

fACCONAiO.C t 0203230960» 71-564 1 

MACCONALO.C t 0203330966 71-9103 

MACrONALD.C r B2O3230967* 71-9103 

MACDONALD. C t 0203230971 71-9079 

MACDONALD. C E 0303330039 71-6601 

MACDONALD. CE B2032307A3 7 1-9090 

MACDONALD. C E 0203230743 71-6*01 

MACDDNA-.O. C E 0203330746 71-5005 

MACDONALD. C E 02O339COI3 71-6771 

MACDONALD. C E 0303390009 71-5492 

MACDONALD. C E e203390092« 7 1-5492 

MACOOMALD.C t 020 3290 0<90 71-5607 

MACDONALD. C E 820 3290 1 00» 71-5607 

MACDO.NaLD.C E 0203300314 71-5796 

MACCflEOQfl. I 0 03030904 56» FOIA 

MACHOM. R D 0203230720 30-293 8 

MACMON. ft 0 0303190416 30-293 R 

MaCMON. ft 0 03O3O:iO54l 50-293 3 

HAClirM, ft D 0203030295 30-293 P 

MACHOM. ft D 0203160274 30-293 0 

MACIXiN.H 0 0303160332 30-290 ft 

MACHOM. n D 8203330609 30-293 S 

MACKEMTIC 0203190004 NUftEO 

MA0I8CN.A. 0203110124* 30-409 O 

MAOniO. DO 0203290393 PO 

MADSCM. 0 L 0203160230 30-267 0 

MADEEM. 0 E 0203190361 30-140 O 

MAOfc'EN. 0 L 0203190370* 30-140 0 

MAOCEN.O L 13203 1 60365 30-290 0 

MAOSEM-O L 0203160213 30-313 0 

flAOOEN.O L 0203160214* 30-313 O 

MAOBEN.O L 0203160327 30-267 P 

MAOEEN.O L 0203230603 30-313 0 

MAOOCN.O L 0303230691* 30-313 0 

MADSEN. 0 L 0203230905 30-430 O 

MAOOEN.O L 0203230909* 30-43(1 O 

MADSEN. 0 L 0203230323 30-205 0 

MADSEN. 0 L 0203230105 30-443 0 

MADSEN. 0 L 0203260191 30-450 0 

MADSEN. 0 L 8203260192* 30-450 0 

MADSEN. 0 I 0203220330 30-267 0 

MAOSEN.O L 0203220343 30-267 0 

MA06EN.0 L 8203220380 30-498 8 

MAOaEN.O L 0203230603 80-298 0 

MAOaEN.O L 0203230645 30-302 0 

MAOSEN.E F 8203030330* 00-341 T 

MAONuaCN. L 0203050031 XPOftTLIC 

MAIEH. JE 0203020613 50-244 & 

MAtER.O e 8303110140* 90-244 0 

MAIEft.O e 820311014 4* 50-244 (1 

MAIER. J E 8203030231 30-244 0 

MAIEH. J E 820302070 1 30-244 0 

HAlER.j E 0203100274 30-244 P 

KAIER. JE 8203160443 30-244 8 

MAIER. JE 0203130075 90-244 P 

MAIER. JE 8203160422 90-244 P 

MAIER. J E 82032.30240 90-244 H 

MAIER. JE. 0203160440 90-244 P 

MAIEH, J E 0203240973* 30-244 F 

MAIER, JE 0203250202 90-244 0 

MAIER. J E 0203250991 90-244 P 

MALETOKOO, CJ 0203290434 PBM 

MALLAY. J F B203020100* FQIA 

MALMROS. M H 8203160377* 30-344 0 

MALOOY. C M 8203240967 70-1297 

MAlSO. R M 0203040224* FOIA 

MANFREOI.O L 0203290209 RE03D 

MANflY. H 0203040308* 30-321 F 

MANRY, H. Q2O3240392 30-321 ft 

MANRY. H B2O3240377 30-321 R 

MANRY, M 0203240339 30-321 H 

MANRY, M 8803080299 30-366 9 

MANRY. M 8203000977 30-366 0 


author 

ACCESSION 

NUMBER 

8UB JEC 1 
CATEOCf 

hanrv, M 

B203000940 

50-366 

MANRY. rt 

8203080590 

90-321 

MANRV, r1 

02030803/1 

90-366 

MASHV. M 

8203080901 

90-366 

MANRY. M 

8203020926 

90-321 

-lAN-l Y. M 

□203350330* 

30-321 

manSY. M 

8203160233 

30-321 

l-ANftV. M 

8203160399 

30-366 

MANRY. M 

8203230346 

30-321 

MANSER. M C. 

0203000918* 

70-143 

MANSER. N C 

0203160070 

70-143 

MANSFH.ll C 

9203100304* 

70-143 

MAnGCR. W C 

8203290320* 

70-143 

MANBER. W C 

0203190373* 

70-143 

MaNTELL, a n 

6203290904 

NUREO 

HAnTE. E L 

8203040064 

30-336 

Marc Hal. j 

B 203020303 

XPOHTLIC 

marchal.. j 

8203010477 

KPDRTLIC 

MAHCHAL. j 

8203020006 

xPOHTLlC 

MARCHAL. j 

8203010466 

XPOHTLIC 

/•archal. j 

8203050549 

XPORTL tC 

MARCHAL. j 

8203120382 

XPCRTLIC 

FARCHAL. J 

8203120386 

XPOHTLIC 

FARCIIAU. j 

0203180009 

XPOHTLTC 

FAfiCorr. 0 p 

8203090479* 

FOIA 

MAHniQ. 0 0 

82031 70422* 

50-302 

MARDIS. D 0 

0203290933* 

90-302 

MAHDIS. 0 0 

8203000073* 

90-302 

MAftOlS. 0 0 

0203350916* 

30-302 

Faro 18. 0 0 

8203 1 9026 1 • 

90-302 

MARDI8. D 0 

8203000047 

50-302 

MAROJB. 0 0 

8203000130 

90-302 

hard IB. 0 <3 

0203000996 

50-302 

HARniO. 0 0 

8203000474 

30-302 

.‘•AROtB. 0 0 

0203000482 

30-302 

MAHDIB. 0 0 

0203050607 

90-302 

MARDIB. 0 0. 

0203040009 

90-302 

MAHDIS. 0 0 

0203040139 

30-302 

MAHOIS. 0 0 

8203040166 

30-302 

MARDIB. 0 0 

B203040319 

30-302 

MARDIB. D 0. 

0203170322 

90-302 

MAROia. 0 0 

8203160192 

50-302 

."AftOIG. 0 0 

8203170603 

30-302 

MAROIS. 0 0 

0203160239 

30-302 

."AROtfi. D 0 

0203170110 

90-302 

MARDIB. 0 0 

0203230367 

90-302 

MAROtS. 0 0 

6203390130* 

30-302 

MAROte. D 0 

6203330323 

90-302 

MAROIS. 0 0 

0203290483 

REOOO 

MARTAGH. D 

6203390329 

REOOO 

MARAEY.E j 

6203230131 

PHM 

.‘^ARNT. 0 

6303040438* 

30-271 

MARAT. D I 

6203130214* 

90-271 

MARAT. 0 

8303390039* 

30-271 

MARAT. 0 t 

6203340386* 

30-29 

MAR DM. R J 

0303080233* 

90-324 

MARBMALL.J R 

6203160339* 

30-313 

MASeHALl.-J R 

8203010201 

30-360 

MAH small. J R 

8303190420 

90-313 

MAHBMALL. j R 

8303010036 

30-360 

MARSHALL. J R 

0303020698 

30-360 

MAH e MALL. J R 

8303010120 

30-313 

MAROHALL.J R 

0303020496 

90-360 

marshall, j R 

0303030482 

30-313 

MARSHALL. J n 

8203020900 

30-360 

MAneMALL. J H 

8303040010 

30-313 

MARSHALL. J n 

8303040409 

30-313 

MARSHALL. J R 

8203230338* 

30-313 

marshall, j R. 

8203030309 

30-313 

MARgHALL.W H 

0203100134 

90-329 

MARSHALL. J R 

0203390991 

PR 

MARSHALL. U H. 

0203090222 

30-329 

MARSHALL. J 

0203160116 

90-36B 

MARSHALL. J H 

8203160191 

30-360 

MARBHALL.J R 

8203130133 

30-313 

HARBHALL. J R. 

8203160199 

30-360 

MARSHALL. J R. 

0203230493 

30-368 

MARS/TALU.M H. 

0303160204 

30-329 

HARBMAUU.M H. 

0203160319 

30-329 

MARSHALL. J R 

8203260239 

90-313 

HARBHALL. J R. 

8203230717 

30-313 

HARSHALL.3 r. 

8203260293 

30-368 

HARBHALL. J R. 

8203260134 

30-368 

HARBHALL. J R. 

0203290203 

30-313 

HAR8GLAIS.L 0 

0203160464 

90-271 
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30-337 

0 

MARTIN. T T 
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70-371 


.MATTIMOE. J J 

0203010200 

lO-SH 
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B3O3330434* 

lOCFfl 


martin, r T 

0303350304 

90-289 

0 

MATTIMOE. J J 

0203100411 

50-3:2 


MAST [N. D 

B2030904t4* 

FOIA 


MARTIN. T I 

0203230269 

50-352 

0 

MATTIMOE, J J 

B2D3040300 

5C-312 


MASt (N. R 0 

6007 1 608 1 So 

roiA 


MARTIN. T r 

8203230219 

70-1900 


MATTIMOE. J J 

0203080339 

lC-312 


MAST IN. 0 

0?O3O9O4S3« 

FOIA 


martin. T I 

8303330313 

70-1342 


MATTIMOE. J J 

0203240252 

50-313 


MAS T IN, 0 

0303390301* 

FOIA 


MARTIN. L C 

8203330132 

CONTRACT 


MATTIA.M J 

0203150160* 

CON ’Opt f 


MARTIN. 0 E 

03O3OSO493* 

FOIA 


MARTI.N. T I 

0203330330 

70-3391 


MATTIMOE. J J 

0203190065 

50-313 

P 

MARTIN. D E 

0SO339O3A3* 

FOIA 


martin, t t 

0303330309 

70-135 


MATTIA.M J 

0203150191* 

CON'RACI 


MARTIN. D E 

03O3O9O37a» 

FOIA 


MARTIN, T T 

0203350166 

40-3079 


mattia.m j 

0203220219* 

COn’RAII 


MARTIN. D £ 

93033904ai,* 

FOIA 


martin. T T 

0303250217 

50-309 

0 

MATTIA, M J 

0203220237* 

Ctt.*PA(» 


MARTIN. T T 

6303090303 

70-314 


martin. J B 

0203310305 

WASTE MOT 

MATTIA.M 

3203I80406* 

COh'RAlT 


MARTIN. T T 

0303030497 

S0-3C9 

0 

martin. 0 c 

0303300313 

40-6674 


MATTIMOE. J J 

8203240220 

50-313 


MARTIN. T I 

6303030503 

50-334 

0 

martin, t t 

0203310346 

40-8361 


MATTIA. J C 

020331027 1 • 

10-47J 


MARTIN. J B 

6303110338 

WASIE MOT 

MARTIN. T T 

0203310475 

50-347 

0 

MATTIA.M J 

0203220199* 

COri'RAC 1 


MARTIN. T T 

8303030253 

90-393 

0 

MARTIN. T T 

6203310497 

40-61 12 


MATTIMOE. J J 

0203240202 

59-1(3 


MARTIN. T T 

63030503630 

50-393 

0 

MARTIN. T T 

0203310943 

70-2383 


MATTIMOE. J. J 

8203240229 

50-313 


MARTIN. T T 

0303030375 

50-278 

0 

HART/.R 

8203290361 

flEOOO 


MATTIMOE. J J 

8203240272 

50-313 


MARTIN. T T 

8303030360* 

50-370 

0 

MARTZ.H F 

8303190046 

NUREO 


MATTIMOE, J J 

8203290131 

50-313 


MARTIN. T T 

0303030433 

50-309 

0 

maslO. R. m 

B203040205* 

FOIA 


MATTIMOE. J J 

0203300323 

90-313 


MARTIN. T T 

6203030108 

50-433 

0 

MASQN. j 

0203310169* 

FOIA 


MATTIA, M 

03032901 1 7* 

SO-445 


MARTIN. T 1 

0303050404 

50-366 

0 

mason. J R 

8203310241* 

FOIA 


MATTIMOE. J J 

82032307 1 <7 

50-313 


MARTIN. T T 

8303030407 

70-364 


mason, j a 

0203310270* 

FOIA 


MATTIMOE. J J 

8203230930 

80-913 


MARTIN. T T 

8303030409 

70-33 


mason, j r 

02033(0304* 

FOIA 


MATTIA.M J 

0203310020* 

COHIFACI 


MARTIN. T T 

0303330300* 

70-135 


mason, -j r 

8203310233* 

FOIA 


MATTIMOE. J J 

8203310244* 

50-313 

« 

MARTIN. T J 

6303230374* 

50-354 

0 

mason, j. h 

0203310202* 

FOIA 


MATTSON. R J 

0203090407* 

FOIA 


MARTIN. I I 

0303050339 

50-334 

0 

mason, J R 

0203310239* 

FOIA 


MATTSON. R J 

6203090414* 

40-6633 


MAS I IN. T T 

£303050385 

50-309 

0 

MASON. J. H 

0203310234* 

FOIA 


MATTSON. R J 

8009290149* 

FOIA 


MARTIN. T T 

6303030306 

50-344 

0 

MASO.N. J fl 

0203310266* 

FOIA 


MATTSON, R J 

B2030I0490* 

FOJA 


MARTIN. T I 

6203050313* 

50-344 

0 

MASON. J R 

B203310308* 

FOIA 


MATTSON. R J 

0203040136* 

FOIA 


MART IN. T T 

0303030399 

90-377 

0 

mason. J R 

0203310261* 

FOIA 


MATTSON. R J 

8203040366* 

FOIA 


MARTIN. T T 

0303110373 

40-3079 


MASON. J R 

0203310199* 

FOIA 


MATTSON. R J 

0203010416* 

FOIA 


martin. t t 

6303110375* 

40-3079 


MASON. J R 

8303310213* 

FOIA 


MATTSON. R J 

6004160209* 

FOtA 


MARTIN. T T 

0303130120 

70-607 


MASON. J A 

8303310274* 

FOIA 


MATTBON.R J 

0009150629* 

53-3:9 

F 

MARTIN. T 7 

0303130156 

50-134 

0 

MA60.N. J A 

0203310210* 

FOIA 


MATTSON. R J 

0009110119* 

FOtA 


MART IN. 0 e 

8303090054 

wASTt nor 

MASON. 0. 

6203310130* 

FOIA 


MATTBDN.R 0 

BOl 0030443* 

rotA 


MARTIN. R A 

0303040337 

RES 


MASON. C C 

0203190407 

50-327 

R 

MATTSON. R J 

0010200314* 

raiA 


martin. T T 

6303120144 

50-366 

0 

MASSEV. U E 

BS03I80440 

NUREO 


MATTSON. R J 

0010230277* 

FOtA 


martin. T T 

0303130149 

90-373 

a 

HATAKAS. A A 

02030S0337* 

50-387 

a 

MATTSON, R 

0203010399* 

rotA 


martin. T T 

8303100393 

90-393 

0 

MATEEA.A 0 

0303330626* 

90-219 

8 

MATTBON.R J 

82031 70000* 

POIA 


MARTIN. T I 

6303030410 

90-293 

0 

MATHEWS, P A 

0303010320* 

FOIA 


MATTBON.R J 

8203090283 

URO 


MARTIN.! T 

8203160500 

50-213 

0 

MATMEUS.E R 

0203310491 

90-305 

R 

MATTSON- H J 

0203030093 

nioc 


.MARTIN. T T 

0303160504* 

30-313 

0 

MATHEWS. E R 

8203310363 

90-309 

R 

MAURER, A H 

6203290471 

RC03C 


MART IN. L C 

830334 CO 13 

CONTRACT 


MATHEWS. £ A 

8303310306 

90-309 

R 

MAORIN, U W 

8202020391 

90-303 

A 

martin. T T 

8303160075 

90-334 

0 

MATHEWS. E A 

0201190647* 

30-309 

F 

MAURIN. L V 

020.3010131 

90-303 

• 

MARTIN. T, T 

0303160103 

50-317 

0 

MATHEWS. E R 

0203190424 

30-303 

R 

MAURIN, U V 

03031 10 099* 

90-303 

r 

MARTIN. T T 

0303160158 

50-353 

0 

MATHEWS. £ fl 

8303030460 

50-305 

F 

MAURIN. U V 

8203240 104* 

90-303 

r 

MARTIN. T. T 

0303160145 

70-607 


MATHEWS. £ R 

0203030797* 

90-309 

F 

MAURIN, U V 

8203120226* 

90-383 

w 

MARTIN. T T 

0303160146* 

70-697 


MATHEWS. E A 

0303290490 

PR 


MAURIN, U V 

0203020474 

80-303 

A 

MARTIN. T. T 

8303160170 

30-336 

0 

MATMEUS.E R 

0303020390 

90-309 

J 

MAURIN, L V 

B203020400* 

90-303 

A 

MARTIN. T T 

0303160184 

50-349 

0 

MATHENV. D 

0203100330* 

90-346 

0 

MAURIN, 1. U 

0203110164* 

90-307 

f 

martin. R L 

0303000396* 

50-39 

p 

MATHEWS. E R 

8303030490 

90-309 

P 

MAURIN. L V. 

02032904 97 

REOOO 


martin. T. T 

0203050394 

70-1797 


MATHEWS, e fl 

03031 10336* 

90-309 

0 

MAURIN, L V 

8203300209 

90-303 

A 

martin, t. t 

0203190339 

50-309 

8 

MATHEWS, e R 

8303170315 

90-309 

R 

MAURIN, U V 

8203230659 

90-303 

A 

MARTIN. R V 

0203100394 

50-321 

p 

MATHEWS. E fl 

0203100366 

90-309 

P 

MAURIN. U V 

8203290141 

00-307 

A 

HART IN, T T 

8203000435 

90-333 

0 

MATHEWS, e R 

0203230137* 

90-309 

F 

MAUSIN, U V 

6203300167 

90-303 

f 

MARI IN. T, T 

B303080451 

30-309 

Q 

MATHEWS. E « 

0203170299 

90-309 

P 

MAURIN. L V 

0203300221 

90-303 

A 

MARTIN. T, T 

0303350519 

30-333 

0 

MATHEWS. £ R 

8303330364 

90-309 

P 

MAURIN. L V 

0203310430 

90-303 

A 

MARTIN. T. T 

6203350526* 

50-333 

0 

MATHEWS, E R 

0203260186 

90-309 

R 

MAURO, J, J 

0203100500 

00-303 

T 

MARTIN. T T 

8203350604 

50-245 

Q 

MATHEUS.E R 

0203230372 

30-309 

P 

MAXUfl. A 

02032904 1 9 

NJREO 


MARTIN. T T 

8303090153 

30-423 

0 

MATHEWS, E fl 

0203290466 

PR 


MAXWELL, 0 F 

8203170462* 

00-400 

9 

MAST IN. T 1 

6203160160 

90-249 

0 

MATHEWS. E R 

0203290193 

90-309 

P 

MAYER. L .O 

0113140076 

00-303 

» 

MARTIN. T. 1 

8203230132 

90-317 

0 

MATHEUS.E. R 

0203290237 

30-309 

P 

MAYER. L 0 

8203030740* 

90-283 

f 

MARTIN. T T 

0203330133* 

90-317 

0 

MATHEWS, e R 

0303300052 

50-309 

J 

MAYER, L 0 

0203120067 

71-6601 


martin. T T 

6203230341 

90-393 

0 

MATHEWS. E R 

0203310138 

90-309 

I 

MAYER. L □ 

8203030303 

90-261 

A 

MARTIN. T 7 

0303330345* 

90-293 

0 

MATIN. P 

0203290361 

REOOO 


MAYER, L 0 

020303039 I 

90-203 

9 

MARTIN. T T 

0303330906 

90-289 

0 

MAlCOCF-.R 0 

6203030414* 

90-397 

O 

MAYER. L Q 

0203030437 

90-306 

0 

MARTIN. R E 

8303160000 

50-366 

p 

MATLQCK, R. 0 

8203160302 

90-397 

B 

MAYER, L 0 

0303090363 

90-202 

A 

martin, T, T. 

8303330516 

50-333 

0 

MATLOCK, R 0 

0303330309 

90-397 

S 

MAYER. L 0 

8203160138 

90-263 

A 

MARTIN. I. T 

0303330524 

90-244 

Q 

MATT.W E 

8303180390 

40-6900 


MAYER. L. 0 

8203160339 

90-263 

A 

martin. T. T 

6303390395 

30-309 

0 

MATTHEWS. P. R 

6303010332* 

FOIA 


MAYER, L 0 

0203160498 

90-203 

A 

MARTIN. T. T 

6303250446 

50-334 

0 

MATTHEWS, P H 

0002000693* 

FOIA 


MAYER. L 0 

B203I70I 14 

90-263 

R 

MARTIN. T. T 

8303390540 

90-336 

0 

MATTHEWS, P R. 

S0093BI041* 

90-334 

P 

MAYER, L, 0 

0203230403 

90-263 

8 

martin. T. T. 

6303350346* 

50-336 

0 

MATTHEWS. P fl 

0003261057* 

90-317 

P 

MAYER. L 0 

8203230902 

90-203 

e 

martin. T T 

B303S40307 

70-371 


mattia.m j 

8203090536* 

CONTRACT 


MAYER, L 0. 

6203230639 

90-261 

« 

MARTIN. T T. 

B2032 90310* 

70-371 


MATTIMOE. J J 

6303330299* 

90-312 

0 

MAYER, L.O 

0203310422* 

90-203 

f 

MARTIN. D E 

0203170049 

40-8723 


MATTIA.M J. 

0203120095 

CONTflACT 


MAYER, L. 0 

8203290200 

90-303 

p 

MARTIN. T T 

8203390382* 

50-393 

Q 

MATTIMOE, J J 

0303020472* 

90-312 

0 

MAYER. L 0 

8303300220 

90-261 

f 

martin. T T. 

0303390475 

50-393 

0 

MATTIA.M J 

0203100131* 

CONTRACT 


mays, S E 

8303390423 

NWEO 


mart in. T T. 

8303390490 

50-333 

0 

MATTIMOE, J T 

0303340309 

50-312 

8 

MAZUR, D. M. 

8303020189 

30-460 

0 

martin, t. t 

0303250493 

50-293 

0 

MATTIA.M. J. 

0203100570* 

CONTRACT 


MAZUR, 0 U. 

0203100191* 

90-460 

0 

martin, t. t 

0303250497* 

50-293 

0 

MATTIA.M 

8203090544* 

contract 


MAZUR, D. U. 

6203160100 

90-460 

8 

MARTIN, T T 

8303390380 

50-293 

0 

MATTIMOE. J J 

8303030476 

50-312 

p 

MAZUR. O H 

8203160114 

90-460 

■ 

MARTIN, T. T 

8303290336 

70-020 


MATTIMOE. J. J. 

8203170620 

50-312 

F 

MAZUR, D W 

8203160281 

90-160 

a 

MARTIN,? T 

8303390343 

70-1100 


MATT I A. H- J 

8203040423* 

CONTRACT 


MAZUR, 0 U. 

8303160396 

90-460 

a 

martin, T. T. 

0303290399 

90-319 

0 

MATTIMOE, J- J. 

8303030437* 

90-312 

Q 

MAZUR, 0 W- 

8303330693 

90-460 

a 



access (CM 

SUBJECT 


auihos 

I.WIBER 

CATECCBV 


HAtUU.D M 

0?ona3OA3i 

90-460 

3 

MCALPWe-E J 

0?o3onoflos» 

70-37 


«CALPiMe>e J 

83030304931. 

70-1191 


MCALPtWe.C J. 

B303P90198# 

70-U31 


HCALPtNET-E J. 

830339030 7 • 

70-143 


nCAlPIMe-E J. 

0303 1 70503 

70-143 


rtCALPihC-e J. 

B303I9034A* 

70-27 


ncAi/>ir>E’>E J 

0303 190401* 

70-1301 


rtCALPlMC-E J. 

0303390 109» 

70-1301 


rtCfllOE.L « 

B3031004/(1» 

90-367 

H 

nCB«>lDE.L M 

8303 100339* 

90-367 

R 

W<A9C«£ C 

6303030337* 

90 -307 

0 

MCAse.e c 

030303031 /• 

90-277 

0 

rlCCAEE.e c 

a303I(>C0Q6* 

90-307 

0 

fttCACE.C C 

0303330369* 

90-317 

0 

nCCABC.E C 

0303390469* 

90-367 

0 

nCCABE.E C 

0303310396* 

90-277 

0 

HCCAEE 

030333031 0 

90-317 

f} 

BCtvOSKEV. 0 J. 

0303170099* 

FOIA 


HCCLOSKEV. 0 J, 

03031 7C053* 

FOIA 


HcacaKEY.o J. 

0303170036* 

FDIA 


HCCvUBE.J A 

0303160119* 

30-937 

i; 

KCvIMO.R M 

0303190446 

NUIIES 


KCvu<o.c. e 

0303100306 

90-361 

0 

h:c^.u<o.c. E 

0303100306 

30-361 

0 

BCCLUNO.C. E 

0303100366 

30-361 

0 

BCCOMWOOHUAV 

0303040176 

90-104 

D 

HCCORO. R- K 

8303100301* 

FOIA 


IKCOV.e.N. 

8303040961* 

90-337 

1' 

BCCW-LGOOM. T 

8303390469 

50-402 

0 

KCCANIEU- J P 

0303330330* 

70-1900 


HCi;iAftMID.R C 

0303190393 

90-379 

M 

HCOIAfiMlO.B C 

0303190393 

90-379 

M 

MCDONALD. C. E. 

8303090406 

71-9191 


MCDONALD. R. J 

0303190173* 

CONTRACI 


MCOCWELL.O. 8 

0303310090* 

40-0801 


»tCPA<;LANO.C R 

0303390346* 

90-339 

0 

MCCA'JOHV. J P 

0303030373* 

90-416 

0 

MCOA'JOKV. J. e 

030 3000 3 90 

30-416 

Q 

MCCA'JOUV. J. P 

0303000990 

90-416 

B 

MCCAIWHV. 0. P 

8303000191 

90-416 

0 

MCOA-JOHV. J. P 

8303000497 

90-416 

8 

MCDA-JOW.O. P. 

8303000974 

90-416 

B 

MCCA’JOHV. J. P. 

0303170639 

90-416 

R 

MCOAUONV. j. P 

0303170607 

90-416 

0 

MCOAUOHy. J. P 

D203390909* 

30-416 

0 

MCOAUOHV. J. P 

0303330409 

90-416 

B 

mcoauohv. j. P 

0303330493 

90-416 

0 

MCOAUOHV. j. p 

0303160310 

90-416 

A 

WCOMWHV. J. P. 

0303170403 

50-416 

K 

HCCAUOW' J. P 

8303170419* 

90-416 

K 

HCSRESOa. L. 0. 

0303030448* 

90-409 

0 

MCDREU.J U. 

8303030318 

71-9009 


MCDUIRE. 0. R. 

8303190413* 

90-399 

0 

HCDUIRE. 0. R. 

02031 70423* 

90-330 

<1 

HCDUtRE.O n. 

0303100410* 

90-324 

0 

MCGUIRE. 0 fl. 

0303190376* 

70-1113 


HCGURREN. H. J. 

0303010196 

90-24/ 

0 

MOCmV.L E. 

0303390471 

REOOO 


HCIhMO. R. 0. 

0303040309* 

FOIA 


MCIHIOSH. J T. 

8303040330* 

90-369 

F 

NC IhlOBH. M 0. 

8303030779* 

90-369 

F 

NcmrosH. M 0. 

8303040388* 

90-369 

F 

MClWyRE.M S. 

8303100464 

NOBEO 


ACINIVfte. N s. 

0303190009 

NUREO 


MCii>e>«4A. T. J. 

8303160331* 

90-309 

0 

ACKEOWV.L 

0303030436* 

90-3S9 

0 

•ackeomn, L. M. 

0303390337* 

70-371 


KkEOUU.L. H, 

0303390483* 

70-371 


•^KIBBEN. J C. 

0303030930 

90-106 

P 

KHIUCy.M 

0303040416* 

90-320 

F 

klauqhlIn. K. 

0303330684* 

90-230 

8 

WLAU8MLIN. K. 

0303310463* 

90-230 

8 

hCLEAREN, r. 

0303030019 

CON in ACT 


nCLEMeH,T 

0303030031 

CONTRACT 


hCLEAREM. T 

8303100001 

CONTRACT 


HCLEAREN. r 

8303390114 

90-449 

M 

HClEARCN, T 

0303310034 

CON TRACT 


HC-.ENDON. 9. D 

8303090339 

90-392 

8 

HCLEHDON. 9 0 

8303090414 

90-303 

B 

HCiEHOON, 0 0 

0303160331 

90-383 

B 

HCIEHDON. a. 0 

8303170094 

90-302 

8 

HCUNDaN.9 0 

0303170303 

90-303 

8 

nCLENDCN.a 0. 

0303190007 

90-302 

8 

MOjEADON. 8. D. 

0303340171* 

90-303 

F 



accession 

SUBJECT 


auThSu 

number 

CATECORV 

MCLENCON. 0 0 

8203290107* 

30-382 

F 

NCiENCON. 9 C 

0303260319 

50-382 

8 

PCLENOCM.O l» 

0303360161 

50-392 

8 

PClENOSN.O 0 

0303260 104 

30-382 

S 

PCLENOON. 0 D 

8203360365 

50-303 

B 

MCLCNDtlv. 0 0 

0203260372 

50-303 

B 

MCLOUCHLlN. M T 

0203160377* 

90-293 

a 

MCLflOOM.. IN. M T. 

8203230491 

90-S93 

8 

NCNA"ARa.a E 

0203240.174* 

90-244 

R 

MCNAMARA. A E 

0203240301* 

30-244 

H 

MCNAMARA. A E 

8203390400* 

50-244 

R 

McnAhara.a e 

0203390400* 

50-244 

ft 

MCNAMARA. A t 

8203290416* 

90-244 

fi 

MCNAMARA. A E 

0303390424* 

50 244 

R 

MCNAMARA. A E 

0303330431* 

50-244 

R 

MCNAMARA. A. E 

8303390301* 

90-244 

R 

MCNAMARA. A. E 

8201330419* 

90-344 

R 

MCNAMARA. A. E 

030339031 9* 

50-244 

R 

MCNAMARA. A. E 

03O334O33O* 

90-244 

R 

MCNAMARA. A. E 

8303390446* 

30-244 

R 

MCNAMARA. A F. 

0203340123* 

90-344 

R 

MCNAMARA. I) 0 

030329038 1 

REOOO 


MCNEILL. C A 

020300044 1 « 

30-333 

0 

MCNEILL. C A 

0203030333* 

30-333 

Q 

l■■l',flF lLL•M M 

8303190307* 

0A999 


MCNEILL. C A 

8303030366 

90-333 

8 

MCNEIL. U M 

0203190308* 

0A999 


MCNEILL, C A 

0203000442 

90-333 

R 

MCNEILL. C A 

8201170963 

30-333 

9 

MCNEILL. C A 

8203210102 

90-333 

8 

MCOJEEN.A 0 

9303120169* 

70-734 


MFBEIROa.M 0 

8IOI090039* 

FOIA 


MEOEinOO.M 3 

0303100314* 

FOIA 


ME DEI ROB. M 3 

0013090464* 

FOIA 


MEDEIROS. M S 

0010030397* 

FOIA 


MEDEIROS. M 6 

0101090009* 

FOIA 


MEDuOCK.n L 

030.1300373 

40-8432 


MEomO. B J 

0303240119 

KPORILtC 


MEtM. J 1. 

0203390303* 

50-62 

P 

MEIER. P. 

0301290392 

PH 


MELOTAD. K 

0303030363* 

90-346 

8 

MELOTAO. H 

03032901 19* 

90-346 

S 

MENC/ER.W 0 

0303100344* 

FOIA 


MEfJC/ER.W D 

03031 8034 0* 

FOIA 


MENC/EH.W 

0303180398* 

FOIA 


MENC7En.U 0 

0303180374* 

FOIA 


MEMCZER.M 0 

8303260199* 

FOIA 


MENC/ER.U 0 

8303100370* 

FOIA 


MENC/EH.W 0 

0303030393* 

FOIA 


MENCIFn.U » 

0203030210* 

FOIA 


MENOENMALL. E 

0303030397* 

90-254 

8 

MENDONCA. M 

0203020993* 

30-279 

0 

MENOONCA. M 

0303290168* 

50-206 

0 

MENDONCA. M M 

8303390992* 

90-273 

0 

MERHIUEATIIER. N 

0301390170* 

90-910 

0 

MERT7.H H 

8303190333 

90-387 

il 

MERTl.K H 

0303190334* 

90-397 

H 

MEBSINOEH.H 

8303320127 

90-247 

0 

METCALF. 8 R 

8303040180 

NUREO 


MET7.H 

0303290307 

NUREO 


METZOER. J 

0303290932 

l&E 


MEYER. 0 C 

0203030174 

90-272 

P 

MEVEH. 0 

8303090360* 

90-293 

0 

MEVEGEMOOURO. M 

820 3 23049 6* 

90-263 

8 

MlCIlEL. C J 

0303010499 

71-S492 


HtCMIiL.C J 

8303010460 

70-143 


MICNEL80N. C 

030304003 2* 

90-279 

P 

MtCUELSON. C 

0203040037 

90-373 

P 

HICHELSON. C 

0303330410* 

COMMISBION 

HIDURA. M J 

0303030379* 

90-272 

R 

MIDURA. H J 

B203030940 

50-3H 

8 

MIDURA.H J 

8303090373 

30-272 

R 

MIDURA.H J 

0303090309 

90-272 

8 

MIDUflA.H J 

920309033 1 

90-311 

8 

MIBUllA.M J 

0203090333 

90-311 

8 

HI DURA. H J 

8203090637 

90-31 1 

B 

Ml DURA, II 0 

8203090670 

90-272 

B 

MIDURA.H J 

8203160403* 

90-272 

B 

HtOURA.H J 

0303160303 

90-311 

B 

MtOURA.H J 

8303160369 

90-272 

8 

MIDURA.H J 

0203160409 

90-311 

B 

MIDURA.H J 

8203 170381* 

90-272 

B 

MIDURA.H J 

8303170368 

90-272 

B 

MIDURA.H J 

8303160400 

90-272 

a 

MIDURA.H J 

0303290189 

90-311 

B 



ACCESSION 

SUBJEC 

author 

NUMDER 

CATEOni 

MIDURA.H U 

020339020 7 

30-272 

MIDURA.H J 

03O32'?OS93 

90-31 1 

141 DURA. M -J 

830316C066 

50-31 1 

MIOUftA. H U 

0203160183 

50-2/3 

MrOHT. A 

03035.30373* 

50-319 

MIGHT. A. 

030323341 5* 

50-316 

MILES, e B 

0203240347 

40-3493 

miles. E D 

0203190167 

CCNTRAL 

miles. E 

8303190471 

30-289 

MILEB. E 

6203230093 

30-289 

MILES. E 0 

8203310001 

CONTBAC 

MlLEY. 0 M 

820.1CC03V7 

30-131 

Mtl.lUSER. p. J 

820316023] 

50-302 

HILLAR. F, 

0303290 1 I O 

PR 

miller 

0303310293* 

FOIA 

.miller, j T 

8303020399* 

30-449 

Mii,L.eR.H J 

8002270906* 

FOIA 

miller. H J 

8203090486* 

FOIA 

MILLER. R 0 

82032,30003* 

40-29V 

miller. H H 

B203290971* 

30-302 

miller. U h 

0203020355* 

50-200 

miller- m j 

8203240037 

haste M< 

miller- h j 

9203050046 

HASTE M< 

miller. U h 

0203020163* 

30-393 

MILLER. J R 

020303027 1 

90-461 

MILLER. J n 

02030302'72* 

90-461 

MILLER. J R 

6203040216 

30-13 

miller. M 

0303590403 

REdOO 

MILLER. M M 

8203590403 

REOOO 

MILLER. H □ 

8203030037 

70-607 

MILLER. H 0 

82033.3007 1 

70-364 

MILLER. U CJ 

8203040199 

70-1100 

MILLER. W O 

8203040330 

70-572 

miller. U O 

8203040339 

70-36 

MILLER. U O 

0203040343 

70-1131 

miller. U 0 

8203040349 

70-734 

miller. W 0 

8203040409 

70-.33 

miller. U □ 

8203040333 

50-206 

MtLLEH.U O 

8203040393 

70-27 

MILLER. N O 

02030904 1 2 

70-14J 

miller. W 0 

0203090792 

70-371 

miller. U R 

0203110142 

50-140 

miller, u n 

0203110145* 

30-140 

miller. j r 

0203110 160 

50-116 

MILLER. J n 

8203110172* 

30-116 

miller, d e 

8203190276* 

90-373 

miller. U 0 

0202090130 

30-267 

miller, u o 

□203100043 

90-219 

HILLER, W O 

0203090826 

40-8084 

MILLER, n. 

0203100262* 

90-234 

MtLI.ER. L 

0203290168* 

50-206 

MILLER, J R 

82031 1092 2 

30- 193 

MILLER. U R 

02031 10924* 

50-193 

MILLER. J. R 

82031 30260 

50-130 

MILLER. J H 

□203150263* 

50-130 

HILLER. L F 

0203270 165* 

50-206 

MILLER. H. O 

8203160023 

71-91 95 

miller. L 11 

0203290306 

REOOO 

MILLER. M 0 

8203120394 

70-364 

MILLER, W O 

8203120392 

TOPREP 

MILLER. J R 

8203150106 

50-140 

MILLER. R. P 

0203220399* 

CONTRAC 

MILLER. M E 

8203090143 

50-443 

MILLER. M E 

0203100219 

90-449 

MILLER. N O 

8203100359 

90-302 

MILLER. W 0 

0203190122 

30-404 

MILLER. H 0 

8203170018 

30-239 

MILLEft.L P 

0203160069* 

30-31 1 

MILLER. L K 

8503160106* 

90-272 

MILLER. H E 

0200120234 

30-537 

niLLEB.U O 

8303330060 

70-35 

MILLER, J R 

8203190517 

30-199 

MILLER. U R 

8203190923* 

30-199 

MILLER, J R 

8203220079 

90-20 

MILLER. U R 

0203220099* 

30-20 

MILLER, J n 

0203220107 

30-13 

MILLER, J H 

8203220120* 

30-13 

miller, j r 

8203220120* 

90-99 

miller, U O 

8203240453 

TOPREP 

MILLER. M e 

3203230209 

90-443 

MILLER, H. 0. 

8203310127 

70-824 

mULER.M e 

0303290372 

50-443 

.miller, o, N. 

8203180446 

NUREO 

MILLER, O N 

8203180451 

NU.9E0 

MILLER, 0 N 

8203290047 

NUREO 


author 

ACCESS tOH 
NUMBER 

euBjECt 

CATEOOQV 

auimor 

NjMBCR 

CATEaORV 

author 

ACCESaiON 

number 

OJBTECT 

CMCOCli 


MtULIOAM. M M 

B3039303S3 

30-333 

S 

MILLS.L H 

8303160270 

50-S66 

S 

MINOOUE. R B 

8303020201 • 

f3:a 


MtLHOAH. H H 

S3032333I6 

30-333 

8 

MILLS.L M 

6303160334 

50-390 

0 

MINOOUE.R B- 

6303020306* 

fs:a 


mills. L H 

810901001 6* 

JO-337 

F 

MILLS.L M 

8303160363 

90-430 

0 

MtNOOUE.A B 

7eiioioieo» 

FOIA 


MILUS.U A 

630309029 5 • 

ORO 


MILLS.L M 

8303160378 

50-390 

8 

MINOOUE.R B 

7eUOIOt92» 

FOIA 


MILLS. L M 

830303038 9* 

90-239 

0 

MILLS.L M 

8303160396 

50-390 

8 

MINOOUE. R B 

7ei331O304* 

FOtA 


MILLS. L M 

020308009 1 

90-433 

a 

MILLS.L M 

8303 1901 78 • 

30-259 

0 

MINOOUE.R B 

83030300 96* 

FOIA 


mills. L H 

630308059 1 

90-438 

3 

MILLS.L M 

8303C80163 

90-566 

A 

MINOOUE.R S 

030304039 4* 

FOIA 


MILLS. L M 

8303060093 

90-966 

6 

MILLS.L M 

83031 10305 

50-390 

A 

MINOOUE.R B 

791106O3O3* 

FOIA 


MILLS. U H 

6303060343 

90-390 

6 

MILLS.L M 

0303170433 

30-390 

8 

MINOOUE.R a 

8009130973* 

FOIA 


mills. L M 

6303003346 

90-438 

8 

MILLS. L M 

B203 170473 

50-390 

8 

MINOOUE. R B 

6009130979* 

FOlA 


mills. L K 

630302040G> 

90-337 

0 

MILLS.L M 

8203160184 

90-430 

6 

MINOOUE.R B 

8303040179* 

FOIA 


mills. L M 

e3030e0307» 

90-438 

a 

MILLS.L M 

8303100347 

30-390 

6 

MINOOUE.R 8 

0009190313* 

FOIA 


mills. U « 

03O3OeO475» 

90-430 

Q 

MILLS.L M 

8203180379 

50-390 

8 

MINOOUE.R B 

0303020090* 

FOIA 


MILLS. L M 

6303080336 

90-390 

8 

MILLS.L M 

8303060609 

30-327 

P 

MINOOUE. fl a 

0003220739* 

FOIA 


mills. L M 

6303080374 

90-438 

S 

MILLS.L M 

8203090369 

30-327 

P 

MINOOUE. A a 

0000210916* 

FOIA 


MILLS. L M 

6303060363 

90-318 

a 

MILLS.L H 

8303090576 

90-327 

F 

MINOOUE.R B. 

8010140270* 

50-320 


MILLS.L M 

6203080430 

90-390 

6 

MILL6.L M 

8203130071 

90-390 

E 

MINOOUE.R B 

0203040297* 

FOIA 


mills. L « 

83030804 44 

90-337 

8 

MILLS.L M 

8203160303 

30-430 

B 

MINOOUE.R 8 

0009100136* 

FOtA 


MILLS.L M 

63030801 ea 

90-910 

6 

MILLS.L M 

8203160396 

30-390 

S 

MINOOUE.R B 

8009100116* 

FOIA 


MILLS.L m 

8303060446 

90-438 

6 

HlLI-a. L M 

8203160338 

90-438 

8 

MINOOUE.R B 

0303040137* 

FOIA 


MILLS.L M 

8303080039 

90-390 

0 

MILLS.L H 

6303090036 

30-299 

P 

MINOOUE.R B 

8010300330* 

tOIA 


MILLS.L M 

8303080070 

30-390 

3 

MILLS.L M 

6203090339 

30-327 

0 

MINOOUE.R 8 

001112091 

FOIA 


MILLS.L M 

9303080177 

30-390 

8 

MILLS.L M 

8203100373 

30-239 

P 

MINOOUE.R B 

0103370299* 

FOIA 


MILLS.L M 

6303060301 

90-438 

S 

MILLS. L M 

8203100413 

90-390 

e 

MINOOUE. A B 

0303170080* 

Hiec 


MILLS.L M 

6303080310 

30-430 

B 

MILLS.L M 

8203130067 

30-390 

E 

MINOOUE. R a 

0303030109* 

FOIA 


MILLS.L H 

030308036 7 

50-390 

8 

MILLS.L M 

83031 3007 1 

90-327 

p 

MIRAOLIA. F J 

0110380300* 

53 2»9 


MILLS.L M 

83030804 1 7 

30-390 

e 

mills. L M 

8303130133 

90-390 

A 

MIRAOLTA, F J 

8303010144* 

93->2« 


MILLS.L M 

6303080310 

50-438 

6 

M1LL8.L M 

8303 170343 

90-436 

8 

MIRAOLIA.K U 

8303010393 

50-302 


MILLS.L M 

8303060913 

30-390 

8 

MILLS.L M 

63031 70387 

90-910 

8 

MIRAOLIA. F J 

6303090642 

50-279 


MILLS.L « 

830308053 1 

50-390 

8 

MILLS.L M 

8303170637 

90-438 

8 

MIRAOLIA. F. J 

8303090691* 

90 379 


MILLS.L M 

S303000333 

50-390 

S 

MILLS.L H 

6303390303 

90-327 

P 

MIRAOLIA. F. J 

820309066 1 • 

90-2»9 


MILLS.L M 

6303060327 

30-390 

s 

MILLS.L M 

8303170303 

90-390 

8 

MIRAOLIA. F J 

8303040031 

50-143 


MILLS.L M 

8203000333 

50-390 

6 

MILLS.L M 

6303170603 

90-390 

8 

MIRAOLIA, F U 

830303097 7 

50-496 


MILLS.L M 

0203080349 

30-438 

0 

MILLS.L M 

830317031 1 

30-299 

P 

MIRAOLIA, F, J 

8303340316* 

50-341 


MILLS.L M 

8203060363 

50-390 

8 

mills. L « 

8303330318 

90-966 

6 

MIRAOLIA. F J 

8303100603 

90-190 


MILLS.L M 

0303060633 

50-338 

8 

MILLS. L M 

8203330383 

90-438 

6 

MIRAOLIA, F J 

8203160066 

93-143 


MILLS.L M 

0303080300 

50-390 

S 

MILLS.L M 

83033 30SBB 

90-438 

9 

MIRAOLIA. F J 

B203100046* 

90-920 


mills. L « 

83030D0307 

30-439 

6 

M1LL9.C 

6303320316 

90-402 

D 

MIRAOLIA. F J 

8203130099 

33-920 


MILLS.L M 

8303000437 

30-430 

8 

MILLS.L M 

0303330433 

90-430 

6 

MIRAOLIA. F U 

0203190392 

93-20* 


mills, lm. 

6303080303 

30-366 

a 

MILLS.L M 

8303170065 

90-390 

A 

MIRAOLIA. F. J. 

8303180363 

53-143 


MILLS.L M. 

6303000394 

50-390 

a 

MILLS.L M 

8303170361 

50-430 

A 

MIRAOLIA. F. J 

8303190203 

50-920 


MILLS.L M, 

6303080333 

50-390 

8 

MILLS.L n 

8303170337 

90-390 

0 

MIRAOLIA. F J 

8303190176 

90-143 


MILLS. L M 

8303080440 

50-338 

s 

MILLS.L M 

0303330454 

90-438 

8 

MIRAOLIA. F J 

83031B0367 

90-920 


MILLS.L n 

8303080449 

50-430 

e 

MILL6. L M 

8303330600 

90-390 

8 

MIRAOLIA. F J 

8303190130 

30-302 


MILLS.L M 

8303080469 

30-310 

8 

mills, L M 

8303170306 

90-390 

A 

MIRAOLIA. F. J. 

8303330371 

50-520 


MILLS.L M 

B303DG0478 

30-390 

S 

niuLe.L n 

830333034 1 

90-327 

P 

MIRAOLIA. F 0 

83033304 62 

60-920 


MILLS.L M 

8203080330 

30-438 

a 

MIL1.8.L. M 

6303330048 

30-327 

P 

MIRAOLIA.F J 

8203340377 

90-920 


MILLS.L M 

0303010060 

50-390 

A 

MILLS.L M 

6303330693 

90-396 

0 

MIRAOLIA. F J. 

820334O3O3* 

90-520 


MILLS.L K 

8303080336 

50-438 

a 

MILLS.L M 

8303330374 

90-390 

E 

MIRAOLIA.F. J. 

8303350019 

50-520 


MILLS.L M 

8303080349 

50-436 

a 

MILUB.L M 

8303330301 

90-390 

E 

MIRAOLIA.F J 

0303300321 

60-2F9 


MILLS.L M 

8303080366 

50-366 

a 

MILLS.L M 

8303390457 

REOOO 


MIRAOLIA.F J, 

8203240310 

90-3*1 


MILLS.L H 

8303000339 

50-438 

B 

MILLS.L M 

8303390316 

90-337 

P 

MIRAOLIA.F J 

0203290070 

30-400 


MILLS.L «. 

B303170391* 

50-239 

o 

MILLS.L M 

8303310434 

90-390 

E 

MlamiN.F B. 

8203390433 

nco«o 


MILLS.L M 

8303080406 

50-390 

6 

MILBTEO. J 

8303130003 

NUREO 


MITTENOORF, m f. 

82031001 6 7» 

70-52* 


MILLS.L M 

S3030 10338 

50-359 

P 

MINECK. 0 L 

6303030166 

90-331 

R 

MITTL.R l 

0107300100 

80-272 


MILLS.L H 

6303060411 

50-436 

a 

KINECK. D L 

8303050365 

30-331 

R 

MITTL.R L, 

0107300194* 

80-272 


MILLS. L M 

6203080433 

50-436 

a 

MINECK. 0 L 

8303100354 

90-331 

A 

MITTL, R L 

8303390936 

RCOOO 


MILLS.L M 

6203380433 

50-390 

e 

MINECK. 0 L 

8303110006 

90-331 

8 

MIVABAYASHI.M 

82030104 96 

XPORTLIC 


MILLS. Lm 

6303030430 

50-390 

E 

MINECK. 0 L 

8303110196 

90-331 

9 

MIYABAVASHt.M 

8303100008 

XFORFVK 


MILLS.L « 

8203030476 

30-239 

P 

MINECK. O L 

&203170134 

90-331 

A 

MIYABAVABHt.n. 

6303190337 

XPORFLIC 

MILLS. L M 

B303040106 

50-337 

P 

MINECK. O L, 

8203160366 

90-331 

8 

MIVABAVABHI.M 

8303090313 

XPORTLIC 

MILLS. L M 

6303060376 

50-390 

a 

MINECK. O L 

8303160373 

90-331 

B 

MtIUNO. 0. S 

8303160161 

00-303 

« 

MILLS. L M 

0303080434 

50-390 

a 

MINECK, D, L 

8203160393 

90-331 

6 

MtIUNO. 0 0 

8203100320 

00-449 

« 

MILLS.L. M 

6303080454 

50-390 

8 

MINECK, 0 L 

8303160306 

90-331 

B 

MlIUNO. 0 0 

0303340367 

00-303 

0 

MILLS. L M 

8303080330 

50-390 

s 

MINECK. D L 

8303330336 

90-331 

6 

MOEBEB. J R 

6303160310 

00-443 

A 

MILLS.L M 

8303160046 

40-l34\ 


MINECK. 0 L 

6203330370 

90-331 

e 

MOELLER. 0 M 

8303010146* 

80-499 

« 

MILLS. L.M 

6303160331 

40-1341 


MINECK. D L. 

B303320153 

50-331 

R 

MOELLER. D N. 

8303010136* 

90-470 

A 

MILLS, L M 

8303160339 

30-516 

8 

MINECK, 0 L. 

8303230151 

90-331 

8 

MOELLER. D U 

0303010139* 

80-949 

A 

MILLS.L, H 

6303180337 

50-5IB 

8 

MINECK. 0 L 

8303350361 

30-331 

8 

MOELLER. M □, 

0303290090 

NlRlfO 


MILLS.L H 

8303030604 

50-390 

E 

MINECK. 0 L 

8303350149 

90-331 

8 

MOOLEUER. 0. 

8303130408 

HIOC 


MILLS.L M 

6303030333 

50-390 

E 

MINECK. O L 

8303350334 

90-331 

6 

MOJTA. M T, 

03031 10336* 

90-220 

1 

MILLS.L M. 

6303080466 

50-336 

8 

MINECK. 0 L. 

8303310170 

30-331 

8 

MOK.O C. 

03031 B0336* 

80-416 

E 

MILLS.L. M 

830318031 1 

30-390 

8 

MINER.S 

8303040337* 

30-303 

P 

MONOEN, T. 

8303020081* 

xpon 14.10 

MILLS. L K 

6303180373 

50-390 

8 

MINER. 9. 

8303040365 

90-302 

P 

MONROE, L. 

0203390493 

REOOO 


MILLS.L, M 

6303180380 

50-390 

8 

miner. 8 

6303040356 

90-302 

P 

MONBHOR, L. F. 

0303390494 

30-193 


MILLS.L. M 

8303390439 

RRM 


MINER, 6 

8303040591 

90-302 

P 

MONTOOMERV, D. M. 

03030609 n* 

90-300 


MILLS, L M 

6303030968 

30-390 

E 

MINER, a. 

0303340533 

90-302 

P 

MONTODMERV. D. M. 

6203080330* 

70-034 


MILLS.L n 

8303030567 

50-327 

P 

MINER. 6 

8203040053 

90-302 

P 

MONTOOMERV. D M. 

0203000608* 

90-39* 


MILLS.L. M 

8303030569 

50-390 

F 

MINER, a 

6303040333 

30-302 

P 

MONTOOMERV. D. H 

0303170634* 

90-3*3 


MILLS.L M 

8303030573 

50-390 

A 

MINNERB. U 

63030 10393O 

FOtA 


MONTOOMERV. D M. 

830329047 1 * 

90-36* 


MILLS.L M 

8303040406 

50-327 

P 

MINNICH. J. E. 

6303350263 

90-320 

P 

MOODY. D. E. 

6303290109 

90-2* 


MILLS, L- M. 

8303040479 

50-337 

P 

MINNICN. J E. 

630335027 S 

90-320 

P 

MOOOV. 0. E. 

8303890114 

90-2* 


mills, L.M 

8303080317 

50-337 

P 

MlNOeUC.A. B 

B303030333<i 

FQIA 


MOODY. D. e. 

6303290441 

90-2* 


MILLS.L M 

83031 500 10« 

30-390 

F 

MINOOUE.R. B. 

e303020273« 

FOIA 


MOODY, 0. E. 

8303390430 

90-2* 


MILLS.L M 

8303160168 

50-390 

a 

M1ND8UE. B. B 

B303030268* 

FOIA 


MOODY, 0. e. 

6303390430 

80-2* 



autior 

access t ON 
NVMflEB 

UUDJEC I 
CATEOOHV 

HOCOV.D- E. 

BS03a90l7i/ 

50-29 

n 

MOCOV.D E 

BSOSSROIAO 

90-29 

n 

HOCOV-0 E. 

0SOO2VO19A 

90-29 

n 

KOOOV.O E. 
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O ■ BOYLE, B 

8303030407 » 



0 

O'OOYLE.D R 

8303030413* 



0 

O'DRIEN.D E 

6303010043* 





8303160408* 




. B 

8303020667 




E 

8303290443 




*. U 

8303010233 




-> H 

8303020431 


eao3i 70501 

H 6303120003 

■ 6303190034* 
0303130376* 

• 6303180044* 

■ 8303350016* 

• B303350033* 
6303390443 
6303080533 
6303160331* 


SUBJECT 

CATEOORV 

author 

ACCESSION 

NUMBER 

SUBJECT 

CAII0C4 r 

50-434 

0 

o neiLLY. J p 

dl093O0366* 

SO-302 

1 

50-399 

0 

D-neiLLv. J p 

8203080226* 

50-324 

1 

30-463 

0 

0 REILLY, 0 P 

0203080431* 

90-26? 

1 

50-483 

0 

O'REILLV, .) P 

P203230340* 

91-38? 

1 

50-383 

0 

O'REILLV. J P 

0203080086* 

90-303 

1 

50-315 

0 

O'REtULV, J P 

0303060538* 

70-143 


90-315 

0 

O-RETLLV. J P 

6303390169* 

10-27 


50-319 

8 

O'REILLY. J P 

0203080412 

31-269 

4 

90-494 

0 

O'REILLY. J P 

0303390310* 

3:-250 

« 

90-373 

0 

0 REILLY. J P 

8203060514 

70-143 


50-373 

0 

O REILLV, J P 

0203080349 

33-250 

♦ 

50-237 

0 

O REILLY. J P 

0203170441 

30-250 

» 

90-259 

G 

O'REILLY. J P 

0203170573 

3;-302 

5 

50-303 

0 

0 RE ILLY, J P 

0303170519 

35-250 

1 

50-295 

0 

O REILLV, J P 

0203170393 

53-324 

1 

90-373 

0 

O'REILLY. J P 

8303350461 

53-250 

1 

90-496 

70-36 

0 

O'REILLY. d P 
O'ROURKE. R A 

6203360230 

9303370411 

53-2V3 

REOOD 

1 

30-440 

A 

O'TOOLE, J D 

02031 10259* 

33-3 

t 

90-329 

A 

O'TOOLE. J D 

8203030439 

34-247 

8 

90-456 

0 

O'TOOLE. J 0 

0203020333 

00-247 

* 

50-272 

0 

O'TOOLE . J 0 

0203330330* 

30-3 

4 

50-361 

R 

O'TCOLE. J 0 

9203050403 

30-247 

0 

CONTRACT 


O'TOOLE. J 0 

0203060346 

30-247 

7 

90-387 

0 

O'TOOLE. J D 

8203100239 

JO-247 

S 

70-1736 


O'TOOLE. J 0 

0203100390 

53-247 

i 

90-273 

0 

O'TOOLE. J 0 

8203080312 

53-3 

r 

HEVIEW CRP 

O'TOOLE. J D 

8203160344 

J3-3 

9 

50-526 

A 

O'TOOLE. J D 

8203160906 

93-3 

t 

30-328 

A 

0' TOOLE, d 0 

0203100257 

53-247 

7 

50-319 

0 

O'TOOLE. J D 

82031 IOC03 

53-247 

7 

30-295 

0 

O'TOOLE, d D 

8203110003 

33-247 

7 

roiA 


O'TOOLE. J D 

0203230233 

53-24 7 

8 

FOIA 


O'TOOLE. J 0 

0203230673 

53-34 7 

8 

50-340 

P 

O'TOOLE. J 0 

8203310483* 

53-347 

4 

50-321 

P 

O'TOOLE. J 0 

0203240351 

50-247 

4 

30-3.31 

H 

O'TOOLE. J 0 

8203240396* 

53-247 

4 

90-133 

H 

OAKES, L C 

8203100428* 

FOIA 


30-220 

H 

OOEflO, 8 0 

0203360809* 

70-206 


50-333 

U 

OBERV. C R 

6203190201* 

53-.344 

4 

50-371 

ht 

ODHAM. C 

8203100066* 

CONTRACr 

30-298 

H 

OE&TMANN. M J 

8203230339* 

50-341 


30-299 

H 

OFFORO, J C 

0203110429* 


30-263 

H 

OOLE.K M 

8203240922 

40-8714 


50-324 

H 

QLLEH.R E 

8203160343* 

0A777 


50-293 

H 

OLLER.R E 

8203260209* 

0A977 


30-249 

H 

0L8EN. D L 

8203230339* 

50-458 

C 

50-206 

F 

OLSEN. A F 

8203020445 

50-13 

f 

30-247 

F 

OLSEN, A F 

8303230038 

71-6430 


50-303 

P 

0L8H1NSK1, J A 

8203170160* 

FOIA 


90-295 

M16C 

P 

OLeHINSKl.d A 
0L8HIN6Kt.J A 

6203230167* 

8203250157 

70-27 

70-27 


90-337 

P 

OLSON. U O 

6203040574 

10-331 

P 

90-247 

P 

OLSON. A P 

6203290419 

REOOD 


30-302 

P 

ONCAVAOE. M P 

8203290466 

PR 


50-389 

P 

OPEKA. J F 

8203030132* 

50-2)3 

4 

TOPREP 


OPEKA, d. F 

6203120303 

50-213 

7 

30-317 

Q 

OPREA. 0 W 

6203170100 > 

JO-490 

5 

30-267 

? 

DPREA. 0 U 

0203220302* 

50-470 

4 

NUREO 


OPREA. 0 W 

620302061 1 

50-490 

5 

40-2359 


OPREA. 0 U 

6203040324 

50-490 

H 

50-309 

A 

OPREA. 0 U 

8203160261 

90-490 

9 

40-2061 


OPREA. 0. U 

8203160220 

90-478 

A 

40-2061 

40-6900 


ORDERS. M 
ORNSTEIN. H L. 

B205020439* 

6203160039* 

90-269 

FOIA 

4 

REOOD 

XPORTLIC 


ORNSTEIN. H L 
OSBORNE, R P 

8203160213* 

8203270361 

50-320 

REOOD 

P 

50-237 

T 

OST-F 

0203250327* 

90-279 

8 

30-237 

T 

OBIER. J 

8203270137 

50-10 

J 

50-295 

8 

□STER. d 

8203270173 

50-10 

J 

30-312 

Q 

03TROM3KY.B H 

8203290306 

REOOD 


50-302 

P 

OTADUV. P. d 

8203020279* 

FOtA 


REOOD 


OTTINOEH. R L 

62031 10143 

50-27> 

V 

90-237 

P 

OVERBECK. 0 d 

811S310293* 

50-334 

P 

30-237 

P 

OVERBECK. 0 J 

6203240337* 

50-271 

P 

30-237 

P 

OVERBECK. 0 J. 

6203230107* 

50-333 

P 

NURCC 


OVERBECK.. 0 J. 

0203270409* 

50-237 

P 

30-313 

f 

OVERBECK. 0 d 

0203270497* 

50-237 

P 

50-313 

F 

OWCZARSKI.P C 

6203040242 

RE8 


90-360 

F 

OWCZAflSKI.P C 

6203030475 

RES 


90-313 

F 

OUCZARSKt.P C. 

8203290103 

RES 


50-360 

REOOD 

F 

OWEN. H. 

□MRE. F 

8203220434* 

8203040194* 

lOCFR 

FOIA 


30-322 

D 

OWSLEY, 0 F 

6203010269 

TOPREF* 


30-309 

0 

0W3LEY, 0 F 

6203160014 

TOPREP 




ACCESSION 

SUBJEC r 


AUIUO 

NUPOER 

CATECOnV 

owsLe^*. 0 f 

02031 6C009 

lOPBEH 


OWSS-CV. 0 F. 

0203160461 

TOPREP 


PACE. P L 

820324021 6« 

50-290 

R 

PACE. P L 

820300C63 1 « 

30-333 

3 

PACE. P L 

02031 70367* 

90-339 

0 

PACE. P L 

820323066 ‘j« 

50-335 

6 

PACK, ft W 

8 104 140600* 

lot A 


PACK, ft W 

020303006;)* 

FOIA 


PACE, ft 0 

0203 ICO 1 19 

70-143 


PACE. R 0 

82030 103JI 

70-135 


PACE, ft 0 

O2O3O30O87 

70-U51 


PaJE.R 0 

8203100009 

70- 1063 


pace, ft 0 

8203100312 

40-6900 


PACE.H 

8203030091 

CO.MtHACr 


PACE.rt 

020.3040378 

contract 


PACE.R 0 

8203090084 

70-371 


PACE, ft « 

0203150035 

70-024 


PACE. ft 0 

8203090726 

70-1100 


PAGE, ft 0 

8203230004 

71-371 


PACE, ft 0 

8203290094 

70- 143 


PAGE.n 

8203330175 

CONTRACT 


PAOE.N 

0203170132 

CONTRACT 


PACE.R a 

0203310174 

40-8610 


PACe.N 

8203300009 

CONTRACT 


PACUtABO. J. A 

0203330400* 

50-366 

0 

PAOLIAHO. J A 

82031 10124* 

90-409 

0 

PACHE. M J 

8203030333* 

90-309 

B 

PACME. U J 

0203230201* 

90-309 

B 

PAULADtNtJ-N. 

020324043 1 • 

Cn.1.“1Ifl8I0N 

palladinCI.n. j 

82031 10300* 

90-320 

T 

PALLACtNO-N. J 

0203090069 

90-946 

if 

PALLAOet.0. N. J 

8203040299 

90-32(> 

U 

PALLA5tM0. N. 

8203090010 

50-946 

A 

PALL ADI NO. N 

8203090019 

COMMiOOtON 

pallacinO. N 

8203090831 » 

COMMISniOM 

PA-LADIMO. N 

0203090033* 

COM.H08ION 

PALL AIM MO. N. 

0203090039* 

C().1NI90I0N 

pall API MO. N 

0203090030# 

CO.MMIfiStON 

PALLADIBO- n. 

0203090030 • 

r.OM.MIDBtDN 

PALLAPtHO. «. 

0203090796 

tOCFR 


pali apimO-n j 

0203040149 

COMHIOOtON 

PALLAPINO. N J 

0203040137* 

C()H.H0eiCN 

PALL Apt MO- N. 

0203090067 

90-279 

U 

PALLAPINO. «. J 

82031 103/0 

50-320 

\ 

PALLAPtNO. M J 

82031 10131 

90-320 

U 

PALLAPtMO. N. 

0303190193 

90-3 

T 

PALL API NO. N J 

0203300316 

COMHtOGltlN 

pallamnO. n j 

02033 10906* 

90-323 

0 

PALLAPtNO.M J 

8203170420 

90-275 

11 

pallapinO. n. j 

82031 70429* 

90-279 

u 

PALLAPtMO. N.J 

0203320309 

90-287 

H 

PALLAPINO. N. J 

8203230934 

30~20V 

II 

PAi.LAPtHO. N. vl 

0203390273 

90-309 

U 

PAcLAPtMO. N, J 

0203330276* 

90-289 

U 

PAi.MER.ft A 

0203230377* 

90-316 

8 

PALMER, ft A 

020335033 3* 

50-316 

8 

PA,.MER.R A 

8203230639* 

90-319 

0 

PA.MITER.C C 

0303160331* 

50-309 

0 

PAWOIT, H 

0203120373* 

90-302 

T 

PAMO.S M 

8203030410* 

90-273 

P 

PA^»(.9eUR«’. R. 0 

0203190269* 

90-373 

0 

PAOLINO. ft J 

0303160162* 

90-392 

0 

PAPAV.L T 

0303160330* 

70-2940 


PAPAV. L T 

0303190362 

TOPREP 


PAPAV.L r 

0303310301* 

30-206 

Q 

PAPAIOOlOU. I A 

8203180377# 

FOIA 


pAPEftiato.c J 

9203100179# 

90-409 

0 

PAPEftlELLO.C 

0303170333* 

90-294 

0 

PAPERIELtO.C J 

02031 10124* 

90-409 

0 

PAPEfttELUO.C J 

0203330339* 

90-341 

0 

PAPERIELtO.C 

8303260273# 

90-346 

0 

PAPERIELLO.C. 

820336028 1 • 

30-366 

Q 

PAPEftlELLO.C J 

8203230377 

40-2061 


PAPPV.U r. 

8303100269* 

90-206 

0 

PARtWM. A 0 

8303330392* 

90-403 

0 

PAftillH. A 0 

8203230392* 

90-403 

0 

PAfll9.0 H 

0303020060 

30-461 

0 

PAH 18.0 H 

020304031 7 

90-247 

0 

PARIS. 0 H 

8303040394 

90-247 

a 

PAPie.Q H 

0303130240 

90-247 

0 

PARIS. 0 H. 

0203330144 

90-139 

0 

PAR 18.0 »(. 

8303250103 

90-247 

0 

PARIS. 0. H. 

8303310316 

90-247 

0 

PARKER, H. 0 

0203290199 

30-267 

fl 

Parker, u o 

0203290192 

30-269 

R 


author 

ACCESS I CM 
NUHSEH 

SUBJECT 

category 

PARKER. U 0 

8203290177 

50-269 

R 

PARKER. M □ 

02030804 1 0* 

90-269 

0 

PARKER. M n 

8201 130499 

90-369 

P 

PARKER. U 0 

0201290081 

50-269 

P 

PARKER. W 0 

0203000107 

50-414 

8 

PARKER. W 0 

0203090723 

50-413 

A 

PARKER. M 0 

0203080200 

50-370 

S 

PARKER. W 0 

0203020433* 

50-269 

0 

Parker. w 0 

0303000369 

50-369 

8 

PARKER. U n 

0303040233* 

90-269 

F 

PARKER. W 0 

0203 10045 7 

90-413 

F 

PARKER. U 0 

0303100466 

90-413 

F 

PARKER. *1 O 

0203000309 

9 0-269 

5 

PARKER. W 0 

0203020766* 

90-269 

F 

PARKER. U a 

0203000256 

90-413 

S 

PARKER. M 0 

B3030B0403 

90-369 

8 

PARKER. W 0 

8203 190300 

90-369 

R 

PARKER. M O 

02O3O2C679 

90-413 

0 

PARKER. W 0 

8203000407 

90-369 

8 

PARKER. W 0 

030308039 1 

90-270 

8 

PARKER. U O 

6203040386* 

90-369 

F 

PARKER. U 0 

8203000216 

50-413 

8 

PARKER. U O 

B2O3O303I7 

30-269 

P 

PARKER. M O 

8203000219 

90-369 

8 

Parker. u O 

0203000340 

90-369 

8 

PARKER. W Q 

9203000404 

50-369 

8 

PARKER, w a 

0203000344 

50-369 

3 

PARKER, w □ 

0203010260 

90-369 

P 

PARKER, w □ 

0203000304 

90-370 

B 

PARKER. U 0 

8203080309 

30-369 

8 

PARKER- u □ 

8203010272 

90-369 

P 

PARKER. H n 

0203060237 

50-369 

0 

PARKER- U (J 

82030D0492 

90-369 

H 

PARKER. « □ 

8203100292 

90-413 

3 

PARKER. W a 

0203030263 

90-369 

O 

PARKER. U Q 

8203100291 

90-369 

9 

PARKER. W U 

0203100331 

90-207 

a 

PARKER- W □ 
PARKER. W □ 
PARKER. U n 

0203290376 

8203290493 

0203040261 

PR 

PR 

30 -369 

P 

PARKER. U O 

0203170391 

90-414 

0 

PARKER. U O 

0203170934 

30-369 

0 

PARKER. W O 

0203100202 

30-369 

B 

PARKER. H O 

0203180295 

30-369 

S 

PARKER, u a 

0203100300 

30-369 

e 

PARKER. M 0 

0203100303 

50-287 

B 

PARKER. U 0 

0203100314 

30-370 

0 

PARKER. W 0 

0203180374 

30-369 

a 

PARKER. W 0 

8203100086* 

90-269 

F 

PARKER. U D 

0203190000 

90-413 

0 

PARKER. M 0 

8203090227 

90-369 

P 

PARKER. U O 

0203170633 

30-413 

3 

PARKER. U O 

0203100339 

30-369 

P 

PARKER. M O 

0203170433 

30-269 

8 

PARKER. U 0 

8203170991 

30-369 

a 

PARKER. U O 

8203170344 

90-369 

a 

PARKER. U 0 

0203170330 

30-413 

a 

PARKER. H 0 
PARKER. H O 

G203290449 

0203170323 

REOOD 

90-413 

B 

PARKER. U O 

8203170402 

90-369 

B 

PARKER. U a 

0203120234 

30-369 

P 

PARKER. U O 

0203160301 

30-413 

A 

PARKER- U O 

B2O3I60473 

30-369 

P 

PARKER. U 0 

020323024 | 

30-269 

P 

PARKER. U O 

0203230907 

30-269 

8 

PARKER. U D 

0303160394 

30-269 

0 

PARKER. U 0 

0203160499 

30-369 

P 

PARKER. « 0 

8203170394 

30-369 

P 

PARKER. U 0 

8203220261 

30-413 

K 

PARKER. U 0 

8303170303 

50-369 

P 

PARKER. U 0 

0303230983 

30-369 

8 

PARKER. U 0 

0303190186 

30-369 

ft 

PARKER. U 0 

8303190309 

50-269 

ft 

PARKER. U 0 

0203180323 

30-369 

P 

PARKER. VI 0 

0203230940 

30-413 

A 

PARKER. U □ 

8203330949 

30-269 

P 

PARKER. U 0 

8203310490* 

30-369 

F 

PARKER. U 0 

0203300161 

30-413 

A 

PARKVM. U D 
PARKVM. J D 

PAftKVN. J 0 
PAHH.O 0 

B20 33904 61 
8303290446 

0203290440 

0003200093# 

PR 

PPM 

PRM 

30-343 

P 

PARR. 0 0 

8009190663# 

30-261 

P 

PARR.O D 

0000270836# 

30-247 

P 

PARR.O 0 

BOl 1200392* 

30-313 

P 



ACCESSION 

SLOJECT 

AUTMCn 

Nl/MIIER 

CATEOCft' 

parr. 0 

03030101 79* 

FOIA 

PARBOf.S.e o 

92030303 7** 

FCHA 

PAR3CNS. R 

020.130031 7# 

CCMrtfSFIf 

part LOW. J 0 

0203320009# 

90-302 

paStva. m 

02030C0I 70# 

50-324 

PASrWA.H J 

aS030n:)572* 

50-324 

PASrwA.H J 

3203000632* 

90-325 

PASruA. M J 

020300056 7* 

50-324 

PASTVA, M J 

8205000310* 

50-324 

PASTVA. M J 

8203 C 0032 9* 

50-329 

PASTJA. M j 

B203000373* 

90-325 

pastua, m j 

02030006 1 9* 

90-329 

PAS TV/A. M J 

820.1000,14 4* 

90-325 

PA3TVA. M J 

0202080586* 

90-324 

PAGTUA. H ,1 

8203000301 * 

50-329 

PASTVA. fl J 

G203Cb0355« 

50-324 

past VA. « J 

0203000020* 

50-324 

PASTVA. M J 

0203000037* 

50-323 

PASrvA. M J 

0203000065* 

50-324 

PASTVA. M J 

0203000622* 

50-334 

PaSTVA. m j 

83030009B2* 

50-324 

PASTVA. M J 

O2O3IGO206* 

30-324 

PaSTVA. M j 

0203170483* 

50-323 

PASTVA. M J 

0203170470* 

90-324 

PASTVA. M J 

02031 70468* 

30-024 

PASTVA. M. J 

0203170495* 

50-323 

PASTVA. M. ./ 

0203230408* 

30-024 

PASTVA. H J 

020 13 305 3 Q* 

90-324 

PASTVA. M J 

020323C6I 7# 

50-323 

PASTVA. M J 

0203230490* 

50-325 

PASTVA. M. 

02032'30936* 

90-324 

pabtva. m j 

0203230694* 

90-124 

PATON. U D 

0203170230 

90-397 

PATON. M 0 

0203240192 

90-329 

PAION. W 0 

0203290399* 

90-329 

patoou. n. 

8203030360* 

90-220 

pattfrbon, j 

0303260373* 

90-346 

patierson, j p 

0203260323* 

S0-.109 

pat TER SON- J P 

030326024 B« 

90-331 

PATTERSON. J 

020326020 1 • 

90-266 

PAUL.R A 

3303030306* 

90-249 

PAI/I..R A 

0303160342* 

50-309 

PAUL COM. W. A 

02030801 10 

50-206 

PAUi.EON. W. 

8205090368 

50-206 

PAUlEOM. U. 

8303000013 

30-206 

PAW SOM. U A 

0203103561 

50-206 

PAVlNICH. U A 

8301295093* 

30-269 

PAVIS. 0 8 

8203335200* 

30-310 

PAVIS.O 9 

0303255102* 

90-317 

PAYNE. M T 

8303000019 

30-400 

PECK.C C 

8303030390* 

70-1300 

PECK. C H 

8203020622* 

30-244 

PECK.C H 

0203230247* 

50-244 

PECK.C C 

8203390460 < 

70-36 

peeules. r 

0203170408* 

90-399 

PEEHY, W W, 

8203020606* 

30-399 

PEERV. M W, 

02031 70300* 

90-111 

PEUI72A. M, E 

0203130243 

40-0706 

PEUI72A. M. 8 

8303 190 152 

40-8706 

PeuI77A. M. 6 

8203160101 

40-0706 

PEUI72A. M 8 

8203290007 

40-0706 

PEUKEL. L 

8202040154. 

FOIA 

PELKE. P R. 

8203330333* 

90-341 

PEUOOUIN.P 

8203 1 10305 

90-247 

PENT2, 0 L 

8303090536* 

CCNTRACT 

PEPPER, P 

0203010151 

50-537 

PEPPINO. n £ 

8203260106 

WASTE NO' 

PEPPINO. R E 

83032601 10 

WASTE NO' 

PERCH, ft 

B2O304O361 

90-307 

PEftCH, R 

8203100537 

50-307 

PERCH. R 

820310054 1 

50-3B7 

PERCH, ft 1, 

0203100030 

90-307 

PERCH, ft L. 

8203320136 

90-3R7 

PERCH, ft L 

8203230037 

90-307 

PERC.H. ft L. 

8203220133 

90-307 

PEftEZ. L. A. 

0203290376 

RE COO 

PEREZ-ORIFFO, M. 

8203040183 

NUHEO 

PEftEZ. C A. 

0203290306 

RECOO 

PERKINS. R. W 

8203020065* 

WASTE MO 

PERKIN9. n. H 

8203(30007* 

WASTE MO 

PERKINS. B. 

0203310331* 

90-220 

PERKINS. T. J 

8203100170 

90-220 

PERL JS. ft O 

0203310166 

90-403 

PERLMAN. J. 

0303050324* 

50-206 

PERLMAN. J. 

B2O3O3C0O7* 

contract 


670 
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accession 

SU8UECT 


ACCESSION 

sue JEC T 



ACCEBSIOM 

auaxct 


AUTHOR 

NL.-BER 

CATECORY 
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CATEOORV 
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CATEWftX 

PERLMAM. J 

0203090711. 

CONTRACT 

PETRONE. T 

0303390309 

RFOOD 


POLK.P J 

030304034D 

13 

7 

PERLMAN. J 

8303090077. 

CONTRACT 

PETRONE.C 

8303290501# 

50-293 

0 

POLK.P. J 

8203070360 

33'320 

t 

PERLMAN. J 

020.109034 7. 

CCN tract 

PETTENOtLI.. H J 

8303090646 

40-8300 


POLK. P U. 

0203100009 

90 -2W 

f 

PERLMAN. J 

8203100131# 

50-306 P 

PETTEN0IL6. H J 

8203 110367 

40-0200 


POLK.P J 

0203100139 

30-3JJ 

f 

PERLMAN. J 

8203240477# 

CONTRACT 

PETTENOILL.M U 

82031 10398 

40-1162 


POLK.P J 

0203160908 

50-320 

t 

PERROTTl. 0 J 

9303000094. 

50-303 0 

pettensill.m j 

B3 0303039 4 

40-1162 


POi.KIMOHOftNE. A 

6303050403 

R£0 


perry. 0 K 

0303100230# 

TOPREP 

PETTEN3ILL.H J 

93031 10372 

40-299 


POLLOCK, M 8 

82031 10394# 

10-322 

1 

PERRY. J » 

9203290443 

REOOD 

PETTENOILL. h 

0203190020 

40-0102 


POLLOCK, M 8 

8203030629 

10-322 

* 

PERRY. P 

82031^0030 

90-155 I 

PETTENOILL. M 

0203030134 

40-8681 


POPE, J N 

8203030300# 

10-247 

V 

PESCMEL.J M 

02032A0374# 

90-346 0 

PETTENOILL. H J 

0203030559 

40-0698 


POPPE, L K 

0303330579 

Pt3l 


PESChEL.J H 

B30323037B# 

50-395 0 

PETTENOILL. H J 

8203030955 

40-8102 


PORT.E A 

8303230733 

40-3061 


PETERSON. D S 

8203090590 

UASTE HOT 

PETTENOILL. H 

8303040272 

40-2299 


PORTER. M £ 

8203290476 

i>n 


PETERSON. M R 

8303040323 

YPCRTLIC 

PETTENOILL, H 

8203110361 

40-0004 


POTAPOVB. O 

8203160304# 

QAVTV 


PETERSON. M R 

0303040327 

«P09TLIC 

PETTENOILL. H J 

8303120139 

40-8989 


POTAPOVS. 0 

8303170941# 

0A977 


PETEREON. M R 

6203020004 

XPOftTLIC 

PETTENOtLI.. H J 

8203170037 

40-0984 


POTAPOVB. U 

8303160369# 

QAVW 


PETERSON. M R 

8303320032 

XP0.9TLIC 

PETTENOILL.M J 

9303170067 

40-0504 


POTAPOVS, U 

0303030686 

OAR 77 


PETERSaN. M n 

830332C039 

XPOftTLIC 

PETTENOILL.M J 

8303190173 

40-3453 


POTAPOVS. U 

8303010339# 

0A777 


PETERSON. M R 

030.3020063 

XPOftTLIC 

PETTENOILL.M J 

0203190231 

40-6504 


POTAPOVS, U 

8203160394# 

0A7V7 


PETERSON. M R 

0203040600 

XPOftTLIC 

PETTENOILL.M J 

8203240376 

40-8984 


POTAPOVS. U 

8303010324 

0A777 


PETERSON. M R 

8203030016 

XPCRTLIC 

PETTENOILL.M J 

0203240360 

40-1162 


POTAPOVS. O 

6203010379 

0AV77 


PEieRSCH. li B. 

0203040601 

XPQBTUIC 

PEI TV. F C 

8203390946 

REOQO 


POTAPOva.U 

8303050327 

06977 


PETERBGN. M R 

8303030010 

XPORTLIC 

PETTY. T L 

830339030 1 

REOOD 


POTAPOVB 

8303050433 

flA7V7 


PETERSON. M ft. 

8303030503 

XPCRTLIC 

PEVEY. L e 

8303240989 

40-4348 


POTAPOVS. V 

820309037) 

0*777 


PETERSON. M ft 

0303040C0I 

XPOSTlIC 

PFZtANO. A 

82030S036B 

90-247 

H 

POTAPOVS, U 

0303160340 

0A777 


PEIERGCN.H 

8203030339 

XPOftTLIC 

pfaff.s j 

8203120091 

40-6699 


POTAPOVS. U 

8303160343# 

0AV77 


PETERSON. M 

8303050533 

XPO.ITLIC 

PFEFFERHORN.U 

8303010)93 

30-438 

0 

POTAPOVS, U 

8303160910 

aA977 


PE IE nSO-N-M R 

8303040983 

XPOftTLIC 

PFEFFERKQRN.U 

8303010192 

90-489 

0 

POTAPOVS, 0 

8303160302 

0A797 


PETERSON. M R 

0303090633 

XPOftTLIC 

PFEFFEftKOftN. W 

8203010193 

30-400 

0 

POTAPOVS, U 

02031603(10# 

0A977 


PETERSON, M ft 

8303030580 

XPORTLIC 

PFEFFEftLEM. H C 

8303030338 

30-447 

A 

POTAPOVS. U 

6303190307# 

0A777 


PETERSON. M R 

6303040(51 

XPORTLIC 

PFEFFERLEM. H C 

8303160386 

TOPREP 


PQTAPDV8, U 

6303 170300# 

QA977 


PETEftSON.H n 

8303040439 

XPCRTLIC 

PFEFFEftKORN. W 

0303170410 

50-480 

0 

POTAPOVB. U 

8303160330 

0A777 


PETERSON. M 

0303050048 

XPOftTLIC 

PFEFFERLEM. M C 

8203290572 

TOPREP 


POTAPOVB. O. 

0203170303 

0A977 


PETERSCN.M, 

B2030S0091 

XPORTLIC 

PHILLIPS. L e 

8009040336# 

FOIA 


POTAPOVS. U 

8303030630 

0A977 


PETERSON. M 

0303030034 

XPORTLIC 

PHILLIPS.L 

B013000011# 

30-209 

T 

POTAPOVa, U 

830319039V 

aA979 


PETERSON. M R 

8203090638 

XPOftTLIC 

PHILLIPS. L e 

8303020269* 

30-289 

T 

POTAPOVB, U 

8303030364 

QA779 


PETERSON. M R. 

0203090739 

XPORTLIC 

PHILLIPS. B 

8303090916# 

FOIA 


POTAPOVS, U 

6303190410 

0A777 


PETEftSON. M R 

8203090740 

XPOftTLIC 

PHiLLips.fl e 

8303060183 

RES 


POTAPOVS, U 

6303160386 

0A777 


PETERSDN.M R 

0303090761 

XPOfiTLfC 

PIULLIPB.L f 

8303340093# 

90-322 

0 

POTAPOVS. U 

8303360306 

8A977 


PETERSON.M fi 

0203090769 

XPORTT. 1C 

PHILLIPS. M 

8203170333* 

30-234 

0 

POTAPOVS. 0 

6303160362 

CIA777 


PEIER60.N.H E 

02030401 BO 

NUFiEO 

PHILLIPS. H S 

8203010194# 

30-341 

T 

POTAPOVS. U 

6203160071 

0A777 


PETERSON. F K 

8303040373 

50-301 0 

PHILLIPS. M P 

8203330339# 

30-341 

0 

POTAPOVS. U 

8303170932 

0A777 


PETERSON. F K 

8303040373 

30-301 0 

PIEHL.R M 

8303290600# 

90-316 

a 

POTTER, J. P 

8203060434# 

90-367 

5 

PETERSON. 0 

0303160384# 

30-355 R 

PIERSON. R.N 

8203290499 

REOOD 


POTTER. J. P 

8303030401# 

37-47 


PETERSON.M R 

8203080069 

XPORTLIC 

PIOOTT.O n. 

8203010137 

50-361 

0 

POTTERFIELD, A 

8203100367# 

90-347 

0 

PETERSaN. M R 

0303090430 

XPOftTLIC 

PIOOTT, 0 R 

6303020103 

90-361 

0 

PQTIEftFIELD. A 

8203100371# 

9D-317 

0 

PETEftSON.H n 

0303090600 

XPORTLIC 

PIOOIT. 0 R 

8303010137 

90-361 

0 

POTTERFIELD. A 

8303100367# 

80-317 

7 

PETERSON.M R 

8303090744 

XPOftTLIC 

PIOOTT. D H, 

8203100149 

90-361 

0 

POTTERFIELO, A 

8203100367# 

30 347 

9 

PETERSON.M R 

8303090757 

XPORTLIC 

PIKE.O 0 

8303080396# 

90-29 

p 

POTTERFIELD. A 

8303100371# 

10-247 

9 

PETERSON.M R 

8203090598 

XPORTLIC 

PIKU3. D M 

B3O304O3B7 

90-247 

0 

POTTERFIELD. A 

B20303039I 

90-347 

9 

PETERSQM.M ft 

0303190071 

XPORTLIC 

piKua. 0 Ti 

8203040387 

90-247 

0 

POTTERFIELD, A 

830339031 6 

10-347 

9 

PETERSON.M. R 

03033S012I 

XPORTLIC 

PIKUS. D H 

8303040387 

30-247 

0 

POTTERFIELD. A 

8303390389 

80-247 

9 

PETEftSON.H R 

0303320413 

XPORILIC 

PILANT. J M. 

630316043?# 

30-298 

F 

POTTERFieO. A, 

0203390316 

90-347 

• 

PETEftSON. D. 

8303320474 

UASTE MOT 

PILANI.J M. 

0303160439# 

30-298 

F 

POTTERFIELD. A 

B303390309 

90 -347 

« 

PEIEBSOM.R O 

e203n0454» 

50-2<)S a 

PILANT. J M. 

8203190339* 

30-298 

F 

POULK, n M 

6203080373# 

50-3J1 

• 

PETEftSON. F. K 

8303100374 

90-301 0 

PILANT. J M. 

6303390395 

PRM 


POULK, B. M 

8303000979# 

30-321 

• 

PETERSON.M H 

8303100040 

XPnoTi tr 

PILANT, J h. 

8303330608# 

80-290 

0 

POULOB. 0 J 

0203100344 

90 '337 

A 




PILANT, J « 

8303090410 

90-298 

P 

POWELL, P.L 

8203300331 

00-333 

A 




PILANT. J M. 

8303300348 

90-298 

P 

POWELL, P.L 

6303300331 

90-333 

A 




PILANT. J M. 

8303300081 

30-298 

J 

POWLIKOSKV. M D 

0203360180# 

90-303 

A 




PILOTIE.C. 

8303180393# 

90-416 

A 

PRABKieVICZ. J. 

830304021 9# 

FOIA 





PIPER, H B. 

8203310176 

50-537 

0 

PRATT, C. M 

0203390573 

PR 





PIROOZ.H, 

8303090373# 

90-219 

8 

PRATT, C M 

0203310474 

PR 





PIROOZ.H 

8303090340# 

30-219 

0 

PREBLER. H A. 

8203010118 

00-411 

9 




PIROOZ.H 

8303090331# 

30-219 

B 

PREBLER.H A 

8203010131* 

00-411 

« 




PIROOt.H 

8303390309# 

30-219 

B 

PRESLER'M. a 

0303010126# 

90-411 

« 




PLAUCME.W E 

8303390449 

REOOD 


PREUBS, W. 

0303010031# 

FOIA 





PLIML. 0 

8108310173# 

90-299 

F 

PHEVATTE, fl 

020318049 7# 

90-311 

P 




PLIML.O 

8303040319* 

90-299 

F 

PRICE. H L 

0203310032# 

40-3061 





PLIML. 0. 

8203100014# 

90-299 

F 

PRICE, E R 

0203100535# 

40-6100 





PLIML. 0 

8203180990# 

30-299 

F 

PRIMO, 8 E 

8303040008* 

80-303 

P 




PLIML.O 

a2&3230079# 

90-299 

F 

PROPHET, W M 

8303(80301* 

FOIA 





PLUMLEE. K. E 

8303090288# 

90-278 

a 

PUCKETT. J. M 

B203OD0393# 

DO-331 

♦ 




PLOMLEE. K E 

8203090409# 

90-286 

a 

PUCKETT, J. M. 

8303170311# 

DO-331 

« 




PLUMLEE, 0. L 

820 3 160241# 

90-367 

a 

PULLANI. B. V 

6203230390# 

00-371 

« 




PLUMKETT. T. F 

8203170107 

90-461 

a 

PUROV, 0 L. 

0203330317# 

70-1343 





POCHAL.U. F. 

8203090916 

XPORTLIC 


PURBELL, C. 0 

8303110218 

00-917 

U 




POCMAL.U. F. 

8303080099 

XPORTLIC 


PUHVia, J. E. 

8303090107 

37-47 





POCHAL.M 

8303300297 

XPORTLIC 


PUTENNEY. J. 

6203170(97 

aO-341 

K 




POHLE, J A. 

0303020736 

40-B77I 


PUTEY.A. 

0108280484# 

00-344 

m 




POHLE, J. A 

8303030038 

40-0783 


puzev.A M 

8203120133* 

00-341 

e 




POMLE. J. A. 

8203150171 

40-87 I 4 


PUTEY. A. M 

0203390063# 

00-341 

$ 




POHLE. J. A. 

8303240998 

40-0714 


QUICK, D. R- 

030317098 9 

50-337 





POTNOeXTER.C- H 

8303030471 

90-317 

p 

QUICK, D. R- 

82030B0919# 

90-410 

E 




POLK. P. J. 

8203010343 

90-220 

F 

OUICK. D R 

0303170429# 

90-337 

« 




POUR.P. J. 

8303040070 

90-320 

P 

QUICK, D. H- 

8203210968# 

90-337 

« 
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ACCESS t ON 
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CATEQORV 

AMTHOn 

ACCESSION 
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SUBJECT 

CATEOORY 

OOtCK. 0 B 

83030?073t» 

90-337 

n 

RAY.H 8 

8303340343 

50-306 

B 

O'JtOO.C 

0203390466 

PR 


RAY. M Q 

□3033404 1 8 

90-306 

S 

'O-JINN.L 

8203030033 

REUIEU ORP 

RAY. H 0 

8303340431* 

90-206 

5 

<hJt»N.K 

8203030431 • 

30-313 

5 

ray.h B 

8303390331* 

30-361 

3 

■OgtRH.J F 

82031 10240* 

TOPREP 


Ray. h b 

□303 390328 

30-361 

9 

Ol/lfiK.J F 

8203110337 

TOPREP 


RAY.H 0 

□2032903 1 7 

50-361 

3 

BACZieWlCZ 

8203030683 • 

70-2939 


ray.h 8 

8303390286 

90-306 

9 

PACOsevfc.j R. 

8303030630* 

90-39 

0 

RAYguRN. C L 

8203060504* 

50-318 

a 

BABE.E- P 

0303390333 

PR 


READ. D F 

820300001 9 

90-400 

0 

BAME.E.P. 

0203030487 

TOPREP 


REAO.D F 

8203100319 

90-400 

0 

RAHE.6. P. 

RAHE.e. P- 

8303090313 

8203390407 

TOPREP 

REOOO 


READ. D F 
reavib. j a. 

0203390469 

8303390197* 

PRM 

90-269 

R 

Rjwe. e. p. 

S2030806I 1 

90-437 

H 

REAVIS. J A 

8203390193* 

90-269 

R 

RARE. E P. 

020339033 1 

REOOO 


BEAVtB. J A 

8303290179* 

90-269 

R 

PAHE.E P. 

9203340393 

TOPREP 


REAVlO. U A 

8303 1 90394* 

50-369 

R 

PAHE.E P. 

6303330391 

TOPREP 


REAVta. J A 

8203190193* 

50-369 

R 

PARE.E P- 

8303330533 

TOPREP 


KEAVia, J A 

8203190313* 

90-269 

n 

PAHE. E P. 
RAHinroOI-A* H. 

B303S904&6 

8303390449 

PR 

REOOO 


REDA.R C 

rebelowsmi. T 

920329036 1 
8203090443* 

REOOD 
90-24 7 

0 

PAriN. M L 

8303330180 

71-6144 


reoelohbhi. T 

0303160333* 

90-286 

a 

RAlOy.t, 

0303330404* 

90-306 

n 

REOASO.ft T 

B20323Q632* 

50-313 

0 

PAIOV. T 

83033304 1 0* 

90-306 

K 

REED, C 

6303170163* 

90-299 

p 

PAIOY. T 

8303330416* 

90-206 

R 

REEO.C 

8203300191 

90-237 

p 

9AI0Y. r 

8303330433* 

90-206 

R 

REED.C 

6203310474 

PR 


RAIOY. r. 

8303330443* 

90-206 

R 

REEO. 0, 

8203290199 

PR 


RAIDV. T 

8303330440* 

90-306 

R 

HEEOV.n F 

0203170166 

90-279 

p 

PAIOV, T 

B30333043B* 

90-206 

B 

HEEDV.R. F 

0203170337 

30-279 

p 

RAAE.E P 

B303090329 

PRM 


REEOY.ft F 

6303190307 

30-279 

p 

RAM60ELL. 0. V 

9303030347 

tlUREO 


REEDY, fl. F 

020316033D 

90-275 

p 

RAMSEY, R W. 

83031301 10 

WASTE mot 

REEDY. R. F 

8203160309 

50-273 

p 

RANDALL. J D. 

0303090337* 

90--120 

P 

REEBV.H.F 

6303160313* 

90-279 

p 

RaNOAZZA- B 

83030 30392* 

90-309 

0 

REEVES, e A 

8303190193 

90-343 

p 

RANOAIiO. J. B 

8203080460* 

90-309 

0 

HEOAM. H. 0 

0303100213* 

90-319 

R 

Randall, p n. 

8303030373* 

90-209 

p 

REKFOB. n 

6203030121 

90-443 

0 

RANDAIZA- J- B 

8303330327* 

90-309 

0 

REHM. t a 

80092/0049* 

FOIA 


RANDALL. J. D. 

0303090333 

90-130 

p 

RE HU. t a 

8303040330 

COMNIBSION 

RANE.P A 

8303340313 

90-279 

s 

REHU. r A 

8303100931 

COMNlSeiCN 

RANSWt. H E. 

8203190030 

90-397 

A 

REICH. a 0 

0303390946 

REOOO 


RA8AIM, 0 fl 

0203310977 

90-466 

0 

REID.R U 

8203040379* 

foia 


P.A3AJN. 0 B 

8303310977 

90-466 

0 

RElO.fl U 

B3O30103T 2* 

90-013 

P 

RATHBOM-O P- 

OS03100SBO 

90-403 

r 

HEtO.E 

0203030393 

50-443 

H 

nATTA, A 0 

RAUSCH. T J 

8303290347* 

8303160364 

70-1100 

90-237 

a 

REIFF, 0 0 

REILLY, H d 

8303030303* 

0303030483 

FOIA 

RES 


RAUSCH. T J 

8303030469 

90-337 

0 

rcinann. F. U 

8203330377* 

90-10 

0 

RAUSCH. T J. 

8303300309 

BO-337 

p 

nElNHUTH.O U 

B303030S9I* 

roiA 


RAJSCH. T. J. 

8303030346 

90-369 

(1 

nEtNMurH.o w 

8203030206* 

FOIA 


RAUSCH. T J. 

B303030336 

90-349 

p 

REINMUTH. 0 U 

601 1070310* 

FOIA 


RAUSCH, r. J. 

0303030369 

90-337 

p 

RElNMurti. 0 » 

8012160332* 

FOIA 


RAUSCH, T. J. 

8303030466 

90-337 

p 

REIS.E d 

8303170109 

50-928 

0 

RAUSCH, T d 

8303030410 

90-337 

p 

neta.E j 

8203190392 

90-466 

0 

RAUfiCH. T J 

B203170419* 

90-10 

0 

REIBCII. F 

8203010036* 

FOIA 


RAUSCH. T J. 

B303I 10308 

90-237 

0 

REITLER.K. H 

8303170003* 

70-1191 


RAWSCH. T. J 

8303110393 

90-237 

p 

REKITO. U A 

8203330330* 

90-293 

0 

RAUSCH. T. J. 

8303160396 

90-337 

p 

rekito. m a 

8203330493* 
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30-443 

n 

SCHROEDER. C U 

8303110221 

50-3/3 

A 





SAUNDERS. J J 

8203030396* 

30-443 

H 

SCHROEDER' C M 

8303110319 

50-3/3 

A 

HOI4SC.‘^E.F H 

8303170086# 

FOIA 


SAU.N0ERS. B T 

6303190393* 

30-280 

R 

SCHROEDER. C U 

8203110297 

90-3/3 

A 

ROV, 0. H 

8005300693# 

FOIA 


SAUNDERS, e T 

0303190363* 

30-280 

R 

SCHROEDER- C W 

0303130081 

50 *3/3 

A 

ROV. 0 U 

0303330714 

90-103 

Q 

SAVIGNAC.N F 

8303090397# 

FOIA 


SCHROEDER. S A 

8303330990* 

50-21/ 

9 

ROV.O U 

8303330433 

70-36 


8BAR. M. L 

0203190078 

NUREO 


SCHROEDER. C. M 

8203120129 

30-3/3 

A 

R07AK. S 

8303160361# 

40-2061 


SCALDARINI. J C 

8203290135 

PR 


SCHROEDER' C M 

8303130407 

50-3/3 

A 

R072EtL.S E 

6203190093 

50-466 

0 

SCALETTI'O C 

8203330407* 

50-514 

T 

SCHROEDER' C. U. 

8203170326 

90-3/3 

9 

R02 7ELL.G E 

8303190093 

90-466 

0 

scarano.r a 

8203090433* 

FOIA 


SCHROEDER. C W 

8203230712 

ao-3/3 

0 

ROZZEUL. B E 

8303160170 

50-466 

Q 

scarano.r a 

8303030093 

40-8681 


SCHROEDER' C. U 

8303180217 

90-3/3 

A 

R072ELL.S E 

6303350374 

50-466 

Q 

scarano.r. a. 

8203330092 

WASTE HOT 

SCHROEDER. C U 

8203190301 

SO-3/3 

A 

RQZZE1.1..6 e 

B303330374 

50-466 

0 

scarano.r a. 

8203170155 

WASTE MOT 

SCHROEDER' C U. 

8203230304 

80-10 

r 


AUIMOR 

ACCE&BTOn 

flUHOER 

SUBJECT 

CAlECOttV 

AUIMCH 

ACCESSICN 

N.JMBER 

SUO JEC T 
cateoory 

AUTHOR 

ACCESSICN 

njhder 

SUDJEC 
Cat ECO 

S€moeD£B-C H 

B203J>0061A 

50-373 

A 

scunuv.N 

8303100371 

ORO 


SH£O..OSl4V 

0203030356 

90-249 

SCHBMCCH-C W 

0303330330 

90-373 

A 

SCURHV. N 

8303130031 

ORO 


SHEERAN. n. £ 

0203090396 

70- 1 1 00 

6CM>0£i)efi> C W 

0203330337 

90-373 

A 

SCUBRV. M 

83031 50034 

ORO 


Shelley, w j 

0203090Ca3 

70-1193 

SCHBOCDER'C w 

9303330333 

30-373 

K 

SCUBH'l.M 

8203290053 

ORO 


SHELLEY. W J 

□203190166 

70- 1 19.3 

6CM»0€J)eft> c M. 

0303360179 

90-373 

F 

SCURRY. N 

8303a'9'0049 

ORO 


SHELLEY. W J 

0303120353 

40-3061 

SCHROel>Efi t H. 

9203390300 

50-373 

A 

SCUftRY.M 

0303290057 

000 


Shelley. u j 

0303130335 

40-8A47 

SCWOfDES-C 

0203390331 

90-373 

A 

SCURRY. M 

0303290060 

ORO 


SHELLEY. M J. 

0303160470 

40-3061 

SCI«OEDCT<C W 

0203390348 

90-373 

A 

SFAVcft. 0 A 

8303090077* 

CO.N TRACT 


Shelley, w j. 

0203 1 609 1 9 

40-3061 

SC*«0EI*R'C. » 

020339049 T 

30-373 

A 

SEECMlLUEfl.D S 

8303310000 

RES 


SHELLEY. W J 

030329013.7 

40-3061 

SCMROCPEB. C M 

0203310173 

90-373 

A 

SEEMAN. M J 

8303050159 

PR 


SHELLY, U J 

020326031 J 

70-925 

5CW;t£t€».C w 

0203310443 

50-373 

A 

aClDEMSlClN.S 

8203030063* 

roiA 


Sr-EPHERD. T A 

0203360159* 

40-6632 

6CHU.TZ.C 

020303030 4 ■ 

90-399 

V 

SEtOl.C.R C 

82030S0350 

40-0706 


ShEPLEv. S E 

0303220237* 

30073 

SCHU.T2«« « 

02031 10283« 

90-307 

H 

SEIOLC.R C 

030303034 9 

90-3 in 

0 

SMCPO^I. 0 w 

8303 IQ 0096* 

FOIA 

6CHm.L*«»0 A> 

8203310443* 

90-303 

F 

SeiOUE.M C 

a303«S034<7« 

50-313 

n 

ChF.RE)N. r m 

0203IB0434* 

FOIA 

6CHIA2.B » 

0203330336* 

90-410 

0 

BFTOLC.U C 

8203050374 

90-403 

a 

sheron. u. u 

7909140240* 

50-320 

SC»WWkCV«B.H C 

0203160361* 

40-2061 


SelOLE.M. c 

B303230615 

30-313 

a 

SHERR.T S 

0303150190 

HASTE « 

SCmiKACfEB.W C 

82031 10348* 

27-39 


SEIDI.E* W C 

B30 3330631* 

90-313 

0 

SHERR. T 0 

0303040996 

70-034 

SCM«f6R«« 0 

8303120169* 

70-734 


SEIOLE.U C 

0303330637* 

50-313 

a 

SHERUOnO. O 0 

0004001099* 

FOIA 

SCW(\.fft. JO 

8303160333 

90-379 

F 

SetOLE.W c 

0203190370 

50-313 

a 

SMEHV<COO. 0 0 

8303170239 

50-447 

SCIMART- C. 

0303030390* 

90-445 

M 

GElOue. «. c 

830333033.3 

30-313 

0 

SMERUGOO. 0 0 

02031 70243* 

50-447 

6CW.4W11«M. A 

0303390452 

REOOO 

H 

SEIKEN.e J 

8203030470 

90-403 

A 

SFERUOOO. O 0 

8303170575 

50-447 

SCIMENCER* A 

0107130039 

90-490 

SELAN. J C 

8203100499* 

90-313 

P 

SHERNOOO. 0 0 

82031 ICOOO 

PTai 

SCI«nC£H*A 

0107130043* 

90-490 


GECAM, J C 

0303090463* 

30-306 

P 

Sl.ERUOUO. 0 0 

0203230591 

90-510 

fiCMUEHC£fl»A, 

8203010303 

90-458 

A 

SELOERO. M E 

0203230400* 

90-266 

0 

SFiERuQOO. O. 0 

3303390563 

PR 

6C»»«NCCn»A. 

0203010372 

90-353 

A 

SELIO.e 

0303300193 

PR 


SHFRUOOO. 0. 0 

0203390466 

PR 

&CHUEt<Qt< A. 

0303040491 

90-392 

A 

SELLS. 0 e 

0303130034 

90-490 

A 

SvEMY.OM.P 

02031 10303 

30-3Q2 

SCtAIEKER. A. 

0203040173 

90-332 

A 

SELLS. 0 E 

0303240461 

50-498 

A 

SliEUMON. P 

63031 10204 

90-306 

6CHWE*«:ER< A 

0203040181 

90-416 

A 

OEMINARA. J L 

8303030375* 

FOIA 


SHEWMON. P 

0203190057* 

90-454 

6C»«arfEB. A 

0303040343 

30-440 

F 

8EH INARA. J L 

01041 4 06C0* 

FOIA 


SHEUMQN. P 

0303330139* 

90-461 

sckwemcct.a. 

0303040339 

90-307 

A 

BE Ml MARA. J L 

8303030063* 

FOIA 


SHEWMON. P 

03033401 31 

ACRB 

SCIftCMCE^)- A 

8203040310 

30-307 

A 

OEMKCN. R 8 

0203050400 

req 


CHEWHQN. P 

0203240430 

CQMMIS9 

eClACNCU. A 

0203030301 

90-392 

r 

BEMMEB, B M 

0303330333* 

90-403 

A 

SHIAU. A. C 

8203260320* 

90-309 

S’ZHUENcen- a 

03030.30199 

90-416 

A 

GEHMEL.M 

0303120364 

30-139 

0 

SHIER. K. C 

03030902.39* 

90-329 

SCHMEHCEB-A 

0303040944 

90-490 

A 

BEMMEL.II 

D303120243 

90-195 

0 

SHte(-08«B M 

02O329O39Q 

NUREO 

BClfNEhCEH. A 

0203090109 

90-307 

A 

BEMHEI.. II 

0203170271 

30-139 

0 

shields. 8 W 

0303IC0392 

90-346 

6CKIEMCER. A 

0303030196 

90-440 

A 

SCriMEL, M 

0303230137 

90-199 

0 

G.IIELOB. 8 W 

0303100446 

90-546 

BCf-MEHCEB. A 

0203090421 

90-373 

E 

SEMHEL, H 

030.3230130* 

90-199 

0 

SHIELOS. 0 W 

8303160530 

90-946 

BCHMEMCEB" A 

0203190300 

30-392 

A 

3EMMEL,U 

0303230137 

30-195 

0 

SHIEi-O. S. N 

8203230194 

30-946 

SCHUEHCER. A 

0303110430 

90-993 

A 

6FMMEL.M 

83033 1 0933 

30-199 

0 

shielob. e u 

0303220183 

50-946 

fiCfAeUCER. A 

0303190006 

90-430 

F 

GEMMEL.U 

03033 1 0933 

90-139 

0 

SHIFFER. j 0 

0203100447 

50-275 

ECMENCER. A 

0303190270 

90-490 

A 

BENCER.O J 

030323001 1 

8t*t* Prog 

SHIFFCR. J 0 

8303100449 

50-1.13 

8CHUDKCH. A 

0303130303 

30-323 

A 

BENIUK.P 

0303160153* 

90-346 

8 

Sniffer, j o 

0203340339 

90-133 

SCHUENCER. A 

8303190309 

90-440 

A 

etHAFINl.A N. 

0303290339 

REOOO 


BMIFFER. J 0 

6203340023 

30-273 

SCEMENCER.A 

8303160019 

90-490 

A 

SERINI.S L 

0203010093 

70-3947 


EHIFFER. J 0 

0203310269 

30-275 

eCEMENCER’A 

0303190376 

90-498 

A 

GEVERHON. U J. 

□203040399* 

90-937 

A 

GHInER. o. 

0203030070* 

FOIA 

SEmEHCER. A 

8303170034 

90-440 

A 

SEVERN. H R 

0303290940 

PR 


EHtvELY. C. N 

0203190423* 

90-313 

SClUEHCER. A 

8303160041 

90-416 

F 

SEVERN. R R 

□303310436 

PR 


SHGEMARER. C J 

8203020097 

50-338 

6CE«4E?KERi A 

8303180309 

90-392 

A 

CEVFRtT. K V 

0303020333* 

FOIA 


shoemaker. C J 

8203040393 

30-440 

HIMENCER. A 

8203100461 

30-392 

A 

OeVfHIT.K V 

0303100147* 

FDIA 


OHQEMAREH. C J 

8203000137 

90-289 

fiC»»«WCER. A 

030323006B 

90-440 

A 

erAKIANAHIB. 0 

0303290335 

RFCOD 


S»iOEMAKER. C j 

0203100310 

90-361 

SCtWOKER.A. 

8303330039 

90-440 

E 

BIIA.U T 

8203 04 0134 

NUREO 


SIIOEHAHER.C J 

0303100204 

90-313 

fiCIWEhCER.A 

0203230740 

90-416 

F 

eUA.H T 

8303100431 

NUREO 


SKUEHAHER. C J 

8303190343 

90-309 

SCHWXCrR.A 

0303320030 

90-440 

0 

OHA. H T 

0303290093 

NUREO 


SHOEMAKER. C J 

0303330303 

90-361 

SEHMENCER.A 

0203330036* 

90-440 

D 

eUACHLETON. 0 C 

8303020492* 

90-373 

0 

SHOEMAKER, C J 

6703390319 

50-309 

S<:>«OKEn<A 

8203220939 

90-322 

E 

SHAFFNER.J A 

0203340397 

27-39 


BHOEHAHER. C J 

0703290368 

90-400 

SCMMENCER.A, 

8203230192 

90-373 

A 

ghaffnlr.j a 

02032404 1 1 • 

27-39 


SHOEMAKER. C J 

8203390378 

90-377 

KHUENCCR.A. 

8303310013 

90-397 

A 

BHAFFNER, o a 

B30334O53A 

27-39 


SHOEMAKER, C. J 

830339031 1 

50-309 

8<M«WC£B, A. 

8203290349 

90-392 

A 

SMALLER. 0. V 

0303310390 

30-316 

R 

6H0M. F. U 

0303030070 

30-440 

SCWieSCM.R.L. 

BCfWINt.U. 

020303031 1 
0203190067 

NUREO 

nevTEU 

ORP 

shannon, j. 0 

0HAPAR.V) H 

0303240163 

8005160312* 

40-0064 

FOIA 


OHOM. F J 

OHON. F. 0 

030304031 7 
0303040294 

90-247 

90-347 

6EOE)aO>N.R 

6C011.R.U. 

0303190070 

8303100363* 

NUREO 

FOIA 


SMAPtRO.H 

stiAPino.n. 

0203 1 90407* 
0303310409 

70-2084 

50-322 

0 

F. J 

QIION. F J 

0303000149 

0303170376 

30-440 

30-333 

s<oir.o.e. 

8108380996* 

90-10 

F 

SHAPIRO. R 

030331040? 

90-332 

0 

ShON. F J, 

0303320397 

30-332 

Koir.n.L. 

8303170134* 

90-920 

0 

BMARKA.H P. 

8303090244* 

90-219 

8 

CHON. F J. 

0303230144 

30-195 

SCOU.D. J. 

0203230979 

90-10 

R 

SHARP, H A 

B3033000U* 

CONTRACT 


SHOM.F J. 

6303390193 

9Q-247 

BEOII.O. J. 

83031 10389 

90-237 

8 

8HAU0.E T 

0303090260* 

90-293 

0 

SHQN. F J. 

0303310316 

50-247 

&COU.O.J. 

03031 303Q9* 

50-10 

F 

6HAU, A. 

0203020036* 

IPORTLtC 


eHOOR. a 

0203290476 

PR 

SCOTT. O.J. 

D303030397 

90-237 

8 

SHAW, A. 

0303010407 

XPORILlC 


SMOOO. J 0 

0303290946 

REOGO 

SCOTT. O.J. 

0303030409 

90-337 

8 

8IIAU. A. 

0303040147 

KPOftll.IC 


SHORT. R (V. 

030323072 1 • 

90-285 

SCOTT. O.J. 

8303030449 

30-337 

8 

CHAU. A. 

0303090619 

XPORTLlC 


anOTMECL.. J A. 

0203230379 

90-293 

SCOTT. O.J. 

0203030946 

90-349 

0 

BHAU. A. 

0203090617 

XPORTLIC 


8HQ7LELL. J A 

0303330302* 

50-293 

SCOTT. O.J. 

0303330644 

90-237 

3 

SHAU. A. 

0203090298 

XPQRTLIC 


SHOTUELU. J 

0203250333 

50-293 

SCOTT. O.J. 

6303310470 

90-349 

0 

BMAU.R. K 

0203290453 

REOOO 


SHREVE. 0 D 

6203100333* 

CONTWAC 

SCOTT. O.J. 

8303090409 

90-10 

R 

BMAU. A. 

8203300363 

XPORTLIC 


OHRIVER. 0. L 

830316092? 

90-62 

SCOTT. O.J 

0303110177 

90-249 

a 

CHCA. J R 

9102Q90346* 

FOIA 


SHRaeCER. C M 

92031)30230 

90-373 

SCOTT, O.J 

03031 10334 

90-249 

e 

shea, j j 

8303030661 

30-249 

P 

SHUEY.C. 

8203290094* 

WASTE H 

SMTI.O.J. 

03031 10303 

90-249 

a 

SHEA. J. J 

8203020 92 9 

30-249 

P 

8HUKLA. S N 

0203040038 

NUREO 

scorr.ii 8 

8303320490* 

ORO 


SHEA. J J 

8303020413 

90-249 

P 

SHULL. C D, 

0203230732 

90-528 

SCOTT, 11.8 

8303330907* 

(]R0 


SHEA-J J 

8303090337 

90-243 

P 

EHUM.E V 

8203310200* 

40-8610 

KOTt.O.g. 

0203310320 

90-237 

R 

CHCA. J 

0203170393 

90-249 

P 

SHUMWAV, R U 

0303080103 

REB 

SCOTT. 0. J. 

030324094 1 • 

90-10 

f 

shea.j j. 

8203170390 

90-245 

P 

5HUPE. H. 

0203310999* 

FOIA 

scarr.o.j. 

0303330737 

00-237 

e 

bmea.p. j 

0203230498* 

90-833 

0 

SHUPE.M. W. 

0203310991 * 

FOIA 

8ccrT.o.j- 

8203330983 

90-237 

6 

6HEA.P J 

82032304 9B* 

90-923 

0 

SHUPE.M. W. 

0203310317* 


SCU®CR,J. L. 

6303360010 

90-437 

H 

SHEARER. 0 M 

8203390905 

REOCO 


SHUSTER. 0 0 

6203290404 

REOOO 

aClRT.t.M 

0203100133 

QRO 


CHEOLOtltlY. J t. 

82031 10084* 

50-24 3 

0 

SHYMLOCK. m. B 

02031 70938* 

50-33B 


AU r«40R 

ACCESSION 

number 

CATECQPV 

AOTHCR 

SI3LEV, T M 
SIOE0OrMAf<. 0 P 
S1E3ER. J D 

SI£8ER. J 0 
SIEFKEM. 0 1. 

890391 C024 
8303390466 
830304017) 
8303050399 
8303340393 

mure® 

PR 

90-334 P 

30-334 P 

37-39 

SMITH.P A 
smith. P A 
SMITH.P A 

smith. R 0 

SMITH. J C 

SlEFitEN. D L 
SIEFKEM. D U 
SieFKEM. 0 L 
SieCEt. rt 

StECEL. S 

8303340390* 

8303340411* 

3303310379 

830310000? 

8303330096 

37-39 

37-39 

27-39 

30-341 A 

30-299 P 

SMITH. U 0 

SMITH. W 0 
SMIIH.W 0 

SMITH. R L 

SMITH. J fl 

sjvvORey,i.J « 
SILOERSTEtN. E 
StLEERO. J E 
siloerc. j E 
SIlICM. C 

B203IR03A6 

830339033$ 

8303350118 

93033501)9 

8303310333* 

50-341 0 

RE® 90 

30-440 0 

50-440 Q 

50-29 3 8 

SMITH, a H 
S.MITM.W 0 

SMITH. J W 

SMITH. 1 W 

SMITH. 1 W 

SILEINO. 3 A 
SlLLtt.O. 8 A 
SlLElRO. 6 A 
SILLIMO. 5 A 
StLVEft, 9 

8303340530* 

8303040)85 

9303030073 

8303340536 

8303030493 

WASTE M3T 

waste hot 

WASTE KOT 

WASTE MOT 

NURE8 

SMITH.P A 
SMITH.R 0 
smith. 1 W 

SMITH.P 

SMITH. 1 W 

StLVl8.fi M 
SiLViS.fi M 
SIW0N9. S J 
BIfl.VAO.M r 
SJMPSON. F B 

9303030585 
8303090019 
93030304) 3 ■■ 
8303C90537* 
9303930376* 

CONTRACT 

CONTRACT 

40-964 

50-13B P 

90-10 P 

SMITH. 0 C 
SMITH.P A 

S.MITH. P A 
SMITH.P A 
SMITH.P A 

SINCLAIR. M 
SINCLAIR. K 
SINCLAIR.H 
SINOLETON. J U 
3INJSI. J H 

0303170498* 

8203330043 

8303310459 

8303180249* 

8303100333 

30-279 W 
90-329 0 

PB 

FOIA 

90-29 J 

SMITH.P A 
SMITH.P A 

S.MITH. J L 

SMITH. J L 
SMITH.R K 

StNISI. J H 

SlNISt. J H 

StNISt. J n 

SlNlSI. J n 

5(misi. j n 

9303350096 

8303250103 

0303350109 

BSK3250557 

8303390968 

50-244 J 

30-39 J 
90-313 J 
50-293 J 
30-393 J 

SMIIH.W 0 

SMITH. J L 

SMITH. W 0 

SMITH. J L 

S.MITH. W 0 

StNISt. J M 

StNVlIN. L 

StNKtN. L 

StN^tN. L 

SJOOREN. R m 

9203290999 
8303100194 
8303190360 
8303190368* 
630333071 1 

30-243 J 
30-498 0 
90-490 0 
30-498 0 
30-309 R 

SMITH. W 0 

SMITH. 0 H 

SMITH. T H 
SMITH.R 0 
SMITH.R 

SKAARtlKA. J 
SUMNER. P H 
SHOlOS. j L 

SKCV-0 

shovmolf.o j 

8303030371* 

8303080610* 

0303170408* 

8303330293 

0303030021* 

30-339 P 

50-321 Q 

30-3-73 0 

70-100/ 

FOIA 

smith. J L 

SMITH. J L 
8.MlIH.fl L 
SMITH.R 0 
SMITH.n 0 

SpQVHOLT. 0 J 
SKOVNOLT. D J 
SKOVHOLT. 0 J 

Slade, d h 

SLAMtNeKl.U J 

8007030148* 
8003131036* 
83030401 72* 
B203090377* 
83031 I03IO* 

FOIA 

FOIA 

FOIA 

FOIA 

40-8724 

artlTH. J L 

SMITH. U ® 

SMITH. W 0 

SMITH. W 0 

SMITH. J L 

small. P M 

SMITH. C W 

SMITH. 0 L 

S.ItTH. 0 L 

SMITH. A 0 

9203020646 

0203090434* 

B20303C060* 

9303010017* 

9203240059* 

50-423 I 

fOIA 

FOIA 

FOIA 

80-29 H 

SHITH.U 0 

SMITH. W 0 

SMITH- W. 0. 
smith. W 0 

SMITH. R L. 

8MIIH.L e 

SMITH. B U 

SMITH. J L 

8MITH.R 0 

SMITH.® C 

8303130420* 

8203390993* 

8303030403 

9303030393 

8303030403* 

SECY 

30-302 Q 
30-322 e 

27-47 

30-277 0 

SMITH. I W 

SMITH. 1 W 
SMITH.® H 
SMITH.R L 
SMITH.R 1 

SMITH. J L 

SMITH.® C 

SKI TH. J L 

SMITH. W. 0. 

9HITH.M ® 

9203190478 

8303030913* 

8303030461 

830333036? 

8303330413 

70-2884 

50-334 0 
90-322 A 
90-3)3 R 
90-316 R 

SMITH.R- 1 
SMtTH.P D 
SMOKQWKOt. R J 
BMYTH.C W 
SNIEIEK. J H 

SMITH.® H 

SMITH.E T 

SMtTH.P A 

SMITH.! H 

BHITH.P A 

9303090438 
S303010I47 
8203040101* 
83031 10t03« 
9303330349* 

30-213 0 
30-537 H 
CONTRACT 

30-213 a 
CONTRACT 

&N1C2EK. J H 
SNOW. 6. A 

8N0U. B. A 

SNOW. B. A 

SNOW. B A 

SMITH-H L 

SMITH. B W 

6MITH.R L 

SMITH.P A 

SMITH-P A 

8303030349 
83031 70304* 
8303030396 
S303030018* 
8303030037* 

30-271 R 
30-302 a 
50-271 P 

CONTRACT 
CONTRACT 

SNOW. B A 

SNOW, e. A 

SNOW. S A 

SNOW. 0 A. 

SNOW, B A 

SMITH.P A 

SMITH.P A 

SMITH.P A 

SMITH. M C 

SMITH.M C. 

8303190304* 

8303190313* 

8203190331* 

9303100343* 

8303100349* 

CONTRACT 

CONTRACT 

CONTRACT 

30-247 8 

30-247 B 

SNOW, 8 A. 

SNOW. B A 

SNOU, 8 A 

SNOW, a A. 

SNOW. B A. 

SMITH.® H 

SMITH.n L 

SMITH. 1. M 
SMtTH.P. A 
SMtTH.P A 

8303030918 

9303180310* 

8303030093 

9303340330* 

8303330331 

30-293 F 
30-289 0 

30-314 0 

40-3433 
CONTRACT 

8N0W.C.T. 

SNOW. 8 

SNYDER. A W 
SNYDER. A W 
SNYDER. A M 


number 

CATEGORY 

AUTHOR 

HUMBER 

_CA’tj| 

8203240396* 

CONTRACT 


SNYDER. 0 L. 

6303180191 


8303240413* 

CONTRACT 


SNYDER. H.L 

8303160089 


8303110333* 

CONTRACT 


SNYDER. S 

8203010090 

9-3-35, 

0203390087 

WASTE HOT 

SNYDER. B si 

8203030040 


0303170046 

40-6633 


SNYOER. S J. 

8203030181 

^0-3Cs 

8303030321 

50-316 

8 

ONYDER.B 0- 

82030501 23« 

50-35, 

8303030339 

50-313 

8 

SNYDER, fl. J 

e2030S0132» 

30- •*5* 

0203100209 

30-313 

R 

SNVOER. H L. 

8203170600 


0303090363 

30-271 

P 

SNYDER. H. L- 

8303170013 

lO-BSi 

8203220470* 

CONTRACT 


SNVOER. A W 

82030 5C483 

fi£B 

0303310310* 

30-361 

1 

SNVOER. B. J 

8203190174 

50-b, 

0303170314* 

30-313 

0 

SNVOER. 0 J 

8203190177* 


0303040300 

90-289 

0 

BNVOER. B. J 

8203190180* 


8203040304 

30-289 

0 

8NVDEH. B. J 

8203190182* 

90- aa 

8203080131 

50-289 

0 

SNYDER. B. J 

8203290099 

90-'3ai 

8203100086* 

CONTRACT 


SNYOER. D. J. 

8203390079 

50-3Si< 

8303190196 

37-47 


BOOARO.R. n 

8303290403 


B303000I34 

30-289 

0 

BQLDAT. J.K 

0203090383* 

FOIA 

0303180109* 

CONTRACT 


80LLENBER0ER. 0 

8303030134 


0203090132 

30-914 

0 

SOLLENBEfiOER. D 

8303260191 


9303390337* 

70-371 


SUMERVILtE. H 0 

8303020266 

40— ff?' 

0303190172* 

CONTRACT 


SOMERVILLE. K 0 

8303230099 

40 

6203130176* 

CONTRACT 


eOMERVlLLE-CAMP 

8303290399 

50- 3S 

8203330399* 

CONTRACT 


80MERVILLE-CAMP 

0303310484 

30- as 

0203190479* 

90-209 

p 

80NNEMAKER. R. £. 

BS03290432 

iice<o 

9303390096* 

30-289 

p 

800. P 

8303190009 

AWfiC® 

8303310003* 

CONIRACT 


800. 8 U 

8303180431 

MJRCSi 

02031 9000S 

30-322 

A 

8000ER. J L, 

8303220976 

90-92 

0303190140 

30-332 

A 

eOUDER. J. L. 

83033106SI* 

50-40 

8303170302 

30-383 

0 

80WD0N. T L 

8203230433* 

50-29 

8203 1701 38 

30-316 

8 

BPANOLER. n. fi 

8203010386* 

FCIA 

8303160246 

30-322 

A 

BPANOENflEfiO. F. 

8203080393 

50-52 

8203310933* 

30-313 

0 

BPAN0EN8EHO. F. 

8203110341 

50-52 

B303190343 

30-323 

A 

8PAN0ENBER0. F 

8203300073 

50-93 

8303230448 

30-313 

a 

BPANOENBERO. F. 

8203300168 

50-33 

0203230330 

50-316 

B 

8PAN0ENBERD. F. 

8303310901 

50-92 

6203310440 

30-309 

0 

SPECTER. A 

8303110402* 

50-3! 

S2033 10294* 

30-213 

a 

SPECTER. A 

8303110200 

50-2* 

0203310103 

27-40 


BPECIER.A 

B203290464 

PR 

0303330192* 

30-219 

8 

SPECTER. A. 

8203290976* 

PR 

8303230184 

90-322 

A 

SPECTOn. a M 

82030 50360* 

90- ST 

8203230361 

90-332 

A 

SPEia. T. p. 

8303020020* 

FOIA 

8203230346 

30-271 

R 

BPElS. T P. 

S203020012* 

FOIA 

6203390074 

27-47 


HPEIS. T. P. 

0OO723OO9B* 

90-21 

8303390076* 

27-47 


BPEI8. T P 

8000130669* 

90 - 3 : 

Q2032603Q3 

50-322 

a 

SPEia.T P. 

8008100279* 

30 - SI 

6303260360 

30-316 

s 

SPEI8. T, P. 

8009170034* 

90 - 2 < 

S203390273 

30-316 

8 

sPEia. t p. 

8009260964* 

90- » 

8303290603 

30-316 

8 

8PEI8. T. P. 

BOlOlOOOOl* 

90 - > 

8303310446 

30-322 

J 

BPE18. T, P. 

8010230527* 

90-3* 

8303390086 

30-316 

8 

BPEIS. T. P, 

BO 10270236* 

90-> 

8203390319 

30-316 

B 

BPEIB, T, P, 

8011070179* 

90-31 

8303330609 

30-313 

8 

BPEIB. T. P, 

8011190169* 

90-2^ 

8303390633 

30-313 

8 

8PE18. T. P, 

8011190173* 

50 - S' 

8303300174 

30-271 

F 

BPEIB. T. P, 

82021 10034* 

90-3 

8303390466 

30-289 

0 

8PEI8. T P. 

8202180074* 

90-3 

8303390330 

30-289 

0 

8PEI8. T. P. 

6203050298 

TOP« 

83033 104 10 

30-29 

Q 

8PELMAN.H J. 

8203310021 

40 -S 

8303310343 

30-271 

P 

SPELTER. A 

8303110281 

90-3 

8203190443 

NUHEO 


SPENCER. O. B. 

8203180442* 

90-2 

8303190437 

NUREO 


SPENCER. 0 . 8 . 

8203180420* 

90-2 

8203190049 

NUREO 


SPENCER. 8 . B. 

8203100390* 

90-2 

83033401 18* 

30-201 

R 

SPENCER, 0 8. 

8203010291 

90-3 

8303320393* 

30-209 

R 

SPENCER. W. C. 

8303290449 

RtOO 

8303190014 

M18C 


8PENCCH.0 0. 

B303020467 

90-3 

8203130403* 

REVIEW ORP 

SPENCER. 0. 8. 

8203290323 

70-7 

8303340371 

30-244 

R 

SPENCER. 0 . 8 

8203230256 

90-a 

8303340378 

90-244 

R 

SPEROFF.R.O. 

8203310477* 

90-2 

6203290383 

30-244 

R 

ePEaSARD.fi. L. 

8302030219 

90-3 

8303290409 

30-244 

R 

BPEBBARO.R L. 

8203030499 

90-4 

8203390412 

30-244 

R 

8PE88ARD. R. L. 

8203100325 

90-a 

83033904 19 

30-244 

R 

BPE88AR0. R. L. 

8303160466 

9O-* 

8303390427 

80-244 

R 

8PES8AR0. R. L. 

8303330672 

90-2 

8303290398 

30-244 

R 

ePESSARO. R. C. 

8203030919 

90 -* 

8303390439 

30-244 

R 

SPESSARO. R. L. 

8203160222 

* 0-3 

8203390213 

30-244 

R 

8PES8ARD, R. L 

8203230700 

90-^ 

0303340336 

90-244 

R 

8PE88AR0, R. L. 

8303230001 

90 -J 

8303390443 

30-244 

R 

SPE&8ARD, R. L. 

B3031OO214 

9O-S 

8303340319 

30-244 

R 

8PEB8ARD.R L. 

8203050329 

90-5 

8303080436 

50-244 

8 

BPEBBARO.R. L. 

8203050426 

9O— '' 

8303130347* 

50-281 

P 

BPEB8ARD. R. L. 

8303230009 

50 -S 

8303170960 

30-244 

8 

8PES8AR0. R. L. 

8203230009* 

9^5 

8203170099* 

FOIA 


8PEB8AR0. R. L. 

8203230686* 

»0-'‘ 

0303170093* 

FOIA 


8PESSARD. R. L. 

8203100323 

90 -J 

8303170026* 

FOIA 


8PE88AR0, R. L. 

8203110231 

9O-; 


PERSONAL AUTHOR INDEX 



ACCCfiSIOM 

NUHBER 

SUBJECT 

cafeoorv 

5?CS3AA0'< R. L 

82031 1024 <P 

90-263 

0 

6?E63ARD« R. L. 

82031 103334 

50-302 

0 

5J>CSSAR0> n. L 

02O31AO47I* 

90-362 

0 

S^ESSARO* R. t 

03032303A2 

90-494 

0 

S?ESSA«D. ». 1 

82032 9022& 

90-373 

0 

e/>EBs>ns*R. t 

8203990331 • 

50-373 

o 

5f‘C&SARO< A. L. 

0203930560 

90-10 

0 

SPC&SAAO'R. 4. 

□2032 30 96 »• 

90-10 

0 

SPiSSAflO. R. t 

8203170206 

90-461 

0 

EPCS9ARO. R.L 

8203170407 

90-10 

a 

S?f8SAHD^R L. 

8203310187 

90-461 

0 

SPCSSARO^R. L. 

0203310320 

90-399 

Q 

SffBSAflD^R L. 

0303230219 

90-299 

8 

SPCSSAAO. R. C. 

0303230197 

90-299 

0 

SPEBSARDi n.L. 

8303330636 

90-403 

Q 

Si^CSSARD. R. L. 

B30323036S 

90-10 

0 

SRrSSARD. R. t. 

0303360338 

90-266 

0 

SPESSARO. R. L. 

0303310339 

90-319 

0 

SPIELta.P. 

SPICLCS. P. R. 

SPITI*ERO> D. B. 
SPOHa-ER. 0. c. 
SPSAAAOCM* e.C. 
SHAM. R O- 
SPUIOlW A J. 

SrtjHOlW. A J. 
SPEXtAWSKt. 0 J. 

sreniahski.o j. 
SPCRIAUSKI.O J. 
9EHIAW8KI.O. J. 

SfiChlAMei<.t.D J 

SP irivasaw, N 
afACK. 0 M 
arACK. R H 
8rAOAU4(K. ft. C. 

STAOt^’M B. 

STiWO.C 

8303010483 

0303120041 

0303390343* 
H303at0309» 
0203390306 
0203020739 
030303001 4* 

8303 030003* 
02031 10210* 
0303 1 60929 
0303170312* 
0303170309 

8203310334 

0009301061* 

0303100390* 

8303390476 

8303390492 

0103090391 * 
8203040364* 

40-8380 

40-8300 

70-734 

FOIA 

RCOQO 

NUftEO 

FOIA 

FOIA 

40-0724 

70-1398 

70-1493 

70-1493 

!«£ 

FGIA 

FOIA 

PR 

REOOO 

FOIA 

90-404 

A 

STAIt.T. J. 

STAHtRia. B 

8203290310 

0203170106 

REOOO 

90-339 

D 

si«ei£ftRv. M u 

8203000094* 

90-303 

0 

arANascRftV. w m 

8203030947* 

90-337 

0 

arMOtamv. w u 

0303290346* 

90-339 

0 

arANTtM, J. 
a’AAMIECKI. R. 

8203290967 
83031 10079 

PH 

90-249 

0 

8'AftA£V< R. B. 

8203020909* 

90-361 

0 

STA«K£V.R. B 

0303000479* 

90-361 

0 

rABK.R.M. 

0303030324 

90-937 

A 

S'ADKTr.R. B 

B2O30BO194 

90-361 

8 

8’«K£Y,R. B 

0303080244 

90-261 

6 

b^ark.R.h. 

0303030017 

90-937 

A 

B'AAK.RN. 

8203100414 

00-937 

A 

B'MK£Y,R.B. 

8303100363 

90-261 

8 

S'ARA.R.M. 

8303180447 

90-937 

A 

B’ARK^Y.R.B. 

8303330960 

00-261 

8 

B'ARK.R.H. 

B3031 90211 

00-937 

A 

C'AftK.R.N, 

0303320097 

90-937 

A 

S'ARK£Y«ft. B. 

0203190337 

90-361 

R 

S'ARK.R.H 

0303190108 

90-937 

A 

8'ARK.R. N. 

0303230124 

00-937 

A 

firMH.R.N. 

S303220126 

90-937 

A 

STARK. R.N. 

0203330130 

90-037 

A 

arARN.R.H 

0203330304 

00-037 

A 

STMU.R.H- 

8303390066 

00-037 

F 

STMK.R.H. 

8303390071 

00-937 

A 

STAW.R.M. 

8303390143 

00-937 

A 

eTARitR.H- 

0303390149 

00-537 

A 

rARILR.M. 

8303310016 

90-937 

A 

S’AROBTECKI.R. 

0203010331 

90-293 

0 

S’AROerECKl.R 

0203300002* 

90-387 

II 

a'MoeirCKitR. 

8203090283 

00-394 

0 

S'MoerECKt.R. 

8203090391* 

90-354 

0 

STAROBITCKI. R. 

8203090387 

90-317 

O 

aiAROBTCCKI, R. 

8203090417 

00-247 

O 

aTARoarrcRi. R. 

8203080421 

00-334 

0 

aiAAOeiTtMt. R. 

8203090429* 

00-247 

a 

STMOmCMI.R. 

8303090461 

00-333 

0 

STAPOmCHI.R. 
SIAAOSTtCMt. R. 

8303090336 

8303090331 

70-030 

00-307 

Q 

BTMUTECWI. R. 

8303090369 

00-277 

Q 

STAAOmCHI.R. 

8303090277* 

00-377 

Q 

8TARO0TECH1. R. 

8303110086 

90-213 

0 

BTMOSmKt. R. 
BTAPCimCKIi R. 

8303090376 

8303110098 

70-1100 

80-309 

0 

rMomxKi.R. 

8303110103* 

30-309 

0 

S'AIKISnXKI. R. 

0303110367 

80-29 

0 


author 

accession 

SUBJECT 

NU.'^OER 

CATEOOBT 

STARaSTECKI.ft 

0303160513 

30-206 

0 

STABOSTECM.R 

8203160931* 

30*206 

0 

6TAfi03TeCKt,n. 

B203090297 

30-277 

0 

3TAH09TECKI, R. 

63030303] 9 

30-333 

0 

STAfioaieCKl. R. 

0203160083 

90-337 

0 

3TA803TECM.R. 

03031604B7 

50-272 

0 

STaHOSTECKI. H 

8303160494* 

30-273 

0 

grAROSTECKI.R 

0303330410 

90-277 

a 

0TARC9TECKI.R 

03031 10203 

30-29 

a 

starqstecki. R 

0303110311 

90-29 

a 

0TARO8TECHI. R. 

03031 10339 

50-219 

o 

CTAROSTECKI. R 

02031 10290 

50-322 

o 

erAROSTECRI. H 

03031 10334 

90-443 

A 

SrAHOBTECKI. R 

83031 10136 

50-244 

O 

STAROaTECKl. n 

8303330329 

50-443 

0 

eTAROSTEChl. fl 

8303330339* 

90-443 

Q 

BTAROSTECKl. H 

8303230301 

30-387 

0 

STAROSTECKI. R 

8303230244 

30-289 

0 

8TARQ8TECKT.R 

0303350363 

50-317 

0 

STAROSTECKI.R 

8303390364* 

50-317 

Q 

STAROSTECHI. R 

8303330360 

50-334 

0 

STAROSTECKI. R 

8303330116 

30-334 

0 

OTABOaieCKt. R 

8303390476 

50-307 

O 

6TAH08IECKI.R 

6203390930 

50-201 

0 

STAROSTECKI. R 

8203390332 

30-410 

0 

OTAROQTECKl.ft 

8203290334* 

30-410 

9 

STARQQTECKl.a 

8303330379 

50-334 

Q 

8TAR08TCCKI. R 

8303330316 

50-243 

0 

□ TAROSTCCKl. R 

0303310367 

50-423 

0 

GTAR08TECKI. H 

8303310371 

90-213 

a 

aTAROaTECKI.R 

8203310350 

30-277 

o 

8TAR081ECKt.R 

8203310393* 

50-277 

<1 

BTAROUIECKl.R 

8303310950 

90-394 

0 

BFAHOaTECKI.R 

8303330314 

30-392 

a 

STAROSTECKI.R 

8303230203 

30-412 

9 

STAROSTECKI.R 

□203310334 

30-332 

0 

STEED. L.S 

0203030709* 

50-334 

R 

STEFANO. J J 

8303030041 

30-440 

A 

aiErAM), J J 

6303040339 

30-348 

A 

aiEFANO. J J, 

0203090594 

30-440 

A 

STEF AND. J 

8303090940 

90-490 

A 

BTEFANO, J J 

0203320109 

90-440 

F 

8IEFFAN0. J J 

0203190494 

90-440 

A 

BTEtOELMANN.M. 

8303290421 

Pft 


STEtOELMANM.P. 

0303290139 

PR 


eTEJNBACH. J J 

8203290453 

REOOO 


OTEIICR.O, R 

8303080113 

30-327 

fi 

STEINER, M 

0303230630* 

30-294 

8 

8TEI.L0. V 

8004040793* 

FOIA 


BIELLO. U 

8009160919* 

FOIA 


BTELLO, V 

BOO710O3SO* 

FOIA 


BTEUtO. V 

0303040299* 

FOTA 


STELLO. V 

soil 130099* 

FOTA 


9TEI.L0, V 

8303030314* 

FOIA 


STELLO. V 

8101000337* 

FOIA 


BTELLQ, V 

0203330078 

90-302 

0 

BTELUO. V 

8203120401 

RE9IEH 

ORP 

aTELLO. V 

8203190200 

90-344 

9 

8TECU0. V 

0203080334 

REUTEM 

ORP 

OTELLO. V 

6203030367* 

reuieu ORP 

BTELUO. V 

8203030361 

REVIEW 

ORP 

STELLO, V 

8303030430 

REVIEW 

ORP 

OTELLO. V, 

B2030901 IS 

REVIEW 

ORP 

BIELLO. V 

8203110193 

30-320 

0 

BTELLO. V. 

8303120160 

REVIEW 

OflP 

BTELLO. V 

8303130300 

REVIEW 

ORP 

BTELLO. V 

8203170479 

REVIEW 

ORP 

BTELLO, V. 

8203340279 

REVIEW 

ORP 

BTEl-LO, V. 

6303170431 

REVIEW 

ORP 

BTELLO. U 

8203170493 

REVIEW 

ORP 

BTELLO, V 

8303390331 

REVIEW 

ORP 

BTELLO. V. 

8203330080 

REVIEW 

ORP 

STELLO. V 

0303230267 

REVIEW 

ORP 

STELLO. V 

0203230647 

REVIEW 

ORP 

STELLO. W. 

8203290276 

REVIEW 

ORP 

8TEMBER0.D H 

8303290163 

SO-206 

0 

STEPHENS. H E 

8102090391* 

FOIA 


STEP TOE, P. P 

B2030D0009 

50-155 

0 

BTEProE.P. P. 

8303080009 

90-139 

0 

STEPTOE. P- P. 

8203290998 

PR 


BTEPTOe.P- P 

8203290466 

PR 


STERKEL. B. 

8203290376 

REOOD 


BTEHNflERO. 0. M. 

8203020SS3 

90-279 

0 

STERNSERO, 0 H. 

8203160398 

90-312 

a 

8TERNBER0. 0. H. 

8303160360 

90-344 

a 


ACCtibSiCIN ei 


author 

NUHflER 

c/ 

STERNCERO. D M 

0203160139 

SO- 

STERNOERO, 0 H 

0203160440 

SO 

STERNBERO. 0 M 

0203030421 

30- 

STERNeERO. D H 

R2031002Z,I 

30- 

STERNOERO. O M 

02D3390I48 

30- 

STERNOERO. D H 

0203290142 

50- 

STERNEERO. 0 M 

0203290512 

30- 

STERNSERO. D tt 

8203290945 

30- 

3TETKA. T F 

0203230993* 

30- 

BTETKA. T F 

02031 70304* 

50- 

3TE1KA. T 

8203170400* 

30- 

STEVENSON. U A 

0203040974 

30- 

STEVENSON. J. A 

8203040308 

30- 

SievCRBON. J A 

0203000038 

30- 

BTEVERStIN. J A 

8203090029 

90- 

STEvERSCN. J A 

02O3O9CO29 

50- 

3 TE VERSON, J A 

8203300.11 1 

30- 

STEvENS, c. a 

0203090207 

NUft 

6IEWEN9. A J 

8203100604 

HE8 

STEWART. J B 

8203250242* 

FOI 

STEnaRT.H, £ 

0203010357* 

50- 

STfCKMEV, W £ 

02031 70106 

30- 

SriEOE. W L 

0203290264 

30- 

stohb. j P 

8203 C 0091 1* 

30-, 

ST0L7, J r 

0010100263* 

50-. 

6TOL7. J F 

8203170009* 

rov 

ST0L7. J F 

801 1209200* 

90-1 

STOL2. J F 

0011210646* 

30-£ 

8TOL7. J F 

9201300382 

30-; 

STOi-Z.J F 

8203040072 

90-: 

BTOLZ.J F 

020302034 1 

30 

BTOLZ. J F 

020.3010463 

30 -J 

STOcT.J F 

0203040269 

30-: 

STOL/-J F 

8203040514 

30-; 

stolz, j f 

8203040093 

30-S 

8T0LZ. J F 

8203040099* 

50-i 

stolz, j F 

82030401 |6* 

30-; 

SIOLZ, J F 

0203040391 

30-3 

STOLZ. J. F 

820304024 1 

30-3 

STOLZ, J.F 

0203040910 

50-; 

STOLZ, J F 

0203040213 

50-3 

BTOLZ. J F 

8203040973* 

50-3 

9T0LZ, J. F 

0203020249 

30-3 

3TOL1. J.F 

0303020256 

50-3 

STOLZ. J. r 

0303030 1 lO 

50-S 

BTOLZ- J F 

020303034 4 

30-3 

STOLZ. J F 

0203040336 

30-a 

BIOLI. J F 

0303040340* 

90-2 

8TCLZ, J F. 

030304034?* 

30-2 

STOLZ, J F 

0303040338 

30-3 

SIOLZ. J F. 

0203040337* 

50-3 

STOLZ. J F. 

8303040367* 

90-3 

SrCLZ. J F 

S303090I92 

30-3 

STOLZ. J F, 

0303050198 

90-3 

STOLZ. J F, 

0303030310 

90-3 

SrCLZ.J F 

8303100093 

ao-a 

6TCLZ. J F 

8303030100 

90-3 

BTOLZ. J F 

0303090398 

90-: 

BTOLZ. J F 

8303040377* 

90-3 

BTOLZ, J F 

8303040309* 

50-3 

STOLZ, J. F 

0203090829 

50-3 

STOLZ, J F 

0203190100 

90-3 

STOLZ, J. F 

0303190193* 

30-3 

STOLZ, J F 

0303190197* 

30-3 

BTOLZ.J F 

83031 10030 

30-3 

BTOLZ.J F 

8203080109* 

30-: 

BTOLZ.J F 

8203100027 

30-: 

BTOLZ.J F 

8203110331 

90-: 

BTOLZ.J. F 

0203190109 

so-: 

BTOLZ, J F 

02031 SO 194 

30 

BTOLZ, J F 

0303100137 

90-: 

STOLZ. J. F 

8203100161* 

30-: 

STOLZ, J. F 

0303100169* 

90-: 

BTOLZ.J. F 

8203100616 

90*: 

3T0LZ. J. F 

BS 03 120042 

90- : 

STOLZ, J.F 

0203120092 

30 

BTOLZ, J.F 

0203190913 

30-: 

STOLZ, J.F. 

0203240921 

30 

STOLZ. J.F. 

0203160020 

50-; 

BTOLZ, J. F- 

820319091 1 

30-: 

SIOLZ, J F 

8203180140 

30-: 

OTOLZ. J- F 

8203180903 

90-; 

BTOLZ. J. F. 

8203100909 

30-1 

STOLZ. J F. 

8203180151 

90-1 

STOLZ, J. F. 

8303180490 

90-1 


3T0.2. J F 

0303350400 

90-377 

0 

TEDESCO.fl 

0303010457* 

FOIA 


THORNBURO, H 0 

STO.Z. vl F 

8303100400 

90-331 

P 

TEDfSCO.H L 

0303010307* 

90-392 

A 

THORNSURO. H 0. 

STO.J. J F 

0303180494 

90-313 

P 

TEDESCO.fl L 

0303040364 

90-339 

0 

THORNBURO. H 0 

SI0.2. J 

0303330994* 

90-346 

3 

TEDESCO.fl L 

0203090073* 

90-279 

P 

THORNBUflO. H 0 

STO-2. J F 

8303340398 

90-377 

0 

lEOESCO. n L 

0303010394 

50-373 

A 

THORNBUnO. H 0 

STOL2. J F 

8303330S33 

50-369 

P 

TEDESCO.fl L 

830304009 1 

50-379 

H 

THORPE. J. H 

STOi.Z. J F 

0303330396 

50-331 

0 

TEDESCO.fl L 

0303030144 

30-369 

P 

THORPE, J R 

SlOLi. J F 

8303330347 

SO-331 

0 

TEDESCO.fl L 

8303020737 

50-369 

P 

THORPE, J. R. 

STnt.^. J F 

830333004 1 

50-369 

0 

TEDESCO.fl L 

0303110399 

90-94 

P 

TH0R8EN, E 0 

GTO..J. J 

0303330196 

50-313 

0 

TEDESCO.fl L 

8303030I48 

90-339 

A 

thrall, J H 

3'Cl.Z. J F 

8203340093 

90-313 

Q 

TEOESCO. R L 

0303030566 

90-400 

A 

THULL.T, 6. 

9ro-.i. J F 

0303340295 

30-313 

P 

TEDESCO.fl L 

82030401 19 

90-400 

E 

THULL, T 8 

SrOLl. J F 

0203330146 

50-289 

P 

TEDESCO.fl L 

6303030046 

90-416 

A 

THULL, T 8 

STOlZ. j f 

8303340009 

90-313 

P 

TEOESCn.R L 

8303100196 

90-383 

A 

THULL, T. 

stol?. j f 

0303300017* 

90-369 

P 

TEDESCO.fl L 

8303100048 

90-369 

P 

tiernan, j a. 

STCLZ. J F 

0203300033* 

30-269 

P 

TEDESCO.fl L 

8303190016 

90-361 

E 

TIKOO, 8 

STCL7. J F 

8303330C03 

50-313 

F 

TEOESCO. H L 

8303100489 

50-520 

E 

TILL,C E 

SrCL7. J F 

0303340419 

90-303 

F 

TEDESCO.fl L 

8303310065 

90-383 

A 

TILLER. H. £ 

3TCL7. J F 

0303390001 

90-303 

F 

TEDESCO.fl L 

8303340509 

90-443 

A 

TILLER, R E 

STCflZ, U F 

83031901 10* 

90-375 

0 

TEDESCO.fl L 

0203090774 

90-933 

A 

TILLHAN, A. 

STOT7. J C 

0303050394* 

90-346 

8 

TEOEBCO.fl L 

8303100029 

90-933 

A 

TIPPIE, J H 

STOVES. J B 

0303150191* 

CONTRACT 

TEDESCO.fl L 

0203160033 

90-339 

A 

TITUS. 0 M 

SIRATTON. H B 

8303010163* 

FOIA 


TEOESCO. ft L 

8303100436 

90-440 

E 

I1T08. 0 W 

STBEETEfi.J F 

83033306B3* 

50-346 

0 

TEOEBCO.fl L 

8203120063 

90-339 

A 

TITUS. 0 U 

SrfiEETEB.J F 

0303030499 

90-440 

s 

TEOESCO. R L 

8303180131 

90-909 

A 

T0AL8T0N. A 

STBICHT. R 

e303030033> 

roiA 


TEOESCO. R L 

8303190133 

90-437 

E 

TOALSTON. A 

STRIP. 0 R 

0303030733 

NUREO 


TEOESCO. R L 

8303340033 

90-322 

0 

TOALSTON.A 

STuCKV. S W 

0303030088 

30-275 

0 

TEOESCO. fl L 

8303330496 

90-369 

0 

TOALSTON. A 

STull.E a 

0303330407* 

50-314 

T 

TEOESCO. R L 

8303390017 

90-279 

P 

TOALSTON.A 

STU..I..e A 

0303330407* 

90-514 

T 

TEDESCO.fl L 

8303390314* 

30-400 

0 

TOALSTON. A 

SUOUDHt. M 

0303090764* 

50-333 

A 

TECEBCO.fl L 

8303300350 

90-399 

A 

TOALSTON.A L 

SELL IVAN. T J 

0004001133* 

roiA 


FEDESCO.fl L 

8303290018 

90-437 

A 

TOO IN. U J 

SVLLIVAN. 0 F 

0303100368* 

FOIA 


IETTT, T H 

8303040043 

90-289 

R 

TOO IN. U J 

SLLLIVAN.L H 

0303030349* 

FOIA 


TEITT. T R 

0303360153 

90-289 

fi 

TODD. 0. A 

SUlLtVAV. L »• 

8303030360* 

FOIA 


rEN7ER,0 E 

0303010309 

TOPftEP 


TDLF.M L 

SULLIVAN. J 

0303090768* 

FOIA 


FENZER. 8 E 

0303010393 

TOPREP 


TONO.L 6. 

SULLIVAN. J A 

0303090096* 

FOIA 


TERC.N n 

83031 10336* 

50-220 

0 

TONGUE, T. M 

SULLIVAN. J u 

0303180150 

FOIA 


TERRELL, C W 

0203010094 

90-112 

P 

TORREV, M D 

SULLIVAN. F * 

B3O3O9OI07* 

90-319 

0 

TERRELL, C W 

0203100017* 

50-112 

P 

TOTH. A. 0 

SU..LIVAN. T J 

8303390499 

REOOO 


TEFiRELL. C U 

0203100019 

50-112 

P 

TOTH, A D. 

SJTHERLANI). U K 

8303160409* 

QA999 


TERRELL. C U 

0203300131 

90-112 

P 

TOURIONV. E 0 

SJTPhIN. R K 

0303340394* 

90-403 

0 

TERRELL. C U 

8203260190 

90-113 

P 

TOURIONY. E 0 

SUTTON. J U 

0203010339* 

0A999 


TEGEllE. N 

0203390476 

PH 


TOURIONV. E. 0 

SVEN390N. 0 A 

0303100313* 

90-313 

R 

TMADANI. A C 

0303100039* 

FOIA 


rowNLEV, e L 

SNANSCN.e fl 

8303100339* 

90-319 

0 

THAOANI. A C 

601 1090330* 

FOIA 


TOWNSEND. H E 

SiiAiieoN. 0 I 

030317031 1 

90-337 

0 

THAOANI.A C 

8106030040* 

50-382 

A 

TRACY, J. V 

SWARTZ. £ 0 

0303030333 

30-10 

P 

THAOANI. A 

8203 190302 

90-392 

A 

TRAMM, T fl 

SWARTZ. E 0 

0303100303 

90-337 

0 

THATCHER. T L 

8203160093 

90-522 

0 

TRAMM. T R 

SWARTZ, e D 

630316031 1 

90-337 

P 

IMATCHEfl. T L 

8303160104 

90-922 

0 

TRAMM, T ft. 

SWARTZ, £ 0 

0303110339 

90-399 

Q 

THAICl'Eft, T L 

8303160093 

90-922 

0 

TRAMMELL. C M 

SWARTZ. E 0 

0303390191 

50-10 

P 

THATCHER. T L 

0203160104 

90-922 

0 

TRAMM, T. H. 

SWARTZ. E D 

0203300164 

90-337 

P 

THATCHER. T L 

8203160093 

90-523 

0 

TRAMM. T. R. 

SWETLANO, P 

83031 lOlOO* 

90-309 

Q 

THATCHER, I L 

8303160104 

90-933 

0 

TRAMM. T ft 

SWITZER. 0 C 

0004081137* 

FOIA 


IHES3IN. J If 

8203090191 

90-440 

0 

TRAMM. T ft. 

S'WYLER. k j 

8303100464 

NUREO 


THESSIN.J H 

8203080196 

90-440 

0 

TRAMM, T. ft 

swvler.r j 

0303190009 

NUREO 


THESSIN. J H 

8203290312 

90-440 

0 

TRAMM. T R. 

SVPNOR. R e 

8303330397* 

90-318 

8 

THIBODEAU. U A 

8203300244 

90-329 

D 

TBAMM. T. fl. 

SZALINBKI.P A 

0303030283* 

30-133 

R 

THIESSEN. J U 

630329034 1 

ORO 


TRAMM, T ft. 

szalinbki.p a 

8303030309* 

90-133 

R 

THOM. T 

0203230383 

90-299 

R 

TRAMM. T ft. 

SZIKLAQ. J J 

0303390376 

REOOO 


THOM. T 

0203230399* 

90-259 

R 

TRAMM. T. R. 

lANNSNaALH. J E 

0303030316 

50-483 

D 

THOM, T 

6203230428* 

90-299 

R 

TRAVERS. U D. 

TARAS, 0 N 

8303130431* 

SECY 


THOMAS, C 0 

0009290343* 

FOIA 


TRAXLEfl, B. 

TATEM. H R 

0303390471 

REOOO 


TM0MA9, C 0 

8303010366* 

90-299 

P 

TRIMBLE. 0. C. 

TAUOEH, H 

8303030638 

90-341 

A 

THOMAS. C 0 

8203010393* 

FOIA 


TftIPLEIT. M P 

TAUBER. H 

0303080341 

90-341 

R 

THDMAa. C 

B303010188* 

FOIA 


TfllPP, L E. 

TAUBER. H 

8303090380 

90-341 

A 

THOMAS. U M 

8303110146 

90-379 

U 

TRIPP. L 

TAUBER, II 

0303330473 

50-341 

A 

THOMAS. R 0 

8203030461* 

70-794 


TfllPP, L.E 

TAUBER, H 

0203300190 

90-341 

A 

THOMAS. R 0 

8303030463* 

27-40 


TRIPP, L. E, 

TAUME. T J 

0303110313 

50-937 

U 

THOMAS, R D 

8303030966 

I6E 


TftOPF. C. 

TAVLCR. j H 

8004001 1 33* 

FOIA 


THOMAS. R 0 

8203030108 

70-1297 


TROUP. 0 L 

tavlor.p a 

6303170404 

90-351 

B 

THOMAS. H 

8203250437* 

90-416 

0 

TROUP, 0 L. 

TAVLOR, p a 

0303030336* 

90-321 

Q 

THOMAS. R B. 

8203290939* 

70-734 


TftOMfiftlOOE. 0 F. 

TAYLGR, P A 

0303030714* 

90-395 

0 

TH0MA9. C 0 

8303160109 

90-937 

A 

TROWBRIDGE. 0 F. 

TAVLOR. p a 

0303030947* 

90-337 

Q 

THOMPSON, H L 

0303240307* 

90-289 

P 

TROWBRIDGE, 0 F 

TAVLOR, J « 

0303040616 

30-331 

0 

THOMPaOM. 0 

8203170918* 

90-143 

0 

TROWBRIDGE, 0 F. 

TAVLOR. J H 

83031 10333 

TOPREP 


THOMSEN. F, T 

830304041 1 

50-922 

c 

TROWBRIDGE. 0 F. 

TAVLOR, R 0 

8303330189* 

90-449 

0 

THOMSEN, F T. 

8203040414* 

90-932 

c 

TROWBRIDGE, G. F. 

TAVLCH. j H 

8303160009 

TOPREP 


THOMSEN, F. T 

62030404 1 1 

90-522 

C 

TROWBRIDGE, 0. F 

TAVLCR, J H 

8203090136 

TOPREP 


THOMSEN, F. T. 

6303040414* 

30-922 

c 

TROWBRIDGE, 0. F 

tavlcr, j H 

03031 10349 

TOPREP 


THOMSEN. F T 

0303250963 

90-523 

0 

T80N0A8, P. e. 

TAVLOR. F W 

0303240357 

90-341 

0 

THOMSEN. F. T 

0203250992 

90-933 

0 

TUBES. P.C 

TAVLOR, J 

8303390431 

PR 


THOMSEN. F. T 

8303290963 

90-933 

0 

TUBBS. R. C. 

TEIVEBtO.R L 

8303030300* 

FOIA 


THOMSEN. F T 

8303290992 

90-933 

0 

TUBBS. R. C. 

TECESCO. H. L 

0303010447* 

FOIA 


THOMBEN. F I 

8203290292 

90-933 

e 

TUB 18. M. 

TEDESCO.fl L 

8303010440* 

FOIA 


THOMSEN, F T 

8303290392 

90-933 

0 

TUCKER. H B 


author 

ACCEoSICN 

WUi^BER 

6UBJEC T 

CATE can V 

rUR3JSER'£ H 
Tupi><e e 

B203390'JB9 

03O3I00A93 

REGOD 

SO-302 

T 

rusiK.s. e 

0203160149 

30-445 

0 

'tiftj'.s e 

020.3170449 

50-302 

0 

•UP/ . 6. t 

9203?40263 

30-480 

0 

UifiJ*.! C 

020334036 7 

50-592 

0 

TUPWACE.J J 
'^UP^eS.S C 
TUiflf.En.C L 

0203030007 

9303010030 

9203260096 

Kunro 

MUREO 

30-461 

J 

*>1.£fi.P. E 

0203030466 

50-170 

8 

UDASIH. 8 J 
uDEP:t7.fi A 

92O30&0098» 

02O319C037* 

CCN TRACT 
30-273 

F 

UDERJTi.n A 

0203240244 

30-3/3 

I 

UDV.A C 

UDV.*. C 

9203240024 

0203040999 

HE9 

30-321 

F 

•jOV.* C 

8203040602 

30-391 

P 

UDV. A C 

8903040609 

90-409 

P 

UDV, A C 

9203000003 

30-244 

P 

U8V. A C. 

8203230540* 

30-344 

P 

U&V. A C 

0203000366 

50-234 

P 

■,0V- A C. 

0303000977 

30-296 

P 

jOV.A C 

0203090304 

30-293 

P 

.OV.A C. 

8203080393 

90-296 

P 

i.OV.C A 

8303260137 

90-321 

P 

UHRIC.n E. 

0303:1001 90 

30-333 

P 

.AWI3.R.C 

0303230339,, 

50-389 

Q 

UHPIC.R.t 

02031 70393* 

90-230 

Q 

ohrio.r.e 

03031 7036 4* 

30-230 

Q 

UHRIO.R. E 

0303170333* 

50-333 

0 

UHR19.n.E. 

0303170349* 

90-230 

0 

^■HPIO.fl.E. 

0303030310 

30-390 

P 

WtRIO-R. E. 

0203040363 

90-399 

R 

UHRIO.R E. 

0203090613 

30-333 

P 

UHBIO-R E. 

0303170334 

30-309 

0 

UHfllO-R.E. 

0303030344 

30-333 

P 

E. 

030335030 7* 

30-390 

fl 

R E. 

0303230131* 

90-330 

F 

UMfilfl. R E, 

8203160.390 

30-309 

A 

imfiW R E 

8203310397* 

30-333 

F 

UHRIO.R E. 

0203190333 

90-390 

P 

UHRIO.R E. 

0203330290 

30-330 

P 

UHRIO.R E. 

920333049 1 

30-333 

P 

UHRIO.R. E, 

8203230942 

30-330 

F 

UHRIO.R. E. 

82032401 73 

30-330 

P 

LMRIO.fl. E. 

8203230299 

30- 30V 

£ 

UHRIO.R. E. 

0303220290 

30-309 

F, 

UHRIO.R. E. 

9203330334 

90-.309 

A 

UHRIO.R. £. 

8303240193 

30-333 

P 

l.«RtO.R. E. 

8203240417 

90-333 

F 

IMRtO.R. E. 

8203360092 

90-230 

r> 

UIRIO.H.E. 

0303300110 

30-309 

A 

UHRIO.R. E. 

0303300149 

30-309 

A 

WRtO.R E. 

8303300193 

30-333 

P 

UHRIO.R. E. 

0303300193 

30-.333 

P 

UMRIC.fl. E. 

0203300337 

30-390 

P 

UHRIO.R. E 

0303300103 

30-330 

P 

UHRIO.R. E. 

0303310393 

30-330 

P 

u;*i. 1 1 . 

8203030339* 

30-337 

0 

UH.RtCM,M. T 

8303030376* 

30-270 

P 

ALRICH,H. T 

B303000206* 

30-377 

R 

.A.LRICM,H. T 

0203080431* 

30-277 

H 

W.T)CaN.O. 0 

0303000330 

30-483 

0 

UKBIROER.O H 

0203190200 

30-309 

H 

UNI>fi>III.R A 

0203330379* 

90-372 

P 

upRioHr.c r< 

0303000610* 

30-321 

0 

UFRIOHT.C.H 

830302030 1 * 

30-340 

Q 

UFRIOHT.C.H 

8303020373* 

90-424 

Q 

UPR!«MT,C « 

02033901 78* 

90-310 

0 

UPSAMIK.I. 

03031 10340* 

90-321 

F 

URSANIrt, T. 

0203010216* 

30-330 

Q 

URSANIK.T. 

8203010183* 

30-341 

T 

UR BAN IK, T. 

0203010103* 

30-341 

T 

UROANIK, T 

USHER, J.H 
j'uEV.E.e 

u'lEV.E.E 

0203290039 

0303290410 

0303290040 

B203040344 

NUREO 

HEOOO 

71-9001 

90-261 

P 

UluCV.e.E. 

0303040433 

30-324 

P 

UTL6V,E.E 

0203170457 

30-261 

P 

UILEV.E.E 

0203160346 

30-324 

P 

U1LE/.E. E. 

0303190231 

30-261 

F 

utlev.e.e 

B303330639 

30-361 

P 

UtJEU.A. 

0303360300* 

90-333 

Q 

UI1E..A. 

0003130339* 

30-220 

0 

VAIANIE.F.A 

UM4 ERUHT.E E 

0203090003 

0203050216 

70-600 

30-920 

A 


.AUTHOn 

ACCESSIBN 

NUnBEH 

SUBJECT 

category 

UAN OSUNT.E E 

02030.30159 

30-328 

0 

UAH bnUHl. E E 

9203080393 

90-520 

B 

VAN BRflir.e E 

9203090302 

9O-3S0 

S 

UAH 3HUHT.E E 

0203C803B9 

50-520 

0 

VAN aOUAr. E E 

9203000436 

50-520 

9 

VAN DRUJlT.E E 

0203020662 

50-520 

0 

VAN ORUAr.E E 

9203020390 

50-520 

A 

VAN OnUhT.G G 

9203090203 

30-SSB 

A 

VAN URUAT.E E 

9203100213 

50-520 

A 

VAN OnO.VT.E E 

9203030308* 

90-133 

0 

VAN DHUnT.F E 

8203220329 

90-520 

8 

VAN 3RU9I.E E 

0203120126 

30-528 

E 

VAN enU.VI.E E 

9203120J02 

50-520 

G 

VAN DRU.VT.U E 

9203240:163 

90-528 

A 

VAN IWUNI.E E 

92032301 12 

30-590 

A 

VAN DRUM r , E E 

920323047B 

30-323 

A 

VAN DRUAT.E E 

□2032903.30 

90-528 

E 

VAN ORUNT.L E 

VAN BRUNT. E E 

0203290421 
03033 C0222 

PR 

30-320 

A 

VAN 400 YEN. 0 

VAN SJChFU. J 

6202010403 

8203230343* 

R£0 

30-331 

S 

VAN vL lET. ,J. A 

9203050469 

30-324 

P 

VAN VI. lET.J A 

0203040400 

90-324 

P 

VAN V,. lET. ,1 A 

02031 C0003 

90-261 

F 

VAf.OERnEEK. R 

n3030!0145« 

30-135 

P 

VANOEHAI LE. 0 J 

0203020640 

50-233 

F 

VANOENOUnOH. 0 

0203010162 

50-29 

P 

VANOEWALLE. 0 J 

020203029 1 

30-155 

P 

VANOCWAtLE. 0 

02030S03H1 

50-133 

0 

VANOEWALLE. d j 

0203100209 

30-235 

P 

VANOEHALI.F.. t> J 

0203040114 

30-135 

P 

VANOEWALLE. D ) 

0203050351 

90-195 

P 

VANOEWALI E. 0 

□203090334 

30-233 

P 

VAMOr.WALLi:. 0 

02030t0279 

30-235 

P 

VANOEWALLE. 0 J 

0203160270 

30-239 

8 

VANOEWALLE. D 
VANOEWALLE. 0 -y 

82031 10311 
9203120327 

ICPREP 

30-135 

P 

VANOEMOERO. 0 

0203160203 

30-233 

ft 

VANOEWALLE. D J 

920317,0419 

30-133 

P 

VANOEWALLE. 0 

9203160441 

30-953 

P 

VANOEWALLE. 0 J 

0203230314 

30-133 

F 

VANOEWALLE. 0 

0203220333 

30-135 

P 

VANOEWALLE. 0 J 

8203230033 

30-233 

F 

VANOCnwALLE. D J 

92032601 70 

30-133 

R 

VANOEWALLE. 0 J 

0203310536 

30-133 

F 

VANOEWAI LC. 0 .1 

B203.3C01 1 A 

30-135 

P 

VAN4A. 9. P 
vatieua, a a 

0203290032 

0203050299* 

NUREO 

30-354 

0 

varcla. a 

0203160162* 

90-332 

0 

vafiela. a a 

0203250487* 

50-293 

0 

VAROA. B A 

VAHOA. 0. A 

0203010436* 

0202040333 

FOIA 

30-206 

P 

VAFIOA. (1. A 

0202220713 

30-936 

P 

VAROA. 0. A 

0203010369 

30-334 

P 

VARGA, a A 

0203010361 

30-31 1 

P 

VAROA. 0. A 

0203020719 

30-947 

P 

VAROA. S. A 

0203030033 

30-293 

F 

VAROA. 8. A 

9203040096 

30-299 

P 

VAROA. 0 A 

0203330013 

30-293 

P 

VAROA. 8. A 

0203030190 

30-230 

P 

VAROA. R A 

020303021 7 

30-313 

F 

VAROA. B. A 

0203040133 

30-303 

P 

VAROA. 8. A 

0203020732 

30-303 

P 

VA/IOA. B A 

0203030070 

30-340 

P 

VAROA. 8 A 

0203030032 

30-206 

P 

VAROA. 9 A 

9203030033* 

30-206 

P 

VAROA. B A 

9203030036* 

30-206 

P 

VAROA. 0 A 

0203010329 

30-295 

P 

VAROA. a A 

0203020321 

30-260 

0 

VAROA. S A 

0203030024* 

30-250 

P 

VAROA. a A 

0203030030* 

50-250 

P 

VAROA. 8 A 

0203030171 

50-272 

F 

VAROA. 0 A 

8203030173 

30-315 

P 

VAROA. B A 

9203030906 

30-230 

P 

VAROA. a A 

0203090907 

30-315 

P 

VAROA. B A 

B3O3O50923 

50-266 

P 

VAROA. G. A 

0203090479 

30-295 

P 

VAROA. a. A 

0203030333 

90-230 

P 

VAROA. B. A 

0203000076 

30-261 

P 

VAROA. B. A 

8203000342 

30-334 

P 

VAROA. 8 A 

9203090734 

50-272 

P 

VAROA. a A 

0203100104 

50-272 

P 

VAROA. B. A 

02031 CO 199 

90-315 

P 

VAROA. D A 

9203100063 

30-266 

P 

VAROA. a A 

92031 GOO 79 

30-247 

P 


AcccesiCM suo.)<:ci 


AUTI'OR 

NU,1I1EB 

CATEOOf 

VAROA. 3 A 

SaC3OS-C050 

9D-P83 

•VAROA. S A 

0203050214 

90*26l 

varca. s. a 

8203 1 10102 

50-247 

VAROA. S A 

8303 12009 7 

50-2eo 

VAROA. 3 A 

8203120128 

50-305 

VAROA. S A 

8303100130 

50-247 

VAROA. B A 

8203120346 

90-272 

VAROA, S. A 

8203120353 

SO -230 

VAROA. 6. A 

0203120355 

50- 313 

•.’AROA. 0 A 

820:1100023 

50 -JOS 

VAROA. 8 A 

B203I03051 

50-350 

VAROA. 5 A 

8203100433 

30-206 

VAROA . Q A 

8203IC0612 

30-206 

VAROA. 8 A 

8203100614 

50-347 

VAROA. 3 

8203120040 

30-334 

VARGA, a A. 

0203120330 

50-334 

VAROA. S A. 

0203120344 

30-247 

VAROA, 3 A 

82031.30350 

50-206 

VAROA. 3 A 

0203220037 

50-334 

VAROA. 3 A 

GP0310C444 

30-206 

VAROA, 8 A 

B203120057 

50-250 

VAROA, 3 A. 

8203150200* 

50-348 

VAROA. 8 A 

82031 10322* 

50-230 

VAROA, 8 A 

02031 10.329* 

50-230 

VAROA, 8 A, 

02U3I 10344* 

90-261 

VAftCA.a A 

62031 10349* 

50-261 

VAROA. 8 A 

6203150221 

90-348 

VAROA. S A 

6203160039 

90-293 

VAROA. B A 

8203120074* 

50-361 

VAROA. 8 A 

6203120077* 

30-261 

VAROA. 8 A 

8203160043 

90-272 

VAROA. 8 A 

82031701 10 

30-290 

VAROA. 8 A 

8203190169 

90-266 

VAROA. B A 

8203190224 

30-364 

VAROA. 3 A 

6203199227 

90-340 

VAROA. S A 

8203150234 

50-334 

VAROA. S A 

0203170039 

30-247 

VAROA. 3 A 

8203220497 

30-200 

VAROA. B A 

8203220490 

90-206 

VAROA. 8 A 

8303230124* 

50-316 

VAROA. 8 A 

8203330130* 

50-316 

VAROA. B A 

0203290161 

50—206 

VAROA. 8 A 

□203150100 

30-293 

VAROA. 8 A 

6203160032 

50-303 

VAROA. 8 A 

0203220467 

50-293 

VAROA. g A 

02032200 1 6 

30-200 

VAROA. g A 

□203220453 

30-31 1 

VAROA. a A 

0303220532 

30-295 

VAROA. a A 

8203220260 

30-247 

VAROA. 8 A 

0203240430 

30-34Q 

VAROA. B A 

8203250004 

30-286 

VAROA. g A 

O20325CCOO 

50-347 

VAROA. S. A 

8203250012 

30-260 

VAROA, a A 

8203240441 

30-293 

VAROA. B A 

6203240450 

30-250 

VAROA. O A 

B20 32500 10 

30-313 

VAROA. 8 A 

□203260206 

50-334 

VAROA. 8 A. 

0203260291 

30-231 

VAROA. a A 

6203260294 

50-261 

VAROA. g A 

BSO 331001 3* 

90-261 

VAROA. S A 

0803310020* 

90-261 

VAROA. 8 A. 

0203220238 

50-250 

VARMER. D M 

0203160270* 

90-331 

VAfl.NEH.B M 

0203160276* 

30-331 

VARNER. B M 

6203160298* 

90-331 

VARNER. L 8 

0203300291* 

contract 

VARMER, B M 

□303230576* 

30-331 

VARMER. D M 

0203250264* 

30-331 

VARMER, D. H 

0203290133* 

50-331 

VARNER. B M 

8303390230* 

50-331 

VARNER. 0 M 

0203310173* 

90-331 

VASSALLO. D 0 

0009290321* 

FOIA 

VASSALUO. 0 0. 

6203180337* 

FOIA 

VASSALLO. 0 0. 

0203030009* 

50-320 

VASSALUO. 0 0 

B203030S94 

30-271 

VASSAULO.O 0. 

6203030242 

50-324 

VASSALLO. 0 B 

8203030269 

30-10 

VASSAUUO- 0 8. 

B203040076 

50-259 

VASSALUO. 0 0. 

82030 10300 

30-324 

VASSALLO. 0 B. 

020302033/ 

50-234 

VASSALLO. D 0 

020304C073 

30-333 

VASSALLO, D 0. 

6303040078* 

50-333 

VASSALLO. 0 0 

6203040382* 

90-333 

VASSALLO. 0 0. 

□303090540 

30-259 

VASSALLO. D O 

8203090010 

SO- 333 


AUTh04 


ACCESS t CM 
NOM6ER 

SUB JEC r 
CaT£00«v 

AunCH 

ACCESSION 

NU.“BEfl 

BUBJEC T 
CAIECORV 

author 

ACCESSION 

NUMBER 

SUBJECT 

CAIEMMT 

VASSAL LO. D 

B 

0303090336^ 

50-298 

0 

VISSINS. 0 

0303310176* 

50-289 

P 

WATSON. E C 

8303310106* 

70-0 


VASSALLO. 0 

a 

02030 4C055 

50-334 

p 

VtSSIN). 0 8 

02O3O9CO57 

50-313 

P 

MAULS. 0 L. 

8203330937* 

90-789 

H 

VASSAL LO. D 

0 

e?03043039* 

SO-324 

p 

VISSIMO.O 

8303310163 

50-209 

P 

WEAVER, L U 

B303i90434» 

90-331 

S 

VASSALLO. 0 

s 

02030 40067* 

30-324 

p 

VI ro. 0 J 

8203090203* 

90-269 

P 

WE8ER.K 0 

0203040117* 

FOIA 


vasballo. D 

D 

0203220859 

50-371 

p 

V05EL.L J 

8303090029 

30-206 

P 

WEBER, H D 

0303040177* 

FOIA 


VASSALLO- 0 

B 

0203090415 

50-398 

p 

VOSLER. 8 H 

0303030392* 

90-445 

M 

WEOER. 0 A 

0203090232* 

53-386 

P 

VASSALLO. 0 

B 

0203120390 

50-393 

0 

VOOlEWEOE.J C 

0203030049* 

FOIA 


WEBER. P N 

8203390492 

REOtO 


VASSALLO. 0 

e 

8203199012 

90-299 

p 

VOOLCR.O M 

0203030306 

30*449 

H 

WEBER. V 

0303110212 

50-937 

tf 

VASSALLO. 0 

s 

6203160021 

50-290 

p 

VOSLER. 8 H 

8203310964 

50-309 

M 

WEBSTER. E. W 

0303090314* 

70-l7>7 


VASSAULO. 0 

8 

0203170617 

50-271 

Q 

VOfOT.H H 

6203030191 

90-341 

A 

bEOD. 0 R 

8303240357* 

50-403 

« 

VASSAULO.O 


92031Q0431 

50-290 

Q 

VQIOT. H H 

0203030329 

50-341 

T 

WEEKS. C D 

0203280390 

90-133 

t 

VASSALLO. 0 

D 

8203100015 

50-363 

P 

VOIOT. H H 

8303030191 

90-341 

A 

WEEKS. E D 

0203290390 

90-133 

• 

VASSALLO. 0 

B 

8203100020 

50-290 

P 

VOJOT.H H 

8203030329 

50-341 

T 

WEEKS. E D 

820329010 B 

90-133 

• 

VASSALLO. 0 

e 

0303100602 

50-333 

P 

WCI LEM.B V 

0303100410 

50-367 

0 

WEEKS. E 0 

B203290I 1 9 

50-133 

• 

VASSALLO- 0 

e 

B203100606 

90-263 

P 

VOLLEN.n V 

0303180418 

50-367 

0 

WEEKS. E 0 

0203990122 

50-133 

« 

VASSALLO. P 

B 

02031 10346 

50-399 

P 

VOLLMER. R. H 

0303030027* 

FOIA 


WEEKS, E . 0. 

0203290129 

90-133 

R 

VASSALLO. P 

e 

8203130389 

30-271 

P 

VOLLMER.R. H 

3303010493* 

FOIA 


WEEKB.E 0 

8203290103 

50-133 

R 

VASSALLO. 0 

8 

0203150291 

90-359 

Q 

VOL HER, C J 

0303100243 

TOPBEP 


WEEKS. E D 

8203290120 

10-133 

t 

VASSALLO. 0 

8 

0203160022 

90-390 

P 

VOL HER, C J. 

0203100250* 

TOPREP 


WEEKS. E 0 

8203290124 

30-131 

t 

VASSALLO. 0 

8 

0203190133 

90-249 

P 

VOCRLAS.W. 

8203100492* 

90-143 

H 

WEEKS. E D 

0203290409 

90-131 

R 

VASSALLO. 0 

D 

8203240513 

50-271 

P 

VORDERBRUSOEN 

0203390197* 

50-920 

0 

WEEKS. K R 

8203290410 

flC0«3 


VASSALLO. 0 

a 

62031 001 30 • 

50-333 

P 

klACHFR. W J. 

6303I0327S* 

TOPREP 


WEHRINO. 8 

0203080397 

90-191 

R 

VASSALLO. 0 

e 

0303180107 

30-293 

P 

LIACHTEfl.M J 

6303100273 

TOPREP 


WEIOEMAN.O 0 

9303030367 

70-363® 


VASSALLO. 0 

0 

0203160077 

50-293 

f 

made. 0 e 

6203160391* 

TOPREP 


wEtOEMAM, 0 0 

0203030370* 

70-2638 


VASSALLO. 0 

e 

0203170606 

50-263 

0 

UAO.'^AN. n a 

8203130007* 

WASTE HOT 

WEIOEHAN. D 0 

8203100311* 

70-1079 


VASSALLO. 0 

c 

8303220028 

50-298 

P 

UA0.9ER. 0 

0203100029* 

FOIA 


WEIOEHaW. D 0 

8203100306 

70-l07i 


VASSALLO. 0 

B 

8303920031 • 

50-290 

P 

MAONER.E f 

0203120043* 

COHHlSatON 

weiOANO. T F 

0203310947* 

70-2382 


VASSALLO. 0 

S 

0203230034 • 

90-298 

P 

MAONCR.A 0 

020329091 7* 

30-416 

0 

WCiNFURTER.e 

8203230964* 

90-251 

R 

VASSALLO. 0 

S 

0303120343 

30-324 

r 

UAO'IER.U J 

6203020993* 

30-361 

a 

WEINFURTER.E 

0303230692* 

90-254 

ft 

VAS6ALI.O, 0 

e 

0203180915 

90-293 

p 

WAOHER, P C 

0303040373 

30-369 

p 

uEtWFURTER.E 

B203230369* 

30-354 

ft 

VAS6AL(.0. 0 

A 

02031 90120 

50-331 

p 

UACNER. U J 

0303590964* 

50-363 

Q 

WElNFURTER.e 

0203160431* 

90-2>l 

ft 

VASSALLO. D 

8 

0303150175 

50-263 

p 

WAGNER, P C 

820330001 5 

30-369 

P 

wC INF UR TER. £ 

8203160491* 

90-354 

ft 

VASSALLO. 0 

B 

0303 1 90033 

50-237 

p 

WAOAER. M E 

9303340318 

50-299 

0 

wet WHAM. E J 

0903120001 

90-361 

P 

VASSALLO. 0 

9 

0203930100* 

50-290 

p 

WAONER.M E 

0203290397 

30-309 

0 

ueiR.p. U 

0203030290* 

90-118 

8 

VASSALLO. D 

B 

83032201 I0» 

30-290 

p 

WAKAT, m a 

0203390306 

REOOO 


WEIH.P J 

0203020991* 

90-317 

B 

VASSALLO. D 

B 

8203220593 

50-293 

p 

UALBRIDOE-W C. 

8303190043 

90-312 

I 

WEIR. J 

8203290209 

REOOO 


VASSALLO. 0 

8 

0203300030 

30-333 

p 

WALORTOQC. W C 

0203100302 

90-312 

f 

UClR.P J 

0203230974* 

90-318 

a 

VASSALLO. 0 

0 

6303300034* 

50-333 

p 

WALBHJDOE.W C 

8203090330 

50-312 

p 

wetSB. E W 

0011130093* 

FOIA 


VASSALLO. D 

0 

6303300060* 

50-333 

p 

MALOA, R 

0203290397* 

30-206 

R 

wei88 . 0 

0203220009* 

40-399 


VASSALLO. 0 

8 

6203160003 

90-324 

p 

walker. R C 

8303230002* 

30-294 

0 

WEISS. 0. 

8203220004 

40-399 


VASSALLO. 0 

a. 

8303160003* 

30-324 

p 

walker, R 0 

0303110414 

30-309 

H 

WEISS. D 

0903190167* 

70-1193 


VASSALLO. 0 

8. 

0303170146* 

90-331 

p 

walker. R B 

8203190304 

50-289 

H 

WEISS. 0 

0203230090* 

40-6690 


VASSALLO. D 

Q 

8203170149* 

90-331 

f 

UALKCR.R 0 

0203110203 

50-320 

11 

uEias.o 

9203170009* 

40-0691 


VASSALLO. D 

0 

6203230190 

50-333 

p 

WALKER. R p. 

0203290977* 

90-10 

0 

WE tea, e. R. 

8203180109 

90-S89 

9 

VASSALLO. 0 

8 

8303160024 

50-259 

p 

WAI.kER. R D 

B303250237* 

30-373 

a 

WEISS. E. R 

0203100200* 

90-289 

• 

VASSALLO. 0 

8 

8303230034 

90-293 

p 

walker. R D 

0203310193* 

90-461 

0 

WEIBB.E. R. 

S303I801B? 

30-299 

0 

VASSALLO. 0 

a 

8203220440 

90-324 

p 

WALLACE. L E 

8303220334 

90-299 

0 

wEtae.E R 

0203 180200 

30-209 

0 

VASSALLO. 0 

8. 

6303240209 

90-271 

p 

MAMSACH. T V 

8203010242 

90-299 

p 

uetsB, e. R. 

8203180209 

90-289 

0 

VASSALLO. 0 

8 

0303920019 

50-293 

F 

UAnOACH. T V 

0203010344 

50-295 

0 

WEISS.E R 

9303230310 

30-937 

0 

VASSALLO. D 

8 

6203220116 

50-293 

F 

wambach, T V 

8203080023 

30-393 

p 

WEISS. E R 

030323033 2* 

90-537 

0 

VASSALLO. D 

a 

6203240353 

50-271 

0 

WAUSAU OH. T 

8203220060 » 

90-249 

p 

weteB.e n 

8303230330 • 

90-937 

0 

VASSALLO. 0 

8 

8303940398 

50-290 

0 

WANAT. S W 

8203190389 

27-39 


UCtSB.E. R. 

8203230232* 

90-937 

0 

VASSALLO. 0 

8. 

8203240323 

50-299 

F 

WANO. T . 

0203120114 

40-299 


WEIBB.E- R 

8303230236* 

90-937 

0 

VASSALLO. 0 

0 

6203240327 

50-271 

P 

WARD. A a 

B203I 10197 

90-247 

H 

WEIBB.E R 

6303230342* 

90-937 

0 

VASSALLO. B 

B 

0203240333 

30-271 

P 

MARD.O 

8203320094 

40-0771 


WE18B. E R 

0303230240* 

90-537 

0 

VASSALLO. 0 

B 

B203220479 

50-299 

a 

WARO.K 0 

8203090384 

50-294 

a 

WEIBB.E. R. 

030323021 B 

50-937 

0 

VASSALLO. 0 

0 

8203230749 

50-334 

p 

WARD. J 14 

8203170427 

90-416 

a 

UEtea.E.R. 

8303330332* 

50-537 

0 

VASSALLO. 0 

B 

8203290103 

50-271 

p 

WARD. 0. O 

8203250072* 

90-400 

A 

WE18B. E R 

8203230330* 

50-937 

0 

VASSALLO. 0 

8 

8203290106 

90-333 

p 

WAREMBOimO. 0 

8203010029 

90-267 

8 

WEISS.E. R. 

0203230233* 

30-937 

0 

VASSALLO. 0. 

8 

8903260032 

30-237 

p 

WAREHOOWRO. 0 

0203010160 

90-267 

8 

WEISS.E R 

8303330236* 

30-937 

0 




1 

p 

WAREriBOURO. D W. 

8203120260* 

50-267 

F 

WetSB. E. R. 

8303330342* 

90-537 

0 






WAREHBOURO. 0 

0203160127 

90-267 

P 

WEISS. E R 

0303330348* 

30-937 

0 






WAREHSQURG. 0 

0203170187 

90-267 

fi 

WEISS.E R 

0303330318 

90-937 

2 






WAREMBOURO. D M. 

0203230920* 

90-267 

F 

WEISS.E R. 

8303330233* 

90-937 

0 






WAREMOOURO. D. 

0203160427 

90-267 

P 

WEISS.E R. 

0303330238* 

90-937 

0 






WAREHBOURO. 0 

8303170430 

90-267 

R 

WEISS.E R. 

8303330332* 

5&-W7 

0 






WAREHSOURO. D 

0203100331 

90-267 

R 

WEISS.E R 

8203330236* 

90-537 

0 






WAREHBOURO. 0 

0203100236 

30-267 

R 

WEI 88. E. R. 

0303330242* 

10-937 

0 






WAREKBOUftO. D. 

0303170180 

90-267 

0 

WEtSB.e.R. 

8203330240* 

30-937 

0 






WAREHBOURO. 0 

0303260196 

90-267 

P 

WEISS. C. R. 

0303230376 

90-937 

9 






WAREHBOURO, D 

0203390467 

90-267 

P 

WEISS.E R 

0203230376 

90-937 

9 






WAREHBOURO. 0 

8303360166 

90-267 

8 

WEISS.E. R. 

8203390128 

PR 







WAREHBOURO. D 

0303240319 

90-267 

R 

WEISS, E B. 

8303330376 

00-937 

9 






WAREHBOURO. 0. W 

8203300093 

90-267 

P 

WEISS. 0. 

0303360006 

27-47 







UAnEKBOURO. D. W. 

9303300130 

50-267 

P 

WEISS.E. R. 

8203290319 

00-209 

9 






WAR I NO, J. P. 

8203100309 

TOPREP 


UEI88.E. R. 

8203310206 

50-937 

9 






WARNER. 0. L. 

8303330349 

90-123 

V 

ueiBS, E. R 

8203310211 

90-937 

9 






WARWICK. Rf. 

0203030492* 

SO-373 

0 

WEIBB.E R 

8303310306 

50-537 

9 






WARWICK. R. F 

0203030446 

30-373 

0 

WEISS.E. R. 

8303310311 

50-937 

9 






WARWICK. R. r 

0203330276 

90-304 

0 

WEISS. E.R 

8203310993 

90-289 

9 






uarshou, j. L 

8203390330 

PR 


WEISS.E. R. 

5303310993 

90-389 







UASNtCH. R 

0303390946 

REOOO 


WELCH, M. A. 

8303160076# 

0A999 







UAS8ERHAN. T H. 

8303290411 

REOOD 


WELCH. J. F. 

8203390180* 

90-18 

1 






WATSON. C.O 

6203100230* 

90-409 

p 

WELLS, 0. A 

83030S0430 

90-3*1 

B 






WATBON, W. A. 

8203040969* 

90-327 

p 

wells, d. a. 

8303100337 

90-341 

8 


/i(jrMcw 

ACCESSION 

number 

SUBJECT 

CATEOOBv 

WtLiLS. J E 

A 

0203040030 

8203110107 

NUREO 

90-341 

C 

iVe_L8.D A 

82031 10220 

90-341 

s 

wEas.ft A 

spoaoROisa 

90-329 

IL 

U^lLS.O 

8203110016 

30-341 

8 

wcixa. 0 A 

0203230147 

90-341 

S 

IJEuLS.D 

8203230308 

90-341 

8 

^'eLL6■A H 

ME'JOEJiLltM. P 0 . 

0203290439 

B203020291* 

REOOD 

90-316 

S 

» E. 

8203000904* 

90-310 

B 

WEmSI>M 8 RI. F 

020302067 7 • 

90-94 

Q 

VIE»S 0 W 6 KI. f. a 

82031 60449* 

90-206 

0 

HCN 3 iA»JeAI.F 

8203080941* 

90-361 

0 

WEh 9 ^AK 8 KI.F, A 

8203160462* 

90-397 

0 

WEKSLAM 8 KI. F A 

8203160923* 

90-279 

0 

WtNSUkwBKJ.F. A 

8203290199* 

30-344 

(I 

i«HSs>t^SKI.F. A 

8203290390* 

30-361 

0 

v<CHttH9ER*E C 
dCNtINOCfi.E C 
wesuNOER.e.c 

UEWJINOER'E. C 
g&>«IINCERr E. C 
i^llMER-E.C 
WC'<lJHOER.e.C 
UEirllNOER' E. C 

WCRnER.R p 
meaner. R p 

8203010402* 

8003170229* 

0002290318* 

0004091 171* 
0203010041* 
02030 1004 4* 
Bomaoota* 

8203010007* 

8203290274 

8203190493* 

FOIA 

FOIA 

FOIA 

FDIA 

FOIA. 

FOIA 

fOlA 

FOIA 

PRH 

90-21.3 

F 

MEANER. R P 
meaner. » P 

8203290324 

8203230148 

REOOO 

90-423 

B 

WERNER, H P 

Ba03330331* 

30-249 

O 

MEANER. R P 
MESCOrr.H H 

8203290324 

0203010194* 

REOOO 

90-341 

T 

MEeecL.R 

MEBSHAM. 9 L 

Mf8r.9. A 

8203290120 

8203040164* 

0203100230* 

PR 

FOIA 

90-409 

P 

VEST. 8. 

8203040972* 

90-327 

P 

ME8T. J H 

8201040126* 

90-470 

K 

VEST. 0 S 

8203090927* 

90-120 

P 

VESTEAMAV. t F 

8203160241* 

90-267 

0 

VtSlEAKAW. T. F. 

8203160373* 

90-290 

0 

VEaiERAAN. 1 

8203190439 

30-290 

B 

mestovea-a r. 

8203100141 

80-341 

0 

WE1T.X 

MtttERAU.E W 
MCITCAHAHN. N J. 

8203290430 

8203290403 

8203160160 

PR 

REOOD 

90-430 

0 

vcrrEAKW^.H J 

8203160168 

90-430 

0 

»«r7ERKV(N. rt 

8203290296 

90-430 

0 

MErTERK/Ml.n J 

8203290296 

00-438 

0 

UiAt.EN>A.T. 

8203030399* 

00-237 

0 

ME-A..EM.A. 

8203110100* 

90-249 

8 

WHALEN. A- 

8203110239* 

90-249 

8 

VhwroN,fi.W. 

82030001 1 7 

90-361 

0 

lAvMtOM.R. J. 

82030001 1 7 

90-361 

0 

WHWrON.A. J. 

8203160189 

30-361 

0 

WHARTON.R. W. 

8203160189 

90-361 

0 

tACAOON.U.C. 

8203220293* 

90-324 

P 

WECEUR.L.L. 

8203040477 

90-443 

A 

WHEELCR.L. L. 

8203040483 

90-443 

A 

MCELFR.t. L. 

8203100944 

30-443 

A 

WHEEllfl.L.L. 

8203100947 

90-443 

F 

UCELlfl.V-. t. 

8203180472 

30-443 

A 

VHEELFR.L L 

8203190101 

30-443 

f 

k*CaCR.L t. 

8203190114 

80-443 

A 

UFEaCR.L. H 

8203290147 

90-V4 

J 

AhIFICR. T. H 

6203000109 

80-367 

0 

WMICHtR.I.M 

8203000109 

80-367 

6 

VHtCHIR. J H. 

8203290382 

90-367 

0 

WhICICR.J M. 

8203290306 

30-367 

0 

tA-ICKfl,^. M 

8203290382 

90-367 

0 

tR'IdCRiJ n 

8203290386 

90-367 

0 

kt-ITCSEa.O E. 
WHITE. J U 
WHITKW.J. H. 
iHITNEr.J. 
lA-ITNCV.e 0 

8112210490 

0203310993* 

9203120102* 

0203040239* 

0203190419* 

NI8C 

CDNIBACT 

40-6699 

FOIA 

90-293 

R 

ia-ITWV.9. 0 

0203030949* 

30-293 

0 

U-ITNEV.O 9 

82030B0909 

30-293 

8 

IHTNEVrM A. 

0203090398 

90-309 

P 

WWtINEv.d a. 

0203230704* 

90-293 

0 

UKITNEV. 9 9 

0203230736* 

90-293 

B 

T«:fTij(fR.H a 
4«rTtN. J E 
■ftCNEAS. 9. L. 

ricme. o. l. 

WtC-fAe. 0. L 

8203320195* 

0203260269* 

8203110348 

8203030076 

0203220949 

contbact 

40-8027 

40-8304 

40-8902 

40-8902 



AUTHOR 

ACCESSION 

NUMBER 

8U0JECT 

CAIEOORV 

UICMER8. 0 

820323004 1 

40-0902 


UICKENS. C 

0303030069* 

FOIA 


WICKS- F E 

8203290340 

90-223 

R 

UtOijEH.v) N 

D2030B0999* 

90-331 

0 

WtONER. It A 

8203160106 

50-391 

P 

UlONERtU A 

8203290362 

30-321 

F 

UlEBB. 0 U 

8203040193* 

FOIA 


UlEOE. J. 8 

8001220949* 

FOIA 


UfEBE. J. 6 

0303040113* 

FOIA 


MIEBE. 0. 0 

820304019.1* 

FOIA 


UIEDE. J. 8 

0303010019* 

FDIA 


MIEBE. J. 8 

8303100264* 

FOIA 


UIEDEMAN.O 0 

6303030674 

70-24,'39 


UIEOEMAN. 0 0 

0203190292 

70-2790 


UIEDEMAN. D 0 

8303290349* 

70-1467 


WtEDENAN, D 0 

8303230344 

70-1467 


WtER. P J. 

8203020996* 

90-317 

8 

WtE8£MANN. R A 

8203090917* 

TQPfiEP 


UIEBEHANN.R a 

8203240930* 

90-266 

P 

HiEOCHANN.H A 

0303220960* 

90-348 

P 

UlEBEHANN.R A 

0203340296* 

TOPHEP 


MIEGENANN.R a 

8303230929* 

TOPREP 


wiesehann.r a 

02O329O434* 

50-266 

T 

meaeiiANN. 0 a 

8302290434* 

90-366 


MIOOINION. 0 L 

0203240309* 

90-399 

0 

UIOOlNa. E J 

6303090012 

CON TRACT 


WtOOINS. J 

8303110100* 

90-309 

a 

HIKTOR. 0 

8303120246 

90-139 

0 

UIKTOR. d 

6203120343 

90- (39 

0 

MtMClR.O 

6203230130* 

30-159 

a 

Mil. DORN, t 

8202020938 » 

50-290 

0 

MILDUR- L C 

82031 10277 

90-134 

p 

UlLOUR. L C 

8203300193 

30-134 

p 

WILCOX. J D 

S3010B0919* 

90-438 

0 

WILCOX. D P 

0303240118* 

90-201 

R 

UILCOK.J 0 

8203290996* 

90-327 

a 

milcove.m n 

8203390397 

90-320 

0 

MILCOVe.H N 

0203290392 

90-329 

o 

WILCOVE. N N 

8203290399* 

90-029 

0 

WRHE.R. J 

8203IQ0464 

NUREO 


Mime. n. o 

0203190009 

NUREO 


wimiNaoN.E p 

03030(10260 

ORO 


milk 1 NOON. E P 

8303310034* 

lOCFR 


uiLLen. D J 

0203160447* 

90-39 7 

Q 

millet, d j 

0303290924* 

90-220 

0 

UILLIB. C. A 

8203 1 20393* 

50-299 

p 

HIULIAHB. 0. M 

8303190402 

90-339 

R 

WILLIAM8. J U 

8303340403 

30-290 

R 

WILLI AMS. J M 

8303240212 

90-290 

R 

WILLIAMS. R E 

8203040000 

40-0482 


WILLIANfl.C C. 

0303100377* 

90-319 

0 

WILLIAMS, n H 

8203090103* 

MI6C 


UlLLJAMS. 0 M 

8303000617 

90-339 

a 

WILLIAMS. M D 

8303030492 

90-334 

6 

WILLIAMS. C C 

8303170393* 

90-299 

0 

WILLIAMS. J M 

8303230403 

90-461 

A 

WILLIAMS. J H 

8303820103 

90-461 

A 

WILLIAMS. H P 

8303170382 

90-334 

B 

WILLIAMS. H P 

8203170970 

90-334 

B 

WILLIAMS. J. W 

8209170964 

90-339 

B 

UILLlAMa. J U 

8203230658 

90-335 

8 

WILLIAMS. M P 

0203290329 

90-334 

8 

WILLIAMS. J U 

8203190241 

90-461 

A 

william- P. L 

B209290392 

90-461 

0 

WILLMOHE. R L 

8209230299 

90-440 

0 

WILLMORE.R L 

0209230299 

90-440 

0 

willmorc.h.l 

8209290377 

90-440 

0 

WILLMORE.R L 

8209290377 

90-440 

0 

WILLS. J. L 

8309160231 

90-382 

8 

WILSON. M 

8309090496* 

FOIA 


WIueOKI.M 0. 

8303090467* 

FOIA 


WILSON. J. L 

8209330794* 

90-280 

B 

WIL80N. O 

B3K)i90344» 

50-280 

H 

WILSON. J 

6303190372* 

90-280 

R 

WILSON. J L 

8303080223 

90-281 

S 

WILGON. J. L 

0203080333* 

90-28 1 

B 

WILBON. J. L 

8203080341* 

90-281 

B 

WILSON. J.L. 

8203000498 

90-280 

S 

WILSON. J. L 

8803080508* 

50-260 

a 

WIL80N. J. 

82032301 1 1* 

90-280 

F 

WILSON, vl. 1- 

8203080448 

SO '200 

8 

WIL80N. vf. L 

8203080493* 

90-280 

B 

WILSON. J.L 

82030804 9S 

90-280 

B 

WILSON. J. L. 

8303000463* 

90-280 

e 

WILSON. J. L. 

8303080464* 

90-280 

Q 


acce'ssion suojbcr 


AUTHO.R 

NUMBER 

cateoor 

wilscn. j L 

0203060471* 

50-200 

WlLBaW. J L 

0203030484* 

50-283 

WILSON. J L 

8203080491* 

90-280 

WtLSCN. K L 

8203030499 

50-184 

WlLeON. J L 

0203100302 

90-381 

WlLEON. J L 

82031B030B* 

90-281 

WILSON. D 

020308 0006 

90-400 

WILBCM. J. L 

8203160246 

90-380 

WILSON. J L 

0203100293* 

90-380 

WILSON. J. L 

8203160261* 

30-280 

WILSON. J L 

02031 B0373* 

50-230 

MILBOM.B P 

0203040376 

PR 

WILSON. R P 

8203040380 

30-413 

WILSON. J 1. 

0203080356 

50-280 

W1LBG.N. J L, 

8203080359* 

90-380 

WILSON. J L 

620308036 1 « 

50-260 

WILSON, J 1.. 

0203080365* 

50-280 

WILSON. J L 

02030e036«> • 

90-280 

WILSON. J L 

8203080372* 

90-280 

WIL90N, D 0 

8203I9O0BI 

XPOHILIC 

WILSON. J L 

8203180233 

50-200 

WILSON. J L 

6203160262* 

50-2B0 

WILeO.N, J L 

8203180310* 

30-280 

WlLeDN, J L 

6203 ISO 3 19* 

30-200 

WILSON. J L 

8203250108* 

50-200 

WILSON. L. E 

0203130063* 

CONTRACT 

WILSON. J L 

8203170913 

90-200 

WILSON. J. L 

8203170524* 

50-200 

WILEON. J.L 

8203170529* 

90-280 

WU SON. R. F 

0203260220* 

90-289 

WILSON. J L 

8203170349 

50-280 

WILSON. J L 

8203170961* 

90-280 

WILSON. 3 L. 

0203290080* 

90-280 

WILSON. J L. 

8203230466 

30-280 

WILSON. J. L. 

8203230469* 

90-280 

WILSON. J L. 

8203230476* 

30-280 ! 

WILSON, B 0. 

8203340023 

XPOBILIC 

WILSON. 8 O 

8203340116 

kportlic 

WILSON. B D 

0203240130 

XPCRILIC 

WILSON. B 0 

8203310117 

XPORTlIC 

WILSON. J L 

8203230738 

30-280 1 

WILSON. J L 

8203230744* 

30-280 1 

WILSON. L 

0203230749* 

30-280 1 

WIL8aN.FR 

Q20330Q083 

30-344 

WILSON. A K 

0203290360 

30-329 1 

WILSON. K. 

8203300218 

50-440 1 

wilt. 0 D 

8203040296 

90-440 i 

WILT. 0 0. 

8203040328 

30-440 < 

WILT- 0 D. 

020304040 1 

90-440 ( 

WILT. 0 0. 

0203040454 

90-440 < 

MILT. D D 

8203040459* 

30-440 < 

MILT. 0 0 

8203040496 

90-440 C 

UIlT. 0 D 

8203040296 

30-440 £ 

MIlT.D 0 

020304 0328 

90-440 ( 

wilt, 8 0 

8203040401 

90-440 £ 

WILT.O D 

0203040494 

30-440 C 

MIlT.D d 

82030404SS* 

30-440 i 

WILT.O 0 

8203040436 

30-440 C 

wilt. D 0 

8203040430 

30-440 1 

WILT. 0 0 

0203040441* 

90-440 i 

WILT.O, 0 

8203040438 

30-440 < 

WtLT.O. D 

8203040441* 

90-440 ( 

WILT. D. D 

8203190102 

90-440 t 

WILT. 0 D 

0203190102 

90-440 « 

WtsENBUnO. M fl 

8203020209 

90-390 C 

WIBENBURO. M R 

0203040013 

90-390 t 

W16ENBRU0.M. R 

8203180121 

90-327 t 

WIBENBURO. M. R 

8203170291 

90-299 ( 

UtSENBURO. H R 

S203I90131 

30-390 ( 

WI8ENBUR0. M. R 

8203190143 

90-390 { 

WlfiENBURO.M R 

0203190146 

90-390 ( 

WISENSURO. M R 

6203170113 

90-390 4 

W18EMBUB0. M R 

8203170201 

90-390 ( 

withers, 0. □ 

8203010182 

90-344 1 

withers. B 0 

S203010I79 

90-344 ( 

WITHERSPOON. L. 

0203290329 

REOOD 

WITHERBPOON. J. 

0203030212 

NUREO 

withers. 8. 3 

0203090309 

90-344 1 

WITHERS. B. 0 

6203090378 

30-344 1 

WITHERS. B. D 

0203090389* 

90-344 1 

WITHERS, B. 

8203350067* 

50-344 1 

WITHERS. B. O 

0203160325 

90-344 

WITHERS. B. D 

8303240389 

30-344 

WITHERS, e. D 

8303290320 

PR 

WITHERS. 0. 6 

9203230143 

50-344 


AUTHCR 

ACCESSION 

NUMaER 

SUB.EC I 
CATEGORY 

autmOR 

ACCES8IC.N 

N-KBER 

SOBwECT 

CATEGORY 

hrlT44£AS a D 

B303390T57 

RECCO 


-rODPEAD. C P 

0203240182 

50-341 

0 

WtTHEBS. B C 

9203310450 

PR 


UOCORuFF. r l 

01 11370280 

t<.E 


UtTKERS. 8 0 

g?033C0IQ4 

TCPBEP 


NCCOflUFF. R L 

320308094 9* 

70-14.3 


UITTL. R L 

0203310405 

PR 


~CODS^H. H C 

8203020163 

70-1C06 


uizr.ER. 0 3 

8203050323* 

50-316 

S 

lOlDSvM. H C 

0202020166* 

70-1086 


•4IZNER. D 0 

6503055364* 

50-315 

S 

NCOCUARD- K U 

03031931 16* 

50-395 

0 

UOOEP. 0 J 

82031 10341 

40-8200 


NOCLEVER.E j 

8203050352 

50-412 

8 

U.lOEt' . D J 

8203120183 

4C-0714 


NOlLEVER. e j 

8203100356 
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70-1301 

70-37 

70-37 

TOPREP 

FOIA 

90-466 O 
90-466 O 
90-466 O 
90-466 O 
90-466 0 

90-466 « 

90-318 8 

90-318 0 

90-317 0 

90-317 fl 

90-317 0 

90-317 8 

00-317 P 
90-317 P 
90-317 P 

90-317 P 
90-317 F 
90-317 F 
90-317 P 
90-317 P 

90-318 8 

90-318 8 

90-317 P 
90-317 P 
90-318 B 

90-318 8 

90-317 D 
60-317 8 

9tf-3l7 8 

90-317 B 

90-317 H 
90-317 R 
90-317 R 
90-317 H 
30-317 P 

90-317 P 
90-317 P 
90-317 P 
90-318 O 
90-310 8 

90-317 0 

90-318 0 

90-318 a 
90-318 a 
90-318 B 

90-318 9 

90-310 B 
90-317 n 
90-317 B 


AUTHOR 
AFF ILIATION 


B«rr Ensln**ring Co 

Osttvil* Memorial tnstltift* 

0«tt*l I* tlarnpr I al tn*tlti>tai Columbu* 
Laboratoriai 


Battal 1* Hvmortal ln*tltiita. PacHtc 
NortPuftt Laboratory 


Sattalt* N*u Englani) Harin* Rttaarch 
Laboratnrv 

B*ar Cr**l Uraniitm Co. 


Bachtai Corp. 


Ballnap. A. B. HD 

Bta-Rad Ltborator i a* 

Black h Vaatch 

Boaing COKpotar 6»rvlc*«> Inc. (»ub«. ot 
Ooaing Co. ) 

Boltt BtraPck ti Nawman. In< 


Bonntvlll* POttiar Admlnlatratton 
Borg-Warnor Corp. 

Bo«ton Col 1 *l|a 

Boaton Eillcon Co. 


ACCESSION 

NU.*IOER 


830333046]* 

8203330461* 

8303230636 

8303330643* 

8303230709 

8303230709 
0203290174 
8203390182* 
8203290973 
02031 10333* 

8203160331* 

8303180210* 

8203030110 

S203040I79 

8203180386* 

8303310106* 

8201190019* 

8303010403* 

8203020069* 

8203030303 

8303030347 

8303040006 

8303040242 

8303090479 

8303090764* 

8303130007* 
83031 70490* 
0303190443 
8303190457 
8303220969* 

0303240989* 
83032 40988* 
9203290098 
8303290102 
8303300302 

8203310035 

8203230528* 

8203120137 

8303230947 

8303220991* 

8203300273 

8303300277* 

8004081084* 

8203100207* 

8303190135 

8303160110* 
8203170427 
8303230392* 
8203330464* 
S2033 30473* 

0203230479* 

8303390484* 

8303360148* 

8203390308 

8303290499 

8203290497 

8303290469 

8203300334* 

0303310474 

8203390306 

8203300333 

8203010030 

8303390499 

8303090711* 

8303390396* 

8303390399* 
8203330401* 
8203040948 
83030 BO 139 
B3033 20470* 

8202030368 
83030 10197 
8303030319 
83030 302 17* 
8303030699 

8303030369 

8303030419* 

8203030906 

8303030941 

8303030945* 

8303040378 


SUBJECT 

CATEOORV 


50-317 I 

90-317 

90-318 

30-310 

30-317 

90-317 

90-317 

30-317 

PB 

CONTRACT 

90-309 

90-289 

RE 8 

NUREO 
30-296 I 

70-G 

30-247 I 
FOIA 

NASTE HOT 
NUREO 

NUREO 

NUBEO 

AE 8 

RES 

90-332 * 

WASTE MOT 
REVIEW OBT 
NUREO 
NUREO 
90-271 f 

UASle MOT 
WABTE MOT 
NUREO 
RES 
RE 8 

NUREO 
90-219 r 

40-8492 

40-8492 

40-8492 

40-8492 

40-8492 

FOIA 

90-483 1 

TOPREP 

90-321 

30-416 

90-483 

90-416 

90-416 

90-416 

80-416 

30-280 

REoao 

REOOO 

RCOOO 

PB 

90-928 

PR 

REOOO 

XPORTLIC 

NUREO 

REOOO 

CONTRACT 

90-498 

30-387 

90-914 

XPORTLIC 

XPORTLIC 

CONTflACT 

90-293 

90-393 

90-293 

90-293 

90-293 

90-293 

90-293 

90-293 

90-293 

90-293 

90-293 


AUTHOR 
ArPlL I AT ION 


Botton Fir» 8v«Ceni«. Inc 
BovAff Bn9ln««rf« Inc 

BrAch. Elchtvr. Ro»«nb*rg,811vtr.0trntt 
b lUmnflr 

BroQkhtvtn National Uaboratorg 


"• Inc. 


Co 


B Planto Qunart Group 
Statt of 


Univ. of> San Francisco 

Unlv. of. fiartslfg 

Untv of. Davit 
Untv. of. Los Angtlat 


Unlv, of. Santa Crui 
•f iro 

sic Enargv Control Board 


ACCESSION 

SUBJECT 

NUNBER 

CATEOCBV 

8203040384a 

90-293 

P 

8203030289 

50-293 

P 

8203083909 

90-293 

0 

6203120330 

90-293 

P 

8203160274 

50-293 

G 

8203160377# 

30-293 

S 

8203160332 

90-393 

n 

0203160334# 

90-293 

R 

8203190279 

90-293 

F 

02031 90416 

90-293 

R 

8203190419# 

90-293 

H 

8203339430 

90-293 

R 

8203330433# 

90-293 

R 

8203330491 

90-293 

S 

0203330494 

90-293 

P 

6203330966 

90-318 

S 

8203330974# 

90-318 

s 

820323068? 

50-293 

o 

8203230699 

90-293 

p 

8203330703# 

90-293 

p 

8203230704# 

90-293 

3 

8203330728 

90-293 

a 

8203230736# 

90-293 

o 

8203300133 

30-293 

p 

82031 00292 

90-249 

F 

8303230399# 

90-490 

C 

1 0303290306 

REGOO 


B103270303# 

FOIA 


8203010390 

NUREO 


8203010409 

RC8 


0303010411 

RE8 


8303020068 

AE6 


8203020098 

PEe 


0203020229# 

90-269 

P 

8203020231 

RES 


8203030001 

RES 


8203030088 

RES 


8203030101 

RES 


0203030112 

RES 


8203030397# 

FOIA 


8203030401# 

FOIA 


8203030499# 

FOIA 


8203040124 

NURF.O 


8203040226# 

FOIA 


8203090303# 

FOIA 


0303180199# 

30-247 

P 

0303180198# 

30-247 

P 

8203180377# 

FOtA 


8203180464 

NUREO 


8203190002 

NUREO 


0203190004 

NUREO 


0303190006 

NUREO 


0303190009 

NUREO 


8203190249 

RES 


82031 90460 

REO 


6203220292 

RES 


8203290287 

NUREO 


8203290490 

REOOO 


83031 60390 

40-0722 


8303160393# 

40-0722 


8303040141# 

30-305 

P 

8203100300 

30-397 

A 

8203290399# 

30-430 

C 

6203040447 

30-399 

o 

B301 130478 

30-299 

p 

8303030369* 

FOIA 


0303190144# 

30-133 

p 

620333030S 

30-279 

0 

8303330360 

30-279 

0 

0303390449 

REOOO 


8203360196 

30-224 

R 

B303360I90# 

30-224 

R 

6203100499# 

90-302 

T 

B303030019# 

FOIA 


0203100123 

90-142 

0 

B303 190347# 

CONTRACT 


8303300317 

90-142 

0 

0203290410 

REOOD 


82033 1091 2 

90-142 

9 

8303310917 

90-142 

0 

8203310937 

30-142 

0 

B3030 90324# 

90-206 

p 

6203310489 

90-322 

0 

8203090306 

XPOHTHC 



AUTHOR 

affiliation 
C arolina Pouar (. Light Co 


Acceasicw otioucc? 

WlMBen CATEOORf 


8203020391# 

90-334 

2 

6203030391# 

90-334 

3 

8203020479 

90-261 

i 

0203020903# 

90-361 

3 

8203030926 

90-324 

r 

0203030926 

90-334 

r 

0203040131 

90-334 

F 

8203040131 

90-334 

P 

820 3040344 

90-261 

P 

8X3040493 

90-324 

P 

6203040493 

90-334 

P 

0203090234 

90-324 

P 

0203090234 

30-334 

P 

8203090363 

30-361 

P 

8203090416 

30-334 

P 

8203090416 

90-324 

P 

8203000020 

30-400 

0 

8203000020 

30-400 

0 

8203000021 

30-324 

a 

8203000027 

90-400 

0 

8303000027 

90-400 

3 

6203080028# 

90-324 

8 

0203060032 

90-329 

9 

8203080039 

90-400 

S 

6203080039 

90-400 

0 

8203080037# 

90-329 

9 

6203080041 

80-400 

0 

82030 8004 1 

90-400 

0 

B2030B0096 

90-334 

9 

8203080069* 

90-334 

8 

6203080169 

90-334 

9 

8203080179# 

90-334 

8 

8203080194 

90-261 

3 

8203080219# 

90-361 

8 

8203080233# 

90-324 

0 

8203080244 

90-261 

a 

8203000299# 

30-361 

9 

82030 B026S 

90-329 

9 

8203000278# 

90-329 

a 

8203080397 

90-323 

9 

6303080301# 

90-329 

9 

6203000308 

90-324 

S 

0203080316# 

90-324 

9 

82030 00323 

90-329 

9 

8303090339# 

90-339 

8 

8303080340 

90-329 

9 

8203060344# 

90-333 

8 

8303080393 

90-324 

3 

8203080399# 

30-324 

3 

8203080370 

90-333 

3 

82030 B0373# 

30-339 

9 

8203080479# 

90-261 

0 

8203000961 

90-324 

9 

0203080967# 

30-324 

3 

8203080968 

90-324 

3 

82030 00970 

90-339 

9 

8203080972# 

90-324 

9 

8203000973 

90-324 

3 

8203080979# 

90-323 

8 

8203080979 

90-324 

9 

6303000982# 

30-324 

9 

6203080966# 

90-324 

9 

0203000613 

90-329 

9 

0203080618 

90-324 

8 

8303080619# 

90-333 

a 

6203060623# 

90-324 

a 

63030 00639 

90-323 

0 

63030 00633# 

90-323 

e 

6203090180 

90-261 

p 

8203090337 

90-261 

F 

8303090930 

90-324 

P 

8203090930 

90-324 

P 

8203130187 

90-324 

F 

8303130107 

90-324 

F 

0203 1303 79# 

90-361 

F 

8203130232# 

90-261 

F 

8203120294# 

90-261 

F 

8203190036 

90-334 

J 

8203190036 

90-334 

J 

8203190038 

90-324 

J 

0203190038 

90-324 

J 

0203190040 

90-361 

J 

0303190041 

90-261 

0 

9203190047 

90-334 

vl 

620319004 7 

90-324 

.2 


CORPORATE SOURCE INDEX 


AUIHOn 

AFF ILIATION 


A 8 

Cmbiit utiiv. 

ClAttr far Law In tht Public 


Clntbr for Proti** »»lv» Law 
Cbntral Flortdaj Untv. af> 
Citcitt b Haara 


B 


tntaratt 


ACCESSION 

NimDER 


8S031 90049 
0203160194 
0203 160 194 
6203160240 
0203160240 

B303I60346 
0203160346 
62031 70224 
0203170224 
8203170227 

02031 70237 
02031 70274 
02031 70204 
0203170264 
0203170342 

8203 1 704 46» 
02031 70497 
0203170463 
02031 70460* 
0203170474 

02031 70470* 
B203I 70401 
0203170409* 
02031 70490 
8203170493* 

0203170922* 
02031 70922* 
0203180203 
0203100204 
0203100206* 

8203180287* 

0203190291 

0203190294* 

8203190296* 

0203190337 

0203190341* 

0203220203 

0203220203 

0203220291* 

8203220291* 

0203230303 

0203230303 

0203230307* 

0203230307* 

0203230404 

0203230400* 

B2032304B9 

0203230409 

0203230490 

0203230490* 

8203230921 

0203230932 

0203230936* 

0203230930* 

0203230960 

0203230967* 
9203230900 
820323061 1 
0203230617* 
0203230639 

0203230600 

0203230694* 

0203230696 

0203230696 

0203230702* 

B203290040 

8203290139 

0203290201* 

0203300181 

8203310309 

8203310310* 

8203310310* 

6303310310* 

8303310310* 

8303310461* 

8203000117 

8303160189 

8203310334 

8203310338* 

0203040904 

0203290949 

0203100109* 

8203030007 

0203040419 

0203090147 


SUBJECT 

CATeOCBV 


30-261 .1 

30-400 0 

30-400 O 
30-400 O 
30-400 O 

30-324 F’ 
90-324 P 
30-400 O 
90-400 O 
30-400 0 

30-400 O 
30-400 0 

30-400 0 

30-400 O 
30-400 O 

30-400 Q 
30-261 P 
30-324 0 

30-324 0 

90-324 0 

30-324 O 
30-323 0 

30-323 0 

30-323 H 
30-323 « 

30-324 Q 
30-324 0 

90-261 0 

90-324 0 

90-324 n 

90-261 0 

90-261 f 
30-261 F 
30-261 0 

90-261 n 

30-261 n 

30-324 P 
90-324 P 
90-324 P 
30-324 F* 

30-324 P 
90-324 P 
90-324 P 
30-324 P 
30-324 H 

30-324 a 
30-261 P 
30-261 P 
30-323 9 

30-323 H 

30-324 a 
90-324 8 

30-324 a 
30-324 a 
30-261 a 

90-261 a 
90-324 P 
90-323 a 
30-323 n 
30-261 P 

30-324 a 
30-324 0 

90-324 0 

30-324 0 

30-324 0 

71-9001 

PR 

30-261 Q 
50-400 A 
30-261 1 

90-261 1 

30-261 1 

30-261 I 
90-261 1 

90-261 F 

90-361 0 

90-361 0 

90-77 H 
90-77 0 

30-279 0 

90-273 0 

90-206 H 
NUREO 
90-403 0 

90-403 O 


AUIHOR 

AFF ILIAT IIDN 

ACCEBSIGIt 

NUMBER 

6U0JECT 

CATEOORI 

Chamber oP Com^Bt c 0 * 

0203090293 

80-443 


8203230337* 

50-289 

of Co^^^rctfi Net* Orleans ^ 

02031 70242 

90-302 

R^QlOn* CA 


82031 70249 

30-302 

Ch«<rb«r of Ripun* CA 

8203190290 

30-279 

Charloita*Mackl0nb«rD Envl r onirefvta 1 

0203010110 

90-413 

Coalition 


02030101 10 

90-413 


O2O3OI0I2I* 

SO-413 


0203010121 ■ 

90-413 


8203010126* 

30-413 


82030 10126* 

90-413 

Chtm-NVc Ftar Sgatamt. Jnc 

82030 4C002 

71-6379 


8203090107 

27-47 


82031 20380 

71-6601 


8203220199* 

CONTRACr 


0203230979 

PT21 


8203240076 

71-6690 

Ch*rr(|* M. FI /CFt*rr^> Fl'jnn 6 Kantar 

8203020444 

30-329 


0203100464 

90-454 

CFticago DrFilga 6 Iron Co 

8203230657* 

30-302 


0203230663* 

30-302 

Cl>rl*ta-Haria 

8203120243 

90-199 


0203120246 

90-139 


0203120249* 

50-199 


8203120264 

50-139 


82031 70271 

90-193 


02032 30 127 

90-195 


9203230130* 

90-199 


82033 1 0923 

30-195 

Cliro<racolour. Int 

82031 90063* 

CONTRACT 

Cincinnati En^ulTar 

3203100929 

30-330 

Cincinnati Oa« & Clactrlc Co 

8203020769* 

30-390 


8203030477 

30-390 


0203040260 

90-398 


8203100106 

90-390 


8203100280 

30-358 


8203100307 

90-350 


8203100384 

30-350 


82031 10183 

90-330 


02031 10230 

30-353 


B203I700I5 

50-390 


0203170333 

30-390 


0203290409 

REOOO 

Cincinnati Oanaral llo«p Cine innat 1 ■ OH 

0203290329 

REOOD 

Cincinnati. Vnlv. of. Floap C 1 nc 1 nnat 1. OH 

0203290477 

REOOO 

CHtiant Agalntt Nuclaar Oangtr* 

0203310193 

50-307 


0203310193 

50-307 


02033 10 161* 

50-307 < 


0203310161* 

50-307 < 

Cltliant Agalntt tluclaar Powar 

8203080009 

50-400 < 

Cltltant Attoclatlon for Sounb Enargv 

0200100094 

50-449 C 


8203100094 

90-443 < 


0203100192 

90-443 < 


0203100192 

90-443 C 


0200100392 

90-449 


0203100392 

90-443 t 


0203220196 

90-443 t 


8203220196 

90-449 £ 


8203220201* 

90-449 


8203220201* 

90-445 


0203290110 

30-443 


8203290110 

90-449 


8203890122* 

30-443 


0203290122* 

90-443 

Clttiana Concarnad About Nuclaar Powar. 

8203100194 

90-490 

Inc . 


0203190360 

30-490 


0203190360 

90-490 


9203190368* 

90-490 


0203190368* 

30-490 

Cltltana for Altannattvaa to Radlaactiv* 

8203100286 

90-361 

Ovpping 

Cltltana For Entrpu t Emplognant 

0203100318 

90-341 

0203100323* 

90-341 

Cltltana fu* Equltabla Utllitla* 

0203030244 

90-498 

0203030344 

50-490 


820303031 1 

90-490 


8203030311 

80-490 


8203030316 

90-490 


8203030316 

90-490 

Cllitant for Fair Utility Ragulation 

8203040449 

90-449 

6203040449 

90-443 


0303040490* 

90-443 


author 
ARP lu I AT ION 


Cltla«nt for Baft Enargg 


Citg Collage of Naw Vork 
Clavalani] Clagtrfe 1 1 lunlnat log Co 


Clavalantf-Cl I ff • Iron Co 

*r 

>tlon. Dipt, at 

aatarch. Inc. 
nc. 


ACCE9S10M 

NUMBER 


eS0304049oa 

SS030t0S06a 

8S03t003f>?a 

02031003^1 

8203100391 

B2031203iea 
8303120318 a 
82031202490 
82030 90312 

82030 90313 

8303090320 

8203100211 

8203100388 

8303100388 

82031 90044 

8203190044 
8203190049 
82031 90049 
82031 70 ll>b 
B203I7016& 

8203170214 
8203170214 
62031 90282 
8203190282 
820323019? 

820323019? 
820323048 1 
8203230481 
8203230962 
8203230962 

8203290118 

8203290118 

8203290336 

8203260294 

8203290377 

8203290433 
8203290493 
S203300I lO 
8203300110 
820330021 3 

8203300213 

8203310319 

8203310319 

8203310381 

8203310381 

8203310419a 
8203310487 
8203310437 
8203310489 
82031 10341 

8203120183 

8203030398 

8203190096 

8203240373 

6203300084 

8203190176 a 
8303090489 a 
82031 10376 
8203290009 
8203300099 

8203 190340* 

8303290443 

8203100187* 

8004001093a 
81091 00013* 

8201040133 

8201040136* 

6301040120* 

8301130480* 

8201130481* 

82Qtl3Q481* 
8201130483* 
8201130483* 
8201130484* 
8201 130464* 

e301l304e9a 

0201130486* 

8201130486* 

8301130487 * 

8301130487* 

8201130489* 

8301130489 * 

8301130490* 

8301130490* 

e301130490» 


SUBJECT 

CATEODRV 

30-449 0 

90-394 0 

90-394 0 

90-394 0 

90-394 0 

90-294 Q 
30-294 0 

30-199 a 
90-440 9 

90-440 9 

90-440 8 

90-440 A 
90-440 F 
30-440 F 
90-440 r 

90-440 F 
90-440 I 
30-440 I 
30-440 A 
30-440 A 

30-440 F 
30-440 F 
90-440 F 
90-440 F 
90-440 8 

90-440 9 

90-440 A 
90-440 A 
90-440 A 
30-440 A 

90-440 0 

30-440 O 
90-440 8 

90-440 8 

30-440 0 

90-440 E 
90-440 £ 

30-440 A 
90-440 A 
90-440 A 

90-440 A 
90-440 £ 

90-440 E 
90-440 F 
90-440 £ 

90-440 A 
90-440 E 
30-440 E 
PR 

40-8300 

40-8714 
90-397 0 

30-923 0 

90-460 0 

90-339 0 

CONTRACT 

FOIA 

WASTE HOT 
WASTE MOT 
Btat* Prog 

CONTRACT 
REOOD 
90-416 A 
FOtA 

30-361 A 

90-470 R 
30-470 K 
30-470 M 
30-299 P 
90-299 P 

90-299 P 
30-299 P 
90-299 P 
90-299 P 
90-293 P 

90-239 P 
90-209 P 
90-299 P 
90-299 P 
30-299 P 

30-299 P 
90-299 P 
90-299 P 
90-299 P 
30-299 P 


AUTHOR ACCEeSlON E 

AFFILIATION NUMBER { 

8201130491* 9C 

8301130491* 9C 

8301130492* 3C 

6301130492* 9< 

8203030397* 3< 

8203090298 It 

8303090406* 7< 

8203080371 9t 

8203090168 9t 

8203090172* 3< 

8303090396 7< 

8303090396 3< 

6303100394 9< 

63031 90062* 9< 

8303170193 91 

8303330008 T( 

8203360160* 0< 

8303360171 9< 

8303360179* 91 

8203260180* 91 

8203290494 PI 

8203310444* 9l 

8303310489 PI 

Connarc*- Oapt of. National QcaanograpMc 8303010016 M 
6 Atnoipharlc A4mlnlatratlon 

8303030311 M 

8203300083 91 

CofRaitre*. Qagt of 8203090377* FI 

8303340989 4i 

8303390090 M 

Comraarca. Oapt. of. National Bur*«u of 8203160223* C( 

Standard* 

Commarc a* Oapt. of . National Marina 8203030121 IP 

Fltharla* Sarvtca 

Coin/nittaa to Bridga tha Oap 8203170909 9 

82031 70910 a 9 

82031 709iea 9 

8203170937* 9 

8303170938a 
8203180379 
8203190331 
8303290986 
8303310483 

8203310486* 

Commonwaaltn Edlaon Co 8108380996* 

8108280997* 
8108310097* 

8108310097* 

8108310099* 
8108310099* 
8108310172* 
8108310172* 
6106310177* 

0108310177* 
8303010039 
8203010039 
8303010043* 
8203010096* 

8303030346 
8203030333 
8203020322 
8203020333 
8303020332 

8303020336 
8303080389 
8303030389 
8303030389 
8303020389 

8203030389 
8303030407* 
8303030407* 
8303020410 
8203020413* 


8803030466 f 
8803030466 ! 
S2030S0466 ! 
8303030466 9 
8303030466 i 

8803030076 i 
8203030076 C 
8203030160 ! 
BS03030173* i 
3303030230 i 

8303030230 ! 
8203030397 i 


AUTHOn 

AFFILtATION 


ACCESSION SUBJECT 

NUMBER CATEODRV 


AljT>«jR 
AFF ILlATION 


ACCESSION SUBJECT 

NOHBEft CATEOOPV 


0SO3O3O399* 

8303030380 

8303030300 

8303030384* 

0303030393 

B303030409 

0303030416* 

8303030433 

0303030439* 

0303030443 

8303030443 

8303030449 

8303030443 

B303030449 

0303030433* 

8303030469 

6303030469 

8303030469 

0303030469 

8303030469 

8303030473 

8303030473 

8203030301 

8203030301 

8203030346 

8303030348* 

8203040313* 

8203040313* 

0203040331* 

8203030393 

8203090397* 

0203090438 

6203000460* 

6203080379 

8203080379 

8203090409 

8303090409 

0303090410* 

0303090410* 

8303090410* 

8203090949 

8303100014* 

8303100014* 

6303100017* 

8303100017* 

8303100174* 

8303100237 

0303100391 

8303100368* 

8303100368* 

8303100383 

8303100383 

8303100383 

8303100383 

8203100203 

8303110010 
8303110136 
83031 10136 
83031 10177 
83031 10180* 

B3031 10308 
8303110208 
83031 1030B 
82031 10308 
BS03t 10308 

03031 10219 
83031 1031B 
B303I 10316 
83031 10319 
83031 10319 

63031 10330* 
02031 10330* 
83031 10331 
82031 10339 
03031 10339 

03031 10334 
83031 10339* 
B3031 10389 
03031 10392 
82031 10392 

83031 10392 
03031 10293 
02031 10392 
83031 10393* 
83031 10299 


90-837 S 
90-299 Q 
90-399 O 
90-304 V 
30-373 F 

90-337 O 
90-337 B 
90-304 0 
90 -304 a 
90-10 F 

90-10 F 
90-10 F 
90-10 r 
90-837 :i 
90-337 a 

90-837 O 
90-837 O 
90-837 0 
90-837 0 
90-837 Q 

90-373 F 
90-373 F 
90-373 P 
90-373 F 
30-849 0 

90-849 3 
90-899 F 
30-899 F 
90-899 F 
90-894 8 

30-894 8 
90-894 0 
90-834 B 
90-373 A 
90-373 A 

90-10 n 

90-10 8 
90-10 M 
30-10 8 
30-10 H 

30-374 A 
30-899 F 
90-893 F 
90-293 F 
90-893 F 

90-434 0 
90-434 0 
90-834 0 
30-894 0 
90-894 0 

30-837 0 
30-837 0 
30-837 0 
90-837 O 
30-837 0 

30-373 B 
30-373 F 
90-373 F 
30-849 0 
30-849 8 

30-837 0 
30-837 0 
30-837 0 
30-837 Q 
30-837 O 

30-373 0 
30-373 A 
30-373 A 
80-373 A 
80-373 A 

90-373 A 
80-373 A 
30-373 A 
30-899 » 
80-899 0 

30-849 0 
SO-349 8 
30-837 8 
30-837 P 
30-837 P 

30-837 P 
30-837 P 
30-837 P 
30-837 8 
SO-293 8 


03031 10297 
63031 10297 
82031 10298* 
62031 10301* 
82031 10301* 

83031 10301* 
82031 10301* 
82031 I030I* 
62031 10302 
02031 10304 

82031 10304 
02031 10306* 
62031 10314* 
02031 10314* 
8203120129 

82031 20 189 
82031 20289* 
82031 20289* 
0203120269* 
8203120894* 

8203120394* 
8203120407 
8203130407 
82031 90001 
82031 90061 

0203190136 
82031 90136 
8203160196 
8203160171* 
82031 60192 

820316081 1 
0203160211 
020316081 1 
0203160211 
820316021 1 

620316021 1 
6203 1 6021 1 
8803 1 60219 
8203160224 
8203160228 

6203160228 

6203160296 

6203160264 

8203160439 

8203160439 

8203160491* 
8203160491* 
8203170169* 
8203170170 
82031 701 70 

8203170200* 
82031 70200* 
82031 70290* 
88031 70386 
82031 70326 

8203170418* 
8203100217 
8203180217 
8203 1 80990* 
8203 1 80990* 

B203 100991* 

8203180991* 

8203190281 

8203220079* 

8203220079* 

8203220082* 

8203220139 

8203220139 

8203220139* 

8203230126 

8203230197 

8203230202* 

8203230202* 

8203230206 

8203230206 

8203230206 

8203230206 

8203230206 

8203230206 

8203230206 

8203230229 

8203330229 

8203230230 

8203230230 

8203230230 


90-373 A 
90-373 A 
90-299 S 
SO- 237 P 
30-237 P 

SO -237 P 
90-237 P 
90-237 P 
90-249 0 
90-293 (1 

90-299 B 
90-249 9 
90-299 fl 
90-293 B 
90-373 A 

90-373 A 
90-10 F 
90-10 F 
30-10 F 
90-10 F 

90-10 F 
90-373 A 
90-373 A 
90-373 A 
90-373 A 

90-254 R 
90-294 « 
30-269 3 
30-269 8 
90-373 a 

90-237 P 
90-237 P 
90-237 P 
50-237 P 
90-237 r 

30-237 P 
90-237 P 
90-294 P 
90-299 3 
90-494 A 

90-434 A 
30-237 P 
90-237 0 
50-294 n 
90-234 R 

30-294 R 
30-294 n 
90-293 P 
30-293 R 
90-293 R 

30-299 R 
90-299 R 
90-494 a 
30-373 8 
90-373 a 

90-10 0 
90-373 A 
90-373 A 
90-299 F 
30-299 F 

90-299 r 
90-299 F 
90-373 A 
90-899 F 
90-295 F 

90-299 F 
90-373 K 
30-373 K 
90-373 K 
90-496 8 

90-299 B 
90-299 O 
90-299 O 
90-10 F 
90-10 F 

90-10 F 
90-10 F 
30-10 F 
30-10 F 
30-10 F 

90-434 F 
90-494 F 
90-373 A 
90-373 A 
90-373 A 



AUTHUW 

AFP ILtATtON 


1 urc Q I 


NUMBER 

CATEOORV 


8203330330 

90-373 

A 


B2033 30330 

30-373 

A 


0303330330 

90-373 

A 


8303330330 

90-373 

A 


8303330337 

50-373 

A 


8303230337 

90-373 

A 


030333039S 

30-440 

0 


8303330344* 

30-373 

0 


SS0333039S* 

90-393 

0 


0303330399* 

90-395 

Q 


0303330399* 

90-496 

Q 


8303330361 

30-394 

B 


8303330361 

90-294 

R 


8303330369* 

90-294 

R 


8303330369* 

30-394 

R 


8303330370 

90-394 

R 


8303330370 

90-294 

R 


8303330379* 

50-394 

R 


8303330379* 

90-394 

R 


83033304 1 1 

90-299 

S 


8303330416* 

90-399 

8 


8303330901 

90-399 

0 


8303330919 

90-369 

B 


8303330936* 

90-369 

9 


8303330390 

90-294 

R 


8303330990 

90-294 

R 


8303330964* 

30-394 

R 


8203330964* 

90-394 

B 


8303230979 

90-10 

fl 


0203230979 

90-10 

fl 


8303230979 

30-10 

n 


8303330983* 

90-10 

R 


8303230303* 

30-10 

R 


8303330903* 

30-10 

R 


8303330383 

30-337 

8 


8203330990* 

30-237 

8 


9203330996 

30-369 

P 


8203330604 

30-10 

P 


8303330604 

30-10 

F 


8303330604 

30-10 

F 


8303330614 

30-373 

A 


8303330619 

90-434 

E 


6303330633 

90-434 

D 


6303330633 

90-494 

0 


8303330633 

90-394 

8 


8303330630* 

90-394 

3 


8303330643* 

90-369 

P 


8303330644 

90-337 

0 


8303330690* 

90-237 

0 


8303330670 

90-494 

c 


8303330670 

90-494 

c 


8303330678* 

90-494 

c 


8303330689 

30-394 

R 


8303330689 

90-394 

R 


8303230693* 

90-394 

R 


8303330693* 

50-894 

R 


S2O3330713 

90-373 

a 


8203330734 

30-394 

R 


8303330734 

90-394 

R 


B303330737 

90-394 

R 


B303330737 

30-394 

R 


8303230730* 

90-294 

R 


8303230730* 

90-294 

R 


8303230731* 

90-294 

R 


8303330731* 

90-294 

R 


8303330737 

90-237 

3 


6203330741* 

90-237 

8 


8303240361* 

90-10 

F 


8303340361* 

90-10 

F 


8303340361* 

90-10 

F 


8303340361 • 

50-10 

F 


8203340361* 

90-10 

F 


8303340380* 

90-10 

F 


6203240388* 

90-10 

F 


8303240388* 

90-10 

F 


8203340391 

90-494 

E 


8303340391 

90-494 

E 


8303340391 

90-494 

e 


8303340941* 

90-10 

F 


8803240946* 

90-10 

F 


8303340946* 

90-10 

F 


8203340946* 

90-10 

F 


8303390366 

30-293 

8 


8303290370* 

90-293 

8 


8303230331 

30-399 

8 



AUTHOR 

APPILIATION 


ACCE68I 

NUMBER 


83033903 

83033903 

B3033906 

B303390& 

83033601 

83033601 

83033601 

83033601 

83033601 

83033601 

83033601 

83033601 

83033601 

83033601 

03033601 

83033601 

03033603 

83033603 

830339001 

830339001 

83032900 

83033900 

83033900' 

83033900 

83033900' 

83033900 

83033901; 

83033901; 

83033901; 

82033901; 

83033901; 

82033901; 

83033901; 

83033901! 

83033901! 

83033901! 

83033901! 

02033901! 

030339011 

830339011 

830339011 

830339011 

83038901] 

S3033901] 

83033901] 

83033901] 

83033901] 

B2032903( 

a3O32903( 

B3033903I 

820339031 
830339031 
83033903] 
82032 90X 
83033 90X 

BS0339031 

820339031 

83033903: 

83032903: 

82033903: 

83033903* 

83033903: 

82033909* 

82033904] 

82032904] 

83033904] 

83033904] 

8S033904] 

83033904] 

83033904] 

82033904] 
83033904] 
820329047 
820339046 
83032 9046 

820339048 

BS03S9048 

030339048 

830339048 

830329048 

820329048 

820329048 

820329048 

820329049 

820329049 


8203890495 PH 

8203300 126 NUHEO 

8203300146 90-249 P 

8203300164 90-237 P 

8203300164 90-237 P 

0203300164 90-237 P 

6203300164 90-237 P 

8203300164 90-237 P 

0203300172 90-304 8 

8203300177* 90-304 8 

8203300191 90-237 P 

0203300191 90-237 P 

8203300191 90-237 P 

0203300191 90-237 P 

9203300191 90-237 P 

9203300203 90-494 A 

6203300203 90-494 A 

6203300203 90-494 A 

9203300209 90-237 P 

6203300207 90-494 C 

8203300207 90-494 E 

8203310162 90-299 B 

02O331O167» 90-299 8 

0203310172 90-373 A 

8203310172 90-373 A 

02033101794 90-373 A 

82033 101 79» 30-373 A 

8203310309 90-304 8 

02033 1031 4 • 90-304 0 

0203310320 90-237 D 

8203310320 30-237 R 

02033 I 0324* 30-436 0 

8203310324* 30-436 0 

B2033 10329* 90-237 R 

0203310329* 90-237 B 

8203310327 90-293 9 

0203310332* 30-299 8 

0203310432 30-237 0 

0203310432 90-237 0 

0203310432 30-237 0 

8203310432 30-237 0 

0203310432 90-237 0 

6203310432 30-237 0 

8203310443 30-373 A 

0203310443 90-373 A 

8203310447* 90-373 A 

8203310470 90-249 8 

0203310474 PH 

0203310477* 90-247 B 

C»6^ut«r 8v*t*n* Support Corp. 8203100113* CONTRACT 

C«n*i Corp 8203240119 XPORTUtC 

Connecticut Yantoo Atomic Pouar Co 8203010060* 90-213 P 

8203010230 90-213 P 

8203010230 90-213 P 

8203010239 90-213 P 

8203020919 90-213 P 

6203030940* 90-213 P 

0203020940* 90-213 P 

0203030122* 90-213 O 

8203030424 90-213 8 

8203030431* 90-213 8 

8203030473* 90-213 0 

820303091 1 90-213 W 

8203030914* 90-213 R 

8203080499 90-213 P 

8203080499 90-213 P 

8203080499 90-313 P 

8203080604 90-213 P 

8203090993 90-249 F 

8203090643 90-336 F 

6203090749 SO-213 F 

B2031 10093* 30-213 P 

8203120303 90-213 P 

8203120307* 90-213 P 

8203120318* 90-213 P 

8203120316* 30-213 P 

8203120319* 90-213 P 

8203180323* 90-213 P 

8203120326* 90-213 P 

8203120329* 90-213 P 

82031 3019B* 90-213 P 

8203160288 90-213 P 

0203160292* 90-213 P 

82031 6042B 90-213 R 

8203160434* 90-213 IT 


0203170493* 

50-213 

0203190493* 

90-213 

8203230410 

90-213 

0203230414* 

90-213 

0203290221 

50-213 

0203290229 

90-213 

0203290229* 

90-213 

8203290233 

90-213 

8203290236* 

90-213 

0203270297 

90-213 

0203270208 

90-213 

820327031 1 

90-213 

820329031 1 

90-213 


8203290324 REOOO 

6203390327 PR 

6203290430 PH 

8203300214 90-213 

8203300213* 90-213 

Connecticut. 0tat* of 0203130233* CONTRACT 

Conner A Uetterhahn 0203160160 90-498 

0203230276 90-4 9Q 

Com at tii«te4 £4 It on Co of Neu York 0303020933 90-247 

8203030278 90-247 

0203030279 90-247 

8203030301 90-247 

8803030301 SO -247 

8203030306* 90-247 

8203030306* 90-247 

0203030391* 90-3 

8203040387 90-247 

8203040387 30-247 

9203040444 30-247 

0203090403 30-247 

B203030439 30-247 

0203090464* 30-247 

8203080312 30-3 

8203080312 30-3 

B2O30B0312 30-3 

G2O30B0346 90-247 

8203090013* 30-247 

8203090013* 50-247 

8203 100239 90-24 7 

B203100242* 90-247 

8203100249* 90-247 

8203100257 90-247 

82031 00370 90-247 

8203100467* 90-247 

62031 10003 90-247 

82031 10003 90-247 

02031 10004* 90-247 

82031 10004* 90-247 

88031 10299* 50-3 

8203160172 90-247 

82031 601 72 90-247 

8203160344 90-3 

0203160344 90-3 

8203160906 50-3 

0203160906 50-3 

8203160911* 50-3 

6203160911* 90-3 

8203230239 90-247 

8203230243* 90-847 

0203230969 90-247 

0203230661 90-847 

0203230673 50-247 

8203230677* 90-247 

8203240391 90-247 

0203240396* 50-247 

6203290930* 90-3 

0203310483* 90-247 

8203310489 PR 

ComtructlPn TechnolOQu Caboratorlat 8203120066* 90-327 

Contu^art Pourar Co B0040B1123* POIA 

8208240264 90-327 

0202240264 90-327 

8202240267* 90-329 

82022 40267 • 90-327 

9803010048 90-327 

83030 1 0297 90-329 

8203020127 30-199 

92030 2QA7 1 90-299 

8203020994 30-199 

8203020640 90-299 

8203030280 90-299 

8203030271 90-199 



author 

AFF tLIArJON 


ACCE6SI0N 

NUMOER 

SUBJECT 

CATEOORV 

62030302*1 

90-199 

P 

82030303*1 

90-189 

P 

8203030429F 

90-299 

P 

8203030447 

90-899 

9 

6203030430 

90-199 

n 

6203030493# 

90-159 

R 

8303030481 

98-329 

A 

6203030481 

90-389 

A 

8203030486 

90-209 

8 

8203030493 • 

50-809 

3 

8203030508 

90-389 

8 

6303030508 

90-389 

8 

0203040114 

30-139 

P 

8203040118# 

90-109 

P 

6303040121# 

90-159 

P 

8203040174 

90-329 

f 

6203040174 

90-329 

F 

8203040271 

90-329 

R 

8203040368 

90-329 

A 

8203090233 

90-389 

A 

8203030233 

00-389 

A 

6303090289 

00-839 

P 

B2030 50303# 

00-209 

P 

8203050347 

00-800 

8 

6303090351 

00-100 

P 

6303090334# 

00-800 

8 

8303030301 

00-130 

0 

02030903*0 

00-299 

8 

8203090400# 

00-200 

8 

6203050427 

00-290 

F 

8203030430# 

00-200 

F 

0203080003 

00-190 

0 

0203060279 

50-290 

P 

8303080306* 

00-839 

P 

6203000390# 

90-299 

P 

0203000334 

90-209 

P 

8303000336# 

90-299 

P 

0203090192 

90-329 

K 

8203090193 

90-329 

K 

6303100197 

90-290 

J 

6303100210 

00-200 

n 

8303100331 

00-239 

p 

0303100233# 

00-209 

ri 

8203100288 

00-329 

H 

8203100263# 

90-329 

K 

6203100269# 

90-329 

K 

0203100267# 

90-329 

K 

0303100267# 

90-329 

K 

0303100209 

90-800 

P 

6203100297 

90-209 

8 

8303100300* 

90-899 

a 

8203100349 

90-299 

R 

0203100347# 

90-895 

n 

0303100397 

90-299 

a 

03031 00360# 

90-899 

a 

6203100416 

00-299 

a 

8303100421# 

90-899 

a 

82031 1031 1 

TOPBEP 


82031 1031 1 

TOP REP 


62031 10311 

TOPREP 


6303110311 

tOPREP 


62031 1031 1 

TOPREP 


62031 10316# 

TOPREP 


02031 10316# 

TOPREP 


02031 10316# 

TOPREP 


82031 10316# 

TOPREP 


82031 10316# 

TOPREP 


8203120063 

90-329 

A 

0203120063 

90-329 

A 

■ - * • 

90-329 

F 


00-329 

F 


90-199 

P 


*0-130 

P 


0-190 

C 



P 


author 

affiliation 


ACCESatON 

NUMflER 

0203160036 

0203160040t 

8203160300 

6203160200 

8203160234 

6203160278 
8203160283 
8203160 ?a4a 
8203160310 
6203160349 

8203160418 
62031 60434a 
0303160431# 
8203160441 
62031 70131 

6203170131 
62031 702 10 
62031702^* 
B2031 70979 
63031 70979 

6303160396* 
63031 e0296a 
6303190136 
6303190139# 
82031 90273 

6203220036# 

8203220040# 

6203320304 

6203220307 

8203220316 

6203220340 

8203220349* 

6203820393 

8203230039 

6203230066 

6303330066 

6203230103 

8203230218 

6203230218 

8203230214# 

8203230214# 

8203230266 

8203230266 

8203230332 

6203230394 

8203230432 

6203230314 

8203230969 

6203230969 

6203230999 

6203230999 

8203240389 

8203290232 

8203290236# 

6203390240 

6203090349# 

6203390299 

8203290260 # 

8203290267 

8203290269* 

6203390274 

6203290278* 

8203290280 

8203290264* 

6203290296 

8203290294* 

6003290363 

8203290368 * 

6203290372 

6203280379* 

8203290376 

6303390379* 

6303290364 

820329038;* 

6203290494 

6203260170 

6203260172* 

8203260297 

8203360299# 

6203390139 

8203390199 

8203290267 

8203390264 

6203290304 

6303390332 


BUtJtCt 

CATir«Cnir 


90 - 18 J I 
90 -lJ> I 
90 ' 32 » i 
90 - 3 J 9 I 
30-299 4 

30-299 • 

90-299 t 
90 - 8:9 • 

90-199 F 
80-259 F 

ao-m F 

00 - 19 J F 
00-199 F 
90-299 F 
90-339 A 

90*339 A 
90 - 19 ) 6 

90*11) e 
90-339 A 
90-319 A 

90-339 I 
90*339 r 
90-399 ■ 

90 - 3*9 ■ 

90 - 39 * F 

71 -M 07 
71 - 9*07 
90-199 
90-189 
80 899 

90 - 2 }) 
80*289 
80*189 
80 2*9 
60*339 0 

90 - 34 * B 
90*159 8 

80 -339 9 

90 33 * 9 

30 - 33 * 9 

60-339 9 

00-339 4 

60-339 4 

60-339 4 

60*339 fl 

80-189 4 

90-149 r 
90*339 
00-339 
80-329 

80-339 

80-189 

80-183 

90 - 18 ) 

00 - 1)3 

00 - 19 * 
90 - 19 * 
90 - 19 * 
00 - 19 * ' 

00 - 19 * I 

80 - 19 ) I 
80 - 18 ) I 
80 - 10 * I 
90-189 
80 - 10 ) 

80 - 19 ) 
80 - 19 ) 
80 - 1 ** 
80 - 19 * 
90 - 1 JJ 

80-199 

90-189 

80 -l 6 > 

80-189 

80-189 

80-191 

eO -199 

80-299 

80-299 

PR 

80-241 

80-299 

PRH 

80 - 39 ) 

80-193 


CORPORATE SOURCE INDEX 


AUTHOR 
AFf ILtATtON 


0•vt^ t. Aftoclatct 
Cor*t»«(c. Inr 
C«ri«ll univ. 

CoTTtr CoTp. 


C^fnt Enprgg Strviot 
D E (i*t*pa«c> Co. 

I> B. Ofvldcofi Cor Inc. 
Otirgifnii Poutr Cooparatlv* 


DaMcn.OA 
0l*<« li Hoort 

Davit. R. A. 

Dtviteii ti Oiltiar* 

Dt|. Btrrii 1 Howard 
Dtxait Ar*4 AlUanct tor Ratponalbla 
Cawtg 

OtbtvoMa A (.ibaraan 


ACCESSION 
NON OCR 

B30SS 90330* 
BS032 90493 
8303290500 
B203290900 
S303290906* 

e3033909O&* 

0203290910* 

6203300003 

0203300000* 

6203300114 

8303.300330 

8203300249 

8303310336 

8303310399 

8203310997 

0203310607* 

8203190231* 

8203230317* 

8203190139* 

8203090479* 

82031 10382 
82031 10387* 
8203130089 
8203120086* 
8203120302 

8203130209* 
0203230477 
8303330470* 
82031 70171* 
8203180167* 

8303220133* 

8203030329 

0303020448 

8303030486 

8203030089 

8303090332 

8303090338* 

82030B033Q 

8303000343* 

8303080393 

8303080399* 
8303090290 
8203090300 
8203090393 
82030 90S09 

0203100229 
8303100399 
8203100263* 
8203100317 
82031 00364 

8203100387 
8203100393 
83031 10309 
8203120133 
8303120239 

82031 9014S 

8203160390 

8203160280 

8203190080* 

8303190086* 

8203190329 

8203330096 

8203330949 

8203300122 

8303310391 

8303310394* 

8203310396 

8203310400* 

8203310403 

8803310409* 

8203030392* 
0303330344* 
83033 90993* 
8203010193 
8203040449 

8303030646 

8203040446 

8203100493 

8803010199 

8203040377 

8303040386 

8203040391* 

8803120271 

8803100288 


SUBJECT 

CATEOORY 


90-199 Q 
HEOOO 

90-329 A 
90-329 A 
90-329 A 

90-339 A 
90-329 A 
90- 1 99 n 
90-139 n 
90-199 P 

90-299 P 
90-399 P 
90-199 F 
90-329 A 
90-139 0 

90-199 0 

CONTRACT 

70-1342 

CONTRACT 

POIA 

HABTE HOT 
MAS IE HOT 
WASTE HOT 
WASTE MOT 
WASTE HOT 

MAOTE HOT 
WASTE HOT 
WAOTE MOT 
90-279 P 
70-139 

CONTRACT 
90-409 P 
90-409 P 
90-409 P 
30-409 0 

90-409 0 

90-409 B 
90-409 P 
90-409 P 
00-409 n 

90-409 R 
90-409 P 
90-409 O 
90-409 P 
90-409 P 

90-409 P 
90-409 fi 
90-409 n 
90-409 P 
90-409 P 

90-409 P 
90-409 P 
90-409 P 
90-409 P 
30-409 P 

90-409 P 
90-409 P 
90-409 P 
90-409 F 
90-409 F 

90-409 P 
30- 409 0 

90-409 P 
90-40? P 
90-409 R 

30-409 B 
90-40? R 
90-409 R 
90-409 fi 
90-409 H 

90-443 H 
90-482 A 
90-394 A 
90-468 a 
90-443 0 

90-423 I 
90-494 0 

90-494 a 
90-449 0 

90-443 a 

90-843 0 

90-843 O 
90-443 0 

90-397 0 


AUTHOR 
AFFIL I AT ION 


0*cltlan 8c lane* Contorllcjtn, Inc 
D*f9nt**0*pt oF. 0*f*n** Njcl**r Ag*ncg 
0*«co rl«Tlc\* 

OitrolC Etflton C«. 


Oiagnottic liatglng Atsoc lat** 
Olcbold !• Hlllontl 

Oot-8#*rtb Attnclat** 

Ooclor* Ho«p. Colunbus.OH 
Oopgvtt* B A. 

OoA *rtg ■ J- F 


DovQla* Coontg* K8 
Doglattovn Hotp Do g 1 •• toan. PA 
Ouk* Pou*r Co. 


ACCESSION 

number 

8203170208 
82031 70277 
82031 7038? 
8203190103 
0203190107* 

8203220309 

8203230118 

8203230122* 

0203230128* 

6203290612 

0203290993 

8203090077* 

0803030466 

0203120368 

8203020628 

8203030191 

8203030329 

8203030333* 

8203030339* 

8203030336* 

8203030338* 
S2030 30380 
8203030438 
8203080341 
6203100237 

82031 10016 
82031 10187 
82031 10228 
8203230147 
8203230300 

8203230473 

8203230493* 

8203300190 

8203290306 

8203030079* 

8203190397 

0203290443 

8203100149 

8203100193 

8203100097 

8203100162 

8203100163* 

8203100276 

8203160166 

8203160177 

8203230123 

8203290126 

0203290136 

8203310479 

0203310308 

0203310986 
0203220390 
B2032 90471 
820] 1 30439 
8201 1 30462* 

6201290081 
8203010260 
82030 10272 
8203010378 
8203010272 

8203010272 

3203030433* 

8203020423* 

8203020423* 

8203020679 

8203030768* 

8203020768* 

8203020770* 

8203020773* 

8203020779* 

82030 20777* 
0203020777* 
S2030 30777* 
8203020777* 
8203020778* 

8203020779* 
82030 20779* 
8203020779* 
8203030363 
0203030317 

8203030388* 
8203040233* 
8203040238* 
8203040238* 
82030 4OS30* 


SUBJECT 

CATEOORk 


90-449 

90-44» 

90-443 

90-393 

90-399 

30-449 

30-393 

90-399 

50-393 

30-443 


PR 

CONTRACT 
30- 1 70 
40-7433 
90-341 

90-341 
90-34 1 
90-341 
90-341 
90-341 

50-341 
50-341 
30-341 
30-341 I 
30-341 

90-341 

30-341 

30-341 

90-341 

90-341 

90-341 
30-341 
90-341 
REOOD 
90-20 1 

FOIA 

REOOD 

90-466 

90-466 

30-466 

90-466 

90-466 

90-466 

90-466 

90-466 

90-466 

90-466 

90-466 

90-466 

90-466 

50-466 

90-482 

REOOO 

90-369 

30-369 

90-269 

90-269 

90-369 

90-369 

90-369 

90-369 I 

30-369 

90-269 

90-269 

90-413 

90-269 

90-269 

90-269 

90-269 

90-369 

90-269 

90-269 

30-269 

90-369 

SO-269 

90-269 

60-269 

30-26? 

90-269 

90-26? 

90-269 

90-269 

90-269 

30-269 

90-269 


author 

AFF ILtATIQN 


ACCesstON SUBJECT 

number CAIEOORV 


AUTHOR 

affiliation 


ACCESS I ON OUBJEtl 

MIMfiER CATCOORv 


0203040848* 

30-269 

F 

8203040848* 

SO -269 

F 

8203040840* 

30-269 

F 

8203040261 

30-369 

P 

82030402*1 

30-369 

P 

B2030 40286* 

30-369 

F 

e20304o?&e« 

30-369 

F 

8203040280* 

90-369 

F 

0203030355 

30-488 

A 

0203030353 

30-488 

A 

02030 3035S 

30-400 

A 

0203080107 

50-414 

s 

0203000134 

30-408 

0 

8203060134 

30-488 

0 

8203000134 

30-486 

0 

8203080208 

50-370 

s 

8203080216 

30-413 

3 

B203080219 

30-369 

s 

0203080233* 

30-3*9 

0 

0203080236 

30-413 

8 

0203000237 

30-369 

9 

0203080348 

30-369 

9 

8203080391* 

30-3*9 

8 

0203080403 

30-369 

8 

8203080404 

30-369 

8 

6203080403* 

30-369 

8 

8203080407 

30-369 

S 

8203060410* 

30-369 

S 

0203000413* 

30-369 

3 

8203000410* 

30-269 

0 

8203080492 

30-269 

8 

8203080344 

30-369 

0 

0203080331 

30-270 

3 

8203080939* 

30-270 

8 

8203080369 

30-369 

8 

8203060364 

30-370 

3 

8203080389 

30-269 

8 

8203080388* 

30-269 

B 

8203080309 

30-369 

8 

8203080600* 

30-369 

8 

8203090227 

30-369 

P 

0203090232* 

30-369 

P 

8203090722 

30-413 

A 

8203090722 

30-413 

A 

82031 00389 

30-369 

P 

8203100389 

30-369 

P 

8203100437 

30-413 

F 

8203100437 

30-413 

f 

8203100466 

30-413 

P 

8203100466 

30-413 

F 

8203100403 

30-413 

0 

8203100483 

30-413 

0 

0203120234 

30-269 

P 

0203120237* 

30-269 

P 

0203130090 

30-369 

P 

8203160294 

30-269 

0 

8203160301 

30-413 

A 

8203160314 

30-413 

A 

8203160314 

30-413 

A 


30-369 

p 


30-369 

P 


30-369 

p 


30-269 

p 


30-413 

s 


30-414 

8 

82031 70433 

30-269 

B 

8203170438* 

30-269 

B 

6203170482 

30-269 

8 

62031 70486* 

30-269 

3 

82031 70344 

50-369 

0 

8203 170331 

30-369 

0 

8203170331 

30-369 

0 

0203170354 

30-369 

Q 

6203170334 

30-369 

0 

82031 70338 

30-413 

0 

0203170338 

30-413 

0 

02031 70394 

90-369 

p 

0203170633 

30-413 

8 

0203180086* 

30-269 

F 

62031 80094* 

30-269 

F 

8203180282 

30-369 

8 

0203180290* 

30-3*9 

B 

0203180291 

30-369 

8 

0203180292 

90-413 

3 

02031 00292 

30-413 

8 


83031 a0299 
88031 Q0397* 
8303180300 
8303180303 
8303t B030&* 


90 - 3 *? 9 

30 - 3 fc? 9 

90 - 3 *? • 

• 0 - 3 fir 9 

90 - 30 ? a 


B3O3ia03O7* 
83031 0031 4 
8303160333 
88031 80 334 • 
83031003)1 


90-3*? S 
90-370 B 
90-36? F 
90-3*? F 
90-30? 6 


8303100374 
8303190009 
630319018* 
83031 90193* 
8303190309 


90-3*9 a 
30-413 8 
90-3*9 8 
90-3*9 8 
90-3*9 8 


83031 90309 
83031 90309 
83031 90313* 
8303190313* 
8303190313* 


90-3*9 * 
90-3*9 • 
90-3A? « 
90-3*? 8 
30-3*? • 


8303190388 
8303 1 90394 * 
83038303*1 
8303830361 
83033303 * 9 * 


90-3*9 » 
0O-3A? 4 
90-413 A 
90-413 A 
90-413 A 


83033 303 * 9 » 

8303330434 * 

8303330341 

8303330341 

8303330907 


90-413 A 
lOCFR 

90-3*9 A 
90-369 A 
90-369 B 


8203330919 * 

8203330940 

8203330949 

8303330909 

8303330991 * 


90-3*9 3 
00-413 A 
90-3*9 A 
90-3*9 9 
90-3*9 8 


8203390139 

8303390139 

6303290177 

0203390177 

8203390177 

8203390179 * 

830339017 ?* 

0203290179 * 

8203390193 

8203390193 

8203290193 

8203390193 * 

8203390193 * 

8203290193 * 

8203390199 

8303290199 
8303290199 
8303290197 * 
8203290197 * 
82033 90197 * 


90-408 4 
PH 

90-3*9 n 
90-3*9 H 
90-3*9 H 

90-369 n 
90-069 * 
90-3*9 ■ 
90-3*9 R 
90-0*9 • 

90-0*9 ft 
90-3*9 ft 
90-3*9 ft 
00-3*9 ft 
90-3*9 ft 

90-3*9 ft 
90-0*9 ft 
90-3*9 ft 
00-3*9 ft 
90-3*9 ft 


830339039* 
83033 90449 
8303390499 
82033001*1 
82033104*9 


P0 

HEOOO 

PH 

30-413 A 
80-3*9 a 


Oul* Unlv 


8203310490 * 

8203310490 * 

8203310499 * 

8203310499 * 

8203040339* 


80-3*9 F 
00-3*9 F 
00-3*9 F 
00-3*9 F 
FOIA 


Ouquctn* Light Co. 


8203030706 

8303020709 * 

8203020718 

8203020730 * 

8303030399 


B 0 -D 34 ft 
80-334 ft 
80-334 A 
80-334 A 
80-334 A 


8303030381 

8203030407 

8303040171 

B303O8O3SS 

8303090399 


SC -334 ft 
80-334 A 
90-334 P 
80-413 a 
80-334 P 


8203080493 
82030 8049** 
830310031* 
B203 10038* 
83031*0930 


90-XI4 a 
80-334 a 
90-334 P 
80-412 A 
80-334 ft 


82031 * 0924 * 
8203170383 
82031 70388 * 
8303170970 
B 3031 70971 


90-334 a 
90-334 a 
90-334 a 
90-334 a 
90-334 P 


author 
PFf ICIATIOM 


CSS Inc 

CSt«. tnc 


EN5A. tnc. 

CtitMn Kodat Co. 

Ekttia Sarvlca*! Inc (aubt. of Enaarch 
<er(. ) 


Cclirti Baaaani) Cbarln !■ Matlott 
tc»lo|ical AnaltfBt«< Inc. 

tfattlaln E Paynt 
fflioft Cltctrlc Inatituta 

CftoM tntarnat tonal Co. 


access ION 

SUBJECT 


author 

ACCESSION 

8U0JEC r 

number 

CATEOOfiV 


AFF H. I AT ION 

NUliBER 

CAfEOOKV 

0203 170570a 

30-334 

S 


0203020036* 

XPOPTLIC 

0203190206 

30-334 

P 


6203040147 

XPORTLlC 

0203190433 

50-334 

u 


8203040619* 

XPDfllLlC 

02031904341 

50-334 

R 


B20309039D 

XP0.4ll.IC 

02032301 19* 

50-334 

Q 


6203090613 

XPOHTLIC 

8203330258 

30-412 

a 


8203090617 

XPORTLlC 

0303230270* 

30-334 

0 


B20 3300 262 

XPORILIC 

0203230305* 

30-412 

a 

CUctrtc Power Ra««arcli Institute 

SI041 40660* 

FOtA 


0203230325 

50-334 

a 


0203040219* 

FQt A 


0203230621 

30-334 

p 


6203220434* 

lOCFR 


0203390140 

30-334 

P 


820329043 1 

PR 


0203290466 

PR 


El«ctrnnlc Asioclat**. tnc 

0303040224* 

FOIA 


0203310276 

30-334 

R 

El#ctrotiir 0at4 Corp. 

0203 1 000(76* 

CONTRACT 


8203310279* 

50-334 

R 

En*v^ij O«ll<j-loc. 

0303030153* 

CONTRACT 


82032 60 133* 

30-249 

r» 

Energy Engineering Oroup 

82031 70310* 

30-213 

f 

0109140233* 

50-244 

p 


02031 70341* 

30-409 

r 

0202240024 

HEO 



82031 70340* 

30-213 

p 

0203010143* 

30-153 

p 


82031 70360* 

30-409 

p 

0203010231* 

30-155 

p 


8203170369* 

90-135 

p 

8203010336* 

30-153 

p 


02031 70472* 

30-409 

p 

8203020417* 

50-243 

p 

Fu^it Nucl9ar. lr>< 

8203170002 

40-0681 


0203020620* 

30-29 

0 


8203100071 

40-8681 


0203030376* 

30-10 

p 


B2033 60043 

40-8601 


0203040569 

RES 



0203260217* 

40-8681 


0203040374 

30-313 

p 

En«rgg People* tnc 

0203290341 

PR 


0203040308 

30-230 

0 

Cnergg. 0«pt of 

8110010123 

WASTE MOT 

0203040394 

30-321 

p 


8207020430 

30-337 

0 

0203040374 

50-321 

p 


0203020543 

30-537 

A 

0203040399 

30-321 

p 


B203020584 

50-337 

A 

0203040399 

50-321 

p 


8203020388* 

30-337 

A 

8203040602 

30-321 

p 


8203040048* 

rOIA 


0203040602 

30-321 

p 


0203040143* 

FOtA 


6203040603 

30-409 

p 


8203040150* 

roiA 


0203040607 

30-312 

p 


0203 040396 

30-537 

A 

0203040610 

RES 



02030B0427 

90-922 

A 

0203040614 

REO 



0203080401 

SO-937 

D 

0203030232* 

30-206 

p 


B202000483* 

90-337 

D 

0203030472 

REO 



8203090182 

71-9194 


8203030401 

REB 



82031 20110 

WA3TE rtOI 


0203050483 

RES 



0203150038 

90-397 

A 

0203030406 

RES 



0203170123 

30-937 

D 

8203030408 

REQ 



82031 80320 

90-537 

B 

0203030491 

RES 



9203180321* 

30-337 

B 

8203000003 

30-244 

p 


8203180338 

71-3607 


0203080007 

RES 



8203130390 

40-6500 


0203000030 

50-333 

p 


8203190112 

50-337 

0 

0203080163 

REB 



8203220033 

71-5607 


8203080173 

30-330 

A 


8203220332 

30-537 

C 

8203080183 

REB 



8203230136 

50-537 

0 

8203000266 

30-234 

P 


8203230463 

50-537 

A 

82030B0277 

30-296 

P 


8203230300 

PR 


8203080284 

30-293 

P 


0203290261 

50-537 

D 

8203080204 

30-293 

P 


0203290316 

50-344 

J 

B2030B0293 

30-296 

P 


0203290326* 

50-344 

J 

0203090001 

REB 



0203290341 

ORO 


0203090024 

REB 



8203300105 

40- 1341 


0203090023 

30-206 

P 


9203300109* 

90-275 

H 

0203090029 

30-313 

P 


8203300137 

50-537 

8 

0203100121* 

30-317 

0 


9203300139* 

90-537 

8 

0203150002 

NUREO 



9203300190 

50-537 

F 

0203160436 

NURCO 



9203310162* 

90-537 

0 

8203190070 

NUREO 



8203310106* 

90-537 

0 

0203230223 

30-203 

P 


0203310299 

50-537 

c 

0203230231* 

30-2SS 

P 

Englnetrlng Plennlng 4 Henagenent. Inc. 

8203240262 

M19C 


8203230340* 

80-244 

P 

Engineer* International 

8203090544* 

CONTRACT 


0203260127 

30-321 

P 

Envlronmtnta 1 Pol leg Icietltute 

0203290110 

PR 


8203260127 

30-321 

P 

Cnvlronntntal Protactlon Ag*ncg 

82030 1 0099 

50-461 

0 

0203290133 

PH 



9203030489 

90-104 

D 

6203300309 

REB 



8203080935 

90-922 

D 

820330031 1 

30-317 

P 


82030 90037 

40-1341 


8203310080 

REB 



8203120090 

40-2061 


8203040049* 

CONTRACT 



02031 70106 

90-443 

A 

0203180076 

70- 1 703 



82031 70912 

90-402 

f> 

02030 10289 

TOPHEP 



0203180310 

90-443 

A 





8203290393* 

90-458 

c 

0203010293 

TOP REP 










0203250373 

30-483 

D 

02031 10286* 

30-49B 

A 


8203290407 

PR 


8203290423 

REQOD 



0203300810 

30-440 

D 

0203290333 

REO 90 


Envlronmantal Teiting Corp. 

8203100393* 

90-416 

A 

0203110110 

30-437 

M 

Eplar. e P 

8203010110* 

FOIA 


6203080016* 

30-219 

R 









02031 60943* 

FOIA 


8203000019 

30-400 

0 


02031 70174* 

FOIA 


0203230336* 

30-430 

C 

Equitable Oa* Co. 

82031 10392 

71-469 


8203230367 

PR 



82031 10393* 

71-469 


8203010487 

XPORILIC 

Ertec* tnc 

3203010412 

NUREO 



AfF tLIATIOM 


NOH8H» CAIEOORV 


AFF ILIATION 


nunuc^n L#>i«wuKi 


Europ««n Co*nunttt*(> Cornlttion of 


8903010466 

8303010477 

8303030003 

0203030006 

8303090949 


XPORTLIC 

XPORTLlC 

xPonrLic 

XPOftILiC 

XPOATLIC 


SS033 30690 

aSO333O660« 

0303340172 

8203340193 

8303340313 


W>-33> • 

90 '339 • 

90-390 P 
90-339 P 
50-390 P 


Elton C<i7p 


Ction NuCl««r Co ■ Inc. <ii>b» of Ctton 
Corp I 


Factory l4^tuoI notttrch Corp 
F«dtr«l Emprgtncij Mpnngerpnt Agpnty 


Fltfflntii). Anil«rton< lIcCtung & Finch 
FllnchhPugh Prodvctt* tnc 

Florida Cl C ltd 


Ftorldn Foutr 4 Light Co. 


6203130382 
83031 30386 
6203180009 
83031 60069 
82031 80 A97 

82031 80499* 
8303010269 

8203010394 

8303010410* 

8303020363 

8303030942 

8303040196* 

8303040163* 

8303100199 

8203100343 

8303100390* 
83031 30094 
8303160009 
8303160014 
8303160461 

8303(80119* 

8303190306 

8203340013 

8303340163 

0203340967 

8303390134 

8503330136* 

8303300306 

8303300349 

8303300260 

8303310431* 
8303010183* 
83031 00367* 
0303240191 
8303390979 

8203310906* 
8303100386 
8301 1 90363 
8301190369* 
8303160131* 

8303170383 
83031 70383 
81041 90393 
81041 90393 
8104190393 

B10419039S 
8104190294* 
8104190394* 
81041 90394* 
81041 90394* 

8303030310 

8303040369 

8303090344 

8203090349* 

8303080613 

8303080617 

8203080631* 

0303160116 

8203160131* 

8303160380 

8203170333* 
83031 70349* 
83031 70393* 
83031 70364* 
83031 70934 

8203170964 
83031 70967* 
8203190140* 
8303190333 
83031 90403 

8303190419* 

8303330399 

8303330390 

8203380334 

8303330390 

8303330390 

SS03330491 

8303330943 

8803330943 


XPOHTLIC 
XPOntLIC 
XPORILIC 
40-8064 
40-8 I 03 

40-9103 

TOPHEP 

XPOfiTLIC 

XPORTlIC 

70- 1397 

TOPREP 

XPORTlIC 

XPORTLIC 

TOPREP 

TOPREP 

TOPREP 

71- 4986 
TOPREP 
TOPREP 
TOPREP 

90-393 P 

XPORTLIC 

XPORTLIC 

40-8064 

70-1397 

XPOHTLIC 

XPORTLIC 

TOPREP 

XPORTLIC 

XPORTLIC 

90-440 E 
90-341 T 
90-347 0 

90-333 F 
90-483 F 

90-333 0 

90-361 e 

40-8708 
40-8708 
90-3B9 M 

90-290 H 
90-290 M 
90-290 R 
90-290 fl 
30-290 B 

90-290 R 
90-890 n 
90-830 fl 
90-290 R 
90-290 R 

90-390 P 
90-389 R 
90-339 P 
90-339 P 
90-339 P 

90-333 8 

90-339 8 

90-389 H 
30-389 « 

90-389 A 

90-339 0 

90-390 0 

90-390 0 

90-390 0 

90-389 8 

90-339 8 

30-339 8 

90-339 0 

90-290 P 
90-339 R 

90-339 R 
90-389 E 
90-389 E 
30-389 A 
30-390 P 

90-390 P 
90-339 P 
90-390 F 
90-390 F 


Florida Pouar Corp. 


Florida! Unlv. ofi Oalnaavltta 


6203340318 

80-330 

B 

02033 4031 6« 

90-330 

• 

0203840316* 

50-330 

• 

8203840408 

50-330 

■ 

82033 40403 

50-390 

B 

8203340406* 

90-830 

B 

82038 40406* 

90-890 

B 

8203840417 

90-333 

F 

82038 90I31* 

80-890 

F 

0203890181* 

50-850 

F 

8303890187* 

80-830 

F 

8803390307* 

80-890 

B 

8303850339* 

90-309 

B 

0803360092 

80-890 

D 

8803890134* 

50-302 

F 

88033001 lU 

80-304 

A 

8803300149 

80-309 

A 

8203300153 

90-333 

P 

8803300198 

90-333 

F 

8203300103 

90-890 

P 

8803300183 

80-330 

P 

8303300192 

80-333 

F 

8803300196* 

80-830 

F 

8203300303* 

00-830 

F 

8803300337 

90-830 

F 

0203310892 

80-830 

F 

8803310892 

80-290 

F 

8803310892 

60-330 

F 

8803310397* 

80-33* 

F 

0803310400* 

50-331 

f 

8303030607 

80-302 

P 

0303080667 

50-302 

P 

8803040009 

90-302 

P 

8803040008* 

90-302 

P 

8803040139 

90-302 

F 

8803040166 

50-302 

0 

8203040169* 

00-302 

a 

8203040319 

80-302 

F 

8803080047 

80-302 

9 

8803080094* 

60-302 

B 

82030 8007S* 

60-302 

0 

88030 80130 

50-302 

a 

8203080140* 

50-303 

a 

B2030 80474 

50-302 

a 

B203080477* 

90-303 

a 

8203080408 

90-302 

a 

8203080490* 

50-302 


8803080996 

90-302 


88030 e0964* 

80-302 


8803160158 

90-302 


8203160239 

66-303 


8803160248* 

90-302 


8203170110 

90-302 


8203170111* 

90-302 


8803170328 

90-302 


88031 70482* 

80-303 


88031 70603 

90-303 


8803170610* 

90-302 


8203190361* 

50-300 


8803220867 

50-302 


8203830040 

60-303 


8803230923 

80-303 


8803280916* 

80-303 


8803280933* 

90-303 


8803290944* 

50-303 

* 

8803890130* 

90-303 

F 

6203390393 

Pfl 


6803290481 

P« 


8803290489 

ncooo 


8803040170 

NURCO 



Floridian* Unltad for Bafa Enargy 
Ford Bacon t Oavl i Utahi Inc. 

Fort PlarcoiFl 
Fodboro Corp. 


8203100066* 

8203390466 

6110010187* 

6203160121* 

8203000366* 


CONtMACt 

MAaro twT 
30-369 n 
OA'rr* 


Franklin In*tltut*/Frank 1 In Raftarch 
Cantar 


0112220670* 

6113310016* 
6113310393* 
62011 107B6* 


30-344 O 

*0-334 a 
90-334 P 
90-334 p 



AUTHOR ACCESOIOM SUBJECT 

Arp IL I AT ION NUNOER CATECORl 

0203a 90!M>3 pn 
8203290972* TOPREP 
G203290977* TOP REP 
63032 9097B» TOP REP 
82033 T0093* 7J-49Da 

8203310117 XPORTLIC 

0*ntrr«l Electric 0p*r6tlng Plent Ounare 8203300231 90-322 

Oroup 

0203300240* 30-322 

Otn«r«t Pliysie* Corp. 0203040239* FOJA 

Otn«r«l Public Utllltl** - OPU Service 0203020119 90-219 

Corp. 

0303020133 90-219 

S203020186 90-320 

0203020201* 90-320 

02O3O2O&A6 90-320 

82030206A9* 90-320 

8203020690 30-219 

8203020703 90-209 

6203020706* 90-269 

6203030270 90-21.9 

8203030326 90-320 

6203030373 90-219 

8203030469 90-219 

8203030918 90-289 

6203040042 90-289 

6203040416* 90-320 

6203040419* 90-320 I 

8203090104 90-269 

6203090104 90-209 

0203090240 90-289 

8203090294* 90-209 

8203090297 90-320 

8203090299* 90-289 

6203090266 90-21? 

8203090272* 90-219 

6203030281 90-269 

0203090296* 90-209 I 

8203090300 71-6771 

8203090316* 71-6771 

8203090330 90-219 ! 

8203090340* 90-219 ! 

0203090342 90-320 I 

03030 90423 90-219 I 

02030 9043 1 « 90-219 1 

3203060012 90-219 I 

8203060167 S0-2I9 I 

8203090038 90-219 I 

8Z03090179 90-219 

8203090167* 90-819 

8203090216 90-219 I 

8203090221 90-219 

6203090231* 90-219 

0203090244* 90-219 

0203090324 90-219 

6203090324 90-2 I 9 

0203090324 90-219 

8203090483 90-219 

8203090491* 90-219 

8203090997 90-289 

8203100319 90-219 

8203110191 90-269 

02031 10233 90-320 

62031 10239* 90-320 

6203110263* 90-219 

8203120147 90-219 

0203120174 TOPREP 

B2031 60244 90-219 

6203160311 90-219 

0203160423 90-320 

B203160430* 90-320 

0203160436* 90-320 

8203160493 90-219 

6203170220* 90-289 

0203170293 90-320 

83031 70469 90-330 

8203170496* 90-320 

8203170916 90-289 

0203170992 90-219 

8203170988 90-320 

0203170996* 90-320 

8203190294 90-320 

0203220314 90-219 

6203220394 90-289 

0303220399* 90-289 


AUTHOR ACCESSION 

SUBJECT 

AUTHOR 

ACCEB8IQN 


AEF 1 L 1 aT ION NUMBER 

CATEOORV 

AFFILIATION 

NUMBER 

CATEOORV 

0303330034 

90-320 

P 


8803170931 

90-321 

8303230091 

90-819 

9 


8803190017* 

90-321 

e303230099* 

90-219 

8 


6203190017* 

90-321 

6203330273 • 

90-209 

0 


6203190027* 

90-321 

0203230397 

90-819 

0 


0203190027* 

80-321 

6203330302* 

90-819 

s 


8203190069* 

90-321 

62032 3043A 

90-819 

p 


8203190069* 

30-331 

6203330913 

90-819 

n 


8303220373 

90-321 

8203230602 

90-209 

F 


8303320373 

90-321 

0303230602 

50-869 

F 


8203830094* 

90-321 

8303230616 

90-219 

3 


8203330094* 

90-321 

82033 30626* 

90-219 

9 


8803830346 

90-321 

6203330648 

90-869 

F 


8203830346 

90-321 

6203330648 

90-889 

F 


8203330349* 

90-321 

8303330666 

90-809 

P 


8803330349* 

90-321 

8303340016 

90-320 

R 


8203230931 

90-321 

8203340996* 

90-289 

P 


8203330931 

80-321 

8303340960* 

90-209 

F 


8203230939* 

90-321 

8203390169 

90-819 

s 


8203330939* 

80-331 

9203390193* 

90-819 

B 


8203230718 

80-331 

8203390209 

90-819 



8803240090* 

S0-33» 

62032 90207> 

90-219 

s 


6303340090* 

80-331 

8203390239 

90-889 

R 


6803240339 

30-331 

8203290241* 

90-289 

n 


6303240392 

30-321 

8203260193 

90-889 

R 


8203240392 

30-331 

6203260193 

90-289 

R 


8803340364* 

90-331 

8303360216 

90-289 

P 


8803340364* 

80-331 

6203260220* 

90-289 

P 


8803240377 

80-331 

6303290209 

50-320 

p 


8303240343* 

80-331 

6203290210* 

90-380 

P 


8203840993* 

60-331 

6203290331 

90-219 

P 


B803340993* 

80-331 

0303390970 

NUREO 



6803390099* 

80-331 

6203290974 

PR 



8203390293* 

80-331 

8203300139 

30-289 

P 


8203290898* 

80-331 

8303300160 

90-819 

P 


68O3360I1Q 

80-331 

0203300166 

90-219 

P 


8203290362 

30-321 

6303300169 

90-219 

p 


8803390460 

PR 

6303300330 

90-219 

P 


8803290911 

PRN 

6303310409 

PR 



6203300189 

80-031 

I7*n*r*l R*«t«rcA Corp 6203290948 

PR 


Otor^lA* 0t4it# of 

0303180131* 

CONIRACT 

8303310436 

PR 


O*ot*chnlc*l Engl n**r*. Inc. 

8803100844 

80-339 

O*o-C*nt*r*. Inc 8203300306 

NURCO 



0203340390* 

40-3493 

0*arg* l74«Mngton Univ. McPtc*] C*nt(r 8203290361 

REOQD 



8203340413* 

CONTRACT 

W*sh DC 



OtrmAny* Ftdtrol Republic of 

8203010021* 

FOIA 

Otapgl* Pou*r Co. 6303010169 

30-424 

A 


8203040184* 

FOlA 

6203010394 

90-321 

P 








8203040209* 

FOtA 

e303020a93» 

90-449 

H 

(P*troto*>lc*) 

8203030079* 

so-coi 

8203020936 

30-321 

R 


8203120091 

40-6699 

8203020926 

30-321 

R 


8203180093* 

40-6699 

8203020930* 

30-321 

R 


8203180100* 

40-6699 

8303030930* 

90-321 

R 








8803130103* 

40-6699 

6303040308* 

90-321 

F 


8203180108* 

40-6689 

8203040310* 

30-321 

F 

01 16*rt/Caninonw** 1 th Cot. 

8303380337* 

90-440 

8203060299 

30-366 

8 

0111**pl« 6 Jon** 

8803180868 

90-382 

8203080302* 

90-366 

8 


8803330419 

90-382 

8303080940 

90-366 

8 







01*nn. R 8. 

8803830234 

30-400 

8303080998 

90-321 

9 

Ooldtr Attocl«t*« 

8803090836* 

CONTRACT 

8203060966* 

90-321 

8 

Ooldflitn* H. 

8303090847* 

CONTRACT 

6203080971 

90-366 

8 

Oood Sfoxflttn Hoip. 6 H*«lth Ctntor 

8203290889 

REOOD 

8203080977 

90-366 

8 

Ojytofi* OH 



8203080970* 

90-366 

8 

Oould* Pump*. Inc. 

8303880498 

80-414 

6203080980* 

90-366 

8 

Or«*np«*c* Foundation 

88030 90M6* 

FOtA 

6203080981 


6 

OulP 6 U*«t*rn Induttrl**. Inc. 

8303030637* 

OA999 

8303080967* 

90-366 

8 


8303080698* 

06999 

6203080999* 

90-321 

0 

Oulf 8t*to* Utllltl** Co 

82030 10338 

90-484 

6203060601* 

90-321 

a 


8303080190 

90-494 

6203100028* 

90-381 

F 


8203080179 

90-484 

6203100033* 

90-381 

F 


8203190091 

90-498 

8203100336 

90-484 

A 


8203190093* 

90-494 

8203100336* 

90-424 

A 


8803160160 

90-494 

62031 80893* 

30-321 

F 


8803160160 

90-434 

62031 90076 

30-321 

F 


8303170090 

90-484 

62031 60106 

90-321 

p 


8303170136 

BO'4M 

6203160106 

90-321 

P 


8803170986 

90-494 

8203160239 

30-331 

R 


8803190367 

90-499 

6203160237* 

30-381 

R 


8803190399 

90-494 

9203160399 

90-366 

R 


8803840886 

90-494 

62031 60402* 

90-366 

R 


8203840886 

90-499 

8203160477 

90-321 

P 


8803880896 

90-499 

6203160477 

90-321 

p 


8803860346 

90-499 

62031 604S3* 

90-321 

p 


BS03360891 

90-499 

8203160483* 

90-381 

p 


8803260309 

BO-499 

62031 70298 

90-321 

p 


8803310488 

Pfl 

8203170298 

90-321 

p 

H*hn«*Mnn M«dlc«t Collag* 1> Ho*g. 

8203890801 

RCOOO 

88031 70931 

90-381 

0 

PhlUdolphto.PA 






AUTHOB 
AFP IL I AT JON 


PArl> McC«b« U Baundcrt 
Ha>r«rd EoqIa**^! "B 0*v»lopA*nt 
Ltbsratorj 

H«T« 4 > P««i' Pavil ln^(«. Harntr {■ Coosan 
Hlfajr A Uttf* 


raid J Bpalnan ti A«*oclatt« 

rtlord Ho»p Hartford' CT 

allh t> IIUM«n BtrvJC**- Oapt. of. 


« e 

MiH,ChTt»tOpf>«T l» PM I Up* 
0. C. 


Mrlall fttBional HadlCAl Cantor 
nrltotrna. FL 

Hetalvlu Mtiilcal 9roup KonolulU'MI 
Ktvrtl'an- P. 

of Hap 


H«J|I Of R*P- ' Enartg A CoAtnirca 
Hpvii of Rap.' Opvarnatant Oparatlono 
Kooilng i Urban Davolopaant. Oapt. of 
ppgilon ClibtinB I Pawar Co. 


accession 

NUMDER 


S203090396 

BS030^0380a 

92031604890 

9203010217 

0203030244 

0203030244 
820303031 1 
8203030311 
8203030316 
6203030316 

B2031 tons 
8203100109 
0203180200 
0203230210 
0203230222a 

82032302284 
82032 30232 a 
82032302364 
82032302424 
02032302494 

0203230376 

0203310393 

8203310021 

0203290376 

9203030070* 

8203090472 

0203100191* 

0203230208 

8203190320 

8203190320 

8203190334* 

8203190334* 

8203290499 

8203290443 

9203310929 

8203090018* 
8203100041* 
8203100128 
82031 10131* 
82031 10146 

82031 10194* 
02031 10203 
92031 10212 
82031 10414 
8203160099* 

8203170491* 

8203190904* 

8203220939* 

8203220946* 

8203240091* 

8203290131 
6203310487* 
82031 10143 
8203170416 
8009270699* 

8203080390 

8203090249 

8203020946 

8203020946 

8203020990* 

8203080990* 
820302061 1 
8203040324 
8203040324 
8203040417 

8203090347 
6203090347 
0203090347 
8203100220 
82031 10222 

82031 10222 
82031 10232* 
8203110232* 
82031 10264 
82031 10264 

82031 10269* 
82031 10268* 
S2031 10296 
82031 10296 
8203160220 

8203160261 
82031 70079 
62031 70079 


SUBJECT 

CATEOORV 


FOIA 

FOTA 

0A999 

90-498 If 
90-498 0 

90-498 0 

90-498 0 

90-490 0 

90-498 0 

90-490 0 

PR 

90-299 O 
90-299 0 

90-937 0 

90-937 0 

90-937 0 

90-937 0 

90-937 0 

90-937 9 

90-937 0 

90-937 0 

90-289 0 

40-2061 
REOOO 
FOIA 

90-482 n 
90-206 P 
90-279 0 

90-340 M 
90-348 M 

90-34Q M 
90-348 M 
REOOD 

REOOO 

90-928 O 

90-946 A 
90-269 If 
90-329 ft 
90-206 U 
90-279 II 

90-329 II 
90-320 H 
90-937 U 
90-289 U 
90-490 O 

90-279 U 
90-322 M 
90- 261 It 
90-324 II 
90-29 If 

PRM 

90-323 U 
90-279 U 
90-279 U 
FOIA 

90-483 O 
90-184 D 
90-490 K 
30-490 « 

90-498 H 

90-498 K 
90-498 0 

90-498 If 
90-490 If 
90-466 0 

90-466 V 
90-466 V 
90-466 V 
90-466 0 

90-498 K 

90-498 K 
90-498 K 
90-498 A 
90-498 A 
90-498 A 

90-498 A 
90-498 A 
90-498 A 
90-498 A 
90-498 A 

90-498 8 

90-498 A 
90-498 A 


author 

AFF ILIATIQN 


Houitoii. Unlv of 
IlMP'an Fact ora Bocl*tg«lnc- 
tiuran Raaourc** RaaoaTclt Corii. 
Kontf HoitfrIJ 6 Campball 
Hvnton t> Will lam* 


Ichthgolop i cal Al aoc lata*- Inc . 
Itllnol* Po-utr Co 


tlllnolar 9t*ta of 


llllnoltt Unlv. of. Rockford Bcliool of 
Hadicln* 

Itllnotar Unlv. of. (JTb4o*'Ch*«ip*lBn 
Iiib»rB-MlJ l»r Enjlno*Tln» Co. 


ACCESSION 

NUMBER 

8303170100 
0303180179* 
8203180260 
8203 IB 0260 
8203180269* 

6303100269* 
0203 190092 
02031 90099 
0203190099 
82031901 IS 

8203190216 
8203 1 90229 
0203220321 
0203220382* 
8203230474 

0203290374 

8203270346 

8203290367 

0203290384 

0203290309 

8203290401 

8203290497 

8203390333 

8203310474 

8303310977 

8303310008* 

8203010017* 

8303100249* 

8303100310 

6303010177 

8203010184 

8203030240 

0203220337 

8203220330* 

8203230110 

8203230397 

8203290309 

8203310172 

8203310197* 

0203310201* 

8203 040393* 

8203260193* 

6203020998 

8203020963* 

8203030319 

0203030310* 

8203030404 

8203000122 

8203000122 

8203090113 

8203090940 
02031 00299 
0203100299 
82031 00303* 
8203100333 

02031 00333 
8203160232 
82031 60336 
8203170107 
82031 70288* 

82031 90209 
8203190336 
82031 90340* 
8203220294 
0203230262 

6203230610 

8203260096 

8203290336 

8203290507 

8203300106 

8203300162 

8203310492 

8203110071* 

8203230629* 

6303330633* 

8203230646* 

8203230662* 

8203330676* 

8303390393 

8203310939* 

8203030069* 

8303060397 

8203080398* 

8203230003* 


SUBJECT 

CATESOBV 


90-498 

50-490 

90-490 

90-496 

90-490 

90-498 

90-466 

90-498 

90-498 

90-4*6 

90-498 

90-4*6 

90-499 

30-498 

30-46* 

90-46* I 
PR 

90-466 I 
90-466 < 

60-466 ( 

90- 466 < 

REOOO 
REOOO 
PR 

90-466 ( 

CONTRACT 
FOIA 
FOIA 
90-341 
90-322 ( 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-269 

90-269 

30-461 

30-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-440 

90-461 

30-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

PBH 

90-461 

90-461 

90-461 

CONN I as It 

30-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-299 

FOIA 

90-191 

90-191 

40-21'J 


AUTHOR 

AFPILIATION 


ACCESSION SUBJECT 

NUnSER CATEOOQV 


AUTHOR 
AFf ILtATION 


ACCEB3I0H OUBJICI 

NUMBEH CAreoopy 


Indian* t, Htehigan El»<trlc Co e»}33<t03?7 SO-3l» P 

BS030<03a7 30-313 P 

SSO303O33I SO -31* S 

0203030323* 30-316 3 

8203030339 30-313 3 

B2030 30364 * 30 -313 B 

8203030410 30-313 F 

8203100209 30-313 R 

8203100209 30-313 R 

8203100212* 30-313 R 

8303100212* 30-313 R 

0203120317* 30-313 F 

8203120317* 30-313 F 

8203120322* 50-313 F 

0203120322* 30-313 F 

G2031 70138 30-316 S 

8203170143* 30- 316 3 

8203170314 * 30 - 313 0 

8203180226 30-313 R 

8203180226 30- 313 R 

8203180231* 30-313 R 

8203180231* 30-313 R 

8203180316* 30-313 F 

0203180319* 30- 313 F 

8203180519* 30-313 F 

6203220361* 30-313 F 

0203220361* 30-313 F 

8203320368* 30-313 F 

8203220360* 30-313 F 

0203230440 30-313 8 

8203230449* 30-313 9 

8203230470 30-313 P 

0203230336* 30-313 0 

8203230330 30-31* 0 

8203230363* 30-316 8 

8203230086 30-316 0 

8203230090* 30-316 S 

0203230273 30-316 8 

0203230277* 30-316 8 

8203230300 30-313 P 

8203230300 30-313 P 

6203330319 30-316 9 

8203230323* 30-316 8 

8203230602 50-316 8 

0203230600* 30-316 8 

8203230609 50-313 8 

8203230614 * 30- 313 8 

8203230623 30-313 8 

62032 30629* 30-313 8 

8203260260 30-316 8 

8203260262* 30-316 8 

0203310390 30-316 fl 

0203310404* 30-316 R 

Indiana 6 nicAlgan Pou*r Co. 6203230369 30-313 R 

0203230412 30-316 R 

Inatltut* o4 Eldctncal 6 Cltctranlc 0203030002* FOIA 

Engin»*rt 

B203030003* FOIA 

8203030008* FOIA 

8203030014* FOIA 

8203030016* FOIA 

0203030039* FOIA 

6203030043* FOIA 

0203030290* FOIA 

initUvk* of Nucltar Pdta** OparatloO* 0203030270* 90-346 P 

0203080260 080 

8203000263* ORO 

0203100397* 30-321 P 

0203100397* 30-321 P 

6203100399* 80-321 P 

0203100399* 30-321 P 

0203290391 PR 

8203310034* lOCFR 

lnttruA*nt Saclaty ot A«*rlc* 6203040146* FOIA 

8203180493* REOOD 

Int>r*i Corp. 8203240396* CONTRACT 

Intdrlor, D*pt, o* 0203170269 90-397 D 

0203230782 30-328 A 

, ^ 8203290431 PR 

Int*rlar> Dtpt. of. Burtau of Indian 8203120068 30-922 C 

Affair* 

IntarlOT.Bapt of, Fl*h t< Ulltnta BarvUa 8203010203 30-416 C 

IntarloTiDapt. of. Otolnglcal Survtg 6203190333 30-374 F 

62032303314 30-436 C 

62032 30394 PR 


International Atomic Energy Agency 8203010039* FOIA 

< Auttr la I 

Intarnattonal Envrgy Engineering. Inc. 0203180361* 90-416 A 

Intarnatlonal Longthoranan'd 6 Uarahouta 6203100460 90-397 F 

i*an*t Union 

Intarnatlonal Planning managamant 8203010369* FOIA 

tntarvanora Conn, Cununlrtg*, Ooggatt, 8203100149 90-466 4 

Orl f f tth, Johntton 6 Lafflmar 

8203100193 00-466 

Inttrvanor* Other Than Oou 8203020444 90-329 

Iowa Electric Light 6 Pouar Co 6203030166 90-331 

6203030491 90-331 

0203090369 90-331 

8203090332 00-331 

8203090910 00-331 

6203100166 00-331 

62031 00270 00-331 

02031 00394 00-331 

9203100309* 00-331 I 

8203110006 00-331 I 

6203110196 00-331 I 

8203160206 00-3JI I 

8203160266 00-331 I 

6203160070* 00-331 

6203160378 00-331 

8203160276* 00-331 

8203160293 00-331 

6303160390* 00-331 

8303170134 90-331 

6203170162* 90-331 

8203320193 90-331 

8303220106* 90-331 

0203330224 90-331 

8203230191 00-331 

6203230336 00-3.31 

0203230343# 00-331 

6203330970 30-331 

6203230976* 0O-.33I 

8203240269 90-331 

8303240303 00-331 

6203390149 90-331 

6303390193* 00-331 

6303300324 00-331 

6203300330* BO-331 

6203290261 00-331 

6203290264* 00-331 

6203260149 00-331 

6203260237 00-331 

B3033904li6 PA 

8203300147 00-331 

8203310170 00-331 

B20331OI79* 00-331 

toua Pouar !• Light Co. 8203060947 PAOJ 

loua. 8tat* of 8203030090* 90-283 

Ioua-1 1 1 Inol t Oat 6 Electric 6203160491* 90-204 

Itham, Lincoln !■ 8**1# 8203010204 90-294 

8203020399 90-237 

8203080009 90-193 

62031 00B37 90-434 

8203100291 90-234 

8203120217 30-294 

8203180427 90-294 

6203230102 90-193 

8203230212 30-32f 

8203290974 90-237 

62032?03E22 90*199 

6203290326* 90-193 

8203290466 PR 

6203290398 PA 

8203310226 30-894 

6203310221 30-294 

6203310997 30-193 

8203310607* 30-193 

Iiotop* Product# Laboratoria# 6203090046 XPDftILiC 

Itotoaic Analyalii Ine. 82031B03B7 70-894 

J F. T. Agapito <. Ataoclatat. loc. 8203030091* CONTRACT 

Jaackla, Flalachman ti Nugal 0203030079a 30-201 

Japan 8203010496 XPORTLIC 

8203090318 XPOATLlC 

6203180008 XPOftTLiC 

8203190327 XPOATLlC 

Jartay Cantral Power It Light Co. 6203030102 30-319 

John A- Bluma It Aftoclataa, Englneara 8203020037* CONTRACT 

Itub*. URB Corp. > 

Joint Applicant#- South Tata# Project 8203160102 90-496 



AUTHOR 

AFriLIATtON 


J41nt AptllCiotA-Cl loth Rlv»r nrvtdtr 
fl««ct9r 

J;tnt Iit*rv»r.3r»-C«l 

^3lnt litirvtnori-Diablo CAnyon 


^ilnt |ftt»TV«norm“W«t«rford 


il*nd» Univ. 




*M. l-ic 


ddltdr C«J>nd»r* 

IU‘<t 4 ni for 8an«Jiil« Endrgy 
Ajnooi Eltctrlc OoMior Cor|>> Inc 
dOAoor Oat & Cloctrlc Co 


lAtOdi AvnUlpol Cnorov Aganrg 
danaaa Stot* Unlv. 

• anaaa. Stato of 


fanlvatgi Btato of 
fOTr-ntOtt CNmI'CoI Corp. (tuba of 
Aaar-HtOia Corp. 1 


(otr'fftOap Corp. 


ilatpalrick. Locihart* Hill< Chrlatophar 
* fbllllpa 


ACCESSION 

NUMBER 


0303390213 
0903390213 
6903290990 • 
0903220990 • 
0903950406 

0203310176 

6903040415 

6203050147 

8203040384 

6203250543 

0203100306 
0203190963 
02031 20270a 
6203190273# 
02031 20973# 

6203120301# 

6203190303# 

6203230419 

8203290413 

0203990417# 

6203090399# 

0203020396# 

6203920034# 

8203310340# 

8203040970# 

8203300931 

0203160332# 

6203220910 

0203050217 

0903090434 

0303020436# 

6303020644 

6203040333 

6203030344 

6303030499 

6903100200 

6903100390 

6303100321* 

6203100403 

0903100477 

6903130030 
6303160249 
09031 70169 
0203190330 
0203190343 

0203290137 

0903290921 

0903220293# 

0203240233 

6903340257* 

0203300087 
020330024 1 
8203030390 
82031 30130 
83031 7D191 

82031 70194# 

8903290361 

6903310001# 

0303310100# 

8203310116# 

6203310124# 
8203090003 
6903120333 
0203190333 
89031 60470 

0203160319 

0303190166 

6203960313 

0203260313 

8203960313# 

8203960313# 

8203290133 

0203020074 

8903020442 

8203030202 

89030 3024S 
8203100103 
8903100100 
8303100111 
8203100116 

89031 10090 
09031 10092 


SUBJECT 

CATEOORV 


90-498 O 
SO-498 0 

30-498 0 

90-490 O 
30-490 9 

90-337 O 

50-403 0 

90-483 0 

90-979 0 

30-273 0 

90-302 T 
30-302 T 
30-302 T 
30-302 T 
30-309 V 

90-382 1 

90-382 I 
30-302 A 
REGOD 
REOOD 

90-443 M 
90-449 M 
90-926 M 
30-999 O 
FOIA 

90-392 A 
30-330 0 

30-402 D 
90-409 H 
90-402 K 

30-402 K 
90-482 A 
30-482 A 
30-402 U 
90-409 0 

30-482 F 
30-402 K 
30-499 A 
30-402 E 
90-482 A 

30-402 A 
30-489 E 
30-482 A 
30-402 (I 
30-409 0 

90-402 0 

30-409 A 
30-402 A 
90-402 « 

90-402 R 

30-489 C 
30-402 A 
30-482 A 
30-180 P 
90-409 0 

30-409 D 

REOOD 

40-9061 

40-9061 

40-9061 

40-2061 

70-1193 

40-8647 

40-9061 

40-2061 

40-9061 

70-1193 

70-993 

70-993 

70-925 

70-923 
40-2061 
30-329 0 

30-973 0 

30-392 0 

30-392 0 

30-329 6 

30-322 0 

30-392 0 

30-322 0 

30-322 0 

30-322 e 


AUTHOR 
APF JL t AT lOM 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Modnvr. J L 

Koaiaiaoff EA4rgg Aaioclata# 
Kud I u Al 1 1 anc# 


Labor. Oap t. of 
Lattg Toiiinahip* NJ 

Lattar Dag 8#intt Hotp 6alt Lak# Citg. 
UT 

l.au Englntaring r#atlng Co. 

Lavranct LlvorTdra Laboratory 


Lt<vr#nct> K8 

La6o#uf. Lambi Ltibg 6 MacRaa 

Ltagoa of Honan VoCert of Rockford, IL 

Litda. Hill & Jtuatt- Inc 
Lahigh Unlv. 

Laulti n 

Llctntlng Ravl#j Group It 


Ltmltorgu# Corp 

Lockhatd Hl*«ll#t (i Spac# Co (lOb*. 
LockAaad Aircraft Corp ) 


Logical Trcbnlcal Sarvlc# Corp. 
Long laland Lighting Co 


09031 10199 
89031 10134 
0903 1 60194 
0903 1 60207# 
0903160395 

8203190374 
0903190377# 
8903920300 
820392031 1 
8903920319 

8903930360 

6903930360 

6903930133 

6203310223 

8903310237 

8903170280 

0903310318 

8903310394 

8203010166 

8203080019 

8203100392 

0903100392 

0903100469 

8203100469 

6903100109# 

8303170439 

0903290393 

89031 30160# 

8203030937 

0903040030 

8903040161 
8203030469# 
8903090303 
89031 70034 
8903100301# 

8903100499# 
89031 70287 
8203030191 
0903030329 
9903100464 

8203190204# 

0903190060# 

8903990426 

0903160336 

6203160336 

8903160336 
8903 1 60336 
89031 60336 
8303160336 
8903 J 60336 

8903160349# 

8903160349# 

8203160349# 

8203160349# 

6203160349# 

0903160349# 

0903160349# 

8903180330# 

0104140680* 

8903030037# 

8903030060# 

8303030063# 

0903030373# 

8903130137# 

9903010177 

8903010164 

8203020403 

8203020461 

8203020629 

8203030240 

8203090343 
82031 10294* 
8203130088 
8203130091 
8903130140 

8903160946 
0203190243 
8203190478 
92031 90487* 
8203190488* 

9203190491* 

8903190494# 

8903190497* 


30-329 

50-322 

30-399 

30-392 

30-329 

30-392 

30-399 

50-399 

30-322 

30-329 

30-975 

50-275 

30-322 

50-322 

30-322 

50-461 I 
50-461 I 
30-461 I 
30-537 < 

30-400 < 

50-400 < 

30-400 ( 

30-400 ( 

30-400 { 

contract 

SO-919 11 

REoao 

contract 

NUREO 

NUREO 

MUREO 

30-906 P 
AUSEO 
71-3796 
TOIA 

50-313 P 
30-482 D 
30-341 A 
30-341 T 
80-434 0 

CONTRACT 

CONTRACT 

PR 

30-439 A 
30-462 A 

30-439 A 
30-440 A 
30-469 A 
50-440 A 
30-440 A 

30-462 A 
30-459 A 
30-440 A 
30-462 A 
30-440 A 

30-440 A 
30-459 A 
30-416 A 
TOIA 

FOIA 

FOIA 

FOIA 

FOIA 

CONIAACT 
30-399 0 

30-392 C 
50-322 E 
30-322 t 
30-322 7 

30-392 C 

30-392 I 
30-392 ( 

30-322 ! 

30-392 E 
30-322 i 

30-322 

30-332 

70-2804 

70-2084 

70-2884 

70-aBQ4 

70-2884 

70-9084 




BOO 


AUTHOR 
AFF tl.lATtON 


Lo» Alamo* 9tttnt>#lc LdOoratory 


Lo*jl*laAd Fever S« Light Co. 


Louttlano State Univ 


Louisiana. Stata of 
Lovelace Blomoi) t< Cnvironi'tntal 
tnsbltute 

Lo-aeneteln. Ntuaian, ftelSr Aielrad 


accession subject 

AUHBEB CaTE&ORV 


Reoeareli 

Toll 


S203l904<?9e 

8203190500* 

6203190501* 

8203190503* 

0203220327 

8203220330* 

6203230110 

8203230184 

8203230168* 

0203230214 

8203330293 

8203230397 

8203230541 

9203290141 

9203250309 

8203240302 

8203240309* 

8203310192 

8203310197* 

8203310201* 

8303310444 

0203040237 

8203090284 

9203190032 

8203190044 

6203190049 

8302020351 

0203010131 

0203020474 

8303020480* 

8203030489* 
8203050339 
8203090414 
02031 10059* 
82031 10049* 

9303110144* 
82031 10170* 
8203130224* 
9203140231 
8203170094 

83031 70293 
83031 70442 
8203 1 90007 
8203190103 
8203190109 

8303330100 

8203330652* 

8203230653 

8203240171* 

8203240184* 

8203240187* 

0203240199 

8303240141 

8203240178 

0203240184 

0203240243 

0203240272 

0203340319 

8203290107* 

8203290141 

8203290387 

0203390497 

8203300147 

8203300207 

8203300221 

02033 10438 

8203310943 

9203290348* 

8203290350* 

0203290304 

8203390112* 

8203180490 

8203040417 

0203100320 

8203140114 

8203140183 

8203100141 

8203190099 

8203190118 

8203190225 

8203320213 

8203220213 

8203280320* 

8203280230* 


70-2004 
70-2894 
70-2094 
70-2384 
50-322 O 

90-332 0 

30-333 0 

90-322 A 
30-322 A 
90-322 3 

50-322 3 

30- 322 0 

50-332 A 
30-333 0 

90-322 O 

90-322 0 

30-322 O 
90-322 0 

90-322 0 

30-322 O 

50-332 J 
BES 

90-62 F 

NUREO 

NUREO 

NUREO 
30-382 A 
90-382 H 
90-382 K 
30-382 K 

30-302 K 
90-382 S 
30-382 n 
30-382 F 
90-382 F 

30-303 F 
90-382 F 
30-382 F 
30-382 S 
30-382 9 

90-382 8 

90-382 0 

90-362 B 
20-302 0 

30-302 O 

90-302 0 

90-382 O 
30-302 A 
50-302 F 
30-382 F 

30-382 F 
30-302 A 
30-302 3 

30-382 A 
90-302 9 

30-302 9 

90-382 9 

90-382 9 

30-382 F 
30-302 A 

30-302 0 

REOOD 
30-302 F 
30-302 A 
30-382 A 

30-302 A 
50-382 0 

30-438 C 
30-490 C 
REOOD 

30-382 F 
NUREO 

30-444 Q 
30-444 0 

30-389 H 

30-498 0 

30-490 T 
30-490 0 

50-444 0 

30-444 0 

30-498 0 

90-490 0 

90-498 0 

30-490 0 


AUTHOR 

AFFIlIATIOM 


ACCESS tOH SUBJECT 

NUMDER CATEOORV 


Logole Univ of Chicago 
Lund Consulting. Inc 
Kadlson Oa« (■ Electric Co. 
Maine Yankee Atomic Power Co 


Mapleton tntervenor* 


Men*. Bhea & Milk* 

March 4 McLennan. Inc . M & H Nuclear 
Consultants. Inc Olv. 


8203230474 

8203290347 

8203290404 

8203290347 

8203310377 

S203240384 
02031 70499a 
0203100368# 
8203020213 
8203020433 

0203030470 

8203090272a 

8203030320 

8203090335# 

8203060460# 

8203070338 
8203070490 
82031 10224 
02031 10227# 
8203140321 

8203160328 

8203140330 

8203140399# 

8203230171 

8203330201* 

8203230723 

820324034) 

8203290227# 

8203340312 

0203300101 

8203300138 

8203090322 

8203100134 

8203140204 

8203140317 

82032 30 438# 
8203010308 

8303030447 

8303040247 

8303090373 

8203100303 

8203100206 

8303100333 

8203330030 

8303330020 

8203330107 

8203330109 

8303330360 

8303330360 

8203330281 

8303330281 

8203230284 

8303230284 

8203230477 

8203330477 

8203230434 

8303330434 

8203330440 

8303330440 

8303330096 

8303230103 

8303290109 

8303390103 

8303290103 

8303290109 

8303390130 

8303390180 

8303390180 

0303290188 

0303390191 

8203290343 

8203290390 

8303390394 

8303390363 

8203390363 

0203390368 

8203290997 

0203390957 

8203390968 

8203390968 

8303390377 

B20339099? 

8303330977 

8203330399 


30-446 4 

PR 

30-478 9 

30-446 9 

30-464 9 

90-382 9 

REV I EH ORP 
30-309 P 
30-309 f 
30-309 f 

30-309 f 
30-309 0 

90-309 9 

50-309 9 

90-309 0 

30-309 P 
50-309 f 
30-309 R 
50-3C9 R 
50-309 d 

90-309 P 
50-307 1 

50-307 R 
50-307 £ 

50-307 £ 

50-307 £ 

50-30? f 
50-307 fi 
50-307 F 
50-309 f 

50-309 f 
50-327 « 

50-329 < 

50-327 < 

50-327 I 

30-320 ( 

rOPREP 

90-344 

30-373 

TOPHEP 

90-321 

90-321 

90-37 

90-321 

90-331 

90-390 

90-330 

90-333 

30-333 

30-333 

30-333 

30-343 

30-348 

90-331 

30-321 

90-340 

30-340 

30-330 

50-390 

90-344 

90-39 

90-313 

90-313 

90-313 

90-313 

30-272 

90-330 

30-339 

90-299 

SO-899 

50-370 

90-303 

90-303 

90-337 

90-337 

90-430 

90-273 

90-273 

90-273 

90-273 

80-249 

90-249 

90-249 

90-240 


UORPORATE SOURCE INDEX 


60 


AUTHOn 
at? ILtATtON 


A»**fcfUH Cllnlt M*r»hfield. WI 

rAiutt-kl Aa«iMc« Cot* of 

C**f. > 


H«ru(>«n i 


Ka>«l4''4> St«t* 0^ 


0 »l'or«l Ho»p Bo»ton,MA 


accession 

number 

020323039 ? 

0203230 &JO 

6203230617 

6203260036 

6203260103 

0203260103 

6203260103 

6203260103 

6203260103 

0203260106 

6203290224 

6203290239 

6203290339 

0203290339 

0203290339 

6203290339 

8203290269 

6203030300 

62030303030 

6203030310 

62030303 I 3 » 

0203020364 

6203040176 

6203230417 

0203230417 

0203230421 • 
0203230421 * 
6203030314 * 
620329041 1 
0203290477 


Buojeci 

CATECCRV 


50-243 J 
30-260 J 
30-348 J 
TCPBEP 
30-239 J 

30-239 J 
30-259 3 

30-339 J 
30-359 J 
TOPREP 

30-346 J 
30-403 J 
30-272 J 
30-272 J 
30-272 J 

50-272 J 

RECOO 

XPORTLIC 

XPORTLtC 

xroRfLic 

XPORTLIC 
30-320 P 
30-164 0 

30-317 R 
30-317 R 

30-317 n 

30-317 R 
70-1737 
REOOO 
REOOO 


AUTHOR 
AFF tulATICH 


ACCESSION BU 8 JECT 

NU«ee« CATEOORV 


Minnesota HvJith Sclencs^ CeOt*>' 
Mlnn««j>ol 1 4 . HN, 

Minn*«o.ta. St4ts oP 
Mitaltfippi Pou*r A Lli^ltt Co 


0203390471 REOOO 


62031 901 36 * 
8107160422 
0107160422 
01071 60426 * 


contract 

30-416 

30-416 

90-416 


0107160433 * 30-416 
8107160437 * 30-416 
6107160440 * 30-416 
6107160444 * 90-416 
6107160444 * 30-416 


0107160449 * 
8107160491 * 
0203010196 
82030 1 0203 
6203010202 

8203010283 * 

0203020073 * 

8203020917 

8203020917 

0203020636 

8203020636 

6203090469 

8203090469 

0203080191 

6203080191 

0203080269 

8203000269 

8203060390 

0203080390 

8203080437 


90-416 
90-416 
30-416 I 
90-416 t 
90-416 ■ 

30-416 t 
30-416 < 

90-416 / 

30-416 / 

50-416 f 

90-416 7 

90-416 
90-416 
90-416 C 
90-416 ti 

30-416 J 
30-416 J 
90-416 0 

30-416 8 

30-416 a 


iUn*c5«i*tt* Tn*tlt*jt* oP T.chnologg 
PCa(t*(>>ui*tt*' Btat* <>4 


0203230697 

0203260299 

0203260300 * 

0203100136 

0203230379 


90-20 P 
90-20 P 
30-20 P 
30-443 M 
90-293 0 


82030 B 0497 

8203000950 

6203060930 

0203000974 

8203060974 


50-416 □ 
90-416 3 
30-416 11 
30-416 n 
30-416 □ 


P 6 »> Clinic Roch**t*T-HN 
KerpPAOtt- Inc. 

K<Or*u-Mlli Pub Heat ion* Co 

n(*»lii* 81 *t* llnlv 


p'trcy 

Atrtg Palp 


Al toona. PA 

M*dle*l C*nt*r Da* MolnctilA 


R*fCv P9*» PltlOborah.PA 
Aarev Palp Bacramantoi CA 
Piatbodlil Hatp. of Indian*. Im. 

lollirapalla- IH 
Haifo Bladg Corp. 
n*trepolit*n Edlaoi* Co 


Kl«ai. F1-. Unlv op 
HltMf** Stal* Ur tv 


nttfcifan. Slat* PP 
nitblian. Unlv. of 


Mll-A«*rlca Lagal Foundation 
Mll-liua K-R#(j A Mucl**r Madlclna 

nildli SdutP Sarvtcaai Inc. 
nilHlIt Intp. 8 *rvlc**< Inc. 
mill. Hag b CaldapI 
Mllltf l> Chtvalldr 

HlPaftl* Eiploratlon Co tiuba. of Union 
Cll C*. of California) 
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S 

0203090 289 
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F 
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8203100193 
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Q 
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0 
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A 
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F 
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R 
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R 
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0203160341 * 

30-2 

R 






S 203 I 90210 
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8203230403 
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30-416 

0203120377 
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30-416 

0203240249 * 
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9 
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30-416 
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0 
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30-416 
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30-416 




8203280366 

50-416 
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8503390503 

90-416 

t 


8303390909# 

90-416 

Q 


03033 909 10 

90-416 

K 


8303390910 

90-416 

K 


0303360140 

50-416 

E 


0303360140 

90-416 

E 


0203390394 

90-416 

A 


0303390394 

90-416 

A 


0303290514 

P«M 



8303300109 

30-416 

A 


0303300109 

90-416 

A 


0303300197 

50-416 

A 

Hi 1 1 < l(ip 1 • Stat> at 

0303160034# 

90-416 

A 

Missouri. Unlv o/. Columbia 

0303030930 

90-186 

P 

Miftourlj Unlv Rolla 

0303330349 

90- 123 

V 


0303300090 

50-123 

P 


0303300119 

90-123 

P 

Mttr« Corp 

83031 90«79« 

90-289 

P 


8303190479# 

90-299 

P 


83033:0098# 

90-289 

P 


B2O3390098e 

90-289 

P 

Hltiul !■ Co (U Q A 1 . Inc (Sub* of 

0303030075 

kPORTLlC 

ni tsul (> Co .Ltil ) 





8303030081# 

xportlic 

Honrof Countv«HI 

□303100141 

90-341 

0 


0203170199 

90-341 

o 

honrobj MA 

□303340099# 

90-29 

M 

Monijnto Rbtesrch Corp 

0303010430 

XPOBTLtC 


0203010437# 

JfPOniLtC 


0203390349 

PR 


Nontonn HnAnt Inntlfcuto 

8303390410 

REOOD 


HonttTlor* Ho»p tt HodlCdl Canter 

0303290443 

RECOD 


Broni.NY 

Horgon Atsociatia 

8203030878 

90-247 

0 


0303030301 

90-247 

0 


0303 030306# 

30-247 

0 


8203 1 60 J 78 

90-247 

0 

Horpan. Lewis (■ Bociloe 

8303030339 

90-201 

0 


8303040379 

90-201 

0 


0203040379# 

90-201 

0 


8203230096 

90-409 

0 

/lorrlson Knwdsan Co • Inc 

8203090087 

PT21 


Korton F Plant Hosp 

6303290499 

RCOOO 


Kunlctpel Electric UtlllCi/ Association. 

6203190330 

90-348 

11 

Alabama 




8303190330 

90-348 

M 


8203190334# 

90-348 

M 


0303190334# 

90-349 

N 

NU9AC. Inc 

020334044?# 

CONTRACT 


National Aeronautics !< Space Admin 

0303330403 

90-30 

n 

National Council on Radiation Protection 

e2O32304eBa 

90-30 

H 

8303090303# 
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<■ Moasuramants 

National Ulldllfa Fadorotlon 

6203160093 

50-322 

0 


82031 60093 

90-322 

0 


8203160104 

30-932 

0 

Natural Resources Defense Council 

0203160104 

90-922 

0 

0303090467# 

FOIA 



8203090496# 

FHIA 



03031 00393 

90-937 

0 


02031 10119 

PR 



63031 10118 

90-922 

0 


0303180399 

90-937 

0 


0203330310 

90-937 

0 


0303230323# 

90-937 

0 


0203230328# 

30-937 

0 


8203330332# 

90-937 

0 


8203230336# 

90-937 

0 


S3032 30348# 

90-337 

0 


8303230348# 

90-937 

o 


0203830376 

90-937 

0 


8203310206 

30-537 

a 


8203310311 

90-337 

0 


0303310473 

90-322 

o 

Naval Rs»lonal Nedical Center San 

83032 90339 

PRM 


01 ago. CA 



Navg. Oapt. of 

Nav^.Oept of. Naval Raeaarch Laboratory 

8203130043# 

0303090319 
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NUREO 

Navy. Dept, of I Clac tron lea Systams 
Cnytnaarlna Centar, sc 

3303090310 

8203330100 

NUREO 

71-6144 


Nabrasta Public Power District 

B2030 10326 

50-299 

8 


B3030 10332* 

90-299 

B 


6203010293 

90-290 

n 


6303010299 

90-898 

8 


8203010899# 

50-298 

a 
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CATESORV 



B2030 10263# 

90-298 



0203010299 

90-290 



8203010290# 

90-290 



8203090410 

90-290 



0203160429# 

90-298 



0203160432# 

90-298 



02031 7044? 

90-290 



8203170494# 

30-298 



8203190329# 

90-298 



8203190430 

90-290 



03O323OC>Oa# 

90-290 



8203290399 

PAH 



8203300081 

90-298 



0203300248 

90-298 



8203300291# 

90-298 

Nebraska. 8tat* of 


0203310343# 

90-209 

N#u England Coalition on Nuclaar 


8203290260 

90-443 

Pol tut Ion 






0203290466 

PR 

NSW Nampshlra. Btata of 


8203230933 

90-443 



8203290364 

90-443 

Nau Jarsag. State of 


8203190196# 

CONTRACT 



8203290967 

PR 

New Meiico. State of 


020309038S# 

FOIA 



8203090392# 

FOIA 



8203290199 

PR 

Neu York Unlv. 


8203290316 

90-247 



8203200316 

90-247 



8203290309 

00-247 



8203290309 

90-247 

New York Unlv Nedlcal Center Nau VorkiNV 

0303290901 

REOOO 

N#C(i Yorks Statf 


0203040400 

90-247 



8203090236 

90-247 



8203190219# 

CONTRACT 



820323001 1 

8t4ta Proi 

New York. State of. Energy Ratearch 

6 

8203030079# 

90-201 

Have lopeant Administration 






8203030239 

90-301 



S 2030 9029 6 

90-201 



8203190260 

90-201 

Now Vork.NV 


8203220127 

90-247 1 

Nawport Nauf Industrial Corp. (subs 

of 

8203030290 

ropREP 


N 0 ifiport N*us Shipbuilding tc OrgDodr Co. 1 


Nlagar# Mohawk Powtr Corp. 

8009130396 

90-220 



8203010090 

90-410 



8203030350 

90-220 



e203030360a 

90-220 



8303030446# 

90-410 



8203040360 

30-410 



8203040406 

90-410 



8203000306 

90-220 



6303090176 

90-220 



8203100170 

90-220 



82031 OOi 73* 

90-220 



8803160939 

90-410 



8203330322 

90-220 



820333038 1 

90-220 



8303330384# 

90-220 



8303230995 

90-220 



8203230677 

90-220 



8303330604# 

90-220 



8203310328* 

90-220 



8303310331* 

90-220 



8303310497 

90-220 



8303310462* 

90-220 


North Carolina State Unlv. 

83031 00234 

90-111 



8203100228* 

90-111 



8303220466 

71-331 



8303320469# 

71-331 



8203300107 

90-297 

f 

North Carolina. Btata of 

8203100161* 

CONTRACT 



8303300100 

8tat# Pr6| 

North Carolina. Unlv. of 

8303290443 

REOOO 


North Shore Commlttaa Against Nuclaar I. 

B2031 90407# 

70-2SQ4 


Thermal Pollution 





8203310409 

90-322 


Northeast Nuclaar Energy Co. (tubs, of 

8202090133 

90-343 


Northaost Utllltlaa) 





8203010230 

90-213 



8203010279 

90-336 



8203010277* 

90-336 



8203020136 

90-423 



8203020490 

90-336 



8203020919 

90-213 



8203020920 

90-336 



author 

AFF tLIATtON 


Kirlktttt UtnUlct 


•ilFlIlAlt UttUtlCS SfTVlCt Co 


■irllitttirn Oh i« untv. CDllvga of 
I'ttUio* 

*:^llirn C«] If ar n la Pouar Ag«nctf> 
{*l|i«ral«< 8tat* of< 

■*3tM«rn 9t*t** Pouar Cn. 


ACcesstoN 

NOMOER 

B303030940a 

B303090791* 

82030a0794a 

eaoBOSososa 

8203030473* 

B3030 40306 
8303040391* 
82030 B0390 
0203080390 
030300039 >• 

0303080391# 

8303000499 

8203000499 

B203080439 

0203000499 

0203000939 

8203090161* 

0203090273 

0203090993 

0203090643 

0203090749 
02031 10093# 
02031 10171 
82031 10179# 
8203120193 

8203120161# 

8203120320 

8203160181 

0203160371 

8203160371 

8203160379# 

0203160379# 

8203190271 

8203190310 

0203190312# 

0203190319 

8203230004 

82032300811# 

8203230140 

8203230321# 

8203230697 

0203230660# 

8203290030# 

8203290030# 

0203200033# 

8203290196 
8203290301# 
8203290194 
B203290297 
820329031 I 

0203290313 

8203290321# 

8203290324 

8203290327 

8203290438 

0203290937 

8203310399* 

8203310398* 

8004001127# 

8203030393 

6203030414# 

8203090447 

8203090939# 

8203090999# 

8203090647# 

8203090649# 

0203090794# 

8203090798* 

8203190094 

8203290498 

8203290274 

8203290332* 

8203310489 

8203030473* 

8203290297 

8203290327 

8203290437 

8203190293 

8112140076 

8I121400SO* 

8203020997* 

8203020748* 

8203020749* 


BUBJ6C1 

CAieeoHv 


90-213 P 
90-249 F 
90-249 r 
30-249 V 
30-213 O 

30-249 0 

50-249 a 
30-249 « 

90-249 « 

90-249 R 

90-249 R 
90-213 P 
90-213 n 
90-213 t* 
50-213 P 

90-249 P 
90-423 O 
90-336 0 

90-249 F 
30-336 F 

90-213 r 
30-213 I' 
30-243 8 

30-243 3 

90-336 P 

30-336 P 
90-336 F* 
30-423 C 
30-249 n 
90-249 n 

90-243 n 
30-243 n 
90-249 P 
90-243 1’ 

90-249 P 

90-249 P 
90-249 O 
30-243 8 

30-423 8 

30-249 O 

30-243 a 
30-249 8 

90-249 F 
30-249 V 
30-249 r 

90-243 8 

50-249 3 

90-249 F 
30-213 f 
30-213 P 

30-336 P 
30-336 P 
REOOD 
PR 
PR 

30-336 O 
30-243 F 
90-249 r 
FOIA 

90-336 0 

90-336 O 
90-423 B 
30-243 F 
30-243 F 
50-336 P 

30-336 F 
30-213 F 
30-213 F 
30-213 F 
TOPfiEP 
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PR 
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30-213 F 

PR 

REOOD 

30-279 H 

90-202 8 

90-2B2 8 
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90-282 F 
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Northuiat Energi) Barvlcas Co. 


Noruall l<7>p Nprualti CT 
Noruag 

Nuclaar Attoclataa tnltmaltonal 
Nuclaar A'turanta Carp 


Murlaar Clohi tr>c . * Tha 
Nuclaar Er>argg 8arvlta« tnr 


Muclaar EflOlnaarfnp Intarnattonal 
Nuclaar Foil Baavtcaar Inc C$ub* of 
Oattg Oil Co 1 
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02030 30399a 
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8203120009 
8203160138 
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8203160490 
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02031 70129# 
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82031 90390# 
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S203260t29# 

0203260129# 

0203260129# 

6203260229 
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Oregon Cnvironnf ntal Council 


ACCESSION SUBJECT 

HUMBER CATEGriRV 


0303230090 * 

71-9139 


8300030403 * 

REVIEW GRP 

8303310450 

PR 


83031 10020 * 

90-443 

0 

82031 10020 * 

90-443 

6 

83031 10034 * 

30-443 

0 

83031 10034 * 

50-443 

0 

8203010049 

RE 8 


8203020275 « 

FOlA 


8203030213 

NUREO 


830 30 30931 * 

FOIA 


8203030333 * 

FOIA 


8303030539 * 

FOIA 


820 30 30957 * 

roiA 


8203040099 * 

FOIA 


8203040169 

RES 


8203090039 * 

MA 8 IE MOT 

8203090452 * 

FOIA 


8203090461 ♦ 

FOIA 


8203100230 * 

50-409 

P 

8203100428 * 

FOIA 


8203100580 

RES 


0203100991 

RE a 


82031 00604 

RES 


8203180446 

NUREO 


0203180491 

NUREO 


8203190446 

NUREO 


8203220068 

OHO 


6203330263 

RE 8 


8203340351 

90-937 

A 

8203340948 

ORO 


B 203390047 

NUREO 


8303310003 

RES 


8303390335 

REOOO 


8303100133 

ORO 


0303100371 

ORO 


0303150031 

ORO 


8303 I 90034 

ORO 


0303390049 

ORO 


8203390053 

ORO 


8203390057 

ORO 


8203290060 

ORO 


8203130142 

40 -B 743 


0303170063 

40-8749 


8203 100474 

50-440 

0 

8203170471 

90-440 

0 

B 203 S 90442 

REOOO 


6203010094 

90-113 

p 

6203180019 

30-112 

r» 

8203160017 * 

50-112 

p 

8203180031 * 

90-112 

p 

8203360198 

30-112 

P 

8203260200 * 

50-112 

P 

8203290290 

REOOO 


8203300121 

50-112 

P 

8203290947 

PH 


6203020664 * 

50-205 

o 

6203030048 * 

30-209 

F 

8203090286 

30-303 

X 

8203090266 

30-203 

It 

8203090372 * 

90 - 2 B 3 

n 

8203160410 * 

90-283 

F 

62031 70126 

90-203 

P 

8203170179 

90-203 

P 

8203170239 

90-283 

8 

8203170233 * 

90-209 

9 

8203170334 

90-283 

a 

6303170236 * 

90-283 

o 

6203170375 

30-205 

a 

8303170360 * 

50-203 

8 

6303190598 

30-289 

s 

6203190301 * 

90 - 3 B 3 

9 

8203530031 

90-309 

a 

8203230707 

90-289 

P 

8203230710 

90-289 

R 

8303230731 * 

50 - 2&3 

R 

8303240194 

90-289 

P 

8303390247 

30-289 

P 

8303290393 * 

90-209 

P 

8303290499 

REOOO 


8303310339 * 

90-209 

F 

6203160093 

90-922 

0 

8303160093 

30-922 

o 


AUTHOR 
APF IL I AT ION 


ACCESSION SUBJECT 

NUMBER CATEOrnf 


Oregon. State of 

Organ! ration for Economic Cooperation & 
Development (Pariel 
Orrlck. Herrington I. Sutcliffe 


83031 &0104 
83031 &01 04 
83031 90l3Se 
8103090391* 

83030 1 0137 


50-333 « 

SO- 933 9 

CONTBACr 
FOIA 

90-361 « 


Oiborne LaOorator 1 ee • Inc 


8303010137 

8303030103 

8303030103 

8303100149 

8303390942* 


90-361 e 
90-361 C 
90-361 C 
90-361 C 
90-930 C 


P. S Andereen 
PRC Carp. 

Pacific Oat ti Electric Co 


8303090030* 

8203090017* 

8303030470 

8303030470 

8303030908 


CONTRACT 
CONTRACT 
90-379 P 
90-379 P 
90-379 R 


B2030 30910* 

8303030361 

B20303036I 

8303030377 

8303030379* 


90-379 R 
90-379 S 
90-379 0 
90-133 R 
60-133 R 


8303030303* 
8203030389* 
B30303O339 
B3031 00447 
8303100449 

8303100498* 
8303100463 
B203100931* 
03031 10193* 
B3031 10193* 


90-133 R 
90-133' fl 
90-379 fl 
90-379 a 
90-133 a 

90-379 a 
90-379 J 
90-133 3 
90-379 f 
90-379 ' 


83031 10196* 
83031 10196* 
8203110199 
8303130106 
82031 90056 

8303160399 
B3031 60333 
8303160340 
8303160340 
8303170318 

83031 70330* 
8303180336 
8303180336 
8303180433* 
83031 90383 

8303190383 

0203190349 

6303190349 

8303330313 

8203230313 


50-279 f 
90-279 f 
90-379 P 
71-6601 
30-379 P 

90-279 P 
90-379 P 
90-133 P 
90-133 P 
90-279 fl 

90-279 P 
90-379 P 
90-379 P 
90-279 ( 

90-379 f 

90-279 f 
90-379 I 
90-279 ( 

90-379 t 
90-379 ( 


8203330318 

6203330318 

8303230336* 

8303330997 

6303330690 

8303340032 
8303340038* 
830334031 1* 
6303340213 
8303340317* 

8303340S31* 

8303340339 

6203340336* 

6303390390 

6203390393* 

6303390390 

8303390403* 

6303390409 

8303390414* 

6203390108 


90-279 < 

90-379 < 

90-133 t 
90-333 i 
90-379 < 

90-379 1 

90-379 ! 

90-379 f 
90-379 
90-379 

50-379 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 


6203390113* 
6203390119 
82033901 19* 
8203390130 
8303390121* 

8303390138 

6203390134 

6203390139* 

8303390137* 

6303390129 

6303390138* 

8303390183 

8203390184* 

8303310369 


90-133 I 

90-133 

30-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

90-133 

30-133 

90-879 


AUIHOR 

ftFF ILIATIOM 


Pacific fijrthwi»l nttourc** C»nt*r. Lau 


ltttPlr.4«r ««<>•• Corp 


Pi*-t|lv 4 nl* Porter l< Lljht Co 


Pl*iil|lr*ole State Univ 


Pi^altlretUi Stete oP 


Cole* Stone* Oltan li Uilliaae 


fMPerleto I Coolev* R> A. 
tll'etlliKU Cloclrlc Co. 


ACCESSION 

NUMBER 

B3033103EO« 
DS 03310 S 96 
6203310303 
6303310340 
83033 10391 « 

830331 0363 * 
630331 0360 • 
6303310366 # 
8203310474 
6303160093 


8203160093 
0303160104 
8203160104 
82031 70046 
82031 70049 # 

B 303 I 70623 
62031 70636 # 
8203010089 
6303030066 
6203090416 

8303130311 
620313031 1 
6203120219 
8203130319 
82031 30070 

83031 30070 
82031 30073 
8203130073 
8203160070 
8203180280 

8303160280 

8203230047 

8303330047 

8203230223 

8303330233 

8203330305# 

8203330947 

8203330947 

6303330629 

8203330691 

0203330691 
8203390094 # 
6303290094 # 
8203390097 # 
D 2033 90097 # 

8303360319 

B 203260319 

S 203260324 # 

8303290343 

8303390243 

8203390344 # 

8303290290 

8203290390 

8203290399 

S 20329 Q 49 I 

8303390466 

8303390919 

8203290919 

6303130143 

8303230148 

8303360377 

8203260378 # 

8203030320 

8303190199 # 

8303160079 

8203170209 

8203290309 

8203290313 # 

8203290428 

6203040411 

0203040411 

8203040414 # 

8203040414 # 

8203290292 

6203290963 

8203290963 

8203290993 

8303390993 

8303010198 

8208090174 

8303080969 

8303020976 # 

8303030696 

8203030696 


SUDJECT 

CAIEOORV 


90-279 a 
90-279 P 
90-279 P 
90-279 a 
90-279 0 

90-279 F 
50-279 P 
90-279 F 
PR 

90-922 0 


90-922 0 

90-922 0 

90-922 0 

40-6622 
40-6622 

40-2299 
40-2299 
30 - 38 / A 
90-307 t 
90 - 30 / A 

90-307 A 
90-307 A 
90-307 A 
90-307 A 
90-307 A 

90-307 A 
90-387 r 
90-307 F 

70 - 2937 
90-387 A 

90-307 A 
90-387 A 
90-307 A 
90-387 a 
90-307 a 

90-307 O 
90-307 fl 
90-387 3 

90-307 0 

90-387 a 

90-307 n 
90-387 F 
90-387 F 
90-307 r 
90-387 r 

90-387 0 

90-307 0 

90-387 0 

90-387 I 
90-387 I 

90-387 1 

90-387 R 
90-387 R 
REOOO 
PR 

PR 

90-387 A 
90-387 A 
90-307 n 
90-482 0 

71 - 470 
71-470 
90-289 O 
CONTRACT 
90-289 O 

90-289 O 
90-289 0 

90-289 0 

NURGO 
90-922 C 

90-922 C 
90-922 C 
90-922 C 
90-922 0 

90-922 0 

90-922 O 
30-922 0 

90-922 0 

90-468 0 

90-392 F 

90-278 P 
90-278 P 
90-392 A 
90-392 A 


AUTHOR 
AFFIL lATION 


Plclerd Lort# 6 Oerrlck* Inc 
Pioneer Nucleer*Inc. 

Pttte Radiological Aeeoctatee Colutebla. 
SC 

Plateau Retourcee* Ltd 


PlV''oolh. MA 

Pollution Env I rane*n ta 1 pTObl«fl>« 
Porter County Chapter lnt«rvenor« 


Portland Oenerel Electric Co. 


accession 

NUMDEH 


8203020664 

8203020664 

82030 90282 
8203090304 * 
6903080203 

0203080203 

8203080206 # 

8203060206 # 

8203080428 

6203080420 

8203080431 • 

8203080431 # 

8203080466 

8203060460 

8203080607 

620ao<703a5 
0203070963 
8203090503 
6203120220 
62031 SOOOl 

02031 90001 

82031 90003 # 
0203160227 
6203160362 
6203160362 

8203160362 

B 203 I 60376 

8203180540 # 

9203100940# 

8203180942 # 

8203180942 # 

8203190191 # 

3203230161 

8203230167 

8203230177 

8203230319 # 

3203230377 

0203230377 

0203230380 # 

8203230300 # 

8303230422# 

8203230422# 

0203230399 

8203290164 

8203290466 

8203290934 

8203290938 

8203300144 

8303300195 

8203300247 

8203090242 # 
820319030 7 
02031 90308 # 
0303290306 

83031 10339 

62031 10338 

8203160481 

8203160492# 

8203230092 

8203230103 # 

8203230106 # 

8203170611 

8203290466 

6203080109 

6303100418 

6203290362 

8203290366 

6108200484 # 

0100200466# 

0106310602 # 

8106310609 # 

8201130067 

620 ( 130090 # 

0203010175 

8203010182 

0203090309 

8203090316 # 

8203090378 

8203090369 # 

8303090390 # 

6203100566 

6203100971 # 

8903120133 # 

8903120140 * 


SUBJECT 

CATEOORV 


90-392 A 
90-352 A 
50-277 a 
30-277 0 

90-277 H 

30-277 n 
30-277 fl 
30-277 R 
30-277 B 
30-977 R 

53-277 R 
30-277 R 
90-277 P 
50-277 P 
90-277 O 

50-171 P 
S0-I7I P 
30-171 P 
30-277 O 
50-277 n 

50-277 fl 
30-277 fl 
90-392 O 
90-277 P 
90-277 P 

90-277 P 
90-332 A 
30-277 P' 
50-277 F 
30-277 r 

90-277 r 
30-277 a 
50-277 B 
90-277 0 

90-277 G 

30-332 O 
50-277 It 
30-277 R 
30-277 (t 
30-277 R 

50-277 O 
30-277 O 
30-392 A 
30-277 P 
PR 

P«H 

PR 

30-332 A 
90-277 P 
30-332 A 

30-359 A 
HA9TE MOT 
HASTE HOT 
REOOO 

40-7069 

40-8674 
40-8690 
40-8696 
40-8698 
40 '8698 

40-869S 
90-293 f 
PP 

90-367 O 
90-367 6 

90-36? O 
90-367 O 
90-344 F 
50-344 F 
90-344 F 

50-344 F 
30-344 B 
30-344 ^ 

30-344 P 
30-344 F 

50-344 R 
30-344 R 
90-344 P 
90-344 P 
90-344 P 

50-344 • 

90-344 B 
90-344 F 
30-344 F 


AUllCfi 
AFF ILIAItOM 


Pott»rFl»l<l. A 


Poiii«r Authority of the StAte 


Pau«F Enjlnttrlng aoei«ti/ 


of Ntw York 


ACCCBSIom 

NUfIBEn 


S3031 60923 
82031 90B03 
0203290143 
8209240233 
3309240385 

82032300634 

82032300674 

0203290320 

8203290437 

0203900083 

8203300184 

02033001874 

8203310438 

82031003674 

02091003714 

8203230316 

8203230316 

8203230383 

8203230383 

0203020327 

02030205344 

82030203394 

8203020617 

82030206234 

8203030133 

82030301364 

8203030270 

8203030378 

8203030301 

82030303064 

82030303064 

0203030332 

0203030366 

02030303694 

02030303704 

8203040987 

8203040387 

82030303224 

B2090B03I2 

8203080312 

32030004414 

8209000442 

82090004474 

8209090015* 

8203090013# 

8209090209 
8203090264 
8209090352* 
82031 00196 
82031 10009 

82091 10003 
82031 10004 4 
82031 10004# 
82031 60172 
B203I 60172 

8203160176 
82031 70424 
82031 70363 
82031 703604 
0203190910 

92031903214 
82091 903974 
8203190379 
0203190383# 
8203220937 

82092203614 

82032203634 

8209230182 

82093301904 

8203250223 

02032302204 

8209230341 

8209290639 

8203390143 

0203290233 

8203290373 

0203300080 

8203900190 

8203310247 

8209310436 

02033104604 

8203910463 

82039104674 

0203310474 

8203390491 


SUBJECT 

CATECOnv 


30-344 P 
50-344 n 
30-344 0 
30-344 S 
30-344 P 

30-344 F 
30-344 F 
Pfi 

REOOD 

30-344 J 

TOPflEP 

TOPREP 

PR 

30-247 0 
30-247 0 

30-247 0 
30-247 0 
30-347 0 
50-347 0 
90-333 P 

30-333 P 
30-933 P 
30-333 F 
90-333 F 
30-286 0 

30-286 0 
30-247 0 
30-247 0 
30-247 8 
30-247 0 

30-247 0 
30-286 R 
30-933 3 
30-939 3 
30-286 V 

30-247 0 
30-247 0 
30-393 0 
30-3 F 
30-3 F 

30-393 0 
90-333 B 
90-393 B 
90-247 0 
90-247 0 

30-286 0 
30-933 P 
90-286 0 
30-333 J 
30-247 P 

30-247 P 
90-247 P 
30-247 P 
30-247 0 
30-347 O 

30-933 P 
30-286 F 
30-933 a 
30-333 9 
30-333 P 

30-333 P 
30-333 P 
30-286 B 
90-286 B 
30-286 P 

90-286 P 
30-286 P 
50-333 9 
30-333 B 
30-206 R 

30-286 R 
30-333 P 
30-333 P 
30-286 F 
PR 

PR 

30-933 0 
30-286 P 
30-286 P 
30-2B6 R 

30-286 » 
30-286 R 

30-986 n 

PR 

PR 


AUTHOR 
AFF ILIATION 

Pow4r Technical Ateotlate*. Inc. 
Pralri# Alttanc# 


Pr444arch. Inc 
Project Manageirent Corp 


Provldenca Hoep- Anchorage. AL 

Public Intoreit Retearch Oroupr Neu Yorli 


Public Intareet Ratearch Group. Ohio 
PuMlr Service Co of Colorado 


Public Bervice Co. of Indiana. Inc. 


Public Service Co of New Hampahlre 


ACCESaiON 

NUHSER 

8203010237 
82031 70280 
82092 V0496 
8203310910 
0203310924 

8203030987# 

8203230196 

82033101824 

8203310186# 

8903290434 

8203030231 

8203100367# 

8203100371# 

8203230316 

8203290316 

8203290385 

8203290309 

8203390133 

8203990486 

0203010029 

8203010037# 

8203010139 

8203010160 

8203010164# 

0203100231 

6203100236 

8203100239# 

8203100339 

8203100478# 

82031202604 

0203160127 
8203160427 
8203160433# 
8203170180 
02031 701034 

0203170187 

62031701804 

8203170430 
02031 70433# 
82032203394 

83039303494 

83033303464 

82033303304 

8203340319 

8203290467 

0203360174 
8203260 I 86 
82033601074 
8203260196 

Bxaaiosos* 

8303300093 
8203300138 
8303100253 
8203100446 
82031 60538 

8203230109 

B2033201'9O4 

0203230194 

8203230350 

8110270040 

8203010097 
83030101384 
8203030127 
8303080371 
82031 10206 

8203160113 

8209160113 

8203160169 

8203160169 

8203160174 

8203160174 

8203160203 

8203160303 

83031603164 

8203160216# 

8303160221 

8203160360 

8203160260 

8203160370 

8203160370 

8203160413 

8203160413 

8303160914 

8203160914 

8203160930 


SUBJECT 
CATE CORY 

Hiec 

50-461 

30-461 

30-461 

90-461 

CONTRACT 

30-337 

90-337 

30-337 

PRn 

90-347 

30-247 

30-247 

90-247 

90-247 

90-347 

90-247 

PR 

PRM 

90-267 

90-267 

90-267 

90-267 

90-267 

90-367 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-367 

90-267 

90-267 

90-267 

90-267 

90-267 

90-367 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-546 

90-946 

90-546 

90-546 

90-946 

90-546 

NURCO 

90-443 

90-443 

90-441 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 

90-443 


AUrKOfi 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORV 


AUTHOR 

affiliation 


ACCESSION 6UB>,ECT 

NUMBER CATEGORY 


Q2Q31AQ93Q 
02031 70 1 77 
83031 70399 
02031 70399 
8203170967 

83031 70467 
8303 1 70303 
82031 703S3 
8203190334 
8303330497 

8203330148 

8303300194 

l^llc S«rvlct Eltctrlc 6 0** Co. of N*u 8107300190 

ittti 

8107300190 

8107300194* 

8107300194* 
8203030413 
8303030940 
8303030944* 
83030 90039* 

83030 00044* 

8303090049* 

8303090373 

8303090373 

8303090379* 

8303000174 

8303080463 

8303090309 

8303090330* 

0303090331 

8203090337* 

8203090333 

8303090338* 

0303090363 

8303090363 

8303090370* 

0303090370* 

8303090637 

0303090698* 

8303090678 

8303090678 

8303090699* 

8303130199 

8303130199 

8203160066 

8303160069* 
8203160183 
8303160186* 
0303160383 
82031 60389* 

8203160369 
8303160379* 
8203160400 
8303160403* 
03031 60403* 

8303160407* 
83031 60409 
8303160411* 
0203160414* 
82031 70360 

0303170381* 
02031 70386* 
8303190037* 
8303330376 
8303330379* 

8203330374* 

8303340344 

8303340344 

8303340347* 

8203340347* 

8303390473 

8303390990 

8303390630 

8303360176 

8303260379 

8303390189 

8303290309* 

8303390307 

8303290313* 

8303390393 

8303890303* 
8203290936 
62033 1 0483 

’>tlt Poatr I, Light C*. 8303040411 


90-443 

A 


9303040411 

90-532 

50-443 

C 


0303040414* 

30-928 

30-443 

A 


030304041 4* 

30-933 

30-443 

A 


8203090103 

30-933 

30-443 

A 


8303090399 

SO -933 

30-443 

A 


S303I 10238 

90-922 

30-443 

A 


0303390393 

90-933 

30-443 

A 


0303390963 

90-922 

30-443 

A 


0203390963 

50-938 

30-443 

A 


0303390992 

50-922 

30-443 

A 


8203390993 

90-533 

30-443 

A 

Pul la*n. Inc 

8203030498 

30-496 

30-273 

F 

Ouad-Ctig Alllanc* for Saft En«rgg 

0203010306* 

90-394 




82031 00363* 

50-354 

90-373 

F 


8303100391 

30-394 

30-373 

F 







8303100391 

90-234 

30-373 

F 


0203130310* 

90-394 

90-373 

r 


B3031 30310* 

90-394 

90-31 1 

8 

Ouadrtt Corp 

0303030410* 

90-373 

30-311 

H 

R 6 1} Attoctat** 

0303310993* 

contract 

30-373 

F 






ALM Contultant** Inc. 

0203390370* 

90-399 

90-372 

F 

R F. Raadg* Inc. 

8803160307 

90-379 

30-373 

F 


8203160307 

90-379 

30-272 

H 


8303160313* 

90-279 

90-372 

U 


0203160313* 

50-379 

30-372 

u 







0303 1 60330 

90-275 

30-273 

F 


8303 1 60330 

90-279 

90-311 

P 


0303160334* 

50-873 

30-373 

B 


8203160324* 

90-275 

90-373 

Q 


83031 70168 

90-275 

30-311 

U 







8303 170237 

90-279 

90-311 

9 


8203170307 

90-273 

30-31 1 

9 


83031 90307 

30-279 

90-311 

« 


83031 90309* 

90-270 

30-273 

n 


B3031 90389* 

90-279 

90-372 

R 






R. N Bach L A**oc lata* 

B3032 90 U7* 

90-449 

90-373 

n 

Radiation Manapancnt Corp 

8303310096 

40-0801 

90-373 

n 


B 3033 10078* 

40-0801 

30-311 

& 

Radiation Bafatg S*tv 1 c*«. Ir>c 

9303330733 

40-2061 

90-31 1 

8 


8303330733* 

40-3061 

90-373 

a 






Hadlolotg Atiotiata* of Erla 

0303390377 

REOOO 

90-272 

8 

Radlologg Contwltant* Oratnvillo. SC 

0303390443 

RECOO 

90-373 

a 

Rad lopharmacauttc al Bclfnco Counthl 

0303390339 

REOOO 

30-373 

p 

Soclatg of Nuciaar fltdlcln* 



90-373 

p 

Ran*iala*r Polgltchnic tn»t 

8303040183 

NUREO 

90-311 

R 


8203320474* 

CONTRACT 

90-311 

R 


8303390340 

90-339 

90-372 

R 

R*u t*r-8toka*> Inc 

8203030333 

XFORTLlC 

90-873 

R 


030 30 9090 9 

XPORTLIC 

30-311 

6 

Rhod* filand ti Pro^ldanc* Plantation 

8303160313 

90-173 

90-311 

6 


83031 6034 7 

90-173 

90-273 

8 

Rhode ttland Hoi|i Provi d*nca« R 1 

B203390SG9 

REOOO 

90-373 

8 

Rhod* (sland. 0tat* of 

8303100334 

90-193 

90-372 

B 


62031 00240* 

90-173 

90-273 

a 

Rldlhalgh* Egg*** L Astociat** 

83031 10033 

71-7199 

90-273 

8 


03031 10037* 

71-7190 

90-273 

B 

Rio Algol*' Ltd. 

82031 20371 

40-0004 

90-311 

8 

Rl*o National Laboratary 

8303330963* 

90-371 

90-373 

8 

Aoanokr Manorial llotp. floanobatVA 

0303290306 

REOOO 

90-31 1 

a 

Robert L Claud A««oclat*i. Inc. 

8303030931* 

ao-379 

90-272 

8 


8303030694* 

90-379 

90-373 

0 


8303020694* 

80-379 

90-272 

8 


8503030660* 

80-379 

90-373 

F 


8303030660* 

90-379 

90-373 

P 


8303030979* 

90-379 

90-273 

P 


8203030976* 

30-379 

90-394 

Q 


0303290269 

90-379 

90-372 

1 


8303390267 

90-279 

90-372 

\ 


8203290277* 

90-279 

90-373 

1 


8303390377* 

90-379 

90-273 

I 

Rotartfon-Plncoc k . Inc 

8203260199* 

40-6623 

90-311 

P 

Rochaotar Oat Ic Elactric Corp. 

0004091097* 

FOIA 

90-394 

A 


0303030613 

90-344 

90-394 

A 


6303030633* 

80-244 

90-373 

Q 


8303030701 

30-344 

90-273 

P 


8303090391 

90-244 

90-31 I 

8 


8303090360* 

90-244 

90-31 1 

8 


8303080436 

30-244 

90-273 

8 


8203100374 

90-344 

90-373 

B 


83031 10140* 

30-244 

90-311 

8 


83031 10144* 

30-244 

90-31 1 

B 


82031 90079 

90-244 

REfiflO 



8303 160483 

90-244 

PR 



8303160449 

90-244 

90-923 

C 


8303160448 

90-244 


C 

C 

c 

A 

A 

C 

0 

o 

0 

o 

0 

Q 

o 

0 

o 

0 

o 

0 

p 


p 

p 

p 

p 

p 

p 

p 

p 

p 

I' 


p 

p 

p 

p 

p 

N 


R 


9 

It 


R 

R 


P 


A 

A 

A 

P 

P 

P 

P 

P 

P 


Q 

S 

o 

8 

O 

s 

p 

o 

o 

p 

P 

R 

P 


>'3 


608 


CORPORATE SOURCE INDEX 


author 

ACF JL I ATI ON 


Roche«t»f Urvlv* of 
Rockland CoLrotV' Hy 
Rockuell lnt*rn«t 1 ana 1 Carp 


flotl^ Mswntain Enfrgg Co. 


Ro9«r« Enginoartng Ca .tnc 
Rop«t Si Orag 
S Lcvgi Inc 

SRt Intarnactonot 

Sacrorento Municipal Utllllg OloSrict 


Access ION 

number 


02031604:6* 
0203170960 
8203230240 
B2032 30247* 
0203240319 

8203240323* 
B2032 40326 
8203240330* 
0203240371 
0203240374* 

B20324037B 

0303240381* 

0203240573* 

S2O334O970* 

8303290313 

0203390319* 

0203290283 

0303390289* 

0203390390 

0203290301* 

8203390383 

8303290400* 

0303390409 

0203290400* 

9203390412 

02032:0416* 

9303390419 

9203290434* 

9203390437 

9203390431* 

9303390439 
9303290439* 
9303390442 
9203290446* 
92033 90991 

9303290443 
8303100371* 
9203030343 
82031 70937* 
03031 70948* 

0203290369 

8303290147 

0203010403 

0203010490* 

8203120041 

0303130044* 
02031 70030 
02031 70027* 
0203170033 
8303170036* 

0203190313* 

0203030269 

0203040009 

8203230079* 

8203010280 

0203020473* 

S203030437* 

0303030476 

8303030479* 

0203040300 

8303040204* 
8203080339 
0203090330 
0203100383 
B203I004I 1 

0203100429* 
83031 90043 
B203I 90089 
0203 1 70620 
8203230307 

0203330397 

0303320363* 

0203330259* 

0203330930 

8203330719 

8203240203 

8203240309 

0203240210* 

B3032403I4* 

0203240220 


SUBJECT 

CATEOOHV 

30-344 n 
90-344 9 

90-344 3 

50-244 B 
90-244 8 

90-244 n 
90-344 R 
90-244 H 
90-244 n 
50-344 n 

M-344 ft 
50-344 B 
90-244 I 
90-344 F 
90-244 B 

90-344 n 
90-344 3 

50-344 9 

90-344 B 
90-344 « 

90-344 R 
90-344 B 
90-244 B 
90-244 B 
90-344 B 

90-244 R 
90-344 B 
90-244 R 
JO-244 R 
90-344 R 

90-344 R 
90-244 R 
90-244 R 
50-244 R 
90-244 P 

REOOO 
90-247 0 

NVREO 
aAR 99 
0A999 

PR 

90-94 J 
40-0390 
40-0300 
40-8300 

40-0380 

40-8380 

40-0300 

40-8380 

40-8380 

CONTRACT 
50-293 O 
Mt&C 

contract 

90-313 J 

90-312 0 

90-312 0 

90-312 P 
90-312 P 
90-313 P 

90-313 P 
90-313 F 
90-313 P 
90-312 f 
30-313 3 

90-313 B 
30-313 I 
90-313 P 
90-313 F 
90-313 0 

90-313 H 
90-313 R 
90-313 0 

90-312 0 

90-313 F 

90-312 B 
93-313 8 

90-312 8 

90-312 B 
90-312 9 


0203240239 90-313 B 
02032402374 90-312 9 
0203240230* 30-312 9 
0203240353 30-312 3 
8303240398* 90-313 9 


AUTHOR ACCESSION 8U9 

AFFILIATION NUHOER CAT 


B303240273 90-3 

0203340280* 90-3 

8203390131 90-3 

8203300223 90-3 

8203300229* 90-3 

0203300226* 90-3 

0203300227* 90-3 

0203300242 90-3 

03033 1 0236 90-3 

8203310244* 90-3 

3*1 1 nivtr Plnis-HaTlcopa Indian Communllg 0203330490* 90-9 
S4n Dl*go Oai S Eltctrlc Co 8203170016* 90-3 

B3031 70010 * 90-3 

0202170018* 90-3 

0303170020* 90-3 

0202170020* 90-3 

02033402014 90-3 

B3033B0330 REOS 

0203240223* 90 -S 
7010160199* FOIA 

7011010193* FOIA 
8203010020 90-4 

8203010038* FOFA 
8203020726 
8203020733 

8303030739 NURE 
82031 00399* FOIA 
8203100390* FOIA 
6303170026* rOIA 
0203170093* FOIA 

02031 70061* FOIA 
0203170069* FOIA 
82031 70072* FOIA 
0203170099* FOIA 
0203170116* FOIA 

8203100197* FOIA 
8303100407* FOIA 
0303180429* FOIA 
8303190084 MWE 
8303320034* 90- S 

0203360106 UABT 
8303260110 HAST 
8203390444 PR 
62033109^1 DC( 
SjndvU Special M»t«l« Corp 8203030319 7PI 

8203040993 KPOfl 
8203390403 RCOO 

82031 10223* 90-3 

8203230228* 90-4 

9203320239* 90-4 



8203310447* 

90-3 


0203290421 

PR 

Scandpouer. Inc. 

0203040107* 

FOIA 


0203100309 

TOPB 


0303100309* 

TOPfl 

SchlfFi Hardin !• Hall* 

83030901 IB 

Ml-4 


0203290336 

90-4 

Sctenc* App 1 teat 1 on*> Inc. 

8203090207 

M/RF 


8203190172* 

CONI 


8203290431 

PR 

Scientific Ainarlcan 

0303090496* 

FOIA 

B*Aca*«t Ant I-Pol lut Ion Lcagu* 

03031 lOOSO* 

90-4 


03031 10020* 

90-4 


03031 10024* 

30-4 


S2031 10034* 

90-4 


8203290120 

PR 

S*«ttl* Untv 

8203090003 

70-4 

Sduood. tnc. Radiation BaFttg Sarvlc** 

8303340399* 

so-s 

BfOata 

8203110197 

90-S 


83031 10200 

90-: 


82031 10391 

90-3 


82031 10403* 

90-: 


8303190143* 

50-3 


8203190384 

90-S 


8203390290 

PR 


8303290430 

PR 


0203290440 

PR 


8203290464 

PR 


83032 90 976* 

PR 


02033)0470 

90-4 

8*n«t*> En*rgg 6 Natural Rt«oure*t 

8203160110* 

90-J 

S*n*t*> Envlronncnt t> Public Uorbt 

8203030099* 

90-3 

8*vlll* Ritiarch Corp. 

8203180301* 

FOIA 


Santa Ana Tuatln Badlologg Oroup Santa 
Ana. CA 

SaTgtnt 6 Lundg> Inc. 


8*n Franc ItCQ 0*n*rat Ho*p Ban 
Francitcoi CA 
3«n Lull ObltpOiCA 
Bandia Leboratarl** 


author 

ACCESSION 

6UBJEC T 


AFF 16lATtO.N 

number 

CATEOn«V 





- 

, rill*on> tnc 

0203220399# 

CONTRACT 


Pott* *• Trovtthviaja 

8203040261 

30-266 

Q 

8203040263 

90-266 

G 


0203040370 

90-266 

0 


8203040370 

30-266 

0 


0203040420 

90-209 

0 


B2030B0020 

90-400 

0 


0203000020 

30-400 

0 


8203080027 

90-400 

0 


0203080027 

90-400 

0 


8203080039 

90-400 

G 


8203080039 

90-400 

0 


8203080041 

90-400 

0 


8203000041 

30-400 

0 


8203160154 

30-400 

□ 


8203160154 

90-400 

0 


8203160173 

30-266 

0 


8203160173 

90-266 

o 


8203160240 

30-400 

0 


8203160248 

90-400 

o 


0203170216 

90-289 

8 


0203170224 

90-400 

o 


8203170224 

30-400 

<J 


02031 70227 

30-400 

a 


8203170227 

90-400 

0 


82031 70272 

30-289 

o 


0203170274 

50-400 

o 


8203170273* 

30-209 

0 


62031 70204 

90-400 

0 


82031 70284 

90-400 

0 


8203170442 

30-302 

0 


8203180303 

30-209 

0 


0203190109 

90-382 

0 


8203190109 

90-362 

0 


0203190391 

90-483 

0 


8203220207 

90-312 

0 


8203230100 

30-302 

0 


8203230239 

30-440 

0 


8203230394 

90-329 

0 


8203230386 

90-483 

0 


0203250 UB 

90-440 

0 


8203290168 

90-209 

0 


8203290601 

90-266 

0 


8203290601 

90-266 

0 


8203290391 

90-266 

0 


8203290377 

90-440 

0 


B2032 90387 

90-382 

0 


8203310230 

90-312 

0 


8203310942 

30-362 

Q 

icjid 

0203040387 

30-247 

0 

pprial lloap. 8oi**r* Point. NJ 

8203310947* 

70-2382 


> Oppcn«nt« cnalltlon 

0203100494 

90-322 

0 

8203 100496* 

30-322 

0 


8203100499* 

90-322 

0 


8203290177 

90-322 

0 


8203310902* 

90-322 

0 

:lu6 

6203100293 

30-937 

0 

0203190129 

50-244 

0 


82031 90127* 

90-244 

0 


8203230218 

90-937 

0 


8203230232* 

90-937 

0 


6203230228* 

30-937 

0 


8203330232* 

30-337 

0 


6203230236* 

90-337 

0 


6203230242* 

30-937 

0 


0203230240* 

50-937 

0 


6203230376 

90-937 

0 


6203300163 

90-244 

0 


0203310206 

30-937 

0 


6203310311 

90-337 

0 

1jcl«*r Had leal Oroup 

6203290361 

REOOD 


haaltal Co. 

02031 9021 B 

XPOHTLIC 


C» C«rp. 

0303180141* 

FOIA 


htn| Hiilngt Inc. 

8203090170 

8203090176* 

83030901B3* 

8203090186* 

40-8602 

40-8602 

40-6602 

40-6602 


Ifpl AlllAnca tor tha Envlronmant 

6203040446 

90-434 

0 


8203100493 

90-494 

0 

kilnitt Ad i*lnl*tratlon 

63031 10429* 

CONTRACT 


62031 10439* 
B2031 90137* 

contract 

contract 


8203170139* 

CONTRACT 

«l K(.claar HaOIe Ina 

8203290289 

REOOD 



AUTHOR 
AFF ILCATtON 


South Aimvill* To«fn*hl(i. PA 
South Carolina Eltctrif A 0a« Co 


South Carolina. Stata of 


South Hloolthlppi eiactflt Pouor 
A«aoc lotion 
South Mott Suclaar Co 

Southarn California Edlaoo Co 


ACCESSION 

MU.1BES 

62033 9030& 
6203390443 
6203390443 
0203390439 
6303390471 

S20339054& 
9203190209 
0203010106 
03030 iai90a 
8203020166 

8303020303 

0303020309a 

8203020406 

6203020901 

9203030699 

92030306694 

83030301 90 
8303030930 
0203030535* 
0203030958 

0203080283 

8203080380 

0203080499 

9203090237 

8203090393 

8203090293 
8203090429 
8203090902 
82031 10243 
82031 10246* 

8203120310* 
8203120313* 
8203160233 
8203160903 
82031 70007 

82031 70580 

8203190103 

8203190107* 

8203190110* 

8203190116* 

0203190121* 

8203220320 

0203230118 

8203230122* 

8203230128* 

0203230133* 

8203230271 

0203230380 

8203230427 

0203230404 

8203240290 
020326031 1 
8203290282 
8203290203* 
8203290466 

8203290490 

8203840376 

8203040300 

8203190226* 

0203240393 

0203240400* 

8203310466* 

8203310471* 

8107160493* 

8203830012 

0203100071 
8109100003 
82021 70013 
8202170013 
8202170016* 

8208170016* 
0202170018* 
8202170018* 
8202170020* 
02021 70020* 

8203010094 
0203010137 
8203010137 
B2030 10264 
0203010266* 

8203020499 

8203030331 

8203040197* 

8203040333 


SUBJECT 

CATECORV 


REOCO 

REOOD 

R£090 

RE800 

RC890 

RECOO 

30-289 ir 
30-393 A 
30-393 A 
30-393 A 

30-393 F 
30-393 P 
50-395 e 
30-393 P 
30-399 A 

90-399 A 
30-399 A 
50-399 A 
90-399 A 
90-399 A 

90-393 O 
50-393 n 
90-393 ii 
90-393 f 
90-393 A 

30-393 E 
30-399 F 
90-393 E 
30-399 K 
30-393 K 

30-393 P 
50-393 F 
30-393 A 
30-393 E 
90-393 A 

90-395 A 
30-393 0 

50-393 O 
50-393 O 
90-393 Q 

90-399 0 

90-393 A 
50-395 0 

90-395 0 

50-393 0 

30-393 O 
30-393 r 
30-393 0 

30-393 A 
90-393 e 

50-393 A 
30-393 F 
30-393 A 
30-393 A 
Pft 

prt 

PH 

90-413 O 
CONTRACT 
30-238 R 

90-238 R 
50-261 F 
30-261 F 
90-416 T 

71-9080 

71-9070 
30-361 A 
30-361 K 
30-361 K 
30-361 A 

90-361 A 
30-361 F 
50-361 F 
50-361 K 
30-361 K 

50-206 P 
50-361 O 
30-361 0 

90-206 O 
90-206 O 

90-206 a 
90-206 P 
roiA 

90-361 0 






83033 10381a 

90-306 < 

e203l30l3S 

SO-3CJfa 

P 




8 M3 130176 

90'306 

P 


8303310304 

90-306 ' 

03031 30396 

90-361 

P 

SoutAtrn California. Univ of 

8303390449 

AEOOO 

0203130396 

30-361 

P 

Southuiftt Raatarch |n«tltut* 

8303030333a 

90-461 

0303130333 

30-306 

P 


8303030333* 

90-461 




Southui*(t fla«*ar(h and Information Cant*r 

0303390094* 

UASii; not 

0303 130334* 

30-306 

P 




83031 S00)3 

30-361 

P 

Southwlnd Planning B«rvic« 

8303090366 

90-403 

03031 500J3 

30-361 

P 

Splagal b HcOlarmld 

8303190097 

90-370 

8303160330* 

70-3940 



8303190097 

90-370 

83031 70096 

30-361 

P 


8303190393 

90-270 





0303190393 

90-376 

8303170096 

90-361 

P 




83031 70098 

90-361 

P 

Bt Elltabath Hotp Oranlta City. IL 

8303030683* 

70-3939 

03031 70090 

90-361 

P 

8t John* Htrcg Kadical Hotp 8t 

0303390477 

RGOOO 

03031 70103* 

90-361 

P 

Lout t. PO 



8303170198 

30-306 

P 

St Jotapb Hotp Inc Teuton. HD 

8303390403 

REOOD 




St Loult Unlv. MtdlcPl Cantar 6t. 

8303390289 

REOOD 

8203170103 

90-306 

P 

Loul t. MO 



8303170196 

90-306 

P 


8303390394 

REOOD 

03031 70207 

90-306 

P 




83031 70390 

90-470 

A 


83033 90339 

REOOD 

8303170368 

90-306 

P 


8303390376 

RCOOO 




St Marg't Haalth Cantar St Loult. MO 

8303390477 

REOOD 

8303170939 

30-306 

P 

St Vlncant't Madlcal Cantar of Richmond 

8303390289 

8 GOOD 

8303190363 

TOPREP 


Btatan Itland. NV 



0203190363* 

lOPREP 


Stamlrlt. 8 

83031 70186 

80-339 

03033 SD330 

90-361 

P 




8303330330 

90-361 

1> 

Standardliatf Nvetaar Unit Pouar Plant 

0303030634 

90-403 




Sgttam 



83033 303S6 

90-361 

8 


8203030641* 

90-403 

8303330413 

90-306 

0 


0503030478 

90-403 

8203330434* 

30-206 

0 


8303130168 

90-403 

8203330674 

90-361 

p 


0303130168 

90-403 

8303230674 

90-361 

p 








8303130168 

90-403 

0303330699 

90-361 

p 


8303130104 

90-403 

8203330699 

30-361 

p 


0303130184 

90-483 

8303340199 

30-361 

p 


8303130184 

90-483 

8203340301* 

90-361 

p 


8303160196 

90-403 

8303340336* 

90-361 

p 








8303160316 

90-4113 

8303340243 

90-306 

B 


8303330217 

90-403 

8303340346* 

90-806 

0 


8303300160 

80-403 

0303340360 

30-806 

a 

StaCa. Dapt. of. Bvraau of Ocaant t> 

8303030013 

XPORTl.lC 

8303340374 

90-361 

p 

tntarnatl. Environ b Sclantlflc Affalrt 



8203240374 

30-361 

F 


83031 S0433* 

BCCY 

8303340331 

90-361 

P 


0203300373 

XPORII.IC 

8303340331 

90-361 

P 

Stona b Uabftsr Cnglnaarlng Corp 

03033 30903* 

90-330 

8303340410 

30-306 

8 


0303390139 

PR 

8303340431* 

90-306 

S 

Stofia b Uabttar. Inc. 

8303190048 

80-490 

83038 901 SI 

90-306 

P 


8203390406 

Pll 

9303390389 

30-306 

R 


8303390499 

neooo 

8203390391 • 

90-306 

R 

Btonag Point. MI 

8303310430 

90-341 

8203390399 

30-306 

R 

Sturdg Haiitorlal Hotp. Attlaboro.HA 

8303290339 

RESOO 

8303390397* 

90-306 

R 

Suffolk Countg. NY 

8303030074 

00-333 

8303390399 

90-306 

R 


8303090303 

90-373 

03033 90404* 

90-306 

n 


8303090348 

90-333 

8303390407 

90-306 

R 


8203100103 

80-333 

8303390410* 

90-306 

R 


8303100108 

90-373 

8303390413 

90-306 

fl 


8303100111 

90-333 

8203390418* 

90-306 

R 


8303100116 

90-333 

8303390431 

30-206 

R 


83031 10090 

CO-333 

8303390439* 

90-306 

R 


88031 10093 

90-333 

•390436 

90-306 

R 


83031 10139 

90-333 

390430 

90-306 

R 


83031 10134 

90-333 

•"0433 

30-306 

R 


0203160194 

90-373 



R 


8203160307* 

90-337 





8303180323 

90-373 





8203190374 

90-373 





83031 90377* 

90-337 





8303220308 

00-333 





8303330311 

90-333 





8303330319 

90-373 





8303390199 

90-373 




Sunflowar All lane a 

0303040396 

90-440 





8303040396 

90-440 


CORPORATE SOURCE JNDEX 


AUTHOR 

AfFILIATlCN 


S.i^'.thanrV'a C*>ylr onm*nt« I Advac«tat 
iairan 

Si'l'llc n«sovrc*» Corp, 


tfriv. 

lie 

R««» torp. 


%:t/Cp» (TacSnUal Oparatlom, Inc > 
(•(Kaaaac (*tai- Inc. 

’fttnlca) A(.4lk Ataociata*. Inc 

Irctilcal Opa ratunar Inc. 

rri*(Tr«n Rataarch. Inc 


MtlfAt ena'9^ Bvikartt 
’•:«<aAa tnjloaatlnj Oarvtea* 

‘tlaliA* laotofca 

‘••j'Ca unjv hear Ahl ladalphla.PA 
'«**ai«*a Vallag Aukhorltv 


I 


ACCEBStON 

NUnOER 


SS0304033Q 

0203040328 

8303040401 

8303040401 

0303040438 

83030 4043B 

8303040441* 

0203040441* 

8203040494 

0303040494 

8303040499* 

8303040439* 

8203040496 

8203040496 

8203190108 

82031 10203* 

0203010036* 

8303090031 

0203010370 

0303290139 

8203390431 

0203290419 

8303160076* 

8303180339* 

0203180343* 

0203180346* 
8203290173* 
83031 10429* 
02031 10429* 
B2031B0196 

02031 10401 
02031 10404* 
8203020018* 
0203220319* 
8203280337* 

0203030318 

8203170179 

0203190204* 

0203310909* 

8203890471 

8109010016* 

0109010017* 

0203010000 

0203010288 

8203080209 

8203030309 

0303020388* 

8303030420 

8203020420 

0203030470 

0303030470 

8203080488* 

8303030488* 

8303080604 

8203080604 

8303030333 

8203030333 

B203030962 

8303030963 

8303030967 

0303030967 

0203030969 

8203030969 

02O3O3O97S 

8203030972 

8303040013 

8203040013 

8303040029* 

8203040106 

0203040408 

S30304040B 

8203040410* 

8803040410* 

8803040479 

8803040479 

8203040961* 

8303040964* 

0303040969* 

8303040971* 

8203040972* 

8203040073# 

8303040976# 

8203040377* 
B2030 00099 
0303000078 


SUBJECT 

CATEOORV 


90-440 0 

30-440 0 

90-440 0 

90-440 0 

30-440 0 

90-440 0 

30-440 0 

30-440 0 

30-440 0 

30-440 0 

30-440 0 

90-440 O 
30-440 0 

30-440 0 

30-440 0 

90-387 K 

FDIA 

XPOBTlIC 

KPORTLIC 

PR 

PR 

NUAEO 

aA999 

90-416 A 
90-416 A 

90-416 A 

40-3079 

CONTRACT 

contract 

90-247 O 

71-6613 

71-6613 

CONTRACT 

CONTRACT 

CONTRACT 

71-9089 
90-379 I* 
90-373 A 
40-Blia 
REOOD 

90-327 1- 

90-337 F 
90-390 A 
90-299 P 
90-390 E 

90-390 F 
50-299 O 
90-390 F 
90-390 F 
00-299 P 

90-299 P 
90-327 0 

90-337 0 

90-390 E 
90-390 C 

90-390 E 
90-390 F 
90-390 E 
90-390 E 
90-327 P 

90-327 P 
90-390 F 
90-390 F 
90-390 A 
90-390 A 

90-390 A 
90-390 A 
90-299 V 
90-337 P 
90-327 P 

90-327 P 
90-327 P 
90-387 P 
90-327 P 
90-327 P 

90-327 P 
90-327 P 
90-327 P 
90-387 P 
90-387 P 

90-327 P 
90-327 P 
90-327 P 
90-390 0 

90-390 8 


AUTHOR 
AFF ILtATION 


ACCEBSION 

NUMBER 


8203080078 

020308009) 

B2030B0091 

8203080092 

8203000113 

0303080113 

8203080110* 

8203000110* 

8203080162 

8203080177 

8203080177 
0203080190 
0203080 I 00 
0203080200 
8203060200 

8203080201 
0203060301 
0203080210 
02030802 JO 
82030 80217 

8203080317 

8203080229 

8303000339 

9203000339 

8203080229 

8203000223 

0203080229 

6203080229 

0203080739 

6203000229 

0203000229 

0203080229 

8203080236 

0203080236 

B8030S0249 

0203080249 
82030 S026B 
0203080274 
8203090303 
0203090307 

8203000319* 

8203060316 

8203080329* 

0203090362 

8203080362 

8203090367 

B2O3O0O367 

8203080360 

0203080376* 

8203000370 

6203080370 

6203060394 

8203080406 

0703080411 

6203000411 

0203000414 

0703080416 

6303080417 

eaO30B04l7 

0703000419* 

8303080430* 

8203080423 

0303080433 

8303080434 

8203080434 

8203080430* 

8303000432 

8303000433 

8303000437 

8303000437 

8203080438 

0303080439 

8203080440 

0803080443* 

8303080444 

8803080446 
8303080449 
0303080449 
8203 0004 34 
B3030B0434 

8203080439* 

8203000466 

8203080466 

8303080466 

8803080466 


GUBJECl 

CATEOO*; 


30-390 

90-438 

90-433 

30-966 

90-327 

90-327 

30-327 

90-327 

90-966 

90-390 

30-390 

90-918 

90-910 

90-390 

90-390 

30-438 

90-438 

50-430 

90-430 

90-337 

90-337 

90-390 

90-390 

90-390 

90-390 

90-390 
50-390 
JO- 390 
JO-390 
30-390 

30-390 

90-390 

90-430 

90-430 

90-438 

90-430 

90-566 

30-438 

90-327 

90-439 

90-327 

90-360 

90-360 

90-916 

30-916 

90-390 ! 

90-390 

30-399 

30-399 

30-390 

90-390 

30-396 

30-390 

90-438 

90-438 

90-328 

90-296 

90-390 

90-390 

90-396 

90-296 

90-438 

90-430 

90-390 

90-390 

90-320 

90-390 

90-260 

30-433 

90-438 

90-390 

90-299 

90-320 

90-399 

90-327 

90-430 

90-436 

30-438 

90-390 

90-390 

90-260 
90-326 
SO- 328 
90-338 
30-326 


612 


CORPORATE SOURCE INDEX 


AUrH3R 

ACCEG5tO*4 

BuejECT 




AFF ILIATtOM 

NUMBER 

CAIEeaRr 

AuiHon Acceeetcw 

bUOJEC 





affiliation number 

CAICOfl 


0203060466 

50-328 

s 





6303080466 

50-320 

8 

B2031 009794 

30-239 


8303080466 

50-328 

9 

82031009794 

30-339 


0303060466 

50-328 

8 

02031 10209 

90-390 


0303080466 

50-329 

3 

02031 10209 

30-390 





0203120071 

30-:J90 


8303080466 

90-328 

8 




8203080466 

90-320 

9 

8203120071 

30-390 


8303060466 

90-320 

9 

8203120131 

30-327 


8203080466 

30-320 

0 

8203120121 

30-32/ 


8303080466 

50-328 

9 

82031201304 

30-02/ 





8203130130# 

30-32/ 


8303060469 

50-310 

9 




8303080469 

30-318 

3 

82031900104 

30-390 


8203080469 

30-318 

a 

82031300104 

30-39* 


8203080469 

30-318 

9 

82031300134 

30-090 


8203060469 

30-318 

a 

82031 30067 

30-090 





8203190067 

30-390 


8303060469 

50-318 

9 




8303060469 

30-518 

3 

8203190071 

30-327 


8203080470 

30-260 

s 

02031 90071 

30-02/ 


82030604734 

30-438 

0 

8203130123 

90-390 


8203080478 

30-390 

3 

8203190123 

30-390 





8203190131 

30-390 


8203060480 

30-259 

S 




02030604874 

30-260 

8 

8203130131 

30-390 


82030604884 

30-259 

S 

8203190143 

90-390 


8203060300 

30-259 

8 

8203190143 

30-390 


8203080301 

30-260 

8 

8203190146 

30-390 





8203150146 

30-390 


82030603064 

30-260 

3 




62030603074 

90-438 

0 

8203160046 

40-1341 


0303060309 

30-327 

3 

62031600504 

40-1041 


8203060310 

30-438 

a 

8203160351 

40-1341 


8203060310 

30-438 

9 

82031603374 

40-1041 





82031 70063 

30-390 


8203080313 

50-390 

9 




02030803164 

50-327 

a 

8203170063 

30-390 


B2Q3QBQ^20» 

30-299 

n 

8203170113 

30-390 


0203080321 

30-390 

8 

82031 70113 

90-390 


8203080321 

90-390 

a 

8203170201 

90-390 





8203170201 

90-090 


0203060322 

50-390 

3 




0203060322 

50-390 

3 

8203170291 

90-299 


8203000529 

90-390 

3 

8203170291 

90-299 


0203060323 

90-390 

9 

8203170291 

30-2S7 


8203060326 

90-390 

3 

82031 703394 

30-899 





83031 703394 

90-299 


8203080327 

30-390 

9 




02030 80330 

30-430 

3 

83031702394 

90-299 


8203060330 

30-438 

9 

8203170261 

90-40* 


8203060331 

90-328 

« 

82031 70261 

90-430 


8203080333 

90-390 

9 

8203170303 

90-390 





82031 70303 

90-390 


8203080333 

50-390 

s 




8203080343 

50-390 

9 

82031 70337 

90-390 


0203060346 

50-438 

9 

8303170337 

80-390 


0203080349 

30-438 

3 

82031 70343 

90-430 


0203060349 

90-438 

H 

8203170343 

90-400 





82031 70387 

30-318 


8203080338 

30-436 

B 




8203080339 

90-436 

3 

8203170307 

90-010 


82030003624 

90-320 

S 

82031703914 

90-299 


8203080363 

90-390 

8 

82031 703944 

90-327 


8203080363 

30-390 

9 

82031 703944 

50-32/ 





82031 70423 

90-390 


8203080303 

90-966 

8 




8203080991 

90-430 

0 

82031 70423 

50-390 


8203060991 

90-430 

8 

820317047 9 

90-390 


B2O3O0O994 

50-390 

9 

82031 70475 

90-390 


B2030B0994 

90-390 

9 

8203170492 

90-32/ 





02031704974 

50-327 


8203080609 

30-327 

P 




8203080609 

90-327 

P 

8203170304 

50-296 


82030806144 

90-327 

P 

8203170906 

90-39-0 


82030806144 

90-327 

P 

82031703004 

50-296 


8203080616 

90-328 

0 

82031 7091 1 

50-239 





820317091 1 

50-259 


02030806204 

90-320 

B 




B203080623 

30-328 

3 

820317031 1 

50-209 


8203080623 

50-320 

8 

82031 7091 1 

90-299 


02030806274 

90-320 

S 

82031 7091 1 

90-289 


6203090028 

30-259 

P 

820317091 1 

90-269 





820317091 1 

90-299 


8203090028 

30-239 

P 




8203090028 

30-259 

P 

8203170311 

50-239 


0203090339 

90-327 

0 

8203170311 

90-299 


B2O3O90369 

90-327 

p 

8203170602 

90-390 


8203090369 

90-327 

p 

82031 70602 

60-390 





82031 70627 

90-430 


02030903824 

30-327 

p 




62030903824 

30-327 

p 

8203170627 

90-430 


6203090976 

90-327 

F 

8203180022 

90-337 


0203090976 

50-327 

F 

82031800264 

50-327 


8203100412 

30-390 

E 

8203180164 

50-438 





8303180166 

90-390 


8203100412 

30-390 

E 




8203100979 

90-299 

p 

8203160186 

30-390 


8203100975 

90-29? 

P 

8203160186 

90-390 


8203100973 

90-839 

p 

8303160188 

SO -390 


82031005794 

90-299 

P 

8303180188 

90-390 






90-390 





61 


AUTHOfl 

AfFlLIATICN 


ACCESSION 

NOMQER 


8303180168 

0303180108 

6303180188 

8303180188 

8303180188 

8303160180 
83031 80 188 
8303180203 
0203100203 
8303180303 

8303 100203 
8203180311 
8303180311 
830310031 1 
830310031 1 

8303180311 
8303180311 
020310031 1 
0203100311 
0303100311 

830318031 1 
8303100211 
830318031 1 
830310031 1 
8203180233 

0303180320 

8203180223 

0203180223 

6203180323 

0203180223 

0303180223 
0203180227 
0203180232 
8303180333 
03031 0033S« 

0303100339 
83031 80342i> 
6203100347 
83031 80330 » 
0203100233* 

8203100337 
0303180337 
8203100237 
0303100237 
02031 00237 

8203180337 
0303180237 
8203100360 
83031 80373 
8203 100273 

8303180373* 

8203180370 

8303180378 

8203180379 

8303180379 

8303180280 
8303180280 
82031B0296 
82031 80396 
8303180309 


Subject 

CATEoanv 


30-390 8 
30-390 0 
30-390 3 
30-390 3 
30-390 g 

30-390 3 
30-390 B 
30-430 8 
30-430 0 
30-430 3 

50-438 8 
30-390 0 
50-390 8 
30-390 9 
30-390 9 

30-390 9 
30-390 S 
30-390 8 
30-390 a 
30-390 0 

30-390 9 
30-390 8 
30-390 8 
30-390 8 
30-310 0 

30-318 8 
30-310 8 
30-318 B 
30-Sia B 
30-318 !) 

90-318 0 
30-337 0 
30-330 9 

30-260 a 

30-338 R 

30-339 8 
30-337 8 
30-390 8 
30-239 a 
30-360 8 

30-318 8 
30-518 9 
30-318 0 
30-310 8 
30-318 3 

30-310 0 
30-310 0 
30-360 9 
30-390 0 
30-390 9 

30-360 0 
30-366 0 
30-366 0 
90-390 0 
90-390 9 

90-390 0 
90-390 0 
90-390 8 
90-390 0 
30-338 a 


0303100311* 
8303180334 
82031 00334 
6303180330 
8303180338 

8303100363 
0303180363 
8303180378 
8303180378 
82031 80396 


30-330 9 
30-390 a 
30-390 9 
30-430 8 
30-438 B 

30-430 B 
30-438 8 
30-390 8 
30-390 0 
30-390 0 


03031 80396 
0303180396 
8303100396 
8303180396 
8303180396 


30-390 8 
90-390 0 
90-390 8 
30-390 8 
30-390 8 


0303180396 
8303180396 
8303180396 
83031 80396 
8303180396 


30-390 9 
90-390 0 
30-390 a 
30-390 8 
90-390 S 


8203180396 30-390 9 
0203180396 30-390 8 
0203 1901 78 • 30-299 0 
0203190407 90-337 ft 
8303190413* 30-327 R 


AUTHCO 

AFflLlATION 


ACCESSION 

MUHOCH 

8203320241 

8303320274 

0203230274 

8203320301 

8203220301 

0200220334 

8300230048 

0203230318 

8303230318 

0203330303 

8303330309 

8203330383 

8203230390 

0303230399* 

0303230402 

0203230406* 

0303230426 

8203230420* 

0203230453 

8203230494 

8203230494 

8203330981 

0203330904* 

8303330580 

8503230588 

8303330600 
8203330600 
0303230638 
B3032 30637* 
8203230693 


SUB^/ECT 

CrtTCCOHV 


90-327 
30-390 
50-390 
50-390 I 
50-390 I 

30-339 ( 

30-327 I 
30-966 ! 

90-366 ! 

30-259 ( 

30-400 E 
50-430 fl 
30-239 A 
30-299 ft 
30-260 ft 

90-260 f( 
90-299 R 
50-359 B 
30-438 t) 
30-430 8 

30-430 0 

30-330 O 
30-338 0 

90-430 fi 
90-438 S 

90-390 U 
30-390 -3 

90-239 O 
50-399 0 

50-296 O 


Tcnnetstf. 8t«t* of 


Ttnnais**, Univ. af 

Ttton Eifiloratlon OrllUnt Co.. Jnc 

W*i** A ti ft b'nlv. 


T*i4« r*ch Univ 

T*ia* Utllttl** Otneratiftt 


T*<44 Utllttl** 8*rvlce3* Inc 

T*x*«. State of 
Tat 46 . Unlv of 


0303390316 

8203290435 

0303290497 

3303390502 

8203290302 

8303390500* 

8303390908* 

8303310424 

8303260073* 

8303390343 

0203390317 
0203 1 2036 7 
8303190(41 
0203010105* 
8303010216* 

0303090923 
03031 10340* 
0303040180 
8303010023 
8303010033 

8303010150 
8303010190 
03030 10159 
8303040377 
0303130371 

82031 3027 1 

6203130270* 

8203130278* 

8203160062 

8203160063 

8303170300 
8203170200 
0303170277 
8303170383 
83031 70383 

8303170397* 
B303I 70397* 
83031 90228 
8303190228 
8303320309 

0303250612 

8303260164 

8203260164 

0203290421 

0203290427 

0303050370 
8303100407 
03031 2033 S 
8303290458 
8803250192 

8303390361 

8303100473 

8303100472 

8303190142 

8303190142 


SO-337 P 

PBM 

RE8O0 

50-327 P 
50-337 P 

50-337 P 
50-337 P 
50-390 t 
CONrOACT 
90-537 0 

REOOO 
40-8758 
40-8701 
30-341 1 

50-399 O 

50-138 P 
50-331 F 
MUREO 
30-445 9 

50-445 8 

30-449 3 

30-443 □ 

90-449 O 
90-445 a 
50-445 0 

50-449 © 

30-449 O 
50-449 O 
50-443 O 
50-445 8 

90-449 0 

SO-443 0 

30-449 O 
50-443 8 

90-443 8 

50-443 a 
30-443 0 

30-449 A 
90-449 A 
30- 449 0 

90-449 0 

30-449 0 

90-443 9 

PR 
PBM 

30-449 A 
50-449 A 
90-443 A 
REOOD 
PR 

PR 

90-193 r 
30-192 P 
50-192 F 
30-193 F 


I 


MJTllOft 


MTCESStOH 

aviSJECT 


APF lUtATION 


NUMBER 

CATEOORV 



6203290269 

RCOOO 




8203290376 

REOgO 




8203290411 

BEOOO 




6203290447 

fiEgOD 


T*ir*» Hil« t«lan<l Alart 


8203230147 

50-289 

0 



6203290135 

PR 


Toiaifo Editon Co 


8203020437 

50-346 

p 



e203020440a 

50-346 

p 



8203020453 

50-346 

p 



8203020758# 

50-346 

f 



6203020760# 

50-346 

F 



8203030361 

50-346 

9 



8203030363# 

50-346 

S 



6203040292# 

50-346 

f 



8203040290# 

50-346 

r 



8203040395# 

50-346 

F 



8203040397# 

50-346 

f 



8203040402# 

50-346 

f 



8203040404# 

50-346 

f 



8203040504* 

50-346 

f 



8203050265 

50-346 

P 



8203050385 

50-346 

R 



6203050386# 

50-346 

R 



8203050392 

50-346 

S 



8203050394# 

50-346 

9 



8S03090160 

50-346 

P 



8203090817# 

50-346 

F 



□203090820# 

50-346 

r 



8203100327 

50-346 

0 



8203100330# 

50-346 

8 



8203 1 00331 

50-346 

P 



8203100492 

50-346 

S 



8203100498# 

50-346 

8 



82031 10299 

50-346 

P 



B30312D206# 

50-346 

F 



8203120399# 

50-346 

F 



8303130304# 

50-346 

F 



8303150147 

50-346 

P 



82031 50309* 

50-346 

F 



S203I 50318# 

50-346 

F 



B2031 60149 

50-346 

B 



6203160153# 

50-346 

9 



82031 70101 

50-346 

8 



B203I701I9# 

50-346 

3 



8203180243 

50-346 

P 



8203190381 

50-346 

R 



82031 90387# 

50-346 

R 



830322016? 

50-346 

P 



8203230173# 

50-346 

P 



8203230176# 

50-346 

P 



8203230546 

50-346 

8 



8203230534# 

50-346 

8 



B203230713 

50-346 

R 



82033 30723# 

50-346 

R 



8203230729# 

50-346 

R 



8203330734# 

50-346 

R 



8203230109 

50-346 

9 



6203230115* 

50-346 

8 



6203290223 

50-346 

P 



6203390241 

50-346 

P 



8203300077 

50-346 

P 



8203300154 

50-346 

P 



6303300239 

50-346 

P 



8303300332 

50-346 

P 



6203310307 

50-346 

3 

Traninuc laar* tnc . 


8203310311# 

50-346 

8 


8203020014 

xPORTlIC 




9203090313 

XPORTLIC 




8203090316 

XPORTlIC 




8203310120 

XPOHTLlC 




6203310135 

XPDRT1.1C 


Tutt Kodnar 


82033 10129 

xportljc 



8203290496 

50-461 

0 

Tuttla li Taylor 


6203100293 

50-537 

Q 

rwatnavi Lathai* ti Oc^mltt 


62031 00454 

50-332 

0 



8203250177 

50-322 

0 



8203310495 

50-322 

Q 



6303310502* 

50-332 

0 

if 3. Court of Appaala for 

Olatrlct of 

6203100561# 

30-201 

0 

Colvnbla Circuit 



0 8 Dlltrtct Court. Maatarn Olatrlct of 

8203030079# 

SO- 201 

Q 

MV 




U S. Tool b Oyt. lot 


8203 1 00273 

TOPREP 


U0 Air Forca Radi at 1 a logy 


8203 1 00375# 

TOPREP 


ftaaaareh 

8203040394 

30-170 

0 

tnatltuta 





AUTHOR 

ACCEBSION 

BUB., 

APF ILtATlON 

NUMBER 

CATE 

U8 Ecology, tnc IFormtrly Nuclaar 

8203170021 

71-9C 

Eng In# ar Ing ) 




8203360121 

27-34 

Union 76 Mtnaralt Etploratlon Co. 

8203090400* 

FOIA 


□303170013 

40-85 

Union Carbida Corp 

8203030173 

40-24 


8203120114 

40-24 


□203160444 

40-24 


82031 60453# 

40-24 


8203170087 

40-24 


8203180111 

40-24 


8203220006# 

40-2< 


8203260299# 

40-3< 


8203300198 

50-54 


8203300200* 

90-91 


8203300297 

XPORl 

Union Eloctrlc Co 

8203010067 



8203030247 



8203100203 



8203120191 

70-2< 


8203180043 



8203190220 

90-41 


8203190331 

TgT 


8203230386 

50-41 


8203230392* 

90-41 


8203230664* 

90-4) 

Union lilntrali 

8203170017# 

40-8 

Union of Concarntd Bcltntt#t« 

8203030231 

90-9 


8203100367# 

30-2 


8203180189 

50-2) 


8203180200# 

30-2) 


8203180208 

30-38 


8203230316 

SO -2 


8203230316 

30-2 


8203230383 

30-2 


8203230383 

80-2 


8203290128 

PH 


8203290319 

90-2 


8203310533 

90-2 

Unttad Nucltar Corp. 

8203040626 

71-9 


8203160084 

40-ir 


8203180189 

70-3 


8303220472 

40-8 


8203220493 

40-8 


8203230052 

70-3 


8203230034* 

70-3 

Uraotrt U9A. Inc. 

8203020266 

tO-B 


8203230059 

40-0 

Uranluffl Rctourcat. Inc 

8203120243 

40-0 


B2D31 60101 

40-a 


8203190132 

40- B 


8203190154* 

40-a 


8203230087 

4o-a 


8303230009* 

40-9 

Utfh 8tat* Untv 

8303360305# 

70-2 

Vtrtnont Vank#a Nuclaar Powar Corp. 

8303020343 

90-9 


8303030386 

50-2 


8203030376 

90-2 


8203030379* 

80-3 


8203050311 

80-2 


8203030319# 

90-3 


8203030363 

90-3 


8203090169 

SO-3 


8303090177* 

90-3 


8203100310 

90-3 


8203100313* 

90-: 


8203110120 

90-3 


8203110122* 

so-s 


8203120214* 

90-S 


8203120216* 

90-; 


8203160464 

30-1 


8203170330 

30-3 


82031 70337* 

30-3 


8203230346 

90-3 


8203230233* 

90-3 


8203230393 

90-3 


8203230398* 

50-S 


8203230993 

90-3 


8203230601* 

90-S 


8203240189 

90-3 


8203240189* 

90-; 


8203240204 

80-: 


8203240208* 

50-; 


8203240338 

90-3 


8203240340* 

90-3 


AUTHOfl 

ACCEBSION 

SUBJECT 


AETI6IAT10N 

NUMBER 

CATEOORV 


8203340363 

90-271 

n 


8203340368* 

90-271 

H 


8203340370 

90-271 

» 


8203340373* 

30-271 

R 


8303240410 

30-271 

R 


8203240413* 

30-271 

R 


8303390037* 

30-271 

F 


8203390043* 

30-271 

F 


8303390119 

30-271 

9 


8303290129* 

30-271 

a 


8303300174 

30-271 

1- 


6203300310 

30-271 

p 


8203300330 

30-271 

1 


6303310349 

30-271 

p 

V*raont. 84*4* o» 

6203190364* 

CONTRACT 


V«t A46l<> Itoap. HDuiton, TX 

6203370901 

REOOO 


Vt% A46tn Ho *7 \.o« Ang«l«4. A 

6203270207 

REOOO 


ltl*4«W4rtl> Mo*p. C«nt*r> 

8203290403 

REOOD 


Virginia Elattrlt 6 Pou*r Co. 

6203010207 

30-280 

R 

0303010209 

90-280 

II 


6203O10313* 

30-380 

R 


B2030 10312* 

30-280 

H 


8303010210 

90-330 

0 


8203010310 

90-336 

0 


6203020327* 

90-280 

O 


B203D20331* 

90-260 

0 


6303030471 

90-338 

p 


6303030471 

90-330 

p 


B20 3040129 

90-200 

F 


8203040129 

90-260 

r 


6303040410 

90-200 

p 


8203040418 

30-200 

p 


8203040418 

90-280 

p 


6203040410 

90-200 

p 


8203040410 

90-800 

p 


6303090327 

30-200 

p 


8303090229 

90-280 

p 


8303090239* 

90-200 

p 


8303090239* 

90-280 

p 


8203090249 

30-281 

0 


8203090376 

30-338 

p 


8203090376 

90-330 

p 


8203090333 

30-330 

p 


8203090333 

90-338 

p 


8303090333 

30-330 

p 


8203090369 

90-337 

p 


6303090369 

90-337 

p 


8203090410 

90-330 

p 


8203090410 

30-330 

p 


8303090410 

90-330 

p 


8303060322 

90-201 

8 


8303080233* 

90-301 

Q 


62030 6034 1* 

90-261 

6 


8303080396 

90-200 

8 


8203080396 

30-280 

6 


8203080397* 

90-200 

8 


0203080360 

90-200 

P 


8303060360 

90-280 

P 


6203080361* 

90-280 

8 


8203080369* 

30-200 

8 


8303080367* 

30-200 

0 


82030B0373* 

90-200 

8 


6303080387 

90-338 

P 


0303060387 

90-338 

P 


8303000386* 

90-330 

P 


8203080387* 

90-338 

P 


8803000433 

90-338 

P 


8303000423 

90-330 

P 


8303000448 

90-200 

0 


8203080493* 

90-280 

6 


6303000498 

80-200 

8 


8203000463* 

90-800 

8 


8303080464* 

90-280 

8 


8203080471* 

90-280 

3 


8303080476* 

90-260 

0 


8303080484* 

90-860 

0 


8303080406* 

90-280 

0 


8203080491* 

90-280 

6 


8303080498 

90-260 

8 


8303080908* 

90-360 

9 


8303080942 

90-336 

8 


8203080994* 

90-338 

8 


8203090402 

90-337 

P 


8203120342 

90-381 

P 


AVTMOR 
AFT ti-MTlOM 


ACCEBGION 

WM8ER 


82031 ?0S47* 
82031 60309 
8203160333 
82031 60369 
0203170001 

92031 70001 
02031 70«94« 
6203170913 
6203170913 
62031 70924* 

82031 70929 * 
62031 70S49 
82031 70961* 
8203180016 
6203100019* 

8203160333 
6203180246 
6203160293* 
6203160261* 
62031 60262* 

8203180279* 
82031 00302 
82031 80306* 
8203180319 
0203180317* 

0203180318* 
8203 1603 I 9* 
8203190339 
8203190339 
8203190344* 

8203190344* 

9903190390 

8203190390 

8203190393* 

8203190393* 

B20319039B 
6903190363* 
8203170367 
B20OI 70372* 
8203230013 

0203330013 

8203230017* 

8203230017* 

B203330149 

9203230149 

6203230193* 
8203230193* 
9203230466 
B3032 30466 
8203230469* 

6203230478* 

8203230476* 

6203230476 

8203230476 

8203230973 

8203230973* 

8203230733 

3203230737 

8203230740* 

0203330744* 

8203230747* 

8303230794* 

8203240194* 

9203240194* 

8203240194* 

8203240194* 

8303240194* 

8203340161* 

8203240361 

8203240362 

8203240369* 

8203390000* 

6203290000* 

8203390084* 

6203290108* 

820339011 1* 
8203290360 
6203260142 
B203290449 
62033001 4 S 


Virginia. Bttt* 8203000420* 
Virginia. Unlv. 6203160922 

S203 160326* 
8203160928* 
8203270196 


SUBJECT 

CATEOOR 


90-201 

90-339 

80-261 

90-339 

90-280 

90-280 

90-330 

90-380 

90-200 

90-290 

90-380 

90-280 

90-380 

SO-330 

90-338 

90-280 

30-280 

30-2G0 

30-260 

50-280 

90-260 

90-261 

90-291 

90-336 

30-038 

90-380 

30-280 

30-380 

90-360 

90-280 

90-260 

90-280 

90-280 

90-380 

90-280 

90-380 

90-280 

90-280 

90-200 

90-338 

90-300 

90-338 

90-338 

90-200 

90-260 

90-300 

90-280 

90-280 

90-339 

90-280 

90-337 

90-280 

90-338 

30-338 

90-338 

90-338 

90-200 

90-337 

30-337 

90-200 

90-200 

90-200 

90-338 

90-338 

90-338 

90-338 

90-338 

90-330 

90-339 

90-261 

90-281 

90-260 

90-260 

90-280 

90-280 

90-280 

PR 

90-280 

REOOO 

90-380 

90-338 

90-63 

90-62 

90-63 

90-68 




ACCESSION 

SUBJECT 





Arp tL lAT ION 

NOISE B 

CATEOOnv 

author 

ACCESSION 

BUBJCC 





. . 

AFP that ION 

NUH8EH 

CATEOC 



8303390303* 

50*62 

p 







8303390306 

REOOO 



8303010174 

30-366 



63031 00933* 

40-6900 



8203030021 

XPORTUI 



B3031 00937* 

40-6900 



6303030034 

XPOflTLI 


J M 

0303060109 

90-367 

0 


8303030280* 

FOIA 







6303030384 

PT31 



8303180410 

50-367 

0 






0303390383 

50-367 

0 


8203030407 

toprep 



8303390386 

30-367 

0 


8303040063 

MJREO 

U4f^ington Center 

1 hgton* DC 

8303330330* 

70-1900 



8203040399* 

30-937 


Supp l;^ S^«(«r. 

0303010169 

SO- 460 

A 


8303040379 

XPOfiTLI 







8303030371* 

30-339 



8303030109 

50-460 

a 






8303030169 

90-460 

s 


6303030316 

XPORTLl 



8303030414* 

90-397 

a 


6303080033 

XPOflTLi 



8303030903 

30-397 

A 


8303080611 

30-437 



8303030933 

90-397 

E 


8303090099* 

FOIA 







8303090333 

KPOflTLl 



8303020603 

90-397 

A 






8303030633* 

90-90B 

0 


8203090339 

PRrt 



8303090280 

30-908 

A 


8303090313 

TOPREP 



8303090767 

SO-397 

A 


8303090317* 

TOPREP 



8303100191* 

30-460 

Q 


8203090633 

KPORTLl 







0303130378* 

SO- 449 



8303100191* 

30-460 

0 






8303100340* 

30-908 

0 


83031 30278* 

90-449 



8303130288 

90-397 

0 


82031 70003 

70-1 191 



8303160100 

30-460 

s 


83031 70003* 

70-1191 



0203160108 

30-460 

B 


8303170041 

70-698 







83031 70397* 

90-449 



8303160114 

30-460 

9 






8303160114 

30-460 

9 


0203170397* 

90-449 



8303160393 

30-397 

A 


8303170398 

90-366 



8303160381 

30-460 

9 


8203190317* 

70-1 191 



8303160381 

30-460 

<J 


82031 90343 

90-366 







8203330360* 

90-340 



8303160303 

90-397 

9 






8303160396 

30-460 

8 


8303330391 

TOPREP 



6303160396 

30-460 

9 


8203330333 

TOPREP 



0303160463 

90-397 

A 


8303330339* 

lOPWEP 



8303170331 

30-397 

A 


8303340188 

90-366 







83032 4 0293 

TOPREP 



8303170340 

30-397 

A 






83031 70327 

90-397 

A 


8303340396* 

TOPREP 



8303170331 

30-397 

e 


8203340330* 

90-366 



82031 70334 

30-397 

A 


6303330339 

70-1191 



8203170384 

20-397 

A 


8303390099 

70-1191 







8303290333 

PR 



0303170499 

30-397 

A 






83031 70470 

30-397 

A 


8203290407 

REOOO 



8303180309 

SO -397 

E 


0303290409 

90-366 



8303330333 

80-397 

A 


8303390409 

90-366 



8303330364 

30-309 

r 


8303290424* 

30-366 







8303390434* 

90-366 



0203230309 

90-397 

u 






8303330631 

30-460 

B 


8303290466 

PR 



8303330693 

30-460 

B 


8303390331 

REOOO 



8303340198 

30-397 

A 


B3033 00237 

XPORTLI 



83033601 19 

30-300 

F 

Uftton OsophgticAl Corp. 

82031 70386* 

90-339 






Uh«rton. n J 

8203080117 

90-361 



8203390193 

30-309 

P 






8203390337 

30-397 

A 


8203160189 

30-361 



8203390468 

REOOO 


Oit*rr4ir> 4< Hanna 

8203030079* 

90-301 



8203390931 

PR 


UilllAm Beaumont Ho«p. Rogal Oak.KI 

8203160333* 

70-1396 



8303390979 

P« 


U( 1 1 la-ne-Rob ln*tt t (■ A*«oct*t»t. Inc 

8303040098 

40-84 9: 







8303130341 

40-4492 



8303310138 

30-309 

1 






8303310336 

30-397 

n 

Ullt. 0 D 

8303040336 

90-440 



8303310340* 

30-397 

n 


8303040336 

90-440 



8303310474 

PR 



8303040338 

90-440 

W««Aingtor> Univ. 


0303290306 

REOOO 



8303040336 

90-440 







8303040401 

90-440 



03033 V0411 

REOOD 




U*«li 1 n gton. Stat* ot 

8203090990 

UA8TE HOT 


8203040401 

90-440 


8303330474 

WA8?£ mot 


8203040438 

90-440 

W*«6ington. Unlv. of 

0303010034 

NUREO 


8203040438 

90-440 

Naterford.CT 

8303240477* 

CONTRACT 


8203040441* 

90-440 





8303040441* 

90-440 

U*gn*n. H*t*ltr 6 V«nd<nburg 

B3031 90103 

90-440 e 




i|«llin*o Ognimlcs Corp. 

8203030413* 

40-964 


8203040494 

90-440 

Nett Chicago* IL 

8303130337 

40-2061 


•303040494 

90-440 

Wiettrn Canada Hgdraullc Laborttor I *t. 

8303100409* 

90-449 A 


8203040499* 

90-440 

Ltd 




8203040499* 

90-440 

u»«t*rn NucleaT, Inc (tub* oP Phtlpe 

8303040004 

MA9T6 MOT 


8303040496 

90-440 

Oodg* Cdcp > 










8303040496 

90-440 


83031 30087 

40-1163 

Hltcontln Elactrlc Pouiar Co 

8303010363 

90-866 


8303120373 

40-1163 


83030 103Q8* 

90-366 


8203160099 

40-1163 


8303010377* 

90-366 


82031 60098 

40-1163 


8203010384* 

90-366 


8303230481 

40-1163 








8303030931 

90-366 


8303290117 

40-1163 


8203030710 

90-366 

U*tt(nghou«* Electric Corp 

8004081090* 

FOIA 


8203030710 

90-366 


8004140376* 

FOIA 


8303030116 

90-366 


8010220044* 

FOIA 


8303030116 

90-366 


8202020162 

70-1086 








8303030373 

90-366 


8203030162 

70-1086 


8303030373 

90-366 


8303020166* 

70-1086 


8303030496 

90-301 


8203020166* 

70-1086 


8303030463* 

90-301 





8303040363 

90-366 


auihoh 
aff iliat JOH 


' k.(i;nt(n Pew*r If LtgPt Co 
1 Fttllc 3»vvtc< Corp. 


1 

I 

I 

I 


1 

I 

I 


ACCF.es I ON 
MUMOER 


0303040363 
0303040269 
B2030 40365 
0203040370 
83030*0370 

82030 5037 7 » 
0203090309 
8203090309 
02030 9039 I » 
8203I00!77 

0203 1 00177 
B203100I02* 
02031001820 
B2031 10002 
02031 10009* 

02031 10161 
82031 10167* 
62031 I0I96 
02031 10207 
8203120366 

0203130329* 
8203190329* 
02031 90320* 
0203160173 
020.31 60210 

0203160210 

0203160363 

0203160363 

0203160366* 

0203160366* 

0203160944 
0203160943* 
02031 70249 
02031 70243 
0203180349 

0203100906* 

0203180306* 

0203100910* 

0303100310* 

0203190233 

02031 90233 

0203190393 

0203190390* 

0203230354 

0203230239* 

8203230239* 

0203230373* 

0203230419* 

0203230420 

0203230423* 

0203240276 

0203240314 

0203240314 

8203290601 

0203260263* 

0203290391 

0203290391 

0203390421 

0203290424* 

0203290973 

8203300116 
0203300119* 
8203300179 
0203100360* 
8201 190647* 

8201 190691* 

0203020390 

8203020797* 

0203020799* 

B20303Q46Q 

0303030498 
8203100366 
8303100368* 
02031 10336* 
8303170299 

0303170315 
B2031 70316* 
8303190434 
0303190436* 
B2033 30573 

0303350137* 

0303390143* 

0203360180 

8203360190* 

0203390227 


SUSJECT 

CAie&onv 


90-366 0 
30-366 »■ 
50*266 P 
90-266 0 
50-366 0 

50-266 0 
30-266 n 
50-266 n 
90-266 n 
90-266 R 

90-266 n 
90-366 n 
30-266 « 
30-36* 9 
30-266 0 

30-266 9 
30-266 n 
30-301 P 
30-26* P 
71-9079 

30-266 K 
30-266 f 
30-266 r 
30-266 0 
90-26* P 

50-366 P 
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LA-7496-M3 ROl 

SECY-0 1-302A 

5ecy-a2-ooe 

9eCV-02-000A 

SECY-02-033 

sec V- 02 -067 

0201230462* 

8201200036* 

0203090133* 

8203030077* 

0203090822 

50-209 

lOCFR 

30-413 

90-393 

SECY 

0 

0 

A 

SUREO/CH-l 120 VOO 
«V9EG/C«- \4<»J E«R 
AJReO/CR-l334 
NUflEO/CR-1672 V02 
Nl;RE0/CB-l6a7 

8303040038 

9203040124 

0303040065 

8203090207 

0203010390 

NUREO 

MUtteO 

NUREO 

hURFO 

NUREO 

NP-I46I 

GAl-262-ei-PA 

OVL-NUnEO-51204 

3ECV-02-O72 

SECV-02-009 

BECV-02-093 

3ECy-02-O97 

SL-30Oe 

0203090683 

0203150207* 

8203120419 

0203170163* 

0203110223* 

8ECV 

50-279 

8ECV 

lOCFfl 

30-373 

T 

A 

NUflE0/CH->756 VOl 
MUReO^CR-1756 V02 
NfBEO/CR-1833 V04 
M)R£0.'CR-2080 
AURCO/CR-2088 

0303190443 

9203190457 

8303010024 

0203190084 

6203030007 

l.UREO 

NUREO 

NUREO 

NUREO 

NUREO 

9ANDB1 -0326 

3L-38:iO 

SL-3B31 

8H0-291 

TER-C3237-104 

TER-C9257-36 

0203220233* 

0203220228* 

8203020620* 

8203090203* 

0203120238* 

30-402 

30-482 

30-29 

30-269 

30-219 

A 

A 

Q 1EB'00"05 

P 

V 

NUREO/CR-2127 V03 

NJRE07CR-2I33 

NJfl£9/CR-ai62 

NyflEO/CR-2lQO 

NUfleO/CR-2212 

020304 C006 
8203010014 
8203030247 
0203020726 
0303300306 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

PN'.-30lO-3 

EPfll NP-1303 

PNi,-37 73 

SANDO 1-0026 

OC-Tn-Ol-171 

TER-C5237-430 
T£fi-C 5257-39 

TER -C 3237-60 

TR-5339-l 

OCIO-19Iia 

8203080090* 

8203040230* 

0112310293* 

8203190284* 

8203180499* 

30-237 

30-313 

30-334 

30-373 

30-313 

p 

P TER-C9a97-33t 
P 

A 

P 

NUREO/CR-2241 
NUfleO/CR-2293 
NUftEO/CR-a270 
NUREO/CR-3303 V02 
NUfleO/CB-3313 ERR 

8203030312 

0303010316 

8203020735 

0203190446 

8203040134 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

0RNL/HA9RD-121 

BANOa 1-2038 

OnNU/TM-OIbl 

ANu -81-34 

UCID-19I90 

OST60- 1 3-0002-NP 
UVAR-IB PTOL R09 
V£P~FRD-47 

NASH -1341 

0203090462* 

8203100279* 

0203290202* 

8203120247* 

0203100363* 

30-206 

TOPREP 

30-62 

30-281 

FOIA 

P 

P 

P 

NUREO/CR-3327 
NURE07CB-2333 VOl 
N!Jfl£07Cfl-2333 V02 
NJRE0.'Cfl-2333 V04 
NUREO/Cfi-2333 V03 

8203320733 
0203190009 
0203 190004 
8203100464 
8203190002 

NUREO 

NJREO 

NUREO 

NUREO 

NUREO 

BANOa 1-0476 

I1NL-NUBE0-3143S 
CNL-NUREO-314S0 
8NL-NURC0-5143a 
flNE-NUft£0- 31450 

XN-NF-IA R04A 
VOQAP-t-A Rll 

8203100290* 

0203080296* 

TOPREP 

80-29 

P 

NUBEO/CR-2354 
NUREO/CR-2405 
NUflEO/Cfl-2429 
NUfiEO/CR-2437 V03 
N3RE0,'CR-24Se 

82031B043I 

8303030237 

8203120003 

0303160440 

9203010028 

NUREO 

NUREO 

NUREO 

NUREO 

S0-4B2 

ANL-9(-69 

UCRL- 15407 

ANL/ES-iaO 

ANE-ei-77 V02 

A BAND9 1-2396 






CROSS REFERENCE OF 
ENCLOSURES TO PRINICPAL 
DOCUMENTS 


Items listed as enclosures are those Indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure Is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating tho title listing of 
the enclosure. 


Tho subject category column In this Index gives the do 
number and the symbol for the category of informa 
within that docket; for example, 50-320 P. The docket sub 
categories are defined In Appendix A. 

Subloct categories for nondockoted items are also entt 
in this column by symbol; for example, ACRS. These c 
gorles ere defined in Appendix B and listed in the Conte 


ACCESS JON NUrBER 



PniNCIPAL 

DA re 

BU0JEC7 


ENCLOSl/fiE 

DOCUMENT 


CATcoonv 

7309200098 

0203010001 

01/00/04 

FOIA 


7aj0/60I93 

S2O30 10001 

81 /0&/04 

FOIA 


7aj 1010187 

8203010001 

81/08/04 

FOtA 


781 1010188 

0203010001 

01/08/04 

FOIA 


7811010192 

8203010001 

01/08/04 

FOIA 


7012210284 

0203010001 

01/08/04 

FOIA 


7901130002 

8203010001 

01/00/04 

FOIA 


7902090204 

8203310030 

01/12/01 

FOIA 


7903010064 

0203310030 

01/12/01 

FOIA 


7904120193 

0203310030 

91/12/01 

FOIA 


7904120206 

0203310030 

81/12/01 

FOIA 


7904190283 

0203010001 

81/00/04 

FOIA 


7904230186 

8203010001 

01/00/04 

FOIA 


7904260466 

0203310030 

01/12/01 

FOIA 


7903130020 

8203310030 

81/12/01 

FOIA 


7907020124 

8203010001 

81/08/04 

30-320 

0 

7907190217 

8203010001 

01/00/04 

FOtA 


7907230778 

8203310030 

01/12/01 

FOIA 


7908220349 

8203010001 

01/08/04 

30-320 

P 

7909220333 

8203010001 

81/00/04 

30-320 

P 

7909230442 

820301 000 1 

01/08/04 

FOIA 


7909130377 

0203010001 

81/08/04 

30-320 

P 

7909140240 

8203010001 

81/00/04 

30-320 

P 

79J0J00J07 

B203090361 

0J/O9/20 

FOIA 


7910160406 

0203090361 

81/09/20 

FOIA 


7910170390 

0203010001 

8J/0a/04 

FOIA 


7910240034 

8203010001 

81/08/04 

30-269 

P 

7911030318 

8203010001 

01/08/04 

FOIA 


7911060031 

0203010001 

01/08/04 

FOIA 


791 1060061 

0203010001 

81/00/04 

FOtA 


7911060203 

0203010001 

61/00/04 

FOtA 


7911120099 

8203010001 

81/08/04 

30-206 

0 

7911130212 

8203310030 

81/12/01 

fOIA 


791 1 130247 

0203310030 

01/(2/01 

FOIA 


7911130248 

8203310030 

81/12/01 

FOIA 


791(160139 

0203010001 

81/08/04 

FOIA 


791 1200278 

8203010001 

01/08/04 

30-269 

P 

791 1210047 

8203010001 

81/08/04 

30-289 

V 

7911280266 

0203310030 

81/12/01 

FOIA 


7912120417 

8203010001 

01/08/04 

FOIA 


7912120473 

8203010001 

01/08/04 

FOIA 


7912130237 

8203040413 

91/12/30 

FOIA 


8001030144 

8203010001 

81/00/04 

fOIA 


8001220400 

8203010001 

01/08/04 

FOIA 


0001220S49 

8203010001 

81/08/04 

FOIA 


0001230071 

8203010001 

01/08/04 

FOIA 


8001230216 

8203010001 

81/08/04 

FOIA 


6001280364 

8203310030 

81/12/01 

FOIA 


8001280420 

8203010001 

81/08/04 

30-312 

p 

8002080073 

8203010001 

Bl/Oe/04 

FOIA 



ACC £55 row Nl.J'3e'» 



PRINCIHAl 

OAIE 

f.OOJECl 


ENCLOSjne 

OnCUMENT 

IBGEED 

CATEonoy 

8002060418 

0203010001 

01/00/04 

FOIA 


8002060420 

OPO3O1C001 

81 /llD/04 

FOIA 


8002060423 

8203010001 

Ol/CR/04 

FOIA 


8002080385 

0203040413 

01/12/30 

FOIA 


CC 0200069 3 

020301 cool 

01/00/04 

FOtA 


8002120219 

G3030I0001 

01/06/04 

FOIA 


OC02130I33 

02030)0001 

81/00/04 

90-309 

P 

0002200141 

8203010001 

01/08/04 

FIJI A 


0002200144 

8203010001 

91 /0B/O4 

FOtA 


8002200296 

8203010001 

81/00/04 

30-283 

P 

3002230193 

6203010001 

81/00/04 

FOIA 


0002230190 

82030)0001 

61 /CO/04 

FOIA 


8002230203 

B2030 10031 

01/08/04 

FOIA 


0002230200 

8203010001 

n 1/03/04 

roiA 


8002230212 

020301 COO 1 

01/08/04 

FOtA 


OC022303ID 

82030)000) 

□1 /OB/04 

FOIA 


8002230330 

0203010001 

01/00/04 

FOIA 


0002260120 

8203010001 

01/08/04 

90-233 

P 

8002270306 

8203090361 

01/09/28 

FOIA 


£005780128 

020301 COO) 

81/09/04 

FOIA 


0000040133 

02O30IO00J 

OJ/OB/04 

FOtA 


0003040139 

8203010001 

61/00/04 

FOIA 


6003040446 

8203010001 

61/00/04 

FOIA 


COOOI 10753 

8203010001 

81/00/04 

50-289 

P 

8003)20937 

6203010001 

01 /00/04 

30-213 

P 

ec03l 20963 

6203010001 

81/08/04 

30-317 

P 

8003121036 

6203010001 

B 1/08/0 4 

FOIA 


8003130190 

02030tc00l 

61/08/04 

FOIA 


8C031 70229 

8203010001 

01 /CO/04 

FOIA 


8003 1903 33 

0203010001 

81 /OC/04 

FOIA 


8003210239 

8203010001 

ai/ce/04 

30-269 

P 

8C03230876 

8203010001 

61/08/04 

30-309 

P 

0003230880 

8203010001 

81/08/04 

50-309 

P 

8003280891 

B203010001 

61/00/04 

30-239 

P 

6003530893 

8203010001 

61/08/04 

50-293 

P 

B004030088 

8203010001 

01/08/04 

FOIA 


8004030314 

8203010001 

01/06/04 

FOIA 


8004040733 

B203010001 

61/08/04 

FOIA 


8004081043 

3203 OI 0001 

61/00/04 

FOIA 


0004081030 

3203 01 000 1 

01/09/04 

FOIA 


SC040B1050 

0203010001 

61/08/04 

FOIA 


6004091037 

0203010001 

81/06/04 

FOIA 


8004031070 

3203010001 

61/06/04 

FOtA 


8004061076 

O2O301C00I 

81/09/04 

FOIA 


6004001064 

G2030I0001 

01/08/04 

FOtA 


8004081084 

8203010001 

81/00/04 

FOIA 


8C040BI092 

8203010001 

31/08/04 

FOIA 


9034091099 

B2030 10001 

81/08/04 

FOtA 


6004081123 

6203010001 

Bl/09/04 

FOtA 


0004081127 

8203010001 

91/00/04 

FOIA 



622 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I ON KU10ER 




aoo'ioat 133 
S0C40BI 171 
□0041 10'3S4 
3C04 I 4036i 
0CO4 140370 

F.C0414O373 

£004160203 

0005010354 

8005010361 

£033070223 

6005070964 

£003120573 

6003120573 

£003130350 

6003130359 

0005130707 
6005(40694 
OOC3I30I 79 
80051 50 1 B2 
8005190100 

3005150191 

0005190313 

6005(50625 

□009190663 

0003150690 

8003150694 

6005160508 

0003160312 

0003160913 

6003160319 

BC031 60391 
6005160630 
6003190686 
6003190609 
9003(90927 

3003200093 

8005200685 

0003200817 

6005220370 

6C05220447 

8005220456 

8003220739 

8005220061 

8003230400 

□003270043 

9003270633 
8003200001 
6003280032 
6005201041 
0003201037 

8305201061 
9005290143 
8033290169 
8008290183 
8003290263 

8005290300 
6505290321 
9000290343 
6003290370 
6005290340 

0005290352 
BO 09300222 
0005300380 
8005300393 
8006020589 

8006020593 
8006050354 
0006120858 
6036120860 
900627034 1 

0007030096 
6007030137 
0007030140 
B007070410 
eC070B0279 

8007160673 
8007160619 
8007161003 
0007161008 
8007170100 


PfilHClPAL 
03C CTEWl 


0203010031 
0203010031 
8203310030 
020301 COO I 
0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

0203010031 

82030 1 COO I 
02O3O1COOI 
0203010001 
0005130356 
8005130356 

8203010001 
82030 I 000 I 
8203010001 
0203010001 
6203010301 

9203010001 
6203010001 
8203010001 
8203010001 
820301 003 J 

0203010001 

0203010001 

0203010031 

8203010001 

0203010001 

0203010001 

0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

0203010001 

8203010001 

0203010001 

B203020C01 

8203010001 
8203010001 
8203010001 
8203010001 
0203 01 000 1 

6203010001 

0203010001 

0203010001 

8203010001 

0203010001 

6203010001 

0203010001 

0203010001 

920301000} 

6203010001 

0203010001 

6203010001 

8203010001 

0203010001 

02030)000} 

0203010001 

0203010001 

0203010001 

020301000! 

0203010001 

0203010001 
0203010001 
0203010001 
0203 01 000 I 
0203010001 

02030) 000 1 
8203010001 
0203010001 
0203010001 
02030! 000 1 

8203010001 

9203010001 

020301000! 

8203010001 

8203310030 


date 

ISSUED 


01/00/04 
01/00/04 
81/12/01 
Bl/Oa/04 
01/00/04 

oi/oa/c4 

01/00/04 

oi/oa/04 
n 1/00/04 

Ol /OQ/04 

01/00/04 
01/00/04 
0(/00/04 
80/05/02 
80/05/03 

01/00/04 
01/00/04 
81/08/04 
01/03/04 
01/09/04 

81/08/04 
01/00/04 
81/00/04 
01/09/04 
81/08/04 

01/08/04 
01/08 /04 
01/00/04 
01/00/04 
01/00/04 

61/00/04 
81/00/04 
61/08/04 
61/00/04 
61/08/04 

81/08/04 
ei/OB/04 
81/08/04 
81/00/04 
61/08/04 

01/08/04 
81/08/04 
61/08/04 
01 /OB/04 
61/00/04 

81/00/04 

81/08/04 

81/08/04 

61/00/04 

61/00/04 

01/00/04 

61/00/04 

01/08/04 

81/08/04 

01/08/04 

Bl/Oa/04 
01 /08/04 
81/08/04 
01/08/04 
81/03/04 

81/08/04 

81/00/04 

81/00/04 

61/00/04 

81/00/04 

81/00/04 

61/00/04 

61/08/04 

81/00/04 

61/08/04 

61/03/04 

61/00/04 

61/00/04 

61/00/04 

81/00/04 

81/00/04 
81/06/04 
81/00/04 
01/00/04 
61/ 12/0 I 


SUBJECT 

CAIEQORV 


FOIA 
FOIA 
FOIA 
FDIA 
FDIA 

FOIA 
FOIA 

foia 
foja 

50-304 P 

30-395 P 
foia 
foja 

50-220 Q 
50-220 0 

foia 
foia 
foia 
foia 
foia 

foia 

foia 

90-2 3 9 p 
50-21>l p 

foia 

foia 

foia 

foia 

foia 

foia 

foia 

foja 

foia 

foia 

FOIA 

30-340 |> 

foia 
FDIA 
FOIA 

foia 

FOIA 

foia 

foia 

FOJA 

FOIA 

foia 

30-213 P 
30-213 P 
30-334 p 
50-3 1 7 p 

foia 

foia 

FOIA 

foia 

foia 

foia 

foia 

FOIA 

FOIA 

30-317 p 
30-0)7 p 

foia 

50-33i P 
50-33i p 
50-333 p 

50-335 P 

FOIA 

foia 

foia 

foia 

foia 

50-3 p 
FOJA 

90-320 P 
30-320 P 

foia 

foia 

90-269 Q 
30-389 p 
FOIA 


ACCESS ten NUMoen 


principal 

E ’(CLOSURE OOCUMENI 


0007170250 0203010001 
0007100350 02030 JCO01 
0007230090 0203010001 
0307240471 0203010001 
8007250078 8203010001 

8007290633 0203010001 
0000000125 0203010001 
0008003127 62000)000) 
0000000694 8203010031 
8009110130 8203010001 

0000133632 8203010001 
0000130663 0203010001 
0000100279 0203010001 
0000210516 03030)000) 
0300270036 0203010001 

0300280155 0203010001 
03CB28016I 0203010001 
8009040236 0303010001 
0CO911O113 0203010001 
0OO9J 20630 92030)000) 


date OUOJECT 

ISSUED CATEamV 


01/08/04 

FOIA 

• 

Bt 709/04 

FOIA 


81/00/04 

50-272 

P 

01/08/04 

90-206 

P 

Ol/Oa/04 

90-320 

P 

01/08/04 

90-327 

E 

01/00/04 

foia 


81/00/04 

FOIA 


01/00/04 

30-3B<> 

0 

01 /Oa/04 

SO-339 

E 

01 /08/04 

50-272 

P 

01/00/04 

50-339 

P 

01/00/04 

50-261 

P 

01/00/04 

FOIA 


01/00/04 

50-247 

P 

01/00/04 

FOIA 


0J/OO/O4 

90-261 

P 

01 /Oe/04 

foia 


Ot/OB/04 

foia 


01/06/04 

FOIA 



0009170034 
0009170132 
0009170133 
80091001 16 
0009100136 

0009100430 

0009190030 

0009190041 

0009190793 

8309250513 

6009260964 

6010010627 

0010020672 

8010030357 

8010030443 

0010030446 
00 ) 0 ) 0000 ) 
001 01 00263 
0010140270 
0010190613 

8010170302 

0010170303 

90)0200490 

8010200314 

8010210136 

0010210139 

8010220043 

0010220044 

£0(0220043 

8010220046 

0010220246 

0010220234 

0010230237 

8010230277 

80)0230527 

8010240324 

0010240334 

0010270236 

0010280136 

0010280220 

0010290264 
0011090330 
001 1070179 
OOII0703IB 
0011120911 

80III3C042 
3011130047 
801 1 13CV093 
8011130099 
0011 130062 

8011100010 
8011(90(69 
0011190173 
001 1200280 
8011200552 

aOl 1210646 
801 1250051 
80 1 1290257 
801 1200167 
80J 201 0047 


0203010001 

0203010001 

S203O10001 

0203010001 

0203010001 

0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

8203010001 
0203 01 000 I 
62030)000) 
0203010001 
8203010001 

0203010001 

8203010001 

0203010001 

0203010001 

8203010001 

0203010001 

0203010001 

8203010001 

0203010001 

62030)000) 

6203010001 

0203010001 

B203010001 

8203010001 

0303010001 

0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

62030)0001 

0203010001 

6203010001 

0203010001 

8203090361 

0203010001 

92030)000) 

8203010001 

0203010001 

8203010001 

6203010001 
8203010001 
82030)000) 
8203010001 
0203 01 0001 

8203010001 

0203010001 

0203010001 

8203010001 

0203010001 

0203010001 

8203010001 

0203010001 

8203010001 

8203010001 


BJ /00/04 
01/00/04 
Ol /00/04 
□l/OB/04 
01/08/04 

01/00/04 
8 ) / 09/04 

Qi/oa/04 

81/00/04 

Ol/OQ/04 

01 /oa/04 
01/00/04 
8l/oa/04 
01/00/04 
01/08/04 

01/00/04 
01/00/04 
01/00/04 
8) /08/04 
01/00/04 

01/08/04 

01/00/04 

0i/oa/o4 

01/08/04 

01/08/04 

01/08/04 
01/08/04 
01/00/04 
01/00/04 
Ol /Oa/04 

a 1/00/04 
01/00/04 
01/00/04 
01/00/04 
01/00/04 

81/00/04 

81/00/04 

81/00/04 

81/08/04 

01/09/20 

81/08/04 

01/08/04 

81/08/04 

01/00/04 

81/00/04 

01/08/04 

9l/0a/04 

81/00/04 

51/08/04 

ei/OS/04 

81/08/04 
81/ 09/04 
81/08/04 
01/08/04 
81/08/04 

81/08/04 

81/00/04 

01/00/04 

81/00/04 

81/00/04 


90-247 P 
90-315 P 
50-315 P 

foia 

foia 

90-346 p 
FOJA 
FOIA 
FOIA 

90-272 p 

50-369 A 
foia 

90-369 A 
FOIA 

foja 

FOIA 

90-344 P 
90-317 11 

30-320 P 
90-348 p 

50-200 P 
90-300 P 
FOIA 
FOIA 

90-344 p 

90-344 P 

FOIA 

FOIA 

foia 

90-317 P 

foia 

FOJA 

foia 

FOIA 

S0-39!> A 

FOIA 

foia 

90-34© P 
90-364 A 

foia 

90-266 P 

foia 

90-334 p 

FOIA 

FOIA 

90-398 E 
90-395 e 
foia 

FOIA 

FOJA 

foia 

30-275 A 
90-295 p 
90-286 P 
SO-313 P 

90-286 P 
30-368 P 
90-272 P 
90-317 P 

foia 



ACCESSION NUHBEB 


ACCESSION NOMBER 


ENCLOSURE 

C0li!0t«406 
e0l»020304 
eo 12040634 
8012090464 
80120BOOI 1 

0012090103 
BO 1 216029? 
BO 1 21 60333 
0013230407 
0012230418 

8013230420 

8012240000 

0101090009 

0101090033 

8101090929 

B101090339 
01O1OBO337 
8101140394 
SlOl 140364 
8101 14049? 

8101270496 
8102090346 
B 1 02090391 
6102170631 
6102180102 

6103200493 
8102260793 
B 103270299 
6102270302 
6103190987 

6104130464 

8104140680 

8104180294 

8104160761 

8104170979 

8104170709 
8106020040 
0106110107 
0107060171 
B 1 07 130043 

3107160428 

9107160433 

0107160437 

8107160440 

9107160444 

9107160449 

9107160491 

9107160493 

8107200194 

8107290004 

6106200404 

8108280406 

8108280996 

0108200997 

0106310097 

0108310099 

6108310172 

8108310177 

8106310603 

8108310609 

6109010016 

0109010017 

8109100012 

8109140239 

9109190037 

B1O918O160 

8109300068 

0109300460 

8109300462 

8110010137 

8110090028 

0110190770 

0110280300 

8111030208 

0112020709 

6112040086 
0113140080 
0112280670 
81 12310016 
61 13310893 


PRINCIPAL 

DOCUMENT 

0203310030 
6203010001 
8203010001 
82030 I 0001 
0203010001 

6203 01 0001 
6203010001 
02030 I 0001 
0203010001 
0203010001 

6203010001 

8203010001 

0303010001 

8203010001 

8203010001 

8203010001 

B303010001 

0203010001 

0203010001 

0203010001 

6203030492 

0203010001 

8203010001 

8203010001 

0203310030 

8203310030 
S2030 10001 
8203010001 
8203010001 
8203030269 

8203190014 
6203010001 
0104 190292 
0203310030 
020331 0030 

0203310030 

S203310069 

6203090361 

B203030492 

8107130039 

8107160422 
0107160422 
0107 160422 
8107160422 
0107160422 

8107160422 
0107160422 
8107160422 
0107200190 
6201 300362 

6108260403 

8108200483 

8100280994 

810B2B0994 

8100310094 

8106310094 

8108310168 

0100310168 

8108310600 

0108310600 

8109010014 

8109010014 

8109100003 

8203230943 

8203090361 

6203090361 
8203060064 
8203090361 
8203090361 
81 10010123 

6203100396 
6201300362 
6202040361 
8203300078 
01 12020706 

6203160467 

6112140076 

8203040081 

0203240122 

6203220037 


Date 

ISSUED 

81 / la/oi 

81/08/04 

01/00/04 

01/08/04 

01/00/04 

01/00/04 

01/00/04 

01/08/04 

01/08/04 

Bl/Oa/04 

81/00/04 

01/00/04 

81/00/04 

81/08/04 

01/08/04 

91/08/04 
01 /O0/O4 
01/08/04 
01/00/04 
01/08/04 

02/03/01 

81/08/04 

01/08/04 

01/00/04 

□1/12/01 

01 / 12/01 

BI/08/04 

01/08/04 

ai/oa/04 

02/02/26 

81/04/29 

01/08/04 

01/04/04 

81/12/01 

01/13/0) 

01 / 12/01 

02/02/24 

81/09/28 

02/03/01 

81/06/30 

01/07/09 

61/07/09 

01/07/09 

01/07/09 

81/07/09 

81/07/09 

01/07/09 

01/07/09 

01/07/17 

02/01/06 

□1/00/24 

81/08/24 

81/08/24 

01/00/24 

81/00/24 

81/00/24 

61/08/24 

81/00/24 

01/00/29 

01/00/29 

01/00/24 

01/08/24 

01/09/03 

82/03/19 

01/09/20 

01/09/26 

82/01/29 

81/09/28 

01/09/28 

81/08/31 

92/03/08 

02/01/06 

81/10/26 

82/03/17 

81/11/04 

82/03/12 
01/12/09 
82/01/27 
83/01 /tS 
82/02/29 


SUBJECT 

CAieeoRY 

KOI A 
FOIA 

30-230 P 
FOIA 

90-989 T 

FOIA 

FOIA 

30-293 P 

FOIA 

FOIA 

FOIA 

50-286 P 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREO 

FOIA 

FOIA 

FOIA 

40-7902 

FOIA 

FOIA 

POIA 

FOIA 

30-293 0 

H18C 

FOIA 

30-230 n 

FQIA 

FOIA 

FOIA 

30-302 A 
FOIA 
NUREO 
30-490 11 

30-416 1 

30-416 1 

30-416 I 
30-416 I 
30-416 t 

30-416 I 
30-416 I 
90-416 I 
30-272 F 
30-289 0 

80-344 F 
90-344 P 
50-10 F 
90-10 F 
30-294 F 

30-294 F 
30-299 f 
90-299 F 
30-344 F 
50-344 F 

50-327 F 
30-327 F 
90-361 A 
50-244 P 
FOIA 

FOIA 

90-302 0 

FOIA 

FOIA 

NABTE MOT 

90-201 0 

90-289 0 

90-275 P 
90-273 H 
NUREO 

OAO 

30-282 R 
30-344 0 

50-324 P 
50-334 P 


PRINCIPAL 
EfcCLOSUBE OCCUME-VT 

0201040126 0201040123 
0201040120 6201040123 
0201110758 0203 2401 2 2 
820 1 1 20220 0203 010340 
020 1 1 3C090 020 1 1 3006 7 

8201130270 82011 30263 
S20 1 1 3C462 820 1 1 3049<? 
8201 1 30400 020 1 1 30470 
6201130401 8201130470 
02OII3C4O3 0201130470 

620 1130404 0201130478 
0201130463 8201130478 
820 ( 1 30406 320 1 1 304 78 
620 1 1 3040 7 8201 130478 
02011 30409 620 1 1 304 78 

6201130490 8201130478 
0301130091 S301130«7B 
02011 30492 0201130470 
0201190013 0202220713 
62011 90003 82013 00402 

020 1 1 90369 0201 1 90362 
0201190370 8201190362 
830I1V0647 8201190645 
02011 9069 1 020 1190645 
0201200448 8203030202 

8201230099 0201290301 
0201290462 0201300302 
0201280036 8203230014 
0201303019 8203290279 
0201 300249 0203310369 

6201300403 0201300402 
8202020166 S202020I62 
0202020224 0202020219 
0202020397 8202020391 
0202050237 8202030226 

6202000337 8203000324 
62oaceo34e 0200040322 
0202090363 8202070302 
02031 00006 6203 M 000 1 
0202110034 0203270349 

0202120339 8113030706 
0202170016 8202170013 
0202170010 0202170013 
£ 2021 70030 B303 < 7001 3 
0203170134 0203100601 

0202180074 8303150139 
0202330237 6303310637 
0203230692 0203020361 
0202340267 0202240264 
0 2 02340369 8203190103 

0203010003 8203010001 
0 20301 0007 82030 1 000 1 
0203010000 8203010001 
0203010010 8203010001 
02030 too 12 8203010001 

0203010013 8203010001 
0203010013 6203010001 
020301 00 1 7 820301 000 I 
02030 10019 620301 000 ] 
0203010020 030301000] 

0203010021 020301000] 
0203010027 0203010029 
0203010029 0203010026 
020301 0032 B203O I 000 1 
8203010033 0203010001 

0203010036 8203010001 
8203010037 820301000] 
8203010038 0203010001 
02030 10039 02030 1 000 1 
0203010041 0203010001 

0203010042 0203010001 
02^3010043 8203010001 
8203<H0044 0203010001 
8203M0047 8203010001 
020301 0091 0203 01 000 1 

8203010093 8200010001 
0203010093 6203 01 000 1 
0203010096 0203 01 0001 
8203010060 0203010001 
0203010061 0203010001 


DATE Subject 
ISSUED CATEOaiV 

01/13/31 50-470 K 
61/1S/21 90-470 K 
82/01/15 30-324 P 
02/02/10 30-336 P 
ei/l2/3l 50-344 3 


02/01/03 

90-360 

P 

02/01/04 

50-369 

P 

01/12/31 

90-299 

P 

81/12/31 

90 -235 

P 

91/12/31 

50-233 

P 

SI / 12/31 

50-253 

P 

01/12/31 

50-253 

P 

01/12/31 

30- 253 

P 

01/12/31 

50-255 

P 

01/12/31 

50-235 

P 

01/12/31 

50-255 

P 

01/12/31 

50-253 

P 

01/12/31 

50-255 

P 

02/01/27 

50-247 

P 

02/01/07 

HISC 


01/12/19 

40-0708 


01/ 12/1 3 

4O-O7C0 


02/01 /I 3 

50-309 

F 

02/01/13 

30-305 

F 

02/03/01 

50-322 

0 

02/01/12 

50-369 

p 

82/01/06 

30-209 

0 

02/03/04 

lOCFR 


82/03/1 7 

30-320 

p 

02/02/24 

90-302 

A 

03/01/07 

HtSC 


02/01/20 

70-lCe6 


02/01/14 

30-305 

0 

02/01/26 

30-382 

A 

82/01/03 

90-369 

0 

82/02/04 

REUtEW CRP 

82/02/10 

50-289 

P 

02/01/22 

70-314 


02/03/09 

50-3 

P 

82/03/26 

50-332 

A 

61/11/04 

NUREO 


82/01/76 

30-361 

A 

82/01/26 

50-361 

f 

93/01/36 

SO -361 

tt 

02/02/26 

50-520 

0 

62/03/1 1 

50-244 

0 

02/03/10 

50-493 

Ji 

02/02/26 

REOIEU ORP 

02/02/15 

50-329 


02/03/1 1 

50-393 

<3 

01/06/04 

FOIA 


91/00/04 

FOIA 


01/06/04 

FOIA 


81/00/04 

FOIa 


01/00/04 

FOIA 


01/00/04 

FOIA 


81/00/04 

FOlA 


01/00/04 

FOIA 


81/08/04 

FOIa 


01/09/04 

FOIa 


81/08/04 

FOIA 


82/02/19 

50-367 

& 

02/02/16 

50-369 

9 

B1/C8/04 

FOIA 


ei/C6/04 

FOIA 


81/C9/04 

roiA 


□I/C0/O4 

50-10 

V 

01/08/04 

FOIA 


Bl/CO/04 

FOIA 


OI/CB/04 

FOIA 


OI/OG/04 

90-206 

V 

81/08/04 

30-295 

s 

01/08/04 

FOIA 


□ 1/00/04 

30-272 

p 

01/08/04 

50-290 

p 

□1/08/04 

30-247 

w 

□1/00/04 

30-317 

p 

61/00/04 

50-293 

p 


01/08/04 30-213 P 
01/08/04 50-295 P 


accession NUMOEP 


ACCESS I ON NUNBEfi 


PfifNCIPAL 
e«CLOSU«E oacu-iEM 


92030100*3 
6303010965 
63030 1 OO*** 
6503010070 
02030 1C07 1 

92030 1 C073 
6293010076 
6303910077 
6303010001 
6303910065 

6393010066 

8303910091 

6393010095 

6203010098 

6303010097 

0303010101 

9203010106 

0303010110 

8303010112 

0203010113 

6303010116 

6303010117 

6203010131 

9303010133 

6203010125 

8203010136 

0303010137 

0303010129 

6303010133 

8303010135 

0203010136 

8203010130 

8209010140 

8203010143 

8203910144 

0209010145 

6203010146 

6203010147 

8303010150 

0203010155 


8303010901 

8393010001 

6303010001 

6203010001 

8303010001 

8203010991 

0203010001 

0303010901 

8303010991 

6303010301 

e30301CC01 
630301 CCOl 
8303010001 
8303010001 
8203010091 

830301 OCOl 
0303010001 
8303010001 
8203010601 
820301 OCOl 

8203010001 
0203010001 
02030101 18 
8203010001 
0203010901 

0303010118 

8203010120 

8303010001 

8303010001 

6303010001 

8303010001 

8303010134 

0303010001 

0203010001 

8303010141 

0303010143 
0203010001 
8203010001 
8303010001 
820301 OOOl 


CATE 

ISSUED 


61/08/04 
01 / 08/04 
ai/oe/04 
ai/oe/04 
91/08/04 

01/00/04 

91/00/04 

81/03/04 

ei/08/04 

81/08/04 

01/CB/O4 
0 1 / 08/04 
OI/Ce/04 
91/08/04 
01/ 08/04 

81/03/04 

81/09/04 

ei/09/04 

01/09/04 

01/03/04 

Bl/ 03/04 
01/08/04 
03/02/22 
Ol/Ce/04 
81/08/04 

03/03/22 

03/03/10 

91/08/04 

81/08/04 

81/08/04 

01/00/04 

63/03/23 

01/08/04 

01/00/04 

03/02/35 

83/03/33 
01 /08/04 
a 1/08/04 
81 /Oa/04 
81/00/04 


SUBJECT 

CATECOfiV 


FOIA 

FOJA 

FOIA 

FOIA 

50-317 P 

50-395 P 
30-3 P 
FOIA 

30-305 P 
FOIA 

59-313 P 
30-303 P 
30-317 P 
90-373 P 
FOIA 

30-334 P 
50-280 P 
FOIA 

30-369 P 
50-320 A 

FQtA 

50-373 P 
30-413 0 

50-313 P 
FOIA 

50-413 0 

30-313 6 

FniA 

50-346 P 
30-543 A 

30-470 A 
30-443 C 
50-315 P 
50-367 P 
50-328 0 

30-199 P 
30-493 A 
30-336 P 
50-470 A 
50-303 P 


0303010161 

8203010163 

0303010164 

8203010166 

8203010173 

6203010179 

8203010183 

820.3010183 

8203010108 

8203010109 


8203010199 
6203010202 
G2030 10206 
6303010307 
6303010212 

0203010214 

8303010216 

8203010220 

0203010239 

8303010329 

8303010233 

B203010234 

8203010236 

8203010239 

6203010341 

8203010244 

8203010246 

8203010251 

8203010232 

0203010256 

9303010359 

8203010363 

0303010266 

83030102*0 

8203010273 


0203010001 

8303010001 

8203010160 

8203010162 

6303010001 

0303010001 

0203010170 

8303010178 

0303010001 

9203010178 


02O3O1OCO1 

8303010001 

8303010304 

0303010001 

0303010209 

0303010301 
020301031 1 
0203010001 
0203010001 
0203010234 

020301033* 

0303010001 

8303010001 

6203010001 

8203010001 

0303010001 

8303010001 

6303010347 

0203010001 

8203010001 

0303010233 

0203010350 

030301000] 

03030103*4 

6303010001 


01 /C0/O4 
Bl/OB/04 
02/02/19 
03/03/25 
01/08/04 

oi/oa/04 

03/02/2* 

83/02/2* 

81/08/04 

B2/02/3* 


Bt/OB/04 

ei/OB/04 

82/02/23 

dl/OB/04 

82703/22 

82/02/12 

83/02/24 

81/08/04 

01/08/04 

02/03/12 

02/03/17 

ei/OB/04 

ai/OQ/04 

81/00/04 

81/08/04 

81/00/04 
81/08/04 
82/02/23 
ai/oa/04 
81 /Oa/04 

83/02/17 

82/03/17 

01/08/04 

03/03/13 

81/08/04 


50-550 A 
FOIA 

50-3*7 6 

50-29 P 
50-313 P 

FOIA 

50-341 T 
50-341 I 
FOIA 

30-341 T 

50-393 A 

FOIA 

FOIA 

50-341 T 
FOIA 

FOIA 

50-369 P 
50-254 0 

30-302 P 
50-360 n 

50-3*0 8 

90-330 0 

50-266 P 
FOIA 
0A999 

30-298 B 
50-269 P 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

30-133 P 

FOIA 

FOIA 

90-290 S 
50-398 S 
50-259 P 
30-206 9 

FOIA 


0303010190 

8203010191 

6203010193 

8203010194 

8203010196 


830301018* 
8303010001 
8203010001 
6303010176 
03030 1 OCOl 


82/02/33 

BI/OS/04 

61/08/04 

02 / 02 / 2 * 

81/0B/O4 


PRINCIPAL 
ENCLOSURE DOCUMENT 


0203010274 0203010001 
020301027* 92030 I OOOl 
8203010277 8203010273 
8203010201 8203010279 
8203010285 8203010282 

6203010206 0303010001 
6203010307 0303290349 
0203010280 8203010283 
0203010290 8203010001 
8203010296 8203010295 

9203010312 8203010001 
8203010328 0203010001 
8203010332 0203010001 
0203010333 0203010001 
0203010336 8203010327 

8203010351 8203010001 
8203010353 02O3OIOOOI 
8303010337 0303010001 
8203010363 0303010001 
0203010367 8303010001 

0303010368 8203010366 
82030103*9 0303010001 
0203010373 0203010001 
0203010374 02030 1 OOOl 
0203010373 8203010001 

0203010377 8203010303 
B203010381 0303010001 
0203010304 0303010283 
0203010383 BS0301DOOI 
820301030* 0303010001 

8203010307 9203010001 
8203010389 0203010001 
8203010392 0203010001 
0203010395 0203010001 
8203010398 0203010001 

0203010399 0203010001 
0203010402 0203010001 
0203010403 0303010001 
830301040* S3030I0001 
8203010409 8303010001 

0203010410 8203010394 
0203010413 0203010001 
830301041* 8203010001 
6203010418 8303010001 
020301043* 0303010001 

8203010437 0203010420 
8203010440 8303010001 
0203010444 8303010001 
8203010447 8203010001 
0203010448 B2030100D1 

0203010449 8303010001 
8203010450 8303010001 
0303010451 8203010001 
0303010453 0203010001 
8203010454 0203010001 

9203010457 0303010001 
8303010498 8303010001 
0303010459 0203010001 
0203010473 0203010460 
8203010490 0203010483 

0203020001 8203010001 
8203020002 0203010001 
8203030005 0203010001 
8203020007 0203010001 
0203020009 8203010001 

0203020012 8303010001 
03030200 17 B2030 I 000 1 
0203020018 0203030010 
8203020019 0203010001 
0203020020 8203010001 

6203030022 B203010001 
6203020033 0203010001 
6203020037 82030 1 000 1 
0203020029 8203010001 
0203020033 0203010001 


DATE 

SUBJECT 


ISSUED 

CATEOORV 




•• 

81 /CB/D4 

FOIA 


81 /08/04 

FOIA 


92/02/19 

50-336 


82/02/12 

0A999 


02/ 02/25 

50-416 


01/00/04 

FOIA 


03/03/2* 

50-352 

A 

62/02/23 

30-2*6 

Q 

81/00/04 

50-317 

P 

83/02/18 

50-290 

G 

81/00/04 

50-313 

P 

01/00/04 

FOIA 


81/00/04 

FOIA 


81/08/04 

FOIA 


02/02/22 

50-133 

P 

01/00/04 

50-269 

P 

01/00/04 

FOIA 


81 /O0/O4 

50-259 

P 

ai/OO/04 

FOIA 


01/00/04 

FOIA 


82/02/11 

30-279 

0 

01/08/04 

FOIA 


01/00/04 

50-269 

P 

01/08/04 

FOIA 


01/00/04 

FOIA 


82/03/23 

50-3*6 

0 

01/08/04 

FOIA 


02/02/23 

50-266 

0 

01 /OQ/04 

FOIA 


81/08/04 

FOIA 


Ol/OB/04 

FOIA 


oi/oa/04 

FOIA 


01/08/04 

FOIA 


01/09/04 

FOIA 


81/00/04 

FOIA 


81/08/04 

FOIA 


a 1/08/04 

FOIA 


01/08/04 

FOIA 


01/09/04 

FOIA 


Bl/08/04 

FOIA 



82/02/16 XPORTLIC 
01/00/04 POIA 
81/08/04 FDIA 
ai/OQ/04 FOIA 
01/00/04 FOIA 


82/02/17 

XPORTLIC 

01/00/04 

FOIA 

01/00/04 

FOIA 

01/08/04 

FOIA 

81/09/04 

FOIA 

81/08/04 

FOIA 

01/08/04 

FOIA 

a 1/09/04 

FOIA 

81/00/04 

FOIA 

81/08/04 

FOIA 

01 / 08/04 

FOIA 

81/08/04 

FOIA 

01/08/04 

FOIA 

82/02/1 1 

71-9090 

02/01/14 

40-0300 

81/00/04 

FOIA 

81/08/04 

FOIA 

01/00/04 

90-320 

01/08/04 

FOIA 

81/00/04 

FOIA 

ei/08/04 

FOIA 

91/ 09/04 

FOIA 

82/02/33 

CONTRACT 

Bl/08/04 

FOIA 

ei/oa/04 

FOIA 

91/00/04 

90-320 

81/08/04 

FOIA 

01/08/04 

FOIA 

at / 08/04 

FOIA 

Bl/Oa/04 

FOIA 


8203020034 0303010001 
820302003* 8203020032 
8203020037 8203020031 
3203020040 8203 010001 
830303004* 8203010001 


91/00/04 FOIA 
82/02/17 XPORTLIC 
02/03/23 CONTRACT 
01/00/04 FOIA 
Bl/OB/04 FOIA 



Access toM 


EKCI.&SURE 


0SO3&2OO48 

0203020054 

B50302003fc 

0203020098 

820302004»9 

8203020072 

8203020080 

8203020081 

8303020082 

G203020035 

8203020086 
0203020090 
B 203020092 
8203020101 
8203020110 

8203020113 

8203020120 

8203020123 

8203020128 

8203020129 

6203020131 
8203020132 
8203020 1 30 
8203020140 
8203020144 

0203020147 

8203020130 

8203020160 

0203020163 

8203020169 

0203020174 

8203020178 

0203020179 

8203020100 

8203020182 

8203020183 

8203020192 

0203020193 

0203020196 

8203020199 

0203020200 

3203020201 

0203020203 

0203020206 

0203020211 

0203020213 

8203020217 

0203020221 

6203020223 

8203020224 

8203020229 

8203020228 

8203020233 

8203020233 

8203020233 

8203020236 

8203020243 

6203020244 

8203020249 

8203020250 

O20302O2S1 

8203020299 

0203020297 

8203020290 

8203020260 

0203020263 

0203020264 

8203020263 

3203020269 

0303020270 

8203020272 

8203020273 

8203020273 

0203020277 

0203020278 

8203020280 

0203020201 

0203020286 

0203020207 

8203020209 


TO PRINCIPAL DOCUMENTS 


NUMBER 


aCCESSICN hV^BER 


PR INCtPAI. 

nocuMENr 


8203020043 
8203010001 
8203010001 
B3O30 10001 
0303020061 

8303010001 

8303010001 

0303020079 

8303010001 

0303010001 

8303010001 
030301 0001 
0303010001 
03030 I 000 I 
0303010001 

0303010001 

0303010001 

0303010001 

8303030123 

0203010001 

8303010001 
0303010001 
020301 0001 
0203010001 
0203010001 

B3030I0001 

8203010001 

8303010001 

0203030156 

B20301000I 

8203010001 

8203030169 

0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

0203010001 

0203010001 

B2030I000I 

B 7030 1000 I 
8203030186 
8203010001 
0203010001 
B 3030 1000 I 

0203010001 

8203020219 

8203010001 

0203010001 

0203010001 

0203020001 

8203010001 

8203010001 

8303010001 

3303010001 

8303030330 

8303010001 

0303010001 

0203010001 

8303010001 

3303030239 

8303010001 

8303010001 

8303020393 

8303010001 

8303010001 

8303010001 

8203010001 

8303010001 

6303010001 

8203020293 

8203010001 

8203010001 

8203030293 

8203010001 

0203010001 

8203010001 

8203010001 

0203010001 

8203030204 


DATE 

ISSUED 


83/03/10 

01/00/04 

□1/00/04 

01/00/04 

83/02/02 

01/09/04 

01/00/04 

82/02/04 

01/08/04 

01/00/04 

01/00/04 

01/08/04 

81 / 08/04 

01/00/04 

01/00/04 

01/00/04 

01/00/04 

01/00/04 

03/02/09 

01/00/04 

01/00/04 
01/00/04 
81 /O0/O4 
81/00/04 
81/00/04 

Bl/08/04 

01/08/04 

01/00/04 

82/02/09 

81/08/04 

01/00/04 

83/03/08 

01/00/04 

01/00/04 

01/00/04 

01/00/04 

01/00/04 

81/00/04 

01/00/04 

01/00/04 

81/00/04 

02/02/17 

01/00/04 

01/00/04 

ni/00/04 

81/00/04 

03/02/26 

01/00/04 

01/00/04 

01/00/04 

01/00/04 

01/08/04 

01/00/04 

01/08/04 

01/08/04 

82/02/04 

01/00/04 

01/OB/O4 

BI/OB/04 

01/00/04 

82/03/19 

01/08/04 

01/00/04 

82/02/09 

01/08/04 

st/oa/04 

01/00/04 

01/08/04 

81/08/04 

01/00/04 

82/02/09 

01/00/04 

Ol/Oa/04 

82/02/05 

81/00/04 

81/00/04 

81/00/04 

01/00/04 

01/00/04 

83/02/18 


suojeci 

CATEonnv 

71-466 
FOIA 
EDI A 
fOIA 

uaste mot 

FOIA 

FOIA 

XPORTlIC 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
FOIA 
FOIA 
XPQH TLIC 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-399 0 

FOIA 

FOIA 

90-399 0 

FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

90-320 a 
FOIA 
FOIA 
FOIA 

FOIA 

90-293 P 
FOIA 
FOIA 
FOIA 

90-269 P 

FOIA 

FOIA 

FOIA 

FOIA 

50-321 0 

FOIA 

FOIA 

FOIA 

FOIA 

50-318 S 
50-330 P 
FOIA 

90-285 P 
FOIA 

FOIA 

FOIA 

FOIA 

50-209 T 
FOIA 

50-209 P 

FOIA 

FOIA 

50-289 P 
FOIA 

FOIA 
FOIA 
FOIA 
FOIA 
70-1 143 


ENCLOSURE 

8303020290 

0203020291 

0203020293 

8203020294 

B203030296 

0203020298 

8203020300 

8203020301 

8203020302 

0203020305 

9203020307 

8203020309 

9203020309 

8203020311 

8203020313 

8203020318 

8203020324 

0203020327 

8203020331 

0303020332 

0203020337 

8203020342 

0203020343 

0203020347 

8203020355 

8203020359 

8203020365 

8203020367 

8203020360 

8203020372 

8203020373 

8203020375 

8203020376 

8203020379 

8203020395 

9203020398 

8203020371 

8203020392 

8203020393 

8203020394 

8203020395 

8203020396 

8203020397 

0203020398 

8203020401 

8203020405 
8203020407 
8203020412 
8203020414 
82030204 I 7 

8203020423 

8203020429 

0203020432 

8203020436 

8203020439 

8203020440 
820302044 I 
0203020451 
8203020492 
8203020462 

6203020463 

8203020472 

8203020473 

8203020476 

6203020460 

0203020401 

6203020405 

6203020488 

6203020490 

6203020494 

8203020496 

6203020539 

6203020506 

0203020910 

0203020515 

8203020516 

0203020930 

0203020531 

6203020534 

0203020530 


PBIMCJPAL 

DOCUMENT 

6203010001 

6203010001 

0203010001 

0203010001 

6203010301 

02O3OlCOOt 

8203010001 

6203300069 

6203010001 

0203030299 

0203010001 
0203010001 
0203 010001 
6203 01 cool 
820301 coot 

8203010301 
0203010001 
0203020319 
02030203 19 
020301000] 

8203020317 

8203010001 

8203020319 

8203020319 

8203020319 

0203010301 

8203010301 

8203020361 

0203020364 

8203020370 

8203010001 

8203020370 

8203020370 

8203020370 

0203020393 

8203020344 

0203020387 

0203020386 

8303020386 

0203020361 

0203020353 

8203020386 

0203020361 

8203020386 

8203020361 

8203030361 
8203020399 
8203020399 
820302041 1 
8203020413 

0203020419 

0203020419 

0203020419 

0203020434 

8203020419 

8203020437 
8203020435 
62030304 45 
8203030446 
8203030456 

8203020438 

0303020467 

8203020468 

8203020468 

8203030474 

8303030460 

8303020474 

8203020469 

0203030482 

6303020489 

8303020469 

8203020495 

8203020469 

8203020508 

8203020469 

8303030500 

8303020526 

8203290017 

8203020527 

8203020320 


OAie 

SJBUE CT 

tOSUEO 

CATEOflrtV 


* 


01/00/04 

FOIA 


81/00/04 

FOIA 


ot/oa/04 

FOIA 


01/00/04 

FOIA 


ei/cn/04 

FOIA 


01/00/04 

FOIA 


81/00/04 

FOIA 


82/03/20 

SO -2*3 P 

Bl/Oe/04 

FOIA 


02/03/08 

50-321 

a 

01/08/04 

FOIA 


ni/c0/o4 

FOIA 


01/08/04 

raiA 


01/08/04 

FOIA 


01/08/04 

FOIA 


01/00/04 

50-213 

V 

81/08/04 

ao-25<? 

V 

89/02/33 

30-200 

o 

83/03/23 

50-2BO 

u 

81/08/04 

50-369 

V 

32/02/33 

50-200 

o 

91/08/04 

50-317 

V 

93/02/23 

30-200 

n 

83/02/23 

50-280 

a 

03/02/23 

50-280 

a 

01 /08/04 

FOIA 


01 / 08/0 4 

SO-2'75 

V 

03/03/26 

REVIEW 

09F 

03/02/26 

QAV99 


03/02/1 1 

50-416 

o 

ai/C8/04 

SO-IO 

V 

82/02/1 1 

50-4 16 

o 

03/02/1 1 

30-416 

o 

82/03/1 1 

50-416 

o 

33/03/23 

50-395 

F 

©2/03/24 

50-339 

n 

82/02/19 

90-334 

o 

82/09/96 

50-443 

H 

©2/02/26 

50-443 

H 

©2/02/26 

REV 1 EM 

OOP 

82/02/09 

30-321 

a 

82/03/26 

50-44S 

M 

©2/02/26 

REVIEW 

OHP 

83/02/26 

30-443 

M 

©2/02/26 

REVIEW 

ORP 

83/03/36 

REVIEW 

G9P 

02/03/33 

30-237 

T 

92/02/23 

50-337 

T 

02/02/33 

50-397 

Q 

02/02/96 

50-243 

P 

83/02/10 

50-269 

O 

83/02/18 

50-269 

a 

83/02/18 

50-269 

a 

©3/02/36 

50-482 

A 

©3/03/16 

30-269 

o 

63/02/33 

50-346 

p 

03/03/09 

50-13 

o 

©3/01/26 

30-13 

F 

©2/02/03 

30-373 

a 

02/03/19 

50-360 

s 

03/03/23 

27-48 


©2/02/35 

50-3ia 

a 

©3/02/10 

27-4 7 


©3/03/18 

27-4 7 


©2/02/35 

50-302 

A 

82/03/18 

27-47 


82/03/35 

50-382 

H 

03/03/23 

30-327 

O 

02/02/19 

50-3 1 3 

B 

82/03/05 

50-39 S 

O 

02/03/93 

50-327 

Q 

03/03/19 

50-261 

a 

03/03/23 

50-327 

o 

03/02/26 

50-275 

R 

03/03/23 

SO-327 

Q 

02/02/19 

50-360 

a 

83/02/35 

50-321 

R 

83/03/15 

50-275 

P 

82/02/24 

50-333 

P 

82/03/25 

50-299 

O 


ACCEBSIOI WBEfi 


accession number 



principal 

DATE 

euBjccr 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

OOCUMENT 

ISSUED 

CATE COR V 

enclosure 

ODCUMENT 

ISSUED 

CATeOORY 

6303020539 

8203020527 

82/02/34 

30-333 

P 

8203030030 

0203010001 

81/00/04 

FOIA 


R203030S40 

0203020319 

82/02/24 

S0'3I3 

P 

8203030039 

8203010001 

81/00/04 

FOIA 


0203020547 

8203020532 

83/02/05 

50-327 

0 

3203030043 

8203010001 

81/00/04 

FOIA 


8203020550 

8203 0205 4 6 

82/02/25 

S0-49B 

H 

8203030043 

0203010001 

81/08/04 

FOIA 


9203020553 

3203020544 

82/02/11 

50-351 

0 

8203030048 

8203030042 

02/02/23 

30-283 

F 

8203020557 

8203020552 

83/03/34 

50-302 

0 

8203030030 

8203030042 

02/02/23 

30-203 

F 

9203020553 

9203020558 

83/03/35 

50-461 

K 

8203030031 

8203030044 

02/02/12 

30-305 

P 

9203020571 

8203020350 

82/03/11 

50-523 

0 

8203030033 

6203010001 

81/00/04 

30-320 

P 

9203020573 

8303020362 

03/02/Ce 

30-424 

0 

0203030037 

8203010001 

01/08/04 

FOIA 


9203020575 

8203020369 

82/03/33 

50-278 

P 

3203030033 

0203030033 

02/03/17 

80-434 

E 

8203020501 

8203020507 

02/ 03/02 

30-348 

Q 

3203030050 

8203010001 

01/08/04 

FOIA 


9203020505 

0203020550 

02/03/1 1 

30-528 

0 

0203030053 

8203010001 

81/00/04 

FOIA 


6203020580 

8203020584 

03/02/19 

50-537 

A 

3203030069 

8203010001 

81/08/04 

FOIA 


820302059 1 

9203020579 

02/02/18 

50-317 

S 

3203030070 

6203010001 

81/08/04 

FOIA 


0203020592 

0203090503 

02/02/11 

50-273 

0 

8203030072 

8203010001 

01/08/04 

FOIA 


8203020597 

8203020593 

02/03/04 

30-351 

0 

0203030079 

8203030077 

83/02/35 

30-201 

0 

8203020598 

8203020577 

03/02/19 

30-317 

s 

8203030009 

8203030083 

82/03/10 

CONTRACT 


6203020599 

8203020360 

03/02/03 

50-413 

0 

0203030091 

8203030082 

03/03/10 

CONTRACT 


8203020505 

8203020501 

03/03/03 

50-399 

0 

0203030094 

0203010001 

Bl/OB/04 

30-259 

V 

8203020513 

8203030503 

02/03/03 

50-230 

0 

8203030093 

8203030087 

83/02/10 

70- 1 1 31 


3203020514 

8203020509 

03/03/03 

30-359 

0 

8203030099 

8203010001 

01/08/04 

FOIA 


9203020520 

8203020516 

02/03/33 

50-29 

n 

8203030103 

8203010001 

81/08/04 

FOIA 


3203020522 

8203020513 

83/02/(7 

50-244 

0 

0203030105 

B2030I0001 

01/08/04 

FOIA 


3203020625 

8203020517 

03/02/36 

50-333 

r 

8203030109 

8203030104 

83/03/17 

30-333 

p 

9203020532 

8203020619 

03/02/33 

50-309 

0 

8203030111 

8203010001 

81/00/04 

FOIA 


6203020607 

8203020530 

02/03/35 

QA999 


8203030113 

0203010001 

81/00/04 

30-286 

V 

620302054 1 

8203020534 

03/03/33 

50-482 

A 

0203030120 

8203010001 

01/08/04 

30-243 


6203020554 

6203290017 

03/03/15 

50-275 

A 

8203030122 

0203030119 

82/03/23 

30-2 1 3 

a 

8203020650 

0203290017 

03/03/15 

30-275 

A 

8203030123 

8203010001 

81/00/04 

30-247 


8203020655 

0203020639 

02/03/19 

50-395 

A 

0203030125 

8203010001 

Bl/OB/04 

FOIA 


3203020658 

0203020557 

82/02/00 

50-416 

0 

8203030 130 

0203010001 

81/08/04 

FOIA 


0203020559 

8203020555 

82/03/23 

50-320 

P 

8203030132 

8203010001 

01/06/04 

30-10 

V 

8203020672 

8203020570 

82/02/15 

50-94 

O 

B203030136 

8203010001 

01/00/04 

30-293 

V 

8203020677 

6203020670 

83/03/15 

50-94 

0 

8203030140 

8203010001 

Bl/08/04 

FOIA 


3203020532 

8203020674 

82/03/23 

70-2939 


8203030141 

0203010001 

01/08/04 

50-247 

u 

3203030584 

0203020573 

82/01 /39 

50-283 

0 

8203030143 

0203010001 

81/08/04 

30-23? 

V 

8203020592 

0203020586 

02/03/03 

QA999 


0203030131 

0203010001 

BI/Oe/04 

50-243 

V 

8203020705 

B203020703 

82/02/35 

50-209 

P 

8203030134 

0203010001 

81/08/04 

30-313 

V 

8203020709 

8203020708 

82/03/25 

50-334 

R 

8203030136 

8203030133 

03/03/35 

50-285 

a 

3203020714 

8203020711 

82/02/04 

30-395 

0 

8203030139 

8203010001 

Bl/OB/04 

50-2 33 

V 

8203020720 

82030207 IG 

03/03/23 

30-334 

P 

8203030153 

8203010001 

Bl/OB/04 

30-285 

u 

8203020721 

8203020717 

82/03/09 

30-327 

0 

8203030170 

0203010001 

01/08/04 

30-213 

V 

3203020735 

020301 0001 

81/03/04 

50-317 

V 

8203030173 

8203030158 

02/02/23 

30-304 

s 

9203020742 

8203020741 

02/03/10 

contract 


8203030184 

8203010001 

01/00/04 

FOIA 


8203020740 

8203020745 

83/02/33 

50-262 

F 

8203030190 

8203010001 

81/08/04 

FOIA 


8203020749 

8203020745 

82/03/33 

50-282 

F 

8303030194 

8203010001 

81/00/04 

FOIA 


6203030751 

0203020750 

03/03/34 

30-245 

F 

8203030193 

0203010001 

01/00/04 

FOIA 


8203020754 

0203020750 

33/03/34 

30-245 

F 

8203030195 

0203010001 

81/00/04 

FOIA 


B203020757 

8203020753 

02/ 02/34 

30-305 

F 

8303030200 

8203010001 

81/08/04 

FOIA 


9203020758 

82030207 5 3 

e3/’03/34 

50-345 

F 

8203030201 

0203010001 

Bl/OB/04 

FOIA 


3203020759 

8203020733 

82/02/24 

50-303 

F 

8203030310 

8203010001 

81/08/04 

FOIA 


8203020750 

8203020733 

82/02/34 

50-345 

F 

6203030213 

8203010001 

01/08/04 

FOIA 


8203020755 

8203090752 

82/03/24 

30-333 

F 

8203030215 

8203010001 

ai/OB/04 

FOIA 


S20302075B 

8203020753 

32/02/23 

30-259 

F 

8203030221 

8203010001 

81/08/04 

FOIA 


82030207 70 

8203020753 

82/02/33 

30-259 

F 

8203030233 

0203010001 

01/08/04 

FOIA 


3203020773 

6203020753 

83/02/33 

50-269 

F 

8203030323 

8203010001 

81/00/04 

FOIA 


8203020775 

8203020753 

82/02/33 

50-259 

F 

0203030228 

0203010001 

01/00/04 

FOIA 


0203020777 

8203020763 

93/02/33 

50-259 

F 

8203030331 

8203010001 

01/00/04 

30-327 

V 

8203020770 

8203020753 

82/02/33 

30-269 

F 

8303030332 

8203010001 

81/00/04 

FOIA 


B2O3020779 

8303030753 

82/08/23 

30-269 

F 

8203030239 

8203010001 

81/00/04 

FOIA 


8203030001 

8203010001 

81/00/04 

FOIA 


6203030349 

8203030245 

82/01/38 

30-282 

p 

9203030002 

8203010001 

ai/oe/04 

FOIA 


8303030332 

0203010001 

01/00/04 

FOIA 


3203030003 

82030 1 000 1 

ai/OB/04 

fOIA 


6203030335 

0203010001 

81/00/04 

FOIA 


0203030006 

0203010001 

81/08/04 

FOIA 


8203030376 

8203030259 

83/02/03 

30-10 

p 

8203030009 

8203010001 

31/08/04 

FOIA 


8203030279 

0203030277 

03/03/01 

30-133 

R 

3203030010 

8203010001 

81/08/04 

FOIA 


8203030282 

8203030277 

83/03/01 

30-133 

R 

8203030014 

3203010001 

81/08/04 

FOIA 


8203030283 

8203010001 

01/08/04 

FOIA 


8203030016 

8203010001 

81/08/04 

FOIA 


8203030383 

0203030277 

83/03/01 

30-133 

R 

8203030019 

8203010001 

81/08/04 

FOIA 


0303030388 

8203010001 

81/08/04 

FOIA 


8203030021 

8203010001 

01/08/04 

FOIA 


8303030390 

0203010001 

81/08/04 

FOIA 


9903030023 

8203010001 

81/08/04 

FOIA 


8203030393 

8203030271 

82/03/15 

30-461 

E 

8203030024 

8203030020 

82/03/18 

50-250 

P 

8303030393 

8203010001 

81/08/04 

FOIA 


3203030025 

8203010001 

Bl/08/04 

FOIA 


8203030398 

0203030293 

03/03/17 

30-318 

B 

8203030025 

6203030030 

82/02/13 

50-250 

P 

8203030399 

0203010001 

BI/OB/04 

FOIA 


3203030027 

8203010001 

81/00/04 

FOIA 


8203030303 

0203010001 

91/08/04 

FOIA 


8203030029 

0203010001 

91/0B/04 

FOIA 


8303030305 

0203030300 

83/03/33 

KPORTLIC 


B 203030030 

8203030020 

82/02/18 

50-230 

P 

8303030305 

0203030301 

83/03/02 

30-247 

e 

0203030033 

6203030033 

03/02/17 

30-285 

P 

8203030307 

8203030303 

03/02/19 

30-253 

R 

8203030034 

0203010001 

81/0B/04 

FOIA 


8303030308 

0303030204 

03/02/25 

30-133 

0 

8203030036 

8203030032 

02/02/17 

50-285 

P 

B3O3030309 

8203010001 

St/08/04 

FOIA 



^RmaPAVDOCUMENTS 




accession 

NUMBER 


SUBJECT 

category 

enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8203030313 

8203030314 

8203030318 

8203030321 

8203030322 

0203 0303 10 
8203010001 
8203030315 
8203010001 
8203030313 

82/02/22 

01/08/04 

02/02/23 

81/00/04 

82/02/23 

XPORTCIC 

FOIA 

30-461 < 

FOIA 

SO-461 < 

8203030323 

8203030330 

8203030333 

8203030339 

8203030336 

8203030315 

8203030324 

8203030329 

8203030329 

0203030329 

82/02/23 

02/02/16 

82/02/26 

02/02/26 

82/02/26 

50-461 

30-237 

30-341 

30-341 

50-341 

8203030338 

8203030339 

0203030345 

8203030346 

8203030349 

8203030329 

8203030324 

8203010001 

8203010001 

0203010001 

82/02/26 

82/02/16 

81/08/04 

81/09/04 

81/09/04 

50-341 

50-237 

FOIA 

FOIA 

FOIA 

8203030353 

8203030394 

8203030399 

8203030356 

S2O303O35B 

0203010001 

8203010001 

0203030391 

0203010001 

8203010001 

01/08/04 

91/08/04 

82/02/24 

Bl/08/04 

81/08/04 

FOIA 

FOIA 

50-202 

FOIA 

FOIA 

8203030359 

8203030360 

8203030362 

8203030363 

8203030364 

8203030357 

8203030350 

8203010001 

8203030361 

8203010001 

82/02/23 

82/02/23 

81/08/04 

82/02/17 

Bl/08/04 

50-237 

50-220 

FOIA 

50-346 

FOIA 

B2O303O36S 

8203030360 

8203030369 

8203030370 

8203030371 

8203010001 

8203010001 

8203030366 

B203030367 

8203010001 

81/09/04 

0I/OB/O4 

82/02/23 

82/02/26 

01/09/04 

FOIA 

FOIA 

50-333 

70-2638 

FOIA 

0203030379 

8203030378 

8203030379 

8203030382 

8203030384 

8203010001 
8203010001 
8203030376 
B2030 10001 
8203010001 

81/08/04 

81/08/04 

82/02/25 

81/08/04 

81/08/04 

FOIA 
30-206 
50-27 1 
30-249 
30-295 


S2030303B9 

9203030386 

9203030388 

8203030399 

8203030390 


8203010001 

8203030393 

8203010001 

8203010001 

8203030387 


81/00/04 

92/02/16 

81/08/04 

81/08/04 

82/02/18 


8203030391 

8203030397 

8203030401 

8203030403 

e2030'3040S 


8203010001 

8203010001 

8203010001 

8203030399 

8203030400 


Bl/OB/04 

Bl/OB/04 

91/08/04 

82/03/1*? 

82/02/18 


FOIA 

90-249 0 
90-269 V 
80-29 V 
70-1308 


50-3 

FOIA 

FOIA 

50-277 

70-27 


V 

a 


9203030413 

9203030414 

8203030415 

8203030416 

8203030418 


0203030411 

8203030393 

8203030410 

8203030409 

9203030412 


82/02/26 

82/02/22 

82/02/24 

82/02/23 

82/02/23 


8203030420 

8203030425 

0203030426 

8203030427 

8203030429 


8203030417 

8203030419 

8203030423 

8203030421 

8203030422 


82/02/26 

82/02/23 

82/02/16 

92/02/26 

82/02/19 


8203030431 

8203030433 

8203030443 

8203030444 

0203030446 


8203030424 

8203010001 

8203030437 

8203010001 

8203030432 


82/02/17 

81/08/04 

92/02/24 

81/08/04 

82/02/25 


8203030448 

8203030452 

8203030453 

8203030455 

8203030459 


8203030436 

8203030441 

8203030450 

0203030449 

8203010001 


81/10/26 

82/02/22 

82/02/23 

82/02/23 

81/08/04 


8203030461 

8203030462 

0203030473 

8203030479 

8203030480 

8203030494 

0203030499 

8203030504 

0203030510 

0203030512 

8203030514 

920303052} 

9203030932 

8203030535 

8203030539 


8203030435 

8203030456 

8203030464 

8203030476 

8203030403 

8203030483 

0203030486 

8203030497 

8203010001 

8203030505 

8203030511 

8203010001 

0203010001 

8203030530 

8203010001 


82/02/19 

82/02/23 

82/02/26 

82/02/11 

82/03/01 

82/03/01 

82/02/22 

02 / 02/10 

81/08/04 

82/02/11 

82/02/22 

81/00/04 

81/08/04 

82/02/23 

81/08/04 


40-564 
30-336 S 
30-293 0 

90-237 8 

90-272 P 


90-373 0 

90-255 P 
90-289 0 

90-312 0 

90-304 S 


90-213 

FOIA 

90-306 

fqia 

90-410 


8 

8 

0 


50-409 0 

70-1181 
90-155 B 
90-237 S 
FOIA 


90-301 B 
90-213 0 
90-312 P 

review Of’*’ 
review ORP 

90-255 8 
90-309 8 
FOIA 

90-334 0 


90-213 

FOIA 

FOIA 

90-395 

FOIA 


R 

A 


accession numder 

principal CATEOWr 

enclosure DOCOMEMT^ " 

8203030544 82/02/16 30-293 B 

8203030545 82/02/23 50-249 B 

0203030348 ®|°g9?oOot 01/09/04 50-327 V 

8203030565 6203010001 52^375 P 

B203030575 82/03/15 50-275 P 

8203030976 82/02/1 1 CONTBACT 

8203030907 82/02/25 50-302 P 

0203040000 8203040003 

8203040023 |[/0B/O4 M'”’ 

S0037 8M3040027 92/02/16 50-275 P 

8203040039 0=03040017 ^-339 P 

8203040041 82/02^19 ** 

8203040046 0203040DJ/ o,/oa/04 FOIA 

I 2 S 3040044 02/02/12 CONTRACT 

8203040050 02®3O1OOO1 

8203040067 6=030^®®®! M/02/22 50-336 P 

fJsjsst! ra is:is ; 

Ss; ssss; f.« 

8203040078 I 2 Q 3040 S 73 B2/«2/l2 ^ 

8203040002 e2030«073 ^lA 

8203040090 B2030IOOO g2/02/i9 M-27S 

sr.;’ s”o«. 

IKS I-™!- g F«, 

K“' ‘ i s 'H f 

0203040121 l“/0B/04 POIA^^ 

M03040126 81/08/04 ^lA 

|SS‘l« wSiSloOOl 81/08/0^ FOIA 

8203040132 91/00/04 FOIA 

sr. Es ^ 

0=03010001 e./oa/04 fo a 

8203040145 01 /OB/04 ^JA 

8203040146 8203010^^^ Ol/OB/M ^lA 

S«134 6203010001 81/0|/jj^ *pORTLIC 

8203040.56 

8203040157 W^^tSool fSIa 

iiKii; Sr. r«r. xS' 

isi« r=r«», Buom FO . 

issits sr.: ilS . 

8203040169 So|ol0001 81/08/04 FOIA 

s«l” “ISlSoo. «.«='« 

Kir. ’i'"'si Fo'jj 

-wi Sr. B 

.0000400M ““SIS ’ 

ssr Sr. B 


ACCESSION NOMOER 


ACCESSION Kur-BEB 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 


330304021 I 

8203010001 

ai/C07O4 

FOIA 


3303040214 

8203010001 

81/Ce/04 

FOtA 


3303040210 

8203010001 

81/06/04 

FOlA 


9303040219 

8203010001 

81/CB/04 

FOIA 


6303040221 

8203010001 

81/08704 

fOlA 


6303 040224 

8203010001 

01/CG/O4 

FOtA 


6303040226 

8203010001 

81/08/04 

FOIA 


8303040230 

8203040222 

92/02/23 

30-269 

F 

6303040233 

B203010001 

81/08/04 

FOtA 


8303040238 

8203040322 

82/02/23 

50-269 

F 

6203040239 

B203010001 

81/08/04 

FOIA 


8303040244 

8203010001 

81/08/04 

FOtA 


6303040240 

6203040241 

82/02/11 

30-313 

P 

6303040249 

8203040223 

82/02/23 

30-269 

f 

B3O304O29O 

8203040241 

82/02/11 

50-313 

P 

8303040204 

8203010001 

81/00/04 

FOIA 


B3 030403 08 

8303040042 

82/02/01 

30-289 

R 

8303040209 

8203010001 

91/08/04 

FOtA 


B303040266 

8203010001 

81/08/04 

FOIA 


8303040266 

8203040364 

82/02/08 

90-329 

D 

6203040270 

6203010001 

81/08/04 

FOtA 


8203040270 

6203010001 

81/00/04 

FOIA 


8203040266 

8203040384 

82/02/29 

30-369 

F 

8203040288 

6203040284 

82/02/29 

50-369 

F 

8203040290 

0203010001 

81/00/04 

FOIA 


0203040292 

6203040301 

82/02/29 

50-346 

F 

8203040297 

0203 01 0001 

81/08/04 

FOtA 


8203040398 

6203040281 

82/02/29 

90-346 

F 

8203040307 

6203010001 

81/08/04 

FOIA 


8203040308 

6203040378 

82/02/29 

90-321 

F 

6203040310 

6203040278 

82/02/23 

50-321 

F 

8203040313 

8203010001 

81/08/04 

FOtA 


8203040314 

0203040309 

82/02/10 

50-269 

P 

B203040319 

8303040276 

82/02/29 

50-299 

F 

8303040316 

B2030 10001 

81/08/04 

FOIA 


8303040331 

6303040276 

82/02/23 

30-293 

F 

8303040322 

6203010001 

81/08/04 

FOIA 


8203040332 

6203010001 

81/08/04 

FOtA 


8203040334 

8203040339 

82/02/08 

90-317 

P 

8203040340 

B 2030 40336 

02/02/18 

50-277 

P 

8203040342 

6203040336 

82/02/18 

50-277 

P 

8203040349 

6203040339 

82/02/08 

30-317 

P 

8203040347 

62030 40339 

82/02/08 

30-317 

P 

8203040349 

0203010001 

81/08/04 

FOIA 


8203040394 

6203010001 

81/08/04 

FOIA 


8203040396 

6203 040391 

82/02/22 

30-404 

A 

8303040397 

8203040392 

82/ 02/ 16 

50-302 

P 

8203040399 

6203040331 

82/02/22 

30-404 

A 

8203040362 

6203010001 

81/00/04 

FOtA 


8303040363 

8203040392 

82/02/18 

30-302 

P 

8203040364 

8203040391 

82/02/22 

50-404 

A 

8203040367 

6203040392 

82/02/18 

90-302 

P 

8303040377 

8203040373 

82/02/22 

90-269 

P 

820304037? 

6203040379 

92/03/01 

50-201 

0 

8303040382 

6203040373 

82/02/22 

90-269 

P 

8203040364 

6203 040378 

82/03/01 

90-293 

P 

B2030403B9 

6203040373 

82/02/22 

50-269 

P 

8203040389 

6203010001 

91/08/04 

FOIA 


8203040391 

6203040386 

02/03/01 

50-249 

0 

8203040392 

6203040383 

82/03/03 

90-361 

Q 

8203040399 

6203040390 

82/02/23 

50-346 

F 

8203040397 

6203040390 

82/02/23 

90-346 

F 

8203040399 

6203040396 

82/03/03 

90-537 

A 

8203040402 

6203040398 

82/02/24 

50-346 

F 

8203040404 

6203040398 

02/02/24 

90-346 

F 

6203040410 

8203040408 

82/03/01 

90-327 

P 

6203040414 

620304041 1 

62/02/29 

90-922 

C 

Q2O304Q416 

B203O 40407 

82/03/23 

90-320 

F 

8203040419 

6203040407 

82/02/23 

50-320 

F 

8203040429 

8203040423 

82/02/12 

CONTRACT 

B203040441 

8203040438 

82/02/26 

90-440 

0 

8203040442 

8203040440 

82/02/09 

90-338 

p 

8203040443 

8203040440 

82/02/09 

90-338 

p 

8203040449 

6203040440 

82/02/05 

30-338 

p 

8203040490 

6203040449 

82/02/23 

90-443 

0 

6203040499 

6203040494 

82/02/24 

90-440 

0 

820304 04S8 

8203040492 

82/02/25 

30-271 

F 

6203040463 

8203040492 

82/02/25 

90-271 

F 

8303040904 

0203040492 

82/02/29 

30-346 

F 

6203040926 

B203040930 

82/02/12 

90-243 

0 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

tSBUEO 

CATEOORV 

0203040941 

0203040933 

62/02/12 

30-277 

0 

8203040994 

8203040991 

82/02/16 

90-293 

0 

8203040961 

0203040479 

82/03/01 

90-327 

P 

0203040964 

0203040479 

82/03/01 

90-327 

p 

8203040963 

B203040479 

82/03/01 

90-327 

p 

6203040567 

6203010001 

Bl/OB/04 

FOIA 


8203040970 

0203010001 

61/08/04 

FOIA 


8203040971 

B203040479 

62/03/01 

90-327 

p 

6203040572 

0203040479 

82/03/01 

90-327 

p 

0203040573 

0203040479 

82/03/01 

50-327 

p 

8203040976 

6203040479 

82/03/01 

90-327 

p 

0203040577 

6203040479 

82/03/01 

90-327 

p 

0203040981 

8203040976 

62/02/23 

CONTRACT 


0203040987 

6203040369 

82/02/12 

90-302 

p 

0203040990 

8203040909 

82/02/12 

90-302 

p 

0203040999 

8203040989 

62/02/12 

90-302 

p 

8203040619 

8203040616 

82/02/10 

XPORTLIC 


0203040629 

8203040620 

82/02/17 

90-922 

A 

8203090007 

8203090006 

82/02/10 

CONTRACT 


6203090020 

820309001 9 

82/02/29 

CONTRACT 


0203030026 

6203030022 

82/01/29 

30-206 

P 

9203030039 

8203090036 

02/03/01 

90-272 

F 

8203090044 

6203090036 

02/03/01 

90-272 

F 

8203030049 

6203090036 

02/03/01 

90-272 

F 

8203030099 

8203030046 

82/01/20 

WASTE MOT 

8203050077 

8203300290 

82/03/10 

90-399 

A 

8203090000 

0303030076 

82/02/03 

40-8902 


8203030098 

0203050091 

62/02/19 

CONTRACT 


8203030110 

0203090106 

62/02/16 

90-423 

0 

9203090123 

8203090121 

82/02/16 

90-320 

P 

8203050129 

8203090121 

02/02/16 

90-320 

P 

8203090131 

8203090127 

82/02/01 

90-317 

P 

8203090132 

9203030121 

B2/02/16 

90-320 

P 

8203090133 

8203090127 

82/02/01 

90-317 

P 

8203090136 

8203090127 

82/02/01 

90-317 

P 

8203090193 

8203090149 

82/02/09 

CONTRACT 


6203090176 

8203090170 

82/01/09 

40-6602 


8203090162 

0203090170 

82/01/09 

40-8602 


0203090166 

0203090170 

82/01/09 

40-S602 


8203090203 

0203090198 

82/02/16 

30-269 

P 

8203090224 

8203090200 

82/02/18 

90-206 

P 

6203090232 

8203090229 

62/02/1? 

90-266 

P 

8203090239 

8203090229 

82/02/24 

90-280 

P 

8203090239 

8203090233 

82/03/01 

90-329 

A 

8203030242 

8203090233 

82/03/01 

90-329 

A 

8203090249 

8203090244 

82/03/02 

90-339 

P 

8203090254 

8203050240 

82/02/29 

90-289 

P 

9203090238 

8203030290 

82/01/29 

40-8786 


8203090299 

8203090240 

82/02/29 

90-269 

P 

6203030260 

8203090291 

82/02/24 

90-244 

B 

8203090262 

8203090226 

82/02/16 

90-394 

0 

8203030263 

8203090299 

82/02/16 

90-273 

0 

8203090266 

8203090299 

62/02/16 

90-293 

0 

8203030270 

8203090269 

62/02/22 

90-346 

p 

8203090272 

8203090266 

82/02/19 

90-219 

8 

8203090277 

8203090269 

82/02/18 

50-277 

0 

©203050278 

8203090271 

82/02/17 

QA99? 


8203090279 

6203090273 

82/02/19 

90-272 

R 

8203090280 

8203090279 

82/02/16 

90-270 

Q 

8203090268 

8203090279 

82/02/16 

90-278 

0 

8203090291 

8203090263 

62/02/16 

90-394 

0 

8203090292 

8203090269 

82/02/16 

90-309 

0 

8203050296 

0203090281 

82/02/23 

90-289 

8 

0203090299 

8203090283 

82/02/16 

90-394 

a 

8203090303 

0203090269 

62/02/24 

90-299 

p 

8203090304 

6203090297 

82/02/29 

90-277 

a 

6203090307 

0203090309 

82/02/26 

90-313 

R 

8203090310 

0203030300 

82/01/10 

71-6771 


6203090313 

8203090300 

82/02/16 

90-244 

0 

0203090314 

0203030294 

02/03/01 

70-1797 


0203090316 

6203090309 

82/03/01 

90-344 

R 

6203090317 

0203090269 

82/02/16 

90-277 

0 

8203090310 

0203090300 

02/01/10 

71-6771 


8203090319 

620309031 1 

02/02/22 

90-271 

s 

0203090322 

0203090319 

02/02/26 

80-333 

0 

8203090329 

6203090321 

82/02/26 

90-316 

9 

0203090326 

8203090300 

02/02/18 

90-244 

a 

0203030334 

8203090327 

82/02/17 

aA999 


8203090339 

0203090328 

82/02/23 

90-309 

6 

8203090337 

8203090331 

82/02/16 

90-307 

0 


ACCESS ICN NJNDER 


ACCESSION NUHBEfl 


ENCLOSURE 


0203090338 

0203090340 

9203090341 

8203050348 

0203050393 

8203050394 
0203050339 
02O3O5O3S4 
020305037 1 
0203090377 

9203090370 

8203090382 

02O3OSO38A 

0203090381 

0203030384 

0203090387 

9203090400 

0203050402 

8203050403 

82030304041 

9203 090409 
82030504 I I 
82030304 1 3 
8203090420 
8203090429 

8303090430 

0203030431 

8203090434 

8203030436 

B203090437 

0203090439 

8203090442 

8203090444 

8203090459 

8203090460 

8203090462 

8203090463 

8203090464 

0203090468 

8203060016 

0203000028 

9203090037 

9203080094 

9203090069 

8203090079 

8203080096 
0203000080 
82 03080 074 
82030001 18 
8303080140 

8203080178 
8203080189 
8203080106 
8203080206 
B 2030802 19 

0203080223 

8203080228 

8203080230 

82030B023S 

8303090233 

8303060239 

8303080241 

8203080293 

8203080299 

8203080269 

8203080272 

8203080286 

8203080290 

8203080296 

8203080301 

8203080302 

8203080315 

8203080318 

8203080329 

8203060329 

8203080336 

0203080343 

8203000344 

6203080391 

9203080399 


principal 

document 


3303090332 

8303090330 

0303090336 

8303090349 

8303050329 

83030S0347 

8303090345 

8303050339 

0303090369 

8303090373 

8303030374 

8303090379 

0303050385 

8303050389 

0303050392 

0303050395 

8303050399 

8303090393 

9203050404 

0203030376 

0203050407 

8303050409 

8303050413 

8203050418 

8203050417 

9303050427 

8303050423 

8303050427 

8303030433 

8303050420 

8303090433 

8303050417 

0203090433 

8303090490 

8203090497 

8303050497 

8303090461 

0203090439 

8203090498 

8203080012 

8303000021 

9203080032 

8203080047 

8203090096 

8203080064 

8303080064 
0203170901 
8303080064 
82030001 13 
8203080130 

8203090169 

8203080176 

8303080182 

8203080203 

8203080194 

83030B0St3 

8303080213 

8203080221 

8203090222 

8203090213 

8203090219 

8203000222 

8203080213 

8203090244 

8203080260 

6303080262 

8303090279 

B2030B0279 

8203080334 

8303090397 

8303080399 

9203080309 

8303090309 

8303090316 

8303080333 

9303090334 

8203080338 

8203080340 

8203090349 

8203080393 


date 

8U0JECT 


PRINCIPAL 

DATE 

SUBJECT 

1 ssueu 

CAIEOOnv 

CNClCSURE 

DOCUMENT 

ISEUEO 

CATEOnnV 

83/03/ tv 

30-407 

S 

8203080399 

8?03Ce0356 

02/02/26 

50-380 

1 8 

83/02/22 

90-219 

S 

8203080361 

8203080356 

02/02/26 

50-200 

' 9 




8203080369 

8203080396 

©2/02/26 

30-360 

B 

82/02/01 

50-313 

0 

8203080369 

e 2030803 96 

82/02/26 

30-200 

8 


90-263 

0 

8203080379 

8203380394 

02/02/2* 

30-300 

9 

02/02/25 

90-293 

ti 

0203080373 

8203030370 

83/02/1* 

90-335 

3 

82/02/01 

90-313 

fl 

0203080376 

8303080368 

83/02 ^53 

50-239 

S 


50-3 1 9 

5 

8303080389 

8203080387 

82/03/01 

50-336 

P 

82/03/01 

90-339 

P 

8303080389 

0303060387 

82/03/01 

50-338 

P 

83/03/01 

30-266 

0 

0303090391 

8303060390 

8^/03/23 

60-245 

a 

83/03/09 

50-482 

0 

9303CB0395 

8203080393 

82/02/26 

90-409 

ft 

83/03/22 

40-3392 


0203080398 

8203080397 

02/02/26 

SO- I 51 

a 


90-346 

R 

8203060402 

8303080400 

02/02/1* 

50-364 

3 


90-266 

R 

8203080403 

8203080403 

82/03/12 

50-369 

8 

82/02/24 

50-346 

S 

8303380410 

82D308C4C4 

83/ 02/19 

90-3*9 

S 

83/02/26 

50-294 

9 

9303080413 

6203060407 

82/03/1* 

50-369 

9 

62/02/25 

90-235 

8 

3303030418 

8233080412 

82/01/2* 

30-269 

0 


90-282 

fl 

8203080419 

8233080394 

B2/02/1G 

50-29* 

9 

82/02/16 

90-286 

0 

9203080420 

8203080416 

02/02/19 

30-29* 

0 

82/02/23 

70-1 100 


0203080421 

8203080412 

02/ 0 1 /24, 

30-2*9 

0 

02/02/16 

70-364 


3203080423 

0203060412 

89/01/2* 

50-2*9 

0 

82/02/16 

70-33 


8203090430 

8203090414 

82/02/17 

30-320 

6 

82/03/01 

90-206 

R 

9203080431 

8203080428 

89/02/2* 

30-277 

R 

02/02/22 

50-338 

P 

8303080*34 

8303080412 

02/01 /2* 

90-2*9 

0 

02/02/16 

90-247 

0 

8303080441 

8203090439 

82/03/02 

50-333 

0 

02/02/25 

50-255 

F 

9203080443 

8203080439 

83/02/22 

50-239 

s 

02/02/19 

30-219 

s 

02O3OCO447 

8203080442 

82/02/24 

50-333 

« 

03/02/29 

90-299 

F 

8203080493 

8203060448 

02/02/19 

50-200 

3 

83/03/ t 7 

QA999 


0203080436 

8203080452 

82/02/2* 

50-334 

8 

83/02/13 

50-213 

a 

0203090459 

8203080433 

92/02/23 

50-260 

S 

02/02/17 

0A999 


8203080460 

8203080451 

82/03/02 

90-309 

Q 

02/03/16 

50-247 

0 

8203080462 

8203000456 

83/02/19 

50-280 

8 

82/02/17 

QA999 


0203080464 

8203080498 

82/02/19 

90-200 

s 

03/02/16 

70-2489 


0203080471 

8203080438 

02/02/19 

30-280 

S 

02/02/24 

50-206 

P 

0303080473 

8203080469 

82/02/2* 

50-438 

0 

02/03/24 

50-206 

P 

0303080476 

820308046? 

02/01/21 

SO-200 

0 

82/02/16 

30-333 

a 

8303080477 

8203000474 

82/02/1* 

30-302 

8 

02/02/10 

iO-347 

3 

0203080479 

8203090473 

33/03/03 

50-261 

0 

02/02/26 

90-294 

8 

6303080403 

8203080481 

92/02/26 

aO-337 

B 

02/02/26 

30-219 

R 

8303080484 

8203080458 

92/07/19 

50-280 

6 

03/03/22 

30-394 

B 

8203080493 

8203080473 

82/03/02 

50-261 

0 

02/02/32 

90-329 

s 

8203080 4 B6 

8203080467 

82/01/21 

50-200 

0 

02/02/12 

50-302 

8 

8203080407 

8203080470 

82/02/19 

50-260 

s 

82/03/22 

30-324 

S 

8203080408 

8203080400 

92/02/17 

50-259 

s 

82/01/29 

50-302 

0 

8203080409 

8203080473 

82/03/02 

50-261 

0 

82/01/29 

90-302 

0 

0203080490 

0203000402 

89/02/1* 

50-302 

5 

92/03/07 

30-337 

p 

8203080471 

8303080438 

83/03/19 

90-380 

3 

02/01/29 

90-302 

0 

9203080494 

6203 080473 

62/03/02 

30-261 

0 

82/03/02 

30-327 

R 

9303C80497 

8203080467 

82/01/21 

50-360 

0 

82/02/12 

50-302 

9 

0203080353 

8203000467 

88/01/21 

50-280 

a 

02/02/11 

90-324 

8 

0203080504 

8203080499 

82/03/2* 

50-318 

9 

82/03/02 

50-312 

0 

0203080906 

6203080501 

82/02/19 

50-260 

8 

82/02/26 

90-29 

R 

0203080507 

6203080502 

82/03/01 

50-430 

6 

82/02/26 

90-277 

R 

0203080508 

8203080498 

82/02/ le 

30-280 

8 

82/ 02/23 

50-261 

8 

0203080511 

8203080467 

83/01/21 

30-380 

0 

83/01/38 

30-334 

Q 

9203080312 

8303080303 

92/03/01 

30-439 

0 

02/01/28 

30-324 

a 

8203080519 

8203080502 

83/03/01 

50-430 

a 

82/02/12 

70-824 


9203080516 

820308050? 

93/02/16 

50-327 

6 

82/02/17 

90-281 

8 

0203080310 

6303000514 

83/02/22 

70-143 


82/01/20 

90-324 

0 

0203080919 

8203080502 

03/03/01 

50-438 

0 

82/02/19 

50-369 

8 

0203080320 

8203080500 

83/02/19 

50-239 

s 

02/02/17 

90-201 

0 

0203C80524 

8203080317 

82/02/26 

50-317 

s 

82/01/28 

90-324 

8 

0203080928 

8203080514 

03/02/22 

70-143 


82/02/24 

90-261 

8 

0203080934 

8203080514 

82/02/22 

70-143 


82/03/01 

ORO 


020 30 80 936 

820308052? 

83/02/23 

50-317 

s 

82/02/11 

90-329 

8 

3203080933 

8203080514 

83/02/22 

70-143 


82/03/03 

90-295 

P 

8203080941 

6203080532 

82/02/19 

50-361 

0 

02/03/03 

90-259 

P 

8203080949 

8203080514 

83/02/22 

70-143 


82/03/01 

90-29 

P 

8203080994 

8203080542 

82/02/09 

50-330 

8 

82/02/18 

90-329 

8 

8203080549 

8203080SS1 

83/02/16 

50-270 

s 

82/02/11 

30-366 

8 

8203080960 

8203080553 

82/02/26 

50-340 

s 

82/02/19 

90-327 

B 

8203080962 

6203080531 

82/02/1 a 

50-330 

B 

62/02/19 

50-324 

8 

8203080964 

8203080536 

82/02/12 

50-302 

8 

82/02/23 

90-260 

8 

8203080966 

8203080558 

82/02/1* 

50-321 

S 

B3/03/IS 

30-339 

S 

0203080967 

6303080961 

83/02/13 

50-324 

8 

02/03/01 

90-299 

P 

3203080572 

8203090568 

82/02/11 

50-324 

S 

82/02/23 

90-409 

P 

0203080579 

6203080370 

83/02/12 

50-325 

8 


90-329 

8 

0203080476 

8303080592 

82/03/8* 

50-348 

s 

02/02/19 

50-369 

B 

8203080978 

8203080371 

82/03/1* 

50-366 

9 

82/02/18 

50-324 

B 

8203080930 

0203080377 

62/02/11 

50-364 

s 


ACCESSION NUKSER 


ACCESSION number 


enclosure 

principal 

OOCU-VENr 

DATE 

ISSUED 

subject 

CAtECOnV 

sao 3060532 

8303080579 

02/02/24 

50-324 

S 

8303080536 

0303080573 

02/02/17 

50-324 

s 

9303000537 

0303080501 

82/02/16 

50-366 

9 

8303000533 

0303083505 

02/02/11 

50-369 

S 

0303000599 

8203060596 

82/02/23 

50-321 

0 

8303000600 

8303060509 

82/03/22 

50-369 

S 

8303000601 

0303000396 

83/02/23 

50-321 

0 

9303080602 

0203000597 

82/02/16 

50-259 

0 

8303090603 

8303000596 

02/02/33 

50-321 

0 

0303080606 

0203060596 

83/02/23 

50-321 

0 

8203080610 

8303080596 

02/02/23 

50-321 

a 

8303080614 

8303080609 

02/03/03 

50-327 

p 

6303080619 

8203880612 

82/02/16 

50-323 

3 

6203060620 

02O3CBO616 

82/02/23 

60-320 

S 

8303060621 

82030806 1 7 

02/02/22 

30-335 

s 

8303080632 

8203000610 

02/02/22 

50-324 

s 

8303080627 

0303080625 

82/03/17 

30-320 

9 

8303080632 

0203080629 

03/02/It 

30-323 

8 

8303090014 

8303090010 

02/02/12 

30-546 

A 

820309001 9 

8303030306 

03/03/01 

50-247 

0 

820309001 7 

0203090012 

92/03/19 

COnTRACI 


8203090018 

0203090010 

82/03/12 

SO-946 

A 

030309004 7 

8303090044 

92/02/00 

71-5760 


8203090069 

8203090062 

82/02/00 

30-275 

P 

8203090073 

8203090062 

93/02/08 

50-275 

P 

9303090077 

8203090071 

02/02/26 

CONTRACT 


8303090079 

8203090062 

92/02/00 

30-275 

P 

8303090089 

8203090062 

82/02/06 

50-275 

P 

8303090096 

8203010001 

91/08/04 

FOIA 


8303090099 

8303010001 

91/00/04 

POIA 


8303090105 

8203240500 

02/02/26 

msc 


8303090113 

0203010001 

Bl/OB/04 

FOIA 


8303090121 

8203010001 

81 /08/04 

roiA 


8203090133 

0303090131 

82/03/05 

50-413 

S 

830309016 1 

8203090133 

02/03/03 

50-423 

0 

0303090172 

8203090168 

82/03/04 

50-470 

A 

8203090177 

0203090169 

82/02/25 

50-271 

S 

0303090187 

8203090179 

02/02/23 

50-219 

0 

8203090320 

8203090205 

82/03/24 

50-272 

S 

8303090331 

0203090221 

82/02/23 

50-219 

8 

0303090232 

BS03090227 

83/03/02 

50-369 

P 

8303090344 

0203090216 

83/02/26 

50-219 

8 

8303090272 

0203090266 

02/02/26 

50-205 

R 

8303090382 

B20309027I 

82/02/19 

50-279 

f 

9303090295 

8203090283 

82/01/29 

ORO 


8303090302 

8203090203 

02/01/29 

ORO 


8203090308 

8203090285 

02/01/29 

090 


0303090327 

8203090321 

82/02/34 

90-311 

8 

8303090338 

8203090333 

62/02/24 

30-31 1 

B 

8203090332 

0303090344 

82/03/26 

50-286 

0 

8303090365 

0203090361 

01/09/30 

FOIA 


030309036B 

8203090360 

02/02/12 

90-220 

P 

8303090370 

0203090363 

83/03/01 

30-272 

R 

8303090372 

6303090361 

81/09/28 

FOIA 


0203090373 

8203090361 

81/09/28 

FOIA 


0303090377 

8203090361 

01/09/20 

FOIA 


8303090390 

8203090361 

81/09/30 

FOIA 


8303090382 

8203090369 

82/03/03 

60-327 

P 

8303090383 

8203090361 

01/09/28 

FOIA 


8303090305 

0203090370 

83/03/03 

50-344 

P 

8303096388 

8203090361 

81/09/28 

FOIA 


0303090389 

0203090361 

01/09/28 

FOIA 


0303090390 

0203090378 

02/03/03 

50-344 

P 

0203090392 

0203090361 

01/09/20 

FOIA 


0203090395 

0203090361 

81/09/30 

FOIA 


0303090397 

8203090361 

81/09/28 

FOIA 


8303090400 

8303090361 

91 /09/38 

FOIA 


0303090403 

8203090361 

BI/09/2S 

FOIA 


0203090407 

8303090361 

01/09/38 

FOIA 


0303090403 

8303090361 

81/09/20 

FOIA 


0203090413 

6203090361 

01/09/28 

FOIA 


8303090414 

8203090361 

01/09/28 

40-6622 


0303090410 

8203090405 

82/03/02 

50-10 

R 

8203090424 

8203090361 

a I/O 9/20 

FOIA 


0303090432 

8303090361 

at/09/28 

FOIA 


8203090435 

0303090361 

91/09/20 

FOIA 


6303090440 

8203090361 

01/09/28 

FOIA 


0303090443 

8203090361 

01/09/28 

FOIA 


6203090444 

8203090361 

01/09/28 

FOIA 


6303090447 

8203090361 

01/09/20 

FOIA 




PRINCIPAL 

date 

SUBJECT 


ENCLOSURE 

DOCUMENT 

iSBueo 

CATEOCKV 

8203090449 

8203090361 

81/09/20 

FOIA 


0203090452 

8203090361 

81/09/28 

FOIA 


8203090456 

8203090361 

01/09/20 

FOIA 


8203090461 

8203090361 

01/09/28 

FOIA 


8203090464 

6203090361 

81/09/28 

FOIA 


0203090466 

8203090361 

81/07/20 

FOIA 


0203090467 

8203090361 

01/09/20 

FOIA 


0203090473 

0203090361 

01/09/20 

FOIA 


0203090479 

8203090361 

81/09/20 

FOIA 


0203090476 

8203090361 

01/09/20 

FOIA 


0203090482 

8203090361 

81/09/28 

FOIA 


0203090409 

8203090361 

81/09/20 

FOIA 


8203090486 

0203090361 

01/09/20 

FOIA 


8203090491 

0203090403 

82/02/26 

50-219 

R 

0203090492 

0203090361 

81/09/28 

FOIA 


8203090499 

0203090361 

01/09/28 

FOIA 


0203090496 

8203090361 

81/09/28 

FOIA 


8203090900 

0203090361 

01/09/20 

FOIA 


0203090901 

8203090361 

01/09/20 

FOIA 


8203090904 

8203090361 

01/09/20 

FOIA 


8203090906 

0203090361 

01/09/28 

FOIA 


8203090510 

0203090361 

01/09/20 

FOIA 


0203090913 

0203090361 

01/09/28 

FOIA 


8203090916 

0203090361 

81/09/28 

FOIA 


8203090917 

0203090915 

02/02/17 

TOPREP 


8203090918 

8203090361 

01/09/28 

FOIA 


B203090924 

8203090361 

01/09/20 

FOIA 


0203090926 

8203090361 

81/09/28 

FOIA 


8203090927 

8203090523 

02/03/09 

30-128 

P 

0203090929 

8203090361 

01/09/20 

FOIA 


0203090936 

9203090934 

01/12/22 

CONTRACT 


8203090944 

B203090939 

02/02/09 

CONTRACT 


8203090947 

8203090946 

82/02/26 

CONTRACT 


8203090999 

0203090993 

02/03/01 

30-249 

F 

0203090999 

0203090953 

02/03/01 

90-249 

F 

8203090977 

0203090570 

02/03/26 

50-317 

R 

0203090647 

0203090643 

03/03/01 

90-336 

F 

8203090649 

0203090643 

82/03/01 

90-336 

F 

8203090631 

8203090642 

02/03/09 

50-275 

P 

0203090698 

8203090637 

02/02/34 

90-31 1 

0 

8203090661 

0203090642 

02/02/09 

90-279 

P 

8203090608 

8203090603 

82/02/18 

SECY 


0203090692 

8203090603 

02/02/10 

SECY 


8203090699 

0203090678 

82/02/34 

90-272 

8 

020309071 1 

8203090702 

82/02/29 

CONTRACT 


0203090743 

0203090726 

02/02/25 

70-1 100 


8203090794 

8203090749 

03/03/01 

90-213 

F 

0203090796 

8203090749 

83/03/01 

90-213 

F 

8203090764 

8203190283 

82/02/26 

90-322 

A 

0203090768 

8203010001 

91/00/04 

FOIA 


8203090778 

8203090765 

02/03/03 

90-267 

P 

8203090762 

8203090769 

82/03/03 

90-267 

P 

8203090787 

8203090769 

82/03/02 

90-267 

P 

8203090819 

0203090812 

82/02/17 

30-344 

P 

8203090816 

8203090814 

03/03/01 

71-9044 


8203090817 

8203090813 

03/03/01 

90-346 

F 

8203090820 

8203090813 

02/03/01 

90-346 

F 

8203090821 

82030900 I 9 

83/02/12 

CONN I 88 ION 

8203090023 

0203090019 

02/02/12 

COMM 1 68 1 ON 

8203090029 

8203090019 

03/02/12 

COMKIBSION 

8203090820 

8203090819 

02/02/12 

COMM 168 ION 

8203090830 

8203090819 

02/02/12 

COMMISBION 

8203100006 

8203100004 

82/02/12 

90-247 

0 

8203100014 

8203100010 

82/03/01 

90-295 

F 

8203100017 

8203100010 

82/03/01 

30-299 

F 

8203100028 

8203100022 

92/03/01 

90-321 

F 

8203100033 

8203100022 

83/03/01 

90-321 

F 

8203100041 

8203100030 

82/02/33 

90-269 

H 

8203100046 

8203230722 

B3/03/1 1 

90-928 

A 

8203100092 

8203100049 

03/02/10 

40-0102 


0203100066 

8203100098 

82/03/03 

CONTRACT 


0203100086 

8203100081 

82/03/03 

CONTRACT 


8203100113 

8203100106 

82/02/34 

CONTRACT 


6203100121 

8203220937 

82/03/16 

30-317 

Q 

0203100131 

8203100123 

82/02/02 

CONTRACT 


8203100138 

8203100129 

82/03/26 

90-333 

P 

8203100143 

8203100129 

82/02/36 

90-333 

P 

8203100147 

8203100129 

83/02/26 

30-333 

P 

8203100151 

8203100142 

82/02/26 

90-206 

P 

8203100161 

8203100197 

82/02/26 

90-346 

P 


ncrcnciMUl: OF EWCLUSUHb& 

TO PRIIMCIPAL DOCUMENTS 


631 


accebsion number 


EJSCLCSyRf 


R3031O0163 

e 2031001&'4 

6203J00I65 

6203100173 

e203IOOI*/4 

6203100179 

6203100162 

8203100187 

8203100191 

8203100207 

6203100212 

8203100223 

8203100220 

8203100230 

8203100232 

9203100239 

9203100240 

9203100242 

9203100249 

9203100248 

6203100250 

8203100262 

8203100263 

6203100263 

6203100267 

0303100269 

6203100270 

9203100275 

6203100300 

0203100303 

0203100304 
OS03100309 
020310031 1 
6203100313 
6203100321 

8203100322 

0203100328 

0203100329 

8203100330 

0203100334 

0203100338 

0203100339 

0203100344 

0203100347 

0203100399 

8203I0033B 

0203100339 

0203100360 

0203100363 

0203100369 

0203100367 

8203100366 

8203100371 

8203100372 

8203100379 

9203100377 

9203100376 

9203100309 

9203100397 

9203100399 

9203 I 00409 
9203100410 
9203100419 
9203100418 
9203100421 

9203100433 

9203100429 

9203100428 

0203100434 

9203100437 

9203100440 

9203100490 

9203100493 

9203100499 

9203100496 

8203100498 

8203100499 

9203100461 

9203100469 

8203100467 


principal 

oocument 


8203100162 

8203100157 

0203100197 

8203100170 

0203100171 

6203100173 
62031001 77 
8203100101 
6203 I 001 09 
6203100203 

8203100209 

0203100210 

8203100224 

8203100229 

8203100226 

8203100236 

8203100234 

8203100239 

8203100239 

8203100241 

0203100243 

0203100291 

0203100299 

8203100230 

6203100290 

8203100261 
0203100264 
8203100273 
8203 1 00297 
6203100299 

6203100296 

8203100309 

0203100306 

0203100310 

0203100320 

0203100318 

9203010001 

9203100329 

8203100327 

8203010001 

8203100336 

6203010001 

6203010001 

8203100343 

8203010001 

8203010001 
8203100334 
8203100397 
8203010001 
8203 01 000 I 

8203100362 

8203100366 

8203100362 

8203010001 

8203010001 

8203100373 

6203010001 

8203100300 

0203100394 

8203100394 

8203100407 

6203010001 

6203010001 

6203100413 

8203100416 

0203010001 

6203100411 

8203010001 

8203010001 

8203010001 

6203010001 

8203010001 

8203100448 

8203010001 

8203100494 

6203100447 

8203100494 

9203010001 

8203010001 

6203100390 


DATE 

laeuEo 


02/03/05 

82 / 02/26 

82/02/26 

02/03/26 

82/03/04 

92/09/23 

02/03/01 

82/03/02 

02/03/03 

82/03/02 

02/02/36 

83/03/01 

82/03/04 

82/02/19 

03/03/16 

03/03/03 

83/03/09 

03/02/24 

02/02/24 

02/03/02 

03/03/03 

82/03/09 

02 / 02/22 

02/02/23 

02/02/23 

82/03/01 

02/03/02 

02/03/03 

82/03/01 

02/03/04 

02/03/01 

02/03/04 

02/03/03 

02/03/03 

02/03/03 

02/03/01 

01/00/04 

83/03/33 

03/03/39 

01/00/04 

82/03/03 

01/00/04 

01/08/04 

82/03/01 

HI/00/04 

81/00/04 

02/03/36 

83/03/01 

81/00/04 

81/00/04 

82/03/03 

02/03/01 

82/03/05 

81/00/04 

01/00/04 

82/03/32 

01/00/04 

03/03/01 

03/03/01 

03/03/01 

02/03/03 

81/08/04 

81/00/04 

82/02/19 

82/03/01 

81/08/04 
02/02/24 
B 1/08/04 
Bl/OB/04 
01/08/04 

81/08/04 

81/08/04 

82/02/23 

01/08/04 

82/03/01 

82/03/01 

82/03/01 

81/08/04 

81/08/04 

82/03/24 


CUBJEC1 

CATECOnv 


50-466 0 

50-346 P 
30-346 P 
30-220 B 
50-4 54 0 

50 409 0 
50-366 R 
50-416 A 
30-460 0 

50-463 t 

90-315 R 
bO-255 R 
30-111 P 
30-409 P 
30-206 8 

30-367 n 
90-193 n 
30-247 S 
30-247 G 
30-300 0 

TOPREP 
30-234 0 

50-409 R 
30-339 K 
30-329 K 

50-206 0 

50-206 8 

TOPREP 
30-333 a 
30-461 A 

70-143 
TOPREP 
70-1079 
50-271 0 

50-402 K 

30-341 T 
FOIA 

90-313 0 

50-346 fl 
FOIA 

90-424 A 

FOIA 

FOIA 

90-293 R 
FOIA 

FOIA 

50-331 R 
30-253 8 

FOIA 
FOIA 

30-247 0 

30-303 r 
90-247 0 

30-293 P 
FOIA 

90-319 0 

90-299 T 
90-409 F 
90-321 P 
90-321 P 

50-443 A 

FOIA 

FOIA 

30-324 0 

30-293 9 

FOIA 

90-312 8 

FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

30-272 0 

FOIA 

90-323 0 

30-279 8 

90-322 0 

FOIA 
FOIA 

90-247 S 


accession NU“BtR 


ENClCStFE 


G 2031 O 0 A 6 B 

e 2 O 3 lO 0 A 79 

02031C9476 

6203100478 

R2D310C4C0 


6203100 <in2 

DEC31C3495 

8233103490 

0203109495 

6203100498 

6203100499 

6203100500 

02O31CO3O3 

0203100307 

0203100913 


8203100316 
0203100521 
0203100393 
0203100533 
02031 C093/ 

8233100530 

0203100539 

8203100335 

0203100945 

8203100353 

02O3|6O96> 

0203100971 

6303100978 

0203100979 

0203100981 

0203103592 

0203100617 

H2031 10004 
0203 1 10003 
02031 1001 7 


H20311C310 
C2031 IC030 
02031 icoa ** 

02031 10027 
02031 10033 

02031 10036 
02031 10039 
02031 10093 
02031 10099 
02031 10069 

0203110071 

6203110004 

82031 lOJ 02 

0203110103 

8203110108 


0203110122 

8203110124 

020311013' 

0203(10140 

8203110144 


8203110143 

0203110150 

02031 10192 

0203110194 
02031 lOJ 56 

82001 1 01*3 

0203110164 
62031 101*0 
02031 ( 01*7 

82031 1 0C7O 

0203110(72 
62031 10175 

82031 lOlOO 

8203110207 

8203110210 


02031 10232 
02031 10239 
020311023 * 
82031 1023V 
0203 1 10240 


FRINCIP-''- 

CCIi-IENT 

DATE 

ISSUED 

OJSJfCI 

CATEC"** 

8293010001 
0133 100470 
0203010001 
8203100231 
6203010001 

B 1 /00/04 
B3/02/?S 
81/08/04 
82/03/04 
81/03/04 

FOIA 

50-143 P 
FOIA 

30-267 R 
FOIA 

0203100470 

0203010001 

0203010001 

0203010001 

8203100492 

02/02/35 

81/08/04 

81/00/04 

B1 /oe/04 
82/02/23 

50-142 -1 

FOIA 

FOIA 

FOIA 

50-346 9 

0203 100493 
8233010001 
8233100193 
0233010001 
020310051 1 

82/03/08 
01 /oe/04 

62/03/00 

91/08/04 

02/03/01 

50-302 ’ 

FOIA 

50-332 I 
FOIA 

50-209 « 

0203100512 

0203100449 

0203100912 

0203100519 

8203100312 

02/02/17 
82/03/04 
82/02/1 7 
02/03/09 
82/03/1 7 

40-653D 
50-133 9 

40-&SCO 
50-399 ? 

40 -5506 

8203100512 
0203100524 
0203100512 
8203 1 00539 
8203 1 00538 

02/02/17 

82/02/13 

82/02/17 

02/02/12 

02/03/04 

40-0500 
90-213 3 

40-6500 

SO -286 6 

90-133 6 

0203 1 00558 
8203100566 
8203103572 
8203100575 
8203100579 

92/03/00 

02/02/12 

82/02/09 

02/03/04 

02/03/04 

50-201 0 

50-344 S 
CONTRACT 
90-259 P 

50-259 P 

8203100589 
8203100613 
82031 1C003 
0203110002 
82031 10013 

82/02/12 

83/02/23 

02/03/05 

62/03/04 

02/02/25 

50-219 0 

90-261 0 

90-247 P 

90-266 5 

90-443 0 

02031 10013 
82031 10013 
82031 10013 
82331 10013 
0503110030 

02/02/29 

82/02/29 

02/02/39 

03/02/29 

03/02/24 

90-443 0 

30-443 0 

90-443 C 
50-443 C 
90-269 P 

8503110032 

0203110032 

0203110046 

0203110055 

0203110095 

02/01/26 
03/01 /26 
83/03/29 
83/03/05 
62/03/09 

71-9158 

71 -9198 
50-213 P 
90-382 F 
90-302 F 

0203110063 

0203110075 

0203110096 

0203110066 

0203110090 

03/02/33 

63/02/32 

63/02/33 

62/02/19 

82/02/33 

C0rtHI331C.-» 
90-249 <3 

50-309 0 

50-213 0 

50-309 6 

0203110120 

0203110116 

02031 lOl20 
05031 10136 
0203110136 

63/03/02 

62/03/36 

68/02/29 

82/03/04 

82/03/04 

50-271 R 
50-409 0 

SO- 206 D 
50-244 0 

50-244 a 

02031 10142 
0203110146 

0203(10147 

02031 10149 
0203110147 

82/02/33 

82/02/24 

63/03/09 

63/03/19 

62/03/09 

60-146 P 
30-285 P 
90-275 F 
30-329 K 
50-273 F 

02031101^® 

8203110160 

0203110156 

8203110161 

0203110160 

02/03/03 

02/03/09 

82/03/03 

62/03/03 

62/03/05 

50-344 P 
50-362 F 
30-344 f 
50-246 6 
50-362 F 

82031101*” 

0203110171 

0203110177 

0203110202 

0203110204 

62/03/33 

62/03/03 

63/03/02 

62/03/02 

63/02/33 

50-116 F 
50-24 5 8 
50-249 8 
50-29 0 
40-0724 

0203110211 

9203110211 

8203110210 

0203110221 
02031 10226 

83/03/03 

82/03/03 

62/03/08 

62/03/08 

02/03/03 

50-29 0 
60-29 0 
50-373 A 
50-373 A 
50-309 B 

9203 1 10222 
8203 1 10233 
8203110231 
8203110234 

0203 110237 

62/03/08 

62/03/09 

02/03/09 

62/03/02 

02/01/16 

50-496 N 
30-320 P 
50-309 0 
50-249 3 
lOPPEP 


accession NU.“9Eft 



PRttlClPAL 

date 

SUBsiECI 


ENCLOSURE 

occorErir 

tseueo 

CATEC3BV 

0EQ3I 10246 

0203110249 

B2/03/CB 

50-395 

H 

82031 10248 

02031 10244 

62/02/23 

37-39 


82031 10231 

6203110249 

62/03/05 

30-292 

0 

0203110232 

6203110249 

62/03/05 

90-203 

0 

6203110253 

6203 11 0253 

62/03/02 

50-3 

0 

0203110236 

6203 110254 

63/02/24 

50-304 

0 

62031 10260 

6203110297 

63/02/25 

PF31 


0203110262 

0203110299 

63/03/03 

30-319 

Q 

82031 10268 

8203110264 

63/03/09 

30-498 

A 

62031 10270 

02031 10267 

63/02/23 

90-39 

0 

62031 10275 

6203110273 

S2/02/19 

40-3079 


62031 102/6 

6203110273 

02/02/19 

40-3079 


62031 10263 

6203110201 

83/03/01 

90-337 

H 

6203110266 

0203110264 

03/03/09 

90-498 

A 

62031 10293 

6203110209 

63/02/10 

30-237 

& 

9203110294 

8203110290 

82/03/03 

50-323 

0 

6203110296 

8203110299 

03/03/04 

30-393 

8 

6203110301 

62031 10292 

63/03/04 

50-237 

P 

62031 10306 

6203110332 

62/03/02 

50-249 

S 

0203110309 

8203110307 

02/02/22 

50-230 

0 

0203110314 

0203110304 

63/03/05 

50-295 

R 

8203110316 

02031(0311 

03/03/04 

TOPflEP 


0203110321 

020311031 1 

62/03/04 

TOPREP 


0203110322 

8203110317 

62/03/03 

50-250 

P 

0203110326 

0203110307 

63/02/22 

50-220 

0 

0203110327 

0203110317 

83/03/02 

50-350 

P 

6203110320 

0203110311 

83/03/04 

TOPREP 


02031 10329 

0203110317 

02/03/02 

50-250 

P 

B2031 10333 

6203100967 

02/02/25 

contract 


6203110340 

0203110331 

63/02/25 

90-321 

F 

82031 10344 

6203110336 

83/03/03 

50-261 

P 

62031 10347 

0203110336 

82/03/02 

50-261 

P 

02031 10349 

0203] 10336 

62/03/02 

30-261 

P 

6203110355 

8203110392 

02/01/1 1 

71-469 


0203I103B7 

6203110302 

02/02/04 

WASTE mot 

0203110336 

8203110370 

62/03/01 

50-320 

T 

6203110402 

0203110370 

62/03/01 

50-320 

T 

02031 10404 

0203 1 10401 

02/02/1 1 

71-6613 


6203110403 

6203110399 

82/02/1 1 

50-94 

P 

02031 10409 

0203110399 

62/02/1 1 

50 94 

P 

0203110425 

8203110421 

83/02/1 1 

CONTRACT 


02031 10427 

0203110420 

62/02/24 

50-330 

P 

62031 10429 

6203110421 

92/02/1 1 

CC9IRACT 


6203110905 

0203230647 

62/03/32 

REVIEW 09P 

0203110912 

8203110910 

03/02/25 

50-142 

H 

8203110924 

0203110322 

82/03/02 

50-193 

P 

02031 10532 

6203110528 

83/02/26 

30-282 

P 

62031 10935 

62031)0926 

83/02/26 

30-282 

P 

02031 1093 7 

8203110926 

03/02/26 

50-302 

P 

B20312C007 

8203120009 

02/02/09 

WASTE not 

6203120043 

6203120039 

02/02/17 

CO'iniSSICN 

6203120044 

0203120041 

62/02/01 

40-6380 


3203120053 

0303120046 

62/02/12 

50-334 

Q 

820312C066 

6203120063 

62/03/02 

50-329 

A 

020.3120074 

6203120072 

62/03/03 

50-261 

P 

0203120075 

6203130072 

02/03/03 

50-26 1 

P 

6203120077 

6203130072 

02/03/03 

50-361 

P 

6203120002 

6203130060 

02/02/23 

50-335 

P 

0203120063 

6203130060 

02/02/33 

50-335 

P 

8203120006 

6203120009 

62/01/26 

WASTE HOT 

6203120093 

8203120091 

62/02/05 

40-6659 


8203120100 

0203120091 

82/02/03 

40-6659 


8203120102 

0203 120091 

62/02/05 

40-6659 


6203120105 

0203120071 

93/03/05 

40-6659 


0203120113 

0203120106 

82/03/05 

50-329 

F 

8203120130 

6203120121 

83/03/09 

90-327 

P 

8203120131 

6203130120 

83/02/22 

70-687 


6203120133 

6203120132 

02/03/05 

90-344 

F 

0203120140 

0203120123 

02/03/05 

50-344 

F 

6203120135 

8203130149 

63/02/23 

50-273 

0 

6203120161 

6203120153 

02/03/04 

50-336 

P 

8203120169 

0203130164 

03/03/05 

70-734 


8S031 20203 

8203120202 

82/02/10 

WASTE HOT 

6203120206 

8203120201 

02/03/03 

50-346 

F 

8203120214 

8203120212 

62/03/03 

50-271 

F 

0203 1802 16 

8203120212 

62/03/03 

50-271 

F 

6203120216 

0203120217 

83/03/0e 

SO-2S4 

0 

6203120226 

6303120222 

62/03/05 

50-302 

F 

0203120232 

8203120222 

83/03/05 

30-3B2 

F 

6203120238 

6203120233 

02/03/04 

50-219 

P 


ACCEBBION nuiber 



PRINCIPAL 

DATE 

SUBJECT 

enclosure 

document 

IG6UE0 

CATEOOflV 

0203120247 

8303120242 

62/03/08 

50-381 P 

6203120249 

8203130246 

02/03/03 

50-195 0 

6203120293 

0303120350 

82/03/09 

50-321 F 

0203120257 

0303120354 

62/03/08 

90-369 P 

6203120268 

8203130358 

02/03/00 

90-267 F 

8203120270 

8303 1 30365 

63/03/08 

90-302 T 

8203120272 

8303130269 

82/03/00 

90-313 F 

8203120273 

8203120263 

63/03/06 

90-382 T 

8203120275 

8203120269 

02/03/06 

30-303 T 

8203120276 

0203120269 

02/03/00 

90-313 F 

0203120278 

8203120271 

82/03/10 

50-443 0 

0203120279 

8203120266 

03/03/05 

50-261 F 

8203120282 

8203120266 

83/03/09 

50-261 F 

0203130284 

8203120266 

89/03/05 

50-261 F 

0203120289 

8303120277 

82/03/03 

50-209 F 

8203130209 

8203120263 

83/03/05 

30-10 F 

6203130290 

02031 20287 

82/03/09 

50-29 P 

8203120293 

0203120277 

62/03/09 

50-289 F 

6303120293 

8203120287 

09/03/08 

90-39 P 

6303120294 

0203120263 

63/03/09 

90-10 F 

8203120395 

8203120387 

62/03/00 

30-29 P 

0203120299 

8303130261 

62/03/09 

90-346 F 

0203 130301 

9203130269 

83/03/08 

90-382 T 

0203130304 

8203120261 

82/03/05 

90-346 F 

0203120309 

6303130269 

03/03/08 

90-303 T 

8203120307 

8303130303 

03/03/04 

30-213 P 

0203130309 

6203130300 

63/03/11 

REVIEW ORP 

02031 203 10 

6203120260 

03/03/05 

30-399 f 

8303120312 

8203130303 

83/03/04 

50-213 P 

6303120313 

8303120260 

83/03/09 

50-393 F 

0203120316 

0303120303 

02/03/04 

90-213 P 

8203120317 

6203120355 

82/03/09 

90-319 F 

8303120319 

8303(20303 

62/03/04 

30-213 P 

0203120322 

8203130259 

02/03/05 

50-315 f 

6203130323 

8203120303 

82/03/04 

50-213 P 

8203130326 

8203120303 

82/03/04 

90-213 P 

0203130337 

8203120320 

82/03/09 

30-206 f 

0203120339 

8203120303 

83/03/04 

30-313 P 

0203120333 

6203110346 

62/02/24 

30-239 P 

0203120334 

8203120333 

82/03/10 

30-306 P 

9203120336 

6203120339 

62/02/09 

40-8647 

0203120339 

8203120336 

62/02/39 

90-334 0 

0203120397 

8203120393 

82/02/10 

40-3433 

0203120403 

6203120401 

BI/lO/30 

REVIEW ORP 

0203120420 

6203120419 

83/03/02 

SECY 

8203120421 

0203120419 

83/03/03 

SECY 

6203120422 

8203120419 

02/03/03 

SECY 

8203190003 

6203190001 

03/03/09 

30-277 n 

8203190010 

8203150009 

83/03/10 

30-390 F 

8203190013 

6203190009 

83/03/10 

30-390 F 

8203150021 

6203 1 90020 

02/02/10 

40-6102 

8203150053 

0203150051 

83/03/10 

90-436 C 

8203190057 

8203150059 

62/02/25 

70-624 

8303190062 

8203 1 50059 

82/03/10 

90-317 P 

8303190063 

8203150060 

62/03/09 

CONTRACT 

83031501 18 

8203150116 

B2/03/04 

50-928 H 

6303190121 

8203190117 

82/03/05 

CONTRACT 

6203190126 

6203190124 

83/03/05 

CONTRACT 

0303190127 

0203150129 

82/03/1 1 

90-244 0 

6203190132 

0203 150129 

82/03/09 

CONTRACT 

0303150137 

8203150134 

82/03/04 

CONTRACT 

6303190144 

8203150142 

82/03/05 

50- 1 33 P 

0203190157 

8203 1501 54 

62/02/25 

50-313 P 

6203190159 

8203150158 

82/03/09 

CONTRACT 

0203190161 

8203150160 

83/03/05 

CONTRACT 

02031 5016B 

8203150167 

02/03/05 

CONTRACT 

8303150178 

8203150169 

63/03/09 

CONTRACT 

8303190176 

8203150174 

83/03/09 

CONTRACT 

8303190191 

0203150108 

03/03/09 

CONTRACT 

8203150198 

8203120303 

02/03/04 

50-213 P 

0203150207 

8203150202 

63/03/04 

50-279 T 

8203130208 

6203150193 

82/03/01 

50-348 P 

8303130210 

6203150193 

82/03/01 

50-348 P 

8303190313 

6203150193 

02/03/01 

50-348 P 

8203150314 

8203190193 

82/03/01 

50-346 P 

8203150219 

8203150216 

02/03/05 

CONTRACT 

8303190226 

0303150223 

82/03/05 

CONTRACT 

8203150333 

8303150228 

62/02/06 

CONTRACT 

8263150339 

8203150235 

82/02/08 

CONTRACT 

8303190340 

8203190239 

82/03/04 

CONTRACT 


ACCESSION NUM8FR 


ACCESSION NOrtSER 


EI^CLOSURE 

principal 

DOCUMENT 

date 

ISSUED 

GUOJECT 

CATEOORV 

B?03 190346 

0303190343 

03/03/00 

contract 

0203190347 

0203130343 

03/03/04 

contract 

6203150393 

0303190391 

03/03/09 

CONTRACT 

6203 190398 

0303190393 

03/03/09 

90-206 

H 

6203 1 90363 

0203 1 90360 

03/03/02 

50-190 

P 

6203190304 

0303190379 

03/03/09 

contract 

8203 1 90309 

8203 1 90304 

03/03/04 

70-143 


8203190308 

0203 1 90307 

82/01/27 

mAste mot 

8203190309 

0203 1 30306 

83/03/09 

90-346 

F 

0203190310 

020.3 1 30306 

03/03/09 

90-346 

r 

8203190339 

0203 1 90320 

82/03/09 

90-266 

F 

8203190320 

0203 1 90320 

02/03/09 

50-266 

F 

0203160003 

0303160002 

03/03/09 

90-384 

P 

8203160004 

8203 1 60002 

03/03/09 

90-384 

P 

0203160006 

0303160002 

03/03/09 

90-334 

P 

8203160007 

0203160009 

83/03/01 

rOPREP 


0203160011 

8303160000 

03/03/04 

90-360 

P 

8203160013 

0303160000 

02/03/04 

50-366 

P 

8203160019 

0303160000 

63/03/04 

90-360 

P 

0203160036 

0203 1 60034 

03/03/04 

SO -329 

E 

8203160040 

03O3I6OO3B 

03/03/1 1 

50- 1 55 

1 

8203160030 

0203160046 

03/03/29 

40-1341 


8203160069 

8203160066 

03/03/10 

90-311 

R 

8203160073 

0203160070 

02/03/19 

70-143 


0303160074 

0203160067 

02/03/04 

50-338 

0 

8303160076 

0303 160071 

03/03/08 

OA999 


S 303 160001 

0303 160079 

02/02/29 

50-334 

0 

8303160006 

0303160003 

02/02/26 

30-367 

0 

8203160090 

0203 1 60000 

02/03/04 

90-447 

A 

0203 1 60097 

8203)60094 

02/03/09 

90-461 

M 

8303160099 

0203160091 

83/03/02 

30-490 

U 

8203160103 

0303160102 

02/02/29 

30-317 

0 

8203160110 

0303160106 

02/03/09 

90-32! 

P 

0303 1601 13 

8303160107 

02/03/03 

30-937 

U 

0203160121 

0203 160 116 

02/03/(0 

90-309 

rt 

0303160134 

0303160110 

03/03/03 

30-360 

a 

0303160136 

0303160126 

02/03/11 

90-463 

0 

9303160140 

0203160130 

02/03/12 

90-263 

R 

9303160143 

0203160139 

83/02/26 

30-206 

0 

0303160146 

8203160149 

02/02/26 

70-667 


9303160190 

0303160149 

02/03/26 

70-607 


0203160193 

0303160149 

02/03/03 

30-346 

s 

0203160197 

0303160191 

02/03/04 

30-360 

0 

0303160163 

8303160190 

02/02/29 

30-332 

0 

0303160164 

0303160199 

02/03/09 

30-360 

8 

0303160171 

0203160196 

02/03/03 

90-269 

B 

0303160179 

8303160170 

03/02/26 

90-336 

Q 

0303160166 

0303160103 

63/03/10 

30-272 

R 

9303160190 

0303160104 

83/02/26 

30-243 

0 

0303160307 

8303160194 

02/03/00 

30-322 

0 

8303160214 

0303160313 

02/02/17 

30-313 

0 

8303160316 

8303160303 

83/03/09 

90-443 

C 

0303160318 

8303160213 

02/02/17 

30-313 

Q 

8303160333 

8303160223 

02/02/29 

30-346 

Q 

8303160230 

0203160229 

02/03/10 

70-2940 


0203160337 

0203160239 

B3/03/03 

30-321 

St 

8203 160241 

0203160230 

02/02/16 

30-267 

0 

8203160242 

0203160239 

02/03/12 

30-302 

R 

8203160243 

0203160240 

02/02/10 

OA999 


0303160247 

0203160240 

02/02/10 

OA999 


8203160391 

0203160240 

82/02/10 

0A999 


8303160367 

8303160262 

02/03/04 

QA999 


8303160269 

0203160262 

02/03/04 

aA999 


8303160270 

8203160266 

02/03/09 

90-331 

8 

0203160373 

0203160262 

02/03/04 

QA999 


B203160379 

8203160262 

82/03/04 

QA999 


0303160276 

8203160272 

03/03/03 

30-331 

S 

8303160377 

0203160374 

82/03/02 

90-293 

a 

8203160384 

0203160283 

02/03/00 

90-299 

R 

8203160389 

8203160262 

02/03/03 

90-3 1 1 

s 

8203160307 

0203160279 

02/03/10 

90-133 

0 

8203160290 

0203160306 

02/03/03 

OA999 


8203160292 

8203160200 

62/03/04 

90-213 

p 

8203160396 

0203160206 

02/03/03 

OA999 


8203160290 

8203160393 

02/03/09 

90-331 

8 

8203160304 

8203160286 

02/03/03 

0A999 


8203160306 

0203160366 

02/03/03 

0A999 


B203J60313 

6303160309 

02/03/08 

90-279 

P 

8203160324 

6303160330 

02/03/09 

90-279 

P 

8203160331 

6303160323 

82/02/26 

bo -309 

0 



PRINCIPAL 

OAfE 

SJOJECT 

ENCLCetBE 

COCUMCNT 

ISSUED 

CAICOORV 

0203160334 

0203160332 

09/03/03 

50-293 

St 

6203160330 

B203 160337 

82/02/36 

50-2 

a 

0203160341 

0203 160337 

83/02/26 

50-3 

R 

8203160343 

8203160330 

02/02/33 

06999 


0203160349 

020316033* 

02/03/12 

50-440 

A 

0203160352 

0303160340 

83/02/23 

30-202 

a 

3203160335 

0303160390 

63/03/08 

30-309 

R 

0203160337 

0203160391 

03/02/29 

40-1341 


9203160359 

8303160339 

03/03/13 

50-133 

a 

0303160361 

8203 1 60353 

03/03/15 

40-3061 


8203160366 

0303 1 60363 

83/03/11 

50-366 

R 

3203160373 

0303 1 60365 

02/02/16 

90-390 

0 

0203160375 

0303 1 6037 1 

83/03/01 

50-249 

A 

8203160377 

8303 160.366 

83/02/33 

30-344 

o 

8203160379 

0203 1 6(7369 

83/03/03 

50-373 

8 

0203160388 

8303(60302 

03/02/19 

0A999 


8203160339 

8303 160304 

92/03/01 

50-313 

f 

8203ti>039t 

6203160306 

82/02/23 

TOPREP 


8203160393 

6303(60390 

89/02/26 

40-0733 


0203160394 

□303 1 60382 

82/02/ 1 7 

0A999 


8203160396 

8303 1 60392 

63/03/13 

50-349 

R 

8203160402 

0303160399 

02/03/03 

50-366 

R 

8203 160403 

0303 1 60400 

03/03/08 

30-273 

9 

8203160407 

0303 1 60400 

02/O3/CO 

30-273 

S 

F203I604C8 

0203 1 60390 

03/02/29 

30-313 

0 

8203160410 

0303160375 

93/03/01 

3D-303 

F 

820316041 1 

0303169400 

83/03/00 

30-372 

S 

D203160414 

0303 1 60409 

33/03/03 

30-311 

9 

0203160484 

8303 160* to 

03/03/10 

90-1 35 

S> 

8203160425 

0303 1 60430 

82/02/96 

30-393 

F 

9203160430 

0303 1 60423 

02/03/03 

50-320 

n 

8203160431 

0303160410 

03/03/10 

30-1 53 

p 

0203160432 

6203160430 

82/02/36 

30-390 

F 

0203160433 

0303160437 

03/03/01 

50-267 

P 

0203160434 

8303 1 60420 

83/03/01 

30-213 

N 

6203160436 

0303160423 

92/03/03 

50-320 

(1 

0203160437 

8303160430 

82/03/26 

30-298 

r 

0203160443 

0303 1 60430 

82/09/23 

50-206 

o 

0203160446 

8303 1 60439 

02/02/12 

90-267 

a 

020.3160447 

8303 1 60440 

83/03/26 

30-397 

0 

0203160449 

8303160430 

93/03/22 

30-206 

0 

8203160451 

0203 160433 

83/03/01 

30-334 

R 

0203160453 

0203160444 

93/09/26 

40-299 


0203160456 

6303160443 

02/03/08 

60-344 

R 

02031604 57 

0203 1 60434 

82/03/03 

90-29 

R 

0203160459 

0303160490 

02/03/04 

QA999 


0203160460 

0303 1 60492 

92/02/24 

50-397 

0 

0203160462 

8303160490 

82/03/23 

20-397 

0 

0203160471 

8303160466 

92/09/24 

20-282 

0 

0203160472 

6303 1 60460 

03/03/12 

SO-364 

R 

0203160478 

8303 1 60466 

03/03/34 

50-283 

O 

8203160403 

8303160477 

92/03/10 

90-321 

P 

0203160489 

0303160430 

03/03/04 

QA999 


0203160492 

8303160401 

92/03/26 

40-0690 


0203160494 

8303 1 60407 

03/03/01 

50-272 

O 

9303lb0H>S 

0203160490 

02/03/ )2 

50-282 

ft 

0203160504 

0303160500 

83/03/24 

SO-213 

O 

8203160505 

0203160467 

82/03/01 

50-272 

Q 

8203160907 

0303160903 

83/02/24 

90-460 

O 

820316051 1 

6303 160906 

93/03/02 

90-3 

R 

0203160312 

8303160500 

83/03/24 

50-213 

O 

6203160519 

8303 1 60903 

02/02/24 

90-460 

O 

0203160521 

8303160510 

02/03/12 

90-520 

A 

8203160323 

6203160916 

92/02/25 

90-273 

O 

8203160324 

6303160920 

02/02/29 

90-334 

R 

8203160526 

8203160333 

92/03/11 

30-62 

P 

8203160527 

8303160910 

82/02/18 

QA999 


0203160328 

8303 160333 

03/03/11 

90-63 

P 

0203160331 

8303160913 

03/02/24 

30-286 

O 

8203160533 

9303160539 

03/03/0 a 

70-1398 


8203160339 

8303160513 

62/02/24 

50-286 

0 

8203160542 

8303160541 

82/02/26 

90-303 

o 

8203160343 

6303010001 

©l/DB/04 

FQIA 


8203160345 

8303160944 

82/03/08 

30-266 

s 

8203170003 

8303 1 70002 

02/02/07 

70-1 151 


8203170005 

8303010001 

81/08/04 

FOIA 


8203170008 

03030(0001 

01/08/04 

FOfA 


8203170010 

8303010001 

01/08/04 

FOIA 


0203170016 

0303 01 0001 

01/00/04 

FOIA 


0203170017 

0303170013 

02/02/23 

40-8384 



accession 





ACCE6BiON 

NUMBER 





PfilNClPA'- 

CATE 

SUGv-ECT 



PRINCIPAL 

DATE 

SUBJECT 

ENCL03O«»e 

OCCCKENT 

ISSUED 

CATEODRV 

Enclosure 

COCUMENT 

IS8UE0 

CATEGORY 

02031 70019 

G2030 10001 

81/08/04 

FOIA 


8203170319 

8203170317 

82/02/19 

30-399 

0 

02031 70022 

0203010001 

01/09/04 

FOIA 


0203170320 

8203170310 

82/03/12 

90-279 

ft 

0203 J 70033 

82031 70021 

62/02/(0 

71-9079 


8203170330 

0203170323 

02/03/13 

30-416 

A 

0203170026 

0203010001 

01/08/04 

FOIA 


8203170332 

8203170329 

02/03/09 

30-339 

Q 

0203170027 

0203170020 

62/01/04 

40-8 330 


0203170333 

8203170329 

82/03/09 

50-339 

0 

8203170031 

0203010001 

01/C8/04 

FOIA 


8203170336 

0203170329 

02/03/09 

30-339 

a 

03031 70033 

8203010001 

fll/oe/04 

roiA 


6203170340 

0203170329 

02/03/03 

30-339 

0 

63031 7C036 

8203170033 

82/02/03 

40-8300 


8203170341 

8203170330 

83/03/09 

30-409 

P 

02031 70037 

8203010091 

Qi/oe/OA 

FOIA 


8203 1 70348 

8203170344 

02/03/09 

30-313 

p 

0303 1 70038 

8203010001 

01/08/04 

FOIA 


0203170349 

8203170345 

B2/03/I9 

30-250 

0 

82031VO0A3 

8203010001 

Ui/OS/OA 

FOIA 


9203170333 

8203170345 

02/03/15 

50-230 

0 

03O317OOA9 

8203170046 

82/02/26 

40-6622 


8203 170359 

0203170345 

82/03/19 

30-250 

0 

03031 70053 

8203010001 

61/09/04 

FOIA 


8203170360 

0203170394 

02/03/09 

30-409 

p 

0303170054 

0203010001 

81/08/04 

FOIA 


8203170362 

8203170343 

02/03/15 

30-250 

0 

0303170058 

8203010001 

81/08/04 

FOIA 


8203170364 

8203170337 

82/03/04 

50-250 

0 

8203170061 

8203010001 

81/09/04 

FOIA 


8203170369 

8203 1 70366 

82/03/03 

90- 1 35 

p 

0303170062 

8203170059 

82/03/08 

71-9134 


8203170374 

8203170343 

82/03/19 

90-230 

0 

6303170069 

8203010001 

61/09/04 

FOIA 


8203170380 

0203170375 

82/03/03 

30-389 

B 

0203170071 

8203010001 

81/00/04 

FOIA 


82031 70381 

0203 1 70366 

02/03/03 

30-372 

8 

0203170073 

0203010001 

81 /C8/04 

FOIA 


0203170386 

8203170360 

02/03/03 

90-273 

8 

82031 7C073 

8203010001 

81/08/04 

FOIA 


8203170388 

8203170382 

82/03/04 

50-334 

8 

02031 70076 

8203010991 

Gl/OG/04 

FOIA 


8203170391 

8203170379 

82/03/09 

30-259 

0 

0303170080 

8203 1 70066 

81/07/08 

H18C 


8203170394 

8203 1 70383 

82/03/09 

90-327 

0 

0203170033 

8203 1 70082 

82/02/15 

40-0631 


0203170396 

0203(70379 

BS/Q3/0f 

30-339 

Q 

0203I700S6 

8203010001 

91/09/04 

FOIA 


0203170397 

8203170309 

02/03/11 

90-449 

0 

8203170099 

8203010001 

81/08/04 

FOIA 


0203170401 

0203 1 70379 

82/03/09 

90-299 

0 

□303(70093 

8203010001 

81/08/04 

FOIA 


8203170402 

0203 1 70393 

82/03/11 

90-324 

Q 

8203170099 

8203010001 

81/08/04 

FOIA 


8203170405 

8203170383 

82/03/09 

30-337 

0 

0203170102 

0203170098 

82/03/15 

30-361 

P 

0203170406 

0203170379 

02/03/09 

30-299 

0 

8303 170104 

8203010001 

01/09/04 

FOIA 


8203170408 

8203170400 

82/02/24 

90-393 

a 

8203170100 

8203010001 

81/00/04 

FOIA 


0203170411 

6203170383 

82/03/09 

50-327 

0 

02031701 11 

0203170110 

02/03/12 

30-302 

P 

8203170413 

8203170403 

82/03/13 

30-416 

K 

6203170112 

8203010001 

81/00/04 

FOIA 


0203170416 

8203 1 70407 

02/03/11 

30-10 

0 

□3031701 16 

8203010001 

81/08/04 

FOIA 


8203170419 

0203 1 70403 

02/03/12 

90-416 

K 

0203170119 

8203170101 

82/03/09 

50-346 

B 

0203170421 

8203170412 

62/03/24 

50-330 

0 

□203170120 

9203010001 

91/08/04 

FOIA 


0203170422 

8203170414 

03/03/09 

90-302 

0 

3203(70121 

82031 7OU0 

02/03/03 

30-230 

P 

8203170423 

8203 1 70309 

83/03/09 

90-337 

0 

□203170134 

8203010001 

91/00/04 

FOIA 


0203 170429 

8203170420 

83/03/09 

30-273 

u 

0303170127 

8203010001 

81/08/04 

FOIA 


0203170433 

0203 1 70430 

02/03/01 

90-267 

ft 

0203170139 

0203170114 

82/03/12 

50-263 

R 

0203170437 

8203170431 

03/03/19 

REVIEU 

CftP 

0203170130 

8203010001 

81/08/04 

FOIA 


0203170443 

8203170431 

83/03/19 

REVIEU 

ORP 

0203170139 

8203170132 

02/03/10 

CONTRACT 


0203170446 

0203 1 70436 

83/03/08 

30-400 

0 

0203170143 

8203170130 

02/03/10 

30-316 

8 

8203170430 

0203170431 

82/03/19 

REVIEW 

ORP 

B203170146 

8203170144 

82/03/05 

50-331 

P 

0203170431 

8203170436 

82/03/08 

30-400 

0 

O303J 70(49 

0203170144 

BS/03/03 

30-331 

P 

0203170434 

6203170449 

B2/Q3/QQ 

50-298 

6 

0203170153 

8203010001 

01/08/04 

FOIA 


8203170436 

8203 1 70436 

02/03/08 

30-400 

0 

B203 170154 

8203010001 

81 /08/04 

FOIA 


8203170438 

8203170493 

02/03/03 

90-269 

6 

0203170196 

B20301000I 

81/03/04 

FOIA 


8203170462 

6203170436 

83/03/08 

30-400 

0 

0203170160 

0203 01 0001 

Bl/00/04 

FOIA 


82031 7046B 

8203 1 70463 

83/03/03 

30-334 

a 

0203170162 

8203170134 

82/03/03 

30-3'JI 

R 

8203170472 

8203170461 

83/03/1 1 

30-409 

P 

3203170163 

8203170199 

82/03/09 

tCCFR 


8203170473 

8203170466 

82/03/33 

30-369 

Q 

0203170165 

0203010001 

81/08/04 

30-293 

p 

3203170477 

0203170469 

03/03/18 

30-318 

0 

0203170171 

82031 701 6B 

82/03/01 

30-279 

p 

8203170478 

8203170474 

82/03/01 

30-334 

B 

0203170173 

8203010001 

81/08/04 

FOIA 


0203170489 

8203170481 

82/02/26 

90-329 

8 

0203170174 

0203010001 

81/08/04 

FOIA 


8203170488 

0203 1 70482 

03/03/05 

30-369 

8 

0203170185 

8203170180 

82/03/00 

90-267 

s 

8203170491 

8203170480 

83/03/08 

30-279 

U 

0203170168 

8203170187 

82/02/26 

90-267 

R 

8203170494 

0203 1 70483 

83/03/08 

30-338 

a 

0203170194 

8203170191 

82/03/12 

90-482 

0 

8203170493 

8203 1 70490 

82/03/03 

90-323 

8 

0203170200 

0203170170 

82/02/23 

90-295 

R 

8203170496 

8203170489 

83/03/04 

30-330 

8 

02031 70220 

9203170216 

02/03/12 

30-2r>9 

0 

8203170497 

8203170492 

83/03/08 

30-337 

8 

02031 70228 

8203170225 

82/03/01 

90-234 

0 

8203170498 

6203170480 

82/03/08 

90-279 

1} 

02031 70332 

0203 1 70229 

02/03/03 

50-283 

8 

8203170499 

8203170493 

83/03/19 

REVIEW 

ORP 

0203170233 

0203170225 

02/03/01 

30 -234 

0 

8203170303 

0203170493 

82/03/19 

REVIEW 

ORP 

□203170238 

8203 1 70234 

02/03/09 

30-203 

S 

8203170908 

8203170904 

82/03/09 

90-396 

S 

0203170243 

0203 1 70239 

62/02/29 

90 - 4 4 7 

K 

8203170910 

0503 1 70509 

83/03/18 

30-142 

0 

8203170246 

8203170239 

92/02/25 

90-447 

K 

0203170314 

8203170483 

83/03/08 

90-338 

Q 

0203170255 

8203170251 

82/03/09 

90-299 

P 

8203170918 

8203 1 70309 

03/03/18 

90-143 

0 

B2031 70275 

8203170272 

82/03/10 

90-209 

O 

8203170321 

8203170483 

83/03/08 

90-338 

0 

0203170288 

8203170286 

02/03/1 1 

90-461 

o 

8203170922 

8203 1 70909 

83/03/10 

90-324 

0 

0203170290 

8203 1 70262 

82/03/12 

90-434 

0 

8203170324 

0203170313 

83/03/09 

90-380 

e 

0203170293 

8203170291 

82/03/02 

50-293 

Q 

8203 170327 

8203 1 70303 

83/03/13 

30-142 

0 

0203170298 

0203170210 

02/03/09 

30-1 39 

8 

8203170528 

0203170483 

82/03/08 

90-338 

a 

0203170300 

0203 1 70296 

82/02/22 

90-1 1 1 

Q 

8203170329 

8203170913 

82/03/09 

30-380 

8 

8203170301 

0203170297 

82/02/22 

30-290 

0 

8203170333 

0203170923 

82/03/09 

90-318 

S 

02031 70304 

8203170302 

82/02/22 

50-302 

Q 

0203170937 

8203170332 

82/03/1 1 

0A999 


0203170310 

8203170306 

82/03/05 

50-213 

P 

9203170938 

8203170303 

83/03/18 

90-142 

0 

0203170311 

8203170308 

82/02/23 

90-321 

0 

8203170941 

8203170332 

83/03/11 

<M999 


0203170312 

8203170309 

82/03/10 

70-1493 


8203170348 

8203170932 

83/03/tl 

0A999 


8903170314 

8203170313 

S2/03/U 

50-315 

0 

8203 170937 

8203170330 

83/03/03 

30-271 

8 

8203170316 

8203170313 

82/02/26 

50-303 

R 

8203170961 

8203170349 

83/03/08 

90-280 

B 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL 
ENCLO SURE DOCUMENT 

8203 I 70S47 8203 1 70344 
B203I70S4B 0203170343 
8203 1 70570 8203170370 
8203170386 0203170379 
8203170590 8203170379 

8203170591 0203170304 
8203170593 8203170304 
8203170394 0203170300 
02031 70 597 82031 70379 
0203170398 02O317OSB9 

8203170599 8203170584 
0203170404 0203170400 
8203170409 8203170403 
8203170410 8203170403 
8203170412 0203170403 

8203170418 0203170403 
0203170424 8203170419 
8303170424 8203170422 
8203170430 B20317042B 
8203 1 70430 6203 1 70433 

0303180017 0203180013 
8203100019 8203100014 
8203 1 8002 1 0203100015 
8203180024 0203010001 
8203 1 80020 0203 1 80022 

8203180029 8203010001 
8 203 1 80034 02031 80020 
8203180035 8203010001 
8203180038 0203010001 
0203180039 8203100033 

3203180044 8203 180033 
0203180049 0203010001 
8203100053 0203010001 
8203100034 8203100031 
8203180034 0203010001 

0203 100037 8203 100031 
8203100041 0203010001 
8203180044 8203010001 
8203180075 0203010001 
02031 B00B4 8203 100077 

8203180093 8203010001 
8203 I 80094 0203 1 80077 
8203180100 0203010001 
8203180104 0203010001 
8203180103 8203100099 


date subject 

ISSUED CATEOOHV 


82/03/0B 

30-333 

S 

82/03/03 

30-333 

S 

82/03/04 

50-334 

8 

B2/03/10 

50-329 

A 

82/03/10 

30-329 

A 

82/03/12 

50-253 

P 

82/03/12 

30-253 

P 

02/03/04 

50-320 

8 

82/03/10 

90-329 

A 

02/02/23 

30-424 

O 

82/03/12 

30-239 

P 

82/02/25 

40-0304 


82/03/11 

50-409 

P 

82/03/09 

50-302 

P 

82/03/11 

50-409 

P 

82/03/11 

30-409 

P 

82/02/18 

50-395 

a 

82/02/26 

40-2259 


02/02/18 

50-416 

a 

82/02/19 

50-239 

o 

82/03/12 

30-1 12 

p 

B2/ 03/01 

50-330 

a 

02/03/12 

50-112 

p 

81/08/04 

FOIA 

B 

82/03/03 

50-327 

ai/OB/04 

FOIA 


82/03/09 

50-416 

A 

01/03/04 

FOIA 


81/08/04 

FOIA 


B2/03/12 

50-368 

F 

82/03/12 

50-340 

F 

B 1/09/04 

FOIA 


81/09/04 

FOIA 


Bl/07/07 

REOOD 


ei/OB/04 

FOIA 


91/07/07 

REOOD 


81/00/04 

FOIA 


91/0B/O4 

FOIA 


B 1/08/04 

FOIA 


82/03/12 

50-249 

F 

Bi/oa/04 

FQIA 


02/03/12 

50-269 

F 

81/00/04 

FOIA 


01/08/04 

FOIA 

H 

02/02/24 

50-206 


8203180109 

S2031B0110 

0203180113 

8203180114 

8203100120 

8203180134 

8203180130 

8203180141 

6203180143 

8203100143 


0203180102 

0203010001 

8203100107 

8203010001 

8203180114 

0203180090 
82031B0090 
0203180090 
8203 180090 
8203010001 


82/03/04 

81/00/04 

82/03/01 

81/00/04 

02/02/24 

81/11/S3 

01/11/25 

81/11/25 

81/11/25 

Bl/00/04 


CONTRACT 

FOIA 

80-293 P 
FOIA 

30-434 H 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8203180147 0203160090 

8203100149 9203100090 01/11/25 

0203100134 02030 I 000 I 81/00/04 

8203100137 8203010001 01/00/04 

8203180140 0203010001 81/08/04 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8203100142 

8203180144 

0203160147 

8203100171 

0203100174 


0203 100 133 
0203010001 
0203100133 
0203010001 
0203010001 


01/11/23 

81/00/04 

01/11/23 

81/08/04 

01/00/04 


70-139 

FOIA 

70-139 

FOIA 

FOIA 


S203 190175 
0203100177 
8203160179 
8203100181 
0203180107 


0203180173 
0203100173 
8203 180141 
0203010001 
8203010001 


81/11/93 
81/11/23 
82/03/ li 
01/08/04 
81/08/04 


FOIA 

90-483 

30-490 

FOIA 

FOIA 


8203100190 

8203100194 

8203100195 

8203180197 

8203100198 


8203010001 

8203010001 

8203180193 

8203010001 

0203180193 


01/00/04 

81/08/04 

82/03/03 

01/08/04 

02/03/03 


8203100199 

8203100200 

8203100210 

8203180213 


8203010001 

8203180109 

8203180204 

0203100204 


81/00/04 

82/03/12 

02/03/05 

81/11/19 

01/08/04 


FOIA 

FOIA 

50-247 

FOIA 

30-247 

FOIA 

30-289 

80-209 

90-320 

FOIA 


A 

T 


P 

P 


0 

0 

P 


accession number 


ENCLOSUBE 


6203100221 

0203180223 

8203100228 

8203100229 

8203180231 

8203180234 

0203100234 

0203180237 

0203100241 

0203100242 

0203100244. 

0203180249 

0203180250 

0203180233 

0203180234 

0203180255 

8203100254 

8203180259 

8203100241 

0203180242 

0203180244 

3203160249 

8203100247 

0203180270 

8203100272 

9203180274 

8203100273 

8203180281 

02O316&2S3 

0203180294 

8203180297 

8203180299 

8203180270 

0203180293 

0203190297 

8203180293 

0203190301 

9203180304 

0203180304 

0203100307 

0203100300 

8203180311 

8203180317 

820318031 ® 

8203180319 

8203180321 • 

8203180324 

8203180334 

0203180337 

8203180339 

820318034 1 

0203180343 

0203180344 

9203180346 

0203180348 

0203180350 
0203180333 
6203180354 
6203160340 
8203 1 8034 1 

0203 I 80344 
8203 1 80343 
9203180371 
8203180373 
0203180377 

0203180381 
8203180383 
0203 180384 
0203180386 
8203100393 

0203180393 
83031 804'Q& 
8203180407 
8203180400 
8303180413 

0203180419 

8203180422 

8203180423 

8203180424 

8203180428 


PRINCIPAL 

document 

0203180219 

0203180222 

8203010001 

8203180224 

8203100224 

0203010001 

0203IB0232 

9203100220 

0203010001 

0203100227 

0203010001 

0203010001 

0203180239 

0203100244 

0203010001 

02031 0023 3 
0203180251 
0203010001 
0203180244 
0303180233 

B20301000I 

0203180260 

8203160220 

8203010001 
0203 1S0244 

0203010001 

B2031B0248 

0203010001 

0203010001 

8203180284 

8203180203 

8203010001 

6203180282 

8203010001 

8203180271 

8203010001 
6203010001 
0203010001 
6203 100303 
0203180295 

0203180302 

0203100309 

0203180312 

0203180233 

0203180233 

8203180320 

0203180323 

0203180335 

0203010001 

0203180335 

8203010001 

6203180335 

0203010001 

0203180333 

6203010001 

0203 180333 
8203100333 
B2030 10001 
8203010001 
0203180333 

0203010001 

0203010001 

0203010001 

0203010001 

8203010001 

0203010001 

8203010001 

0203100380 

0203010001 

8203160393 

0203180300 

8203100402 

0203010001 

0203100380 

8203130300 

8203010001 

8203010001 

0203180380 

8203010001 

0203180300 


DATE 
ISSUED 

92/03/14 
02/03/04 
01/00/04 
02/03/03 
02/03/1 1 

Ot/OB/04 
02/02/29 
02/03/19 
01/00/04 
82/02/24 

01/09/04 

0I/OB/O4 

02/03/04 

02/02/25 

01/06/04 

82/03/04 

02/03/15 

Bl/OB/04 

82/02/29 

02/03/01 

01/08/04 

82/03/13 

02/03/15 

01/00/04 

02/02/25 

01/00/04 

82/02/25 

01/09/04 

Bl/OB/O^ 

02/02725 

02/03/02 

01/00/04 

62/02/2* 

81/OB/04 

82/02/25 

a 1/09/04 
ai/OS/04 
81/08/04 
02/02/26 
02/02/26 

82/02/24 

02/03/02 

02/03/01 

82/03/01 

02/03/01 

02/03/17 

82/03/14 

82/03/12 

S1/08/04 

02/03/12 

01/08/04 

02/03/12 

81/08/04 

02/03/12 

01/08/04 

02/03/12 

02/03/12 

01/08/04 

81/08/04 

02/03/12 

91/08/04 
Bl/Oa/04 
81 /0B/04 
01/00/04 
ai/oa/04 

01/00/04 

81/08/04 

01/11/18 

01/09/04 

02/02/25 

81/11/IB 

02/03/10 

Bl/OB/04 

ai/ii/is 

81/11/18 

81/08/04 

01/08/04 

Bi/ii/ia 

01/08/04 

81/11 /IS 


SUBJECT 

catecqrv 

50-416 D 
contract 
FOIA 
CONTRACT 
50-315 B 

FOIA 

50-328 6 

50-445 0 

FOIA 

50-327 B 

FOIA 

FOIA 

SO-259 S 
50-200 S 
FOIA 

SO-240 S 
50-329 T 
FOIA 

50-280 3 

50-200 S 

FOIA 

90-496 K 
50-445 Q 
FOIA 

50-200 S 
FOIA 

30-260 S 

FOIA 

FOIA 

50-324 S 

50-261 9 

FOIA 

50-349 9 

FOIA 

50-349 B 

FOIA 

FOIA 

FOIA 

50-287 3 

50-369 S 

50-231 3 

50-328 S 
50-338 S 
50-280 3 

50-280 S 

50-537 B 
50-3*9 P 
50-41* A 
FOIA 

50-416 A 
FOIA 

50-416 A 
FOIA 

50-41* A 
FOIA 

50-416 A 
50-4 1 * A 

FOIA 
FOIA 

50-41* A 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-275 0 

50-296 P 
40-3453 

50-275 Q 

CONTRACT 

FOIA 

50-275 Q 
50-275 a 

FOIA 
FOIA 

SO-275 a 
FOIA 

80-275 a 


lU h'KIIMUirML UUl^UIVICIM Id 


AcceestQN 

NUHOER 





PSINCiPAL 

OAIE 

SUBJECT 


cr4CLCSt;Ae 

OOCl/HEUT 

issjeo 

CATeCORV 

830318043? 

830301C001 

61/03/04 

FOIA 


8303100433 

8203183380 

01/11/10 

30-273 

0 

0303180433 

8203010001 

81/08/04 

FOIA 


9303100437 

8203180380 

Bl/ll/18 

£0-273 

0 

8303180436 

0203010001 

Ol/CB/04 

FOIA 


0203180441 

0233010031 

Bl/Ce/04 

FOIA 


9203100443 

0203180380 

017(1/(0 

50-275 

0 

0303160448 

8203180443 

01/07/24 

RCGOD 


9303180433 

8203180443 

91/07/24 

R£030 


0203160439 

0203100457 

92/02/^6 

40-0102 


8203180491 

8203183488 

02/03/09 

50-321 

p 

8203180497 

8303100494 

B3/03/09 

30-313 

p 

820318 0499 

0203160494 

82/03/09 

£0-3(3 

p 

e303t805Cfc 

8203180503 

02/03/12 

30-266 

F 

83031G0510 

8203100302 

82/03/12 

50-266 

F 

6203180516 

0203103513 

92/03/11 

50-315 

F 

8303180317 

8203180315 

82/03/03 

50-293 

P 

8303100319 

0203100313 

02/03/11 

50-315 

F 

8303180332 

0303180329 

81/11/20 

50-359 

0 

8303180340 

8303180538 

02/03/17 

50-277 

r 

8303180342 

0203180538 

82/03/12 

50-277 

F 

6303180346 

8203180945 

02/03/12 

50-269 

F 

8303180530 

8203180348 

02/03/1 1 

30-295 

F 

6303180331 

8203180948 

82/03/11 

50-295 

F 

8303180336 

8203(80535 

92/03/11 

30-320 

F 

8203180360 

8303160353 

82/03/11 

50-320 

F 

8303190017 

8203190013 

62/03/12 

50-321 

F 

8303(90036 

0203190073 

62/03/04 

90-237 

P 

8303190037 

8203190020 

62/03/1 1 

50-321 

F 

8303190037 

0203190033 

62/03/12 

30-777 

F 

0203190048 

8203190043 

62/03/12 

50-313 

F 

8303190034 

8203190043 

62/03/12 

30-3(3 

F 

B303I90057 

0203310668 

07/D3/1 1 

SO-4 54 

o 

0203190060 

8203190030 

82/03/05 

CONTRACT 


8303190080 

0203190073 

82/03/12 

50-409 

F 

8203190086 

8203190073 

82/03/12 

50-4 09 

f 

B303I900G9 

0303190083 

82/03/12 

30-321 

F 

0203190098 

8203190093 

82/03/15 

40-3392 


8203190107 

8203190103 

82/03/1 1 

50-395 

o 

B20319OI 10 

0203190103 

82/03/1 1 

30-393 

O 

83031901 16 

Q203190103 

62/03/11 

50-395 

0 

8203190131 

8203190103 

82/03/11 

30-393 

0 

8303190139 

0203 190 1 26 

62/03/08 

30-233 

R 

8303190139 

8203190134 

82/02/15 

CCNTdACT 


3203190140 

0203190132 

82/03/12 

30-335 

a 

8203190143 

0203190137 

62/09/08 

30-392 

H 

8203190131 

0203190147 

82/03/09 

30-277 

S 

8203190134 

0203 190(52 

82/02/08 

40-8 706 


8203190136 

8203190149 

69/03/05 

CON TH ACT 


8203190167 

C203190I66 

62/01/(1 

70-1 193 


9203190177 

0203190174 

62/03/03 

SO-320 

P 

0203190176 

0203190159 

62/03/12 

30-239 

0 

8203190(00 

8203190174 

62/03/03 

30-320 

p 

0203190183 

0203190174 

82/03/03 

30-320 

p 

8203190192 

□203190106 

89/03/15 

30-369 

R 

8203 190 193 

0203190108 

62/02/23 

30-313 

P 

0203190197 

8203190188 

02/09/23 

30-313 

P 

8203 190201 

0203190200 

82/01/23 

30-344 

a 

8203190304 

8203190202 

82/02/23 

CONTRACT 


8203190213 

8203190208 

82/02/23 

CONTRACT 


B203190221 

8203190217 

62/02/23 

CONTRACT 


0203190234 

8203190232 

82/02/22 

30-387 

H 

8203190254 

8203190231 

82/03/16 

30-261 

F 

6203190257 

8203190252 

82/03/12 

70-143 


8203190261 

8203190258 

02/02/09 

30-302 

0 

HS0319O26S 

8203190263 

82/03/03 

50-373 

0 

0203190276 

8203190269 

82/03/01 

30-373 

0 

0203190284 

0203190281 

62/03/16 

30-373 

A 

820319020? 

8203190287 

69/03/01 

50-275 

P 

8203190296 

8203190293 

82/03/12 

30-261 

Q 

8203190297 

□203190292 

62/03/12 

70-2730 


8203190301 

8203190298 

82/03/1 1 

30-783 

s 

0203(90302 

8203190299 

82/02/26 

QA999 


6203190305 

□203190303 

82/02/26 

0A979 


8203190307 

0203190299 

82/02/26 

OA999 


8203(90308 

0203190303 

62/02/26 

0A999 


0203(90312 

8203 1903 10 

62/03/09 

30-243 

P 

8303 I 90313 

0203190309 

62/03/15 

30-269 

R 

8203190317 

0203190314 

82/03/10 

70-1 151 


8203190321 

8203190318 

82/03/09 

50-333 

P 


ACCESSION 

NUlia ER 





principal 

DATE 

SUBJECT 


ENCLCSURE 

DOC UMENT 

ISSUED 

CATCOORV 

8203190327 

8203190316 

82/03/09 

30-333 

P 

9203190329 

8203190323 

82/03/13 

30-290 

F 

8203190334 

8203190320 

02/03/00 

80-348 

H 

8203190340 

8203190336 

82/03/10 

30-461 

A 

82031 9034 1 

8203190337 

B2/03/1 1 

30-261 

R 

8203190344 

8203190339 

81/10/14 

30-200 

R 

8203190346 

8203190338 

B2/03/I0 

70-27 


3203190353 

0203190330 

82/01/14 

50-280 

R 

8203190363 

0203 1 90358 

02/02/12 

50-280 

R 

8203190365 

8203190362 

82/03/17 

TOPREP 


6203190368 

0203190360 

02/03/09 

50-498 

0 

8203190370 

8203190361 

62/02/16 

30-140 

0 

0203 190372 

6203190367 

81/12/13 

50-280 

R 

8203190375 

8203190366 

82/03/10 

70- 1 43 


0203190376 

0203190369 

02/03/10 

70-1113 


0203190377 

8203190374 

82/03/13 

50-322 

0 

0203190385 

0203190379 

02/02/00 

30-206 

R 

0203190387 

0203190381 

02/02/10 

30-346 

R 

8203190390 

8203190382 

82/03/09 

30-202 

9 

8203190394 

8203190308 

82/02/13 

90-369 

R 

0203190395 

8203 1 90373 

82/03/09 

30-209 

0 

8203190398 

6203190393 

81/03/12 

50-266 

R 

8203190401 

8203190306 

82/03/10 

70-1201 


020319041 1 

0203190405 

01/11/23 

FOIA 


8203190412 

8203190406 

B3/02/10 

50-393 

0 

8203190413 

8203190407 

02/02/16 

30-327 

R 

8203190414 

8203190392 

82/02/24 

30-293 

0 

8203190413 

8203190402 

81/12/13 

30-333 

R 

8203190418 

0203190410 

82/02/26 

0A999 


8203190419 

8203190416 

82/02/12 

50-293 

R 

8203190422 

8203190417 

02/02/10 

50-230 

Q 

8203190423 

8203190420 

82/02/12 

30-313 

R 

0203190426 

0203 1 90424 

82/02/09 

30-303 

fi 

8203190428 

8203190410 

82/02/26 

0A999 


8203190429 

8203190427 

82/02/13 

30-340 

R 

6203190434 

8203190433 

82/02/09 

30-334 

n 

8203190472 

8203190469 

82/03/13 

30-273 

T 

0203190479 

82031904 71 

02/03/03 

30-289 

P 

8203190487 

0203190478 

82/02/09 

70-2004 


0203190400 

8203190478 

82/02/09 

70-2884 


0203190491 

8203190478 

02/02/09 

70-2804 


8203 190493 

6203190115 

02/03/11 

30-213 

F 

0203190494 

0203190478 

02/02/09 

70-2804 


8203190493 

8203190115 

82/03/11 

30-213 

F 

0203190497 

8203190478 

82/02/09 

70-2884 


8203190498 

0203190478 

82/02/09 

70-2684 


0203190300 

8203190478 

82/02/09 

70-2884 


8203190501 

8203190476 

82/02/09 

70-2884 


8203190503 

8203190478 

82/02/09 

70-2084 


8203190504 

8203190502 

02/ 01/29 

50-322 

H 

8203190523 

8203190517 

82/03/11 

30-199 

P 

8203220005 

8203220004 

82/01/19 

40-299 


8203220006 

8203220004 

82/01/19 

40-299 


8203220031 

8203220020 

82/03/03 

30-298 

P 

8203220034 

8203220028 

82/03/03 

50-298 

P 

0203220036 

6203220030 

82/03/12 

30-440 

D 

0203220038 

8203220035 

82/02/11 

71-3607 


8203220040 

B20322003S 

82/02/11 

71-3607 


0203220043 

8203220033 

82/02/11 

71-3607 


8203220046 

8203220037 

62/02/29 

30-334 

P 

8203220054 

8203220031 

82/03/04 

30-328 

N 

8203220060 

8203220030 

82/03/10 

30-245 

p 

8203220067 

8203220030 

82/03/10 

30-243 

p 

8203220079 

8203220074 

82/03/11 

30-293 

F 

8203220082 

8203220074 

82/03/11 

30-293 

F 

8203220095 

8203220078 

81/06/03 

30-302 

0 

0203220090 

8203220088 

82/03/04 

71-9133 


8203220095 

8203220073 

82/03/1 1 

80-20 

P 

8203220100 

8203220096 

82/03/04 

30-298 

P 

8203220104 

8203220096 

02/03/04 

30-290 

P 

8203220110 

8203220096 

82/03/04 

30-298 

P 

8203220120 

8203220107 

82/03/11 

50-13 

P 

8203220123 

8203220122 

82/03/13 

CONTRACT 

6203220128 

8203220107 

82/03/11 

80-99 

P 

8203220139 

8203220133 

82/03/12 

30-373 

K 

8203220145 

8203220129 

82/03/16 

30-393 

0 

8203220131 

8203220129 

82/03/16 

30-393 

0 

8203220133 

8203220129 

02/03/16 

30-393 

0 

8203220136 

8203220133 

82/03/12 

30-331 

R 

8203220173 

8203220169 

82/03/03 

30-346 

P 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 
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ACCESSION NUMSEfi ACCESSION NfNfiei 


ENCLOSURE 

principal 

DOCUMENT 

Date 

tS8UED 

SUBJECT 

CATECORY 

principal Date 

ENCLOSURE COCLT'ENT ISEUED arfrnpv 

0303^50176 
0303250179 
0303220 190 
0203220194 
0303220199 

0303220169 

0303220169 

0203220169 

0203220166 

0303220189 

03/03/09 
03/03/05 
03/03/17 
02/03/16 
02/03/1 1 

SO-346 P 

90-346 P 

50-546 1 

90-254 0 

contract 

6303230100 0203250104 BS/OS/Ts Sclnia a 

0303330 IG9 0203230189 63/03/00 90-4 4 A r 

0203330190 8303330102 03/03/12 jo-Rii c 

0203235193 8203230179 83/03/00 CCNTflArr 

0303330200 0203230199 02/03/09 50-3(0 s 

0303230201 

0303220219 

8303220220 

0203220323 

0303220220 

0203220196 

0203220211 

0203220313 

0203220221 

0203220321 

03/03/19 

02/03/09 

03/03/16 

03/03/16 

03/03/16 

90-445 0 

contract 

50-490 0 

50-402 A 

50-482 A 

0203230301 0203350191 83/03/ n 50-304 c 

S30 3330203 8303330197 03/03/16 50-299 n 

0303330214 8203230312 63/03/19 50 - 9-4 0 

G303230320 0203230315 02/03/19 70-i^n 

0203230323 0203230218 83/03/10 50-537 0 

0303220239 

0303220337 

0303230344 

0203220369 

8303230291 

8303220231 

0203220326 

8203220231 

0203320361 

8203230383 

03/03/16 

83/03/09 

83/03/16 

02/03/11 

02/03/16 

50-482 A 
contract 

50-402 A 

30-413 K 

50-324 P 

0203230230 0203330310 83/03/10 50-537 c 

0303230231 6203330225 63/03/04 50-285 P 

020333033? 8303230310 B2/&3/i£3 50-937 <3 

8203S30936 BS03S33HB 02/03/10 90-537 e 

8203330239 0303330333 03/03/12 50-266 F 

0303220293 

0203230330 

0303330336 

0303220339 

0203220345 

0303330383 

6303320337 

0203230339 

6203320330 

0203220343 

83/03/16 

03/03/19 

03/03/13 

03/03/16 

03/03/16 

50-334 P 

50-323 O 

50-133 Q 

50-367 0 

50-267 0 

8203330343 8203330319 92/03/10 90-537 c 

□303230243 8203230335 03/03/09 30-347 s 

020333034 7 0203330340 03/03/09 50-'’44 S 

0203230240 0203330219 02/03/18 50-937 0 

0303230249 6203330331 02/03/35 CONTRACT 

0203220346 

0203220349 

0203220399 

0203220360 

B 203220361 

0303330343 

8203230340 

0203220394 

6203220398 

0203220399 

02/03/16 

02/03/16 

02/03/16 

03/03/19 

03/03/19 

50-267 0 

50-255 P 

50-289 « 

50-348 P 

50-206 P 

8303230252 6203330346 83/03/19 50-371 R 

8503330357 0203330351 83/03/12 50-010 s 

8203330239 8203330336 83/03/19 50-313 0 

8203330273 0203330344 92/03/06 50-309 Q 

0203230270 0;O3 330279 03/03/13 50-334 Q 

0203220363 

0203320364 

0203220369 

0203220374 

0203320379 

0203220357 

8203220350 

6303330397 

0303330366 

0203330376 

82/03/13 

03/03/19 

02/03/19 

03/03/16 

83/03/13 

50-312 B 

50-349 P 

30-206 P 

50-133 O 

90-272 P 

8303330285 8203330383 03/03/17 50-4)3 0 

B303S3039i 8203230289 02/03/17 70-135 

8203330290 B2O333O209 62/03/17 70-139 

8203330300 8203330289 63/03/17 70-139 

0203330303 0303330397 83/03/09 50-219 S 

8203320382 

0203220399 

8203220410 

8203220434 

8303220442 

0203220300 

8203220393 

8203230400 

8303220409 

B2038S0409 

02/03/16 

82/03/09 

03/03/19 

03/03/09 

83/03/09 

50-490 0 

contract 

COfIMIBBION 

lOCFft 

lOCFR 

0203330305 0303230301 02/03/05 50-307 0 

8203230307 0203230303 62/03/16 90-334 p 

0300330317 0203330313 82/03/19 70-1343 

0203230319 0203230314 03/03/15 50-352 0 

8203230331 8203330316 82/03/13 50-245 0 

0203320469 

0203220470 

0203220470 

0203220494 

0203230498 

0303330466 

6203220460 

0303320477 

6303320404 

6203220499 

03/03/04 

83/03/01 

62/03/04 

03/03/04 

02/03/15 

71 -331 

CONTRACT 

MASTE MOT 

CONTRACT 

ORO 

G2O32303SB 8203230323 03/03/05 50-285 0 

0203230329 0303230339 02/03/04 90-443 0 

8203230339 8203330331 02/03/03 50-341 0 

0303330337 8303330339 82/03/04 30-443 0 

8203230330 0203230333 03/03/10 50-313 0 

0203220907 

0203230934 

B 203230939 
0203230941 
0203230944 

8203320904 

8203330933 

0303330936 

6203330937 

0203330943 

82/03/15 

02/03/10 

03/03/04 

02/03/16 

02/01/19 

tifiO 

50-299 P 

50-261 H 

50-317 0 

50-324 H 

8203230343 0203230336 83/03/11 50-331 S 

8303230344 0203330340 83/03/16 50-373 0 

8200330349 8203230341 02/03/04 50-293 Q 

0303230349 8203230346 82/03/18 50-321 R 

8203230390 0203230341 82/03/04 30-293 0 

8203230946 

0203220991 

8203230960 

8203220961 

8203330963 

8303330943 

0303330947 

8303320398 

0303330999 

0303330999 

82/01/19 

82/03/03 

03/03/10 

03/03/13 

03/03/33 

50-334 H 

40-8492 

71-9641 

90-319 F 

90-271 P 

0203230355 R303230393 02/03/16 50-295 0 

0203230399 8203230350 82/03/16 90-456 0 

C203230369 8203230361 62/01/04 50-294 R 

6303230366 8203330362 82/03/09 90-454 0 

6203230373 8203230369 62/02/12 30-31S » 

8203330967 

6303330960 

8203230969 

0303330002 

BS03230003 

8203330966 

0303330999 

0303330999 

0303330001 

8203170087 

82/03/10 

83/03/13 

02/02/23 

82/03/36 

82/03/01 

71-9103 

50-319 F 

50-271 P 

50-294 0 

40-299 

B203230374 0203330360 83/03/09 90-354 0 

0203230379 0203330370 81/05/01 50-254 R 

8303230378 0203230371 02/03/04 90-299 0 

8203230360 0203230377 81/03/10 90-277 fi 

0303330382 8203230377 02/03/19 90-293 0 

8303230009 
8203330019 
820333001 7 
8203230046 
8303330094 

8303230009 

0303330009 

6203330013 

830333004] 

0303330093 

63/03/03 

03/03/03 

03/03/16 

03/03/06 

83/03/08 

90-399 0 

90-399 a 

90-330 P 

40-8903 

70-371 

8203330384 0203230381 02/03/19 50-230 1 

0203230392 6203230306 02/03/16 90-463 0 

8203230395 8203230390 02/01/08 90-337 fl 

8203230397 8203230389 02/82/ 1 1 98-266 0 

0203230390 B20323O393 82/03/09 50-27) 8 

8203230079 

8303330088 

8203230094 

8303330090 

8203330099 

0303330076 

6303330004 

8303330080 

0203330092 

8303330091 

83/03/04 

82/03/13 

82/03/13 

83/03/09 

82/03/04 

CONTRACT 

50-349 8 

50-331 r 

40-8690 

50-219 8 

0303330400 8203330309 82/03/11 50-266 0 

8203230401 8203230396 02/03/18 50-314 T 

0203230406 8203230402 81/09/10 90-260 R 

0303230407 8203230396 82/03/18 90-914 T 

0303230408 0203230404 02/03/04 90-324 0 

8203330103 

8303330106 

8203330112 

8203230117 

8303230119 

6303330093 

0203330093 

0303330104 

6303330111 

8303330116 

83/03/09 

02/02/09 

02/03/00 

83/03/10 

02/03/10 

40-0690 

40-8690 

90-310 8 

50-275 « 

90-334 0 

8203330414 8303230410 91/12/07 50-213 R 

0203230415 8203230412 83/02/13 90-316 R 

0203220416 B3033304I1 33/03/12 38-293 S 

8203230421 8503230417 03/03/12 90-317 R 

BS0323O422 5203230410 03/03/01 90-377 0 

8203330121 

8303330122 

0803230128 

8303330130 

8303230133 

63033301 1 1 
82032301 16 
8203330110 
6303330137 
03033301 10 

82/03/18 

82/03/18 

02/03/16 

02/03/19 

82/03/10 

90-379 0 

90-393 0 

30-399 0 

30-1 93 0 

90-395 0 

0303230423 8803 230420 91/04/13 50-266 R 

0203230424 8203230413 93/03/10 40-206 0 

8203230438 8203230426 82/03/23 90-299 R 

8203230433 8203230430 82/03/13 90-293 R 

8203230449 9303230448 82/03/12 50-319 B 

8203230139 

6203230139 

8203230140 

0203230193 

0303230176 

B203230133 
8203230134 
8203 330 133 
8303330149 
8303330170 

03/03/04 

Sf/03/^t9 

02/03/04 

03/03/16 

03/03/17 

90-317 0 

90-461 O 

50-317 0 

90-200 1* 

70-794 

0303230496 8303 230 403 92/03/12 90-263 8 

0SB3330433 8203 230435 63/03/19 »-938 0 

0303230461 0203230437 82/03/10 90-317 H 

8203230469 0203230466 63/03/10 90-280 S 

8203230472 0303230460 02/03/13 90-339 P 


ArcessiON 

NvriB en 





PBtMCtPAL 

DATE 

6UDJECT 


e*.CLC5URE 

oac UKENT 

ISSUED 

CATECOffV 




----- - — 


9203230476 

8203230466 

02/03/10 

50-280 

6 

9203230479 

8203230470 

83/03/22 

90-528 

K 

B203330405 

8203230473 

82/03/18 

50-341 

A 

0203230467 

8203230480 

83/03/10 

50-348 

B 

9203230480 

0203230483 

82/03/1 1 

50-30 

R 

9203230490 

9203230490 

83/03/08 

90-325 

0 

9203230503 

8203230496 

82/03/15 

50-330 

P 

6303330508 

0203230502 

83/03/12 

50-262 

S 

8303230309 

8203230509 

83/03/04 

90-430 

Q 

8203230315 

8203230507 

03/03/09 

30-269 

S 

9203230520 

8203230516 

83/03/1 a 

30-267 

F 

9203230526 

0203230519 

82/03/1 1 

90-265 

9 

9203230527 

8203230524 

83/03/09 

50-244 

0 

9203230528 

8303230913 

83/03/10 

50-219 

R 

8203230529 

8203230529 

82/03/16 

TOPB6P 


6303230536 

6303230921 

82/03/09 

50-324 

s 

9203230537 

6203230534 

83/03/19 

30-289 

M 

8203230530 

8203230532 

83/03/04 

90-324 

8 

0203230339 

8203230531 

82/03/10 

50-321 

P 

0203230548 

8203230943 

02/03/19 

30-244 

P 

9203230554 

0203230546 

S3/<)3/10 

30-346 

8 

0203230556 

8203230552 

82/03/1 1 

50-319 

Q 

6203230563 

8203230990 

82/03/12 

50-316 

G 

9203230364 

8203230990 

OI/M/02 

50-234 

R 

8203230567 

6203230960 

82/03/09 

50-261 

s 

6203230374 

8203230966 

82/03/12 

50-318 

3 

0203230576 

8203230970 

82/03/1 1 

30-331 

S 

8203230578 

8203230973 

83/03/10 

30-338 

G 

8203230582 

8203230579 

82/02/08 

90-10 

R 

8203230304 

0203230501 

82/03/10 

30-328 

8 

0203230590 

0203230983 

82/03/09 

50-237 

B 

0203230591 

630333096!) 

82/03/12 

90-369 

9 

8203230597 

0203230906 

82/03/04 

30-289 

Q 

6203230601 

0203230593 

82/03/06 

90-271 

S 

0203230608 

8203230609 

83/03/10 

90-290 

0 

B303S30hM> 

8203230613 

03/03/13 

50-360 

p 

8203230617 

8303230611 

82/03/09 

30-325 

8 

6203230621 

8203330619 

83/03/04 

90-313 

0 

0203230625 

8303330610 

03/03/19 

90-461 

A 

9203230626 

0203330618 

63/03/10 

30-219 

8 

9203230627 

8303330615 

83/03/04 

30-313 

Q 

0203230630 

8303230633 

82/03/08 

30-254 

8 

9203230632 

8303230615 

02/03/04 

90-313 

u 

8203230633 

8303230610 

82/03/15 

90-461 

A 

Q203230637 

6203230628 

82/03/11 

90-239 

0 

0203230630 

0203230639 

82/03/19 

50-263 

0 

8203230642 

8203330996 

82/03/19 

90-265 

P 

0203230643 

8303230636 

02/03/12 

30-310 

s 

6203230646 

8303230610 

03/03/13 

90-461 

A 

0203230650 

0203330644 

83/02/33 

90-237 

3 

8203230632 

8303230645 

62/03/18 

90-382 

Q 

0203230637 

0303330649 

82/03/1 B 

90-382 

0 

8203230662 

8203230610 

82/03/13 

50-461 

A 

6203230663 

0203330645 

82/03/18 

90-382 

Q 

0203230664 

8203230656 

02/03/16 

90-483 

0 

0203230663 

8203230698 

02/03/10 

90-339 

3 

0203230660 

0203330699 

82/03/10 

90-249 

9 

0203230676 

6203230610 

82/03/13 

90-461 

A 

0203230678 

8203230670 

83/03/10 

90-494 

C 

0203230679 

8203230673 

82/03/09 

90-247 

8 

0203230682 

8203230672 

82/02/24 

90-346 

0 

8203230664 

6203230677 

82/03/12 

30-220 

8 

0203230686 

6203230680 

02/03/04 

30-461 

0 

8203230691 

6203230683 

82/03/03 

50-313 

0 

8203230692 

8203230685 

81/ 12/01 

50-254 

R 

8203230694 

8203230688 

82/03/09 

30-324 

s 

8203230700 

6203230683 

82/03/03 

90-313 

Q 

0203230702 

8203230696 

82/03/1 1 

90-324 

R 

8203230703 

8203230699 

02/03/19 

90-293 

P 

8203230704 

8203230689 

02/03/09 

90-293 

8 

8203230716 

8203230711 

B2/02/1 1 

90-309 

R 

8203230720 

6203230708 

82/02/39 

90-434 

0 

0203230721 

6203230710 

82/03/12 

90-283 

R 

8203230723 

8203230713 

83/02/16 

90-346 

R 

0203230726 

6203230714 

83/03/03 

30-192 

Q 

8203230729 

8203230713 

82/02/16 

50-346 

R 

9203230730 

8203230724 

81/09/01 

30-234 

R 

6203230731 

8203230727 

81/08/03 

30-294 

R 

8203230734 

8203230713 

82/02/16 

90-346 

R 

0903230735 

0203230733 

82/03/10 

40-2061 



ACCEB810N 

NUilBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

teeuED 

CATEOQRV 

8203230736 

8203230728 

82/03/12 

30-293 

S 

8203230740 

8203230739 

02/03/01 

30-339 

8 

820323074 1 

0203230737 

82/03/08 

90-237 

a 

0203230744 

0203230738 

82/03/12 

90-280 

8 

0203230749 

8203230738 

82/03/12 

90-280 

e 

8203230734 

8203230738 

82/03/12 

90-280 

8 

8203240004 

8203240003 

82/03/19 

90-273 

T 

8203240024 

8203240012 

82/02/24 

CONTRACT 


8203240028 

8203240022 

02/03/13 

30-275 

8 

8203240039 

8203240036 

82/03/10 

30-273 

P 

8203240031 

8203240046 

82/01/13 

90-29 

H 

0203240053 

6203240032 

02/03/09 

90-322 

0 

8203240099 

8203240046 

82/01/12 

90-29 

H 

8203240090 

0203240086 

82/03/12 

90-321 

F 

8203240118 

8203240113 

82/02/23 

50-201 

R 

0203240194 

8203240144 

82/03/10 

90-330 

F 

8203240161 

0203240144 

82/03/18 

30-338 

F 

8203240171 

8203240169 

02/03/22 

30-382 

F 

8203240178 

8203240173 

82/03/22 

30-133 

0 

8203240184 

0203240169 

03/ 03/22 

30-302 

F 

0203240187 

8203840169 

82/03/22 

30-302 

F 

8203240189 

8203240109 

81/06/10 

30-271 

R 

8203240201 

8203240199 

02/03/22 

30-361 

p 

8203240208 

8203240204 

81/03/09 

30-271 

R 

B2O32402IO 

8203240202 

82/03/12 

30-312 

8 

820324021 1 

8203240199 

82/03/10 

90-273 

F 

8203240214 

8203240209 

82/02/09 

30-312 

8 

8203240216 

8203240212 

82/01/13 

30-230 

R 

8203240217 

8203240199 

82/03/18 

30-275 

F 

8203240221 

8203240213 

82/03/16 

30-273 

B 

8203240222 

8203240219 

02/03/13 

50-273 

T 

8203240223 

9203240199 

82/03/18 

30-273 

F 

8203240226 

8203240199 

82/03/22 

80-361 

P 

8203240227 

8203240220 

82/03/11 

30-312 

8 

8203240230 

8203240223 

82/03/12 

90-312 

8 

8203240241 

8203240236 

82/03/12 

30-397 

0 

0203240246 

8203240243 

82/03/03 

90-206 

B 

8203240247 

8203240244 

82/03/18 

30-272 

I 

8203240249 

0203240249 

82/02/24 

30-397 

0 

8203240299 

8203240291 

01/12/16 

30-337 

A 

8203240297 

8203240233 

82/03/19 

30-482 

R 

8203240298 

8203240292 

82/03/04 

30-312 

B 

8203240261 

9203240231 

82/03/17 

30-10 

F 

8203240268 

8203240269 

82/02/26 

30-19 

R 

8203240280 

8203240272 

02/03/12 

30-312 

8 

8203240287 

8203240284 

82/03/08 

30-483 

Q 

8203240288 

8203240231 

82/03/17 

30-10 

F 

8203240294 

8203240284 

82/03/08 

30-483 

0 

8203240296 

8203240292 

82/03/09 

TOPREP 


8203240302 

8203240297 

82/03/11 

30-328 

0 

8203240307 

8203240301 

82/03/13 

90-289 

p 

8203240312 

8203240308 

82/02/16 

90-361 

p 

8203240316 

8203240308 

82/02/16 

90-361 

p 

8203240320 

8203240314 

82/03/11 

90-266 

p 

8203240323 

8203240319 

82/02/09 

90-244 

R 

8203240330 

8203240326 

81/12/07 

90-244 

R 

8203240336 

8203240329 

82/03/09 

90-133 

8 

0203240337 

8203240333 

82/03/16 

50-271 

P 

8203240340 

8203240330 

01/11/09 

90-271 

R 

8203240390 

8203240347 

82/02/20 

40-3493 


8203240396 

8203240391 

82/03/19 

90-247 

0 

8203240364 

8203240392 

81/12/10 

90-321 

R 

8203240368 

B203240363 

82/02/09 

30-271 

R 

8203240369 

8203240362 

82/03/19 

90-281 

P 

8203240373 

8203240370 

81/08/10 

90-271 

R 

8203240374 

8203240371 

80 / 08 /n 

90-244 

R 

8203240381 

8203240378 

00/09/09 

30-244 

R 

8203240390 

8203840383 

82/03/09 

27-39 


9203240399 

8203240393 

82/02/29 

30-238 

R 

8203240396 

8203240391 

82/02/23 

CONTRACT 

0203240400 

8203240393 

82/02/29 

90-238 

R 

8203240406 

8203240402 

81/12/13 

90-290 

R 

8203240411 

8203240397 

82/03/09 

27-39 


8203240412 

8203840410 

81/09/10 

90-271 

R 

B203240413 

8203240409 

82/02/29 

CONTRACT 

8203240421 

8203240418 

82/03/09 

90-206 

8 

8203240431 

8203240430 

82/03/09 

COMM tee ION 

8203240449 

8203240444 

82/02/29 

CONTRACT 

8203240477 

8203240471 

82/03/02 

CONTRACT 

8203240928 

8203240926 

82/03/08 

WASTE NOT 


ACCESetON NUnaER 


Access ton numder 


enclusurc 

principal 

OOCOMENT 

DATE 

ISSUED 

suDoecr 

CATEOCWV 

ENCLOSURE 

PRINCIPAL 

OCCcrENl 

DATE 

1 SSUfO 

SUOJECI 

CATEGORY 

B303340a4i 

8303340937 

83/03/18 

30-10 

r 

0303330237 

0203290336 

P2/OD/09 

90-373 

9 

8303240943 

8303340939 

03/03/17 

90-331 

F 

0203290236 

0303290332 

82/03/18 

90-195 

3 

020324 094& 

0303240937 

03/03/10 

90-10 

F 

8203350341 

0203250335 

02/03/12 

30-209 

R 

8203240934 

8303340991 

82/03/04 

XPORTL 1C 

9303290243 

0203290332 

81/12/02 

FOIa 


B303340996 

0203340530 

03/03/18 

50-389 

F 

0203390249 

□303290340 

61/00/04 

90-195 

R 

8203340360 

0303240990 

83/03/10 

50-309 

F 

0303390249 

0303350244 

02/03/10 

70-1467 

0203340373 

8303240970 

02/03/10 

50-344 

F 

03O33SO393 

0303290240 

02/03/17 

50-331 

0 

8303340970 

8303340970 

B2/03/1B 

90-344 

F 

0303330397 

0203390240 

02/03/17 

30-321 

0 

8303340983 

0203240984 

02/03/11 

UA6IE tar 

0303290260 

□303390240 

03/03/17 

50-321 

o 

0303340906 

0303240903 

83/03/18 

90-39 

F 

0303390262 

8303 250240 

82/03/17 

90-321 

o 

0303340388 

0203240907 

83/03/11 

UA8TC MOT 

0203350264 

□303230361 

02/03/17 

50-331 

s 

8203340990 

0303240903 

83/03/18 

50-29 

F 

8203390369 

0303350335 

80/04/03 

50- 1 55 

n 

8203340993 

8303240992 

82/ 03/1 7 

50-331 

F 

BS03390Si>'^ 

0203330267 

BO/O9/07 

30-135 

p 

8203390014 

830329001 1 

83/03/18 

90-313 

F 

8303290370 

0303290266 

02/03/19 

50-293 

0 

8203230016 

820329001 1 

83/03/18 

90-313 

F 

8303290276 

0303290272 

02/03/23 

50-209 

u 

0203330031 

0303290010 

63/03/18 

90-360 

F 

9303350377 

8203290273 

02/03/18 

50-316 

8 

0203230033 

8303290010 

03/03/18 

90-369 

F 

0303350378 

83032502 74 

81 /09/C 6 

30- 1 53 

ft 

8303330030 

0203290034 

03/03/17 

90-343 

F 

8303390384 

8303250280 

01 /07/01 

90-153 

ft 

8303330033 

8303290034 

03/03/17 

90-343 

F 

020329038 S 

0303290282 

02/03/16 

30-244 

S 

8303330039 

0303250037 

03/03/17 

50-371 

f 

83033 9O3<70 

0303250286 

02/03/19 

30-213 

P 

8303330043 

8203250037 

83/03/17 

50-271 

f 

8303390391 

6303230286 

02/03/19 

50-213 

P 

8303330049 

8303290043 

83/03/36 

71 -S 796 


0303290393 

0203290286 

02/03/19 

30-213 

P 

8203230033 

0303330093 

03/03/17 

90-321 

F 

6203390294 

8303350383 

01/06/03 

50-135 

ft 

0203330096 

8303330093 

82/03/09 

90-289 

P 

8203390299 

8303290299 

02/03/08 

30-309 

0 

8203390063 

6303390098 

83/03/19 

90-273 

r 

0303290301 

8303290390 

01/00/05 

50-244 

ft 

0303330063 

8303390061 

83/03/18 

90-344 

F 

8203390307 

8203250302 

03/03/16 

50-250 

0 

8203280067 

8303390061 

02/03/18 

90-34 4 

F 

0203390310 

8303250302 

02/03/16 

50-250 

Q 

B303390073 

0303290070 

83/03/22 

30-400 

A 

8203250312 

B3O3S3G309 

62/03/19 

50-289 

0 

B303S30076 

8303290079 

03/03/17 

90-330 

P 

8303390313 

0303290302 

83/03/16 

50-290 

Q 

0203330000 

0303390077 

83/03/17 

90-380 

F 

8203250314 

0303290397 

63/03/23 

50-400 

« 

0303330083 

0303390078 

02/03/04 

90-269 

0 

8203250315 

G303290306 

83/03/03 

90-269 

0 

B3O339OO04 

6303290077 

02/03/17 

90-200 

F 

82032S0317 

0203290302 

83/03/16 

50-290 

0 

0303330009 

0203230087 

03/02/19 

40-8706 


6203390333 

8303250319 

03/03/19 

50-316 

s 

0303390090 

0303290086 

03/03/19 

90-316 

a 

8203330334 

0203250322 

03/03/ M 

30-410 

Q 

8303390094 

0303290091 

02/03/32 

90-307 

F 

8303330336 

0203250322 

03/03/11 

90-410 

0 

8303330097 

8303290091 

82/03/33 

90-387 

F 

0303350337 

8203250331 

83/03/19 

50-295 

8 

8303290107 

8203290106 

83/03/t 7 

90-333 

P 

B203290339 

8203230334 

83/03/03 

90-400 

<7 

8303390108 

8203290104 

02/03/17 

90-300 

F 

8303390337 

8203250336 

83/03/19 

50-440 

8 

03033301 1 1 

8303290104 

82/03/17 

30-280 

F 

8303290339 

8303290330 

83/03/10 

50-389 

O 

8303230113 

0203240200 

03/03/22 

90-399 

0 

0303330340 

6203290330 

83/03/10 

50-309 

O 

8303350113 

0203290109 

02/03/19 

90-346 

8 

8303350343 

6203290330 

63/03/10 

90-309 

o 

8303330117 

0303290114 

03/03/17 

90-449 

M 

8303330343 

0203390338 

83/03/10 

50-309 

0 

0303390121 

02032901 16 

02/03/17 

90-290 

F 

8303390346 

0203290344 

03/03/04 

50-333 

a 

8303390132 

8303290110 

03/03/16 

90-449 

O 

8303390348 

0203190091 

03/03/10 

80-450 

c 

8203390134 

8203290120 

03/03/04 

90-316 

P 

9303390390 

0203190091 

03/02/10 

90-438 

c 

8303330139 

8303390119 

82/03/16 

90-371 

B 

0203230331 

8203130091 

82/03/10 

90-430 

c 

8303330136 

0303290130 

83/03/04 

90-316 

P 

0203230393 

8203190091 

03/03/10 

30-490 

c 

8203390137 

8203290116 

83/03/17 

90-390 

F 

0203230339 

8203150091 

83/03/10 

50-490 

c 

0203290130 

0503290120 

83/03/04 

90-316 

P 

0203230396 

8203150091 

03/03/10 

90-490 

c 

8203390137 

0203290132 

83/03/17 

90-309 

F 

8303250399 

8203190091 

02/03/10 

50-490 

c 

8203390138 

8203290134 

63/03/10 

XPORTL 1C 


0303390364 

8203250362 

03/03/09 

50-317 

0 

0203390142 

8203290132 

BS/03/t7 

90-303 

F 

©203250368 

0203290363 

83/01/07 

90-156 

IT 

B303390144 

8203290133 

83/03/04 

90-361 

Q 

8303290369 

0203290362 

02/03/00 

50-317 

0 

0303390193 

8203290149 

03/03/19 

90-331 

8 

0303290379 

0203250372 

01/ 12/04 

90-196 

IT 

8303290160 

0203290197 

83/03/16 

70-27 


8203250379 

8203250378 

02/02/03 

50-139 

R 

8303290162 

8203290194 

83/03/01 

90-416 

O 

0303250383 

8203250300 

83/03/09 

50-293 

0 

B303390169 

0203290197 

83/03/16 

70-27 


8303350387 

8203250364 

01/09/03 

90-195 

R 

0303390169 

8203290197 

82/03/16 

70-37 


0303250368 

8203290300 

03/03/09 

50-293 

0 

0303290173 

8203290197 

03/03/16 

70-27 


. 8303290391 

0203290309 

01/09/14 

90-206 

R 

8303290173 

8203290166 

83/03/19 

40-3079 


0203290393 

0203290390 

81/03/09 

50-133 

R 

0303290176 

8203290197 

63/03/16 

70-37 


8303290397 

0203290395 

Bl/06/09 

90-206 

R 

0203290170 

0203290170 

83/03/01 

90-510 

0 

0203250400 

0203290383 

Bi/03/tl 

90-244 

R 

8303290193 

8203200174 

83/03/17 

30-317 

0 

0303390403 

6203230398 

01/04/03 

50-133 

R 

8303290192 

8203290183 

03/03/19 

90-219 

B 

8203230404 

0203290399 

01/07/07 

90-206 

fl 

8203390198 

8203290194 

83/03/01 

70-1 191 


8303390408 

8203290405 

81/04/10 

90-244 

R 

8303390201 

8203290196 

53/03/19 

90-349 

S 

B30 3290410 

0203290407 

01/08/13 

90-206 

R 

8203290307 

8303290202 

03/03/01 

70-1 43 


8203390414 

0203290409 

01/13/04 

90- 1 33 

R 

0303390209 

8303290209 

02/03/13 

90-319 

0 

0303290416 

8203230412 

01/09/06 

90-244 

R 

8303390310 

8203290208 

83/03/10 

90-367 

P 

6303290418 

6203230413 

01/09/04 

90-206 

R 

0303290311 

8203290204 

03/03/13 

90-3 09 

a 

0303390433 

8203290420 

01/09/11 

90-29 

fl 

8303390219 

0203290213 

81/11/09 

90-344 

R 

0303290424 

0203290419 

01/06/09 

50-244 

R 

8303290216 

0303290200 

02/03/10 

90-367 

p 

6203390439 

0203290421 

01/10/13 

90-206 

R 

8303290219 

0303390314 

03/03/01 

90-399 

a 

8303290431 

6203290427 

01/07/09 

90-244 

R 

0203290230 

6203290300 

03/03/10 

90-367 

p 

0303290434 

6203290420 

61/00/13 

30-39 

R 

0303390227 

0303290217 

03/03/19 

90-309 

0 

8203290437 

8203290415 

02/03/04 

90-416 

0 

B303S50SSB 

8203290223 

83/03/12 

90-386 

R 

8203390438 

0203250432 

02/03/10 

90-206 

ft 

0303390329 

8203290229 

BI/09/11 

90-213 

R 

0203390439 

0203290439 

81/09/08 

90-244 

ft 

8303290330 

8203290224 

03/03/19 

90-331 

a 

6203390440 

6203290430 

02/01/14 

50-206 

ft 

8303290331 

8203230226 

83/03/09 

90-373 

a 

6203290443 

8203290426 

01/12/14 

50-206 

n 

0303390336 

0203290233 

01/11/08 

30-313 

A 

8303390446 

0303390* *a 

02/01/07 

80-244 

ft 


ACCEEBtCN Nunetn 


e^CLOSL-RE 

PRINCIPAL 

OOCUPENI 

DATE 

ISSUED 

SUDJECI 

CATEOOBV 

0303250447 

0203290441 

81/07/10 

50-29 

R 

0303330491 

8203250448 

82/03/08 

50-334 

0 

0303350493 

0303350450 

81/03/10 

30-206 

R 

0303350460 

0303350493 

02/03/10 

70-36 


0203390461 

8303350495 

ei/04/12 

50-206 

R 

0303250464 

0203350490 

03/03/23 

50-416 

A 

0203390471 

0203250459 

92/03/04 

50-369 

O 

0303350473 

0303250498 

82/03/23 

30-416 

A 

83033S047'7 

0203250458 

82/03/23 

30-416 

A 

0203330404 

0303250458 

82/03/23 

50-416 

A 

0303350495 

8203350476 

82/03/10 

50-387 

0 

9303390487 

0203250479 

82/03/09 

90-293 

0 

0203390493 

8203290490 

82/03/09 

90-333 

0 

9203250497 

8203290493 

02/03/09 

50-293 

0 

0203290901 

8203290492 

02/03/09 

50-293 

0 

0303250505 

0303390477 

82/03/17 

50-416 

0 

□30339051 1 

8203390477 

82/03/17 

30-416 

0 

6203350513 

8203290477 

92/03/17 

30-416 

0 

0203350314 

6203390908 

02/03/02 

30-3 3 9 

0 

6303350916 

0203330507 

02/03/18 

30-302 

0 

B2033509I7 

B3032S0477 

02/03/17 

30-416 

0 

6303350536 

0303250919 

02/03/02 

50-333 

0 

0303250338 

8203350320 

02/03/10 

90-301 

Q 

8303390530 

8203290924 

02/03/22 

50-3 

a 

8203390531 

8203 290933 

02/03/23 

30-490 

0 

8203390533 

0203350307 

03/03/18 

30-302 

0 

0203390334 

8203290919 

82/03/02 

50-33 3 

0 

8203350 541 

0303230936 

02/03/10 

70-820 


0203350944 

8203290307 

82/03/18 

30-302 

0 

8303390546 

0303230340 

82/03/08 

30-336 

0 

8203290552 

0203250530 

62/03/03 

30-354 

A 

8203290553 

0203230307 

62/03/18 

30-302 

0 

8303390955 

8203290940 

82/03/00 

90-336 

0 

0203350596 

0203250347 

82/03/03 

50-3 27 

« 

6203390998 

0203230949 

82/03/17 

30-327 

o 

8303390963 

8203230507 

62/03/18 

50-303 

o 

B203390969 

6203290960 

82/03/09 

30-10 

o 

0203390966 

8203230949 

62/03/17 

30-3 2 7 

Q 

8203290971 

8203290907 

82/03/10 

30-303 

o 

0203250977 

0203230960 

82/03/09 

30-10 

<t 

0203250900 

B2032S0507 

83/03/10 

50-302 

o 

0203290982 

0203250949 

62/03/17 

30-327 

<1 

8203350984 

8203290907 

82/03/10 

50-302 

a 

0203290993 

8203230507 

02/03/10 

30-302 

a 

8203350596 

8203230587 

02/03/19 

50-2 69 

H 

0203390605 

8203290387 

82/03/19 

30-289 

H 

8303380607 

B3032S0604 

82/03/03 

30-249 

0 

6203390608 

0203230602 

82/03/10 

30-316 

9 

0203390614 

8203230609 

82/03/19 

50-319 

S 

8303390619 

8203230613 

02/03/18 

90-299 

s 

0203350639 

B203250629 

82/03/19 

50-315 

s 

8203360016 

8203260012 

82/03/11 

90-341 

0 

0203360073 

8203260069 

82/03/09 

CONTRACT 


8203360125 

0203260122 

62/03/23 

30-263 

I 

0303360131 

8203260129 

02/03/10 

90-249 

p 

0203360132 

0203260129 

82/03/10 

90-249 

p 

0203260147 

8203260146 

62/03/24 

50-206 

p 

0203360140 

Q203260142 

02/03/22 

50-280 

p 

0303360193 

8203260152 

02/03/22 

90-269 

R 

8203360199 

82032601 91 

02/03/02 

40-6622 


0203360157 

8203260150 

02/03/17 

90-10 

F 

8203260190 

8203260196 

62/03/lS 

90-224 

R 

0303260160 

0203260159 

82/03/19 

50-382 

A 

0203260172 

8203260170 

02/03/19 

30-1 95 

R 

8203260179 

8203260171 

02/03/23 

50-4 70 

A 

0203260100 

8203260170 

02/03/18 

50-382 

A 

8203360187 

8203260186 

82/03/17 

50-267 

0 

0303360190 

0203260188 

82/03/19 

50-309 

R 

8203260192 

6203360191 

82/03/11 

30-498 

0 

8203260193 

8203010001 

81/09/04 

FOtA 


8203260194 

0203260191 

02/03/11 

50-490 

0 

8203260193 

8203010001 

81/08/04 

FOtA 


0203360300 

0203260198 

82/03/23 

90-112 

p 

0203260203 

8203260196 

82/03/12 

90-267 

p 

8203260205 

B203 260204 

82/03/13 

70-206 


0303360309 

8203260206 

82/03/03 

(4A999 


0203260211 

0203260210 

82/03/08 

90-313 

0 

8203260317 

8203260216 

82/03/16 

40-8601 


8203260320 

6203260210 

82/03/22 

90-289 

p 

0203260234 

8203260219 

82/03/22 

90-307 

0 


access I ON NUMBER 

PRINCIPAL 
ENCLOSURE OOCUMEMI 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8203260248 

8203360343 

82/03/12 

90-331 

0 

8203260299 

8203360393 

83/03/16 

40-399 


8203260261 

8203260399 

82/03/11 

50-313 

R 

8203260262 

6303360260 

82/03/17 

50-316 

9 

0203260263 

8303360298 

82/03/19 

90-366 

0 

8203260266 

8203360264 

82/03/16 

40-8027 


8203260269 

0303360364 

02/03/16 

40-0027 


8203260270 

8303360367 

63/02/33 

90-346 

0 

8203260273 

0303260371 

02/03/11 

50-346 

0 

8203260274 

8203260267 

82/02/23 

90-346 

0 

8203260278 

0203260277 

02/03/04 

71-470 


8203260281 

8203260268 

02/03/12 

90-266 

Q 

8203260287 

8203360380 

82/02/29 

40-8999 


B203260299 

0203260297 

82/03/23 

90-299 

P 

6203260300 

8203260299 

82/03/22 

90-20 

P 

8303260309 

8303360303 

83/03/16 

90-322 

a 

8303260306 

8303360303 

82/03/16 

90-322 

a 

8203260319 

8203360313 

02/03/16 

70-929 


8303360323 

8203360317 

03/03/12 

90-309 

0 

8303290020 

B303390017 

62/03/19 

90-279 

p 

8303290030 

0203290029 

82/03/16 

70-1143 


8203290032 

8203290029 

62/03/16 

70-1 143 


0203290094 

0203390049 

83/03/10 

UA8TE nOT 

8203290076 

0203290074 

83/03/13 

27-47 


8203290004 

8203S900B2 

63/03/33 

90-294 

f 

8203290086 

8203390082 

63/03/23 

90-294 

F 

0203290092 

8203290089 

82/03/17 

71-9493 


0203290093 

8203290090 

62/03/33 

90-294 

F 

8203290096 

8203290090 

63/03/33 

90-294 

F 

8303290100 

0203290090 

82/03/17 

71-9687 


6303290 107 

0203290097 

82/03/19 

90-382 

F 

83032901 1 1 

6203290109 

61/09/11 

90-29 

R 

8203290113 

0203290097 

62/03/19 

90-382 

F 

8303290113 

8203290108 

61 /03/06 

90-133 

R 

0203290116 

8203290114 

81/06/11 

90-29 

R 

8203290119 

8303390119 

81/06/02 

90-133 

R 

8303390121 

8203290120 

61/10/07 

90-133 

R 

0203290129 

8203290122 

61/07/06 

90-133 

R 

8203290137 

8203290124 

61/11/09 

90-133 

fl 

8203290130 

0203290 I 26 

62/03/23 

90-302 

F 

0303290133 

6203290129 

81/06/07 

90-133 

R 

8303290134 

0203390126 

82/03/23 

90-302 

F 

8203290149 

8203290143 

82/03/10 

90-361 

0 

8303390190 

8303390148 

82/03/03 

90-928 

a 

0203290137 

8303290133 

62/03/01 

90-928 

Q 

8303390198 

8203290196 

81/12/10 

90-29 

R 

8203290199 

8203290199 

62/03/02 

90-344 

0 

8203290163 

8203290160 

81/11/10 

90-29 • 

fl 

B203290I69 

0203290162 

62/03/03 

90-306 

6 

8303290166 

8203290191 

82/03/19 

90-10 

P 

8303290166 

8203290163 

62/03/03 

90-206 

0 

8203290171 

8203390170 

82/01/11 

90-29 

R 

8203290174 

8203390173 

61/10/09 

90-29 

R 

8203290176 

8203390179 

82/03/19 

90-364 

P 

8203290179 

8203390177 

Ql/11/13 

90-269 

R 

8203290183 

8303390170 

62/03/09 

90-908 

0 

8303290184 

0303290183 

01/09/04 

90-133 

R 

02032901 88 

8203290160 

82/03/22 

90-18 

I 

0203390109 

8203290186 

62/03/12 

70-1201 


0903290193 

8303390192 

81/10/19 

90-269 

R 

9203290197 

8203390199 

81/09/19 

90-369 

R 

0203290300 

S20329019S 

83/03/ta 

90-18 

R 

8203390201 

8303290199 

83/03/33 

90-261 

0 

8303290202 

8203390196 

02/03/19 

90-62 

P 

8203290304 

B203290303 

63/03/33 

90-313 

R 

6203290309 

8203390189 

82/03/09 

90-311 

8 

8203290310 

8303390309 

62/03/23 

90-320 

P 

8203390313 

0203290207 

62/03/09 

90-272 

B 

0203290331 

8203290217 

83/03/16 

90-361 

B 

B303290330 

8303290336 

82/03/01 

90-279 

Q 

8303290235 

8203290336 

83/03/01 

90-279 

Q 

8203290243 

8203390336 

82/03/12 

90-397 

0 

8203290244 

8203290243 

62/03/24 

90-387 

1 

8203290248 

8303290249 

62/03/18 

90-70 

R 

8303290249 

8303390246 

03/03/01 

90-397 

0 

8303390292 

8303290391 

63/02/18 

90-183 

R 

B303290293 

8203290347 

63/03/33 

90-389 

P 

6303290299 

8203290290 

83/03/22 

90-387 

R 

8203390370 

0303290267 

02/03/33 

90-299 

P 

6303390273 

0203290271 

03/03/24 

90-466 

T 


AC cess t ON NUMoen 


ACCESSION MiHBES 



PRINCIPAL 

DATE 

3U&2ECT 


PR INC IPAI. 

DATE 

SUBJECT 

EACUOSt/RG 

DOCUdENr 

ISSUED 

CAIEOOnv 

eSCLOSURG 

DOC ue ENT 

ISSUED 

CATECtWV 

B303a90?75 

8203290271 

82/03/24 

50-466 

T 

820330029) 

0233300289 

02/03/09 

contract 

B3(K}:9027? 

9203290269 

32/03/23 

50-275 

P 

0503300317 

8203300316 

05/03/09 

CONK t SSI ON 


8203290262 

82/03/22 

30-393 

A 

0503310003 

0203310001 

85/03/05 

contract 

0203390303 

0203290393 

02/03/09 

30-311 

9 

£203310000 

0501310005 

85/03/17 

contract 

B 3032903 10 

8203290307 

82/03/00 

70-371 


8503310018 

B2033 10015 

83/03/17 

50-261 P 

6203290314 

0203290309 

02/02/24 

50-73 

R 

8503310018 

0203310015 

82/03/1 7 

50-261 P 

6303290331 

8203290313 

02/03/20 

30-336 

p 

0503310320 

93033100t2 

92/00/1 7 

50-261 P 

8303390323 

0203290319 

82/03/17 

30-364 

p 

0503310358 

3503310024 

83/03/19 

contract 

B303290336 

8203290316 

02/03/24 

30-344 

j 

0503310032 

820331 0025 

81/12/09 

40-2061 

B303 290338 

8203290322 

02/03/22 

50-133 

0 

8203310034 

02033 IC03i 

82/03/(9 

ICCFH 

9303290332 

0203290327 

82/02/24 

PR 


0203310037 

8203310025 

81/ 12/09 

40-2061 

8203290337 

8203290307 

82/03/08 

70-371 


0203310040 

6203310030 

81/12/01 

fOlA 

8203290345 

8203290330 

02/03/25 

pn 


0203310041 

8203310055 

01/12/C9 

40-2061 

3203390347 

0203290343 

83/03/10 

70-1100 


0203310044 

8203310030 

81/13/01 

fOIA 

8203290330 

3203290344 

92/03/03 

50-361 

0 

6303310047 

0503310025 

81/12/09 

40-2061 

82033 9035S 

0203290344 

92/03/02 

30-361 

0 

63O33tC0$l 

0503310025 

81/(3/09 

40-2061 

8203390359 

0203290332 

92/03/26 

30-329 

0 

6203310053 

0503310030 

01/13/01 

FOIA 

8203390362 

8203290344 

02/03/02 

50-36) 

0 

3203310033 

0203310025 

81/12/09 

40-5061 

8203290363 

8203290333 

02/03/18 

50-364 

p 

6503.110060 

8203310030 

61/12/10 

FOIA 

Q2O3390374 

0203290369 

02/03/01 

30-300 

0 

92033} 0061 

B2033t0023 

01/12/09 

40-2061 

8303390402 

0203290390 

02/03/25 

30-322 

0 

B 203.1 10064 

&S03310025 

01/12/09 

40-2061 

8203390417 

8203290413 

82/02/17 

RECOO 


82033 I0C67 

0203310025 

01/13/09 

40-2C61 

8303290424 

8203290409 

02/03/23 

30-266 

T 

8203310069 

0203310055 

Q 1 / 1 3/09 

40-206 1 

S3 032904 02 

0203290470 

02/03/11 

70-371 


0203310071 

0203310030 

01/13/01 

40-7902 

Q2032904B3 

8203290473 

B3/03/19 

50-4 34 

A 

0503310073 

8203310025 

61/13/09 

40-2061 

6303290489 

8203260032 

02/03/17 

30-237 

p 

8203310075 

6203310025 

81/13/09 

40-2061 

8203390499 

3203260032 

82/03/17 

50-237 

P 

8203310076 

e2a33IC03i) 

01/13/01 

40-7905 

0303290306 

8203290300 

02/03/16 

50-329 

A 

8503310079 

0203310025 

01/13/09 

40-2061 

8303290309 

8203290302 

02/03/03 

50-327 

p 

82033(0001 

0503310055 

81/(3/09 

40-5061 

8203290310 

0203290300 

02/03/16 

30-329 

A 

8203310082 

B2033 10030 

ei/13/OI 

40-7903 

8303290320 

8203290316 

82/03/12 

70-143 


82033 I0C07 

0203310030 

01/13/01 

40-7903 

8203290324 

0203290312 

02/03/10 

50-226 

0 

0203 3J COOS 

8503310030 

81/13/01 

40-7932 

B203290327 

8203 290323 

82/03/12 

70-734 


0203310091 

8203310033 

61/13/01 

40-7982 

8303290329 

0203290316 

02/03/12 

70-143 


0203310092 

82033 10090 

82/OO/Oa 

71-4906 

8203290333 

8203290323 

82/03/12 

70-734 


0203310093 

6203310030 

01/12/01 

40-7902 

8203290342 

0203290330 

82/03/22 

30-526 

e 

0203310397 

8203310033 

01/12/01 

40-7902 

8203290543 

0203290323 

02/03/12 

70-734 


8203310090 

8203310076 

02/03/09 

40-6801 

320339033: 

0203290343 

02/03/10 

30-275 

0 

8203310099 

6503310030 

31/12/01 

40- 7985 

82 03290364 

8203290360 

82/03/08 

50-362 

0 

8503310)03 

8203310101 

83/03/53 

70-0 

9203390365 

8203290337 

02/03/16 

70-27 


0203310106 

0503110101 

02/03/23 

70- a 

0203390566 

0203290339 

02/03/i i 

50-219 

0 

8203310100 

8203310055 

81/12/09 

40-2061 

82O3390S6B 

8203290337 

82/03/16 

70-27 


0503310109 

0503310030 

81/13/01 

FOIA 

B203290576 

0203290371 

02/03/00 

PH 


02033101)1 

0203310107 

82/03/13 

71-9074 

6203290377 

0203290372 

82/03/22 

TOPREP 


8203310114 

6203310025 

01/15/09 

40-2061 

8203290378 

8203290372 

02/03/22 

TOPBEP 


85033 10 US 

6503310030 

81/13/01 

FOIA 

8303290379 

8203290371 

02/03/08 

PR 


0203310116 

6201310025 

81/12/09 


B303300002 

8203300001 

02/03/12 

50-307 

(( 

8503310119 

8503310025 

01/12/09 

40-2061 

B2O330001 1 

8203300009 

82/03/15 

CONTRACT 


8203310153 

0503310030 

81/12/91 

FOIA 

3203300017 

8203300013 

02/03/16 

30-269 

p 

0503310124 

0203310025 

81/13/09 

40-3061 

B303300019 

8203300015 

82/03/16 

50-269 

p 

8203310130 

0203310030 

01/15/01 

FOIA 

8303300033 

0203300013 

02/03/16 

50-269 

p 

6203310132 

6203310030 

01/15/01 

FOIA 

0203300034 

8203300030 

02/03/04 

50-333 

p 

8203310133 

0203310030 

ej/ 15 /Ol 

FOIA 

S2O3300036 

0203300030 

02/03/04 

50-333 

P 

0203310136 

6203310030 

61/12/0) 

FOIA 

8203300057 

8203300054 

82/03/26 

50-263 

I 

8203310137 

0203310030 

01/12/01 

FOIA 

8203300060 

0203300030 

82/03/04 

50-333 

p 

8203310139 

0203310030 

81/12/01 

FOlA 

8203300088 

6203300083 

01/10/06 

50-155 

R 

6203310141 

8203310030 

01/13/01 

FOIA 

8203300094 

6203300092 

02/02/11 

30-29 

R 

6203310144 

0203310030 

81/12/01 

FOIA 

8203300103 

8203300097 

03/03/03 

50-336 

p 

0203310148 

0203310030 

01/12/01 

FOIA 

0303300104 

6203300097 

82/03/03 

50-336 

p 

8203310149 

0203310030 

61/12/01 

FOIA 

8303300108 

8203300097 

02/03/05 

50-336 

p 

8203310131 

0203310030 

81/12/01 

FOIA 

0203300109 

8203300078 

02/03/17 

30-275 

H 

8203310152 

0203310050 

81/15/01 

FOIA 

8203300119 

82033001 16 

82/03/24 

30-301 

P 

S20331OIS6 

8203310030 

81/12/01 

FOIA 

9203300139 

3203300137 

02/03/22 

50-337 

B 

0203310157 

0303310030 

31/12/01 

FOIA 

8203300177 

8203300172 

B2/03/26 

50-304 

S 

8503310159 

8303110030 

81/ 12/01 

FOIA 

0203300187 

3203300134 

92/03/26 

rOPKEP 


8203310161 

8203310153 

02/03/26 

50-307 0 

8203300196 

0203300183 

82/03/25 

S0-23D 

P 

0203310164 

0203310030 

81/15/01 

FOIA 

8203300200 

0203300198 

02/03/23 

30-34 

R 

8203310165 

6503310010 

Bl/12/01 

FOIA 

B2O33002O2 

8203300183 

82/03/25 

30-250 

P 

3203310167 

0203310162 

05/03/34 

60-395 8 

8303300213 

6203300214 

02/03/15 

SO-213 

P 

6203310160 

0203310030 

81/ IS/OI 

FOIA 

8203300224 

6203300222 

02/03/25 

50-526 

A 

0203310169 

82033)0033 

01/15/01 

FOIA 

8303300223 

8203300223 

82/03/17 

50-312 

P 

8203310171 

0203310030 

01/13/01 

FOIA 

8303300226 

8203300223 

02/03/17 

50-312 

p 

8503310173 

3203310030 

81/15/01 

FOIA 

8203300227 

8203300223 

82/03/17 

50-312 

p 

9503310175 

0203310170 

02/03/23 

50-331 3 

0203300240 

8203300231 

82/03/26 

50-322 

A 

0203310177 

9203310030 

81/13/01 

FOIA 

82033002S1 

8203300248 

82/03/23 

50-298 

P 

6203310178 

0203310163 

02/03/12 


8203300273 

8203300274 

02/03/03 

50-336 

P 

8203310179 

8203310172 

92/03/2? 

50-373 A 

8203300277 

8203300273 

82/03/04 

40-8432 


8203310181 

8S03310030 

81/12/01 

FOIA 

8203300278 

8203300274 

02/03/03 

30-336 

P 

0203310102 

8203 310176 

82/03/29 


8203300279 

0203300274 

83/03/05 

30-336 

P 

8503310163 

82033(0030 

01/12/01 

FOIA 

8203300283 

8203300281 

82/03/17 

70-1 100 


8203310104 

8503310174 

83/03/12 

40~d6i0 


Access I CN Nt-HBER 


ACCESSION NU«Oe« 



PBINCIPAU 

DATE 

SUBJECT 


EKCLOSune 

OOCOMENr 

ISSUED 

CATEGORY 

6200310106 

0203310176 

02/03/29 

90-937 

0 

6203310109 

0203310030 

61/12/01 

FOIA 


B2O331O109 

0203310030 

61/12/01 

eat A 


820:)310l<?0 

0203310030 

61/12/01 

FOIA 


6203310193 

0203310107 

63/03/11 

30-461 

0 

0203310194 

8233310030 

61/12/01 

FOIA 


0203310193 

0203310191 

01/12/21 

FOIA 


6203310196 

0203310030 

61/12/01 

FOIA 


6203310197 

0203310192 

62/03/26 

90-322 

0 

6203310199 

0203310030 

01/12/01 

FOIA 


6203310200 

0203310030 

01/ 12/01 

FOIA 


0203310201 

0203310192 

82/03/26 

90-322 

9 

3203310202 

820331 Ol98 

92/03/19 

90-299 

0 

0203310203 

0203310030 

91/12/01 

FOIA 


3203310203 

6203310030 

81/12/01 

FOIA 


6203310207 

0203310030 

01/12/01 

FOIA 


8203310200 

0203310174 

03/03/12 

40-0610 


3203310210 

0203310030 

01/12/01 

FOIA 


3203310212 

0203310030 

91/12/01 

FOIA 


8203310213 

0203310030 

91/12/01 

FOIA 


32033I02I5 

6203310030 

01/12/01 

FOIA 


9203310210 

6203310030 

01/12/01 

FOIA 


3203310220 

8203310030 

91/12/01 

FOIA 


9203310224 

0203310030 

01/12/01 

FOIA 


0203310228 

0203310030 

01/12/01 

FOIA 


6203310229 

0203310030 

01/12/01 

FOIA 


0203310233 

6203310030 

01/12/01 

FOIA 


8203310233 

8203310030 

91/12/01 

FOIA 


3203310239 

6203310030 

01/12/01 

FOIA 


B3033t034l 

6203310030 

61/12/01 

FOIA 


9203310243 

8203310030 

01/12/01 

FOIA 


B203310244 

0203310238 

02/03/26 

50-312 

0 

3203310243 

6203310030 

01/12/01 

FOIA 


8203310246 

8203310030 

01/12/01 

FOIA 


3203310230 

6203310030 

01/12/01 

FOIA 


8203310291 

0203310030 

01/12/01 

FOIA 


0203310294 

0203310030 

01/ 12/01 

FOIA 


3203310296 

0203310293 

02/03/13 

50-303 

a 

3203310299 

0203310030 

01/12/01 

FOIA 


9203310260 

0203310030 

01/12/01 

FOIA 


6203310261 

0203310030 

81/12/01 

FOIA 


0203310266 

0203310030 

01/12/01 

FOIA 


3203310260 

6203310269 

02/03/24 

90-279 

9 

8203310269 

0203310263 

01/04/10 

90-309 

» 

3203310270 

0203310030 

91/12/01 

FOIA 


3203310271 

0203310267 

02/03/12 

30-423 

0 

8203310272 

0203310030 

01/12/01 

FOIA 


8203310273 

6203310030 

91/12/01 

FOIA 


0203310274 

0203310030 

01/ 12/01 

FOIA 


9203310279 

6203310030 

01/12/01 

FOIA 


6203310270 

8203310030 

91/12/01 

FOIA 


8203310279 

6203310276 

02/03/17 

50-334 

R 

6203310290 

0203310030 

81/12/01 

FOIA 


6203310201 

0203310277 

82/03/26 

90-206 

a 

6203310202 

0203310030 

81/12/01 

FOIA 


8203310284 

6203310030 

01/12/01 

FOIA 


6203310289 

6203310030 

81/12/01 

FOIA 


0203310286 

6203010283 

82/03/19 

80-373 

a 

0203310260 

0203310030 

91/12/01 

40-791 1 


0203310289 

0203310030 

91/12/01 

FOIA 


8203310290 

8203310203 

02/03/19 

90-373 

a 

0203310293 

0203310030 

01/12/01 

FOIA 


0203310294 

8203310291 

02/03/12 

50-213 

a 

0203310299 

8203310030 

01/12/01 

FOIA 


0203310297 

0203310030 

01/12/01 

FOIA 


8203310299 

8203310030 

81/12/01 

FOIA 


8203310301 

9203310030 

01/12/01 

FOIA 


8203310302 

8203310030 

01/12/01 

FOIA 


8203310306 

8203310030 

01/12/01 

FOIA 


0203310300 

8203310030 

01/12/01 

FOIA 


82033 103 10 

8203310309 

82/03/24 

50-261 

t 

020331031 1 

8203310307 

02/03/18 

90-346 

B 

0203310312 

6203310030 

01/12/01 

FOIA 


8203310313 

8203310030 

01/12/01 

FOIA 


8203310314 

0203310309 

02/03/23 

50-304 

B 

6203310316 

820 33 10030 

61/12/01 

FOIA 


8203310317 

0203310030 

01/12/01 

FOIA 


9203310321 

0203310030 

01/12/01 

FOIA 


9203310322 

6203310030 

01/12/01 

FOIA 


3203310324 

8203310319 

02/03/26 

90-436 

0 



PRINCIPAL 

DATE 

SUBJECT 


ENCUCSURC 

DOCUKENT 

ISBUED 

CATEOORY 

8303310323 

6203310320 

02/03/04 

90-237 

R 

0303310328 

8203310323 

02/03/29 

90-220 

F 

8203310329 

8203310030 

01/12/01 

FOIA 


8303310331 

8203310323 

02/03/29 

30-220 

F 

3303310332 

6203310327 

02/03/22 

90-299 

S 

8303310337 

8203310030 

81 / 12/01 

FOIA 


8303310330 

0203310334 

02/03/22 

90-77 

R 

B2033I0339 

0203310339 

02/03/29 

90-289 

F 

0203310340 

0203310336 

02/03/29 

90-397 

R 

8203310342 

0203310030 

Ql/12/01 

FOIA 


0203310343 

0203310339 

02/03/29 

90-209 

F 

8303310347 

8203310030 

Ol/12/Ot 

FOIA 


0303310331 

0203310340 

82/03/24 

90-279 

8 

8203310332 

8203310390 

02/03/12 

90-277 

0 

8203310354 

0203310030 

01/ 12/01 

FOIA 


0203310333 

0203310349 

82/03/29 

90-249 

F 

0203310356 

0203310390 

B2/03/12 

90-277 

0 

0203310397 

0203310030 

ei/12/01 

FOIA 


8203310338 

0203310349 

02/03/29 

90-249 

F 

0303310339 

0203310030 

01/12/01 

FOIA 


0303310362 

0203310030 

01/12/01 

FOIA 


0203310363 

8203310360 

82/03/29 

30-279 

F 

8203310364 

0203310030 

01/12/01 

FOIA 


0203310363 

0203310030 

81/12/01 

FOIA 


0203310366 

0203310030 

81/12/01 

FOIA 


8203310367 

0203310030 

81/12/01 

FOIA 


0203310368 

6203310360 

B3/03/29 

90-279 

F 

0203310369 

8203310030 

81/12/01 

FOIA 


0203310370 

8203310030 

01/12/01 

FOIA 


0203310371 

8203310030 

01/12/01 

FOIA 


9203310376 

0203310030 

01/12/01 

FOIA 


8203310378 

0203310030 

01/12/01 

FOIA 


0203310300 

8203310030 

BI/12/01 

FOIA 


0203310303 

0203310030 

01/12/01 

FOIA 


8203310380 

0203310389 

02/03/19 

HABTE HOT 

0203310309 

0203310386 

ei/OB/06 

90-309 

R 

8203310390 

8203310030 

81/12/01 

FOIA 


0203310393 

8203310030 

01/12/01 

FOIA 


0203310394 

8203310391 

81/10/06 

90-409 

R 

8203310397 

8203310392 

02/03/29 

90-339 

F 

0203310400 

0203310396 

01/11/09 

90-409 

R 

0203310401 

8203310030 

01/12/01 

FOIA 


0203310404 

8203310390 

82/01/14 

90-316 

R 

8203310409 

0203310403 

81/09/00 

90-409 

R 

0203310406 

0203310030 

81/12/01 

FOIA 


0203310408 

0203310392 

82/03/29 

90-339 

F 

0203310412 

0203310030 

01/12/01 

FOIA 


0203310414 

8203310410 

02/03/29 

90-29 

0 

8203310419 

8203310411 

02/03/23 

90-440 

A 

9203310418 

8203310030 

01/12/01 

FOIA 


0203310432 

8203310416 

02/03/2? 

30-282 

F 

0203310429 

0203310030 

81/12/01 

FOIA 


0203310429 

8203310030 

81/12/01 

FOIA 


0203310431 

0203310427 

82/03/22 

30-440 

E 

0203310439 

8203310030 

01/12/01 

FOIA 


0203310439 

8203310030 

81/12/01 

FOIA 


0203310442 

8203310416 

02/03/29 

90-262 

F 

0203310444 

0203310430 

82/03/29 

90-362 

A 

8203310449 

0203 3 10030 

01/12/01 

FOIA 


8203310447 

8203310443 

92/03/29 

90-373 

A 

0203310449 

8203310440 

02/03/12 

90-309 

0 

0203310490 

8203310030 

Bl/12/01 

FOIA 


0203310493 

0203310451 

01/03/09 

50-309 

R 

6203310499 

8203310030 

01/12/01 

FOIA 


8203310460 

8203310496 

81/10/19 

30-286 

R 

8203310461 

8203310494 

02/03/29 

90-261 

F 

8203310462 

0203310497 

82/03/23 

90-220 

B 

0203310464 

8203310030 

81/12/01 

FOIA 


8203310466 

0203310494 

82/03/29 

90-261 

F 

8203310467 

0203310463 

81/09/14 

90-286 

R 

6203310471 

8203310494 

02/03/29 

90-261 

F 

0203310476 

8203310030 

01/12/01 

FOIA 


0203310477 

8203310470 

82/02/29 

90-249 

8 

8203310403 

8203310479 

62/03/24 

90-247 

a 

0203310406 

62033104B2 

82/03/26 

90-142 

0 

0203310487 

6203310464 

82/03/26 

90-322 

u 

0203310400 

8203310030 

01/12/01 

FOIA 


8203310490 

8203310481 

02/03/29 

90-369 

F 

8203310494 

0203310030 

81/12/01 

FOIA 


6203310499 

0203310481 

B3/03/g9 

90-369 

F 


ACCESatOM 

number 


buoject 

CATECORV 

ENCLOSUBE 

principal 

DOCUMENT 

DATE 

ISSUED 

8203310302 
0203310504 
820331 0305 
8203310306 
8203310519 

8203310493 

0203310030 

0203310497 

8203310500 

0203310030 

82/03/25 

81/12/01 

02/03/24 

02/03/29 

01/12/01 

50-322 0 

FOIA 

40-0112 
50-322 0 

FOIA 

9203310320 
82033 10331 
8203310333 
0203310333 
0203310340 

0203310520 

0203310030 

8203310523 

0203310532 

8203310532 

02/03/11 

01/12/01 

02/03/25 

02/03/25 

02/03/25 

50-338 0 
FOIA 

50-313 0 
50-293 Q 
50-293 0 

8203310345 

8203310347 

8203310348 

8203310330 

8203310339 

8203310539 

6203310543 

0203310030 

8203310555 

0203310030 

B2/02/1B 

02/03/24 

01/12/01 

02/03/23 

01/12/01 

40-8610 

70-2302 

FOIA 

50-329 A 

FOtA 

8203310362 

9203310363 

9203310369 

8203310574 

9203310578 

0203310550 

0203310030 

0203310030 

8203310030 

6203310030 

02/03/12 

01/12/01 

81/12/01 

01/12/01 

91/12/01 

50-334 0 

FOIA 

FOIA 

FOIA 

FOtA 

0203310583 
82033 I0SB7 
8203310508 
8203310391 
0203310592 

8203310030 

0203310030 

8203310030 

8203310030 

0203310030 

01/12/01 

01/12/01 

81/12/01 

01/12/01 

81/12/01 

FOtA 

FOtA 

FOtA 

FOIA 

FOIA 

6203310593 

8203310594 

8203310595 

0203310596 

0203310599 

8203310590 

8203310030 

8203310030 

8203310030 

0203310030 

02/02/24 

81/12/01 

81/12/01 

01/12/01 

01/12/01 

CONTRACT 

FOtA 

FOIA 

FOIA 

FOIA 

8203310601 

0203310603 

0203310604 

0203310605 

8203310607 

0203310030 

8203310030 

0203310030 

8203310600 

8203310597 

Bl/12/01 
81 / 12/01 
01/12/01 
02/03/03 
02/03/29 

FOIA 

FOIA 

FOIA 

CONTRACT 
50-133 1 

6203310608 

8203310609 

8203310030 

0203310030 

81/12/01 

61/12/01 

FOIA 

FOIA 


/kCftCStO'J NUOCB 


f r.cLricuPE 

B?033 10611 
e2033106l3 
9203310613 

0303310616 
020331061/ 
0303310619 
G303310621 
03033 1 0622 

0203310636 

8203310625 

0203310626 

020331062/ 

0203310626 

0203310630 

8203310631 

8303310633 

B3033I0636 

830331063/ 

8303310639 

0303310661 

0203310642 

8203310643 

8203310646 

9203310650 

8203310632 

8203310654 

0203310636 

0203310658 

0203310659 

0203310662 

0203310664 

82033*0665 

020331066/ 

8203310669 

02033106/1 

82033106/3 


PJ?1NCIP/»1- 

OJCS/lFMr 

0203310030 

0203310030 

8203310030 

8203310030 

9203310030 

0203310030 

8203310615 

0203310030 

8203310030 

8203310030 

0203310030 

0203310030 

820331C030 

0203310030 
8203310030 
0203310030 
0203310030 
8203 310030 

8203310030 

8203310030 

8203310030 

8203310030 

0203310030 

8203310030 

0203310030 

8203310030 

9203310030 

0203310030 

0203310030 
8203310030 
0203010020 
0203 310030 
0203310030 

0203310030 

0203310030 

8203310030 


06 rf 
irS.'i 0 

81 / 12/01 
01/12/01 
01 / 13/01 

91 / 12/01 
81 / 12/01 
81 / 12/01 
02 / 03/23 
81 / 12/01 

01/12/01 

91 / 12/01 

81 / 12/01 

81 / 12/01 

81 / 12/01 

01/12/01 
81 / 12/01 
81 / 12/01 
81 / 12/01 
8) / 12/01 

81 / 12/01 
ei/12/Ol 
81 / 12/01 
81 / 12/01 
81 / 12/01 

81 / 12/01 

01 / 12/01 

91 / 12/01 

01/12/01 

ai/ 12 /oi 

91 / 12/01 

81 / 12/01 

81 / 12/01 

01/12/01 

ei/12/Oi 

Hl/12/01 
01/12/01 
81 / 12/01 


su) jrcr 

CrtlKOOIV 

fOIA 

roiA 

FOIA 

FOIA 

FOIA 

roiA 

SO-4CO 8 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOtA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOtA 

FOIA 

FOtA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOtA 

FOIA 
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DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCnON STAGE DOCUMENTS AND CORRESPONDENCE 

ti o H'nv nreceding the issuance of an oper- 
This category follows the application from submission ® ' substantive technical content tliat 

ating license. It includes all correspondence and documents with subst. 
do not fall into other speciftc categories. Included are. 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4 NRC questions, requests for additional information, and applican P 

s'. Correspondence and documents relating to unresolved design and cons.ruciion issues. 

6. Meetiug announcements and summaries of meeting discussions on issues of item . 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

that affect the status of the appu 

8. Information on laws and changes in Pollution Control Act, etc,), 

cation (NEPA. Water Quality Improvement Act, Water I'd 

1 raaiotinc to thc construction permit. 

9. Construction Permit, amendments, and correspondence 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license appli 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report ^FSAR)- 

16. Correspondence and documentation on m Bulletin. 

anoUter facility which may affect the subject facility, 

,7. Reports of site visits. 

18. Backup technical documents (e.g., P 

«.rv amafYSIS report (PSAR) AND AMENDMENTS 

B, UTILITY PRELIMINARY SAP ^ All related correspondence is filed in 

This category is strictly limited to the i ems 

^SAR) submitted by utQity (formerly called Hazards 
1. Preliminary Safety Analysis f . 

Summary Report or Safety Analysis Report}. 

Amendments and changes to the PS 


A1 


2 . 



4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Tins category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional ui formation, and applicant responses. 

6. Federal register notices citing (he availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is tlie 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited to the items listed below. Other environmental documents and 
correspondence are In categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, stale and local government agencies. 

5. Transmittal and acknowledgetnciU letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items I and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where U\c primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. oaiciy j^viiiuiiiion i\.upuri prcpdieu uy uic 

Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER, 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is tlie 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY. MEDICAL. EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR IS excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program, 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antilrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safely and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Clianges in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting infonnation about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to tlic facility. 

8. Correspondence regarding Uic Local Ihiblic Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFOILMATION 

This category contains all financial information except tliat submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual repoi l.s. 

2. Separately submitted financial information and related correspondence. 

J. insurance and indemnity INFORMATION 

1. Indemnity agreements and ainendmenls. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to Uie FSAR, 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
slruclion permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a consiriiclion permit and operating license 
entitled ‘Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters, 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings m antitrust 
matters. Related correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 . Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Constriiction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 


4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
CO technical specifications, the operating license or tcclinical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (c.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on (he Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the tcclinical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence rehiting to NRC's Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool, 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

0. INSPECTION REPORTS, IE BULLETINS. CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspect ion reports, 

2. IF. Bulletins (foimcrly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. I./;ltcrs concerning areas of iioncompliancc. 

6. Prc-.servicc and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that docs not specifically relate 
to incidents or events as defined in category S. 
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K. I'tiKIUUlL OFLRATING REPORTS AND RELATED CORRESPONDENCE 
TJus category inciudcs periodic reports of a routine naiurc. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Corre.spondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category confain.s all materials relating to abnormal, unusual, reportable or nonroutfne occur- 
rences or events. This includes; 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or po.ssiblc reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tliis category contains all word-for-word transcripts, except for antilrost matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting tran.scripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries arc filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congrc.ssional Affairs, Congress and the Executive 
Branch on otiicr than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-Icvel radioactive wastes generated onsite. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR — Commission Meeting Records 

This category contains documentation pcitaiiiing to open and closed Commission meetings. [I 

mcludcs: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certincation of General Counsel on closed meetings. 

4. Commission Determination Staleniciits regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. enclosures to released transcripts, Including applicable vlcwgraplis, staff papers, and staff 
correspondence. 

7. Staff reriuiremcnts memoranda for open nreetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with rc.spect to the hazards of new or exist- 
ing nuclear fncilillcs and the aderjuacy of related safety standards. The documents In this category 
are: 

1. Verbatim transcripts of ACRS subcommlUee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generaled reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1 . Inconring and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 



z. I ravel voucners, icicpnone logs aiia oiiiciai appoinuiiem taicnuars oi iiuiiviuuai L-oniiiiissioners. 

3. Weekly Infoimalion Reports (SliCY series number) prepared by the Executive Director foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Coininission meetings, see lOCFR category. Foi all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

Tills category contains d acumen tat ion pertaining to AliC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documciits and contract modincations, if any. 


DISCLOSURE - Financial Disclosure infornintion 

Tliis category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains re(|ucsls for agency records and records released in accordance witli the 

provisions of tlic Freedom of Information Act (I’OIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year- numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Corrc.spondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in re.sponsc to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmalic and technical aspects of issues. 


iUwX may reqviirc some lollow-up action on tltc part of licensees. Also incluilctl in this category 

arc preliminary notifications of events (PNOs). 

1 . l&H Circulars, which ilcscribe an event at a licensed fncility anti ate informational in nature. 

2. I&C Information Notices, which ate similar to circulars InU arc pielinUiv.uy in nature anti 
issued shortly after an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and icijucsi all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Uvents (PNOs), which provide updated infonnation of an event 
of safety or ptiblie interest significance. 

NOTH: For letters forwarding lire above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual dockcl categories. 


MISC — Public Document Room Miscellaneous 

This category contaius docuiucuts that do not fall into the scope of the otlici noiulockctcd 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nticlcsir Regulatory Commission vvhlcli 
carry the NUKEG series code and correspondence pertaining to those reports. NUREG report'^ 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

1. These icpoiis arc normally final work products and arc cluiiactcrized by the following criteria: 

a. ritey arc prcdecisional documents whicli present infonnation to be considered in 
Commission licensing and policy decisions. 

b. They present tlic results of Commission licensing and policy decisions. 

c. Tiicy present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and intejcstcd inenrbers of the public commctrling 
on reports or rcqucsiing clarification or interpretation. 

3. Internal NRC memoranda srmrmarizmg meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence witli Other Organizations 


Tins category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop* 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and tecimical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parlies have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing will) NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (I’l^l) filed by an outside party or person. The documents in this category arc: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of ‘the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written irrterpreta lions 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
parly to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 



otliers in favor of or in opposition to tlie PRM. 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

Tin's category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plairts for which NRC has full licensing responsibilities; and (2) govetr\ment-owncd reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers tlic appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket SO category. 

These documents are grouped together in categories, designated by alphabetic characters. These arc 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1 . Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of tlu 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of Ihe PSAP 

G. Adjudicatory Correspondence 

1 Motions, briefs, orders, et ai pertain 

M. Antitrust Correspondence 

1. Submittals and related material pertali 
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1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and lechnical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of lire Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria arc 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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I . Fedc,.! Register notices announcing tl,e issuance and availabduy of a r,„p,«d regulanry 
Revised or newly issued Regulatory Guides. 

o “ ■■ 

ftZZ tSm’cS."”' •' “• '*"• 

Summary of meetings held in the NRC to discuss proposed Regulatory Curder 

NOTH. For documentation pertaining to other work products and acuvrries of the NRC Oftue 
or Standards Development, see tire Organization category. 


2 . 

3. 

4 . 

5. 


‘'jJCwe 


— Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by .VRC contuctoa put- 
vlcling research and technical assistance to the Commission. It also includes JucunientJtton per- 
taining to research activities of the Commission. Included are; 

1. Project description documents. 

2. Letter reports of accompllsluncnts and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Prc-tesl prediction reports. 

4. “Quick look” reports, 

5. Informal experimental data reports and post-irradiation e.xanunaiiun analyses. 

6. Conceptual design descriptions. 

y . Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other te.eji.h 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with lechnical mailc.s reUnng m resear.h 
and tecimicai assistance contracts. 

10. Staff Research Information Letters (RILs) transmuting the doLumenieJ rCijlts tfvi.i v. .. 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also .NLRI L ffp 


LEV LEW GRP - NRC Research Review Croups 

his category contains ^xp^rtisriTa^ man^agement in teseatw?. m 

roups provide a broad base of technical expertise 



major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in tliis category ate: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of ilie presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis* 
sioners which are assigned a SECY report series code. Included arc: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

Tliis category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1 ) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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1 . Correspondence between and among NRC Office of State ho.ums an.i Slate ..fiKiah 
mostly Slate liaison officers, regarding; 

a. cooperative programs in such technical areas as radiation cntrol. cnu'rgenc> resp.T.se 
planning to radiological incidents, water quality and tfansp(»rtatiita suiveillar.ce 

b. technical assistance to Agreement States in resiev.'ingapphcaiions, compliance actv. r.s. 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training piojiams on current 
matters of policy and regulations; i.e. decommissioning and facility siting 

3. Slate Legislative Reports. 

A. Agreement State Licensing Statistics Reports. 

NOTIi: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to Stales, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 


This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports General vendor 
related correspondence that is not docket specific is also included in this category. 


Topical reports, dealing with such tccltnical matters as specifications, testing and safely 
siibiiiiitcd by architect, engineers and other vendors. 


2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

A. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities 
programs, methodologies and design criteria. 


Noxr- For tcporis subinitied by ulil.lies (hat ate w.iiren by vendots on .hen behall' and .ha. 
...i.,,.. dnnke.ed cases, see the categories for llie Docker 50 senes. 


WASTE MGT — Nuclear Waste Management 
This category is topical in nature and 

Division of Waste Management. „,imatilv with NRC's inieiaction with DOH and its lutu.e 

by a WM prefiK. These f nested fo, the dispou. of high-lerel war.e m 
sole in licensing and "SUlat^DOE 

geologic dtiutncnls in this caiegoty ate: 

‘ . . dOE/NRC meetings in which 001 present, ...fo,nut„m oa 

1 , Meeting agenda and „ id,„,ify sites fo. nuclea. waste .e^rs.u.rrer 

,,, .oiogica. ,„d was,. 

2. Briefings by DOE on research beirrg co 
management. 
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Ill irie vtrasie isoiauon riioi nan lor ounai m ucicuic wasicb. 


4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and metnbers of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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